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PREFACE 


The Tide List of Documents Made Publicly Available is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
()) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index, 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Informationt last published in January 1979. Microfiche of the 
docketed information listed in the Tide List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A . Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. U tility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J . Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P . Operating license stage documents and correspondence 

Q. Inspection reports, IB Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences, LERs and related correspondence 

T. Hearing transcripts on non-antllrust matters 

U. Congressional/ executive correspondence 

V . Licensing operators and related correspondence 
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W, Decommissioning stage documents and correspondence 

X. Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the entries in the list are: 


1 . 

2 . 

3. 


4. 

5. 

6 . 
7 . 


8 . 

9 . 


10 . 

11 , 

12 . 


P> Operating license stage documents & correspondence 

, ® , 0 

8203090028 Responds to 820201 Ur requesting documents re environ qualification of 
electrical equipment. All nonproprietary repts will be provided to Franklin Research 
Cir by 820408. Proprietary repls will be provided to NRC by 820510. 

MILLS, L.M, Tennessee Valley Authority. 82/03/04. VASSALLO, D.B. 
Operating Reactors Branch 2. @ Ip. 1216:254. 24XFiche; 50-259, 82/03/04, 
8203090028. ^ t ^ | 

© ® @ © 


NRC/PDR Document category (see Appendix A). 

NRC Accession Number (year, month , day, and sequence number of item). 

Description of information contained in the document. 

Personal aulhor(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or nonindividual source. 

Date of document described. 

Recipient of document and NRC or corporate affiliation. 

Pages in this document. 

The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files. 
This three-digit portion of this entry is the number of the frame on which this document starts, 

The 24X Fiche designation consists of the docket number followed by the date of the document and the acces- 
sion number for the document. This designation provides the information needed by subscribers to the Na- 
tional Technical Information Service docket microfiche to locate the document fiche. 

1 f this space is blank, the document is available to the public only in the NRC Public Document Room, 1 7 1 7 H 
St., N. W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of the document. 
The entry may be "'Available at NRC*’ for sale; “Available at NTIS“; or “Available at GPO. “ 


pie Dockped Items list is arranged sequentially by Docket Number, category, and then by date of principal items, 
Emnes mdented and preceded by a dash are items that were submitted as enclosures to principal items. In general, 
indented Hems are not in accession number sequence. If the docketed document has a contract (FIN) number or a 
formal report number, it will appear in the last line of the item following entry 5. 

NONDOCK ETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Document 
Room. These categories and their symbols are; 

10CFR-- Commission Meeting Records 

ACRS - Advisory Committee on Reactor Safeguards 

COMMISSION — NRC Commissioners 

CONTRACT NRC Contracts and Modifications 

DISCLOSURE — Financial Disclosure Information 

FOIA — Freedom of Information Act Requests and Releases 

GEN TECH IS — Generic Technical Issues 
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I&E — Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG — NUREG Reports and Related Correspondence 

ORG — Correspondence with Other Organizations 

PR — Proposed Rule 

PRM — Petition for Rulemaking 

PROJ — Projects— Predocket Licensing 

PT21 — Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 
TOPREP — Vendor Reports and Related Correspondence 
WASH — Regulatory Publications— Pre*NU REG Series 
WASTE MGT — Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 


Appendix B sets forth these categories and describes the material available in each. Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the time period of the report, 


The principal elements of the nondocketed items are: 

(T) NUREG— NUREG Reports and Related Correspondence 

© O 


8203090207 NUREG/CR-1672 V02 

( RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Documents 
NUREG/CR-1262, NUREG/CR-I376, NUREG/CR-1377, NUREG/CR-I397& 
.NUREG/CR-I608. ^ 

(TV STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science Applications, Inc. 


© 




0^123 p 

(n). 


FIN B-6694. SA 1-262-8 1 -PA. 82/02/28. Division of Risk Analysis, 


Available at NRC. 



1. Nondocketed category 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal author(s). An asterisk in this position indicates that there is no personal author. 

6. Corporate, agency or other nonindividual source. 

7. Contract or financial (FIN) number (if any). If the document has a secondary report number, it will appear 
following this entry, 

8. Secondary report number assigned by originator. 

9. Date of document described. 

10. NRC organizational recipient, 

11. Pages in document. 

12. All NUREG-series documents are available for purchase at NRC. Information on ordering documents is given 
below. All NUREG-series documents are also available at NTIS. Information on ordering from NTIS is also 
given below. 

13. Price for which NRC sells the document. 
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14. The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files. 

1 5. This three-digit portion of this entry is the number of the frame on which this document starts. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items pre- 
ceded by a dash are enclosures to unindented items. 


NOTES: 

1 . The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U.S. Nuclear Regulatory Commission 
Washington, D.C, 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit Ac- 
count holders may charge their orders by calling (301 ) 492-9530. 

2. The address forNTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to NTI S or call 
the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you place your order. Publica- 
tions can be charged to American Express credit cards; supply the chargecard number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents listed in this 
publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed In this title list may be purchased. Reproduction charges for 
duplication arc as follows: (1) paper to paper is $0.05 per page except for oversized documents and engineering 
drawings, which vary from $0.50 to $1 .00 per square foot; (2) microform to paper is $0.05 a page for pages on 
microfiche and is $0.20 a square foot for a full-size print or $0.25 for a reduced-size print (18" x 24") of a draw- 
ing on an aperture card; and (3) microform to microform is $0. 10 per microfiche and $0.20 per aperture card. 
Orders completed for mailing or for a special delivery service will have an additional fee for the actual mailing, 
shipping, or delivery service rate. Unless a user requests special packing materials, there is no additional charge 
by the contractor for handling and wrapping materials. 


Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders will be pro 
cessed and mailed with a bill from Literature Research Company. An account may be established with the 
Literature Research Company by calling (703)-941-8018. 


viii 



ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name Page Dockcl Name Page 

Low Level Radwastc Disposal Sites — Docket 27 40-8452 Bear Creek Uranium Co , Casper, WY 4 


27-039 Sheffield. IL, U S Ecology, Inc 
27-048 Richland, WA, U S Ecology, Inc 

Domestic Licensing of Source Material — Docket 40 

40-0017 Dow Chemical Co , Midland, Ml 

40-0086 W R. Grace & Co , Pompion Plains, NJ 

40-0299 Union Carbide Corp., Grand Junction, CO 

40-0462 Dow Chemical Co , Midland, MI 

40-0672 Nuclear Metals, Inc , Concord, MA 

40-1341 Tennessee Valley Authority, Chattanooga, TN 

40-2001 Kerr-McGec Chemical Corp , 

Oklahoma City, OK 

40-2259 Pathfinder Mines Corp , Riverton, WY 

40-3392 Allied Chemical Corp , Morristown, NJ 

40-3453 Atlas Minerals, Inc., Denver, CO 

40-4492 Fedcral-Aincncnn Partners, Riverion, WY 

40-4931 Navy, Dept, of, Annapolis, MD 

40-6500 Energy, Dept of, Canonsburg, PA 

40-6622 Pathfinder Mines Corp,, Shirley Basin, WY 

40-6659 Getty Oil Co.-Pelrolomics Co., 

Shirley Basin, WY 

40-6940 Kawecki Berylco Industries, Inc., 

Boycrlown, PA 

40-7869 Plateau Resources, Ltd , Grand Junction, CO 

40-8027 Kerr-McGec Nuclear Corp., 

Oklahoma City, OK 

40-8035 Cotter Corp., Roswell, NM 

40-8064 Exxon Minerals Co., USA, Houston. TX 

40-8084 Rio Algom Corp., Moab, UT 

40-8102 Exxon Co., USA. Houston, TX 

40-8348 Minerals Exploration Co., Los Angeles, CA 

40-8380 Rocky Mountain Energy Co., 

Broomfield, CO 


1 

40-8502 

Wyoming Mineral Corp , Lakewood, CO 

5 

1 

40-8584 

Minerals Exploration Co , Los Angeles, CA 

5 


40-8599 

Air Force, Dept, of, Brooks AFB, TX 

5 

1 

40-8674 

Plateau Resources, Ltd , Grand Junction, CO 

5 

1 

40-8681 

Energy Fuels Nuclear, Inc , Denver, CO 

5 

1 

40-8697 

Rocky Mountain Energy Co , Denver, CO 

5 

2 

40-8698 

Plateau Resources, Ltd , Grand Junction, CO 

5 

2 

40-8714 

Clevcland-Cliffs Iron Co , Cleveland, OH 

6 

2 

40-8745 

Ogle Petroleum, Inc , Casper, WY 

6 

2 

40-8768 

Kerr-McGec Nuclear Corp., 




Oklahoma City, OK 

6 

3 

40-8781 

Teton Exploration Drilling Co., Inc., 




Casper, WY 

6 

3 

40-8783 

Uranerz USA, Inc,, Casper, WY 

6 

3 

40-8786 

Uranium Resources, Inc , Richardson, TX 

6 

3 

40-8794 

Molycorp, Inc., Los Angeles, CA 

6 

3 

40-8801 

Radiation Management Corp., Northbrook, IL 

6 

3 

40-8807 

Air Force, Dept, of. Tinker AFB, OK 

6 

3 

40-8829 

Wyoming Fuel Co., Lakewood, CO 

6 

3 

40-8839 

Sania Fc Mining, Inc., Albuquerque, NM 

6 

4 

Domestic Licensing of Production and UtiUrotion Facilities — 


A 

Docket 50 




50-2 

Univ. of Michigan Research Reactor 

6 

4 

50-3 

Indian Point Station, Unit 1 

7 

4 

50-5 

Pennsylvania Stale Univ, Research Reactor 

8 

4 

50-10 

Dresden Nuclear Power Station, Unit i 

8 

4 

50-18 

Vallecilos Boiling Water Reactor 

9 

4 

50-20 

Massachusetts Institute of Technology 


A 


Research Reactor 

9 

A 

50-27 

Washington State Univ. Research Reactor 

LO 


50-29 

Yankce-Rowe Nuclear Power Station 

10 


IX 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-54 

Union Carbide Research Reactor 

12 

50-220 

Nine Mile Point Nuclear Station, Unit 1 

29 

50-57 

State Univ of New York Research Reactor 

12 

50-223 

Univ of Lowell Research Reactor 

31 

50-59 

Texas A«&M Univ Research Reactor 

12 

50-224 

Umv of California Research Reactor 

31 

50-62 

Umv of Virginia Research Reactor 

12 

50-225 

RPI Critical Experiment 

31 

50-70 

General Electric Test Reactor 

13 

50-228 

Aerotesi Radiography & Research Reactor 

32 

50-73 

General Electric Nuclear Test Reactor 

13 

50-237 

Dresden Nuclear Power Station, Unit 2 

32 

50-83 

Untv of Florida Training Reactor 

13 

50-244 

Robert Emmet Ginna Nuclear Plant, Unit 1 

35 

50-87 

Westmghouse Critical Experiment 

13 

50-245 

Millstone Nuclear Power Station, Unit 1 

37 

50-89 

General Atomic Co 

13 

50-247 

Indian Point Station, Unit 2 

3B 

50-112 

Univ of Oklahoma Research Reactor 

13 

50-249 

Dresden Nuclear Power Station, Unit 3 

40 

50-116 

Iowa Slate Univ. Research Reactor 

13 

50-250 

Turkey Point Plant, Unit 3 

43 

50-123 

Umv of Missouri Research Reactor 

14 

50-251 

Turkey Point Plant, Unit 4 

45 

50-124 

Virginia Polytechnic Institute 

Training Reactor 

14 

50-254 

Quad-Cities Station, Unit 1 

Palisades Nuclear Plant 

47 

49 



50-255 

50-128 

Texas A&M Univ Research Reactor 

14 

50-259 

Browns Ferry Nuclear Power Station, Unit 1 

51 

50-133 

Humboldt Bay Power Plant, Unit 3 

14 

50-260 

Browns Ferry Nuclear Power Station, Unit 2 

55 

50-134 

Worcester Polytechnic Institute 




57 


Research Reactor 

15 

50-261 

H B Robinson Plant, Unit 2 

50-139 

Univ. of Washington Research Reactor 

15 

50-263 

Monticello Nuclear Generating Plant 

60 

50-142 

UCLA Training Reactor 

15 

50-265 

Quad-Citics Station, Unit 2 

62 

50-148 

Univ. of Kansas Research Reactor 

15 

50-266 

Point Beach Nuclear Plant, Unit 1 

64 

50-155 

Big Rock Point Nuclear Plant 

16 

50-267 

Fort St Vrain Nuclear Generating Station 

67 

50-163 

General Atomic Co 

21 

50-269 

Oconee Nuclear Station, Unit 1 

70 

50-166 

Umv of Maryland Research Reactor 

21 

50-270 

Oconee Nuclear Station, Unit 2 

72 

50-170 

National Naval Medical Center 

22 

50-271 

Vermont Yankee Nuclear Power Station 

75 

50-171 

Peach Bottom Atomic Power Station, Unit 1 

22 

50-272 

Salem Nuclear Generating Station, Unit 1 

76 

50-183 

Vallecitos Experimental Superheat Reactor 

22 

50-275 

Diablo Canyon Nuclear Power Plant, Unit 1 

78 

50-186 

Univ of Missouri Research Reactor 

22 

50-277 

Peach Bottom Atomic Power Station, Unit 2 

88 

50-188 

Kansas State Umv Research Reactor 

22 

50-278 

Peach Bottom Atomic Power Station, Unit 3 

91 

50-192 

Umv. of Texas Research Reactor 

22 

50-280 

Surry Power Station, Unit 1 

93 

50-193 

Rhode Island & Providence Plantations AEC 

22 

50-281 

Surry Power Station, Unit 2 

95 

50-199 

Manhattan College Research Reactor 

23 

50-282 

Prairie Island Nuclear Station, Unit 1 

97 

50-201 

West Valley Reprocessing Plant 

23 

50-285 

Fort Calhoun Station, Unit 1 

99 

50-206 

San Onofre Nuclear Station, Unit 1 

24 

50-286 

Indian Point Station, Unit 3 

102 

50-213 

Haddam Neck Plant 

26 

50-287 

Oconee Nuclear Station, Unit 3 

103 

50-219 

Oyster Creek Nuclear Power Plant 

28 

50-289 

Three Mile Island Nuclear Station, Unit 1 

106 


X 


Docket 

Name 

Page 

Docket 

Name 

Page 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

114 

50-344 

Trojan Nuclear Plant 

211 

50-295 

Zion Nuclear Power Station, Unit 1 

115 

50-346 

DaviS'Besse Nuclear Power Station, Unit 1 

215 

50-296 

Drowns Ferry Nuclear Power Station, Unit 3 

117 

50-348 

Joseph M Farley Nuclear Plant, Unit 1 

218 

50-298 

Cooper Nuclear Station 

120 

50-352 

Limerick Generating Station, Unit 1 

221 

50-301 

Point Beach Nuclear Plant, Unit 2 

122 

50-353 

Limerick Generating Station, Unit 2 

225 

50-302 

Crystal River Nuclear Plant, Unit 3 

124 

50-354 

Hope Creek Nuclear Station, Unit 1 

229 

50-304 

Zion Nuclear Power Station, Unit 2 

127 

50-358 

William H Zimmer Nuclear Station, Utm 1 

210 

50-305 

Kewaunee Nuclear Power Plant 

129 

50-361 

San Onofre Nuclear Station, Unit 2 

234 

50-306 

Prairie Island Nuclear Station, Unit 2 

131 

50-362 

San Onofre Nuclear Station, Unit 3 

237 

50-309 

Maine Yankee Atomic Power Plant 

133 

50-364 

Joseph M Farley Nuclear Plant, Unit 2 

239 

50-311 

Salem Nuclear Generating Station, Unit 2 

135 

50-366 

Edwin 1. Hatch Nuclear Plant, Unit 2 

242 

50-312 

Rancho Seco Nuclear Generating Station 

138 

50-367 

Bailly Generating Station 

245 

50-313 

Arkansas Nuclear One, Unit 1 

141 

50-368 

Arkansas Nuclear One, Unit 2 

245 

50-315 

Donald C. Cook Nuclear Power Plant, Unit 1 

143 

50-369 

William B McGuire Nuclear Station, Unit 1 

247 

50-316 

Donald C Cook Nuclear Power Plant, Unit 2 

146 

50-370 

William B. McGuire Nuclear Station, Unit 2‘ 

250 

50-317 

Calvert Cliffs Nuclear Power Plant, Unit 1 

149 

50-373 

LaSalle County Station, Unit 1 

25 i 

50-318 

Calvert Cliffs Nuclear Power Plant, Unit 2 

151 

50-374 

LaSalle County Station, Unit 2 

255 

50-320 

Thiec Mile Island Nuclear Station, Unit 2 

153 

50-382 

Waterford Generating Station, Unit 3 

25« 

50-321 

Edwin 1. Hatch Nuclear Plant, Unit 1 

159 

50-387 

Susquehanna Steam Electric Station, Unit 1 

262 

50-322 

Shoreliam Nuclear Power Station 

161 

50-388 

Susquehanna Steam Elcclnc Station, Unit 2 

265 

50-323 

Diablo Canyon Nuclear Power Plant, Unit 2 

164 

50-389 

St. Lucie Plant, Unit 2 

26 V 

50-324 

Brunswick Steam Electric Plant, Unit 2 

171 

50-390 

Walls Bar Nuclear Plant, Unit 1 

2<i9 

50-325 

Bninswick Steam Electric Plant, Unit 1 

175 

50-391 

Watts Bar Nuclear Plant, Unit 2 

273 

50-327 

Sequoyah Nuclear Plant, Unit 1 

179 

50-395 

Virgil C Summer Nuclear Station, Unit 1 

277 

50-328 

Sequoyah Nuclear Plant, Unit 2 

181 

50-397 

WPPSS Nuclear Project, Unit 2 

270 

50-329 

Midland Plant, Unit 1 

184 

50-400 

Shcaron Hams Nuclear Power Plant, Unit 1 

282 

50-330 

Midland Plant, Unit 2 

191 

50-401 

Shearon Harris Nuclear Power Plant, Unit 2 

2HK 

50-331 

Duane Arnold Energy Center 

198 

50-406 

Tuskegec Institute Research Reactor 

293 

50-333 

James A. Fitzpatrick Nuclear Power Plant 

200 

50-409 

La Crosse Boiling Water Reactor 

293 

50-334 

Beaver Valley Power Station, Unit 1 

202 

50-410 

Nine Mile Point Nuclear Station, Unit 2 

295 

50-335 

St. Lucie Plant, Unit 1 

204 

50-412 

Beaver Valley Power Station, Unit 2 

296 

50-336 

Millstone Nuclear Power Station, Unit 2 

206 

50-413 

Catawba Nuclear Station, Unit 1 

29« 

50-338 

North Anna Power Station, Unit 1 

207 

50-414 

Catawba Nuclear Station, Unit 2 

302 

50-339 

North Anna Power Station, Unit 2 

209 

50-416 

Grand Gulf Nuclear Station, Unit 1 

3(K} 

50-341 

Enrico Fermi Atomic Power Plant, Unit 2 

211 

50-417 

Grand Gulf Nuclear Station, Unit 2 

311 


xi 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-423 

Millstone Nuclear Power Station^ Unit 3 

312 

STN-50499 

South Texas Project, Unit 2 

363 

50-424 

Alvin W Vogtle Nuclear Plant, Unit 1 

313 

STN-50-508 

WPPSS Nuclear Project, Unit 3 

365 

50425 

Alvin W Vogtle Nuclear Plant, Unit 2 

314 

50-513 

WPPSS Nuclear Project, Unit 4 

366 

50-433 

UC-Santa Barbara Research Reactor 

315 

50-514 

Pebble Springs Nuclear Plant, Unit 1 

366 

50434 

Surry Power Station, Unit 3 

315 

50-515 

Pebble Springs Nuclear Plant, Unit 2 

366 

50438 

Bellefonte Nuclear Plant, Unit 1 

315 

50-522 

Skagit Nuclear Power Project, Unit 1 

367 

50439 

Bellefonte Nuclear Plant, Unit 2 

317 

50-523 

Skagit Nuclear Power Project, Unit 2 

367 

50440 

Perry Nuclear Power Plant, Unit 1 

319 

STN-50-528 

Palo Verde Nuclear Station, Unit 1 

368 

50-441 

Perry Nuclear Power Plant, Unit 2 

322 

STN-50-529 

Palo Verde Nuclear Station, Unit 2 

370 

50-443 

Seabrook Nuclear Station, Unit 1 

324 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

373 

50444 

Seabrook Nuclear Station, Unit 2 

328 

50-537 

Clinch River Breeder Reactor 

375 

50-445 

Comanche Peak Steam Electric Station, 

332 

STN-50-546 

Marble Hill Nuclear Station, Unit 1 

376 


Unit 1 







STN-50-547 

Marble Hill Nuclear Station, Unit 2 

377 

50446 

Comanche Peak Steam Electric Station, 

336 





Unit 2 


STN-50-553 

Phipps Bend Nuclear Station, Unit 1 

378 

STN-50447 

GESSAR-238 

340 

STN-50-554 

Phipps Bend Nuclear Station, Unit 2 

378 

STN-50454 

Byron Station, Unit 1 

340 

STN-50-556 

Black Fox Station. Unit 1 

378 

STN-50455 

Byron Station, Unit 2 

344 

STN-50-557 

Black Fok Station, Unit 2 

379 

STN‘50456 

Braidwood Station, Unit 1 

346 

Domestic Licensing of Special Niicleiir Material — Docket 70 


STN-50457 

Braiduood Stair on, Unit 2 

348 

70-0025 

Rockwell International Corp , 

379 





Canoga Park, CA 


50458 

River Bend Station, Unit 1 

350 

70-0027 

Babcock & Wilcox Co , Lynchburg, VA 

379 

50459 

River Bend Station, Unit 2 

352 

70-0036 

Combustion Engineering, Inc , Windsor, CT 

380 

50460 

VVPPSS Nuclear Project, Unit 1 

353 

70-0135 

Babcock 8l WiIcok Co , Apollo, PA 

380 

50461 

Clinton Power Station, Unit J 

354 






70-0143 

Nuclear Fuel Services, Inc , Erwin, TN 

380 

50462 

Clinton Power Station, Unit 2 

355 

70-0364 

Babcock & Wilcox Co., Apollo, PA 

382 

STN-50470 

CESSAR System 80 

355 






70-0371 

UNC Naval Products. Inc , Uncasville, CT 

382 

5047! 

Pilgrim Nuclear Power Station, Unit 2 

356 

70-0474 

Upsala College, East Orange, NJ 

383 

STN-50482 

Wolf Creek Generating Station 

356 

70-0572 

Monsanto Research Corp , Dayton, OH 

383 

STN-504S3 

Callaway Plant* Unit 1 

357 

70-0698 

Westmghouse Electric Corp., Pittsburgh, PA 

383 

STN-50486 

Callaway Plant, Unit 2 

359 

70-0734 

GA Technologies, Inc., San Diego, CA 

383 

STN*5049I 

Cherokee Nuclear Station, Unit 1 

360 

70-0754 

General Electric Co , Pleasanton, CA 

383 

STN-50492 

Cherokee Nuclear Station, Unit 2 

360 

70-0820 

United Nuclear Corp , Wood River 

383 

STN-50493 

Cherokee Nuclear Station. Unit 3 

360 


Junction, RI 


50496 

Montague Nuclear Power Station, Unit 1 

360 

70-0824 

Babcock & Wilcox Co,, Lynchburg, VA 

383 

50497 

Montague Nuclear Power Station, Unit 2 

360 

70-0984 

Baltelle Memorial Institute, Richland, WA 

384 

STN-50498 

South Texas Project, Unit 1 

361 

70-1 100 

Combustion Engineering, Inc., Windsor. CT 

384 
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70-1113 

General Electric Co , Wilmington. NC 

384 

71-0503 

Penn Inspection Co 

388 

70*1143 

Westinghouse Electric Corp , Pittsburgh. PA 

385 

71-0504 

Texas Utility Generating Co 

388 

70-1 m 

Ohmart Corp , Cincinnati, OH 

385 

71-0505 

Southwest Research Institute 

388 

70-1151 

Westinghouse Electric Corp , Pittsburgh, PA 

385 

71-0506 

Babcock & Wiltox Co. 

388 

70-1201 

Babcock & Wilcox Co., Lynchburg, VA 

386 

71-4909 

Model. GE-21PF-1, General Electric Co 

389 

70-1257 

Exxon Nuclear Co , Inc , Richland, WA 

386 

71-5059 

Model NFS-Uranyl Nil , Nuclear Fuel 






Services, Inc 

389 

70-1308 

General Electric Co , San Jose, CA 

386 

71-5088 

Model: D34710-1, D34710-2. Rockwell 


70-1426 

Transnuclear, Inc., Falls Church, VA 

386 


International Corp 

389 

70-1462 

Harper Hospital, Detroit, MI 

386 

71-5450 

Model RCC -1, -2, -3, -4, Westinghouse 






Electric Corp 

389 

70-1487 

Dow Chemical USA, Micllancl, MI 

386 

71-5595 

Model: L&M ORNL Uranium Shielded Cask, 


70-l7f;5 

George Washington Univ , Washington, DC 

387 


Energy, Dept, of 

389 

70-2067 

Union Carbide Corp , Marietta, OH 

387 

71-5797 

Model: Inner &. Outer HFIR UN, Energy, 






Dept of 

389 

70-2319 

Our Lady of Lourdes Hospital, Camden, NJ 

387 

71-5805 

Model: CNS 3-55, Chcm-Nuclcar Systems, 


70-2430 

Mercer Medical Center, Trenton, NJ 

387 


Inc. 

389 

70-2808 

Westmoreland Hospilal, Greensburg, PA 

387 

71-5828 

Model: TREAT, Energy, Dept, of 

389 

70-2941 

Tennessee Valley Authority, Chattanooga, TN 

387 

71-5908 

Model DOT-6M Type B, Babcock & Wilcox 






Co 

389 

70-2945 

Union Electric Co , St Louis, MO 

387 

71-5939 

Model: GE-1500, General Electric Co. 

389 

70-2946 

Louisiana Power & Light Co., 

387 





New Orleans, LA 


71-5957 

Mode): BMM, Battelle Columbus Laboratory 

389 

70-2949 

Arizona Public Service Co., Phoenix, AZ 

387 

71-5971 

Model: GE-200, General Electric Co. 

389 

70-2950 

Washington Public Power Supply System, 


71-6003 

Model: M-130, Energy, Dept, of 

389 


Richland, WA 

387 

71-6144 

Model: B-2, U.S. Ecology, Inc. 

389 

70-2960 

Kansas Gas & Electric Co , Wichita, KS 

387 

71-6166 

390 

Model: 0.5T, Energy, Dept, of 

70-2968 

Cleveland Electric Illuminating Co,, 





Cleveland, OH 

387 

71-6346 

Moriel: FSV-1, GA Technologies, Inc. 

390 

70-2973 

Commonwealth Edison Co., Chicago, IL 

387 

71-6400 

Model* 6400, Westinghouse Electric Corp. 

390 

70-2977 

Detroit Edison Co., Detroit* MI 

388 

71-6478 

Model: 4T, Energy, Dept, of 

390 

70-2983 

Pennsylvania Power & Light Co., 


71-6550 

Model: 6-GS-l, Energy, Dept, of 

390 


Allentown, PA 

388 

71-6574 

HN-200, Hittman Nuclear & 


70-2988 

Philadelphia Electric Co., Philadelphia, PA 

388 


Development Corp. 

390 

Packaging of Radioactive Material for Transport and 


71-6601 

Model CNS 8-120, Chem-Nuclear 


Transportation of Radioactive Material Under Certain 



Sy.stcms, Inc. 

390 

Conditions 

Dovket 71 


71-6679 

Model: 6679, U.S. Ecology, Inc. 

390 

71-0037 

Navy, Dept of 

388 

71-6697 

Model: GE-8500, General Electric Co. 

390 

71-0059 

General Electric Co. 

388 

71-6771 

Model: SN-1, Metropolitan Edison Co. 

390 

71-0137 

Metals Testing Co , Inc. 

388 

71-9009 

Model: FL 10-1, General Electric Co. 

390 

71-0148 

United Engineers & Constructors, Inc, 

388 

71-9010 

Model; NLI-1/2, NL Industries, Inc. 

390 

71-0466 

Minnesota Mining 8 l Manufacturing Co. 






(3M Co.) 

388 

71-9016 

Mode!: TN-9, No Users 

391 
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71-9027 

Model 741 & 741E, Technical Operaiions, 


71-9126 

Model. 20, 20A, 50, 50 A, Gamma Industries 

392 


Inc. 

391 







71-9127 

Model 100, lOOA, 200. 200A, Gamma 


71-9032 

Model 650, Technical Operations, Inc 

391 


Industries 

392 

71^9033 

Model 660 & 660E, Technical Operations, 


71-9128 

Model: C-8, Gamma Industries 

392 


Inc 

391 







71-9132 

Model T-3, Energy, Dept of 

392 

71-9039 

Model: 715, Technical Operations, Inc 

391 







71-9143 

Model: 920, Technical Operations, Inc 

392 

71^9044 

Model: GE-1600, General Electric Co 

391 







71-9145 

Model: NUPAC 50-1 5L, -2 5L, -3 OL & 


71-9070 

Model N-55, Energy, Dept- of 

391 


-4 OL, No Users 

393 

71-9080 

Model: 9080, Hittman Nuclear & 


71-9147 

Model. 850, Technical Operations, Inc 

393 


Development Corp 

391 







71-9151 

Model. HN-100, Senes 3, Hittman Nuclear & 


71-9086 

Model HN-100, Senes 1, Hillman Nuclear & 



Development Corp 

393 


Development Corp 

391 







71-9152 

Model: CNS 1-1 3C II, Chem-Nuclear 


71-9089 

Model: HN-IOOS, Hittman Nuclear & 



Systems, Inc 

393 


Development Corp. 

391 







71-9158 

Model. CNS 3-70, Ridthalgh, Eggers & 


71-9092 

Model: HN-300, Hittman Nuclear & 



Associates 

393 


Development Corp, 

392 







71-9159 

Model: NUPAC 14/190L, /190M & /190H, 


71-9093 

Model HN-400, Hittman Nuclear & 



Nuclear Packaging, Inc. 

393 


Development Corp. 

392 







71-9160 

Model: 20-VS & 40-VS Gulf Nuclear, Inc. 

393 

71-9096 

Model: CNS 21-300, Chem-Nuclear Systems, 






Inc 

392 

71-9163 

Model: GNG-20, Gulf Nuclear, Inc 

393 

71-9100 

Model: KKP-20-4950, Kerr-McGee Nuclear 


71-9181 

Model: PAS-2, Nuclear Packaging, Inc. 

393 


Corp. 

392 







71-9182 

Model: Husman Irradiator, Agriculture, 


71-9105 

Model: Rad-Waste CR.I, Cheiti -Nuclear 



Dept, of 

393 


Systems, Inc. 

392 

71-9184 

Model: PAS-1, Nuclear Packaging, Inc 

393 

71-9107 

Model. 771, Technical Operations, Inc 

392 

71-9510 

Model GPHS, Energy, Dept of 

393 

71-9108 

Model CNS 6-75, Chem-Nuclear Systems, 


71-9852 

Mode! DT-14, Energy, Dept, of 

393 


Inc 

392 
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71-9111 

Model* CNS 6-80^2 & CNS 6-80-2A, Chem- 






Nuclear Systems, Inc 

392 

72-0001 

Morns Operations, General Electric Co 

394 
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Low Level Radwaste Disposal Sites — Docket 27 



Ogle Petroleum, Inc . Casper, WY 

40-8745 

r> 

Richland, WA, U.S Ecology, Inc 

27-048 

1 

Pathfinder Mines Corp , Riverton, WY 

40-2259 

3 

Sheffield, IL, U S Ecology, Inc 

27-039 

1 

Pathfinder Mines Corp , Shirley Basin, WY 

40-6622 

3 

Domestic Licensing of Source Material — Docket 40 


Plateau Resources, Ltd., 

40-7869 

4 




Grand Junction, CO 



Air Force, Dept of, Brooks AFB, TX 

40-8599 

5 

Plateau Resources, Ltd , 

40-8674 

S 

Air Force, Dept of. Tinker AFB, OK 

40-8807 

6 

Grand Junction, CO 



Allied Chemical Corp , Morristown, NJ 

40-3392 

3 

Plateau Resources, Ltd , 

40-8698 

5 



Grand Junction, CO 



Atlas Minerals, Inc., Denver, CO 

40-3453 

3 

Radiation Management Corp , Northbrook, IL 

40-8801 

fi 

Bear Creek Uranium Co., Casper, WY 

40-8452 

4 

Rio Algom Corp , Moab, UT 

40-8084 

4 

Cieveland-Cliffs Iron Co., Cleveland, OH 

40-8714 

6 

Rocky Mountain Energy Co,, 

40-8380 

4 

Cotter Corp., Roswell, NM 

40-8035 

4 

Broomfield, CO 



Dow Chemical Co , Midland, MI 

40-0017 

1 

Rocky Mountain Energy Co , Denver, CO 

40-8697 

5 

Dow Chemical Co., Midland, MI 

40-0462 

2 

Santa Fe Mining, Inc , Albuquerque, NM 

40-8839 

() 

Energy Fuels Nuclear, Inc , Denver, CO 

40-8681 

5 

Tennessee Valley Authority, Chattanooga, TN 

40-1341 

2 

Energy, Dept, of, Canonsburg, PA 

40-6500 

3 

Teton Exploration Drilling Co., Inc., 

40-8781 

6 




Casper, WY 



Exxon Co., USA, Houston, TX 

40-8102 

4 

Union Carbide Corp , Grand Junction, CO 

40-0299 

1 

Exxon Minerals Co., USA, Houston, TX 

40-8064 

4 

Uranerz USA, Inc., Casper, WY 

40-8783 

6 

Federal-Amcncan Partners, Riverton, WY 

40-4492 

3 

Uranium Resources, Inc., Richardson, TX 

40-8786 

fi 

Getty Oil Co.-Pelrotomics Co,, 

40-6659 

3 




Shirley Basin, WY 



W. R Grace & Co., Pompton Plains, NJ 

40-0086 

1 

Kawccki Bcrylco Industries, Inc , 

Boyertown, PA 

40-6940 

4 

Wyoming Fuel Co , Lakewood, CO 

40-8829 

6 



Wyoming Mineral Corp , Lakewood, CO 

40-8502 

5 

Kerr-McGee Chemical Corp., 

40-2061 

2 




Oklahoma City, OK 









Domestic Licensing of Production and Utilization Facilities — 


Kerr-McGee Nuclear Corp , 

40-8027 

4 

Docket 50 



Oklahoma City, OK 



Aerotesl Radiography & Research Reactor 

50-228 

32 

Kerr-McGee Nuclear Corp., 

40-8768 

6 




Oklahoma City, OK 



Alvin W Vogtle Nuclear Plant, Unit 1 

50-424 

313 

Minerals Exploration Co., Los Angeles, CA 

40-8348 

4 

Alvin W. Vogtle Nuclear Plant, Unit 2 

50-425 

314 

Minerals Exploration Co., Los Angeles, CA 

40-8584 

5 

Arkansas Nuclear One, Unit 1 

50-313 

141 

Molycorp, Inc., Los Angeles, CA 

40-8794 

6 

Arkansas Nuclear One, Unit 2 

50-368 

245 

Navy, Dept, of, Annapolis, MD 

40-4931 

3 

Badly Generating Station 

50-367 

245 

Nuclear Metals, Inc., Concord, MA 

40-0672 

2 

Beaver Valley Power Station, Unit 1 

50-334 

202 
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Name 

Docket 
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Docket 

Page 

Beaver Valley Power Station, Unit 2 

50-412 

296 

Diablo Canyon Nuclear Power Plant, Unit 2 

50-323 

164 

BeBcfonie Nuclear Plant, Unit 1 

50-438 

315 

Donald C Cook Nuclear Power Plant, Unit 1 

50-315 

143 

Bellefonte Nuclear Plant, Unit 2 

50-439 

317 

Donald C Cook Nuclear Power Plant, Unit 2 

50-316 

146 

Big Rock Point Nuclear Plant 

50-155 

16 

Dresden Nuclear Power Station, Unit 1 

50-10 

8 

Black Fox Station, Unit 1 

STN-50-556 

378 

Dresden Nuclear Power Station, Unit 2 

50-237 

32 

Black Fox Station, Unit 2 

STN'50-557 

379 

Dresden Nuclear Power Station, Unit 3 

50-249 

40 

Braidwood Station, Unit 1 

STN^50-456 

346 

Diianc Arnold Energy Center 

50-331 

198 

Braidwood Station, Unit 2 

STN-50-457 

348 

Edwin L, Hatch Nuclear Plant, Unit 1 

50-321 

159 

Browns Fen^ Nuclear Power Station, Unit 1 

50-259 

51 

Edwin I. Hatch Nuclear Plant, Unit 2 

50-366 

242 

Browns Ferry Nuclear Power Station, Unit 2 

50-260 

55 

Enrico Fermi Atomic Power Plant, Unit 2 

50-341 

211 

Browns Ferry Nuclear Power Station, Unit 3 

50-296 

117 

Fort Calhoun Station, Unit i 

50-285 

99 

Bninswick Steam Electric Plant, Unit 1 

50-325 

175 

Fort St. Vrain Nuclear Generating Station 

50-267 

67 

Brunswick Steam Electric Plant, Unit 2 

50-224 

171 

General Atomic Co 

50-163 

21 

Byron Station, Unit 1 

STN^50454 

340 

General Atomic Co 

50-89 

13 

Byron Station, Unit 2 

STN-50-455 

344 

General Electric Nuclear Test Reactor 

50-73 

13 

Callaway Plant, Unit 1 

STN'50483 

357 

General Electric Test Reactor 

50-70 

13 

Callaway Plant, Unit 2 

STN- 50-486 

359 

GESSAR-238 

STN-50-447 

340 

Calvert Cliffs Nuclear Power Plant, Unit 1 

50-317 

149 

Grand Gulf Nuclear Station, Unit 1 

50-416 

306 

Calvert Cliffs Nuclear Power Plant. Unit 2 

50-318 

151 

Grand Gulf Nuclear Station, Unit 2 

50-417 

311 

Catawba Nuclear Station, Unit 1 

50-413 

298 

H B Robinson Plant, Unit 2 

50-261 

57 

Catawba Nuclear Station, Unit 2 

50-414 

302 

Haddam Neck Plant 

50-213 

26 

CESSAR System 80 

STN-50-470 

355 

Hope Creek Nuclear Station, Unit 1 

50-354 

229 

Cherokee Nuclear Station, Unit 1 

STN-50-491 

360 

Humboldt Bay Power Plant, Unit 3 

50-133 

14 

Cherokee Nuclear Station, Unit 2 

STN-50-492 

360 

Indian Point Station, Unit 1 

50-3 

7 

Cherokee Nuclear Station, Unit 3 

SrN-50-493 

360 

Indian Point Station, Unit 2 

50-247 

38 

Clinch River Breeder Reactor 

50-537 

375 

Indian Point Station, Unit 3 

50-286 

102 

Ciinton Pow-er Station, Unit J 

50-46! 

354 

!owa Stale Univ. Research Reactor 

50-116 

13 

Clinton Power Station, Unit 2 

50-462 

355 

J«inies A. Fitzpatrick Nuclear Power Plant 

50-333 

200 

Comanche Peak Steam Electric Station, 

50-445 

332 

Joseph M. Farley Nuclear Plant, Unit 1 

50-348 

218 

Unit 1 



Joseph M. Farley Nuclear Plant, Unit 2 

50-364 

239 

Comanche Peak Steam Electric Station,. 

50-446 

336 




Unit 2 



Kansas State Univ. Research Reactor 

50-188 

22 

Cooper Nuclear Station 

50^298 

120 

Kewaunee Nuclear Power Plant 

50-305 

129 

Crystal River Nuclear Plant, Unit 3 

50-302 

124 

La Crosse Boiling Water Reactor 

50-409 

293 

Davis-Bcsse Nuclear Power Station, Unit 1 

50-346 

215 

LaSalle County Station, Unit 1 

50-373 

253 

Piablo Canyon Nuclear Power Plant, Unit I 

50-275 

78 

LaSalle County Station, Unit 2 

50-374 

255 



Name 

Docket 

Page 

Name 

Docket 

Piige 

Limerick Generating Station, Unit 1 

50-352 

221 

Perry Nuclear Power Plant. Unit 2 

50-441 

’i22 

Limerick Generating Station, Unit 2 

50-353 

225 

Phipps Bend Nuclear Station, Unit ] 

STN-50-553 

3 78 

Maine Yankee Atomic Power Plant 

50-309 

133 

Phipps Bend Nuclear Station, Unit 2 

STN-50-554 

37H 

Manhattan College Research Reactor 

50-199 

23 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

114 

Marble Hill Nuclear Station, Unit 1 

STN-50-546 

376 

Pilgrim Nuclear Power Station, Unit 2 

50-471 


Marble Hill Nuclear Station, Unit 2 

STN-50-547 

377 

Point Beach Nuclear Plant, Unit 1 

50-266 

tvl 

Massachusetts Institute of Technology 

Research Reactor 

50-20 

9 

Point Beach Nuclear Plant, Unit 2 

50-301 

123 

Midland Plant, Unit 1 

50-329 

184 

Prairie Island Nuclear Station, Unit 1 

50-282 

9/ 

Midland Plant, Unit 2 

50-330 

191 

Praine Island Nuclear Station, Unit 2 

50-306 

ni 

MiiUionc Nuclear Power Station, Unit 1 

50-245 

37 

Quad-Cities Station, Unit 1 

50-254 

47 

Millblone Nuclear Power Station, Unit 2 

50-336 

206 

Quad-Cities Station, Unit 2 

50-265 

62 

Millstone Nuclear Power Station, Unit 3 

50-423 

312 

Rancho Seco Nuclear Generating Station 

50-312 

138 

Montague Nuclear Power Station, Unit 1 

50-496 

360 

Rhode Island & Providence Plantations A EC 

50-193 

22 

Montague Nuclear Power Station, Unit 2 

50-497 

360 

River Bend Station, Unit 1 

50-458 

350 

Monticello Nuclear Generating Plant 

50-263 

60 

River Bend Station, Unit 2 

50-459 

.352 

National Naval Medical Center 

50-170 

22 

Robert Emmet Ginna Nuclear Plant, Unit 1 

50-244 

35 

Nine Mile Point Nuclear Station, Unit 1 

50-220 

29 

RPi Critical Experiment 

50-225 

31 

Nine Mile Point Nuclear Station, Unit 2 

50-410 

295 

Salem Nuclear Generating Station, Unit 1 

50-272 

76 

North Anna Power Station, Unit 1 

50-338 

207 

Salem Nuclear Generating Station, Unit 2 

50-311 

135 

North Anna Power Station, Unit 2 

50-339 

209 

San Onofre Nuclear Station, Unit 1 

50-206 

24 

Oconce Nuclear Station, Unit 1 

50-269 

70 

San Onofre Nuclear Station, Unit 2 

50-361 

234 

Oconee Nuclear Station, Unit 2 

50-270 

72 

San Onofre Nuclear Station, Unit 3 

50-362 

237 

Oconee Nuclear Station, Unit 3 

50-287 

103 

Seabrook Nuclear Station, Unit 1 

50-443 

324 

Oyster Creek Nuclear Power Plant 

50-219 

28 

Scabrook Nuclear Station, Unit 2 

50-444 

32H 

Palisades Nuclear Plant 

50-255 

49 

Sequoyah Nuclear Plant, Unit 1 

50-327 

179 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

368 

Sequoyah Nuclear Plant, Unit 2 

50-328 

IHl 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

370 

Shearon Harris Nuclear Power Plant, Unit 1 

50-400 

282 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

373 

Shcaron Hams Nuclear Power Plant, Unit 2 

50-401 

28H 

Peach Bottom Atomic Power Station, Unit 1 

50-171 

22 

Shoreham Nuclear Power Station 

50-322 

161 

Peach Bottom Atomic Power Station, Unit 2 

50-277 

88 

Skagit Nuclear Power Project, Unit 1 

50-522 

367 

Peach Bottom Atomic Power Station, Unit 3 

50-278 

91 

Skiigit Nuclear Power Project, Unit 2 

50-523 

367 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

366 

South Texas Project, Unit 1 

STN-50-498 

361 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

366 

South Texas Project, Unit 2 

STN*50-499 

3C3 

Pennsylvania Slate Univ. Research Reactor 

50-5 

8 

St Lucie Plant, Unit 1 

50-335 

2fVI 

Perry Nuclear Power Plant, Unit 1 

50-440 

319 

St. Lucie Plant, Unit 2 

50-389 

267 
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Docket 
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Docket 
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State Umv of New York Research Reactor 

50-57 

12 

Waterford Generating Station. Unit 3 

50-382 

258 

Surry Power Station, Unit 1 

50-280 

93 

Watts Bar Nuclear Plant, Unit 1 

50-390 

269 

Surry Power Station, Unit 2 

50-281 

95 

Watts Bar Nuclear Plant, Unit 2 

50-391 

273 

Surry Power Station, Unit 3 

50-434 

315 

West Valley Reprocessing Plant 

50-201 

23 

Susquehanna Steam Electric Station, Unit 1 

50-387 

262 

Westinghouse Critical Experiment 

50-87 

13 

Susquehanna Steam Electric Station, Unit 2 

50-388 

265 

William B McGuire Nuclear Station, Unit 1 

50-369 

247 

Texas A&M Univ Research Reactor 

50-128 

14 

William B McGuire Nuclear Station, Unit 2 

50-370 

250 

Texas A&M Univ. Research Reactor 

50-59 

12 

William H Zimmer Nuclear Station, Unit 1 

50-358 

230 

Three Mile Island Nuclear Station, Unit 1 

50-289 

106 

Wolf Creek Generating Station 

STN-50-482 

356 

Three Mile Island Nuclear Station, Unit 2 

50-320 

153 

Worcester Polytechnic Institute Research 

50-134 

15 




Reactor 



Trojan Nuclear Plant 

50-344 

213 

WPPSS Nuclear Project, Unit 1 

50460 

353 

Turkey Point Plant, Unit 3 

50-250 

43 

WPPSS Nuclear Project, Unit 2 

50-397 

279 

Turkey Point Plant, Unit 4 

50-251 

45 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

365 

TusKegee Institute Research Reactor 

50-406 

293 

WPPSS Nuclear Project, Unit 4 

50-513 

366 

UC-Santa Barbara Research Reactor 

50-433 

315 

Yankec-Rowe Nuclear Power Station 

50-29 

10 

UCLA Training Reactor 

50-142 

15 

Zion Nuclear Power Station, Unit 1 

50-295 

tl5 

Union Carbide Research Reactor 

50-54 

12 

Zion Nuclear Power Station, Unit 2 

50-304 

127 

Univ of California Research Reactor 

50-224 

31 




Univ of Florida Training Reactor 

50-83 

13 
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Univ of Kansas Research Reactor 

50-148 

15 

Arizona Public Service Co . Phoenix, AZ 

70-2949 

387 

Utiiv of Lowell Research Reactor 

50-223 

31 

Babcock & Wilcox Co , Apollo, PA 

70-0135 

380 

Univ of Maryland Research Reactor 

50-166 

21 

Babcock & Wilcox Co , Apollo, PA 

70-0364 

383 

Univ of Michigan Research Reactor 

50-2 

6 

Babcock & Wilcox Co . Lynchburg, VA 

70-1201 

386 

Univ of Missouri Research Reactor 

50-186 

22 

Babcock & Wilcox Co , Lynchburg, VA 

70-0824 

383 

Univ of Missouri Research Reactor 

50-123 

14 

Babcock & Wilcox Co , Lynchburg, VA 

70-0027 

379 

Univ. of Oklahoma Research Reactor 

50-112 

13 

Battelle Memorial Institute, Richland, WA 

70-0984 

384 

Univ of Texas Research Reactor 

50-192 

22 

Cleveland Electric illuminating Co , 

70-2968 

387 




Cleveland, OH 



Univ, of Virginia Research Reactor 

50-62 

12 

Combustion Engineering, Inc , Windsor, CT 

70-1100 

384 

Univ of "Washington Research Reactor 

50-139 

15 

Combustion Engineering, Inc , Windsor. CT 

70-0036 

380 

VallecHos Bolling Water Reactor 

50-18 

9 

Commonwealth Edison Co , Chicago, IL 

70-2973 

387 

Vallecitos Experiincntal Superheat Reactor 

50-183 

22 

Detroit Edison Co., Detroit, Ml 

70-2977 

388 

Vermont Yankee Nuclear Power Station 

50-271 

75 

Dow Chemical USA, Midland, MI 

70-1487 

386 

Virgil C. Summer Nuclear Station. Unit 1 

50-395 

277 

Exxon Nuclear Co., Inc., Richland, WA 

70-1257 

386 

Virginia Polytechnic Institute Training 

50-124 

14 




Reactor 



GA Technologies. Inc , San Diego, CA 

70-0734 

383 

Washington Slate Univ. Research Reactor 

50-27 

10 

General Electric Co . Pleasanton, CA 

70-0754 

383 



Name 

Docket 

Page 

Name 

Docket 

Piige 

Genertil Electric Co , San Jose, CA 

70-1308 

386 

Model 0 5T, Energy, Dept of 

71-6166 

390 

General Electric Co , Wilmington^ NC 

70-1113 

384 

Model 100, lOOA, 200. 200A, Gamma 

71-9127 

392 




Industries 



George Washington Univ , Washington, DC 

70-1795 

387 







Model 20, 20A, 50, 50 A, Gamma Indiustries 

71-9126 

392 

Harper Hospital, Detroit, MI 

70-1462 

386 







Model 20-VS & 40-VS, Gulf Nuclear, Inc 

71-9160 

391 

Kansas Gas & Electric Co , Wichita, KS 

70-2960 

387 







Model 4T, Energy, Dept of 

71-6478 

390 

Louisiana Power & Light Co , 

70-2946 

387 




New Orleans, LA 



Model: 6-GS-l, Energy, Dept of 

71-6550 

390 

Mercer Medical Center, Trenton, NJ 

70-2430 

387 

Model 6400, Westinghouse Electric Corp 

71-6400 

390 

Monsanto Research Corp., Dayton, OH 

70-0572 

383 

Model 650, Technical Operations, Inc 

71-9032 

391 

Nuclear Fuel Services, Inc , Erwin, TN 

70-0143 

380 

Model 660 & 660E Technical Operations, 

Inc 

71-9033 

391 

Ohinart Corp , Cincinnati, OH 

70-1144 

385 







Model: 6679, U S Ecology, Inc. 

71-6679 

390 

Our Lady of Lourde.s Hospital, Camden, NJ 

70-2319 

387 







Model 715, Technical Operations, Inc 

71-9039 

391 

Pennsylvania Power & Light Co , 

70-2983 

388 




Allentown, PA 



Model 741 & 74 IE, Technical Operations, 

71-9027 

391 




Inc. 



Philadelphia Electric Co., Philadelphia, PA 

70-2988 

388 







Model 771, Technical Operations, Inc. 

71-9107 

392 

Rockwell International Corp , 

70-0025 

379 




Canoga Park, CA 



Model 850, Technical Operations, Inc 

71-9147 

393 

Tennessee Valley Authority, Chattanooga, TN 

70-2941 

387 

Model: 9080, Hiltman Nuclear & 

71-9080 

391 




Development Corp 



Transnuclear, Inc., Falls Church, VA 

70-1426 

386 







Model: 920, Technical Operations, Inc 

71-9143 

392 

UNC Naval Products, Inc , Uncasvillc, CT 

70-0371 

382 







Model B-2, U.S. Ecology, Inc 

71-6144 

389 

Union Carbide Corp , Marietta, OH 

70-2067 

387 







Model: BMM, Battellc Columbus Laboratory 

71-5957 

389 

Union Electric Co., St Louis, MO 

70-2945 

387 







Model C-8, Gamma Industries 

71-9128 

392 

United Nuclear Corp , Wood River 

70-0820 

383 




Junction, RI 



Model CNS 1-I3C 11, Chcm-Nuclear 

71-9152 

393 




Systems, Inc. 



Upsala College, East Orange, NJ 

70-0474 

383 







Model CNS 21-300, Chem-Nuclear Systems, 

71-9096 

392 

Washington Public Power Supply System, 

70-2950 

387 

Inc. 



Richland, WA 









Model: CNS 3-55, Chem-Nuclear Systems, 

71-5805 

389 

Wcstinghoiise Electric Corp., Pittsburgh, PA 

70-1143 

385 

Inc. 



Westinghouse Electric Corp., Pittsburgh, PA 

70-1151 

385 

Model CNS 3-70, Rjdihalgh, Eggers & 

71-9158 

393 




Associates 



Westinghouse Electric Corp,, Pittsburgh, PA 

70-0698 

383 







Model, CNS 6-75, Chem-Nuclear Systems, 

71-9108 

392 

Westmoreland Hospital, Greensburg, PA 

70-2808 

387 

Inc. 






Model- CNS 6-80-2 & CNS 6-80-2A. 

71-9M1 

392 

Packaging of Radioactive Material for Transport and 


Chem-Nuclear Systems, Inc. 



Transportation of Radioactive Material Under Certain 





Conditions — Pocket 71 



Model: CNS 8-120, Chcm-Nuclcar Systems, 

71-6601 

390 




Inc. 



Babcock & Wilcox Co. 

71-0506 

388 







Model: D34710-1, D34710-2, Rockwell 

71-5088 

389 

General Electric Co 

71-0059 

388 

International Corp. 



Metals Testing Co , Inc, 

71-0137 

388 

Model, DOT-6M Type B, Babcock & 

71-5908 

389 




Wilcox Co. 



Minnesota Mining & Manufacturing Co. 

71-0466 

388 




(3M Co.) 



Model: DT-14, Energy, Dept, of 

71-9852 

393 


XIX 



Name 

Docket 

Page 

Name 

Docket 

Page 

Model FL 10-U General Electric Co 

71-9009 

390 

Model M-130. Energy, Dept of 

71-6003 

389 

Model FSV-1 , GA Technologies, Inc, 

71-6346 

390 

Model* N-55. Energy, Dept ot 

71-9070 

391 

Model' GE-1500, General Electric Co 

71-5939 

389 

Model NFS-Uranyl Nit , Nuclear Fuel 

71-5059 

389 




Services, Inc. 



Model GE'1600, General Electric Co 

71-9044 

391 







Model NLl-1/2, NL Industries, Inc. 

71-9010 

390 

Model: GE-200» General Electric Co, 

71-5971 

389 







Model: NUPAC 14/190L, /190M & /190H. 

71-9159 

393 

Model, GE-2lPF-l» General Electric Co. 

71-4909 

389 

Nuclear Packaging 



Model* GE'-R500, General Electric Co. 

71-6697 

390 

Model- NUPAC 50-1 5L, -2 5L, -3,0L & 

71-9145 

393 




-4 OL, No Users 



Model: GNG-20, Gulf Nuclear. Inc. 

71-9163 

393 







Model PAS-L, Nuclear Packaging, Inc 

71-9184 

393 

Model GPHS, Energy^ Dept, of 

71-9510 

393 







Model PAS-2, Nuclear Packaging, Inc 

71-9181 

393 

Model HN-100, Series 1. HiUman Nuclear & 

71-9086 

391 




Development Corp. 



Model Rad-Waste CR.I, Chem-Nuclear 

71-9105 

392 




Systems, Inc 



Model HN-lOO, Series 3, HiUman Nuclear & 

71-9151 

393 




Development Corp. 



Model: RCC, -1, -2. -3, -4, Westinghouse 

71-5450 

389 




Electric Corp. 



Mode!: HN-IOOS. Hillman Nuclear & 

71-9089 

391 




Development Corp 



Model SN-l, Metropolitan Edison Co. 

71-6771 

390 

Model, HN-200, Hittman Nuclear & 

71-6574 

390 

Model T-3, Energy, Dept, of 

71-9132 

392 

Development Corp 









Model TN-9, No Users 

71-9016 

391 

Model HN-300. Hillman Nuclear & 

71-9092 

392 




Development Corp 



Model TREAT, Energy, Dept of 

71-5828 

389 

Model: HN-400. Hittman Nuclear & 

71-9093 

392 

Navy, Dept of 

71-0037 

388 

Development Corp. 









Penn Inspection Co 

71-0503 

388 

Model Husman Irradiator, Agriculture, 

71-9182 

393 




Dept, of 



Southwest Research Institute 

71-0505 

388 

Model. Inner & Outer HFJR UN, Energy, 

71-5797 

389 

Texas Utility Generating Co 

71-0504 

388 

Dept, of 









United Engineers & Constructors, Inc 

71-0148 

388 

Model KKP-20-4950. Kerr^McGee 

71-9100 

392 




Nuclear Corp. 



Licensing of Independent Spent Fuel Storage 

— 





Docket 72 



Model' L&M ORNL Uranium Shielded Cask, 

71-5595 

389 




Energy, Dept of 



Morns Operations, General Electric Co 

72-0001 

394 


XX 



DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 

DDCKET 27-039 GHIIFFIELD. IL. U S ECOLOGY, INC 


B31012DD63 Qoartci ly momtnring data of pi az onuDiers wells lo vitifiity 
of Trench IQ & Trench 16 sumps for Oct 190? - Jul 1703 
W/Q30915 Itr 

HIPSHCRiW M US Ecology, Inc (formerly Nuclear engineering) 

83/07/31 fcSSIO.T H Region 3, Office of Director 4pp 
20697 167 


G310060140 Notification of contract execution. Mod 9 to "Sheffield 
Trench Cap Study " Contractor Univ of tllinols 

DELOATCHr V Technical Assistance Contracts Branch FIN D-67iS“3 
Q3/09/23 DAVIS, vi Office of Nuclear Material Safety & 
Safeguards, Director SHAFFNCR, J NRC - No Detailed Affiliation 
Given Ip 20660 361 


—0310060184 Mod 9i adding funds to Article III for contractor to attend 
conference in Denver, CO to "Sheffield Trench Cap Study " 

* Illinois, Univ of, Urbana, IL GUSTAVE, R P Division of 
Contracts FIN D~6963-3 03/07/23 Ip B0660 362 


0310040194 Memorandum ^ order requiring p.irties to rept jointly on 
status Qf settlement negotiations by D3l0jj Issues to be 
addressed in rept listed 

COTTER, B F" , KLINE, J H , LUEDKE, E A Atomic Safety and Licensing 
Board Panel 63/09/30 3pp 20608 247 


0310170390 Summary of quarterly monitoring data of pietometers wells 
in vicinity of Trench 18 8< Trench 10 sumps for Jul-Sept 
1903 W/a30929 Itr 

ARMDRUai.A J US Ecology, Inc (formeily Nuclear Engineering) 
83/09/30 ESBIO,T H Region 2. Office of Director 2pp 
20705 033 


0310050557 Joint motion to continue proceedings through 0402P9 to 
permit addl time for settlement negot l«ition Certificate of 
Sve end 

METTERHAHN. M J US Ecology, Inc (formerly Nuclear Engineering) 
LES3Y,R P Hearing Branch 3 03/10/03 Atomic 0afety and 

Licensing Board Panel 4pp 20632 174 


0310250049 Motion for 15-day extension to rept jointly on status of 
settlement negotiations w/NRC (< licensee, due to change in 
responsible parties (< party location Certificate of Sve 
enc 1 

CHASNOFFj D A Illinois, State Of 03/10/19 4pp 20094 170 

0310250051 Notice of change of address & of addition of DL Etebison 
to SVC list Related correspondence 

CHASNOFF, D A Illinois, State of 63/10/19 Ip 20874 190 


6310260268 Order granting State of IL 031021 motion for J5-day 
extension to rept jointly on status of settlement 
negotiations Rept due by 831115 

COTTER, D P Atomic Safety and Licensing Board Panel B3/10/P4 
Illinois, State of Ip 20712 021 


DOCKET 27-040 RICHLAND, WA, U B ECOLOGY, INC 


8310200000 Forwards correspondence w/EPA for past 3 yrs, including EPA 
030817 response re duality of regulation for nuclear vaaste 
sites at Hanford,WA Beatty, NV 

EASON, C F US Ecology, Inc (formerly Nuclear Engineering) 

03/09/30 LOHAUS, P Division of Waste Management 7pp 00765 060 


8310200201 Requests approval for recommended disposal scenario for 
proposed waste packages to bury RStW loin level radwaste 
HIPBHER,W M U9 Ecology, Inc (formerly Nuclear Eng ineer ing 1 
03/10/12 BCHAFFNER, J Low Level Waste Licensing Branch 2pp 
20962 316 


8310310207 Forwards SNM receipt it burial rept for Sept 1903 & rept of 
isotopic activity W/o end 

WRIGHT, 9 V US Ecology, Inc (formerly Nuclear Engineering) 
03/10/14 DROWNING, B Low Level Waste Licensing Branch Ip 
20965 302 


DOMESTIC LICENSING OF SOURCE MATERIAL 

DOCKET 40-0017 DOW CHEMICAL CO , MIDLAND, Ml 


0310110065 Further response to FDIA request for records re incineration 
of radlooctive mails by Dow Chemical Co Midland, MI plant 
Forwards App D documents Documents also available in FDR 
FELTON, J M Division of Roles and Records 83/06/20 OARDEi D P 
Oovernment Accountability Project 2pp 20704 001 


— BBIOJIOIOB Forwards Insp Findings tc Licensee Ack re activities under 
Licenses 21-00265-04, 8TD-527 U BMB-lll Ir Oiv of Compliance 
Form AEC-592 concerning noncomp 1 lance activities under 
Licenses 21-00265-02 8< 21-00265-06 

GRIER, D H Atomic Energy Commission 70/06/06 8ILVER8TEIN, U 
Dow Chemical Co Ip 20704 092 


— 6310110115 Insp Findings Licensee Ack did 700519-20 of Licenses 
STn~527. SHD-n 1 t( 21-000265 04 Insp findings no 
noncompliance noted Related info end 

SCHULTZ, W H Atomic Energy Commission 70/06/00 ld>PP 
20704 053 


DOCKET 40-0006 M R GRACE CO , PDMPTON PLAINS, NJ 


83101/0143 Responds to 030529 Itr Sc forwards guidelines for 
decontamination of facilities 

KINNEMAN, J D Region I, Office of Director 03/09/23 TONOUE^T 0 
W R Grace << Co Ip 20766 213 


— 0310170151 Requests guidelines for decontamination oP facilities le 
equipment prior to release for unrestricted use or 
termination of licenses for byproduct source or ONHiper 
IE Insp Rept 40-0006/74-01 

TONGUE, T own Grace I, Co 03/05/29 KINNEMAN, J D Region 1, 
Office of Director Ip 20766 2i4 


—0310170157 "Ouidellnes for Decontamination of Facilities 8« Equipment 
Prior to Release for Unrestricted Use or Termination of 
Licenses for Byproduc t. Source or BNMI " 

e Atomli: Energy Commission, Directorate of Licensing 73/12/31 
4pp 20786 215 


■0310170165 "Ouidellnes for Decontamination of Facilities & Equipment 
Prior to Release for Unrestricted Usp or Termination of 
Licenses for Byproduct, Source or SNM " 

» Division of Fuel Cycle t, Material Safety 02/07/31 4pp. 

20706 217 


0310170011 "Radiological Survey of WR Grace Prop erty, Wayne, NJ, 
Addendum, “ final rept 

FRAME, P W I BERGER. J D , CONDRA* R D Oak Ridge National Laboratory 
FIN A~9093-0 83/09/30 Division of Safeguards I4pp 

20014 052 


DOCKET 40-0297 UNION CARBIDE CORP , GRAND JUNCTION, CO 


B310260416 Forwards plan for testing clay cap U cover mail it 
availability for final reclamation of inactive tailing area 
ro Amend 18 to License BUA-648 

LYONB.P J L Union Carbide Corp 83/06/16 WODLSEY, R Uranium 
Recovery Field Office 17pp 20926 337 


1 



2 


DOCKETED ITEMS 


6310040100 Monfchlv rept af u;ater lev^el elevations for jnanitor uells 
around punphact ueli for 000003-0701 W/930909 3 tr 
HDRTQM, 0 UnlOTi Carbide Corp 83^09/01 PETTENGILL. H Uranium 
Recovery Field Office Gpp 20634 353 


83102.00009 Raises abjections to initial eiploration drilling plans for 
determining existence of possible confining xones in Upper 
Wind River Aquifer 

PETTENOILL, H J Uranium Recovery Field Office G3/09/14 Union 

Carbide Corp Ip 30044 260 


8G1O20O365 Forwards Rev 1 to 630330 application for amend to License 
SUA"64G< increasing capacity of A-9 pit tailings arearin 
rrspoTise to IIRC B3031B request Approval should be obtained 
by 831001 to permit conit 

LV'OHg.P J L Union Carbide Corp 03/09/21 PETTEKCILL.H Uranium 
Recover g Field Office 4pp 20946 267 


—-0310280167 Rev 1 to 830329 application for amend to License BUA-64B* 
Increasing capacity of A-9 pit tailings area 
# Union Carbide Corji 03/09/30 53pp 20946 271 


-”■8310200170 Rev 1 to '^’Impact of Increased A-9 Pat Tailings Daspasal 
Facility Oh Subsurface Hydrologic Conditions " 

DAVIBiL A I WAR DWELL I R E Wateri Waste 6 Land* Inc 83/09/30 
2{}pp 20746 324 


'8310200175 Rev 1 to "Embankment Stability for A-9 Pit Increased 
Tailings Disposal Capacity Plan ” W/orte oversiie map. 

Aperture card is available in PDR 

WARDWELLiR E Wateri Waste h Land* Inc B3/09/30 tOpp 
20746 344 


--8310200177 Rev 1 to "Final Rept on Club Mesa Spray Sys Disposal 
Capacity '' 

MARTIN. R K • KYLE. U C Union Carbide Carp 83/09/30 13pp 
20746 395 


--831O20O170 "Evaluation of Ground Water Seepage Collection Sys at A-9 
Pit Belau Grade Tailings " W/tuo oversiie maps Aperture 
cards are available in PDR 

KDWLETT.L H * HOFFKANi G L Hydro-Engineering 83/09/30 49pp 
20747 DOS 


B310210M6 Submits questions re inactive tailings area horiionta] 
drains Questions must be addressed before issuance of permit 
to construct 

KERHANSKYiJ Wyoming. State of 63/09/23 WARDWELL.R E Water. 
Waste Land. Inc Ip 20003 355 


Q310310406 EN-63-07Q on 831 103. no ti ce of violation 6 proposed 
imposition of civil penalty will be issued in amount of 
94 j 0Q0 Action based on braakdovn in nqt -oversight Sr control 
of radiation safety program 

FLACK. E * AXELRADi J Dirictor's Office. Office of Inspection and 
Enforcenent 83/10/27 Ip 20959 183 


DOCKET 40-0462 DOW CHEMICAL CD * MIDLAND. MI 


3310110069 Further response to FOIA request for records re incineration 
of radioactive matls by D-ou Chem-ical Co Midland.HI plant 
Forwards App S documents Documents also available in PDR 
FELTON. J M Division of Rules and Records 63/06/2G GARDE. 0 P 
Government Accountab t 1 ity Project 2pp 2G704 001 


--831O11OIO0 Forwards Insp Findings L Licensee Ack re activities under 
Licenses 21-0-0265-04,810-527 t< SMB-111 & Dlv of Compliance 
Form AEC-592 concerning noncomp 1 iance activities under 
Licenses 21-00265-02 L 21-00265-06 

GRIER* B H Atomic Energy Commission 70/06/0B SILVERSTE IN. L 
Dou Chemical Co Ip 20704 052 


--B310I10119 Insp Findings 6 Licensee Aclr dtd 700519-20 of Licenses 
STB-527.SMB-in L 21-000265-04 Insp findings no 
noncDflipJ ianct noted Related infp enc] 

GCHULTZiW H Atomic Energy Commission 70/06/08 i6pp 
2D704 053 


ICKET 40-0672 NUCLEAR METALS. INC . CONCORD, MA 


H0050916 Responds to NRC 630901 1 tr re violations noted in IE insp 
**pt on 030525-27 & 0608-10 & forwards remittance for civil 
malty Corrective actions exposures to worlrers hands 
levaluated Health physics staff uill meet weekly 

JMBACO.r J Nuclear Metals, Inc 03/09/30 Director's Office, 

ffici of Inspection and Enforcement 5pp 20634 121 


8310270635 Responds to B30927 memo re civil penaltie'i imposed on 
George Washington Univ Medical Ctr & Nuclear Metals, Inc Ltrt- 
to 1 i cansees , no t ices of violation !< insp repts enrl 
DIRCKS.W J Office of the Executive Oiiector for Operations 
83/10/03 GIL3N9KY.V Commissioners ip 20946 041 

— 0310270639 Discusses IE insp on 630601-02 forwards notice of 
violation 8< proposed imposition of civil penalty 

HURLEY. T E Region 1, Office of Director 83/O9/0J LLONAHD, F 
George Washington Univ Medical Center Wash DC 3pp 20946 042 


— 83X0270644 Notice of violation L proposed imposition of civil penalty 
in amount of 72.500 Noncomp ] ianc e noted adequate survey not 
performed to assure compliance w/10CFR20 106(a) re 
radioactive releases 

MUHLEY. T E Region I, Office of Director B3/O9/0J bpp 
20946 045 


--0310270647 Discusses lE insp on 830525-27 8? forwards notice of 
violation & proposed imposition of civil penalty 

MURLEV.T E Region I, Office of Director 03/09/01 TUFF IN. W V 
Nuclear Metals, Jnc 4pp 30946 074 


'G310270652 Notice of violation L proposed imposition of civil ponalt^i 
tti amount of '$9,500 Noncompliance noted during Fourth 
Quarter 1902 8. First Quarter 1983.10-13 individuals exposed 
to high contamination levels 

MURLEV.T E Region 1. Office of Director 03/O9/OJ 4pp 
20946 078 


B310270656 Requests description of noncomp 1 lances identified at 
George Washington Univ Medical Ctr U Nuclear Metals. Inc 
which resulted in proposed fines of $2,500 & $9,000 
respectively 

GILINSKY, V Commissioners 83/09/2/ AXELRAD. J Director'?. 
Office, Office of Inspection and Enforcement Ip 20946 0*70 


6310190226 Ack receipt of ♦7,600 in full payment of civil penoltias 
proposed on 830901 

AXELRAD. J A Enforcement Staff 83/10/13 TUFFIN.H B Nuclefil 
Metals. Inc 2pp 20030 092 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY. CHATTANQOBA. TN 


8310280321 Forwards info showing results of rad lolog leal, gootec hti i Cci 1 
hydrological investigations per decommissioning design 
project to assess suitability of Pond 10 as evaporation 
pond W/one oversiie map Aperture card in available in PDR 
MILLS.L M Tennessee Valley Authority 83/09/06 SMITH. R D 
Uranium Recavery Field Office 24pp 20963 191 


— B310260322 "Design Notes for Special Decommissioning Aspects. 
Geotechnical Evaluation of Pond ID " 

a MacLaren Engineers. Inc ♦ Oolder Associates 03/01/31 
7ipp 20763 317 


6310260364 Forwards descriptions of two work activities planned to 
begin 03)001 & to be completed before 631101. in support of 
Edgemant U Hill decommissioning project Activities will be 
conducted within existing license conditions 

MILLS. L M Tennessee Valley Authority 83/09/21 SMITH. R D 
Uranium Recovery Field Office 5pp 20910 351 


DOCKET 40-206 J KERR-MCGEE CHEMICAL CORP . OKLAHOMA CITY. OK 


8310170698 Advises that no comments have been received on ElA re otatie 
authorization to develop 6 enforce environ stds Future 
Federal capital grant requests should be enforced Requests 
copy of FE8 upon completion 

CURTIS. M JJllnoiB, State of 03/07/02 PAGE. R Q Kerr 'McGee 
Chemical Corp tsubs of Kerr-McGee Corp ) 2pp 20770 15V 


B310120310 Advises that M Rrippel will replace SC Munson as bealtli 
physicist at West Chicago facility 

SHELLEY, WJ Kerr-McCee Corp 03/09/28 HIND. J Region 3. Dffitt? 
of Director Ip 20701 0)0 


0310120314 Responds to NRC B3O031 Itr re violations noted in IL Insp 
Rept 40-2061/93-02 Actions to reduce Pb-212 concentrations 
undertaken Res-clssion of notice of violation requested 
DENNY. I L Kerr-McOee Chemical Corp (subs of Kerr -McGee Corp > 
83/09/30 KEPPLER, J 0 Region 3. Office of Director Bun 
20700 308 



DOCKETED ITEMS 


3 


83101 flOJ 92 Roquocta NftC uritten concurroncQ ui/tiurial of PCD 
con tarn inatoij soil in CPA approvpd PCO landfill Thorium- 
natural soil concentratlonHi PCD contaminated soil table 
one I 

SHELI-EYpW J Kcrr-KcGec Chemical Corp <subs of Kerr -McOeo Corp ) 
UU/O^/ZiO NJ XUN# W A Uranium fuel Licensing Draiich 3pp 
20B29 3<J.O 


031Q2S0662 Requests notice of violation contained in IE Insp Hept 
40-20A 1 /03-02 be uithdrown 

SHELLEYjW U Kerr-KcGee Chemical Corp (subs of Ken -McGee Corp 1 
83/09/30 NIXON. W A Uranium F’uel Licensing Branch Ip 
2090 0 107 


031031035^ Ack receipt of 030930 request that citations contained in 
notice of violation in IE Insp Repl 40-2061/03-02 bo 
rooclndod as inappropriate Pertinent air sampling data 
curroritly under review 

KEPPLERiJ G Region 3, Office of Director B3/10/26 RAINEY, U L 
Kerr-McGee Chemical Corp (subs of Kerr-McOee Corp ) ip 
20960 20& 


— 0310310362 Responds to NRC B30Q31 I tr re violations noted in IE Insp 
Ropt 40-3061/03-02 on 03DBO4 Citations re radiation surveijs 
contoined In notice of violation Inappropriate !< should be 
rose intled 

DENNY, I L Kerr-McOeo Chemical Corp (subs of Kerr-McGce Corp ) 
03/09/30 KEPPLERr J 0 Region 3, Office of Director Gpp 
SO 760 206 


DOCKET 40-2259 PATHriNDER MINEB CORP i RIVERTON, WY 


Q310030S05 Qubmlts personnel overexposure rept for Jan-June 1983. per 
Amend 16 to Condition 25 of License SUA-672 Two individuals 
BKceedod 15-uCi natural U/liter limit of urine action level 
» Pathfinder Mines Corp 83/00/30 Uranium Recoverq Eield 
Office 2pp 20602 350 


03102S03S3 Forwards one overslie general land use map in response to 
NFIC request Aperture card is available in RDR 

SMITNrP 0 PAlhfinder Mines Carp 83/09/15 NDOLSEY. R Uianium 
Rocovorq Field Office Ip 20964 361 


0310260003 Forwards annual soil survey data not available when 
semianrtual effluent montoring rept, dtd G30B31, submi tted for 
Licenae 8UA-672 

UARDOROVE, T U Pathfinder Mines Corp 03/09/26 WDOLBCY, R T 
Uranium Recovery Field Office Ip 20920 040 


— 0310260006 Soil samples from 830615, omi tted from 830031 semiannual 
effluent monitoring rept 

e Pathfinder Mines Corp 03/09/86 4pp 20928 049 


DOCKET 40-3398 ALLIED CHEMICAL CURP , MORRISTOWN, NJ 


0310170623 Forwards amend to Allied Chemical License SUn-526, adding 
license condiblons to Jul 1908 renewal application 
CIPOLLA,A 0 Allied Chemical Corp 83/09/30 KOSLA. D Uianium 
Fuel Licensing Drench Spp 80790' 171 


—0310170633 Revised application for amend to License 8UD-586, adding 
license conditions section 

* Allied Chemical Corp G3/09/30 29pp 20790 173 


DOCKET 40-3453 ATLAS MINERALS. INC . DENVER, CO 


8310170106 Responds to NRC 830085 Itr re violations noted in IE insp 
of License 6UA-917 on 030726-20 Corrective actions alpha 
survuy meter properly callbr using correct probe areo 
(1 imenn 1 one 

DLUPAUOMiR E Atlas Minerals 03/09/23 DROWN. 0 D Region 4, 

□ fPice of DiraetPr. 3pp. 20022 107 


8310190017 Ack receipt of 03Q923 Itr informing NRC of steps taken to 
correct violations noted in IE Insp of License 8UA-917 
BROWN, 0 D NRC - No Detailed Affiliation Given 03/10/11 
BLUBAirOHiR E Atlas Minerals Ip H0D33 134 


DOCKET 4 0-4492 FEDERAL AMERICAN PARTNERS. RIVERTON, WY 


8310140295 Forwards s^^'pplementary info ^’Cleanup of Windblown Tailings 
Contamination to he Conducted W/Reroutlng of Willow Springs 
Draw Near Federal American Partners U Milling Facilities at 
West Oas Hll I s. WY " 

AMDRUBi N J American Nuclear Corp 83/00/22 GILLFN, D Uranium 
Racovery Field Office. 2pp 20794 004 


— B310140297 Supplementary info "Cleanup of Windblown Tailings 
Contamination to be Conducted W/Rerouting of Willow Springs 
Draw Near Federal American Partners U Milling Facilities at 
West Gas Kills, WV " W/one oversize map Aperture card in PDR 
» American Nuclear Corp 03/03/12 Bpp 80794 0B6 


docket 40-4931 NAVV, DEPT OF. ANNAPOLIS. ND 


8310210300 IE Insp Findings Licensee Ack dtd B30923 of License 
SUD-564 Insp findings no noncompliance noted 
e Region 1. Office of Director 93/09/23 Ip 20BS5 214 


DOCKET 40-6500 ENERGY. DEPT OF, CAN0N5DURG, PA 


8310070211 Discusses items of interest Meeting hold on 030921 u/C-E in 
Windsor, CT re C-E proposed license amend application to 
modify air sampling sys On 630915, NRC concurred in DDE 
remedial action plan for Cononsburg, PA site 

PAGE. R C Uranium Fuel Licensing Branch 83/09/28 DAVIS, J Q 
Office of Nuclear Material Safety it Safeguard s. D1 rec tor Ip 
20679 353 


6310110441 Summary of 030915 & 21 meetings w/DDE & C-E re remedial 
action plan St proposed license amend application concerning 
mod of air sampling sys in Windsor plant, resp ectivel y 
PAOE,R 0 Uranium Fuel Licensing Branch 83/09/82 DAVIS. J Q 
Office of Nuclear Material Safety St Safeguard s, Director ip 
20714 341 


0310180403 Summary of data from radon monitoring network in Canonsburg, 
PA area during 030420-0720 W/830930 Itr 

RUDY, C R Monsanto Research Corp 03/09/30 CROW, W T Uranium 
Fuel Licensing Branch 4pp 20025 355 


9310210099 Summary of 831007 meetings w/DOE in Cano-nsburg. PA t. Silver 
Spring. MD re remedial actions to be taken to stabilize 
radioactive matl on Canonsburg site it decontamination of 
Latty Avenue site it vicinity properties 

PA0E,R O Uranium Fuel Licensing Branch 03/10/12 DAV18, J 0 
Office of Nuclear Material Safety it Safeguard s. Di rector ip 
206B3 315 


DOCKET 40-6682 PATHFINDER MINES CORP . SHIRLEY BASIN, WY 


0310030224 '^Environ Monitoring Data W/Dose Cal c ula t ions, Second Quarter 
1903 " W/B30907 Itr 

SMITH. J C Pathfinder Mines Corp 03/06/30 Uran lum Recoverg 
Field Office 30pp 20604 102 


0300300607 Forwards "First Quarter 1963 Environ Monitoring Data w/Dose 
Calculations, " par License Condition 37 Ingestion doses 
calculated for previous two quarters too large by factor of 
five 

SMITH, J C Pathfinder Mines Corp 03/07/08 BROWN, 0 D Region 4, 
Office of Director Ip 20208 166 


— 0306300610 "First Quarter 1983 Environ Monitoring Data w/Dose 
Calculations " 

a Pathfinder Mines Corp 03/07/08 36pp 20200 167 


8310200456 Recommends License BUA-442 be amended by revising Licenea 
Condition 36 to change frequency for exchanging 8c reading 
TLD chips from monthly to quarterly 

GARCIA, P J , PETTENOILL. K Uranium Recovery Field Office B3/OB/25 
Uranium Recovery Field Office 2pp 20061 137 


0310200471 Advises of issuance of amend to License SUA-442 revising 
Condition 36 by changing frequency for erchanglng it reading 
TLD chips used for radon monitoring from monthly to 
quarterly 

SMITH.R D Uranium Recovery Field Office 03/03/29 RUSBELLi J E 
Pathfinder Mines Corp 2pp 20B44 340 

8310250169 Requests answers to listed question* re Hinton Whicktr 
research paper "Field Experiment on Radon Flux From 
Reclaimed U Mill Tailings " 

BEACH, G Wyoming, State of 83/09/00 HINTON, T Pathfinder Mi nos 
Corp Ip 20900 324 


DOCKET 40-6699 GETTY OIL CO - PETROTDMICB CO. , SHIRLEY BASIN, WY 


0310270545 Forwards rev to environ rept, dtd 010401, upd ating gamma, duat. 
radon 8, exposure data through IGBS" 6 in some cases, through 
Aug 1903 

PFAFF,9 U Getty/Petrotomlcs Co 03/09/22 GARCIA, P Uranium 
Recovery Field Office 6pp 20930 039 
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B310030502 Forwards s-U(i>mjrgi of data -for leach area & drijet' control roam 
verification lamples tairpn on 930517 Nd response required 
Variation in U content UJ>i II be pursued w/technlcal staff 
EVERETT, R J Region 4, Office of Director B3/09/26 WHITMAN, J H 
Oettll/Petrotomlc s Co 2pp 20601 167 


B31D26034B Forejards application to amend License SUA-551 * re flee ting 
current conditions or precticefi or to correlate u/moni tor ing 
fre^uencij per Reg Guides 6 30 & B 3J 

PFAFF.B J Ceit^/Petratomics Co 83/09/27 GARCIA, P Uriinjum 
Recovery Field Off ice ip 20928 083 


— &310260352 Application for amend to License SUA-551 , re fleet i ng cU 1 ^(^nt 
conditions or practices or to correlate u>/fflani t oring 
frequency per Reg Guides Q 20 te 0 31 

• Oetty/Petr otonil ts Co 03/09/22 llpp 20920 0B4 


DOCKET 40-6940 KAWECKI BERYLCQ INO , INC • BD/ERTQWN. PA 


9310270576 Summariies items af interest from ODE B31013 mee ting. OUT 
□31014 meetingi Kerr-McOee 831019 meeting S< Applied Health 
Physics, Inc B310IB meeting 

PAGE, R 0 Uranium Fuel Licensing Branch 83/ 1-0/2U DAVIS, J G 
Office of Nuclear Material Safety & Safeguards > Di rec tor Ip 
20944 00 J 


DOCKET 40-7049 PLATEAU RESOURCES, LTD , GRAND JUMCTJCM, CD 


DOCKET 40-0064 EXXON MINERALS CO - USA, HOUSTON, TX 


Q310260357 Foruards estimated reclamation bond approved b'j WY Dept of 
Environ Quality for Exxon Highland U operation re Licenses 
SUA-1139 ti SUA-1064 Bond estimate revised annually to 
reflect current land status t< reclamation plans 

SHANNON, J B Exxon Corp 83/08/31 SMITH, R D Uraniura Rreovery 
Field Office 3pp 2091B 290 


DOCKET 40-0084 RIO ALGOM CORP . MDAB, UT 


0310310375 Foncards IE Insp Rept 4O-S0B4/B3-O1 on 030523-36 No 
noncomp 1 lance noted 

BROWN, G D Region 4, Office of Director 03/07/19 LAWTON. M D 
Rio Algom, Ltd 2pp 20960 002 


— 031O31O3BO IE Insp Rept 40-80B4/B3-01 on 030523-26 No noncompliance 
noted Major areas inspected U milling operations b radiation 
safety program, including organization mgt & training S' 
internal eiposure it contamination control 
SKOPENN. N M , EVERETT, R J Region 4, Office of Director 
03/07/07 7pp 20960 004 


8310060502 Forwards one oversize revised land use survey map, ind i co tl np 
changes in Township 29 South Range 24 East since 030215 
Aperture card is available in PDR 

PATTI50N.R S Rio Algom, Ltd 03/09/12 SMITH, R D NRC - Nu 
Detailed Affiliation Given Ip 20644 145 


S310070402 Application for amend to License SUA-1013 to extend 
expiration date to 840331 Tine will allow completion of 
d ec ommiss i oning, submi ss 1 on of final rept (t NRC site insp to 
terminate license 

OERDEMAN. F W Plateau Resources. Ltd 83/09/02 SMITH. R D NRC ~ 
Nq Detailed Affiliation Given ip 20664 272 


0310200371 Advises of issuance of Amend 4 to License SUA-1013, revl sing 
CandltiQTi 4 to eztend expiration date to 940630 

SMITH, R D Uranium Recovery Field Office 83/09/30 Plateau 
Resources, Ltd Ip 20874 070 


— 8310200373 Safety evaluation supporting Amend 4 to License &UA-1013 
HAWKINS, E F . lineman, J J Uranium Recovery Field Office 
33/09/30 2pp 20074 071 


DOCKET 40-0102 EXXON CO . USA, HOUSTON, TX 


0310260357 Forwards estimated reclamation bond approved by WY Dopt of 
Environ Quality for Exxon Highland U operation re Licenses 
SUA-1139 & SUA-1064 Bond estimate revised annually to 
reflect current land status & reclamation plans 

SHANNON, J B Exxon Corp 83/08/31 SMITH, R D Uranium Rocovcru 
Field Office 3pp 20918 290 


6310200349 Recomriends administrative changes to License SUA-1139 re 
deletion of License Conditions 36 b 37 ^ rev of License 
Condition 35. per Low Level Waste Licensing Branch summary of 
environ monitoring data 

PANOBURN, 0 C Uranium Recovery Field Office 83/09/20 Uranluim 
Recovery Field Office 2pp 20874 270 


DOCKET 40-0027 KERR-MCOEE NUCLEAR CORP . OKLAHOMA CITY, OK 


6310100030 Forwards State of TX statutes b regulations defining 
^source matl, " "byproduct matl” b "raduaste. " NRC 
regulations defining "byproduct tnatl" t, ’‘source mat!" 6 1 tr 
from TX Dept of Health to Kerr-McOee 

KOFFMAN.B Kerr-McGee Corp 03/09/20 CUNNINGHAM, H Division of 
Fuel Cyicle &r Material Safety lOpp 20830 074 


0310070034 Advises of issuance of Amend 23 to License SUB-1010. In 
response to 830621 request to eiempt treated raffinate 
storage poncfi frcei spare pond requirements 

page, R 0 Uranium Fuel Licensing Branch B3/09/2B SHELLEY. W J 
Kerr-McOee Corp Ip Z0671 350 


— 8310070037 Safety evaluation supporting Amend 23 to License SUB-IOID, 
per 930621 request for continuation to 840901 of exemptfon 
from spare ponding requirements 

K0SLA,B M , CROW, W T UranJuji Fuel Licensing Branch 83/09/27 
2pp 20671 359 


310270576 Summarises items of interest from DOE 031<I13 meeting, DDT 
031014 meeting, Kerr-McGee 83101B meeting b Applied Health 
Physics, Inc 831018 m-aeting 

PAOE'R G Uranium Fuel Licenelng Branch 83/10/20 DAVIS, ■J’ 0 
Office of Nuclear Material Safety b Safeguards, Direc tor Ip 
20944 OOl 


)CKET 40-8035 COTTER CORP ROSWELL, NM 


6310200412 Suppartfi amend to License SUA-1139 deleting reporting 
requirements under 40CFR190 Changes constitute Amend 5 to 
license Amend initiated by NRC for benefit of Cornmission & 

IB eiempt from fees 

PANOBURN, G C Uranium Recovery Field Office 03/09/20 KILLER, W C) 
License Fee Management Branch Ip 20844 360 


8310240092 Advises of issuance of amend to License &UA-jl39 deleting 
Conditions 36 b 37 b revising Condition 35 re environ b 
effluent monitoring procedures 

SMITH, R D Uranium Recovery Field Office 83/09/28 Exxon Corp 
Ip 20903 i97 


DOCKET 40-8340 MINERALS EXPLORATION CO , LOS ANGELES. CA 


8310100125 Advises that licensee intends to continue monitoring A-3 
project site Sampling of wells will begin on 030926 
VDLK,W 0 Union Oil Co of California 03/09/19 WASTLER, 8 
Uranium Recovery Field Office Ip 20827 095 


DOCKET 40-0300 ROCKY MOUNTAIN ENERGY CO , BROOMFIELD, CD 


8310040601 Confirms 830913 telcon re draft review of lirenseo 
groundwater restoration repts for acid lixiviant test 
patterns at Nine Mile Lake facility Evaluation of potential 
environ imparts recommended 

BROWN, W L Region 4, Office of Director 83/09/15 LINEMAN, J J 
NRC - No Detailed Affiliation Given Ip 20627 349 


J0'2l0099 Summary of 831007 meetings w/DDE in Canonsburg. PA it Silver 
Spring, MD re rantdial actions to be taken to stabilize 
radioactive mat] on Canonsburg site b decontamination of 
Latty Avenue site b vicinity properties 

PAOEtR 0 Uranium Fuel Licensing Branch 83/10/12 DAVIS, J O’ 
Office of Nuclear Material Safety & Saf eguards. Dlrec tor Ip 

20383 315 


DOCKET 40-0452 BEAR CREEK URANIUM CO . CASPER. WY 


8310030199 "Semiannual Environ Monitoring Rept, Jan-June 1903 " W/030D30 
Itr 

BLOSSOM. \i N Dear Creek Uranium Co 03/06/30 Uzanium Recovery 

Field Office I7pp 20603 131 



DOCKETED ITEMS 
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0310030241 Forwards tailings dam erosion anal\;sis CApp K to Nov I9HI 
tailings mgt plan><per Amend to Condition 39 of License 
SUA-1310 deduction of dam slope not necessary to meet goal 
of long-term erosion protection 

MEDLOCK. r? L Oear Creek Uianium Co q:i/O?/O 0 SMITH, R D Utnoium 
Recovery Field Office 2pp 2U604 ISl 


— 0310030230 "Bear Creek U Co Tailings Dam Erosion Analysis (App K to Nuv 
1901 Tailings Mgt Plan) " 

» Bear Crook Uranium Co 03/09/30 29pp 20&04 133 


B310200419 Advises of issuance of Amond 21 to License 8UA-13iO re 
expansion of present tailings disposal area 

SMITH, R 0 Uianium Recovery Field Office 03/09/30 Dear Creek 
Uranium Co 4pp 20044 33A 


0310240094 Advises of issuance of amend to License SUA-13l0t revising 
Condition 51 by deleting previous language barring const of 
expanded disposal area until NIlC authorization given 
adding Subparagraphs e-1 to license 

PANOBURNiO C . PETTENGILL.H J Uianium Recovery Field Office 
83/09/30 Uianium Recovery Field Office 7pp 20903 190 


DDCKCT 40 0302 WYOMING MINERAL CORP , LAKEWOOD, CO 


B310040605 Requests current form for application for permit to mine or 
amend to permit to mine Form needed to incorporate 000710 
application for In situ R8«D license ui/BSOPOl rev to 
application to mine; per 630002 request 

RUTLEDGE; C Wyoming Mineral Corp 83/09/00 CHANCELIOR.R A 
Wyoming, biabe of Ip 20A27 350 


0310210102 F orwards application for rcneuiol of Source Mail License 
SUA-1341 

RUTLEDGE; C Wyoming Mineral Corp 0J/O9/2B Division of Fuel 
Cycle & Material Safety 2pp 20D03 2/3 


— 0310210107 Application for renewal of Source Matl license SUA-IP4i 
RUTUEDOErC Wyoming Mineral Corp B3/09/9& 40pp 20003 275 


DOCKET 40-0504 MINERALS EXPLORATION CO , LOB ANGELES, CA 


0310030221 Forwards summary of environ monitoring S, meteorological 
c ond i t i ons; per Section 5 Conditions 34.43 & 40 of License 
8UA-irJ50 Environ monitoring will be modified by Amend 12 to 
reflect suspension of milling npevations 

KLEIN. T U Union 76 Minerals Exploration Co 03/OO/3J ONITH.R D 
Uranium Recovery Field Office 7Gpp 20604 0/P 


0310030203 Forwards "Rept of Engineering Assessment. Present F‘ond Liner 
8ys Tailings Impoundment; Suieetwaier U Project. Near Rawlins. 

WY for Minerals Exploration Co" & "Tailings Impoundment 
Leak Analysis " 

KLEIN, T J Union 76 Minerals Exploration Co 03/09/07 SIUTH.R D 
Uranium Recovery I’ield Office 2pp 20603 07B 


—8310030210 "Rept of Engineering Assessment. Present Pond Liner Bys 
Tailings Impoundment; Sweetwater U Project Near Rawlins. 

WY for Minerals Exploration Co " 

BODDY; J n Union 76 Minerals Exploration Co B3/07/29 J9pp 
20603 OOO 


— 0310030215 'Tailings Impoundment Ueok Analysis " 

» Water, Waste Land, Inc B3/09/30 32pp 20603 097 


0310200446 Discusses Amend 12 to Source Matl License SUA^1350 to reduce 
or suspend certain environ 6 in-plant monitoring 
requirements during period of shutdown Sc reduction in 
monitoring programs 

GARCIA; P J , PblTbNOlLL. H J Uranium Recovery Field Office 
03/09/22 Uranium Recovery Field Office 5pp 20059 334 


0310200438 Advises of amend to License SUA-ISOD adding Condition 53 re 
reducing or suspending air pai ticulate sample requirements 
during period of suspended operations at Sweetwater Mill 
SMITH, R D Uranium Recovery Field Office 03/09/23 HILL. C 7 
Minerals Exploration Co isubs of Union Oil Co of California) 

2pp 20059 332 


8310240045 Submits const analysis of single vs double liner leak 
detection sys at U MUl Tailings Pond TFR 1 5/294. per 
830510 meeting w/NRC Sc Minerals Exploration Co 

LI0STDNE,C Wyoming State of 83/09/23 BEACH. G Wyamlngi State 
of 4pp 20903 230 


DOCKET 40-8599 AIR FORCE. DEFT DF. DRCOKS AFB; TX 


0310270417 Responds to NRC 030913 Itr re special safety Insp of license 
SMO-1314 Maint work scheduled to prevent further leakage 
into process sewer sys at Weldon Spring Chemical Plant 
REGISTER. BF Army. Dep fc of 03/10/10 Region 3, Office of 
Director 3pp 20923 0B3 


DOCKET 40-0674 PLATEAU RESOURCES. LTD , GRAND JUNCTION. CO 


0310100133 Effluent monitoring rept for Jan-Jone 1983 W/03Oe96 Ur 

OERDEMAN. r W Plateau Resources, Ltd 03/06/30 Region 4. Office 

of Director lOpp 20027 067 


0310200452 Recommends changes to License Conditions 10 8c 19 to License 
8UA-1326 re organri lational changes for Ore Buying Station 
JOHNSON. T L ; LINEMAN, J J UianlUfT) Recovery Field Office 03/00/25 
Uranium Recovery Field Office 3pp 20B61 134 


6310200470 Advises of issuance of amend to License SUA-1 326. revi sing 
Conditions 10 & 19 re occupational radiation safety program 
L ALARA program. respec t IvBly 

SMITH. R D Uranium Recovery Field Office 03/00/25 Plateau 
Resoutccs. Ltd 2pp 20044 350 


DOCKET 40-6601 ENERGY FUELS NUCLEAR. INC . DENVER. CO 


8310240090 Advises of issuance of amend to License BUA-1350 adding 
Condition 27 to establish revised tailings reclamation plan 
i setting requirements for rev to reclamation configuration 
as tailings disposal increases 

SMITH.R D Uranium Recovery Field Offico 03/09/12 Energy Fuels 
Nuclear, Inc 2pp 20903 190 


— 6310240095 Discusses vender 030521 request for Amend 22 to License 
SUA-I35B amending requirements re bailings reclamation 
cover License Condition 27 should be revised 
GILLEN, D M . LlNEHAN. J J Uranium Recovery Field Office 
03/09/12 Uranium Recovery Field Office 5pp 20703 200 


DOCKET 40-0697 ROCKY MOUNTAIN ENERGY CO , DENVER, CO 


8310200342 Application for extension Of License SUA-i33a to authoriie 
final site-closure activities 

NEUMANN; M R Rocky Mountain Energy Co B3/0B/30 LINEMAN. J 
Uranium Recovery Field Office Ip 20074 069 


DOCKET 40-8690 PLATEAU RESOURCEa. LTD ; GRAND JUNCTION. CO 


0310180104 Effluent monitoring rept for Jan-June 1903 H/03OD26 Itr 

OERDEMAN.F W Plateau Resources. Ltd 03/06/30 Region 4i Offico 
of Director 52pp 20023 306 


0310100304 Submits review of licensee environ monitoring rapts for 
1962 Licensee has met all license requirements for Interim 
period prior to plant operation but failed to provide 
chemical parameter data for groundwater samples 

JOHNSON, T L Uranium Recovery Field Office 03/07/25 Uranium 
Recovery Field Office 9pp 20B27 001 


0310100129 Addendum to effluent monitoring rept for 1902 
W/e3D902 Ur 

OERDEMAN.F W Plateau Resources, Ltd ©3/08/30 BM1TH*« D 
Uranium Recovery Field Office I5pp 20327 000 


8310270519 Advises that License &UA-1371 amended by modifying 
Conditions 30 L 39, approving revised reclamation plan L 
deleting requirement for submittal of revised surety 
Instrument 

SMITH.R D Uranium Recovery Field Office 03/09/27 Pioteau 
Resources. Ltd 3pp 20937 206 


— 0310270524 Discusses vendor B30412 0620 requests for Amend 8 to 

License BUA-1371; requesting changes to existing reeJamation 
plan 6 decreasing amount of surety Rev to License Conditions 
30 & 39 recommended 

JOHNSON. J L ; LlNEHAN. J J Uranium Recovery Field Office 
63/09/27 Uranium Recovery Field Office Spp 20937 209 
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DOChET ■;0-G7l4 C LE VEl AND-CL I TFS IRON CO . CUEVELAND. OH 


8310240052 Bvbrnfcs inFo to document use of best practicable technology 
to Te&tore g rounrfLja ter quality at Collins Drau Project 

i it« 

tOUEEROACK. T E Cl ev«land-C 1 i f#s Iron Co B3/0?/2’J 3HAFPER> R 
Uyamingi State of l5pp 50903 5li& 


DOCKET 40-0745 OGLE PETftOtEUM. INC , CASfER. HV 


0310160172 “Fourth Semiarinual Rept. 630519-0026 “ W/030916 1 tr 

CATCHPGLF.CJ Ogle Petroleun, Inc Q3/0B/26 SMITH,!) Uranium 
Rfcovercj Field Office 155pp 50B24 130 


DOCKET 40-B7t9 KERR-MCCE6 NUCLEAR CORP , OKLAHOMA CITV. DK 


6310150130 Reccnmends that RfrO licence for “0“ Sand Project not be 
litued Results of second punp tes ti base 1 tne uater quality Ci 
monitor uell water quality rust be received before license 
can be issued 

OGLEi K M Ener-gj, Tepl of B3/09/1& Energy, Dept of 5pp 

20e27 059 


8310260377 Forwards responses to WV Dept of Environ Quality {330556 
cpTflenti L questions re Q-Sand 1£L project, per 0 Gillen 
request 

freeman. M D Kerr-MtCee Nuclear Corp 03/10/03 LINEHAN.U J 
Uranium Recovery Field Office 56pp 20921 194 


6310260411 Application for arend to Ltcetise SUA-13B7 increasing total 
dtssslvcd solids L sulfate levels for monitor uell QMH*i 
Table confirming increased levels due to natural groundwater 
quality fluctuations L license amend fee end 
FREEMAN. M Kerr -McGee Nuclear Corp 63/10/05 LINEHAN. J J 

Uranium Becovery Field Office lOpp 50918 335 


— B310070090 Requests payment of fee for rovicw of UJ07O6 reqii<"sl ff'i 
amend to License SNU-l40b 

NEISS, D License Fee Management Branch Q3/0//5A OnUG! A'V'i 
Holycoip, Inc ip 2060 1 0/5 


— 0310070092 Application for amend to License SNli - 1 400, d e 1 e t uiq ilnsimt 
program Dosimetry badge results L radiation monitoiinq replf, 
for 1V83 enc I 

DOUGLASS, S J Molycorp- Inc 83/07/06 SDDNG, A L Nli( Nii 
Detailed Affiliation Given 17pp 50601 026 


B3i00S0l77 Issues Amend 3 to License SMn-1408 au Ihur 1 1 1 iiq 

discontinuation of personnel dosimeter monitoring proqinm at 
Vork facility Safety evaluation end 

PAGE,R G Uranium Fuel Licensing Qranth 8J/09/21 WARNOl . W M 
Molycorp, Iiu Ip 20639 359 


— B310O3O1B1 Safety evaluation supporting Amend 3 to License {iMri-14tUl 
SOQNGiAL Uranium Fuel Licensing Branch 03/09/20 L'|i|« 

20639 360 


DOCKET 40-B001 RADIATION MANAGEMENT CORF , NORTHDRaOK, U 


B31017030Q Summaiiies 030030 visit to West Lake Landfill Site U» 
St LOUIS, HO Second visit expected on 030921 to obtain info 
on landfill from MO Dept of Natural Resourcee !< City nf 
Bridgeton files 

O'CONNOR, J T p 0ANERJI,S K Missouri, Univ of, Columbia, HtJ 
B3/09/19 WVNGARUEN, S NRC - No Detailed Affiliation Given 
DERGERp J Oak Ridge Associated Univ 4pp 20796 12V 


B310200409 Requests permission to perform radioactivity meabui omun tn 
soili surface Ic water in West Lake landfill areai to cunflim 
Radiation Mgt Corp study 

BANERJIiS K , O'CONNOR, J T Hissouri, Univ of, Columbia, Mil 
03/09/29 UYNGARDENi S NRC -» No Detailed Affiliation Oivori Ip 
20059 210 


DOCKET 40-8781 TETON ElPLDRATiDM DRILLING CD , INC , CASFERp Wy 


3310570141 Forwards Source Mafel License EUA-lAOS 

SMlTH.fi D UraniLH Reco.ery Field Office 03/09/30 APPEL, R 
Teton Eiploration Drilling Co . Inc Ipp 20939 iOQ 


-8310270157 Source Matl License EUA-I40J for USC Teton Exploration 
Drdlinj.Inc authoriiing U recovery & processing & const of 
evaparatian pond areas 

* Uranium Heca^erj Field Office SJ/09/3D lipp 30939 109 


DOCKET 40-8703 URAKER2 U5A JNC , CASPER. HV 


a3l024O4i4 Forwards application for amend to License SUA-1401 proposing 
reduced well nuTber for s tab i 1 1 lat 1 on monitoring period 
Approval requested prior to start of restoration phase of 
Ruth ISL fi&I) project 

SOMERVILLE, M 8 Uranerj USA. Inc B3/09/29 LINEMAN. JU Uranium 
Recovery Field Office Ip 2092B 073 


DOCKET 4O-0BO7 AIR FORCE, DEPT OF, TINKER AFD, GK 


Q310030400 IE Insp Findings U Licensee Ack dtd 030824 of Licence 
ST0**l4O7 Insp findings no violations observed 
hooker, C A Region 4, Office of Director 03/00/24 ip 
20593 074 


DOCKET 4O-0B29 WYOMING FUEL CO . LAKEWOOD, CO 


6310260373 Forwards State of NE Game J< Parks Commission 6 N1 *>t»jlr 
Historical Soc Itrs re impact of Crowe Butte project on 
cultural resources in endangered species, per J Linehan 830/06 
r equest 

STOUT, DM Wyoming Fuel Co 03/10/06 WASTLER, 0 Ut an l urn M n t n v 

Field Office 3pp 2091B 358 


DOCKET 40-0039 SANTA FE MINING, JNC , ALBUQUERQUE, NM 


-B3IO2A04IO Application for amend to License SUA-14G! . proposing reduced 
well ncd*ber for s tab 1 1 1 lat i or> rtoni tor i ng period 
• Uraneri USA, Inc B3/G9/29 Bpp 2092B 074 


DOCKET 40-6/06 URANIUM REEDURCES. INC . RICHARDSON, TX 


- J « aauj reviiHj nf 

Neuman-Hi therspoon theory , ad jus tment of proposed pump test 
made 

HOFFMAN, G L Hydro-Eng ineerihg 83/09/21 LINEMAN. J NR( - Mn 
Detailed Affiliation Given WILLIAMS, R R C WiUiamo & Aottorirttie 
Inc DDKICH. J Santa Fe Enq inner s, Inc 3pp 20027 064 


0310030559 Ccm-nenls on MS PeUiia 830809 Ur re add! decommissioning 
plans for License ICRD Sand & sludge rrmaval from 
ivaporatjon ponds recommended 

fiANEEN. L 0 , SMITH, M A Wyoming, State of 03/09/12 LINEMAN, J J 
Uranium Recovery Field Office Ip 20607 361 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 

DOCKET 50-2 UNIV OF MICHIGAN RESEARCH RtAC TOR 
F^^Securifcy, medical, emergency 8c fire protection plans 


)3I0510I23 Forward* gamna survey for North Platte well field 8, 
document* commitment to maintain at least 6 inches of water 
in two solar evaporation ponds or removal of all sand {. 
sludge within pond 

PELI72A,M S Uranium Resources. Inc 83/09/22 
No Detailed Affiliation Given 2pp 20883 329 


JOHNSON, T NRC - 


DOCKET 40-6794 MOLYCORP, INC . LOS ANGELES. CA 


03I007(X)B7 Forwards amend 
proposal to discontinue 
□OUGLASS. S J Molycorp, 
Management Branch Ip 


fee in response to B30726 approval of 030706 
personal dosimetry badge program 
Inc 83/08/02 WEISS.D License Fee 
20681 024 


7 ' «v I- 1 1 . VI,*, u TB updates to Dhiifticn .1 

security plan Changes meet requirements of lOCFR/3 6/ K j a 

r „ Michigan, Univ of, Ann Arbor, MI 3pn 20GfJ3 'tA 

Fiche 30-002,83/10/17,0310210124 316 J4 


for updated physical security plan 

THOMAS. CO Standard nation t Special Projects Hranth 
2pp 20863 319 24X Fiche 50-002, 83/ 10/ 1 7, B31 0,31 0| 24 


03/JC/i 
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P Operatinq license stage decumentfi & cni rcspondence 


031021012^ FnruJQTds Amend 28 to License 8-7*? re updates to physical 
security plan Changes meet r equiT ements of 10CFR73 67 
THOMAS- C □ Standardization h Special Projects Dranth B3/10/17 
KERR-W r Michigan, Univ of, Ann Arbor. Ml 3pp 20803 316 2^X 

riche 30-002,03/10/17,8310210124 


— 0310210132 Amend 2a to License H-79, 1 ncorporat ing latest regu it ementt. 
for updated physical security plan 

THOMAS, C 0 Standardization & Special Projects Branch 03710/17 
2pp 20003 319 24X Ficho 30-002, 03/ 10/17. B3I021 01 ?4 


DOCKET 30-3 INDIAN POINT STATION, UNIT 1 


r Security, medical, emergency & fire protection plans 


8310050340 Foru/ards p os t-e x er c i sc/p os t-dr 1 11 assessments, per Jh Bragg 
830608 comniitment Previously noted deficiencies corrected 
MCLOUOHLIN, D Federal Emergency Management Agency 03/09/29 
DinCKS, N J Office of the Executive Director for Operations 2pp 
20629 26/ 24X Pithe 30-003,03/09/29,6310050340 


—0310050552 Pos t -e x ere i se assessment of 030024-25 exerc i se, Roc kland 
County, Pop Indian Point Nuclear Pouier Station 
* Federal Lmergency Management Agency 03/09/26 56pp 
20629 269 24X Flche 50-003,03/09/29,0310050340 


— 8310050554 Post-drill assessment of 030823 drill of Westchester County 
bus evacuation procedures for Indian Point Nuclear PutJer 
Stat i on 

* Federal Emergency Manoyement Agency 03/09/15 9pp 
20629 328 24X Flche 50-003,83/09/29,0310050340 


0310130111 Forwards application for amend to Licenses DPR-S & DPR-26 
Incorporating changes to facility organization structure re 
position of fire protection & safety admlni s trator 
0^T00LE,J D Consolidated Edison Co of New YorJt, Inc 03/09/29 
VAROA, S A Operating Reactors Branch 1 2pp 20726 294 24X 

Flche 50' 003, 83/09/29, 031O13OU 1 


—8310130115 Application for amend to Licenses DPIl-S (t DPR-26 
incorporating changes to facility organization structure re 
position of fire protection safety administrator 
O'TOOLE, J D Consolidated Edison Co of New York, Inc 83/09/29 
2pp 20726 296 24 K Fir ho 50-003.03/09/29,0310130111 


—8310130119 Proposod Tech Spec incorporating changes to facility 
organization structure re fire protection 6 safety 
administrator 

« Consolidated Edison Co of Ncur York. Inc 63/09/29 lOpp 
20726 290 24X Flrhe 50-003,03/09/29,8310130111 


0310260304 Forwards mods to physical security plan, per 821109 reguest 
Mods withheld (ref 10CFR2 790 & lOCFRTO 21) 

0 'TOOLE, J D Consolidated Edison Co of New York, Inc 03/10/14 
VARGA, S A Operating Reactors Branch 1 Spp 20910 324 24X 

riche 50-003,63/10/14,0310260304 


0310280253 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 03/10/25 Document 
Management Branch Ip 20962 318 24X Flche 50-003,63/10/25, 

6310200253 


— 8310280261 Forwards public version of revised emergency plan 
implementing proc edures, includ Ing Procedures IP-1002 re 
emergency notification 8< communication S< IP-1023 re 
operational support ctr 

O'TODLEjJ D , OAUNYi R D Consolidated Edison Co of New York, Inc 
83/05/06 ALLAN, J M Region 1, Office of Director 3pp 
20962 319 24X Fiche 50-003,03/10/25.8310280253 


•8310280267 Public version of revised emergency plan Implementing 
procedures, inc lud ing Procedures IP-1002 re emergency 
notification l< tpmmuni cation it IP-I0P3 re operational 
support ctr 

* Consolidated Edison Co of New York, Inc 83/05/02 56pp 
20962 322 24X Flche 50-003,83/10/25,8310280253 


P Operating license stage documents ^ correspondence 


8310310017 roiA request for documents re integrated leak rate tests for 
listed facilities to be placed xn PDR • 

CONNER. L Afflliotiou Unknown 03/05/02 NRC - No Detailed 
Affiliation Given, Ip 21004 270 24X Fjehe 50-000,63/05/02, 

8310310017, 


8310310031 Responds to FOIA request for documents re integrated leak 
rate tests for facilities to be placed in PDR Forwards 
documents to bo placed in PDR list of facilities for which 
repts are unavailable 

FELTON, J M Division ef Rules and Records 83/07/06 CONNER, L 
Affiliation Unknown Ip 21004 271 24X Fiche 50-000,63/07/06, 

0310310031 


6310130111 Torwards application for amend to Licenses DPR-5 b DPR-26 
incorporating changes to facility organization structure re 
position of fire protection & safety administrator 
O'TOOLE, J D ConsDlidated Edison Co of New York. Jnc 03/09/29 
VARGA, S A Operating Reactors Branch i 2pp 20726 294 24X 

Flche 50-003,03/09/29,0310130111 


—8310130115 Application for amend to Licenses DPR-5 8. DPR-26 
incorporating changes to facility organlxation structure re 
position of fire protection 1. safety administrator 
O'TDOLE.J D Consolidated Edison Co of New York, Inc 03/09/29 
2pp 20726 296 -24X Fiche 50-003, 93/09/29. 03101301 1 i 


— 8310130119 Proposed Tech 6pec incorporating changes to facility 
organization structure re fire protection & safety 
administrator 

« Consolidated Edison Co of Now York. Inc 03/09/29 lOpp 
20726 298 24X Flche 50-003,03/07/29,0310130111 


Q Inspection reports. IE Bulletins S. cm r esponderce 


8306300340 IE Info Notice 03-61, ’^Alleged Use of Stand-Ins for Welder 
Oual i fl cation Tests " Sve list end 

JORDAN, E L Division of Emergency Preparedness Sc Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison Co of New 

York, Inc 117pp 20754 022 24X Fithe 50-000. 03/09/26. ODOaaoOOflO 


8306300342 IE Info Notice 83-62, “Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Venlllatiori Air 
iTitakes “ Sve list end 

JORDAN, £ I Division of Emergency Preparedness Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison Co of New 

York, Inc U6pp 20777 210 24X F Iche 50-000, 63/09/26, 8300300342 


6306300345 IE Info Notice B3-63, "Potential Failures of Uestinghouse 
Type SA-1 Differential Relays “ Ovc list end 
JORDAN, E L Division of Emergency Proparodness «< Engineering 
Response (Past 830103} 03/09/26 Consolidated Edison Co of New 

York. Inc IlDpp 20777 350 24 X Fiche 50-000,03/09/26,6308300345 


6306300349 IE Info Notice 63-64, “Lead Shielding Attached to 
Safety-Related Sys W/o 10CFR50 59 Evaluation " Sve list 
end 

JORDAN. E L Division of Emergency Preparedness 8( Engineering 
Response (Post 830103) 03/09/29 Consolidsted Edison Co of N«u 

York, Inc U5pp 20716 324 24X Fiche 50-000,63/09/29,8300300349 


8306300378 lE Info Notice 63-65, "Surve i Hence of Flow in RTD Dyjiaes 
Loops Used in Westlnghouse Plants “ 8vc Hat end 
JORDAN. E L Division of Emergency Preparodnes* it Engineering 
Response (Post 030103) 63/10/07 Consolidated Edison Co of New 

York, Inc 76pp 20827 213 24X Fiche 50-000,83/10/07,0300300378 


8300300752 IE Info Notice 63-66, "Fatality at Argentine Critical 
Facility “ 8vc list enc I 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 03/10/07 Consolidated Edison Co of Neu 

York, Inc 79pp 20802 026 24X Flche 50-000, 03/10/07, 6308300752 


8300300759 IE Info Notice 83-67, "Emergency U«e Respirator Matl Defect 
Causes Production of Noxious Gases " Sve list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/10/IJ Consolidated Edison Co of Neu 

York. Inc ll/pp 21043 075 24X Fiche 50-000. 83/10/1 1, 03Oe3OO759 


0308300761 IE Info Notice 03-66. "Respirator User Warning , Defoe t Iv* 
8elf-Contained Breathing Apparatus Air Cylinders *' 8vc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 630103) 03/10/11 Consolidated Edison Co of Nrw 

York, Inc 120pp 20B27 J29 24X Flche 50-000. 83/10/ U, 8308300761. 


T Hearing transcripts on non-antitrust matters 


6310)20029 Transcript of 631003 open session in Washington, DC re 
emergency planning Pp 1-28 aupporting documentation end 
» Commissioners 03/10/03 HIpp 20750 07i 24X 

Fiche 50-003,63/10/03,0310)20029 



8 


DOCKETED ITEMS 


DOCKET &0-5 PENNSYLVANIA STATE UNW RESEARCH REACTOR 


d In^pcctmn reports- tE Gulletins 8< coi r pspon-denc* 


aOlGlEDSBS forurards IE Hgt Hpetinfi Rept S0-005/B3-50 on 830Bi» 

STAROSTECKI. R Region 1, Office of Director B3/10/OD LEVINE- 3 
Pennsylvania State Univ - University Farits PA 2pp SDQ03 203 P4X 
Pi Che 50-C05- B3/lQ/03> QaiOieOOD? 


—0310130306 IE Mgt Meeting Rept 50-005/03-50 an 030312 Maior areas 
discussed impact of dec entra 1 i cation of operator licensing 
PERLIC.H - KELLER- R Region 1. Office of Director 33/07/26 
2pp 20003 205 24X Ficho 50-005.03/10/03,0310100332 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION. UNIT 1 


P Security, medical, emergency %i fire protection plans 


8310040121 Releases public version of revised emergency plan 
inp 1 ementi ng procedure 

FELTON. J M Division of Rules and Records B3/09/22 Document 

Management Branch Ip 20634 341 24X Fiche 50-010^63/09/22, 

6310040121 


— 0310040136 Public version of Dev 0 to Emergency Plan Implementing 
Procedure EPIP 300-16, "RadJation Surveys Under Accident 
Conditions " W/630913 Itr* receipt f orm, proc ebuTC history ft 
safety evaluation 

SCOTT. D J Commonuica 1 1 h Edison Co 83/09/09 )Opp 20634 342 
24X Fich* 50-010,03/09/22,0310040121 


0310270009 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J M Division of Rules and Records 03/10/21 Document 

Management Branch Ip 3094C 167 24X Fiche 50-010.03/10/21, 

B31 027000? 


— 8310270017 Public version of Rev 5 to Emergency Plan Implementing 
Procedure EPIP 300-S. "Initial Notifications te Oeneratiisg 
Station Emergency Plan Responses {Primary Responsibility - 
Station Director) W/031014 Ur 

SCOTT. D U Ccmnonuiea Ith Edison Co 63/10/03 DENTON, H IR Office 
of Nuclear Reactor Regulatinn, Director 20pp 20940 160 24X 

Fiche 50-010,63/10/21.0310270009 


B310270526 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J n Divisin-n of Rules and Records S3/10/21 Document 

Management Dranch Ip 20937 216 24X Fiche 50-000.03/10/21, 

331 0270 526 


3310270937 Public version of Rev 2 to Emergency Plan Implementing 
Procedure EOP-6, "Administration 6 Logistics Manager 
W/031Ot7 Itr t receipt form 

NELLIS, C A . HES5NER.R , MOORE. R D Comsanuealih Edison Co 
63/02/16 DENTON. H R NRC - Mo Detailed Affiliation- Given 7pp 
20937 217 24X Fiche 50-000.03/10/21,0310270526 


10260307 Releases public version of revised generating stations 
emergency plan telephone directory 

FELTON. U M Division of Rules and Records 93/10/25 Document 
Management Branch Ip 20963 126 24X Fiche 50-000.63/10/25. 

9310280307 


— 8310260314 Public version of revised generating stations emergency 
plan telephone directory 

GALLEj D P - MOORE- fi D Commonwealth Edison Co 83/00/ 11 
DENTON. H R Office of Nuclear Reactor Regulation. Director 64pp 
20963 127 2AY Fiche 50-000.03/10/25,8310280307 


03102901911 Releases public version of revised emergency plan 
implementing prucedure 

FELTON. J M Division of Rules and Records 03/10/26 Document 

Har-agement Dranch Ip 20962 266 24X Fiche 50-000,03/10/26. 

B31028019J 


--93I02B0209 Public version of Rev I to Emergency Plan Jmp 1 emen t ing 
Procedure EDF-15, “Emergency Operations Facility 
Activation *' 

MODREiR D Commonwealth Edison Co 83/08/02 50pp 20969 267 
24X Fiche 50-000, 03/ 10/26, D3i0SD01 91 


G Adjudicatarg correspondents 


0310070156 PoriuardB Director's Dacislon 03-14, deny ing 830909 lOClRf? 20f» 
petition r-e transport of spent nuclear fuel from 
West l/alley 

DAVIS, J 6 Office of Nuclrar Material Safety 6 Safeguard s, LH i ct toi 
83/09/30 CELEDRETZE.A J Ohio, State of 3pp 20600 308 24X 

Fiche 50-000,03/09/30,8310070156 


— 8310070161 Forwards Director's Decision 83-14. deny i ng B30824 lOCI N2 *''0- 
petitlan re transport of sprnt nuclear fuel from 

Mast VaJ 1 py 

DAVIS, J G Office of Nuclear Nalerlal Safety ^ 

Safeguards. Di rector 03/09/30 RESNIKOFF. M Sierra Club Ip 
20690 30V 24X Fiche 50-000.83/09/30,6310070156 


-—0310070167 Notice of issuance of Director's Decision 63- 14. deny I pi g 
State of OH Sc Sierra Club 030909 tt 0824, regpec 1 1 vel g, 

10CFR2 206 petitions re traiisp-ott uf spent nuclear fuel frum 
West Valley 

OAVtS, J 0 Office of Nuclear Material Safety S* 

Saffeg wards. Director B3/09/30 2pp S06B031D 24X 

Fiche 50-000, 63/09/30, 83100701 56 


—0310070171 Director's Decision 83-14, denying State of OH & Siciro Club 
B309O9 8. 0824, respectively, 10CFR2 206 petitions re 
transport of spent nuclear fuel from West Valley Request for 
hearing $c for preparation of EIS denied 
DAVIS, J O Office of Nuclear Material Safety h 
Safeg uards. Director 83/09/30 IBpp 20690 312 54X 

Fiche 50-000,83/09/30.9310070156 


0310270297 Order extending time until 631128 for Commission to net In 
revieui Director's Decision DD-83-14, deny ing Sierra Club h 
State of OH requests 

CHILM.S J Office of the Secretary of the Commiasian 03/lO/,/'> 
Commiss loners Ip 20923 195 24X Fiche 50-000,03/10/25, 

8310270297 


J Insurance (t indemnity information 


8310240071 Forwards Endorsements 149 150 to NELIA Policy NF-43 4t 

Endorsements 126 6 127 to MAELU Policy Mr-22 

OSTER, J CommonuieaUh Edison Co 03/10/13 BALTZMAN, J Assist tint. 
Director for State L Licensee Relations 5pp 20081 335 24X 

Fiche 50-010.33/10/13,8310240071 


P Dperating license stage documents & correspondence 


0310070020 Ack receipt of 03OB24 Itr requesting Commission publii.h 
notice of pending license amend in hR re New York State 
Energy R&D Authority license for utils u/irradiated fuel 
storage facilities 

OAVISj J G Office of Nuclear Material Safety & Saf eguards, J)i m r lor . 
03/09/22 RESNIKOFF.M Siena Club Ip 20671 361 24X 

Fiche 50-000.03/09/22.8310070020 


— B3i0070025 Notice of issuance of Sierra Club request that CnmmiDftiun 
take action to amend New York State Energy R&D Authority 
license for utils w/irradiated Fuel storage facilities 
DAVIS, J G Office of Nuclear Material Safety tc 
Safeguards. Director 83/09/22 ip 20671 362 24X 

Fiche 50-000. 03/09/22, 831 0070020 


0310260001 Forwards addl info requested in NRC 630316 Itr re util 
responea to SEP Topic 111-4 A, '*1 ornado Missiles “ Cooling 
water to HXs is supplied from sve water sys which is 
independent frao. condensate storage tank 

RYBAK, 9 Commonucalth Edison Co 03/10/10 GILBERT, R Opointlng 
Reactors Branch 5 IBpp 20912 206 24X Fiche 50-010,03/10/10, 

B3 1 0360001 


B31O20O147 Forwards 030930 Director's Decision 03-14, deny Ing State of 
□H I« Sierra Club 10CFR2 206 petitions re transportation of 
spent fuel from West Valley facility, per 630930 request 
CUNMINGIfAM, R E Division of Fuel Cycle & Material Safety BP/lO/lO 
MILLER. F Environmental Policy Institute 2pp 20961 329 24S< 

Fiche 50-000,03/10/10,8310200147 


Q Inapectiun reports, IE Oulletins & c oi respondence 


0300300340 IE Info Notice B3-6i, '’Alleged Use of Stand-Ins for Weldn 
Qualification Tests " Sve list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 030103 ) 83/09/26 Consolidated Edison Co of We u 

York, Inc 117pp 20754 022 P4X Fiche 50-000, 03/09/26, 030030034 0 


DOCKETED ITEMS 


9 


6308300342 IE Info Notice B3-62i “Failure of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes *' Svc list end 

JORDAN^ E L Division of Emergencg Preparedness l< Engineering 
Response iPost 030103) 03/09/26 Consolidated Edison Co of New 

Vorki I nr liipp 20777 210 24X Fiche 50-000.03/09/26.6308300342 


6300300345 IE Info Notice 83-63. "Potential Failures of Nest inghouse 
Tgpe SA-l Differential Relays " Svc list end 
JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 03/09/26 Consolidated Edison Co of New 

York. Int H8pp 20777 350 24 X Flcho 50-000.03/09/26,6300300345 


0300300349 IE Info Notice 03-64, “Lead Shielding Attached to 
Safety-Related Sys W/o IOCFR50 59 Evaluation " Svc list 
enc 1 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/09/29 Consolidated Edison Co of New 

York. Inc llSpp 20716 324 24 X Fiche 50-000,83/09/29,8306300349 


8310200124 Forwards IE Ngt Meeting Repts 50-010/03-10,50-237/83-27, 
50-249/83-25, 50-254/83-27. 50-265/03-26. 50-295/03-19, 

50-304/63-20, 50-373/03-38, 50-374/83-38, 50-434/63-44, 
50-455/83-33,50-456/03-14 (, 50-457/03-13 

N0RELIU8, C E Division of Project It Resident Programs 03/10/04 
REED, C Commonwealth Edison Co 2pp 20034 090 24X 

Fiche 50-000,63/10/04,8310200124 


--B31020014B IE Mg t Meeting Repts 50-020/03-10,50-237/03-27,30-849/83-25, 
50-254/63-27, 50-265/63-26, 50-295/63-19, 30-304/83-20, 

50-373/83-30, 50-374/03-30, 50-454/83-44, 50-455/83-33, 

50-456/03-14 «( D0-457/B3-13 

NORELIUS, C E Division of Project & Resident Programs DAVIS, A li 
Region 3, Office of Director 83/10/03 4pp 20034 100 24X 

Flchc 50-000,63/10/04.8310200124 


6300300376 IE Info Notice 63-65, "Eurvei I lance of Flow in RTD Bypass 
Loops Used In Nestinghouse Plants " 8vc list end 
JORDAN, E L Division of Emergency Preparedness E Engineering 
Response (Post 830103) 83/10/07 Consolidated Edison Co of New 

York. Inc 76pp 20827 213 24 X Fiche 50-000,03/10/07,8300300376 


8300300752 IE Info Notice 63-66. "Fatality at Argentine Critical 
Facility “ 8vc list encl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/10/07 Consolidated Edison Co of New 

York, Inc 79pp 20062 026 24X Fiche 50-000,03/10/07,0300300752 


6310210053 Forwards lE Insp Repts 50-010/83-17,50-237/03-26 h 
50-249/83-24 on 030029-31,0901,02 08 «< notice of 

violation 

PAPERIELUO, C J Region 3, Office of Director 83/10/07 REED, C 
Commonwealth Edison Co 2pp 20055 206 24X Fiche 50-010,03/10/07, 

8310210053 


— 0310210061 Notice of violation from insp on 830029-31,0901,02 6 08 
PAPERIELLO, C J Region 3. Office of Director 83/10/07 8pp 
20855 2B6 24X FUhe 50-010,83/10/07.8310210053 


—8310210074 IE Insp Repts 50-010/83-17,50-237/03-26 8. 50-249/83-24 on 
830829-31,0901,02 S< 08 Noncompl lance noted inadequate 
callbr of D-1 It D-2/3 chimney monitors U failure to follow 
procedures re radiation protection 

PAUL, R A , HUETERrL J , (9RE0ER,L R Region 3, Office of Director 
03/10/07 8pp 20855 290 24X Fiche 50-010,83/10/07,8310210053 


8308300759 IE Info Notice 03-67, “Emergency Use Respirator Matl Defect 
Causes Production of Noxious Oases “ 0vc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 83/10/11 Consolidated Edison Co of New 

York, Inc 117pp 21043 075 24X Fiche 50-000,03/10/11,0300300759 


8308300761 IE Info Notice 03-68, "Respirator User Naming Defective 
Self-Contained Breathing Apparatus Air Cylinders “ Bve list 
end 

JaRDANr E L Division of Emergency Preparedness It Engineering 
Response (Post B30103) 63/10/11 Consolidated Edison Co of New 

York, Inc I20pp 20027 129 24X Fiche 50-000.03/10/11,8300300761 


0310140036 Ack receipt of 030922 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/fl3“09i 
50-237/83-14 It 50-249/83-13 

NORELIUS, C Division of Project It Resident Programs 03/10/11 
REEDiC Commonwealth Edison Co Ip 20767 341 24X 

Fiche 50-010,83/10/11,0310140036 


— 0310140049 Responds to NRC 830823 Itr re violations noted in IE Insp 
Repts 50-010/03-09. 50-237/03-14 It 50-249/B3-13 Corrective 
actions operations personnel closed It latched all battery 
charger cabinets 

FARRAR, D L Commonwealth Edison Co 03/09/22 KEPPLER, J 0 
Region 3, Office of Director 5pp 20767 342 24X 

Fiche 50-010.03/10/1110310140036 


0310)40099 Ack receipt of B3D916 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/83-12, 

50-237/03-20 It 50-249/03-10 

N0RELIU3.C E Division of Project &, Resident Programs 03/10/11 
REED. C Commonwealth Edison Co Ip 20766 099 24X 

Fiche 50-010,83/10/11,0310140099 


— 0310140104 Responds to NRC 830721 Itr re violations noted in IE Insp 
Repts 50-010/03-12,50-237/03-20 It 50-249/03-10 Corrective 
actions scope It general method of training program 
completely detailed in training procedures 

FARRAR, D L Commonwealth Edison Co 83/09/16 KEPPLER, J (J, 

Region 3. Office of Director 0pp 20766 10-0 24X 

Fiche 50-010,83/10/11,0310140099 


0310100266 Clarifies NRC position re procedures for admitting NRC 
personnel to facilities Access should be afforded to< Regton 
III personnel listed In encl Update will be provided every 
6 months 

AXELSDN.W L Region 3. Office of Director 03/10/14 REED, C 
Commonwealth Edison Co 7pp EOBOH 302 24X Fiche 50-010,63/10/14, 

6310100266 


S Reportable occurrences, LERs It related correspondence 


6310260006 Addl response to FOIA request for 17 categories of recordi 
Forwards documents listed in Apps Q«C It D Info re 
fraudulent practices of Ray Miller. Inc available in PDR 
FELTON, J M Division of Rules and Records 03/06/23 CLENETT, J, 
Public Cititen Litigation Group 13pp 20290 001 24X 

Fiche 50-000,83/06/23,0310260008 


—6310260096 Describes facility 021203 flood & corrective actions talen 
Chronology of events enc 1, Inc ludlng notification of event I, 
procedure for briefing commissioner 

PERKlNEiK E NRC - No Detailed Affiliation Given B3/06/0B 
DEYOUNO.R C Director's Office. Office of Inspection and 

Enforcement lipp 20921 136 24X Ftc he 50-010, 03/06/23, 

0310260000 


0310060420 PN0-III-B3-0B9 on 030929, temporary restraining order 
requested to prevent shipment of spent reactor fuel through 
State of OH denied Pretrial conference set for 83L006 Local 
govts alleged Inadequate preparation by local agencies 
STRASMA.J , MENCZER.W Region 3, Office of Director 83/09/30 
2pp 20641 221 24X Fiche 50-000,83/09/30,0310060420 


0310070301 Potential Part 21 rept re underrange characteristic of 
Model N-EIIOM transmitter Underrange lero offset may occur 
when transmitter Initially pressuri red from atmospheric to 
suppressed lero input End users notified 

8ERBERIAN. 11, J Foxboro Corp 83/09/30 Director's Office, Office 
of Inspection and Enforcement Upp 20651 064 24X 

Fiche 50-000,83/09/30,8310070301 


DOCKET 50-18 VALLECITOB BOILING WATER REACTOR 


Q Inspection reports, IE Bulletins Ic correspondence 


0310040391 Forwards IE Insp Repts 50-010/03-01 50-iB3/Q3-Oi on 

830907 No noncompliance noted 

WEN5LAU8KI,F Region 5, Office of Director. B3/09/15. 
DARMITZEL, R W General Electric Co 2pp 20620* 124 24X 

Fiche 50-010,83/09/15,8310040391 


—8310040399 IE Insp Repts 50-010/03-01 I. 50-103/03-01 on 030907. No 
noncompl lance noted Major areas inspected or gani ration, 
procedures, survey ti posting U annual repts 

8HERMAN,C, I , WENBLAWSKt, F A Raglon 5| Office of Director 
03/09/15 3pp 20620 126 24X Fiche 50-010,03/09/13,8310040391. 


DOCKET 50-20 MASSACHUSETTS IN0T OF TECH RES REACTOR 


F Security, medical, emergency I, fire protection plans 


0310130216 Requests extension until 840120 for implementation of 
emergency plan, per 030624 Itr Addl time will allow for 
exchange of ideas during reactor managers meeting It inti 
symposium on uses of low !< medium flux research reactors 
CLARK, L Massachusetts Institute of Technologyr Cambridge, HA 
83/10/05 THDMA9, C 0 Standard i ration «, Special Projects Branch. 
Ip 20725 049 24X Fiche 50-020, 03/10/05, 0310130216. 
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DOCKETED ITEMS 


DOCKET 50-27 WASHINGTON STATE UN IV RESEARCH REACTOR 
F Security* medicali emergency h Pir* protection plana 


Q3i003{>143 Ret^uesti extent Ion •ot 031019 subnlttal date For changes to 
801220 lecurlty plan tc 831 115. per 630919 Itr 
HlLSOMiH E Washington State Univ , Pullman* MA B3/09/27 
THOMAS, C 0 Gtandard 1 latlon Special Projects Branch Ip 
20590030 2AX Fiche 30-027.03/09/27,8310030143 


—0310030151 Advises of Region V assumption of responsibility for reviem 
o-f changes to licensee security p Laos . safeguards contingency 
plans & guard training If qua! 1 f ication plans, per 
10CFR90 341 p> 

SCHUSTER. H D Region 3# Office of Director e3/’09/21 

WILSON. U E Washington State Univ * Pullman. WA Ip 20590 039 

24X Fiche 50-027, B3/09/27. B310030143 


83102100SB Hespondfi to B30927 request to extend submittal 
plan changes until 631115 Changes requested do not fall 
within scope of 10CFR50 54 ( p 1 Extension denied 
THOMAS, C 0 Standard 1 tat 1 on & Special Projects Branch 
WILSON. W E Washington State Univ , Pullman. WA Ip 
24X Fiche 50-027.83/10/17.8310210000 


of security 

03/10/17 
200 B 3 338 


Q Inspection reports. IE Bulletins !< correspondence 


0310310239 Forwards IE Insp Rept 50-027/03-01 on B30919-21 It notice 
of violation W/d notice of violation 

SCARAND. R A Division of Radiological Safety S. Safeguards Program 
93/10/14 WTL80N*W E Vtashlngton State Univ , Pullman. WA Spp 
20947 195 24X Fiche 50-027, 83/ I 0/14. 8310310239 


— 8310310241 IE Insp Rept 50-037/93-01 un B30919-21 Noncorep I lane e 
noted failure to calibr continuous air nonltor sys as 
required by Tech Spec 433 

SKERHAN.C 1 , WENSLAWEKI.F A Region S, Office of Director 
03/10/14 ipp 20947 197 24X Fiche 50-027. 63/10/14. 8310310239 


DOCKET 50-29 VANKEE-ftaWE NUCLEAR POWER STATION 
F Gecurltyt medical, emergency it fire protectlots plans 


0310120137 Forward s IE Safeguards Itisp Rept 50-039/63-10 on 030725-29 U 
notice of violation 

MARTIN, T T Division of Engineerirsg & Technical Programs 83/09/10 

KEIDER,L }l Yankee Atomic Electric Co 2pp 20695 281 24X 

Fiche 50-029, 03/09/ 10. 8310 1 20137 


—0310120139 Notice of violation from insp on 330725-29 

» Region 1. Office of Director 83/09/10 Ip 20695 283 24X 

Fiche. 50-029. 03/09/ 10. 8310120137 


—6310120143 IE Safeguards Insp Rept 50-029/83-10 on 830725-29 
Noncomp 1 1 ence noted failure to record required training 
data 

DUNLOP. J h r MARTIN. W 0 , OODY. A T Hegion 1. Office of Director 
83/09/09 3pp 20695 284 24X Fiche 50-029.03/09/10,8310120137 


8310270104 Forwards IE Insp Rept 50-029/03-12 on 030823-25 No 
noncompl iance noted 

MARTIN. T T Division of Engineering h Technical Programs 03/10/07 

HElDERiL H Yankee Atomic Electric Co 2pp 20724 176 SAX 

Fiche 50-029,83/10/07.0310270104 


— B310270194 IE Insp Rept 50-029/03-12 on 030023-25 No noncamp 1 ianc e 
noted Major areas inspected Phase II of annual emergency 
exercise performed on 830B24 

SMITHiR H Region 1, Office of Director CROCKER. H W Division 
of Engineering V Technical Programs 63/09/28 6pp 20924 176 
24K Fiche 50-029,83/10/07.8310270104 


0310270532 Releases public version of changed page to emergency plan 
FELTON) U M Division of Rules and Records 63/10/21 Dpcument 

Manegement Branch Ip 20930 020 2AX Fiche 50-029.83/10/21. 
8310270532 


J Insurance & indemnity information 


B3l 0240026 Forwards Endorsements 1,2 l« 3 to NELIA li MAELU Certificate- 
M-4 8( M-4, respectively 

SINISl.J H Marsh h McLennan, Inc 83/10/14 SALTZMAN. J D 
Assistant Director for State S< Licensee Relations 208B2 00 

24X Fiche 30-029,83/10/14,8310240026 


0310240148 Forwards Endorsement 106 to NELIA Policy NF -76 & 
Endorsement 86 to HAELU Policy MF-26 

S1N19I,J M Marsh h McLennan. Inc 03/10/14 BALTZMAN, J D 
Assistant Director for State If Licensee Relations 3pp 20BB1 173 

24X Flchc 50-029.83/10/14,8310240148 


P Operating license stage documents 8i correspondence 


8310310017 FOIA request for documents re integrated leak rate tests F 
listed facilities to be placed in PDR 

CONNER, L Affiliation Unknown 83/05/02 NHC - No Detailed 
Affiliation Given Ip 21004 270 24X Fiche 50-000.83/05/02, 
S310310017 


8310310031 Respo-nds to FOIA request for documents re integrated leak 
rate tests for facilities to be placed in PDR Forwards 
documents to be placed in PDR If list of facilities for which 
repts are unavailable 

FELTON. JM Division of Rules and Records 83/07/06 CONNER, L 
Affiliation Unknown tp 21004 271 SAX Fiche 50-000.83/07/06.. 
6310310031 


aSlOOSOOSA Informs that steam generator level transmitters class! fib' 
as qualification not yet established (Category II A) Final 
resolution of category items will bo included in NRC overall 
review of equipment qualification program 

CRUTCHFIELD. D Operating Reactors Branch 5 B3/09/27 KAY. J A 

Yankee Atomic Electric Co 4pp 20650 151 24X 

Fiche 50-029,83/09/27.8310050054 


831C04010B Provides add! info re inadequate core cooling 
Instrumentation implementation schedule & equipment 
qua 1 if ication, per 030927 I. 29 requests concerning 830728 
proposed mods All mods will be complete by 1905 refueling 
HAY.J A Yankee Atomic Electric Co 03/09/29 CRUTCHFIELD, D 
Operating Reactors Branch 5 Ip 20608 003 24X 

Fiche 50-029,83/09/29.8310040108 


8310040330 Forwards “Yankee Nuclear Power Station Process Control 
Program.*’ for solid waste, per Tech Spec Section 3/4 IJ 3 
Review 6 approval requested 

KAY. J A Yankee Atomic Electiic Co 83/09/30 CRUTCHFICLD, D 
Operating Reactors Branch 5 2pp 20617 094 84X 

Fiche 50-029.83/09/30,8310040330 


— 8310040333 “Yankee Nuclear Power Station Proceis Conti ol Prograiti. *' 
solid waste 

* Yankee Atomic Electric Co 83/09/30 22pp 20617 096 SAX 
Fiche 50-029. 03/09/30, 8310040330 


8310050166 Submits desired wording re co,e-wide transient analysis 
methods, ref in 630921 telcon & described in “Methods for 
Analysis of BKRs Sys Transient Analysis Model (RETRAN) " 

SINCLAIR, J B Vermont Yankee Nuclear Power Corp B3/09/30 NIK 

No Detailed Affiliation Given Ip 2062B 288 24X 

Fiche 50-029.83/09/30.8310050166 


8310060003 Summary of B30916 meeting w/utils.Natl Weather Sve l< FEflC 
Bethesda.MD re Natl Weather Sve draft rept establishing 
22-inch PMP level at facility Attendance list end 
DUDLEY. R F Operating Reactors Branch 5 83/10/03 Operating 

Reactors Branch 5 4pp 20649 201 24X Fiche 50-029,83/10/03. 

0310060003 


8310120369 Forwards "PMP for Upper Deerfield River Basin MA/V7 
including Qrographic Mod. “ final rept Rept completes studies 
under NftC-03-S3-l02. dtd 030307 Project & financial status 
1 1 stBd 

MILLER, JF Commerce. Dept of, Natl Dc eanog rap h i c & Atmospheric 
Administration FIN 0-8640 03/10/03 STALEY. 0 Division of 

Engineering Ip 20699 203 24X Fiche 50-029.83/10/03,0310120369 


■B31C270534 Public version of Chang# 2 to Page 7 9 of emergency plan 
W/62a722 itr k receipt form 

MARKT.D E Yankee Atomic Electric Co 62/07/22 3pp 20930 031 
24X Fiche 50-029.63/10/21, D3I027O532 


■9310120374 “PMP for Upper Deerfield River Basin MA/VT Including 
Orographic Mad “ 

MILLER. J F . HANSEN. E M , FtNN, D D Commerce. Dept of. Natl 
Oceanographic I, Atmospheric Administration FIN B-8640 03/09/31 

NRC - No Detailed Affiliation Given 43pp 20699 204 24X 

Fiche 50-029, 83/10/03. 8310120369 


8310110161 Forwards SER supporting startup program for Cycle XVI, bafi«c 
on June 1983 addi info 

CRUTCHFIELD. D Dperatlng Reactors Branch 6 03/10/05 KAY, J A 

Yankee Atomic Electric Co 2pp 20666 275 24X 

Fiche 50-029.83/10/05,0310110161 


DOCKETED ITEMS 
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— G3l0110iA6 SER supporting lau; poucr physics tests for Cycle XVI 

« Office of Nuclear Reactor Regulation* Oirectoi 03/10/05 2pp 
20666 277 24X Piche 50-029.03/10/05,8310110161 


8310120329 Responds to 021201 request for exemption from requirements 
of lOCKRSO 44(c>(3Mii) re hydrogen rDcombiner capability 
Revieuj revealed util misinterpreted recomblner capability 
requirement Informal opinion end 

EISENHUT, D G Division of Licensing Q3/10/05 KAY, J A Vankee 
Atomic Electric Co 5pp 20699 2S3 24X Fithc 30-029,03/10/03. 

8310120329 


—8207150001 Responds to 020216 U 0303 requests for interpretation of 
10CFR50 44 requiring util to provide purging sys Under 
interim requ i rement s. ut i 1 must either install internal 
recomblner or provide capacity for external recombiner 
OLMBTEAD, W J Regulations Division 82/0S/13 DIGNAN. 1 0 Ropes 
It Gray DIONAN. T G Vermont Yankee Nuclear Poucr Curp 7pp 
20699 2B7 24X Fichc 30-029,03/10/03,8310120329 


— 9310120333 Morked-up memo forwardinq W Olmstoad 1 tr to Dignan re 
hydrogen recomblner capability Change to cover Itr provided 
W/o one 1 

SCINTO, J NRC - No Detailed Affiliation Given 83/09/01 
CRUTCHEIELD, D NRC - No Detailed Affiliation Given Ip 
20699 294 24X Fiche 50-029.83/10/05.0310120329 


8310120354 Requests completion schedules presented in integrated plant 
safety assessment rept be updated yithin 30 days of Itr 
receipt Immediate milestones should be established for 
evaluation methods h acceptance criteria review 
CRUTCHFIELD. D Operating Reactors Branch 5 83/10/06 KAY. U A 

Yankee Atomic Electric Co 2pp 20699 193 24X 

Fiche 50-089,83/10/06.0310120354 


8310120203 Informs that future hR monthly publications will be 
submitted w/o transmittal Itr 

CRUTCHFIELD. D Operating Reactors Branch 5 83/10/07 KAY. J A 

Yankee Atomic Electric Co 2pp 20696 104 24X 

Fiche 50-029.03/10/07.0310120203 


0010190097 Foruiards Rev 14 to operational OA program Rev addresses 
or ganl tatlona 1 programmatic changes to OA program 

SHEPARD. A N Yankee Atomic Electric Co 03/10/12 HURLEY. T E 
Region 1. Office of Director Ip 20B22 117 24X 

Fiche 50-000,83/10/12.9310190097 


■8310190105 Rev 14 to operational OA program 

PETERSON. W K . SHEPARD, A M , MURPHY. M P Yankee Atomic Electric 
Co YOQAP-I'-A R14 03/10/18 I34pp 20822 110 24X 

Fiche 00-000.03/10/12.8310190097 


8310170360 Provides status of Harrlman Dam stability analysis currently 
under review by FERC Results of PKP study performed by Natl 
^leather Bve l< seismic input recommendations to be used in 
analysis provided to FERC 

CRUTCHFIELD. D Operating Reactors Branch 5 03/10/14 KAY. J A 

Yankee Atomic Electric Co 3pp 20786 171 24X 

Fiche 50-029.03/10/14.0310170360 


0310250463 Informs that facility will be In compliance ui/NUREO-0737. 
Item II r 8 re inadequate core cooling instrumentation, per 
030720 Itr. In response to 830627 safety evaluation, pending 
completion of upgraded procedures 

CRUTCHFIELD. D Operating Reactors Branch 5 83/10/24 KAY, vJ A 

Yankee Atomic Electric Co 5pp 2009/ 149 24X 

Fiche 50-029.03/10/24.8310250463 


8310270238 Advises that util 811124 response to Generic Ltr 81-21 
provides reasonable assurance that steam* formation at upper 
head of reactor vessel during natural circulation cooldown 
Mill not occur. per TMI Action Plan Item I C 1 

CRUTCHFIELD. D Operating Reactors Branch 5 03/10/25 KAY. J A 

Yankee Atomic Electric Co 6pp 20924 051 24X 

Fiche 50-029.83/10/25.0310270238 


8310310203 Requests description of mechanical tube plugging program, 
to complete review instigated by findings of IE Insp Rept 
50-029/82-12 Documents referenced in Wcstlnghouse 021122 ltr 
should be included Response due In 60 days 

CRUTCHFIELD. D Operating Reactors Branch 5 83/10/27 KAY, J A 

Yankee Atomic Electric Co 2pp, 2096J 204 24X 

Fiche 50-029.03/10/27.8310310283 


6310310360 Informs that request for extension to submit response to 
Generic Ltr 83-28 re Salem ATW8 events denied Info should be 
submitted by 831 105 

CRUTCHFIELD. D Operating Reactors Branch 5 83/10/27 KAY, J A 

Yankee Atomic Electric Co Opp 20961 122 24X 

Fiche 50-029.83/10/27.8310310360 


0 Inspection reports. IE Bulletins It correspondence 


8310120137 Forwards IE Safeguards Insp Rept 50-029/03-10 on 030725-29 U 
notice of violation 

MARTIN. T T Division of Engineering 8. Technical Programs 83/D9/10 

HEfDER.L H Yankee Atomic Electric Co 2pp 20695 2B1 24X 

Fiche 50-029,03/09/10,0310120137 


--0310120139 Notice of violation from insp on 830725-2? 

» Region 1, Office of Director 03/09/10 Ip 20695 280 24* 

Fiche 50-029,83/09/10.0310120137 


— B310I20143 IE Sofeguards Insp Rept 50-029/03-10 on 830725-29 
Noncompl lanCB noted failure to record required training 
data 

DUNLOP, J M . MART-IN. W 0 . QODY. A T Region 1. Office of Director 
03/09/09 3pp 20695 2B4 24X Fiche 50-029.63/09/10.0310120137 


8306300340 IE Info Notice 03-61. ''Alleged Use of Stand-Ins for Welder 
Qualification Tests " Sve list end 

JORDAN. E L Division of Emergency Preparedness 1. Engineering 
Response (Post 8301031 83/09/26 Consolidated Edison Co of N«M 

York. Inc H7pp 20754 022 24X Fiche 50-000. 03/O«?/26. 830830034 8 


0308300342 IE Info Notice 03-62. "Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Sve list end 

JORDAN. E L Division of Emergency Preparedness Sr Engineering 
Response (Post 0301031 63/09/26 Consolidated Edison Co of New 

York, Inc 116pp 20777 210 24X Fiche 50-000. 83/09/26. 030D30034a, 


8300300345 lE Info Notice 83-63, "Potential Failures of Westlnghouse 
Type SA-1 Differential Relays " Bve list end 
JORDAN. E L Division of Emergency Preparedness 1. Engineering 
Response (Post B30103) 63/09/26 Consolidated Edison Co of New 

York. Inc llBpp 2077B 001 24X Fiche 50-000,83/09/26.8308300340 


8308300349 IE Info Notice 03-64. "Lead Shielding Attached to 
Bafetg-Relatod Sys U/o 10CFR50 59 Evaluation Sve list 
enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 83/09/29 Consolidated Edison Co of Now 

York. Inc 115pp 20716 324 24X Flc he SO-QOO. 83/09/29, Q30830D349 


0308300378 IE Info Notice 83-65, "Surveillance of Flow In RTD Bypass 
Loops Used in Mesbinghause Plants " 8vc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/10/07 Consolidated Edison Co pf New 

York, Inc 76pp 20B27 213 BdX Flcho 50-000.83/10/07,83083003/8, 


8308300752 IE Info Notice 83-66. "Fatality at Argentine Critical 
Facility " Sve list end 

JORDAN, e L Division of Emergency Preparedness «t Engineering 
Response (Post 030103) 03/10/07 Consolidated Edison Co of New 

York. Inc 79pp 20082 026 24X Fiche 50-000. 83/10/07. 8301330070^ 


0310270104 Forwards IE Insp Rept 50-029/83-12 on 030823-23 No 
noncomp 1 lance noted 

MARTIN, T T Division of Engineering (k Technical Programs 03/10/07, 

HEIDER.L H Yankee Atomic Electric Co 2pp 20924 J76 24K 

Fiche 50-029. 83/10/07. 83102701 84 


— 0310270194 IE Insp Rept 50-029/83-12 on 830823-25 No noncompl lancp 
noted Major areas Inspected Phase II of annual emergency 
exercise performed on 030824 

SMITH, R H Region 1, Office of Director CROCKER. H M Division 
gf Engineering U Technical Programs 03/09/28 6pp 20924*178 
24X Fiche 50-029.03/10/07.8310270104 


8300300759 IE Info Notice 63-67. "Emergency Use Respirator Hatl Defect 
Causes Production of Noxious Gases " Qvc list end 
JORDAN. E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 83/lO/U Consolidated Edison Co of New 

York. Inc U7pp 21043 07S 24X Fiche 50-000.83/10/11.8300300759- 


8300300761 IE Info Notice 83-60, "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " Sve list 
end 

JORDAN. E L Division of Emergency Preparedneii it Engineering 
Response (post 830103) 83/10/11 Consolidated Edison Co Of New 

York. Inc 120pp 20027 129 24X Fiche 50-000,83/10/11.8308300761, 


0310270013 Notification of Significant Licensee Meeting 03-91 on 031 J IV 
In Rowe. MA to discuss SALP 

COLLINB. 9 T Region 1. Office of Director 83/10/20 Region !• 
Office of Director 2pp 20940 IBB 24X Fiche 50-029.83/10/20, 
8310270013 
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B3103102S3 Fl«i;u«&ts description af rfkpchati i cal tubt plugging prograni< 
to complete revLeu insttgeted findings o# IE Insp Rept 
SO^OS^/az-lS Documents re^Frenced in I4es t inghouae a?! 123 Itr 
should be included Response due In LQ dags 

CRUTCHFIELD^ D Operating Reactors Branch 5 B3/i0/37 KAY* J A 

Yankee Atomic Electric Co 3pp 20961 2Q4 SAX 
Flche 50-029i 83/107 27* 0310310383 


8310280015 LER 63-034/991-0 on BJ0919* undcrqround file main srrtion 
for yard hydrants 14 & 19 isolated Caused by deliberate 
removal of section from sue For waste compacting const 
Sys uill be modified N/83i0i9 1 ti 

MAY. E L . ST LAURENT. N N Yankee Atomic Electric Co 03/10/19 
MunLEY.l E Region 1. Office of Director 3pp 20934 1/5 r'4X 
F 1 c h & 50-039, 03/ i 0/ 19, S3 1 02B00 1 5 


R Periodic operating reports & related correspondence 


0310190012 hofithly operating rept for Aug 19B3 g/B30909 
BATTERSDN*S , HEIDER. L H Yankee Atomic Electric Co 
Division of Data Automation & htanagemetit Information 
20022 095 24X Fiche 50-029.83/09/09,0310190012 


1 tr 

03/07/09 

6pp 


S i^eportable occurrences. LERs ti related correspondence 


0310270340 FOIA request 
ORABER.L D NUS Corp 
2pp 20730 DS8 24X 


for placement of listed LERs i r> PDR 
03/07/00 Division of Rules and 

Fiche 50-000. 03/O9/OB, 8310270340 


Flee ords 


8310250523 LER 83-027/017-0 on 830831. while performing Procedure 
OP-SlOO ''^Plant Startup from Cold Shutdouo. " LPSI &t HPSl pump 
breaker i found Inop erab 1 e. c ontrary to Tech Specs Caused by 
procedural error Procedure revised W/B307M Itr 

HAY.E L . ST LAURENT. N N Yankee Atomic Electric Co 63/09/14 
rtUHLEY, T E Region 1. Office of Director Gpp 20901 296 24X 

Fiche 50-029. 63/09/14. 831-0250523 


DOCKET 50 '54 UWlON CARBIDE RESEARCH REACIOR 
U Congr ess i ona 1/Eiec utive Correspondenc p 


8310110617 Responds to B30901 questions re proposed retransfer of 
License M-Ql Iransfer precluded under law since transferee. 

C int i them. Inc. i 5 US corp whose parent corp.F Hof f man- LaRo c h r 
& Co. Ltd. IS Switzerland corp 

PAULADIND. N J Commissioners 83/09/22 SIMP0ON. A K Senate, 
Environment h Public Works i3pp 20/01 330 24X 

Fiche 50-054.03/09/22.0310110617 


— 8310110620 Poses questions on NRC position that proposed tronsfer o 
License R-Bl from Union Cat bide Subsidiary B to Clntichem. 

Inc is prohibited 

SIHP80N.A K Senate, Environment L Public Works 03/09/01 
P ALL ADI NO. N J Commissioners 2pp 20701 331 ?4X 

Fiche 30-054,03/09/22,8310110617 


DOCKET SO-57 STATE UNIV OF NEW YORK RE0FARCH REACTOR 


0310270347 Responds to FOIA request for release of 23 LEHs to PDR 
Foruards iS LERs to be released Documents also available in 
PDR One LER canceled Eight LERs not re-ceived 

FELTON, J N Division of Rules and Records 03/09/29 GRAUER. L D 

NUS Corp Ip 20939 060 24X Fiche 30-000, 03/09/29, 03102/0347 


6310250232 LER B3-026/03L-0 an 630701. during heatup in Mode 3. leak 
discovered in eJbow in high pressure steam drai-n line 
upstream of TV-406 Caused by steam erosion on piping elbow 
Elbow L piping replaced W/B30930 Itr 

FRENCH. L D , SI LAURENT. N N Yankee Atomic Electric Co 03/09/30 
HURLEY. T £ Region I, Office of Director 2pp 20899 1?1 24X 

Fiche 50-029,83/09/30.6310250232 


631O2SO410 LER B3-029/03L-0 on 830902. during recevery from 1 uk main 
outage, main coolant s-ys subcooting margin monitor failed 
Caused fay loss of one in-core thermocouplp input O-lO Input 
replaced by refueling channel thermocouple A-5 W/B30930 Itr 
ELLIS, □ » . 8T LAURENT. N N Yankee Atomic Electric Co B3/09/3D 
HURLEY. T F Region 1. Office o# Director 2pp 20B97 197 24X 

Fiche 50-029,83/09/30.8310250418 


1310250421 LER B3-030/03L-0 on 630902, while in hade 2. leak discovered 
an body to bonnet flange an trap bypass valve AS-V-641 
Caused by failed body bonnet flange gasket Casket replaced 
Valve reassembled W/630930 1 tr 

RICE. D A . ST LAURENT. N N Yankee Atomic Electric Co 03/09/30 
HURLEY. T E Region 1, Office of Director 2pp 20897 004 24X 

Fiche 50-029,83/09/30,8310250421 


P Cperating license stage documents & correspondence 


8310270232 Foruards Amend 19 to License H-77 Amend makes editurinl 
changes to Table 3 1. corrects related editorial erf ors on 
Page 2i A allows change in testing interval of dry chamber 
door interlock 

THOMAS. C n Standard 1 zation ^ Special Projects Branch 03/lO/i:i 
HENRY. L Q New York. State Univ of. Buffalo, NY 3pp 20943 0:> 
24X Fiche 50-057.03/10/13.0310270232 


--031OS7O343 Amend 19 to License R-77. making editorial changes to 1 fi 
3 1. correcting related editorial errors on Page 21 
allowing changes in testing interval of dry chamber door 
1 nter lock 

THOMAS.C O Standardi lat ion S. Spoiiol Projects Branch □J/lO/'l 
5pp 20943 060 a4X Fiche 50-057.03/10/13.0310270232 


R Periodic operating reports 8. related correspondence 


B310L40222 Rept of changes, tes ts 6 experiments conducted w/o prim 
Cotnoilssian approval during Jul 1902 - June i983 
ORLOSKY. P M New York, State Univ of. Buffalo. NY 03/10/03 

Region 1. Office of Director ip 20/61 181 24X 

Fiche 50-057. 03/10/03. B3l0140c?J2 


DOCKET 50-59 TEXAS A«<M UNIV RFSFARCH REACTOR 


3310140002 PNO-I-03-105 on 031007, sei smic event occurred in 
northeastern US w/magnitud* of 5 2 on Richter scale tn NY 
6 4 0 in NH No damage to equipment identified 

OALLD,R H . CREENHAN.E 0 Region I. Office of Director 03/10/07 
Ip 20766 116 24X Fiche 50-000.03/10/07,8310140082 


0310250327 LER 83-D31/03L-0 on 030913, primary meteorological sys 
removed for mod to data signal transmission sys Secondary 
sys continued in sve No corrective action necessary W/ 

031013 Itr 

RICE. D A . ST LAUflENT,N N Yankee Atomic Electric Co 03/10/13 
HURLEY, T E Region I, Office of Director 2pp 20B97 338 24X 

Fiche 50-029,83/10/13.8310250327 


F Security, medical, emergency t. fire piotoction plans 


8310250673 Releases public version of licensee 831013 Itr advislnq n| 
emergency plan Implementation within Ir'D-day requirement 
FELTON, J M Division of Rules and Records 03/10/21 Dntumoiit 
Management Dranch Ip 20900 356 24X Fiche 30-059.83/10/21, 

0310250673 


— 6310250603 Submits public version of indication that emergoncij pJeir 
implemented within 120-day requirement 

ERDKANt C A Texas Ai<M Univ . College Station, TX 03/10/13 
THOMAS, C □ Standard 1 zat loti Sr Special Projects Branch in 
2090B 357 24X Fiche 50-059.03/10/21.0310250673 


3102 50277 LER 83-032/03L-0 on 03D9S5. while in Mode l.mvin cool ait t 
sys subcooling margin monitor failed Caused by loss of one 
of eight in-core thermocouple F-7 inputs Thermocouple F-7 
Input replaced by thermocouple N-7 H/63i014 Itr 

ELLIS. D H r ST LAURENT. N N Yankee Atomic Electric Co 03/10/14 
HURLEY, r E Region I. Office of Director 2pp 20097 105 24X 

Fichf 50-029.83/10/14,0310250277 


310200018 LER 63-033/03L-0 on 630918. dur ing Mode I op ei ati on, pr Imary 
vent stack nob 1 1 gas monitor channel failed Caused by 
improper rei ns ta 1 1 a t i on of drainage buttle Detector dried 
out H/aoioie Itr 

FRENCH. L D , 8T LAURENr, N Yankee Atomic Electric Co 03/10/10 
HURLEY, T E Region 1, Office of Director 2pp 20934 173 24X 

Fiche SD-029. 03/10/10,0310260010 


DOCKET 50-62 UNIV DF VIRGINIA RESEARCH REACTOR 


S Reportable occurrencat. LLRs & related c orres pundenc e 


631 0060092 EN-83-D62 on B31 006, noti ces of violation & proposed 
imposition of tJ,(lDO civil penalty to be Issued Action 
based on violation of Tech Specs re alterations made to core 
c on f igurat i an 

CRAIO, J , AXELRAO.J Dlrectai'a Office, Office of Inspection and 
Enforcement 03/10/03 ip 20647 17/ 24X Fiche 30-062,83/10/03 

8310060092 


DOCKETED ITEMS 
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docket 50-70 GENIIIML ELECTRIC Tl 8T REACTOR 


G Ad jud 1 caiorg corrp^pDndenct 


8310120372 KemOT'andum 4< order granting J lurk B30915 retjueat for 60-daU 
avtenaian nf deadline for filing amends to conlentlonb fc 
petition 

FRYE. J Jl Atomic Sjafety and Licensing Board Panel B3/10/07 
TURK>J Turk. J Ip 20699 Tithe 50-070*03/10/07, 

83101203/2 


DOCKET 30“7J GENERAL ELECTRIC NUCLEAR TE81 REACTOR 


Q Inspection reports, IE DuHetins tt co) r espondenc d 


Q310310233 Forwards IE Insp Repi 50-073/03-02 on 830813-15 No 
noncomg 1 1 anca noted 

WENSLAWSKIiF A Region 5. UFfice of Director Q3/10/17 
DARMITZEliR W General Clectilc Co ?pp 20947 JlO 24X 
Fiche 50-073. 03/10/17, 831 031 OanO 


— 0310310249 IE Insp Rfipt 50-073/03-02 on 830013-15 No noncomp 1 tance 
noted Major areas Inspected ladiation protec fcioo/environ 
protcc tion, transp ortat ion activities Tech Spet: 
r equirpmont® 

GARCIA, E M , k'ENGLAWSKI. F A Region 5, Office of Directoi 
03/10/17 Spp 20947 117 24X Ficlie 00-073,03/10/17,0310310213 


DOCKET 50 S3 UNIV OF FLORIDA TRAINING REACTOR 


F Securitij, medical, emergency ?< fire ptetection pjnnfi 


8310050020 Grants eitiension until 831015 for receipt of omendod 
emergency plan, in reponse to 030915 request 

THOMAS, L 0 Standard 1 lati on it Bpeclal Projects DTonch 03/09/26 
DIAZiN J Floridoi Univ ofi Gainesville, TL 2pp 20650 2/9 VAY 
Tiche 50-003,03/09/26,0310050020 


8310110363 Releases public version of licensee request for extension to 
f submit amends to emergency plan 

FELTON, J M Division of Rules and Records 83/10/05 Documnnt 
Management Dratich Ip 20713 220 24X Fiche 50-003,03/10/05, 

0310110062 


>0310110366 lorwards public version of licensee request for add) 30-day 
extension until 831015 to submit amends to emergency plan 
DIAZ,N vi florida, Univ of, Gainesville, FL 03/09/15 
THOMAS, C Standard i latlon t< Special J»rojecls Branch Jp 
20713 221 24X Tiche 50-083,03/10/05,0310110362 


8310210163 Responds to 830331 Rev 6 to physical security plan re 
request for clarification of ambiguous terminology Changp 
acceptab 1 e 

THOMAS, C tl Standardiiation 6 Special Projects Branch 03/10/17 
DrAZ,N J Florida, Univ of, Gainesville, FL 2pp 20084 081 24X 

Flcho 50-003,03/10/17,8310210162 


DOCKET 50-8/ WESTINOHOUSE CRITICAt- EXPERIMENT 


0 Inspection reports, IE Bulletins l< coi respondence 


0310050559 Forwards IE Inap Rept 50-087/03-03 on 03O9OQ No 
noncomp 1 1 anc e noted 

PAPEftlELlO, C vi Region 3, Office of Director 03/09/21 
SCHOLAND, G W Westinghousp Electric Corp 2pp 20633 17/ 24X 

Fiche 50-007,03/09/21,8310050559 


— 8310050564 IE Insp Rept 9O-O0;/B3-O3 on 03O9OB No noncompliance noted 
Major areas inspected radiation protection Si radwaste mgt 
programs, qualifications, audits, training, radiation 
protection procedures, ins truments t< equipment 

GRANT, W 11 , OREOER L R Repioii 3, Office of Director 83/09/19 
4pp 20633 179 24X Fiche 50-087,03/09/21,8310050559 


S Reportable occurrences, LEUs S< lelated correspondence 


8310310275 PNO- 1 1) -83** 1 06 on 831025, two men in pickup truck parked 
outside ^icllity delivered bomb threat Treinrng reactor shut 
down Sc bldq searched No bomb discovered 

KERS, D A , CRLLl). J R Region 3, Office of Dlrectoi 03/10/26 Ip 
20947 114 P4X Tith*' 50-087,03/10/26,0310310275 


DOCKET 30 09 GENERAL ATOMIC CO 


F Operating liceriGc stage documents b correspondence 


0310100319 Comments on amends to Licenses R-38 h R-6? to reflect iiAMf 
change to GA Technologies Co Amends unnecessary since 
facilities operational through 1903 

HOGAN. J F GA Technologies. Inc /Oenei al Atomic Co 03/10/13 
THOMAS, C O Standard 1 lat ion k Special Projects Drench 2pp 
20606 231 24X Fiche 50-069.03/10/13.8310180319 


DOCKET 50-112 UNIV OF OKLAHOMA RESEARCH REACTOR 


£ NRC Safety Evaluation Report (BbR), suppls & correspondence 


8310160071 SAFETY EVALUATION REPORT RELATED 70 THE RENEWAL OF THE 
OPERATING LICENSE FOR THE UNIVERSITY OF OKLAHOMA RESEARCH 
REACTOR Docket No 50-112 

e Division of Licensing NUREO-0996 03/09/30 57pp 20036 (174 
24X riche 50-1 12, 83/07/30, 0310100071 


DOCKET 50-116 IOWA BTATC UNIV RESEARCH REACTOR 


E NRC Safety Evaluation Report (CER), suppls {< correspondence 


0310100169 SAFETY EVALUATION REPORT RELATED TO THE RENEWAL OF Till 
OPERATING LICENSE FOR THE RESEARCH REACTOR AT THE IQWA 
STATE UNIVERSITY Docket No 50-116 

e Oivifliun of Licensing NUREO-1016 03/09/30 83pp Available 
at NRC M 75 20B25 089 24X Fiche 50-1 16, 83/09/30, 83101801 69 


F Security, medical, emergency h fire protection plans 


0310030123 Forwards responses to NRC 030815 questions Portable health 
physics instruments k fire protection sys described 
HENDR1CKSDN,R Iowa State Univ , Ames, lA 03/09/28 THOHAQ, C W 
Standard! latlon U Dpecial Projects Branch 9pp 20590 0-12 P4X 
Fiche 50-116,03/09/20,8310030123 


P Operating license stage documents k corrospondenc e 


0310030093 Forwards rev to Tech Specs for UTR-10 reactor Rev details 
operating k special repts distribution 

HENDRICKSON, R luua State Univ , Ames, lA 03/O9/2D CHU, A 
Standardiiation ti Special Projects Branch Ip 20590 064 24X 

Fiche 50-116,03/09/28,0310030093 


— 8310030100 Rev to Tech Specs detailing operating U special reptt 
distribution 

« Iowa State Univ , Amos, lA 03/09/20 4PP 20590 065 24X 

Fiche 50- J 16, 83/09/28, 8310030093 


0310170731 Advises that AT Chu assigned as project manager for 
fac 1 1 1 ty 

THOMAS, C 0 Oiandardi latlon Special Project* Branch 83/10/00 
HENDRICK5aN,R lowa State Univ , Ames, lA 2pp 20797 353 HAX 
Fiche 50-116.03/10/05.8310170731 


Q Inspection reports, IE Bulletins k correspondence 


8310120202 Forwaids |E Insp Rept 30-116/03-02 on 030913-14 No 
noncomp 1 lance noted 

PAPERIELLO, C J Region 3, Office of Director B3/09/23 PPINROII.B 

Iowa 5 tale Univ , Ames, lA 2pp 20696 100 ^4X 

Fiche 50-116,83/09/23,8310120202 


—03)0120204 IE Insp Ropt 50-116/03-03 on 030913-14 No noncomp 1 lanC * 
noted Major areas Inspected radiation protection 5, raduaste 
mgt programs, inc 1 ud ing qual i f leations, aud i ts, trairi Ing. 
radiation protection procedures t, instrument* & equipment 
GRANT, W 0 , OREGCR.L R Region 3, Office of Director 03/09/JT3 
Spp 20696 110 24X Fiche 30-116, 03/09/23,8310120202 


0310030123 Forwards responses to NRC 830015 questions Tovtable health 
physics instruments k fire protection sys described 
HENDRICKSON, R Iowa State Univ , Ames, I A 03/09/20 THDMA8, C O 
Standardiiation Ti Special Projects Branch 9pp 20590 042 24X 

Fiche 30*116,83/09/28.8310030123 
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DOCKETED ITEMS 


DOCKET 5a'-12a UNrV OF MISSOURI RESEARCH REACTOR 


F Svcurityt diedicali e^mergencg & ftre protection plans 


03102002^2 Forwards IE Insp Rept S-O- 123/ 83-02 on Q30913-16 & notice-^ 
of violation It deviation 

WORELlUSiC E Division of Project t Resident Programs B3/10/07 
HARKERi □ L Missouri* t^niv dP* Rolla 2pp 2OB30 103 S4X 
Fiche 90-123.83/10/07.8310200242 


P Operating license stage documents & correspondence 


8310170734 Forwards preliminarg questions i conyments associated ut/ 
application for reneiLtal of DL Responses should be available 
bg 831114 For site visit bg I.A5L «< NRC 

THOMAStC 0 Standard 1 lation &c Speciai Projects Qranch 03/10/06 
BOLDM.A E Missouri. Univ of. Rolla tOpp 20797 342 C4X 
Ftche 50-123.83/10/06, 9310 1707 J4 


0 Inspection raports. IE Bulletins correspondence 


831Q2Q0242 Forurarils IE Insp Rept 50-123/83-02 on 030913-16 i. notices 
oF violation ^ deviation 

HORELIUS, C E Division of Project t Resident Programs 03/10/07 
MARKER, D L Missouri, Univ of. RolU 2pp 20030 103 S4X 
F I c b • 50- 1 23 . 03/ 1 0/ 07, 03 1 0200242 


--8310800250 Notice of violation from insp on 030913-16 

MORElIUS.C E Division oF Project 6 Resident Programs 03/10/07 
Ip 20830 105 24X Fiche 50-123. e3/£0/07, 8310200248 


— 8310200255 Notice of deviation from insp on 830913-16 

* Region 3, Office of Director G3/I0/07 ip 20830 106 24X 

FlcKe 50-123.83/10/07.8310200242 


—0310200268 IE Insp Rept 50-123/83-03 on 830913-16 Hon compliance 
noted failure to provide analysis of possible h-aiards 
associated ur/e iperiments performid oti 830223 tc 0913 
Deviation noted failure to foilou std procedures 
RIDGMAY.K R . DEFAVETTE.R . TAMSLINO, T N Reg ion 3. Of Ficc of 
Director 83/10/05 Upp. 20830 107 24X Fiche 50-123.83/10/07* 

83L0200242 


R Periodic operating reports -It related correspondence 


6310110099 Forwards Rev 1 to operator requalif i cat ion program & 
"Progress Rept 1982-1993, Uni v of Missouri - Rolla Nuclear 
Reactor facility " Staff now consists of three senior 
reactor operators it tbro reactor operators 

BOLON, A E Missouri. Univ of, Rolla B3/10/05 THOMAS. C D 
Standard i 1 ation k Special Projects Branch Ip 20660 280 24X 

Fiche 50-123. 83/10/05. 8310110099 


6310110113 "Progress Rept 1992-1983. Univ of Missouti - Rolla Nuclear 
Reactor Facility ** 

BDLON. A E Missouri, Univ of. Rolla 83/03/31 13&pp 

2066B 301 24 X Fiche 50-123.83/10/05.0310110099 


Operator Examinations 


310110099 Forwards Rev I to operator r equal i fica 1 1 on program 8. 
"progress fiept 1932-1983, Univ of Missouri - Rolla Nuclear 
Reactor Fecilit'g Staff now consists of three senior 
reactor operators k two reactor operators 

BOLON, A E Missouri, Univ of, Rolla 03/10/05 THOMAS, C O 
Standard i latlon & Special Projects Branch Ip 20668 200 24X 

Fiche 50-123, 83/10/05. 831011009? 


-B310U011D Rev I to operator requa li f ics tion program for Univ of 
Hisiouri - Rolla nuclear reactor facility 

* Missouri, Univ of, Rolla □ 1/03/3 1 20pp 20668 201 24X 

Fiche S0-J23i 83/10/05, 8310110097 


*—6310110113 "Progress Rept 1902-1983, Univ of Missouri — Ru 1 la^Niic leai 
Reactor Fac 1 1 i ty *' 

BOLOWiA E Missouri, Unjv of. Rolla 03/03/31 I33pp 
20668 30J 24 X Fiche 50-123, 83/10/05. B3I01 10099 


DOCKET 50-124 VI RC I NT A POLYTECH INST TRATNINO REACTOR 


F Security, medical, emergency k fire protection plans 


8310210299 Forwards Revs 1 k 2 to physical security plan Revs withheld 
* Virginia Polytechnic Institute k State Univ . Dlactsburg. VA 
83/09/27 CARLSON. D Division of Safeguards Ip 20055 215 24 X 

Fiche 50-124. 03/09/27, 03 (0210299 


DOCKET 50-120 TEXAG AkM UNIV Rl ">FARCH RtACiOR 


F Security, medical, emergency k fire protection plrins 


831020026B IE ln*ip Rept 50-123/BJ-02 on 830913-16 Noncomp 1 1 ai,( e 
noted failure to provide analysis of possible haiaids 
associated u/exper iments perfoimed on 8w<0223 k 091''! 

Deviation noted failure to fallau std procedures 
R IDGWAY, K R , LEFAYETTE, R . TANDLlNG, T M Region 3, Uffice iif 
Director 03/10/05 Hpp 20030 10/ 24X Fiche 50-12J, OJ/ 10/0/. 

03 102 0024.2 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


F Security, medical, emergency k fire piotccbion plans 


B31021O139 Responds to util 830009 1 tr re change to Rev ? to BCiin I ty 
plan Changes consistent w/provi si ons of 10CFR50 34(p),do not 
decrease effectiveness of plan k are acceptable 
CRUTCHFIELD. D Operating Reactors Branch 5 03/10/1/ 

SCHUYLER, J O Pacific Gas k flectric Co 2pp 20084 079 .'-AX 

Ftche 50-133,83/10/17,0310210159 


P Operating license stage documents & correspondence 


0310250113 Forwards topical outline for submitting info for 
decommissioning facility for placement in PDK undoi docket 
PEARSON, W fl Chemical Engineering Brarich 83/10/24 Divio inn O 
Technical Information k Document Control lOpp 20096 250 .'AX 
Fiche 50-133.03/10/24,8310250113 


0 Inspection reports, lE Bulletins k cor i c.g ondenc e 


8308300340 IE Info Notice 83‘-61. "Alleged Use of Stand-Ins for Wi I J r I 
Qualification Tests " Sve list end 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Response iPost 630103) SJ/09/26 Consolidated Edison Co i» f Ni 

York, Inc I17pp 20754 022 24X Fiche 50-000, 03/09/26. 0300 )0O:i- 


8308300342 lE Info Notice 03-62, "Failure of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Sve list end 

JORDAN. E L Division of Emergency Preparedness k Fngineeriny 
Response (Post 830103) 83/09/26 Consolidated Edison Cn d ^ F4 

York. Inc lt6pp 20777 210 24X Fic he 50-000, 03/09/26. 0 JON KiOTi 


6308300345 IE Info Notice 63-63. "Potential Failures of West i iiqh ouu r* 
Type SA-I Differential Relays " Sve list end 

JORDAN. E L Division of Emergency Preparedness k Enginecniiq 
Response (Post 830103) 83/09/26 Consolidated Edison Co <»r Nr 

York, Inc liepp 20770 001 24X Fir ho 50-000, 03/09/26, QTOOriOOrt^ 


8300300349 lE Info Notice 83-64. "Lead Shielding Attached to 
Saf e ty-Rela ted Sy« W/o 10CFR50 59 Evaluation " Sve list 
enc 1 

JORDAN. £ L Division of Emergency Preparedness k Fnginerriiiq 
Response (Post 830103) 01/09/29 Consolidated Edison Cn n p Np 

York, Inc ll5pp 20716 324 24X Fithe 50-000, 83/09/29, 0'](ll)j(K):.(4 


8308300370 IE Info Notice 53-65, "Surveillance of Flow in Fnii Ilijp^Bb 
Loops Used in Wrstinghouse Plants " bvc list end 
JORDAN, E L Division of Emergency Preparedness k Engineerlhy 
Response (Post 830103) 53/10/07 Consolidated Edison Co ci f Nr^i 

Yorlt. luc 76pp 20027 2)3 24XFichB 50-000, B3/ 1 0/07, a3<)03a03 


B3083007S2 IE Info Notice 03-66. "Fatality at Argentine Crititol 
Facility " Sve list end 

JORDAN, E L Division of Emergency Preparedness k Fnglr, Bering 
Response (Post B30103) 53/10/07 Consolidated Edison Cn nf New 

York, Itir 77pp 20802 026 24X Ficht 50-000. 83/10/07, 03003007 


8305300759 JE Info Notice 03-67. "Emergency Use Respirator Moll Dofrtt 
Causes Production of Noxious Gases " bvr list enc 1 
JORDAN, E t Division of Emergency Preparedness k Engineering 
Response (Post B30I03) 53/10/11 Consolidated Edison Co of M«,y, 

York, Inc iI7pp 21043 075 P4XFirhe 50-000. 03/ 1 0/ 1 1 . 0300300/ E;-? 


8305300761 IE Info Notice 53-65, "(fespirator User Warning Defectivii 
Self-Contained Breathing Apparatus Air Cylinders " Sve list 
enc ) 

JORDAN, E L Division of Emeroency Preparedness k Ingineeririg 
Response (Post 830103) 83/10/11 Consolidated Edison Co of Npi* 

York, lr>c I20pp 20827 129 24X Fi c h e 50-000, 83/ 1 0/ U , 0300 JtJ07A J 


DOCKETED ITEMS 


ID 


fi Pprjodjr oppratuni reports t* related t crrespondencp 0310310.^40 Notice of resuinption of evidentiarg hearing re proposed 

— - - — — — renewal of 01- Heating will CQmnier.ce on 031129 in Los 

Angeles. CA !< will continue thi ough B3l,«*02 

SJ10190.260 Monthly operating ropt for Aug 1983 W/83090B Itr FRYE. J H Atomic Safety and Licensing Hoard Panel 03/10/97 Ip 

DERKS*F S , WELKS.t 0 Pacific Oas & LI ec trie Co 83/09/08 20947 IPP ?4y Ficho 30-142.03/10/27.0310310240 

Division of Data Automation fc< Management Information ^pp 
20818 064 24X Ficho 50-133- 83/09/00. 0310190260 

H General corrorpondence 


DQCHET SO- 134 WOFiCESTEft POLVTECH IN5T RLSEARCH REAClCHf 


F Security, medical, emergency fire piobection plans 


8310270291 Forwai rfs IE Insp Repl 50-134/03-02 on 830810-19 Nii 
noncomp 1 1 ancr noted 

STAROSTCCKI . R Division of Pioject Resident Programs 01/10/11 
WILEURiL C Worcester Polytechnic Inst 2pp 20923 12;' 24X 

r I c h B 50-1 34 . 83/ 1 0/ 11 . 83 1 0270291 


— 8310270275 1C Insp Rept 50-134/83-02 on 030018-19 No noncompl lotic e 
noted Major oieas inspected effect of Washburn Lab 
renovation on reactor f ac i H ly rad i ati on control. emfi gencu 
plan J< environ /nomtoring 

KINNEY. W W . tLbASSER.T C Region 1. Office of iHrictoi 
83/10/07 /pp 20923 224 24/ Ficho 50-134.83/10/11,0310270291 


Q Inspection reports. IE Dulletinr, h cot rospondenc e 


8310270291 Foruiords IE Insp Repi 50-134/8.^-02 on 830810 19 Nu 
n ontomp n once nntnd 

STARQGTCCKl. R Division of Project fc kealdcnt Progranis Oi/lO/ll 
WILDUR.L L Worcester Polytechnic Inst 2pp 20923 222 24X 

Ficho 50- 134. 03/10/1 1. 031 0270291 


B3101Q0135 Opposes relicensing of potentially dangerous reactor Rractni 
should be shut down until all safety questions resolved 
JOACHIM, M Affiliation Unknown 03/10/07 FRYE.J H Atomic Oafely 
and Licensing Hoard Panel Ip 70809 185 24X 

Fiche SO-142. 83/10/07, 8310180135 


8310260302 Opposes relicensinq of nuclear reactor at UCIA 

LEVY. D Affil lation' Unknown B3/lO/aii FRYE.J H Atomic bofelg 
and Liccnslnq Board Panel Ip 20911. 034 i24X 
Fiche 30-142.83/10/25,8310260302 


T Hearing transcripts on non-ant 1 trust matters 


8310190121 Traiisci ipt af 831011 hearing in Los AnqelesiCA re profinted 
renewal of facility license Pp 2,507-2,630 Sujiportlng 
documentation end 

» Atomic Safety and Licensing Board Panel 03/10/11 144pp 

20819 100 24X Ficho 50-142,03/10/11.8310190121 


031O19O12J Transcript of 831012 hearing in Los Angeles.CA r« proipofti’il 
renewal of facility license Pp 2,631-2,02/ Supporting 
documentation end 

t» Atomic Safety and Licensing Board Panel 83/10/12 24/pp 

20821 130 24X Tithe 50-142, 83/10/12. □310190123 


— 0310270295 IE Insp Rept 50'"134/8J-02 tin 030810-19 No noticomp 1 lonte 
noted Major ai oas Inspected effect nf Washburn I nb 
Tenovotion on reactor fac 1 1 1 ty . rad iat ion control , rmet gency 
plan 4» environ monilorlnti 

KINNEY. W W , bUbASbER, T L Region 1, Office of Director 
83/10/07 7pp 20923 234 24X Fifhc 50-134,83/10/11,0310270291 


DOCKET 50-139 UNW OF WASHINGTON RF SEARCH RC ACTOR 


Q Inspection reports. IE Bullstins !< c oi r er pondence 


8310310332 Forwards lE Insp Rnpi 50-139/03-01 on 030921-23 tc notice of 
violation W/o notice of violation 

SCARAND.R A Division of Radiological Safety it Safeguards Program 
03/10/13 QOWLN.vIR Wflehlngion, Univ of, Seattle. WA 2pp 
20960 294 24X Ficho 50-139. 83/10/13, 0J1O31O352 


— 0310310057 IF Innp Rept 50-137/03-01 on 830921-23 NontompHaiic e noted 
failure to callbi flow meaaui ing devices installed in Tech 
Spec required effluent monitors 

SHERMAN, C 1 . WCNSLAWSKI.F A Region 5. Office of Director 
03/10/13 7pp 20960 296 24X Fitho 50-139,03/10/13,8310310352 


0310200116 Transcript of 031013 hearing in Los Angeles, CA re proposed 
renewal of OL Pp 2.020-3.030 Supporting documentation ehf 1 
e Atomic Safetu and Licenoinp Roafd Panel 03/10/13 307pp 

20037 125 24X Ficho 50-142, 03/10/13, 0310700U6 


8310200112 Transcript of 831014 hooring in Los Angeles, LA re nr(ipo».rd 
renewal iif OL Pp 3,031-3.192 Supporting documentation end 
* Atomic Safety and Licensing Boai d Panel 03/10/14 215pp 

20836 06/ 24X Fiche 50-142,03/10/14.8310700112 


0310280016 I 01 wards missing pages frpm BJO0O2 8c 1014 hertilng 
transcripts re pi opased renewal of DL Corrected pages to 
G31014 hearing transcript also one J 

EYSTER. R E Tayloe Associates 03/10/21 FRYE, J H , LUEUKi.l A . 

ORIOHT. G U Atomic Safety and Licensing Board Panel Ip 

20932 279 247 Fiche 50-142.83/10/21,8310260016 


—0310280020 Pagos from 83080? 8c 1014 hearing transcripts re UL riMiewnl 
inadvertently omitted from original |< corrected pages to 
031014 transcript 

k Atomic Safety and Licensing Board Panel 83/10/21 1 Ap p 

20932 200 24 X Flche 50- 1 4;2. 83/ lO/2i . 03 1 02000 J 6 


DOCKET 90-14? UCIA TRAINING REACT OR 


0 Adjudicatory cnrrespondeiif f 


8310030394 Response to Committee to Bridge the Oap 030030 comments on 
IE insp rept on 9NM possession Gap alleged d i screpaiic ies 
baaed on conjecture 8c misinterpretation of reported info 
Certificate of Bvt end 

CaRMIERiWM Lrilifornia, Wnlv of, Lris Angeles, CA 83/09/09 Dp|i 
20593 047 24X Fiche 30-142,03/09/09,0310030394 


031004019s Memoiandum 8< order ruling on UCLA 8< NRC scope objections to 
Committop to Bridge the Gap prefiled direct testimony 
ObjectioiiB overruled u/excpption of Panel l.Paragraphs 4-6 
6 Panel IlliPaiagiaph 15 

BRIGHT. G 0 , LUFBKE.F A , FKYP, J H Atomic Safety and Llconalny 
Board Panel 03/09/30 California. Univ of. Los Angrlec. lA 
lOpp 20608 093 34X Fiche 50-142,83/09/30,831004019? 


DOCKET 50-148 UNIV OF KANSAS RF5EARCH RbAClOR 


F Security, medical, emergency b fife protectinn plans 


8310170735 Releases public version of revised emergency preparednelS 
plan 1 

FELTON. J M Division of Rules and Records 83/10/06 Documpnt 
Management Branch Ip 2079/ 303 24X Fiche 50-148,03/10/06. 

8310170735 


— 8310170738 Public version of revised emergency preparedness plan 
« Kansas, Uuiv of, Lawreiue. KS 8 J/OB/31 39pp 20797 004 
24X Fit he 50-148.03/10/06,0310170735 


8310210237 Forwaids addendum to Sectiun 4, "bite Sun ound lags, " to 

hazards summary rept 

ME6LER,R B Kansas, Univ of, Lawrence, KS 83/10/11 UUNNAHD. H 
Division of Litensing Ip 70052 036 24X Fiche 50-140.83/10/11. 

031021023? 


8310110054 Memorandum it order me/nar i al i < ing 831003 tolcon re rebuttal 
testimony. technical 1 ssubs. e zper t Interrogatories, 

photographs it official notice, 

FRYE.J H Atomic Safety and Licensing Board Panel PJ/10/04 Jpp 
20668 24 J ?4X Fiche 50-142.03/10/04.8310110034 


— 0310210239 Addendum to Section 4. "biti 8. Surround in qs, ” to httiard* 
summary rept 

» Kansas, Univ of, Lawrence. K3 B3/i0/ll 2pp 2005, OJ/ 
24X Fithe 50-148,03/10/11,831021023/ 


0310260263 Memorandum 8< Order UHP-83-67. gi ant ing NRC petition foi 
reconsidei atioii of LBP-0a“25Ar Set tlon B «< denying NRC 
petition for rccons Iderati an of LDP-03’25A. Sec tion L f< 

Tommitlee to Bridge the Gap objections to SNM inventoiy 
LUEOKE, C A , BRIGHT, 0 □ , FRYb, J H Atomic Safety and Li censing 
Board Panel 0P/SO/24 Office of the Executive Legal Diiertm 

13pp 20912 OtiB 24X Fiche 50-142103/10/24,0310260263 


P Operating license stage documents coi rrspondence 


0310170720 Advises that AT Chu assigned as project manager fOl 

THOMAS, C 0 Standard! latlon & Opecial Projects Branch 0D/JO/Ob 
MESLER, R Kansas, Univ uf. Lawrence, K8 2pp 20797 JJo »'4X 
Ftche 50-140.03/10/05,0310170778 
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DOCKET DO-155 BIG RUCK POUIT MO ( I FAR PLANI 


F Securiti^i niedicali eriprgency fire proti>ction pLc^rs 


BB1011D017 ReleatBS public veraicin of revised emerg^eiicg plATi 
i I erre n ii rtq pTocpduro 

FELTOMf J M Division of Rules and Kpeutds BB/10/D5 Drcimiinl 

Manasp^ent Branch Ip 20*9/ 357 2flX Ficbe 50 '009. 03/ J 0 /CjS. 
03101 lOQj? 


•“*•031 0 1 1 OOfM Public VBTsian of Wev * to Frnpiffency F*l«3n Irrp 1 pmi n 1 1 ng 
Procpdure EOl -7i '‘OfTslte Du&e (Jorlcshoet fProtectivp 
ActiDn&l W/'930922 i tr l< rpceipt Pni iTi 

BRADLE/i J Consumers Pawer Lo 03/07/19 Ootufnrnt Kanaq r ment 
Branch 2pp 206B7 330 Tithe 50-000.63/10/05.0310110017 


G3iOll02S5 Releases public, version of revised emergeueg pl«in 

F ELTON. J M Division of Rule*, and Records 83/10/05 Uocunrnl 

Management Branch Ip 20*0.’ 359 C^XFicbe 50"J55, B3/ 1 0/05. 

03101 10255 


— 63102/0510 Furuiards public veision of Kpv 2 to contx oiled Mipnholilf. 
list of general nfe c Ir/cmerqcncy oprrations facilitg 
emergency implementing procidures ^ list depictinq locutipri 
of propTietaiu info in prociduics 

CnRLtV. A Consufiiers Pouir to OJ/OV/15 (Jffict. of Nutli.d 

Reactor Requlabion. Oirectoi 7pp 2OV20 33H 
Fiche 50-000. 83/ 10/21 , aOlOJ/O'l?! 


9310270590 Releases public version of revised general -.ft rontro) r tr / 
oiTiergency operations facility pmergencu imp 1 omen 1 1 nq 
p rocedui PS 

FELTON. J M Division of Rule* and Recoi ds Q3/10/L*5 DoLumtnl 

Nanagoment Branch Ip 209^^ 2dX F'lche 50 - 000 . 03/ 10/</7, 

0310270570 

— 0310270593 Fnruards public veisioli of levlsed gencial oft runtiul tt 
emergency operations facility pmeroency imp 1 ement i iiq 
procedures, including Procedure GEM-2 re emergency trlopf'one 
numbers Receipt form encl 

CARLfcY, A Consumers Power ( c* 83/10/13 Document Mannqi (riont 

Branch Opp a0944 323 ;'4X Fiche 50 - 000 . 03 / 1 0/25. 031 0270V?0 


--B3101 10259 public, version of l<e^ 70 to emirgency plan ln(/B30V2/i Iti t. 
receipt form 

♦ Consumers PoLuer Co 03/09/23 20602 3*0 I'AX 

Fiche 50-155.33/10/05.0310110255 


— 031027059/ Public version of levised qenei al ofe contl oJ ctl/e.ruiqei 
operatinno facility emergency implementing proceduri s. 


including f-'r-ut edur e CEN- 
» Consumars Power Co 


/ M emergency telephone numbei s 
03/10/11 4jpp 20944 3.^7 *'4/ 


Fiche SO-000, 03/10/25. 83102/0590 


B3lOl0O6i4 Advises that 930B17 proposed changes to physical srcuiity 
plan. Rev 9. acceptable per lOCF-RSO 54<p) Requested .'5/. 
variance doe* not meet 10CFR73 55(9><4) Ends to Itr 
uithheld iref lQCFfl73 21 > 

CRUTCHFIFLD. D Operating Reactors BraT.ih b 03/10/11 
VANDEMALLE. D J Consumers Power Co Jpp 20617 339 24/ 

Fiche 50-153.83/10/11,6310180614 


0310180335 Foruiai da. f or info, listed docements which win not bn 
introduced into evidence Oversiie map rr.c 1 Aperture cai d 
available in PDf? 

GALLO. J I sham. Lincoln Ir Beale SAI l D. J Consumer' F^nuer Co 
03/10/14 DLQCH. P D . PARIb. □ H . SHOM, F .1 Atomic Safety and 
Licensing Dciard Panel 733pp 20809 .>/9 24X Fiche 50-155, 

03/10/ 14. 8310100335 


8310200410 Releases public version of revised emergency plun 
implementing procedures 

FELTON. J M Division of Rules and Recur d«t 63/10/17 Dmurr.pnt 

Management branch Ip 20859 219 24X Fiche 50-155.93/10/17, 

0310300410 


0310200417 Forwards public vei s i on u-F Rev 34 to lEmt rgmey plfii* 

Imp 1 ercient i ng Procedure bPl(* 4A. “Plaret Superintendent" 

Rev 3S to Procedure EFIP 60. ' P'er •'onne I Monifcrring 
Evacuation i Reassembly " Receipt fo'ff end 

* Consumers Power Co 93/09/27 NRC - No Detailed Affiliation 

Given 3pp 30059 220 24X Fiche *50-1 55. 63/ 10/17, 93102(104 J O 


33102004P3 Public version of Rev 34 to bnrrgencg Plan Iriplement i ng 
Procedure EPIP 4A, "'Plant Superintendent" Rev J5 to 
Procedure EPIP 6D-. "Personnel MonitoTinq Evaluation 2. 

Reassembly '■ 

* Consumers Power Co F33/09/26 11 [.p 20059 Tf? .'4X 

Fiche 50-155.83/10/17.0310200410 


031 0230522 Forwards SALP Rept 50-I55/D3-I5 for Jul I90r- - June 1 9t#J 
Utkl has improved rating in five functional areas including 
satisfactory resolution of previously identified concerns 
KEPPLER, J <J Region 3. Office of Directoi 83/10/20 DEWlTf. Ff H 
Consumers Pourcr Co 2pp 20VQO 316 c4X fiche 50- 1 55. 63/1 O/r’O, 
0310250522 


-0310250535 SALP Rept 3D-1 55/03 -lb for Jul 1962 - June 1993 Licensee 
should develop & implement program to identify applicable 
regulatory requirements I* licensee ccoimi tments to ensure 
comptiance u/GA activities AH other areas acceptable 
e Region 3. Office of Director 0J/IO/SO 24pp 2D900 310 24K 

Fiche 50-155. 03/10/20, 0310250522 


)31026011B Fori/ards eiemption requests from certain i equi remeiits of 
tOCFRSO.App Rj&ection III O 3 re fire detection tt fiied f ii r 
suppression raquiremerts 

VANDEWALLE, D Consumers Power Co 03/10/20 cnifTCHr 1 f:LD. IJ 
Operating Reaoters Qranch 5 7pp 20915 236 24X 

Fiche 50-155,83/10/20.0310260118 


9310270491 Releases public version of revised controlled copqholcfei 
list of emergoneg plan irup 1 ement 1 ng proiedurrs 

FELTON* J M Uivislon of Rules and Recoi ds 03/10/21 DdLUn'pnt 

Management Branch Ip 20930 337 24X Fiche 50-000.63/10/21. 

B3 10270491 


C Adjudicatory correspondence 


B309130169 Submits preliminary list of witnesses t< tpctimony on 
Contention Il-D le air crash h smoll civilian airci’aft 
sighted over plant Extension for te',timpny filing date to 
830930 rc-quested Related corn sponderir i 

O'NEILL. J a'Ncin. J 03/09/07 DL0CH, P B , PAR Ki. 0 FI . S'KtI. f 
Atomic Safety and Licensing Board Panel Ip 20356 ?'0l I'A/ 
Fiche 50-155, 03/09/07.0309130169 


0310040164 Memoiandum ft Order LDP-03 -62 denying Chriuta flai la 03f'0?-I4 
motion to reopen record on criticalitu Alleged grounds for 
reopening moat 

aLOCH, P 0 , PAFilS.O H , SHUN, h J Atomic Safety and Licensing Ircini 
Panel 63/09/30 Christa Maria Opp 20600 267 24X 

Fiche 50-155.63/09/30.0310040104 


8310040367 Order extending time until 03100/ for Commi s* i on to art tr 
review Al AD“7?b 

CHILK, S J Office of the beer etupy of thp Commission G J/OV/ 
Commissioners ip 20612 362 24X Fiche 50- 1 55. 0 J/09/30, 

8310040367 


9310050403 Motion for leave to file util testimony nut of timn on 
Contention 9<G) Delay due to irreconcilable difference*, 
between wi tne s ses, necessi tat ing reappiuisal of util c.d'^e 
Certificate of Svf enc 1 

OALLO. J Consumers Power Co GALLO. J I sham. Lincoln & he*) 1 p 

S3/10/0a Atomic Safety and Licensing Board Panel 5pp 

20633 236 24 X Fiche 50-1 55. 03/ 10/02. 0310050403 


— 0310090496 Forwards RW Si ndermari. RD iUimm.E Huma. f Welch t< 0\ looutf 
testimony on emergency planning Contention 9(0) 

GALLO. J 1 sham. Lincoln L Heale GALLG, J Consumers F^owf r I'o 
93/10/0? OLOCH.P 0 . PARIb, □ If . UHtlN. F J Atomic Safety and 
Licensing Dourd F'anel Jpp 2063J 241 24X Fuho bO-lbL. 

83/1(5/02 8310050403 


— 8310050469 Testimony of RW Slnderman re Chr i sta-Mai la Contention Vib 
on summer S. winter emergency plans Lvacuation time estifnates 
take into account seasonal factors F'lan adequately dddtesiicr, 
summer »> winter condition*. 

SINDERMAN. R W Consumers Power Co 03/10/02 34pp 20633 244 
24K Fiche 50-155,03/10/02,0310050403 


—8310050491 Testimony of RD Klimm re Chi i sta-Nar la fontentioii 7(0) on 
summer h, winter emergency plans Evacuation time estimate 
studies address summer b whitei conditions 

ULIMM. R D Consumers Power Co KLIMM, H D KMM Ansociatps, Int 
03/10/02 I7pp 20633 278 24XFirhe 50-1 55. 03/ lO/O?. 03 1 0050403 


— 0310050494 Testimuny of E Muma re Chr i sta-Maf i a Coiitcntinn 9(fi) nu 
summer 8* winter emergency plans County emergency plan 
flexible enough to accommodate influx of seasonal pupulation 
during summer {, adverse winter weathri 

riLFMA. E Consumers Power Co NUMA, C fharlevolx. Ml OJ/IO/D? 
7pg 20633 1195 34 X Fiche 50-155.03/10/02.8310050403 


— 031OO5O5DI Testimony of CT Laualer le Chri sta -Maria Contention u 

summer S< winter emergency plans Summer/wi n fc er conditions 
uilll not have? effects significant enough td require sepanite 
p 1 ann i ng 

LA0ATER. G T Consumers f'ower Co LAOAILR.O F ( liui leva lx. MI 
83/10/02 7jjp 20633 302 24 X Fiche 50-1 55. 03/ I 0/02. 03lOOOO4t?3 
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- — B310090307 reiitiiTiony of F Uelrh rp Chri &td-Mar ja CootpnCion 9((i) on 
summer tt uinier cmergenci^ pluns L/nergency plan ui 1 1 
accommodate difficulties posed by uiinler ueathor 

WELCH. F ConsumcTB Power Ci> WELCH. F Chorlevoi*. Ml tJ3/i0/0P 
lOpp 2063J 309 .i4X KicJie bO-1 55. 03/10/02. B3100504H3 


0310110207 Foruraids list of twi tne 5 ses h documents foi O'ilOS^l-l 1 06 
hearing re spent Fuel pool mod Icstimune of AJ Bchuarti util) 
be forwarded if requested Fcelated corre<%pondence 

O'NEILL. J O'Nc-lll. J QB/IO/OB DLOCH. F' H - PAFlJb.OH. b'lLlN. F- J 
Atomic Safety and Licensing tiodt d Panel lipp 20665 031 24/ 

Fichc 50-J5!>, 03/ 10/03. 8310110207 


B310110063 Motion for extension of time for filing tpstimony of 
GP Betourne £c HM Marusich from 830930 la 831000 Witness has 
not received all ducumenta fcl on needed Ceitificate of 3vi 
enc 1 

GALLO. J Consume! s Pouter Co GALLO. J I sham. Liircoln tt Ueale 

03/10/04 Atomic Safety and Licensing Heard Panel 5pp 
20667 307 24X Flcho 30-155.83/10/04.8^10110063 


83101S0365 Application for subpoenas dirocting OF Lasater.F Muma It 
JF Hess to testifvi Util has reason to believe utitiiesses util) 
not appear except upon issuance of subpoena Uraft subpoenas 
6 Certificate of bvc end 

COPELAND. 9 G Consumers Powei Co CCJPLLAND. V 0 Isham. Lincoln ?» 
Deaio 83/10/04 Atomic Safety and Licensing Hoard Panel 14pp 

20699 303 E4X Tic he 30*135.83/10/04.8 310120363 


Q3i01400J9 Advises of inability to testify ol 831024-1106 hearing due 
to teacbing (ounseling dutiis 

SCFiWAFfTZ.A J Michigan. Univ of, Ann Arbor, Ml 03/10/04 

DLOCH. P t) , BflDN. r J . PAN 1 5. 8 H Atomic Safety and licensing Poai d 

Panel Ip 20768 004 24X Fiche 30*155,03/10/04,03101400 19 


•0310130051 Informs that parties agreed to listed order of prrt entati on 
of issues at 831025-1104 evidentiary hearings 5* P Yanr.v 
testifying out of order doling first wh of hearings 
OODDAFin.n J Heaxing Oronch 3 83/10/11 DLOCH. P D . SHDN, f J . 

PAF1I8, 0 H Atomic Safety and Litensing Hoard Panel 2pp 
20725 063 n4X Tichg 50-155.03/10/11.0310130051 


3310130194 Notice exprossing A&l D roncerii over Hrcnree limited 
interpretation of aircraft crash issue in spent fuel pool 
expansion proceeditig 

DLOCH. P D Atomic Safety and Licensing Board Pane) 03/10/18 ip 
20719 147 24X Fiche 50-153.03/10/12,8310130194 


0310170420 Motion for order 1* subpoena calling J Honriiqxii as A3l D 
uitnees Honnigon believes tostifyinq would be improper or 
constitute conflict of interest ui/duties as stote employee 
Draft testimoTiy 6 Certificate of 3vl end 

GALLO. J Consumei s Power Co GALLO, J Isham. Lincoln & Deale 

83/10/12 Atomic Safety and Licensing Hoard Pant 1 16pp 
20704 OBJ 24X Fiche 50-135, BJ/ 10/12. 03JQJ70420 


3310140242 Advises that time foi Commission to review AlAD-725 expired 
Commission declined review Derision beramo final agrnry 
action on 831007 Commissioner GilinsVy separate views end 
CHILK. S J Office of the Secretary of the Commission 83/10/13 
BIEH.vF Affiliotion Unknown 2jip 20/61 323 24X 

Ticho 50-150. 83/10/13. 0310140243 


6310140247 Advises that time foi Commission to review A1 AD-VBO expired 
Commission declined review Decision berame Pinal agency 
action on 03100/ Commissioner Gllinsky separate views end 
CHILK. S U Office of the Secretary of the Commission 03/10/13 
O'NEILLiU O'NdJl. J 2pp 20761 237 24X Fi che 50-155. 03/ jO/13. 

0310140247 


6310100230 Response opposing Chvl sta 'Mar i a 031007 motion for eaily 
recess on Halloween for site visit Normal 5 PM recess 
provides ample time for Halloween festivities Bite visit 
welcomed Certificate of 8vc end 

OALLO, U Consumers Power Co GALLO. J Isham. Lincoln tt Deale 

03/10/13 Atomic BaFety and Licensing Hoard Panel 4pp 
20000 101 24X riche 50-1 55. 03/ 10/1 3i 0310100230 


S31O10O34B Forwaids prof qualifications of HU Eckert tt MK Prahhakara, 
inadvertently omitted from 830V30 testimony 

GALLO. J Isham. Lincoln Deaje OAI LU, J Consumers Power Co 
83/10/13 DLDCH. P D Atomic Bafety and Licensing Doai d Panel 

PARIS, □ H . BHON. F J Atomic Bafoty and Licensing Appeal Panel 
3pp 20003 OOB 24X Fiche 50-155.83/10/13.0310100348 


6310180335 Forwards, for info, listed documents which will not be 
introduced into evidence DversJie map end Aperture card 
available in PDR 

OAULOj J Isham. Linrrln Beale GAl I 0. J Consumers Power Co 
03/10/14 DLOCH, P D - PARIS. □ H , 8H0N. F vF Atomic Safety and 
Licensing Doard Panel 733pp 30009 2/9 24X Firhe OO-ID'/. 

□ 3/10/14. 8310100335 


0310100222 Foruaids VO Hallman affidavit 8. photo of US AIt Force? D-32 
bomber flying over containment bldg 

GALLO. J Isham. Lincoln 6 Beole GALLO. J Consumers Power Co 
03/10/15 DLOm. )> D . PAR 13.0 H . SHON. F J Atomic Safety and 
Licensing Hoard Panel 2pp 20000 IBS 34X Fiche 50-155.03/10/15, 
a3lO10O3-V* 


*-'•6310180224 Affidavit of VB Hallman attesting that U8 Air Force B-SB 
bomber flew directly over facility in June 1966 Photograph 
enc 1 

HALLMAN, V U Consumers Power Co 83/09/20 2pp 20000 187 24X 

Fiche 50-155, 83/10/15. B3I01002PP 


8310240120 Advises that L Reiter 820917 deposition re O'Neill 
Contention ] IC on development of site-specific spectrum tr 
work performed by TCRA Cor p tt ILL may be used as cross- 
examination tool Wor offered Into evidence 

GALLO, J Isham. Lincoln tc Deale OAl 1 0. J Consumers Power Co 
83/10/19 DLOCH, P .0 . PARIS. O H . SHON. F J Atomic GaFety and 
Licensing Board Panel 2pp 20001 154 ?4X Fiche 50-155.83/10/19. 

8310240120 


—8310240132 Motion to strike MP Phillips testimony re Chr i sta-Mor la 
Contention 7.Subparts 1.6.0 & 9 Testimony beyond scope of 
contention t< irrelevant Certificate of Sve encl 
OALLQ.J , TIFDRNFON.P Consumers Power Co GALLO, J Isham. 
Lincoln l< Qeale 03/10/19 Atomic Safety and Licensing Board 
Panel Spp 20801 156 24X Fiche 50-1S5, 03/ 10/19, Q3 1 024OI 30 


0310250160 Informs that TM Cheng will replace D Persinko as co— sponsor 
for NRC testimony on O'Neill Contention IJ C re seismic 
crane issue Prof qua ] i f ications oncl 

DACHMANN. n 0 Hearing Branch J 03/10/19 DLDCH, P B t SFIQN, F J . 
PARIS. O H Atomic Safety and Licensing Board Panel 3pp 
20896 290 24X riche 50-155.83/10/19,8310250160 


0310250307 Advises that ASLQ June 1902 hearing in Doyna Falls. ML re 
proposed expansion of spent fuel storage capacity at 
facility will reconvene on 83)025 in Petoskey.MI Response to 
written limited appearance statement encl 

CnUTCHFILl D. D Operating Reactors Branch 5 03/10/21 WILL , C W 

Affiliation Unknown 67pp 20096 005 24X Fiche 50-155,03/10/21, 

0310250307 


0310310206 Motion to quash hearing subpoena directed to RJ Rajeuiski 
Licensee not served w/copy of subpoena app 1 icat i on. c t ear l y 
violating lOCFRS 70l<b) tt 10CFR3 7i2(b> Testimony would bo 
irrelevant Certificate of Sve end 

GALLO. J , COPELAND. V 0 Consumers Power Co GALLO. J Ishom. 
Lincoln (< Deale 03/10/24 Atomic Safety and Licensing Doard 
Panel 5pp 20958 324 24X Fiche 50-1 35, 83/10/24. 0310310206 


0310310139 Hotion to strike P Chen testimony re Christa Mena 
Contention 8 I. O'Neill Contention IflE-S genuine issue of 
fact Testimony beyond scope of genuine issue Certificate of 
Bvc enc 1 

OALLQ.J . THGRNTON, P Consumers Power Co OALLQ.J Isham. Lincoln 
I* Beale D3/10/25 Atomic Safety and Licensing Doard Panel 3pp 
20959 060 34X Fiche 50-1 55. 03/10/25. D3J0310139 


83103)0145 Notice of appearance in proceeding Certificate of Sve end 
F ITZOIBDONG, R Consumers Power Co FlTZQIBBONS. R Isham. Lincoln tc 
Beale 03/10/25 3pp 20959 011 24X Fiche 50-153. 03/10/25. 

0310310145 


0310310391 Motion to quash J Mol 031025 subpoena to appear at 83JD26 
hearing re Chr ista-Marla Contention 9(0) l( O'Neill 
Contention ID) Subpoena not relevant tn contention issue 
Certificate of Sve end 

OALLQ.J . FIT2GIBD0NG, R Consumers Power Co OALLQ.J Isham. 
Lincoln 1. Deale 83/10/26 Atomic Safety arid Licensing Board 
Panel 7pp 20959 275 24X Fiche 50-1 35, 83/10/26. 0310310391 


P Operating license stage documents {< correspondence 


8310110004 Responds to FQIA request for five documents Forwards 
documents Dacuments also available In PDR 

FELTON. JM Division of Rules and Records 03/07/01 PEDRO, J NUB 

Corp 2pp 20704 137 34X Fiche 50-000.83/07/01.0310110004 


6310050005 Summary of 0309)5 meeting w/util & Structural Mechanics 
Assoc in Dethesda.MD re seismic capability of semigantry 
c rane 

EMCH.R L Operating Reactors Branch 5 63/09/26 Operating 

Reactors Branch 5 9pp 20650 247 P4X Fiche 50-155.03/09/26. 
0310050005 
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0310040264 Forii/arids Rev 1 to "Conf »rma fcoi y A^aly s i a. Support Will 1 Str^s.^ 
Analysis*" in response to NRC 030813 Itr Analysis 
conservatively -demona trates L ({uanti f’l.es that adequate 
safety nar-gms inherent in mails Commitment closed 
BQRD1NE*T C Consumers Pouer Co 83/09/28 CRUTCHFIELD* D 
Operating Reattors Branch b ip 20613 136 24X 

Flche 50-155*03/09/20-0310040264 


--8310040266 Hev 1 to "Conf irinatDry Analys t s« Support Wall Stress 
Ana ] y s i s " 

• Consumers Pouier Co 03/09/20 57pp 20613 137 24X 

Flchc 50-155.03/09/28.0310040364 


8310030493 Foruarda suppl to 610515 SER re application for desiyi) 
changes in spent fuel pool makeup line thermal & 
structural analyses O-f pool at ISO F Design acceptable 
CRUTCHFIELD. D aperating Reactors Branch 5 03/09/30 

VANDEHALLE,D J Consumers Pnuer Co 3pp 20601 007 a4X 
Fiche 50-155,03/09/30.8310030492 


— B310D30497 Supplemental safety evaluat>pn accepting mod to spent fuel 
storage pool makeirp lire & 150 F operation temp 
* Office of Hutlear Reactor Regulation. Director 83/09/30 
21pp 20601 090 24X Fiche 50-155.83/09/30,6310030492 


0310060034 Forwards "Environ Equipment Ouals fl cation - Results of 
Failure Modes 6 Effects Analysis CFM6EA> “ Results stow 
safety functions of equipment performed after event will not 
affect functions or tnialead operator 

TONER. H A Consumers Power Co 63/09/30 CRUTCKHELD, D Operating 
Reactors Branch 5 2pp 20647 107 i»4X Fiche 50-155.03/09/30* 
6310060024 


**'-8310060030 "Environ Equipment Qualification - Results of Failure Modes 
Effects Analysis <FHI(EA) " 

« Cansumers Power Co 03/09/30 I9pp 20647 109 24 X 

Fiche 50-155*63/09/30, 0310060024 


0310060000 Requests exemption from r equiremetits of lOCFRSO 54(m>(2') t/ 
<3) * I icensed operator staffing Bec-ond shift supervisor not 
necessary due to plant sire I* simplicity 1 ech Specs 
correcting current staffing differences submitted 621^20 
VANOEWAULE.D J Consumers Power Co 63/10/03 CRUTCHFIELD, D 
Operating Reactors Branch 5 3pp 20648 333 24X 

Fiche 50-155* 63/ 10/03* 631006-0030 


0310100452 Forwards notice of consideration of issuance of amend to 
License BPH-6 to incorporate MAPLROR limits for fuel 
assemblies 013 014 into Tech Specs, per util 630907 

application 

CRUTCHFIELD, D Operating Reactors Branch 5 63/10/04 

VANDEWALLEiD J Consumers Pouer Co 3pp 20802 112 24X 

Fiche 50-J35. 03/10/04. B3101B0452 


— B3101Q0459 Notice of consideration of issuance of amend to License 
OPR-6 to incorporate MAPLilGR limits for fuel assemblies G13 
Se 014 into Tech Specs* per uttl 030907 application 
CRUTCHFIELD* D Operating Reactors Branch 5 03/10/04 6p p 

20002 115 24X Fiche 50-155*63/10/04.0310100452 


0310120274 Advises that FR-* containing Commission monthly notices which 
afford public opportunities for hearing nn requests foi 
action. will be transmitted u/o forwarding Itr in future 
CRUTCHFIELD, D Operating Reactors Branch 5 B3/I0/D7 

VANDEWALLE.D j Consumers Fouer Co 3pp 20691 047 24X 

Fiche 50-000*83/16/07.0310120274 


8310130296 Forwards formal responses to iNftC 630017 6 0915 requests for 
addl info re seismic capability of semigantry crane 
Responses transmitted informally on 030625 6 0923 
BDRDINE. T C Consumers Power Cd 83/ 10/07 CRUTCHFIELD. D 
Operating Reactors Branch 5 Ip 207J9 275 24X 

Fiche 50-155*83/10/07.8310130296 


— 0310130297 "CPC flesponjes*" discussing semigantry crane 
* Whiting Corp B3/0S/2S lOpp 20719 976 ?4X 

Fiche 50-155*03/10/07,8310130296 


— 0310130290 "Beisme Risk Cantribubtan of Re-^ctor D)dq Crane to Big 
Rod Point Spent Fuel Pool 

* Structural Mechanics Associates 63/00/23 IBpp 20719 206 
24X Fiche 30-155*03/10/07*8310130296 


— 8310130299 "CPC Respapses. " cpmp^ring SRP Section 3 7? w/bldg f< cratie 
anal gses 

* D^AppuIania Consulting Engineers, Inc 63/09/2J 
20719 304 24X Fiche 30-1 55, 03/ 10/07, 0310130296 


— 0310130301 "Analysis Hath udol ogy, Crane Seismic Rept 75/5/ Ton Gantry, 
Crane 0377 " 

• Whiting Corp B3/09/23 3pp 20719 324 24X 

Fiche 50-155.03/ 10/07* 0310130296 


— 0310130302 "Uncertainty in Variables Affecting Crane Respoiv es " 

» Structural Mechanics Assuciates 03/09/23 Hpp 20717 3?/ 
24/ Fiche 30-155,83/10/07,8 110130296 


8310270219 Application for amend to Licerise DPR-6, chang i ng Terli Spec 
reactor vessel pressure/temp limits 

VANDEWALLE, D J Consumers Pouier Co BJ/10/24 CRUT C i-iP Ifcl l>. IJ 

Operating Reactors Branch 5 3pp 209t4 077 24X 

Fiche 50-153*03/10/24.8310270217 


— 0310270221 Proposed Tech Spec Table 4-1 changing hydrostatic tr* t 
pr essure/temp I imi ts. heatup pressurc/temp limits cooldnwn 
preesure/temp limits to 18 Ff PY 

* Cansumers Power Co 83/ 10/24 I6pp 20924 080 24X 

Fiche 50- 155*03/10/24*83102/0217 


03LQ31O376 Forwaids supplemental application for amendto LicenBC Df'D-A 
revising Tech Specs to expand spent fuel pool storape 
capacity, per V70626 application 

VANDEMALl E. D J Consumers Power Co 83/10/25 CRUTCHFIELD* U 
Operating Reactors Branch 3 2pp 20959 242 24X 

Fiche 50-153*83/10/25*8310310376 


“0310310379 Supplemental application for amend to License dfH< -6. t ovi »l' 
Tech Specs to expand spent fuel pool storage capacity, per 
790626 application 

DEWITT* R B Consumers Powei Co 83/10/25 3pp £0959 24 4 24 X 

Fiche 50-155.03/10/23,83103103/6 


--6310310303 Proposed Tech Specs re spent fuel pool storage cup.icity 
expansion 

» Cansumers Power Co 03/10/25 3np 20959 247 24X 

Fiche SO- 1 5 5* 03/10/25. 6310310376 


0 Inspection reports, IE Dulletins It c oi r e sp ond enc e 


0310060360 Forwards IE Insp Rept 30-155/0^-14 on 030723-0909 b rintiic 
of violation 

SHAFER, M D Region 3, Office of Director 03/09/21 DEWITI . 1# li 
Consumer? Power Co 2pp 20646 HO ?4X Fiche SO- 1 55, 83/09/ {•? S . 
0310060360 


—0310060372 Notice of violation from insp on 030723-0907 

SHAFER. y D Region 3, Office of Director 03/09/21 !p 
20646 112 24X Fiche 50-133,83/09/21,8310060360 


— 0310060374 IE Insp Rept 50-155/03-14 on 030723-0909 Nontomp 1 laiic 
noted failure to implement control of tools 

WRIGHT, O C . BOYD.D C Region 3* Office of Director 03/09 / 
7pp 20646 113 24X Fiche 50-155.03/09/21,0310060360 


0308300340 IE Info Notice 83-61* "Alleged Use of Stand-Jns for Wolc/pr 
Qualification Tests " Sve list enc 1 

JORDAN, E L Division of Emergency Preparedness ^ Enginecriliu 
Response fPost 0301031 03/09/26 Consolidated Edison Co uf Nesr 

York, Inc 1 17pp 20754 022 24X Fiche 50-000/ 83/09/26* □3003<ll}a40 


6300300342 IE Info Notice 83-62. "Failure of Redundant Toxic Oa b 
D etectors Positioned at Control Room Ventilation Air 
Intakes *’ Sve list end 

JORDAN, E L Division of Emergency Preparedness tc Engineering 
Response (Post 030103) OJ/09/26 Consolidated Edison CD of Nea 

York, Inc li6pp 20777 210 24Xflthe 50-000,83/09/26,830830034? 


8306300345 IE Info Notice B3-63. "Potential Failures of WestinghnunD 
Type SA-I Differential Relays " Sve list cncl 
JORDAN, E L Division of Emergency Preparedness 8( Engineering 
Response (Post 030103) 03/09/26 Consolidated Edison Cp of Neu 

York, Inc UBpp 20770 00 1 24X Fiche 50-000*83/09/26,0308300345 


0300300349 IE Info Notice 03-64* "Lead Shielding Attached to 
Safety-Related Bys H/o 10CFR50 57 Evaluation 5vc list 
enc 1 

JORDAN. £ L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/09/29 Consolidated Edison Co of New 

York. Inc llSpp 20716 324 24X Fiche SO-'OOO, 03/09/29, 830830034? 


8310120326 Ac k receipt of 830921 Itr informing NHC of steps taken to 
correct violations noted in IL Insp Rept 30-155/03-12 
NDRELIUSiC E Division of Project & Resident Progiams 83/10/05 
DEWITT, R D Consumers Pouier Co Ip 20700 267 24X 

Fiche 30-1 55* 03/10/05.831 01 303J6 


— B3l0i2<>327 Responds to NRC 830022 Itr re violations noted in IE Imp 
Rept 50-155/03-12 Corrective actions caution signs on 
breaker cabinets modified adminJ strati ve procedures t< 
training will be revised by 831213 

VANDEWALLE* 0 J Consumers Power Co 83/09/21 KEPPLCH, J 0 
Region 3, Office of Director 3pp 20700 260 24X 

Fiche 50-155,03/10/05.8310120326 
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B308300378 IE Info Notice 83-65* “Surveillance of Flow in RTJJ 
Loops Used in We s 1 1 ngfioyg c F^laiits " 5vc list end 
JGRDANp r L Divifiion of ttnerquMcy Froparodncss & kng i neoring 
Response {Post QSOIOSI 83/10/07 Consolidated Edison Co of Nciii 
Vork* I lie 76pp 20827313 24X Fi che 50-000. BJ/lO/07, 8300300370 


0308300752 IE Info Notice 03-66. "rotalitg at Argentine Critical 
Facility " Sve list end 

JORDAN* F L Division of Emergency Preparedness E Ingineering 
Response (Post 030103) 83/10/07 Consolidated Edison Co of Nesi 

York* Inc 79pp 20802 026 24X Flche 50-000. 03/10/07. 03OB3OO752 


8300300739 IE Info Notice 83-67* "Emergency Use Respirator Mail Defect 
Causes Production of Noiious (iases " Sve list enc 1 
JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/10/ii Consolidated Edison Co of Nem 

York, Int ll7pp 21043 075 24X Fiche 30-000.83/10/11,8300300757 


0309300761 IE Info Notice 83-60* "Respirator User Waininy Defective 
Self-Contained Breathing Apparatus Air Cylinders " Sve list 
enc 1 

JORDAN* E L Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 83/lO/il Consolidated Edison Cn of New 

York* Inc I20pp 20827 129 £»<1X Fit fie 50-000,83/10/11.8300300761 


8310100262 Clarifias NKC position re procedures for admitting NRC 
personnel to facilities Access should be afforded to 
Region III porsonnel listed in end Update will be provldod 
avory 6 months 

AXELS0N,U L Region 3. Office of Director 83/10/14 DEWITT. R D 
ConsuniBrs Power Co 7pp 20802 202 24X Fiche 50-150,03/10/14, 

03101 00262 


8310100551 Notification of 831021 meeting w/BWR licensees in ltethe<ida. 
hD to discuss future insps foi intei granular stress 
corrosion cracking 

MinAOLlArF J Assistant Director for bafety Assessment UJ/JO/14 
EISENHUTiD 0 Division of Licensing bpp 20023 350 24/ 

Fiche 50 000,03/10/14*8310100551 


0310250191 Forwards Final SALP Rept 50-255/03-21 for Jul 1982 - June 
1903 Licensee impiovement since earlier assessments noted 
KEPPLER.J <i Region 3, Office of Director 83/10/20 DEWITT, R 11 
Consumers Power Co 2pp 20094 001 24X Fiche 50-000,83/10/20. 

8310250171 


— 6310250203 Informs that licensee will moot all commitments in plant 
regulatory performance Irrjprovement program, in response to 
NRC 030909 Itr transmitting SALP for Jul 1982 - June 1903 
VANDEWALLE. D J Consumers Power Co 03/09/26 KEPPLER. J 0 
Region 3, Office of Director Ip 20094 036 i'4X 
Fiche 50-000,03/10/20. 8310250171 


0310250522 Forwards BALP Rept 50-155/03-15 for Jul 1702 - June 1903 
Util has improved rating in five furrctional areas including 
satisfactory resolution of previously identified concerns 
KEPPLER. J 0 Region 3, Office of Director 83/10/20 DEWITTiR D 
Consumers Power Co 2pp 20900 316 24X Ficho 50-155,83/10/20, 

8310250522 


—8310250035 SALP Rept 50-155/03-15 for Jul 1982 - June 1703 Licensee 
should develop l< implement program to identify applicable 
regulatory requirements ?< licensee commitments to ensure 
compliance w/OA activities All other arras acceptable 
* Region 3, Office of Director 83/10/20 2dpp 20900 310 24X 

Fiche 50-155* 83/10/20, 83102505?? 


— 0310250548 Discusses proposed 830916 meeting to discuss SAI-P for Jul 
1982 - June 1783 5AUP rept documenting anal yses. conclusions 
8i recommendations provided for review prior to meeting 
Comments on rept to be discussed at meeting 

HIND, J A Division of Radiological Materials Bafety Programs 
03/09/09 DEWITT, R Q Consumers Power Co 3pp 20900 342 24X 

Fiche 50-155,03/10/20,8310250522 


S Reportable occurrences, LCRs related correspondmer 


0310120110 LER a3-On/03L-0 an 030820, pac k ing leak occur? ed on inlet 
valve M07062 in loop 1 of emergency condenser Caused by 
inlet valve opening time being slower than outlet valve 
time Pocking replaced W/830928 Itr 

BORDINE, T C Consumers Power Co 83/09/28 KEPPLER, J 0 Region 3, 
Office of Director 2pp 20696 i71 24X Fiche 50-155,83/07/20, 

83J0120110 


0310170465 Updated LER B2-023/03X-1 on 820801 , bac kup core spray valve 
M0~707l opening stroke found approi 1/2 normal full stroke 
Caused by marginal clutch New model operator installed 
W/e31006 Itr 

SORDINE, T C Consumers Power Co 03/10/06 KEPPIER, JO Region 3, 
Office of Director 2pp 20/83 ?50 24X Fiche 50-155.83/10/06, 

8310170465 


8310170486 Updated LER 82-021/03X-1 on 820707. during quarterly test of 
backup core spray valve MO-70/1, both open St closed position 
indication lights remained on w/valve returned to normal 
closed position Caused by worn clutch H/031D06 Itr 

BORDINE,! C Consumei s Power Co 03/10/06 KEPPLER, J fl Region 'I* 
Office of Director 2pp 20/83 360 24X Fiche 50-155,03/10/06* 

8310170406 


0310170552 Updated LER 82-Oi7/03X-J on 020503* ba c kup core spray sys 
automatic valve MO-7071 made inoperable in closed position 
for repair & troubleshooting Limit switch in closing control 
circuit adjusted M/831006 itr 

DORDINE.T C Consumers Power Co 83/10/06 KEPPLER, J 0 Region J* 
Office of Director Ip 20700 349 24X Fiche 50-155*83/10/06, 

8310170552 


0310270245 LER 83-013/03L-0 on 030921* fol lowing lightning sir i k 0 , b 1 nwii 
fuse observed on static inverter equipment for one of two 
containment vacuum relief loaps Telephone {< security 
equipment 8, domestic water controls affected M/B31O20 Itr 
BORDINE* T C Consumers Power Co 03/10/20 KEPPLER, J 0 Region 3, 
Office of Director 2pp 20724 047 24X Fiche 50-155*03/10/20', 

83102/0245 


T Hearing transcripts on non-anti trust matters 


0310040620 Testimony of Christa-Haria, Bier Mills on Chr ista-Mai i a 
C ontention 0 & O'Neill Contention II1-2 re makeup water 
I ine 

CHRI3TA-MARIA Chri sta-Maria 83/09/35 I2pp 20626 062 ?4X 

Fiche 50-155,03/09/25,0310040620 


— 8310040621 Testimony of Chr ista-Maria, Bi er L Kills on Christa -Kar in 
Contention 2 & O'Neill Contention IIA re south wall t/orkers 
CHRISTA-MARIA Chn sta-Mer la 03/09/20 5p p 20626 074 P4X 
Fiche 50-155, 83/09/25, 8310040620 


—8310040624 Testimony of Chrl sto-Mar ia, Dier & Mills on O'Neill 
Contention II E 4 re adequate containment shielding 
Certificate of Ovc end 

CHRISTA-HARIA Chr Ista-Karia 03/09/30 3pp 20626 077 C4X 
Fiche 50-155,83/09/25,6310040620 


8310040553 Eorwards testimony of RW Sinderman re Chr I sta-Mar la 
emergency planning Contention 9 Testimony concludes that no 
justi f 1 cation exists for enloiglng sice of present 
emergency planning lones 

OALLQ, J Isham, Lincoln St Beale GALLO. J Consumers Pouor Co 
83/09/29 OLOCM.P B . SHON, F J , PAR1&, □ H Atomic Safety and 
Licensing Board Panel 2pp 20623 21? 24X Ficho 50-155, OD/OV/lIVi 

0310040053 


— 0310040557 Testimony of RW Sinderman on Chri s ta-Mai ia Contention 9 
site of emergency planning lones 

SINDERNAN. R W Consumers Power Co 83/07/29 35pj> 20623 S14 

24X Fiche 50-155,03/09/29.8310040033 


8310040365 Forwards CE Axtell,RM Sinderman ft EF Beni testimony re 
Christa-Haria Contention 2 t< O'Neill Contention IIA 
OALLO, J Isham* Lincoln & Beale GALLO. J Consumers Power Co 
83/09/30 BLOCH, P B , PARIS, 0 H , SHPN,F J Atomic Safety and 
Licensing Board Panel 2pp 20621 017 24X Pichc 50-155.03/09/30, 

8310040365 


— 0310040367 Testimony of RW Sinderman re Chris ta-Maria Contention D 
□ 'Neill Contention llA on use of appropriate coefficients if 
ALARA program Util has implemented comprehensive radiation 
safety program 

SINDERMAN, R W Consumers Power Co 83/09/30 iOpp 20621 019 
24X Fiche 50-155,03/09/30.0310040365 


— 8310040369 Testimony of EF Beni re Christa-Haria Contention 2 h 
O'Neill Contention llA on radiation dose rate measurement 
outside south wall from spent fuel stored in spent fuel 
pool 

BENr,E r Consumers Power Co 83/09/30 I4pp 20621 029 24X 

Fiche 50-155, 83/09/30, 8310040365 


—8310040373 Testimony of CE Axtell re Chr i sta-Maria Contention 2 L 
O'Neill Contention IIA on dimensions of south wall of spent 
Fuel pool Discrepancy has no effect on radiation dose 
calculations provided by util 

AXTELL.C E Consumers Power Co 03/09/30 lB6pp 20621043. 
24X Fiche 50-155,83/09/30,8310040365 


83100403/6 Foruai ds HJ Eckert HK Prabhakara testimony re 
Contentions 8 IlIE-2 on structural integrity of spent 
fuel pool concrete 

QALLQ, J Isham, Lincoln 6 Beale GALl □, J Consumers Power Co 
83/09/30 BLOCH. P D , PARIS. 0 H , SHQN. F J Atomic Safety and 
Licensing Board Panel 2pp P061Q 001 24X Fiche 50-155,83/09/304 

8310040376 
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— 8310040301 lestlmony of HJ Ecferrt t MK Prabhalara re Chr vs krt-Wnr 1 o 
-Cantentlon 0 D'Neill Cantpnt i{i>n IIlE-2 on structural 
vntegrifct| of canct'frte spent furl pool if pool coolant temp 
rises to J50 F for entcnded period of time 

ECKERTjH «J I PRABHAKARA# ht K ConaiKurrs Pouer Co ECKERTiR J NU*i 
Corp e3^0?/30 37Bpp 2C&10 003 FIche 50-155,03/09/30. 

8310040376 


8310040505 Foruards JV Lycakouislti -B* W Hickey testimony re O'Noill 

Contentiun lA re Chia Natl Qu^rd flights In plant vicinity 
HelateiJ cprrcspondence 

OALLOfU Isham, Lincoln L Deals OALLOtJ Consumers Fowei Co 
63/09/30 BLQCH.P D , PARIS.OH , SRON. F J Atomic Safety and 
Licensing Doard Panel Ip 38625 345 2AV. Fiche 50-135,83/09/30, 
8310040505 


— ^8310040519 Testimony of jy Lyiikouski C< WP Itickeg le O'Neill Conten 1 1 an 
IIP on Ohio Natl Guard flights in plant vicinitiy Chance 
of acciffent at plant is less than onr in one hundred 
million 

LYCTKORBKI.J V . NICKEY.R P Cons timers pauier Co LVCZKQM^KJ.J V 
Ohio, State of 83/09/30 Stpp 20625 246 24X 

Fiche 50-155,03/09/30,6310040505 


8310040545 Testimony of Christa-Maria on emergency planning L riT,k of 
aircraft coTitentlens 

CHRISTA-MARU Chr i sta-Maria 03/09/30 62pp 20623 147 24 X 

Flchs 50-153,03/09/30,6310040545 


B3L0040548 Foruards testimony of RU Slnderman re O'Netll Contention 
IIE-4 Testimony justifies adei^uacy of containment shell 
OALLQ.J Isham, Lincoln h Beale 0AL10,-J Consumers Pouei Co 
83/09/30 BLOCH, F Q , PARIS, 0 H t SH0N,F J Atomic Safety and 
Licensing Beard PaneJ 2pp 20622 121 24X Fiche 50-155.03/09/30, 

8310040540 


-0310040560 Testlmo-ny of RW Blndernan re D'Nelll Contention IlC-4 
witnessing adequacy of steel containment shell 

SlNOERHANiR N Consumers Fouier Co 83/09/30 /pp 20622 ITJ 
24X Fiche 30-155,03/09/30,8310040548 


8310040351 Feruards C£ Aitell L RM Marusith testimony re Christa Maria 
emergency planning Cantention 9<6} 

OALLOi J Isham, Lincoln 6 Beale OALLO, J Consumers Fotijur un 
83/09/30 BLOCH. P B , PARIS, □ H , SKON.P J Atomic Safety and 
Licensing Bgard Panel Ip 20622 130 24X Fiche 50-i 55, Q3/09/T0, 

031<3O4O55I 


—0310040560 TBStlmony of RM MaruaJeh re Cbr i sta-Mar 1 a Contention 9(6) on 
emergency planning - radiation monitoring Util has 
capebllity to assess degree of core damage promptly 
follduing accident 

MABUSlCH.n H Consumers Power Co 83/09/30 16pp 20622 J31 
24X Fiche 50-155.83/09/30,8310040351 


1310040564 Testimony of CE Artel I re Chr I s ta-Mar I a Contention 9C6> on 
emergency planning - radiation monitoring Use of noble gas 
effluent monl tors., in-p lent iodine instruments containment 
high-range radiation tnoniiara discussed 

AXTELLiC t Consumers Power Co 03/09/30 13pp 20622 147 ?4X 

Fichn 50-153,03/09/30,0310040551 


00d0594 Forwards AE Tome testimony on O'Neill ConLentlo-n IJ-D r* 

isk of accident from crashes of certain aircraft 

ALLO, J Isham, Lincoln & Penle OalLO. J Consumers Power Co 

3/09/30 BLOCK. P R . PAR IB, P H » 8KCN.F J Atomic Safety and 

icensing Board Panel 2pp 20626 109 24X Fichc 50-155*03/09/30, 

310040594 


310040611 Testimony of AC Tome on O'Noill Contention ll-D re risks 
from unscheduled genera) aviation flights 
TOME, A C Consumers Power Co TDUbiA E Wood-Leaver It 
Aisociates. Inc 83/09/30 44pp 20626 191 PAX 
Fiche 50-155.83/09/30*6310040594 


310090461 Testimony of KK Compo an Q*NeJll Contention IJ D re nlrcraft 
hazards at plant Risk of aircraft crash It impact on pl.int 
sufficiently low so aircraft impacts need not be design 
basis for plant 

CAMPE. K M Site Analysis Branch 83/09/30 BBpp 20629 041 24X 

Fiche 50-155,83/09/30,0310050461 


—8310050478 TestimiOny of 8 Dloel re Christa-Marie Contention 2 It O'Noj H 
Contention 11 A Util calculations of dose rate at south 
boundary of spent fuel pool acceptable 

BLOCK^S Division of Bysbems Integration Cpdst 0110031 03/09/30 

9pp 20629-132 24X Fl Che- 50-J35* 83/09/30. 8310050461 


— 83100304DI Testimony of ML Woh 1 re U'Ntjll Contention IJ E 4 Adcqtiafc 
shielding of containment bldg exists to protect public 
from potential radioactivity relodsps from expanded spont 
fuel pool 

MDHL, M L Accident Evaluation Branch BS/O'P/SO 7pp *»0627 H| 
24X Fichc 50-155 63/09/30.0^100 304 61 


— 8310050485 Teslimnny of- HP Phillips re Chi i s t a-Mar i a Cnntuntinn 9, 
Subparts 1,6*0 L 9 Oxscussas ha^ posiiibilitg of fuel pool 
accident considered in dotei (rln l nq planning ba'-.i^ for size 
of emergency planning zone 

PHILLIPb.iH f' Divisxo-n of Radiological t> Material‘v Safely 
Programs 63/09/30 56pp 20639 HH 24X Fiche 1.0-155,33/09/3 
8310050461 


— 0310050495 Testimony of 0 Psrsinko re Chn sta-Mai lo ({intention 0 I. 
O-'Neilil Contention III C-2, Genuine Issue of Fact 5 Opont 
fuel structure adequate to withstand inci eased load fi nm 
pool evpanaion for water tt-mp up to J 5(1 F 

PERSINKO.d Systematic fcvalualiqn Program Dranch 83/07/30 7p 
20639 204 24X Fiche 50-155.03/09/30,0310050461 


— 0310050500 Testimony of P Chqn re Chri sta-Mar i a Contention il ie («‘Re 
Contention III E-2. Genuine Isnue of I art I Spent fuel ponl 
makeup line adequately designed for seinmic loads 
CHEN, f’ Systematic Evaluation Program Branch 83/09/30 lOpp 
20629 211 24X Fiche 50-1 S5, 03/09/30, 011005046) 


— 8310050504 Testimtiny of MA Caiusu re Chr i sta-Mari a Contention i) ^ 
O'Neill Contention I I E 2,0enulne Ist>ue of Fact 5 Temp 
gradients acceptable for input into structural analysis 
CARUSUfM A Operating Reactors Assessment Branch 83/09/30 Vf 
20629 291 24X Flclie 50-155,83/09/30,8310050461 


— 8310050914 Testimimy of F Ciomonson & RL bmch re Christa-Mai la 
Contantiun 8 U U'Neill Contention 11 E-P, Genuine Issue of 
Fact 1 Komotrly activated makeup water sys is roliahle 
Car ttfi cate of Qvc end 

CLEMENSONp F Auxiliary Systems Drani h EMCH, R I I’ivision of 
Licensing 03/09/30 39pp 20629 220 24x Fiche 50-155, 

93/09/30. 03)00504 61 


Q310090483 Motion for leave to file util testimony nut nf timr nn 
Contention 9(8) Delay due to irreconcilable differences 
between wi tne s sos, necess i tating reappiaisal of util case 
Certificate of Sve enc l 

GALLO, J Constimei s Pouer Co QALLD, J Isham, Lincoln L lie, lie 

83/10/02 Atomic Safety and Licensing Board Panel 5pp 

20633 236 24X Fiche 50-155,03/10/02.0310050403 


— 8310050486 Forwards RW Ssnderman.RD KHmm, E Muma, F Welch ft OT 1 a«a 
testimonii on emergency planninq Contention 9(0} 

OAUL0. -3 Isham, Lincoln & Beale OALLU, J Consumei s Pouei Co 

03/10/0? BLOCH, P B , PARIS, 0 H , BHON, F J Atomic Snfctij and 

Licensing Board l^ancl 3pp 20633 24 l 24 X Fiche 50-155, 
03/10/02. 0310050403 


— 83)0090409 Testimony of RW Slnilcrman re Chri sta-Mai i a Canlentlon 9 
on summer V winter eqnorgency plans Lvacuation time estimates 
take into account seasonal factors F>lBn adequately addresr.es 
summer L winter conditions 

SINDERMAN, R W Cofisurtiers I’ouier Cn 83/10/02 34pp 20633 214 
34X Fiche 50-155.03/10/02,0310090403 


"—0310090491 Testimony of RD Klimm re Chri sta-Mar i a Contention 9i01 
summer ^ winter emergency plane* Evacuation time estimate 
studies address summer 6 winter conditions 

KLIMN.R I) Consumers Power Co KLIMM, R D JIMM Associates, Ini 
03/10/02 t7pp 20633 270 24X Fiche 50- ) 95,83/10/02.0310050- 


*—8310050494 Testimnny of E Muma re Chr i sta-Mar 1 a Contention 9(8) oi 
summer & winter emergency plana County emergency plan 
flexible enough to ac-c ommodate influx of seasonal population 
during summei 6 adverse winter weather 

MUMA, C Consuflvors Power Co MUMA* t Charlevoix, Hi 03/10/0* 
7pp 20633295 24X Fiche 50-1 55. 83/ 10/02, 8310050403 


— 83X9050501 Teotimony of OT Lasatcr re ( hri sta-Marla Contention 9(i 
summer Rt winter ecnergency plans Summer/uiinter conditions 
Mill not have effects significant enough to require sepamtp 

P Lann i ng 

LASATER*0 T Cnnsumers Powrr Co LA&AICR.G T Chorluvoix* Ml 
03/10/02 7pp 20633 305 SAX F iche 50- 1 55, 03/ 10/02, 03) 00504 


■ — 0310050507 Testimony of F Welch re Chr i sta-Har ta Contention 910) 
sunun-er & winter nirergency plans Emergency plan will 
accommodate difficulties posed by wintei weather 
WELCH, F Consu/Dors Power Co WELCH, r Charlevoix, Ml 03/10 
lOpp 20633 309 24X Fiche 50-155.83/10/02,8310050483 
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101 10045 Toruiards R Mavosich testimony on Q^Neill Contention 11 D 
5ALL0* J Ishamt Linroln Gculc GALLO. J Con&uincr& Pouct Co 
30/10/04 DLQCH, f* fl - PARI?*. O H . SHDN. T J Atomic Safety and 
_ I censing Board Panel 2pp 20665 27H 24X Fiche 50-155.03/10/04, 

33101 10045 


3D1O1102V3 Testimony of RK Maiusich re U'NdiII Contention 1 I -D on 
risks from unscheduled general aviation flights F^robebillty 
of crash within SRP criterion 

MAHUSICH, R hi Consumers Power Co Oj/ 10/04 7pp 20665 200 
24X Fiche 50-155i 83/10/04. DJJOl 10045 


10L30001 Testimony of NC Chokshi *♦ D F’orninko re O'Neill Contention 
II Cp as restated jn ASLB 020215* ordei . i e spent fuel pool 
mod Prof qualifications end 

CHOttSHliN C btructural 6 Geotechnical Cng meeiri ng Branch 
PERSINKDjD Gystnmatic Evaluation Program Branch 03/10/0/ iQpp 
20725 336 24X Flchc 50-155. 03/ 10/07. 0310130001 


B310130002 Testimony of L Reiter re site specific spectra (earthquake 
ground motion) Prof qualifications 6 Certificate of Sve 
one 1 

REiTtR.L Geosciences Branch 03/10/07 33pp 20723 254 24X 

Fiche 30-155.03/10/07,0310130001 


110120211 Forwsi ds CR Norman, YF Chan, SB Deachum. RD Jenkins. PI Yanev, 
AJ Eggenbergcr 6 DJ VandcNalie testimony on O'Neill 
Contention 1 IC re seismic stability of overhead containment 
crane 

OALLOrJ I sham. Lincoln 8f Deale OA1.LO. J Consumers Powei Co 
S3/10/OB BLOCH, P D . PARIS. 0 M . SHDN. F J Atomic Safety and 
Licensing Board Panel 2pp 20600 065 P4X Fiche 50-155,03/10/00, 
031012021 1 


-G310120215 Testimony of CR Noi man re O'Noiil Contenimn IIC on seismic 
stability of overhead crane Crone will not deform 
permanently. become unstable or tip over due to postulated 
seismic loading 

NORMAN. C R Consumets Power Co NORMAN. C R Whiting Coin 
03/10/00 140pp 20600 067 24X Fiche 30-155.03/10/08, 

0310120211 


■'B31O12O210 festimony of YF Chon re O'Neill Contention IlC on seismic 
stability of overhead crane Crane supports 6 crane stops 
structurally sound & able to withstand loadings associated 
u/postulaied seismic event, w/mod to connection as npied 
CHAN, Y F Consumers Power Co 03/10/00 3Qpp 20680 230 24X 

Fiche 50-155. 03/10/00. 031012021 1 


-Q310180221 Testimony of SB Deachum it RB Jenkins re O'Neill 
Contention IIC on seismic stability of overhead crane Mods 
to Crane provide added safety re earthquake loading No 
anchorage component found deficient 

BEACHUMiS D . JENKINS. R D Consumers Power Co 03/10/08 18pp 
20600 260 24X Fiche 50-155,03/10/00.8310120211 


-8310120225 Testimony of AJ Cggcnbreger re □'Neill Contention DC on 
seismic stability of containment crane Bummariies results of 
methodology used in analyses pot formed by Whiting Crane 
Corp S( Structural Mechanics Assoc. Inc 

EOOENBER6ER. A Consumers Power Co EOOENBEROEft. A D'Appolonia 
Consulting Engineers, Inc 83/10/00 373pp 206BB 286 24X 

Fiche 50-155,03/10/00.03101202)1 


—6310120229 Testimony of DJ VandeWalle ic O'Nulll Contention DC on 
seismic stability of containment crane Explains applicable 
seismic design criteria U genesis & licensing status of 
earthquake peak ground acceleration 

VANDEWALLE. T) J Consumers Power Co 83/10/00 9pp 2060? 297 
24X Fiche 50-155. 03/10/00, 031012021 1 


-8310120233 Testimony of PI Yanev re O'Neill Contention DC on seismic 
stability of containment crane Crane, w/mods. wD I safely 
perform function during ft after earthquake associated u/ 
postulated ground acceleration of IPq 

YANEV, P I Consumers Power Co YANEV. P I EOE. Inc 03/10/00 
125pp 20689 30Q 24X Fiche 50-1 55. 03/10/00. 03JO12O2D 


3310130314 Forwards OP Detaprne testimony on Contention Dl> re risk of 
accident from crash of 0-52 bomber 

OALLOiJ Isham. Lincoln it Doale GALLO. J Consumuis Power Co 
03/10/08 BLOCH. R G . PARIS, 0 H . BHON. F J Atomic Safety and 
Licensing Guard Panel 2pp 20/25 026 24X Fiche 50-155,03/10/00, 

B310130214 


— 8310130216 Testimony of OP Betourne on O'Neill Contention HD re risk 
of D-52 bomber crash Strategic Air Command prohibited use of 
plant as navigational offset 

BETaURNErO P Consumers Power Co 83/10/00 aOpp 20705 020 
24X Fiche 50-155,03/10/08-0310130214 


0310140074 Forwaids J Hess testimony Zt C Muma revised testimony re 
Chr 1 sta-Mar la Contention 9(0) on summer t, winter emergency 
p Ians 

GALLO, J Isham, Lincoln 6 Beale GALLO, J Consumers Power Cm 
03/10/10 DLOCH. P Q . PARIS. 0 H , SHON. F J Atomic Safety and 
Licensing Board Panel 2pp 2076B 02J a4X Fiche 50-155.03/10/10. 
0310140074 


— 8310140076 Testimony of JF Hess re Christa-Maria Contention 9<0) on 
summer 8, winter emergency plans Charlevoix emergency plan 
adequately considers effects of heavy tourism in summer 8, 
adverse winter weather conditions 

HESS, J F Consumers Power Co FFEBS. J F Charlevoix. MI 

03/10/13 4pp 20760 025 24X Fiche 50-153. 03/ 10/ 10. 03lO 1 40074 


— 0310140078 Revised testimony of E Muma re Chr 1 s ta-Mar i a Contention 9(0) 
on summer l« winter emergency plans Charlevoix emergency plan 
allows different' seasonal conditions to be considered 
MUMA.E Consumers Power Co MUMA. E Charlevoix. MI 03/10/13 
6pp 20768 029 24X Flchc 50-135.03/10/10.0310140074 


G310130174 Forwards GJ VandeWaDo new testimony or D'Neill Contontion 
IIC rc seismic stability of containment crane Final revs 
inadvertently omitted 

GALLO, J Isham, Lincoln L Beale GALLO, J Consumers Power Co 
03/10/11 ULOCH, p G . PARIB, 0 H . BHON. F J Atomic Safety and 
Licensing Board Panel ip 20724 305 24X Fiche 50-155.03/10/11. 

0310130174 


—0310130179 Testimony of DJ VandeWalle re O'Neill CnntentiDh IIC on 
seismic stability of containment crane Explains applicable 
seismic design criteria S, genesis S, licensing status of 
earthquake peak ground acceleration 

VANDEWALLE. D J Consumers Powet Co 03/10/ D 9pp 20724 306 
24X Fiche 50-155, 03/!0/it. 0310130174 


0310310350 Transcript of 031025 hearing in Petoskey.Ml Pp 2, 720-2.976 
Supporting documentation end 

e Atomic Safety and Licensing Board Panel 83/10/25 357pp 

20936 075 a4X Fiche 50-155.03/10/25.0310310330 


V Operator Examinations 


0310250522 Forwards SALP Rept 50-155/03-15 for Ju I 1902 - June 1903 
Util has improved rating in five functional areas including 
satisfactory resolution of previously identified concerns 
KEPPLERiJ 0 Region 3, Office of Director 03/10/20 DISWITT. R 0 
Consumers Power Co 2pp 20900 316 D4X Fiche 50- 135, 03/1 0/20, 
0310250522 


—0310250535 BALP Rept 50-155/03-15 for Jul 1902 - June 1903 Licensee 
should develop (< implement program to identify applicable 
regulatory requirements 8 licensee commitments to ensure 
compliance u/OA activities AD other areas acceptable 
* Region 3, Office of Director 03/10/20 24pp 20900 310 S4X 
Fiche 50-153. 03/ 1 0/20, 0310250522 


DOCKET 30-163 GENkRAL ATOMIC CO 


P Operating license stag^ documents I, correspondence 


8310100319 Comments on amends to Licenses R-30 it R-67 to reflect name 
change to OA Technelogies Co Amends unnecessary since 
facllitlBS oporational through 1903 

KQOAN. J P GA Technologies, Inc /General Atomic Co 03/10/13 
THOMAS. C 0 Btandardiiatlon «, Special Projects Branch 9pp 
20806 231 24X Fiche 50-009,03/10/13.0310100319 


DOCKET 50-166 ON IV OF MARYLAND REBEARCH REACTOR 


F Security, medical, emergency 8, fire piotection plans 


8310040250 Requests extension until 031031 to submit emcrgoncy plan. 
Written agreement u/Montgomcry County Fire Dept tt Ifniv of 
Maryland College Park Campus Police Dept awaited 
TOLL. J 8 Maryland, Univ of, College Park. MD 83/09/29 
THOMAS, C Standard ixatlon tc Special Projects Branch Ip 
20617 274 24X Fiche 50-166.03/09/29,8310040250 


0310240147 Responds to 030929 request for extension In responding to 
emergency plan questions Final extension until 031031 
g ranted 

THOMAS. C 0 Standardiiation Special Project* Branch B3/10/17 
TOLL, J S Maryland, Univ of, College Park. MD |p 20004,341 
24X Fiche 50-166,03/10/17,0310240147 
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V Operator E i airti na 1 1 one 


83101401LB Hev 3 to "Reattor Operator Reqoa 1 i P icat i on Program foi 
Maryland Uniy Training Reactor “ M/B30930 Itr 
TOLLj J S Karylandi Univ of# College Park* MD 93/06/01 
THOHAS^ C Standard nation It Special Projects Branch !8pp 
20763 050 a4X Fit he 50-1 66. B3/06/0I > G3l 01 401 IB 


9310210130 Request! technical assUtance in reviewing h providing 
evaluafcicn rept re Rev 3 to reactor operator requalification 
program Rept should Identify criteria used to establish 
hases for pragram accep tati 1 itg 

THOMAS. C a Standardi lation Si Special Projects Branch 93/10/17 

Boomer. H R Llomee Oual if ications Branch Ip 30063 351 24X 

Fiehe 50- 166, 83/ 10/17* 8310210130 


DOCKET 50-170 NATIONAL NAVAL MEDICAL CENTER 


F Security* iriedical. entetgency 6 fire protectlan plans 


9310210412 Releases poblU version of Licensee notification of 
•mergeney plan Inp 1 ementa 1 1 on 

PELTQN, J K Division of Rules and Recoids 93/10/17 Document 

Management Branch Ip 20002 340 34K Ficha SO- 170> 03/10/17, 

0310210412 


— 0310210413 Submits public version of notification that Oct 19D? 
emergency plan implemented fr placed Into effect on B31007 
ADCOCKfB R Defense, Dept of. Defense Nuclear Agency 83/10/11 

THOMASiC 0 Standard 1 latLon & Epecinl Projects Branch Ip 

30082 341 24X TUhe 50-170*83/10/17.0310210413 


DOCKer 50-J71 PEACH BOTTOM ATOMIC POWER STATION* UNIT 1 


P Cperating license stage documents ti correspondence 


6310310031 Responds to FOlA request for documents r« Integrated leak 
rate tests for facilities to be placed in PDH Foruardfr 
documents to be place in ADR tr list of facilities for which 
repts ere unavailable 

FE4-TDN. JM Division of Rules and Records 03/07/06 CONNEH.L 
Affiileticn Unknown Ip 21004 271 24X Flche 50-000*03/07/06, 

0310310031 


docket 50-1G3 VALLECITOS EXPERIMENTAL SUPERHEAT REACTOR 


Q Inspecbicn reports. IE Bulletins correspondence 


8310040391 Forwards IE Ensp Repts 50-019/03-01 tt 30-lB3/03~Ol on 
030907 No noncornp 1 iance noted 

WENSLAWBKl.r Region 3* Office of Director 03/C9/15 
DARMIT7Elu*R W General Electric Co Spp 20620 124 24X 

Fiche 50-018,83/09/13*0310040391 


“0310040399 IE Insp Repts 50-018/03-01 G 50-183/03-01 on 930907 No 
noncornp 1 lance noted Major areas inspected organi la t i on* 
procedures, survey s. post ing 6 annual repts 

SHERMAN, C I , WENSLAWSKI.F A Reg i on 5* Of f 1 c c o P Director 
03/09/15 3pp 30620 126 24X flcN* 50-01G, 03/09/13* 0310040391 


DOCKET 50-196 ONIV OF MISSOURI RESEARCH REACTOR 


F Security* medical* emergency ti fire protection plans 


0310190347 Forwards request for route approval for shipment from 
CDlumbia.MO to Idaho Falls* ID per 10CFR73 37 Same route as 
approved in 1902 Info re planned shipping dates will bo 
f oritfarded 

Never, W a Mlssaurl, Univ of, Colombia, MO 83/09/16 IIILLMAM, C 
Division of Safeguards 4pp 20043 173 24X Fiche 30-1G6* Q3/09/16* 

0310190347 


0310210150 Advises that proposed route to be used for transport of 
spent reactar fuel* par 020916 I tr. acceptable Approval does 
not provide relief from assuring highway safety nor local 
Qr state legislation Spent nutlear fuel route survey end 
8HERR, T 8 Material Transfer Safeguards Licensing Branch 83/10/07 
MEVERiH A Missouri* Univ of, Columbia, MO 2pp 20604 062 24X 

Fiche 50-106*03/10/07*0110210150 


— 0310210163 "Spent Nuclear Fuel Route Survey Columbia* MQ to Idaho Falls, 
ID *■ 

a NRC - Wq Betel led Affiliation Given 83/tO/3J ISpP 
50-106*03/10/07*0310210130 


DOCKET 50-188 KANSAS STATE UNIV RbSEARCH REAC TDR 


R Periodic operating reports S. lelatod con espond ence 


0310130070 Annual operating rept fpr Dc fc 1982 - Sopt 1983 

FAM*R E Kansas State Univ 03/10/0/ MILLER. J R St andnrd i tat I 

& Special Projects Branch 2pp 2072*1 059 24X 

Fiche 50-180.03/10/07.0310130090 


DOCKET SO-192 UN!V OF TEXAS RESFARCH REACTOR 


F Security, medical* emergency 6 fire protection plans 


03101 103B0 Releases public version of revised emergency plan t< 
emergency pmcedures 

FELTON. J M Division of Rules and Records 03/10/05 Document 

Management Branch Ip 20713 231 24X Fiche 50-1 92. 03/10/05* 

03 101 10300 


—8310110396 Forwards public version of revised emergency plai» i* 
emergency procedure s. inc I ud i ng Mrocodures 2 0 re emiMgency 
classification pr oc edure 5 * 51 re emergency call list l< S2 
re emergency equipment 

BAUER* r L Texas, Univ of* Austin, TX 03/07/21 Ti^DMAB, i CJ 
Standard i lation t< Special Projects Bronch Ip 20713 23.* 241C 

Fiche 50-172*03/10/05,8310110300 


—8310110390 Public version of i evised emergency plan 

* Teias* Univ of, Austin. TX 03/07/31 39fip 20713 2 JJ 
Fiche 00-172*83/10/05,8310110300 


— 8310110392 Public version of revised omcrgency plan imp 1 Ofnent Ing 
proc e dureo . inc 1 ud ing Procedures 2 0 re emergency 
classification procedur es. B1 re emergency call list 6 by re 
emergency equipment 

* Texas* Un»v of. Austin* TX 03/07/31 7pp 20713 2/2 114H 

Fiche 50-192,83/10/05,8310110300 


8310110424 Releases public version of licensee Itr transmitting lira 
Of agreement to be included u/revJsed emergency plan 
FELTON* J M Division Of Rules and Records 03/10/05 Docupient 
Management Branch Ip 20706 331 24X Fiche 50-193*03/10/05* 

8310110424 


— 8310110429 Public version of 1 trs of agreement to be included w/revij* 
emergency plan dtd 830781 One addl Itr of agreomoni w/locQl 
hosp not yet received H/03O7O2 Itr 

DAUER.TL Texas. Univ of* Austin* TX 83/09/03 TMOMAG, € D. 
Standardi lotion 6 Special Projects Branch 4pp 20706 333 T-tX 
Fiche 50-192.03/10/05,0310110434 


DOCKET SO-193 RHODE ISLAND 6 PROVIDENCE PLANTATIONS AEC 


F Security* medical* Bmorgoncy 6 fire protection plans 


031025OS97 Forwardi IE Safeguards Insp Rept 50-193/03-03 on 0.101134 '2'5- 
No none amp Hence noted 

martin, T T Division of Engineering 6 Technical Programs 03/10/04 
DIMEGLIO* A F Rhode Island* Btato of 2pp 20900 272 IMX 
Fiche 50-173,83/10/04.0310250597 


—8310250603 lE Safeguards Insp Rept 50-193/83-02 on 830024-25 Nb 
none omp 1 lance noted Major areas inspected physical 
protection measures for protecting BNh of moderate strategic 
I ign 1 Fi cance 

DUNLAP, J M , GQDY* A T Region 1, Office of Director 83/09/30 
2pp 20700 S74 24X Fiche 50-193*03/10/04,8310230597 


0 Inspection reports* IE Dullutins & correspondence 


0310250577 Forwards IE Safeguards Insp Rept 50-173/83-02 on 830024-25 
No noncompliance noted 

Martin, T T Division of Engineering & Technical FH'ograms BD/lO/Qt 
DIMEGLIO* A F Rhode Island* State of 2pp 20900 272 y4X 
Fiche 50-173,03/10/04,8310250597 


—8010250603 IE Safeguards Insp Rept 50-193/83-02 on 830024-25 Ho 
none ompl 1 atice noted Major areas inspected physical 
protection measures for protecting 3NM of moderate stiatcglc 
significance 

DUNLAP* J M r oaoYrA T Region 1, Office of Director 83/07/30 
2pp 20700,274 24X Flcho 50-173*03/10/04*0310250597 
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DOCKET 50-19? MANHATTAN COLLEGE RESEARCH REACTOR 


P Operating license stage documents Sc correspondence 


6310050044 Forwards FR notice of consideration of Q30B2b application 
for renewal of License R-94 

THQMASi C □ Standardization Sc Special Projects Branch 03/09/53 
KANE, R 9 Manhattan College, Rlverdale, NY Spp 20650 301 34X 

Fiche 50-199,03/09/23,0310030044 


— 0310050047 Notice of Consideration of Manhattan CoUcgc 030036 
application for renewal of License R-74 

THOMAS, C 0 Standard! lation S< Special Piojects Drench 03/09/33 
5pp 20650 203 24X Fiche 50- 199, 03/09/33, 0310050044 


Q Inspection reports, IE Bulletins fc correspondence 


0310100377 Act receipt of 030905 S< 17 Itrs informing NRC of steps taken 
to correct violations noted In IE Insp Rept 50-199/83-01 
STARG5TECKI, R Division of Project Sc Resicjent Programs 03/10/07 
KANE.R Manhattan College, Riverdale, NY 3pp 20003 193 24X 

Fiche S0-I99, 03/10/07, 031O1BO377 


— 9310180300 Responds to NRC 030711 Itr re violations noted in IE Insp 
Rept 50-199/03-01 Requests S-wk extensinh to provide 
complete reply due to changes in personnel Extension mill 
enable implementation of operator requalification program 
KANEcR B Manhattan College, Riverdale, NY 03/08/05 
STAR08TCCKI I R Division of Project t< Resident Programs 3pp 
20B03 194 24X Fiche 30-199,03/10/07,0310100377 


-~83l0ia03B3 Responds to NRC 030711 Itr re violations noted in IE Insp 
Rept 50-199/63-01 Corrective actions requalification program 
will be conducted continuously over 2-yr cycles t< revised 
as needed to account for changes in equipment 
KANE, R 9 Manhattan College, Riverdale, NY 03/00/17 
STAROSTECKI, R Division of Project Resident Programs 5pp 
20B03 196 24X Fiche 50-199,83/10/07.0310180377 


DOCKET 50-201 WEST VALLEY REPROCESBINO PLANT 


G Adjudicatory correspondence 


0310070156 Forwards Director's Decision 03-14, denying 830909 lOCPRB 206 
petition re transport of spent nuclear fuel from 
Uest Valley 

DAVIS, V 0 Office of Nuclear Material Safety 6 Safeguards, Director 
83/09/30 CELEDREZZE, A vl Ohio, State of 2pp 20680 300 24X 

riche 50-000,03/09/30,0310070156 


— 9310070161 Forwards Director's Decision 83-14, deny ing 030824 lOCFRC 206 
petition re transport of spent nuclear fuel from 
Nest Valley 

DAVIS, J 0 Office of Nuclear Material Safety 

Safeguards. Director 03/09/30 RE8NIK0FF, M Sierra Club Ip 

20600 309 24X Fiche 50-000,03/09/30,0310070156 


— 0310070167 Notice of issuance of Director's Decision 03-14, deny ing 
State of OH t Sierra Club 010909 8c 0024, respec tl vely, 

10CFR2 ?06 petitions r* transport of spent nuclear fuel from 
Nest Volley 

DAVIS, J 0 Office of Nuclear Material Safety & 

Safeguards, Director 03/09/30 Epp 20600 310 24X 

Fiche 50-000,03/09/30,0310070156 


— 0310070171 Director's Decision 03-14, denying State of OH & Sierra Club 
830909 0024, respectively, |0ChR2. 206 petitions re 

transport of spent nuclear fuel from West Valley Request for 
hearing t for preparation of EIS denied 
DAVIS, J 0 Office of Nuclear Material Safety 6 
Safeguards. Director 63/09/30 10pp 20680 312 24X 

Fiche 50-000, 03/09/30, 0310070156 


8310270297 Order extending time until B31120 for Commission to act to 
review Director's Decision DD~03-M, deny Ing Sierra Club t< 

State of OH requests 

CHILK, S J Office of the Secretary of the Commission 03/10/25 
Commissioners ip 20923 195 24X fiche 50-000,03/10/25, 

0310270297 


I Financial information 


B3i0120005 FOIA request for documents re costs 8c const of tc 
improvements to Wostern New York Nuclear 8vc Ctr,We&i 
Valley, NY 

ARNOLD,© A Shaw, Pittman, Potts 6 Trowbridge 03/06/27 Office 
of Administration 2pp 20751 069 24X Fiche 50-201,83/06/27, 

0310120005 


8310120006 Responds to FDtA request for documents re costs & const of 
8c impiavements to Western New York Nuclear 8vc Ctr,West 
Valley, NY Forwards documents listed in App A Documents also 
aval lab le in PBR 

FELTON. J H Division of Rules and Records 83/07/14 ARNOLD,© A 
Shaw, Pittman, Potts 6 Trowbridge 3pp 20751 071 24X 

Fiche 50-201, 03/0// 14. 9310120006 


—0310120008 Forwards schedule showing source ti application of funds for 
Mar ‘June 1966 to demonstrate that vendor has necessary 
funds to continue const of facilltyiper 660322 itr 
RUNlONi T C Nuclear Fuel Services, Inc Isubs of Getty Oil Co ) 
66/03/20 HCDRlDEiJ A Atomic Energy Commission 2pp 
20751 074 24X Fiche 50-201,83/07/14,0310120006 


— 6310150009 Forwards schedule showing vendor consolidated balance sheet 
as of 660220 8c consolidated balance sheet projected for 
660331 Addl line of credit of $1,000,000 received from hfg b 
Traders Trust Co Ltr end 

RUNlON, T C Nuclear Fuel Services, Inc {subs of Getty Oil Co ) 
66/03/22 MCURlDEiJ A Atomic Energy Commission Ppp 
20751 076 24X Fiche 50-201,03/07/14,8310120006 


— 6310120011 Forwards "Info Subsequent to CP Submission 5,*' from vemtoTp 
requesting extension of const completion date to 660630 
Request includes financial data to cover period through 
660630 

DECHHOEFER, D Q Scharfeld, JJechhoefer tt Baron 66/02/23 
MCDRtDE. J A Atomic Energy Comm! ss ion Ip 20751 001 24X 

Fiche 50-201,03/07/14,0310120006 


— 8310120012 Application to amend License CSF-1, ex tending const 
completion date to 660630 Certificate of Svc -Sc consolidated 
balance sheet end 

RUNION.T C Nuclear Fuel Services, Inc {subs of (^etty Dd Co ) 
66/02/DA 9pp 20751 0B2 24X Fiche 50-201 , 83/07/ 14, a3l0120{)06 


—0310120013 Forwards "Info Subsequent to CP Submission 3i “ containing 
suppl info requested by NRC Info In Part 1 covers statement 
of general financial responsibility Info contained In second 
part should be withheld {ref 10CFR2 790} 

RUNION.T C Nuclear Fuel Services, Inc (subs of Oetty Oil Co ) 
65/00/25 MCDRIDEiJ A Atomic Energy Commission ip 20751 091 
24X Fiche 50-201.03/07/14,0310120006 


—0310130014 Application to amend License CBF-1, supplementing or 
replacing it superseding Paragraph 7 re applicant financial 
rosponslb 1 1 i ty 

RUN I ON, T C Nuclear Fuel Services, Jne (subs of Oetty Oil Co > 
65/00/25 4pp 20751 092 24X Flchc 50-301,03/07/14,0310120006 


—8310120015 Forwards "Info Subsequent to CP, Bubmi ssion 2, " dtd 650719, 
Certificate of Svc & marVed-up "Info Subsequent to CP 
Bubmission 1 " " 

BECHHDEFCRi B 0 Scharfeld, Dechhoefer U Baron 65/07/1,9 
MCBRIDE. J A Atomic Energy Commission Ip 20751 096 24X 

Tithe 50-201.03/07/14,6310120006 


—0310120020 Discusses current appraisal of NFB reprocesslnj project 
Summary of mast current cost review end Addl data will be 
Included In semiannual rept to be filed in Oct 1964, in 
connection w/1 iconsing procedure. 

RUNlONiT C Nuclear Fuel Services, Inc (subs of Oetty Q1 1 Co ), 
64/00/17 SCA60R0, 0 T Atomic Energy Commlstion Dpp 
20781 137 24X Fiche 50-201,83/07/14,0310120006 


—8310130023 Notifies that on 640402, substantial 1 y all fixed assets b 
portion of quick assets of fuel fabrication facility at Port 
Hope were sold t. transferred by NF8 to Canadian Heat Jnghouse 
Co, Ltd 

BECHMOEFER, D 0 Scharfeld, Bechhoefer 8< Baron 64/05/15 
JOHNSON. L E Atomic Energy Commission ip 20751 140. 24 X 

riche 50-201,03/07/14.8310120006 


— 8310120026 Order amending provisional CP CPC8F'>2 to require NTS to 
file rept covering 6-month period ending Mar 31 6 Sept 3o of 
each yr w/Director of Dlv of Licensing 

RIQQS,E . HOLMAN, A . CALLIHAN, D Atomic Safety and Licensing Board 
Panel 63/11/29 Nuclear Fuel Services, Inc (subs of Oetty 
Oil Co > 4pp 20751 141 24X Plchc 50-201,03/07/14,0310 120006 


— 0310120020 Response to applicant motion for amand to provisional CP 
CPC6F-2 Info provided by applicant in proposed "NFS Exhibit 
E" & In statement of Commission 630516 memorandum V order " 
CONNEBiT D Nuclear Fuel Services, Inc (subs of Getty Oil Co, I 
CONNER,! Q New York, State of CONNER, T 0 Atomic Energy 
Commission 63/11/14 7pp 30751 145 24X Fiche 50-201, 

63/07/14,8310120006 
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--0DH)12OO3O Statoniertt In SLrp;>ort NFS £31023 motion requesting 
Cocnjnl sBior tahe dCtions on Joan arrangements & submittal oF 
Financial ropts Draft NFS moil dhi Crrti f ica te of hvc Cc term 
loan agreement encl 

RUEfiKAUSEN. O M lieu Vork. State af ■* Affilaation Unknown 
63/iO/2V 23pp 30751 152 £4X riche 50-201* 03/07/10. OJI 0130006 


— 0310130032 HeMDrandurv b order amend in4 CFCSF~£ b|^ intorporatl ng 
condition to require applicants to furnish evidence oF 
financial qualifications adequate id constitute proper basis 
For required finding 

MCCDQL.W B Atomic Energg -Coirfm bs i on 83/09/13 Moclear Fuel 
Services/ Inc Isubs of Osttg Oil Co )■ 4pp 30751 175 ?4X 

Fiche 50-201.83/07/14,8310120006 


—9310120034 Forwards Arend 1 to NFS 630130 CF application submitted by 
NY State Atomic & Space Development Authority Certificate 
of Bve end 

RL£0hfAU5EN/Q M Debevo l se Si PI imp Ian 63/04/09 MCCOOL, W B 
Atomic Energy Comml salon Ip 20751 1/9 24X 

Fiche 50-301,83/07/14.8310120006 


--83101S0036 Hemarandum ef Agreement betiueen NY State Ofc of Atomic 
Development 6 NV State Atonic R60 Authority to coortfinate 
respective responsibilities Far development of atomic 
energy Certificate of Svr end 

AVELBADiM Atomic Energy Commission TOUNSEND. O * rEROUSON. N 
Hew York, State of 63/03/21 lOpp 20751 184 SAX 
Flche 50-SOl. e3/07/M> S31012O00A 


DOCKET 50-206 SAN D^JOFRL NUCLEAR STATION. UNIT 1 
F Security, medicals ern-ergency fire protection plans 


8310030110 Forwards revs to physical security plan Rovs withheld 
(reF 10CFR73 ?l ) 

rteDFORDi N D Southern California Edisnn Co 03/09/29 DivlsiP-n 

of Licensing 2pp 20590 05| 24X Fit he 50-506, Bj/{)9/x^9, 

8310030130 


0310130012 Forwards turo errata pages to Nev 11 to Nar 1901 physical 
security plan- Safeguards contingency plan submitted on 
830923 mill replace Chapter 0 of physical security p J an hy 
B312I5 Pages withheld (reF lOTf-R/J 211 

HEDFORD.N O Southern CaUfmiiip Edisbr. Co 03/10/0/ Uivluun 

of Licensing Ip 20725 200 *^4X Tithe 50-206, 03/ 10/0/, 03 1 0130012 


6310130127 ForiiJaids Aug 1983 "SEP Topic lJl-5 A Hiah Energy Line Iir^at 
Analysis Inside Containment “ Evaluation will be conducted 
per implementation of mads required by lOCFFlSO.App R 
KRIEOER.R U Southern California Edison Co B3/1U/11 
CRUTCHFlttD, » Operating Reactnrs Branch 5 2pp 20720 OOi J41C 
Flcho 50-206.83/10/11.031013012/ 


— 6310130131 "5CF Top i c III-5 A High Enoi gy Lino Droak Analysis I»,4.1df 
Containmenti " For San Onofre Nuclear Generating Stati on, Uni i 

1 

a Bechtel Corp 83/08/09 2Jpp 20/20 003 54 X 

Fiche 50-206,63/10/11.8310130127 


— 6310120039 Responds to 630213 Itr re NFS application for licenses 
Memorandum of Agriement betuieer NY State Ofc of Atomic 
Development 8j NY State Atomic Rt.D Authority from OoveTTior of 
State of NV end 

TOHNSENB, a Neu York. State of 63/04/00 LOtlENSTE IN, R Atomic 
Energy Commissi on 2pp 2075 J 197 24X FiChe 50-201.83/07/14, 

0310120006 


G3i0l30424 Requests fee due per 030211 revised physical security plon 
be remitted luiihin 1*5 days of receipt of 1 ti 

miller, W O License Fee Management Drench 83/10/11 DIfTCN.R 
Southern Callfarnia Edison Co 2pp 20769 242 24X 

Fiche 50-206, 83/10/1 1 , 6310120424 


--6310120042 Forward* Amend A to Part A of NFS CP application re 
financial qual i f i cations 6 lelatad info 

STOMBLER. A Scharfelti. BechhoePer h Baron 63/03/29 CDMMER.T U 
Atomic Energy Conmisflon Jp S075I 197 24X 

Fiche 50-201,63/07/14.6310120006 


— 0310120044 Amend 4 to CP appl Icati un t-o construct spent fuel 
reprocessing plant Amend responds to Commission 630314 1 ti . 
requesting a-dtfl financial data re pending application Add! 
financial info end 

BUNION, T C Nuclear Fuel Services. Inc (subs of Oetty Oil Co ) 
63/03/29 30pp 20751 200 ?4X Fit he 50-201 , 83/0// J 4, 0310120006 


— 6310120047 Farwards Amend 1 to Part A of NFB application for license to 
cons'truck b operate spent fuel processing plant 
SECHHOEFEn, B 0 Scharfeld. Bechhoefer & Baron 63/02/13 
Atomic Energy Commission |p 20751 220 3AX 
Fiche 50-201, 83/07/ U, 0310120006 


—6310120049 AiTifnd 1 to Park A of applicatipn for license to coqstrurt 
t operate spent fuel processing plant Certificate of 8vc 6, 
financial info end 

flUNlOM,? C Nuclear Fuel Services, Inc (subs oF Getty Oil Co ) 
63/02/12 32pp 20751 221 24 X Fiche 50-201.03/07/14,8310120006 


0310120207 Applicati-qn to amend License CSF-] , revi s i ng Paragraph 5 of 
original application rr applicant Financial qual i f icatiDOs 
RUNIGNrT C Nuclear Fuel Services. Ir>c (subs of Getty Dll Co I 
• Scharfeldi BechhoeFer Ir flaron 65/07/15 26pp 20751 097 
24X Fiche 50-20 i , 03/07/14. 0310120006 


Operating license stage documents t, correspondence 


R3I0070020 AcX receipt of 030034 Itr requesting Cammieslon publish 
noUcf oF pending license amend In FR re New York State 
Energy RfeD Authority license far utils- u/lrradlatod fuel 
storage Facilities 

BAVlQjtf 0 Office of Nuclear Material Safety -ii Safeguards. 01 rec toi 
03/09/22 RESNIKPFF.M Sierra Club Ip 20671 36 1 24X 

" I c h e 5 0-000, 03/ 0 9/22. 83 1 0070020 


10200147 Forward* 830930 Director's Decision 83-14, deny Ing State of 
)H I. Sierra Club 10CFR3 2Q6 ppiltion# re transportation of 
ipen-t fuel from Ue*b V^alley facility, par 630930 request 
:UMMlNSlMN,ft E Division of Fuel Cycl« it Material Safety 03/10/18 
MILLER, F Envirunmental Policy Institute 2pp 20961 329 24X 

Uhe 50-000,03/10/18.8310200147 


H General correspondence 


8310050091 Responds to 030622' Itr re seismic upgrading requiremBiits 
End orders relate to seismic upgrading & post-TMl-rclpted 
issues Util intends bo submit plan far early reetait fur NRI 
review & app* oval 

CROTCHFIEI 0, D Operating Reactors Branch 5 83/09/27 MEKTENS..i 

Affi nation Unknown 2pp 20639 277 24/ Fiche 30-206,03/09/27. 

3310050091 


8310190008 Inform* of organi lati onal h personnel chanqcB resulting 
from Jan 19-00 c enbra 1 k lA t ion of nuclear engineering (r 
operations dept /fe^s to Tech Specs being prepared for future 
submittal 

FOGARTY, D J Bouthern Califpiriifl Edison Co 83/10/17 DENTON, MB 
Office of Nuclear Reactor Regulation, Director 2pp 2082LI 304 
24X Fiche 50-206,03/10/17,8310190000 


F Operating license stage documentB it cor respundence 


83I03100L7 rOlA request for documents re integrated leak rate tebts fcj 
listed facilities to be placed in PDR 

C0NNE8,L Afflll.-itlon Unknown 03/05/03 NRG - No Detalloft 
Affiliation Given Ip 21004 2/0 24X Fiche 50-000,83/05/02. 
8310310017 


83-G924D501 Provides status of actions requested in B3040I clarifiraUon 
of 821120 SLR on environ qualification of safety-related 
electrical equipment "Equipment Environ Dual i f icati on. " 
technical evaluation rept np longer considered proprietary 
BASKIN. K Bouthern California Edison Co 83/05/20 

CRUTCHFIbLO, D Operating Reactors Branch 5 2pp 20932 29A 24T 

Fiche 30-206,03/(15/20.8305240501 


— 8104070444 "Equipment Environ Qual i f icatlon, San Onofre Unit I,” 
proprietary technical evaluation rept released for PDR, pei 
licensee 830520 ] tr 

CRANE, C J Franklin Insti tute/Trank ) in Research Center 
NRC-03-79-1 le Ten-C5257-179 ei/04/03 LDMDARDOrJ NRC No 

Detailed Affiliation Given 2/Opp 20932 307 24X 

Fiche 50-206/ 83/05/20, 830524 0 501 


8310310031 Respond* to FOIA request for documents re integrated look 
rate tests fo-r facilities to be placed m PDR Forwards 
documents tu be placed in FDR 6 list of facilities for whicti 
repbp are unavoi lab In 

FELTON, xf M Division of Rules and Recuids 03/07/06 CONNER, L 
A Ff illation Unknown Ip 2J004 271 24X Fiche 50 '"000, 83/07 / 06, 

8310310031 


83100702B3 Forwards multiple response spectra vfrificatian foi Mi iOE 
computer code per SEP Topic II 1-6, in response to 030002 Itr 
KRJeGHR. R W Southern CaUfon.la Edison Co 83/09/38 
CRUTCHFIEL 0, D Operating Reactors Branch 5 42lpp 20655 26H 247 

Fiche 30-206,03/09/20.0310070303 
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G3l012OS7n ForuaTtfs rc'pons(> to J Merlens OJO0O5 for odd] mfo 

re open itoms mviilving damoqcd snub-bert & luafcer baq\nior 
5 50-5 Gfni lit of areas complete 

F^Ak'iH R Sontherii Caii-foinia F.ilison Co B3/0*f/Z*f MART IN, J B 
riegiOTi 5, Office of t)jrector 3pp 50693 O/B a 4 X 
r jche 50-?06, t3J/09/39, 031 OIPOZ' /D 


0310250254 Summary of B31005 meeting u/util *, Westinghouse re 
nethadologg being used to pnontiie batkfit projacts 
Vieugraphs end 

PAULSON, W A Opeiating Reactors Branch 5 B3/1O/20 Dpe^'atlng 

Reactors Branch 5 7pp 20098 221 24)C Fiche 50-20i., 83/ 1 OyaO> 

8310250254 


Q31014022J AdviSL'13 that in 
" Cofi iairifTpnt lonlqtlon Sy 
cironcDuslij evaluated figa 
Addl mods to plant conftg 
KfircOER,]] W Roulherti Ca 
C RUTC Hr lEl D, [) Operating 
Ficho 50-206.03/09/30,831 


initial evaluation of bFP Topic Vl-4, 
s (( lectrical;" penetratiuns 
In&t G-nC 55 instead of GDC 5/ 
uratitjn uniiecestiFirti 
lifoitii«i editor, Co 03/09/30 
near tors Dr one h 5 3pp 20761 1/9 
014 Q 2 L '3 


24 X 


8310250630 Foruards pro 
ui/util << Hestinghouse 
Chapter 9 Sf4) since 
not be used as basis 
CRUTCHFIEI D. D Opera 
W1E5EMANN. R A West! 
Fiche 50-206,03/10/24 


prietary vieugraphs provided at 031005 meeiin 
Vieugraphs uithheld per NRC Manual 
matl intended for general info 6 will 
for NHC actions 

ting Reactors Branch 5 03/10/24 

nghouse Electric Corp 3pp 20999 316 24X 

, 831 0250630 


9 


8310060195 Foruiaids Final evaluation of btK Topic XV^7, "lleactoi 
Coolant Pump Roloi Seiiure t> lie-actor Coolant Pump Shaft 
Break " Jacility design meets current criteria Evaluation 
u 1 1 ] be basic input to integratr’d safety assessment 
PAULSUN.W A Opciatlng Reactors Brunch 5 03/10/05 OlfcTCH, R 

Southern CaliFoinia Edison Lo '?pp 20647 137 24X 

Fiche 50-206, DJ/10/05, 8310060J 95 


0310270101 Revised Proposed Change 120 to Tech Sp e t s, d ar i f g i n g 830720 
6 090/ submittals re boron d i 1 ution, reoc tor crlticalitg h 
primary plant makcrup pump NRC analysis of proposed change 
should be limited to refueling mode analysis b results 
MEDFORD, M □ Southern California Edison Co 03/10/25 DEN1 ON, H R 
Office of Nuclear Reactor Regulation. Director 3pp 2-0925 020 
24X FUhe 30-206, 03/ 10/25. 8310270101 


BJ10120170 Foiwards comments on driiFt SEK of StP Topics 11-3 A, 1 1 -3 B, 
11-3 B I t< 11 -3 C re hc;droloqiy r eciui r eme-nt s, ca pab 1 1 1 ty 8* 
s afe ty -related water aupp 1 y , r e sp ec 1 1 vol y Aeria,! suivey dote 
ilroLulngs uric I 

KRIEOER.H U Snufcliern ColiForntn Edison Co 03/10/05 

CRUTCHF 11 LO, D Operating Reactors Branch 5 7pp 20693 119 24X 

riche 50 206, O 1/10/05, 8310120170 


8310200141 Advises that commitments In util B30930- Itr re SEP Topic 
VI-4, "Containment Isolation 8ys <El ectncal) , NUREO-0570 Ic 
NUREG-073/, Item II E 4 2 acceptable No mods to steam 
generator sample t, blowdoun lines required 

PAULSON, W Opprating Reactors Branch ft B3/10/27 DIETCH. R 
Southern California Edison Co 4pp 20929 042 ?4X 

Fiche 30-206,03/10/27,0310280141 


9310120393 Informs that transm i ti a 1 Itr will no longer accompany 
monthlg ril notices Recipient? i-Mould cnrefulli| peruse 
publication for applicable hearing opportunity notices 
CRUTCliriCl D, D Operating Rooitors Branch 5 03/10/07 DltlCH, R 

Gouthurn California Edison Co Ppp 20699 105 24X 

richo 50-206, 83/10/107, 03101203V3 


0310130127 roTwaids Aug 1903 ’'Bf P Topic H I -5 A Hi ah Energy Line Break 
Analysis Jnsidc Containment Evaluation uiil be conducted 
per imp 1 emcnlai ion of mods retiulTcd by lOClRftOjApp R 
KR1E<3ER,R W Southern CaUPornia Ldmon Co D3/10/11 
CnUTCHrifLD, D Operating Root tors Branch 5 Sp p 20720 001 24X 

Ficho 50-206, 03/10/ I 1, 031013012*7 


— 0310130131 "SEP Topic 1II-5 A M»ph Eneigy Line Break Analysis Inside 
Containment," for San Onnfrp Nuclear OeticratiTig Station, Unit 
I 

no chid Corn 03/00/05 f»3np P0720 003 PAX 
Fiche 50-206, G3/10/1 1 . 0J1O1 TO 1 P7 


0310130316 lorwoids Addendum 1 to sup p 1 emen tn 1 study rept on bLP Topic 
111-5 Bi ’[-ffettfl dT Pipe Droak Uotside Cantoinment ' 

KRlEGER.n N nputhern Califuinio Edison Co 83/10/11 
CRtlTCMrif LD, D Operating Reactors nmneh 5 Ip 207J7 101 PAX 
richo 50 P06, 03/10/ 1 I. 03101303) -6 


--03 lOlUOJfc'U Addendum 1 to "bupp I omenta 1 btudg Rept on Effects of 
Piping bys lii rak Outside rontainmont " 

» Bechtel torp 03/08/19 rj3pp PC17I7 102 24X 

Fichc 50-206, 03/ I 0/1 I , G3J 0 1 303 16 


0310200204 Addi’PSSBB SEP Topic V— 6, "Realtor Vessel Integrity," 
Jocumonted in NURrG”0569> "bvol notion of Integrity of Sfcf* 

Reactor Vessoir, " BEP Topic V~4» resolved as rosult of 
evaluation performed per pressuriaed thermal shock issue 
KRIEOER.R N Southern Cali for nia Edison Co 03/10/13 
CnWTClirirUB, D Operating Realtors Branch 5 2pp 20029 OPO 24X 
Fiche 50-P06. Oj/ 10 / 13, 0310200£iHA 


0310250124 rorwaids Rev 1 to CaJculation BFR-CC-OI 1, "Reevaluatl on of 
Spent Fuel btorage Racks," in response to NRC 03072*.' 
request Racks in fully loaded condition fail to meet seismic 
cr i ter 1 fl 

MEDFORD, M 0 Boulhorn California Edison Co 83/10/17 
CRUTCHFiri D, D Operating Reactors Branch & 3pp 20898 IBD 24X 
Fiche 50-206, 03/10/ I 7, 83102 5012»4 


— B310250I2D Rev 1 tu "Heeva I ua t i on of Spent Fuel btorage Hacks " W/Pour 
aversiie drawings Aperture -cards are available in PDR 
KUNDALKAR.R , DAY- R S Bechtel Corp StR-CC-Ol 1 ROl H3/0B/30 
34pp 20090 187 PAX Fiche 50 - 206 . 03 / 1 0 / 1 7> 3310250124 


8310250196 Discuss SEP fopic III -10 A„ 'Theimal Overload Piofcrction foi 
Motors of Motor Operated Valves." per 0IO7P4 safety 
evaluation Hod of valve motors, to bypars thermal overload 
devices unnecessary 

KRIEGERrR W Bouthern Califor»,io Edison Co 03/10/1/ 

CRUTCMF lELD, D Operating Reactors Branch b 2pp 20892 359 24X 

Fiche SO 206 . 03/ SO/ 17, 83102501 


0 Inspection reports, IE Bulletins Sc correspondence 


8308300340 IE Info Notice 03-61. "Alleged Use of Stand-Ins for Welder 
Qualification Tests " Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of New 

York. Int 117pp 30754 023 24X Fiche 50-000. 83/09/ 36, 830030034 0 


8308300342 IE Info Notice 83-62, "Failure of Redundant Tonic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Sve list end 

JORDAN, E L Division of Emergency Preparedness 6 Pngineering 
Response (Post 630103) 83/09/26 Consolidated Edison Co of New 

York, Int ]l6pp 20777 210 24X Fiche 50-000 , 83/09/26 , 0308300343 


8308300345 IE Info Notice 83-63, "Potential Failures of We stinghouse 
Type SA-l Differential Relays " Bve list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Cb of New 

York, Int llBpp 20778 001 24X Fiche 50-000, 81/09/36, 0303300345 


0310120298 bubmits comments on 630826 SALP analyses Operator errors 
primarily result of inadequate proceduies or training 
Actions taken to improve training 6 operating e/pcrience 
feedback m maint program 

FOOARTY. D J Southern California Edison Co 03/09/29 MARTIN, J B 
Region 5, Office of Director 2pp 20693 170 24X 

Fiche 50-206, 03/09/2B, 8310120298 


8300300349 lE Info Notice 83-64, "Lead Shielding Attached to 
Safety-Related Sys W/o 10CFR50 59 Evaluation ■' Sve list 
enc 1 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 03/09/29 Consol Idated Edis-on Co of New 

York, Int llftpp 20716 324 24X Fiche 50-000, 8 J/09/29, 830B30034? 


0310120250 Responds to 830830 confirmatory action Itr re patantial 
cracks in Transamerlca Delaval diesel crankshaft No cracks 
identified in ctankshafts Cracked connecting rod bolt 
washer di&coveied on rod cap nut 5 of generator 3 
RAY, H B Southern California Edison Co 83/07/29 MARTIN, J B 
Region 5. Office of Directar 2pp 20691 320 24X 

Fiche 50'-?06, 83/09/29, 0310120258 


8310200200 Forwards lE Insp Repts 50-206/03-19,50-361/03-29 
50-362/03-27 on 030804-0916 No none omp 1 i anc « noted 
BISHOP. T W Division of Res i d ent, Reac tor Project h Engineering 
Programs 83/10/04 MCCARTHY. C B Southern California Edison Co 
2pp 20834 128 24X Fiche 50-206,83/10/04,8310200200 


--83I09002M IE Insp Repts 50-206/83-19.50-361/83-29 8. 50-363/83-37 on 
830804-0916 No noncompliance noted Major areas inspected 
operational safety ver i f 1 cat ion, wl tnessmg precriticality. 

Initial criticality 5c low power physics testing 

CHAFFE.A E , D'ANGELO, A . SlfcWART,J P Region 5. Office nf 

Director 03/09/30 18pp 20834 130 24X Fiche 50-206.83/10/04, 

8310200200 
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B30a30037B IE Ir^fo Notice a3-iS. "Survo i J lante of Flow in RIB D^poss 
Loops l/sed in Westinghouse Plants " 8vc list end 
■s/QRDAN. E L Dlvlulan of Emergency Pi-eparedness Sr fenginoering 
Response IPost 0301031 03/10/07 Consolidated Edison Co of Npm 

York. Inc 7App 20037 213 24X Fiche 50-000. 83/ J 0/07- B3 00 300370 


0300300752 IE Info Ifatlce 03-66. '^Fatalttg at Argentifie Critical 
Facil itM '■ 8vc list cne I 

JORDAN. E L Division of Emergency Preparedness L fcng inhering 
Response iPost BOOiOGl 03/10/07 Consolidated Edison Co of New 

York* Inc 77pp* 20BB2 Ogi 24XFlche 50-000. 03/30/07, B30B 300752 

6300300759 IE Info Notice 63-67. "Emergency Use llespirator Natl Defect 
Causes Production of Noxious Gases " Ovc list end 
JORDAN. E L Division of Etnergsney Preparedness Sc Engineering 
Response <Post 0301033 03/10/11 Consolidated Edison Co of New 

York, Inc ll7pp 21043 073 24XFithp 50-000.03/10/11.8300300759 


6308300761 IE Info Notice 83-66. "Respirator User Warning Defective 
Se 1 f-C 0 ntaln f d Breafchiing Apparatus Air Cgllnders 8vc list 
end 

JORDAN. E L Division of Efnergency Preparedness it Engineering 
Aaipense <post 0301031 63/10/11 Consolidated Edison Cn of New 

YoM. Inc laOpp 20827 129 24XFi<he 50-000.83/10/11.0300300761 


0310200220 Forwards IE Ngt Meeting Repts 50-206/63-22.50-361/63-36 6 
50-362/03-34 on 030900 re 8ALP rrpt for Jul 1902 - May 1903 
MARTIN. J B Region 5. Office of Director 03/10/14 MCCARTHY. C D 
Southern California Edison Co 2pp 20B29 327 24X 

Fiche 50-206.03/10/14.0310200220 


--031O2OO224 IE Mgt Meeting Repts 90-206/03-22,30-361/03-36 6 
50-362/03-34 on B3090B Majgr areas discussed 6A1.P rept far 
Jul 1982 - May 1703 

k^IRSCH.D F Region 5, Office of Director 63/10/13 2pp 
80829 329 24X Fiche 50-206,03/10/14.0310200220 


--0310200226 9AUP rep t for Jul 1902 - May 1983 

» Region 5. Office of Director 03/07/15 42pp &0DB9 331 ?4X 

Fiche 50-206.03/10/14,8310200220 


--B310S00232 Surnmorlies major investigative activities Involving 
facilities for SALP board review covering Jul 1902 - May 
1963 

SHACKUETON, 0 C Office of Investigation 63/06/06 DISHOP. T W 
Region S. Office of Director 2pp 20030 Oil 24X 
Fiche 30-206.03/10/14.8310200220 


--B306230142 Evaluates plant LERs for Jul 1982 ^ Kay 1963 to osslst in 
SAtP review Areas re personnel error 6 saltwater cooling 
require further evaluation 

SEVFRIT.K V Reactor Operations Analysis Branch DJ/06/15 
5TERMBER0. 0 Division of Realdenk. Reoc tor Project tt Engineering 
Programs 2pp 20030 013 24X Fiche S0-206i 63/ 10^ 1 4. B310200820 


.8306170106 Forwards pbiervations from evaluation of LERs foT 020701- 
830530.10 assist in SALP review Licensee luhmittals above 
average in terms of reporting completeness 8# factual 
accuracy 

SEVFfllT.K V Reactor Operations Analysis Branch 63/06/10 
STERNBERG, D Division of Resident. Reactor Project 6 Engineering 
Programs 6pp 20030 015 24X Fi cbe 50-206, 03/10/1 4, 8310200220 


-0306170+42 Forwerds evaluation of LERs for period 820701 to 030530 in 
support of ongoing 5ALP review 

SEVFRir.lt V Director's Office 03/06/10 STERNBERq. D Division 
of Res i dent. Reactor Project 1, Engineering Programs 4pp 
2GB3G 021 84X FUhe 50-206. B3/ 10/ 14. 83 1 0200220 


I Piriodic operating reports (c related correspondence 


1310190010 Monthly operating rept for Aug 1963 H/B3G915 Ur 
SPEER. H J , RAY. H 0 Southern California Edison Co 03/09/15 
Office of Resource Management. Director 6pp 20823 290 24X 

Fiche 50-206. 83/09/15, 031 01900-10 


S Rsportahle occurrences. LERs L related correspondenCff 


B3101201B+ RO 03-004 on 030927. I eakage path for Introduction of 
unflltersd outside air into CflEATS created as result of vork 
performed on air conditioning sys during Apr I9B1 
Ventilation duct capped on 830921 

RAV.HB Southern California Edison Co 03/09/20 MARTIN, J R 
Region 3. Office o-f Director 2pp 20695 296 24X 

Fiche 50-206,03/07/20.8310120184 


0310040396 PNO-V-e3-04l on 030929. apps o i 60 Items discovered in 
unrestricted storage areas Surveys continuing Press release 
expected 

WENBLAWSXI.F , HIKSCH.D Region 5. Office of Director 63/09/29 
Ip 20619 160 24 X Fiche 50-206.03/09/29.6310040396 


B310D70301 Potential Part 21 rept re underrange c h a r.jc ter i a 1 1 c of j 

M-odcl N-LllOM transmitter Underronge lero offset may occur \ 

when transmitter initially pressurized from atmospheric to 1 

suppressed lera input End usrrs noiifiod } 

DEROEltlAN. M J Foxburo Corp Q3/09/JO Director's OffiLe. Offlip > 
of Inspoctian and Enforcement llpp 20AS1 064 £'4X . 

Fiche 50-000.83/09/30,8310070301 } 


□310250455 LER e3-004/OiT-0 on 030927. evaluation confirmed operator 
ohservation that path for outside air to enter control roDm 
eiisted ff am Api 1901 to- OJ0921. bypassinq control room 
emergency air treatment sys filters W/UJ10I2 1 tr 

HAYNES. J O Southern California Edison Co 03/10/12 HAm ! M. J & 
Region 5, Office of Director 4pp 20897 109 24 X 

Fiche 50-206. GJ/ 10/ 12. B3I0J504‘)5 


B310250-359 PNO-V-03-049 on 031OJB« const craft person Injured working ;■ 
12 kV circuit breaker Workman accidently contacted hot const 
power supply circuit Smoke observed conunq from manhole 
Plant unaffected 

MORRIUL.F Region 5. Office of Director 03/10/19 Ip 20090 J22 
24X Fiche 50-206, 83/10/ 19. 0310250355 


Q310310384 PNS-V-83-0-1 1 on 031024. San Francisco Chronicle published 
article re use S< sale of illepal drugs by current !< formei 
facility personnel Drug-related accidents or injuiies not 
citpd Repts believed t-o be untrue or exaggerated 
SCHAEFCn.D W , NORDERHAUO, L R Region 5. Office of Directoi 
□3/10/24 Ip 20961 SS2 a4X Fiche CO-206. 83/ 1 0/34 . B3 1 03 1 0?04 


V Operator Eiamt rist i ons 


831003D109 Requests, by 831028. sthedule fnr requa 1 i f icati on training t 
eiams for 1984 Schedule neede-d for periodic audits of 
licensed operator r equal i f 1 cat 1 on programs 

OISHOP.T W Division of Res I dent. Reac tor Project fc Lnyinoering 
Programs 83/09/26 FOGARTY. D J Southern California Edison Co 
2pp 20590 053 24X Flchc 50-206. 03/09/26. B3 1 0030 1 09 


DOCKET 50-213 IIADDAM NECK PLANT 


F Socurltg. medical, emergency fire protection pl.itis 


0310180439 Forwards IC Insp Rept 50-213/Q3-16 on 830523-0626 No 
n one omp I lanc 0 noted 

STAR05TECK1. R Division of Project & Resident Programs 83/09/1^8 
C0UN51L.H G Connecticut Yankee Atomic Power Co 2pp 20802 140 
24X Fiche 50-213.03/07/28.8310100439 


— 0310180447 IC Insp Rept 50-213/03-16 on 030523-0626 No noncompiiaMe 
noted Major areas Inspected review of period repts. shift 
logs tc operating rec or d s. physl ra 1 serur i ty . a tmospheri c 
checks of cLoaning facility A plant ti ips 

RElieUOMfaKl, T A Roglon 1, Uffice pf Director ELQASSCR. T C 
Division of Project & Resident Programs 83/09/27 llpp 
30802 ISO 24X Fiche 50-213.03/09/20,0310100439 


0310060256 Releases public version of revised emergency plan 
imp 1 emen ting procedure- 

FELTON. J M Division of Rules and Records 03/09/30 Dntumeniit 

Management Dranch Ip 20660 233 24X Fiche 50-213.03/07/30. 

G3100602D6 


— 0310060262 Public version of Rev 15 to Emergency Plan Implementing 
Procedure EPIP 1 5-2. "Notification ht Cammun itat Ion " 

C0UN9IL. N 0 Connecticut Yankee Atomic Power Co 03/06/09 
eigENKUT.D 0 Division of Licensing 4lpp 20660 235 SAX 
rjche 50-213.03/09/30.8310060256 


9310110193 Notification of 03I01J meeting w/util in DethesduiMD to 
discuss control room fire protection 6 alternative safe 
shutdown capability 

CRUTCHFIELD, » Operating Reactors Branch 5 83/10/00 ERJCKhD/l. P 

Operating Reactors Branch 5 Opp 20665 008 24X 

Fiche 50-213,03/10/05.8310110193 


3310270003 Notification of 831115 meeting w/ut i 1 . NE3TEC. State s of C1 i 
MA 6 FEMA in West Bp r ing f i e 1 d. MA to di^iruss results of 
Consequences of Ouabbin Dam flooding & emergency procedures 
for flooding events 

BR0t4N. B M Systematic Evaluation Program Branch 03/IO/J9 
GRiMES,C 1 Systematic Evaluation Program Branch 2pp 20939 IP| 
24X Fiche 50 -213. 83/ I 0/ 19. G310270003 


0310270010 Releases public version of revised emergency plan 
implementing procedure 

FELTON. J M DlvialoT* of Rules and Records 03/10/21 Doivmetit 

Management Branch Ip 20940 190 24X Fiche 50-213.03/10/21. 

□310270018 
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--B310270(}?1 Public version oF Npv 0 tn bmergenctj Plan Imp 1 emcnt mg 
ProteiJure EFMP I 5-43, '‘Her«.omiel Radiation Exposure Contiol 
During Nuclear bmerg one i rs ” W/0310iJ Iti 

FEROESDN, J H , CQUNSIL. W G Connecticut Yankee Atomic Pouiei Co 
B3/10/01 crsCNHUr, D G Division of Licensing Bpp eJOV^O 191 
24X Firhe 50-213, 03/ 10/21 . 0Ji0J7OOl O 


0310280311 Relea&vs public version of revised emergeneg plon 
1 mp Ictnenting prncodure 

FELTON. J M Division of Roles and Records 03/10/25 Document 
.Management Branch Ip 20963 083 24X Fiche 50-213,83/10/25, 

□310200311 


— 931028O3J3 Public version of Rev 16 to Emergency Plan Implementing 
Procedure EPIP 1 5-2, "Notification tt Communication " H/ 

830811 Itl 

COUNSlt . W G Connecticut Yankee Atomic Power Co 83/06/01 
E1BENHU1,D G Division of licensing 42pp 20963 004 24X 

Fiche 50-213,03/10/25,8310200311 


P Operating license stage documents 8f coi respendence 


8310310017 I QIA request for documents re integrated leak rate tests foi 
listed facilities to be placed in PDR 

CONNER, L Affiliation Unknown 03/05/02 NHC - No Detailed 
Affiliation Given Ip 21004 2/0 24X Fiche 50-000, 03/05/02, 
0310310017 


8310310031 Responds to FOIA request for documents re integrated leak 
rate tests foi facilities to be placed in F^DR Toruards 
documents tn be placed In PDR list of facilities for which 
repts are unavailable 

FELTON. J M Division of Rules and Records 63/07/06 CONNER, L 
Affiliation Unknown Ip 21004 271 24X Fiche 50-000.03/07/06, 

3310310031 


6310030140 Comments on potential for Plondlng of plant site resulting 
from failure of Goodnough Dike h/OT Windsor Dam at Quabbin 
fieservior Based on Franklin Research ftr anal y s i s, f 1 ood Ing 
protection measures provide piotection against dam failure 
CRUTCHFIELD. D Operating Reactors Branch 5 83/09/26 CDUN9IL, W G 

Cannccticut Yankee Atomic Flower Co 4pp 20591 071 24X 

Fiche 50-213,03/09/26,0310030140 


— 0300300317 ''Ouabbin Dam Failure Flooding Consequences at FHaddam Neck 
Plant," technical evaluation rept 

SCHERRER, J S Franklin Inst i tute/Frank 1 i n Research Center 
NRC-03-ai-l30 TER ~C 5 506-41 2 83/08/25 CHERY, D NRC - No 

Detailed Affiliation Given 260pp 20591 075 24X 

Fiche 50-213,63/09/26,9310030140 


8310120375 Responds to 830726 request to review training progiam 8* 
confirm that stated Items addressed in Generic Ltr 81-21, 

"Natural Circulation Cooldown " Training given to all 
Licensed eperators in 1901 addressed listed items 
CQUNSILiW 0 Connecticut Yankee Atomic Power Co 83/09/27 

CRUTCHFIEI D, D Operating Reactors Branch 5 2pp 20699 201 24X 

Fiche 50*213,83/09/27,0310120375 


6310060213 Responds to 630914 proposal to develop integrated review foi 
pending licensing actions Meeting to discuss proposed review 
requested 

EiSENHUTiD G Division of Licensing 83/10/05 C0UN3IL.M 0 

Connecticut Yankee Atomic Power Co C0UN3IL, W 0 Northeast Nuclear 
Energy Co <subs of Northeast Utilities) 5pp 20647 131 24X 

Fiche 50-000,03/10/05,9310060213 


O31D120308 Requests update of completion schedules presented in 
integrated plant safety assessment rept within 30 days 
CRUTCHFIELD. D Operating Reactors Branch 5 83/10/06 COUNSIL. W G 

Connecticut Yankee Atomic Power Co COUNSIL, W G Northeast Nuclear 
Energy Co isubs of Northeast Utilities) 5pp 20701 004 24X 

Fiche 50-000, 03/10/06, 8310120300 


6310120411 Notifies that util will no loiigei receive portions of FR 
containing Commission monthly notices ui/transml ttal ltr Util 
should carefully peruse publication for hearing opportunity 
notices 

CRUTCHFIELD, D Operating Reactors Drench 5 03/10/07 COUNSIL, M 0 

Connecticut Yankee Atomic Power Co 2pp 20699 041 24X 

Fiche 50-000,03/10/07,8310120411 


0310100344 Revises schedule For submittal of sve water sys analysis 
identified in Integrated Plant Safety Assessment, NUREO-OB26 
Sj associated SEP Topic lX-3 Delays due to upgrades per 
NUREO-073/, I tern III D 3 4 Analysis expected by B31230 
COUNSIL. N G Connecticut Yankee Atomic Power Co 03/10/07 

CRUTCHFIELD, D Operating Reactors Branch 5 2pp 20602 350 24X 

Fiche 50-213.03/10/07,8310100344 


831018040? Forwards listed revs to "Corporate Organ i lat ion for Nuclear 
Incidents (CONI) I'rocedurc Manual," pei Section V of App E 
to 10CFR50 H/o enrl 

COUNSIL, H 0 Connecticut Yankee Atomic Power Co COUNSIL, W G 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

COUNSIL. H G Northeast Utilities 83/10/12 EISENHUT, D 0 
Division Df Licensing Ip 20003 173 24X Fiche 50-000,63/10/12, 

0310100409 


0310200112 Denies 030906 request for 120-day extension to respond to 
Generic Ltr 83-20 re generic implications of Salem ATWS 
events NRC review schedule does not permit extension 
Response due by 631105 

CRUTCHFIELD. D Operating Reactors Dranch 5 03/10/26 COUNSIL. U G 

Connecticut Yankee Atomic F'ower Co COUNSIL, H G Northeast Nuclear 
Energy Co (subs of Northeast Utilities) 2pp 2092? 261 24X 

Fiche 50-000. 03/10/26. 831 0280 li 2 


0 Inspection reports, IE Qulletins h correspondence 


0300300340 IE Info Notice 03-61. "Alleged Use of Btand-Ins for Holder 
Qualification Tests '* Sve list one 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/09/26 Consolidated Edison Co of New 

York, Inc 117pp 20754 022 24X Fiche 50-000,03/09/26,0300300340 


0308300342 IE Info Notice 83-62, "Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Sve list end 

JORDAN. E L Division of Emergency Preparedness St Engineering 
Response (Post 030103) 03/09/26 Con so 1 1 da t ed Edison Co of New 

York, Inc 116pp 20777 210 24X Fiche 50-000.03/09/26,6308300342 


6300300345 IE Info Notice 83-63, "Potential Failures of Hestinghouse 
Type BA-i Differontial Relays " Sve list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/09/26 Consolidated Edison Co of New 

York, Inc I iGpp 20776 001 24X Fiche 50-000,83/09/26,8300300343 


0310100204 Forwards IE Insp Rept 50-213/03-17 on 030627-0731 No 
noncomp 1 lance noted 

5TAR0STCCKI, R Division of Project << Resident Programs 63/09/27 
COUNSIL. W 0 Connecticut Yankee Atomic Power Co 2pp 20000 226 
24X Ficho 30-213.03/09/27,0310100204 


— 83101S0209 IC Insp Rept 50-213/03-17 on 830627-0731 No noncompliance 
noted Major areas inspected licensee action on previous insp 
findings, plant oporati ons, s)i i f t logs h operation records I, 
review of pei iodic repts 

REDELDWBKI.l A Region I, Office of Director Cl SASSER, T C 
Division of Project & Resident Programs 03/09/Sl 6pp 
20000 220 24X riche S0-2n. 63/09/27, 0310180204 


8310100439 Forwards IE Insp Rept 50-213/03-16 on 830523*0626 No 
noncompliance noted 

STAROSTCCKI, R Division of Project I, Resident Programs 03/09/20 
COUNSIL, H 0 Connecticut Yankee Atomic Power Co 2pp 20602 140 
24X Fiche 30-213,03/09/20,0310100439 


— 0310100447 IE Insp Rept 50-213/03-16 on 030523-0626 No noncomp I lane e 
noted Major areas Inspected review of period repts, shift 
logs operating records, phys ical securi ty, atmospheric 
checks of cleaning facility k plant trips 

REBELOWSKI, T A Region I, Office of Director EL0ASBER, T C 
Division of Project 6 Resident Programs 83/09/27 Upp 
20802 150 24X Fiche 50-213,03/09/20.0310100437 


0300300349 IE Info Notice 83-64, "Lead Shielding Attached to 
Safety-Related 8ys W/o 10CFR50 59 Evaluation " Bve list 
enc I 

JORDAN, E L Division of Emereency Preparedness & Engineering 
Response (Post 830103) 83/09/27 Consolidated Edison Co of New 

York, Inc llSpp 20716 324 24X Flfhe 50-000,83/09/29,0300300349 


0300300378 IE Info Notice 03-65, "Burvoillance of Flow in RTD Bypass 
Loops Used in Hestinghouse Plants " Sve list enc I 
JORDAN, E I Division of Emergency Preparedness i< Engineering 
Response (Post 830103) 03/10/07 Consolidated Edison Co of New 

York, Inc 76pp 20B27 213 24X Fiche 50-000,03/10/07,6308300378 


8309300752 IE Info Notice 83-66, 'Tatality at Argentine Critical 
Facility " 8vc list end 

jaRDAN,E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/10/07 Consolidated Edison Co of New 

York, Inc 79pp 20002026 24X Fiche 50-000.03/10/07,8308300752 


0308300759 IE Info Notice 03-67, "Emergency Use Respirator Mail Defect 
Causes Production of Noxious Gases " Sve list end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 03/10/11 Consolidated Edison Co of New 

York, Inc 1 17pp 2)043 075 D4X Fiche 50-000,03/10/11,0300300759 
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aiOSJJOO/ijl IE Info Notice Q3-*a. "Rcsp i ratair User Warning Defective 
So 1 f -Cont a i noil Breathing Apparatus Air Cylinders " Svt list 
an c 1 

JCRDAN, E L Division of Energency Prepar orfn&ss 8c Engineer ing 
PesnonsB tPost QaolOB) 83/JO/lJ Consol idatod Edison Co of Npw 

Vqrlcc int I20po 20927 129 SAX Fiche 50 - 000 , BJ/ 10/11 . Cl3aS300/6l 


R Periadtc operating reports related correspondence 


9310190007 Month ly aperafeing rept for Aug 1903 M/B309H Itr 

ELMS- A , GRAVES. R H Cormecticut Yankee Atomic Pouier Co 03/00/31 
Off its of Resojrce Hana® emeiifc. Director lOpp 20923 11/ SAX 
Fiche 50-213, D3/"0S/31. 9310190007 


S Reportable occurrences. Ltfls 8 « related correspondence 


9310250315 LER B3’0l6/03L-0 on 030901 . durins normal opeiation charging 
pump S declared inoperable after pump piitboard matdr 
revealed hlgft temp alarm Caused by broken thBraotauple 
uire* Hires repaired W/03O92A lti 

CLOSIUS^O J I graves. -R H Connecticut Yankee Atomic Power Co 
g3/09/2i6 hurley, T E Region 1. Office nf Director 3pp 
20090 017 3AT( Fiche SO' 2 J 3 . 03/09/26. 031023031 5 


031O2SO321 LER D3-Ot5/03L”0 an 930031, duri ng survelUarfe tpsting on 
Channel 1 of pressure level l nstromentat ion, tr Ip relay 
failure diacovared Caused by stuck relay Relay manually 
cycled 6 lubricated W/&30926 Itr 

CLOSIUS.O J . graves. fl H Connecticut Vamiae Atomic Power To 
83/09/26 hurley, T E Region 1. Office of Director 2pp 
20B9S OOl SAX Fiche 50-213.03/09/26.0310230331 


8310070301 Potential Part 21 rept re underrange character I »t i< of 
Hodel N-EIIOH transmitter Underrange lero oFftet mdy occur 
when transmitter initially prcssuriied from a tmotplier 1 c to 
suppressed rero Input End users notified 

SGRBERIAU.M J Fokboro Carp 03/09/30 Dirertur's Offlrc Dfflcr 
of Inspection and Enforcement llpp 20&51 06^ LMX 
Fiche 50-000, 83/09/30. 8310070301 


DOCKET 50-219 OYSTER CREEK NUCLEAR RaWCR PLANT 


Security, medical, emergency fire protection plans 


I101103B5 Releases public version of revised emergeitcy plan 
implementing procedures 

FELTON, U M Division of Rulos and Records 03/09/30 Document 
Management Branch Ip 20715 SPG PAX Fiche 30-319, 83/09/30, 
Baioiioioa 


G310110399 Public version of revised Emergency Plart Implementing 
Procedures EPlP-1 re c lass i flea t i an uf emergency coiiditLcins, 
EPIP— 4 re site emergency la EPIP-S ro general emergency 
FIEDLE;R,P B Uersey Central F>ou«r & Light Co 83/D&/20 ndpp 
20715 229 24X Fiche 50-219,03/09/30,8310110305 


B31 0270155 Ac k receipt af 830930 Itr Informing NHC of steps tnken to 
correct violations noted In IF Insp Rept 50-219/03'20 
BTARDSTECKI, R Division Of Praject b llosldent Programs 3J/10/2I 
FIEDLER,P S General Public Utilities - CPU Service Corp 2 pp 
20725 015 24X Rich* 50-219.93/10/21.9310270155 


-B3102701SB Responds HRC 030902 Itr re violations noted In It Ir.sp 
Rept 50-217/03-20 ■Corrective acHnns individual 
appropriately disciplined Details withheld Iref 10CrR73 an 
FIEDLBRjP p General Public Utilities - GPU Servltp Corp 
93/09/30 STAROSTECKI. R Utvision of Project ft, Resident Programs 
3pp 20925 017 24X Fiche 50-219, □□/ 10/21 . 0310270155 


VC list orscl 
LAKC.E I 

irit, J U . KUltL, C N 
n? 351 PAX 


/ ?4X 


8310070020 Ac k receipt of 0JO824 Itr ipqi.Bstifiq Commission pultlish 
notice of pending license amend in HR ir New York btatr 
Energy RMJ Authority license for utils w/ irrad latod furl 
storage paciHties 

DAVIS. J b Office of Nuclear Material liafety & ba f oq uar d s , li i ret la » 
83/09/22 RESNIKPKF.hl Siena Club Ip 206/1 361 PAX 
Fiche 50-000. OJ/09/a3. a33 00700c'0 


831 -0030263 Huruiaids Amend 60 to LlLonse liPR-16 K safety evalu.it ion 
Amend authonies changes to administrative arqani itit i on 
allocating personnel hetuern maint dlv & mail dept 

CRUTCHF Ib-LD. D Operating Reactors Branch 5 03/09/20 FIEOllii.P S 

General Public Utilities - OPU Service Corp 3p p 20591 041 PAX 
Fiche 50-219,03/09/28.3310030263 


--031OO3O268 Amend 6 B tn License DFM-I 61 author i i mq changes tu 
administrative •organization by allocritinq personnel hoturr-n 
matnt 81 const div & neuly nstabltshed plant matl dopi 
CRllTCIfr IE! D. n Operating Rractors Ilranch 5 03/09/rn lOpp 

20591 044 PAX Fir he 50-219,03/09/20,0310030263 


— 0310030272 Safety evaluation supporting Amend 68 to License DPR -lA 
* Ufflce of Nuclear Raactot Regulation, Diroctoi D3/09/J11 Vfip 
30391 034 24 K Fiche 50-2 19. 03/09/26, 03 10030263 


0310030443 Informs that Section 4 J1 of integrated plant s.if&ty 
assessment rept (NURCO-0632} dtd Jan 1983 comp 1 etc. except 
for implementation of mods to diesel generator trips hy emcl 
of Cycle 13 outage & IE p ost- imp 1 cmentat ion leview 

CRUTCHF IF LD. l> Operoting Reactors Branch 5 83/09/29 riFDlFR.P ft 

Genera 1 Public Utilities - Gf»U Service Corp 2pp .'*0602 06. ( 2*1 

Fiche 50-219 , 03/09/29, 83 1 0030443 


8310110217 Faruards status of NURLC,-0822 issues rcquinrig refined 
engineering analysis nr c onti nuat ion of ongoing evaluotinn. 
per 830810 request Addl submittal datec tnadver tent ly 
arvilted by NRC, 1 ndi c a ted by asterisicfi 

FIEDLER. P 0 General Public Utilities - GPU Service Coip B'l/lO/Ol 
CRUTCHF lELD, D Operoting Reactors Hranch 5 4pp 2066b 056 *'41. 

Ficho 50-219, 03/10/04. 03101 t0r*l7 


031OL2O334 Advises that future Commission FR monthly noticoc mill be 
forwarded w/o transmittal Hr Perjaal of each publication 
for hearing opportunity isaticrs recommrndcd 

CRUTCHFIELD, D Operating Reactors Branch 5 03/10/0/ FIEDLFH, P B 

General Public Utilities - GPU Service Carp 2pp 2069? 27b 241 

Fiche 00-219, 03/10/07, 8310120314 


031OI7O33S Application to amend License DPn-16 consisting of Mev 1 to 
Tech Spec Change Request 104 reflecting visual Insp of 
all accessible core spray spargers, repa ir assemblies ft, 
core spray piping internial to reactor vessel 

FIEDLER, P 8 Oenoral Public Utilities - GPU Servire Corp fJ'J/lO/JI 

NRC - No Detailed Affiliation Given 3pp 20706 ) 52 hc>4K 

Fiche 50-219.03/10/11,0310170335 


0310200211 Foru/ards (NPO evaluations on util mgt Sve list en-c 1 
DLAHE, E L Shaw, Pittman, Potts Trowbridge BLAKE, E L 
helrapoliian Edison Co 03/10/18 EDLES, G J , DUCK. J H , KUlfl ,C H 
Atamic Safety and Licensing Appeal Panel 47pp 20032 351 P4X 
Fiche 50-000, 03/10/ 10, 0310S002I 1 


8310210249 Furuiartfs corrected pages to INPQ rept provided on (J3101C3 
DLAKC, E L Shaw, Pittman, Potts h Trowbridge BLAKL, F I 
Metropolitan Edison Co 03/10/19 EDt CS, G J , BUCK, J H . KOHL . C N 
Atomic Safety and Licensing Appeal Panel 6 p p 208Si 049 24X 

Fiche 50-000, 03/10/ 19. B3102’0247 


83102102-09 Nolificatlon uf 831027 meeting w/util in BeLhesda.HU to 
discuss proposed expanded safety sys facility 
LOMBARDO. J J Operating Reactors Branch 5 83/10/20 

CRUTCHFIELD, D Operating Reactors Branch 5 3 pp 20855 IIO 
Fiche 50-219,03/10/20,8310210207 


0310270180 Discusses 631007 mg t meeting held in Region 1 afc to Infora 
region of results of INPD recent assesrmBOt of facility List 
of attendees end 

HURLEY, T f Rppion 1, Office of Director 83/10/20 DIECKA^P , *1 
General Public Utilities - GPU Service Corp 2pp 50724 350 
Fiche 50-219,03/10/20,0310270180 


8310240124 Notification of 8J1 108 meetinq w/ufcil in Pars i p pany . MJ to 
discuss SEP integrated plant safety assessment rept suppl, 
full-term OU conversion process U status of Cycle 10 
refoe 1 1 np/ma mt outage 

LOMDARO0, J J Operating Reactors Branch 5 B3/10/2J 

CnUTCHFU-LD, D Operating Reactors Branch 5 3pp 20081 150 £;4i 

Fiche 50-219. 03/ 10/2 1 . 03102401 24 
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SI310S'’0331 rucexpl of BJ0706 request for ettension ta submit 1 ? 0 ' 

d»»g response to Genoric Ltr OCJ '2B to So 1 em ATWS events 
Request denied Info re schedules For final imp 1 omen tat » on 
should be pinvided by 831 10f> 

CRUTCHFIhLDr D Operating F^eactors liranch b 03/1O/2A riEDlEHjP H 
General Publjr Utilities - GPU Service Ciirp 3p p 20923 IdO 2d X 
Fiche 50'219* 8'l/10/2fa. 03102/0331 


Q Inspection reports- IE Bulletin's, h c oi r espondenc c 


8300300340 1C Info Notice 03-61. "Allcqed Use of Stand Ins foi Uildei 
Ouall fleet inn Ipstr. " S/c list eni 1 

JQFlDAN. E L Division of Cmernency Pt eparedness It Engineering 
Response (Post 8J0103) 03/09/26 Consolidated Edison <n of New 

York, I Til 11 /pp 20734 022 24 X Tic he -10-000,03/09/26.010830034 0 


0300300342 IC Info Notice 83-62, "Failure of Redundant Ionic Gas 
Detectors Positioned at Control Room v/pr*t 1 lat i on Air 
Intakes " Bve list enrl 

JORDAN. C L Divioion of Cmerqenry F-reporedness 8c Lng 1 neer trig 
Response (Post B30103) 03/09/26 Consolidated Edison Co of Neux 

York. Inc U6pp 20777 210 24X Pic ho 50-000. 83/09/26, a300300342 


B306300JflQ IE Info Notice 83-63, "F'otential railuiea of WestJnqhouse 
Type SA-1 Differential Relays " Eve Ii».t enc I 

JORDAN, E L Dlvlnlon of Emergency F'reparedness 8« I ng moor Inp 
Response (Post 630103) OJ/09/26 fonsolidatod Edison Co of Neiu 

York, Inc HOpp 20770 001 24 X Tirho 50-000.03/09/26.0300300345 


8300300349 IE Info Notice 83-64. "Lead Shielding Attached to 
Safety-Related &yb W/e 10CKR50 59 Evaltnition " bvc list 
enc 1 

JORDAN, E L Division of Emergency F'-reparodness 8i Engineering 
Response (Post 030103) 03/09/29 Consolidated Edison Co of New 

York, Inc ll'ipp 20716 324 24X Fiche 50-000. 03/09/29, 0300.i00349 


Q3O03OQ378 IE Info Notice 03-65, "Gurvo 1 1 lance of Flow ih RTlj Bypass 
Loops Used in Westinghouse Plants " Eve list end 
JORDAN. E U Divisinn of Emergency Hreparedneos & Engineering 
Response (Post 030103) 03/10/0/ Consolidated Edison Ct> of New 

Vork, Inc 76pp 20827 213 24 X Ficht 60-000,03/10/07.0308300378 


03OB3OO752 IE Info Notice 03-66. "latality at Argentine Critical 
Facility " Sve llr.t end 

JOFIDAN. E L Divicion of Emergpnry F'r eparedness It Engineering 
Response (Post 830103) 83/10/0/ Consolidated Edison Co of New 

York, Inc 79pp 20009 026 24X Fithc 50-000.03/10/07.0308300752 


03OB3OO7S9 IE Info Notice 03-67. "emergency Use Respirator Natl Defect 
Causes Production of Noilous Gases " Gve list one 1 
JORDAN. E L Division of Emergency Preparedness ti Engineering 
Response (Pest 030103) 03/10/11 Cencolidated Edison Co of New 

York. Inc UVpp 21043 075 24X fit ho 50-000, 83/10/1 1, 03OO3OOVD7 


B308300761 IE Info Notice 83-60, "Respirator User Warning Defective 
Self-Contained Ureathing Apparatus Air Cylinders " Sve list 
enc I 

JORDAN. E L Uivisian of Emergency Preparedness S. Engineering 
Response (Post 830i03> 03/10/11 Consolidated Edison Co of New 

York. Inc laopp 20027 129 24XFithc 50-000,03/10/11.0300300761 


8310170335 Application to amend License I)PR~16 consisting of Rev 1 to 
Tech Spec Change Request 104 reflecting visual insp of 
all accessible core spray spargers, repair assemblies Sc 
core spray piping internal to reactor vessel 

FlEDLERrP B General Public Utilities - GPU Service Corp 03/10/11 
NRC - No Detailed Affiliation Given 3pp 20786 152 24X 

Fiche 50-219, 03/10/11,0310170335 


0310160551 Not i f- icati on of 031021 meeting w/UWR licensers in Qcthesda, 
ND to dircuss future insps foi intergranular atresf 
corrosion crockinq 

MIRAGLIA,! %) Assistant Dirertoi for Safety Assessment 03/10/14 

EISENHUT, U Q Division of Licensing bpp 20093 350 24X 

Fiche 50-000.83/10/14, 0310180551 


0310270155 Ack receipt of 030930 ltr informing NRC of steps taken tn 
correct violations noted in IE Insp Rept 50-919/83-90 
STAR05TECKI, R Division of Project ti Resident Programs 83/10/91 
FIEDLER, P t) General Public Utilities - GPU Service Carp 9pp 
20923 015 24X FUhe 50-219,03/10/21,0310270155 


--8310270156 Responds to NRC 830902 Ur re violations noted In It Insp 
Rept 50 at9/63-;3Q Corrective actions individual 
appropriately disciplined Details withheld (raf 10Crit73 21) 

FlEDLf F<. p D General Public Utilities - GPU Service Cot p 
03/09/30 0 lAROSTEv 41, R Division of Project it Resident Programs 

3pp 20925 017 J4X Tithe 50-219,03/10/21.0310270155 


R Periodic operating reports related correapondenL p 


0310190031 Monthly operating rept for Aug 1903 W/D30916 ltr 

M DENAR. J R , TIEDLER.P B , BARAN. R General Public Utilities - GPU 
Service Cerp 03/09/06 Division of Data Automation 1, Management 

Information 8pp 20023241 24X Ficho 50-219,03/09/06.6310170031 


S Reportable occurrences, LF.Rs K i elated correspondence 


8310270527 FDIA request for three categories of documents re 030606 gas 
leak at facility 

ARgyROS.D Chamlin, Schottland, Rosen, CavaTiagh & Ullaiio 93/06/22 
NRC - No Detailed Affiliation Given Ip 2093/ 2?4 24X 

Fiche 50-219,03/06/22.0310270527 


0310270341 Responds ^o FOIA request for three categories of documents 
re 030606 gas leak at facility Forwards App A documents 
FELTON. J M Division of Rules and Records 03/07/22 ARGYROS.D I 
Chamlin, Schottland. Rosen. Cavanagh 8. Uliano 2pp E0937 225 24X 

Fiche 50-000.03/07/22,03)0270541 


— 83102/0547 Submits morning rept for Region 1. listing B30606 6 07 
events 

ALLAN, J M Rogion 1, Office of Director 03/06/07 BLAHA, J 
Program Support Branch Ip 20937 220 24X Fiche 50-000. 

B3/07/2J, 0310270541 


0310200161 LER 03~017/OIT-0 on 930026, armi ng relay for diesel generator 
protective relay set at value possibly causing breaker to 
open during fast start Caused by doslyn deficiency Betting 
changed M/e30919 ltr 

DICKINSON, A C , FIEDLER, P 0 General Public Utilities - GPU Service 
Corp 03/09/19 HURLEY, T E Region I. Office of Director 6pp 
20834 00/ 24X Fiche 30- 217. 03/09/19. 8310200161 


DOCKET 50 220 NINE MILE POINT NUCLEAR STATION, UNIT I 


F Security, medical, emergency 6 fire protection plans 


8310060149 Foruai ds emergency pieparcdness exercise objectives fni 
exercise planned for 030920. pei 0)1026 ltr Meeting 
tentatively scheduled for 030/10 at faillity Draft scenario 
far initial review will be provided 

MANGAN, C V Niagara Mohawk Powei Corp 03/07/00 HURLEY. T C 
Region I. Office of Director 6pp P0649 344 24X 

Fiche 50-220,03/07/00,0310060149 


8310060361 Forwards Rev 0 to "Niagara Mohawk Power Corp Nine Mile Point 
Unit 1 Emergency Preparedness Exercise Scenario 3A, " per NRC 
8U026 request Exercise scheduled for 030928 

LCMPOES,T E Niagara Mohawk Power Corp 03/00/03 HURLEY. T F 
Region 1. Office of Director 2l4pp 20642 12| 24X 

FUhe 90-220,83/08/03.8310060361 


8310120090 Forwards IE Insp Rept 50-220/03-20 on 030721 6 29-0026 No 
noncamp 1 ) anc c noted 

STAROSTCCKI.R Division of Project 6 Resident Programs 03/09/20 
RHODHrO K Niagara Mohawk Power Corp 2pp 20697 120 24X 

Fiche 50-220.03/09/20,0310120090 


“0310120096 IE Insp Rept 50-220/03-20 on 030731 6 2S-0B26 No 

noncompliance noted Major areas Inspected licensee artion on 
previous insp f Ind Ings, operat Iona I safety verification, 
physical security survoillance testing 6 safety ays 
HUDSQN. Q D , MCBHEARTY. R A Region 1. Office of Director 
LAZARUDrU J Division of Project 6 Resident Programs B.1/09/16 
12pp 20697 130 24X Fiche 50-220,83/07/20.0310120090 


J Insurance 6 indemnity informotion 


8310140043 Forwards Endorsement 69 to NATL U Policy MP-46 

RUSHMOREi J W Niagara Mohawk Power Coip 83/10/03 SALTZMAN, J 
Assistant Director for State 6 Licensee Relations 2pp 20760 278 
24X Fiche 50-220,03/10/03,0310140043 


0310140154 Forwards Endorsement 03 to NEl lA Pallcy NF-161 

RUSHM0RC, J W Niagara Mohawk Power Corp 83/10/03 SALTZMAN, J 
Assistant Diiector for State 6 Licensee Relacions 2pp 20762 360 
a4X FUhe 50-220,03/10/03,8310140154 


P Operatinq license stage documents 6 correspondence 


0310060381 Requests util analyie potential for flooding of safety- 
f elated structures, sys components caused by location of 
security Pence foi Unit 2 for rainfall events Up to PMP 
Response due in 45 days 

VABSALLO. D D Operating Reactors Branch 2 03/07/19 RHDDE.O K 

Niagara Mohawk Power Corp Spp 20661 207 54X 

Fiche 50-220, 03/ 09 / 1 7 . 03 1 006058 1 
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DOCKETED ITEMS 


S3lC0t0574 Faruards evaluation of util 79t3j7 t< 020129 rei>D or»50». 

re operability of c ontamment vent 5« purge valves AddI Info 
requested uiithin 1 1> days 

VAS9ALL0. D B Operating Reactors Qrartcli 3 03/07/21 RHUDL-G K 

Niagara Hohawk ^ouer Corp 3pp 20651 229 SAX 
Fiche 50-220, □3/09/21,83100600/4 


-'-BO J OO6OS70 Safety evaluation re d emor-strat i on of -containment pui ge & 
vent valve operability (B-34) Util info failed to 
d eiTiDti s t rate operability of PO-inch ft 24-tnch valves tc close 
against buildup of contaknirent pressure in event of tOCA 
e NRC - No Detailed Affiliation Given B3/07/21 r*pp 
20661 232 SAX Fiche 50-220,63/09/21.9310060374 


B310120406 Foruards application to amend License DPA-63t c ons i Bt ing of 
proposed changp to Tech Specs re reporting requirements for 
reactor vessel Aatl surve-il lane e specimen 

HANQAN, C U Niagara Hohauk Power Corp 03/09/26 DENTON, M 7 
Office of Nuclear Reactor Regulatlcin. Director Ip P0679 02b ?4X 

Ficho 50-220.83/09/26.6310130406 


— 0310120416 Application to amend License DHR-63. r evi s ing Tech 7p^t5 to 
incorporate current reporting requirements for reactor 
vessel matl surveillance specimen, per recent rev in IOCFR^Oj 
A pp H Supporting info end 

MANOAN, C V Niagara Hofiawk Ddirer Coip 83/10/06 7pp 
20699 026 2AX Fiche SO-220. 03/09/26. 0310120406 


6310040597 Foruards response to draft tacbnlcal evalualloei rept 
assessing conformance u/general load bendling gul dri Irtes of 
NURE0''O612. ’’Control of Heavy Loads at Nuclear Poucr IMaiits>’' 

Add 1 response uiill be provided by OJlli^ 

LEHPOES. T E Niagara MoKauk Posher Carp 03/09/30 EiaENHUT.D 0 
Division of Licensing 7pp 20625 DS7 24X Fichp 50-320.63/07/30, 
3310040597 


310040631 Foruards sys -component evaluaiiori uorlishects resalvlng 
outstanding environ qva 1 i f icat i on items for electrical 
equ 1 pment. per Schedule 1 of App C to util 030520 ft 0707 
Ikrs No equipment get determined unacceptable 

MANGAN.C V Niagara Hohauk /’owor Corp 03/0-9/30 VASSALLO. U D 
Operating Reactors Dranch 2 55pp S0625 352 S4X 
F i c 6 e 30-220. 83 /09/ 30. 83 J 004063 1 


6310160090 Foruards “Summary Rept ft Program Plan for Control Roam 
Design Review. " par 830707 Iti re MURFO-0/37. Item I D I 
act I VI ties 

MANfiAN. C V Niagara Nohauk Flower Corp 03/09/30 VASSALLll. D 0 
Operating Reactors Branch 2 ip 20B0/ J04 aqx 
Fiche 30-220. 63/09/30. 83 1018009^ 


— QSIOlBOlOB ’’Burtmary Rept ft Program F»lan fur Control Room Design 
Revieu " 

e Niagara Nobauik Power Corp 03/07/30 23pp 20007 IDS SAX 
Fiche 50-220, 93/09/30. 0310100090 


10120097 Forwards response to 63090Q request for a-dd 1 info re 
criticality anal gsi s. supportiuq application for spent 
fuel Storage capacity etpansion 

HANOAM. C V Niagara Mohawk F’ousr Corp 03/ 10/05 VA5SALL8. D D 
Operating Reactors Branch 2 Bpp 20/.97 120 SAX 
Fiche 30-220,03/10/05.6310120097 


310120-203 Forwards revised Tech Spec Table 3 6 4a re safety-related 
hydraulic mechanical snubbers Info supercedes 000418 ft 
610320 submittals 

MANGAN.C V Niagara Mohawk Power Corp 03/JO/0S VAGSALLtl, D D 
Operating Reactors Branch 3 Ip 20-676 IJ5 a-flX 
Fiche 50-220,63/10/05.8310120203 


-0310130200 Revised Tech Specs Table 3 6 4a ft b re safety-related 
hydraulic snubbers 

• Niagara Mehawk Power Corp 03/i0/05 7pp 20696 116 24X 

Fiche 50-220,03/10/05,0310120305 


1310120373 Requests 2-yr eitensleti to Implementation date In amended 
rule 10CFR50 44tmJ requiring min number of licensed 
operators ft senior operators on shift at oil tltnes TMI 
Item i A 1 3 implemented using shift technical advisor 
MANGAN.C V Niagara htaliawit Power C-orp 83/10/06 DENTON, H R 
Office of Nuclear Reactor Regulation. Director Ip ?D699 19/ PAX 
Fiche 50-220,83/10/06,0310120373 


1310170S86 Responds to NRC 8309^1 Itr requesting assessment of 
operability of containment vent ft purge isolattofi valves ft^ 
closure of valves until adequate Info provided Final 
evaluation will be submitted by 831114 

MANGANi C V Niagara Mohawk I’owcr Corp 03/10/11 9ASBALL8, D B 
Operating Reactors Branch 2 3pp 207G0 220 24X 

Fiche 50-220,03/10/11. a3l0l701i86 


8310140221 Ftespatids to 830Q2J request for position le NUKt'G-O / 3 /. Iti*/n 
II E 4 3l7>j ‘Tonta inment Isolation on Nigh Radiation “ 

-Complotion of evaluation anticipated by 831201 

KAKGAN. C V Niagara Mohawk I'rmei Coi p 03/10/12 VA53ALLO, D B 
Operating Reactors Dranch Jp 20/61 IRF 24/ 

Fiche 50-220, 03/10/12. 0310140221 


0310210171 Gutlines proposed program for integration of cngiiHeinig 
evaluations ft plant improvements lesulting from current ft 
anticipated regulatory r e q u i i ts ft leliablllty 

I niprovemrrii needs 

MlANCAN. L V Niagara -fiohawk f'ouei Corp 0J/1O/19 VA5‘jALLfft 0 B 
Operating Reactors Dranch 2 l^pp 2^055 126 24 X 

Fiche 50-220. 03/10/19, 83102101/1 


O [rvspectien reports. IC Dulletin*- ft c oi i eBpondenc o 


0310070114 Forwaids safety evaluation of licensee 000502 ft 020730 
requests for teliof from inservlce insp requirements of 
Section XI of ASMk Doilor ft Pressure Vessel Code Rolirf from 
impractical requii ements granted 

VAS6ALLQ. D 0 Operating Reactors Dranch 2 03/09/17 RFiODE.O H 

Niagara Mohawk F*owor Corp 3pp 20600 08b 24X 

Fiche 50-220. 03/09/19, 0310070114 


— B310070119 Safety evaluation of licensee 000502 ft 020730 ruquet.iia ffli 
relief from iTiservice insp t equire/non Ls of Section XI nf 
ASME iloilpr -ft F’rissurfl Vessrl Code Rcliof ft om impractical 
requirements granted 

♦ Office of Nuclear Reactoi Roqulatuin, Directoi P3/09/1V 9p p 
20600 000 24X Fiche 50-220,03/09/19,8310070114 


— 0209200354 “Nine Milo Point Unit I Inservlce lnr>p F^roqTam, " tctliiiiral 
evaluation ri pt 

» Science Applications. Ini NnC-03-82-096 OAI-106-O3tf* 1 1 

82/09/17 F^rtf - No Do tailed Affiliation Given 30pp 

20600 097 24 X Fiche 50-220,03/09/19,0310070114 


— Q3100/01.U Notice of grant of relief fi om impractical ASMG lioiJei ft 
Pressure Vessel Code insp requiiements 

VASSAL L □. D D Operating RenctoTS Branch 2 03/09/19 p 

206G0 127 24 X Fiche 50-220,83/09/19,0310070114 


0310120090 Forwards 1C Insp llcpt 50-220/83-20 an 030721 ft 25-0026 flo 
noncompliance noted 

BTARQSTC CKI. R Division of F*i cijcct ft Roaidont Rrograms U3/07/20 

RHODE^O K Niagara Mohawk Power Corp 2pp 2069/ iP8 24/ 

F Iclie 50-220, 03/09/20,0310120090 


—6310120096 IC Insp Ropt 50-220/03-20 oi| 030721 ft 25-0026 No 

noncoAtp 1 lanc B noted Major aieas Inspcrted licensee action nii 
provious map findings, operational safety verification, 
pFiysifal security surveillance toBtino ft safety nys 
HUDSON, S D . MCnREARTV.R A Region 1, Office of DiTOctor 
LA2AFIUS, N -vJ Division of PTiijcct ft Rpsliient Program'', 03/09/lA 
12pp 20697 130 24X Fithc 50-220, Qj/09/ 20, 03 1 0 1 20090 


03OQ3OO34O IE Info Notice 83-61, “Alleged Use of Btand-Ihs foi l^ilder 
Qua! if 1 c lit Ion Tests “ Sv-c list out I 

JORDAN. E L Division of Emergency Pr eparorfnosa ft Engineering 
Response €Post 830103) 03/09/26 Consolidated Ldisoti Co of Ne-u 

York, Inr llVpp 20754 022 D4X Fiche 50-000, 03/09/26. OHOOjUO 14& 


Q30330O342 IE Info Notice 83-62, "F'ailure of Redundant Toxic Oo s 
Detectors Positioned at Control Room Ventilation An 
Intakes “ Sve list end 

JORDAN, E L Division Of Emerqencv Preparedness ft bngineeriiifl 
Reaponso (Fust 030103) OJ/09/26 Consolidated Edison Co uF New 

York. Inc I16pp 20777 210 24X Fiche 50-000,03/09/26.030030034 3 


8300300349 lE Info Notice 03-63, ’'Potential Failures of Was t iiiphou se 
Type SA^-l Differential Relays “ Bve list end 
JORDAN, C L Division of Emergency Pr oparodness ft EnDlheoririg 
Response <Pe 5 t 03O1O3> 03/07/26 Consolidated Edison Co nf -Ntui 

York. Inc llOpp 20770 001 24X Fiche 50-000, 03/09/26, 03OQ:iOO34S 


8300300349 IE Infp Notice B3~64, '"Lead Ghielding Attnehod to 
Safety-Related Sys W/o lOCFHSO 39 Evaluation " Sve list 
enti 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 830103) 83/09/39 Consolidated Edison Ca of Now 

York, Ini: 115pp 20716 324 34X Ficho 50-000, 83/09/29, 0300 j|}0-3^ 9 


6310D600D5 EN-03-06) on 031006, ngtl ce of violation ft proposed 
imposition of 140,000 civil penalty will be issued baspiJ on 
util failure to place main sti'am line high radiation trip 
ays in tripped condition when both channels inoperable 
KLINGLERj-o , AXLLRAD, J Director's Office, Office of Inspeciion and 
Enforcement 03/J0/03 ip 20649 294 24X Fiche 50-230,83/10/03, 

B3 10060005 
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g3i02'»09Bl IE insps t»i HJ0607-r!4, 0005* J2-1 5 h 1 0-!?G ^ 

^'arudrds. r^cticc of violdt-ion proposed imposition of civil 
p enal iM 

MUHLEV.T C Region 1. Office of Dnector BJ/10/06 RHOUb* G K 
Miagor^ Mohaiuk f'oujer Corp 4pp 20V43 355 24X 

Ficfie SO-pao. 03/ 10/0^* 8310270501 


--B3103/O5B5 Notice of violation h proposed imposition of civil penaltij 
in amount of tdOi 000 None omp 1 i once noted inadequate revioiu 
of shift chec k s* 1 nadequate monitoring of plant parameters !< 
inadequate understanding of Tech Specs 

MURLEV*T E Region l> Office of Dircctoi 8J/10/0f> 4p|t 
30943 JS9 24X Fiche 50 -220. 03/ 10/06 03X0270501 


B30B30037B IE Info Notice Q3'65f "Surveillance of Flow in RTD Oqpass 
Loops Used in Westinghouse Plants “ 0vi list eni 1 
JORDAN. E L Division of Emergency Preparedness & Eng ineer inq 
Response {Post 830103) 03/10/0/ Consolidated Edison Co of New 

Yorl, Iiic 7ipp 20827 213 24X Piche 50-000*03/10/07*8300300370 


6300300752 IE Info Notice 83-66* ''fatality at Argentine Critical 
Facilitg '* Svt list end 

JORDAN. E L Divlcion of Emergency Preparedness fngineerlnp 
Response (Post 0301031 03/10/07 Consolidated Edison Co of New 

VorV* Ilif 77pp 20002 026 HAX fithe 50-000*83/10/07,0300300752 


S30B300739 IE Info Notice 83-67* "pmerqeticy Use Respirator Miitl Defect 
Causes Production of Noxious Oases " Eve list end 
JORDAN* E L Divlcion of Emergency Preperedness Enginccritiq 
Response (Pnst 030103) 83/10/11 Consolidated Edison Cn of Nou 

VorX. lilt 117pp 21043 075 24X Fit he 50-000. 03/10/1 1 * Q30D3007D9 


0308300761 IE Info Notice 03-60, "Respirator User Warning Defective 
Self-Contained Ureathing Apparatus Air Cylinders " Gve list 
eric I 

JORDAN* E L Division of Emergency Prep-qrednoss U Inglricering 
Response (Post 830103) 83/10/iJ Consolidated Edison Co of New 

York. Inc 120pp 20827 )29 24 X Fichu 50-000* BJ/ 10/ U . 030Q300761 


83101G05S1 Natificotiun of Q31021 meeting w/DWR licensees in Dethesda, 
MD to di'.cuss future insps for intergranular stress 
corrosion ciacking 

MinACLIA*F J Assistant Director for Safety Assessment 03/10/H 
ElSENKUTiD G Division of Licensing 5pp 20823 350 24X 

Fiche 50-000*03/10/14*0310180551 


0310270207 Ac k receipt of 030901 & 07 Itis informing NRC of steps token 
to correct violations noted in IE Insp Rept 50-220/03’16 
Violation reduced to Level V to ack 1901 verification (* 

Ju! 1983 re ver 1 f icatl on of design adequacy 

hARTIN* f T Diviclon of Engineering 6 Tocbnical (‘rogioms 03/10/18 
RKQDE* G K * SElDbRTiC R Niagara Nohawk Power Corp 2pp 
20924 lot 24X Fiche 50-220. 83/ 10/ 10. 0310270207 


— 8310270212 Responds to 030906 tclcon rugtiest for addl info lu DJOVOi 
responofi to violation Item D noted in IE Insp Repi 
50-220/03-16 Cngineuring ProceduTe LP 090* "Control of 
Design 8< Design Verification" forms forwarded W/o enr 1 
LEMPCEb, T E Niagara Nohawk Power Coi p 03/09/0/ DRl(iOb*L 
Region 1, Office of Director 2pp 20924 103 24X 

Fiche 50-220*03/10/18*03102/0207 


—8310270217 Responds to NRC 630803 Ifcr re violations noted in IL Insp 
Rept 50-220/QJ' 16 Corrective actions valve operators on 
listed valves removed* c losed & modified scismir 
calculations performed on cooling lines 

LEHPGES. T E Niagara Mohawk Power Corp 83/09/01 MARTIN*! T 

Division of Engineering h Technical Programs 3pp 20924 105 

24X Ftulia 50-220.03/10/10,83102/0207 


R Periodic operating reports & related correspondence 


B3J0140Jli Monthly operating rept for Sept 1903 W/831007 Ur 
ROMAN,! U , LEMPGES* T E Niagara Nohawk Power Corp 03/10/05 
Director 's Office, Office of Inspection and Enforcement 5pp 
20766 111 24X Tithe 50-220*83/10/05*0310140111 


B Reportable occurrences, LhRs Sc related correspondence 


B31OL90169 Updated RO 83-23 on 030809* c ircui t breaker For core spiaij 
pump suction valve 81-21 taken out of tve for preventive 
maint while leaving valve in open position Event did not 
violate Tech Gpec 334b as previously reported 
LEMPGES. ) E Niagara Mohawk Rower Corp 83/09/26 NURLEY, T E 
Region 1* Office of Director Ip 2O0tM 089 24X 

Fiche 50-220*83/09/26 8310170169 


8310310359 LER OP-oafl/OOL-O on B30826, otic of two inadequate core 
cooling reactor core level indicators failed surveillance 
test Caused by high register value due to bad contacts Bys 
r e 1 ni tla 1 1 1 ed & register lerood W/830926 Itr 

HE5EL-D T , LtMPGES* T E Niagara Mohawk Power Corp 83/09/26 
MURLEV* I E Rcqiun I, Office of Director 2pp 20961 125 24X 

Fiche 50-220, 83/09/26, 831 0J10J59 


0310070301 Potential Part 21 rept re underrange characteristic cf 
Model N hllGM tratismitter Underrange lero offset may occur 
when transmitter initially pressuriied from atmospheric to 
suppressed lero input End users notified 

DERDERIAN.M J Foxhoro Coi p 03/09/30 Direc tor 's Of f ic e, DFfitr 
of Inspection and Enforcement lipp 20651 064 24X 

Fir he 50-000*83/09/30*8310070301 


DOCKET 50-223 UNIV tJF LOWELL RESEARCH REACTOR 


F Security* medical* emergency 6 fire protection plans 


0310120153 Forwards lE Insp Ropt 50-223/83-01 on B30922-23 No 
noncompliance noted 

MARTIN,! T Division of Engineering & Technical Programs 83/09/21 
QEGHIAN, L E Lowell, Univ of 2pp 20690 0B5 24X 

Fiche 50-223*03/09/21.8310120153 


—0310120156 IE Insp Rept 50-223/83-01 on 830022-23 No noncompliance 
noted Major ai cas inspected physical protection measures for 
SNM of moderate strategic significance 

DUNLAP, J M * GODY*A T Region i. Office of Director 03/09/20 
ppp 20690 007 24y Fiche 50-223*83/09/21*8310120153 


0 Inspection reports, IE Qulletins 6 coi r espondence 


8310120153 Forwards IE Insp Rept 50-223/83-01 on 830822-23 No 
noncomp 1 lancc noted 

MARTIN,! T Division of Engineering ft Technical ProgramB 83/09/21 
DEGHIAN*L E Lowell. Univ of 2pp 20698 085 24X 

Fiche 50-223,83/09/21.0310120153 


—8310120156 !C Insp Rept 50 - 223 / 03-01 oh 010822-23 No nancompl tarice 
noted Major areas inspected physical orotectlon measures for 
SNM of moderate strategic significance 

DUNLAP. J M . GDDV.A T Region 1* Office of Director 83/09/20 
2pp 20698 007 24x Fiche 50-223.03/09/21*0310120153 


DOCKET 50-224 UNIV OF CALIFORNIA RESEARCH REACTOR 


8 Reportable occurrences, LLRs it related correspondence 


8310200176 nNO-V-83-047 on 03101 1 , 1 icensee received notification from 
Radiation Detection Co of one film badge Indicating 
potential whole body exposure of 10 rem film badge not 
representative of exposure 

BHERMANiC , WENSLAWSKI.F Region 5* Office of Director 83/10/12 
Ip 20035 315 24X Eiche 50 224*83/10/12,0310200176 


DOCKET 50-225 RP I CRITICAL EXPERIMFNT 


P Operating license stage documents fc coi r cspondencr 


8310110121 Application to amend License CX-22 changing Tech Specs as 
part of license renewal process 

WICKS. F Rensselaer Polytechnic Inst * Troy* NY 03/10/05 
THOMAS* C P Standard 1 latlon {< Special Projects Dranch Ip 
20666 308 24X Fiche 80-225*03/10/05*0310110121 


— 8310110122 Amended Tech Specs re License CX-22 renewal 

* Rcnsselaei Polytechnic Inst , Troy* NY 03/10/05 31pp 
20666 309 24X Fiche 50-225,83/10/05,0310110121 


0310200051 Forwards Itr dtd 031012 to replace 031005 Ur re Tet-h 
Specs Original Itr missing signatures 

HARRIS, D R Rensselaer Pplytochnic Inst * Troy* NY 83/10/13 

THOMAS, C 0 Standard Uat ion U Special Projects Dranch Ip 

20837 008 247 Fiche 50-225,83/10/13*0310200031 


—8310200055 Forwords amended Tech Specs W/o ends 

HARRIS, D R * WICKB, F Rensselaer Polytechnic Inst * Troy* NY 
83/10/12 THOMAS. C D Standard I lation U Special Projects Branch 
ip 20837 009 24X Fiche 50-225* 03/ 10/13, 83102000^1 
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Q Inspection reports^ IE Dolletins i c-ni r Be;pon.<lei)c p 


0310240110 Forwaids IE Insp Rcpi 50-225/03-03 an 03OftlO-U' hJn 
none Ofttp 1 ) anc e noted 

STAHOSTCCHI, R D>/ision of f»iojpct 8c Resident Hroiframs 01/10/04 
LAHEYiR 1 RensseUer Poli/teLhnic Inst . Iroy. tiV i’pp JOfiHl 00/ 
24» Fiche 50-225 03/10/04,3310240110 


'-0310240115 IE Insp Rept 50-225/03-03 «n 030010-12 No npricorrip 1 1 oiict 
noted Major aieas inspected licensee action on pr^viouc 
insp f ind inga. fac 1 1 1 ty oppi-ati ons. rad j ati on contiols 8< 
environ oionitoring 

KINNEY, W W , EUbASSER. T C Hoqion 1. Office of L>il ei tor 
03/10/03 6pp 20GB1 0B9 24 jC Flthc 50-225, 03/ 10 / 04, 83 1 024 01 1 0 


DOCKET 50-223 AEROTEST RADIOGRAPHY U REflFARCH RFACTOW 


B3102B030/ R6leai,c5 public 
einergencg plan telephone 
FELTQM. J M DivUiian of 
iManagemont Drsnch Ip 
B3102Q030 ' 


version of revised yeneratj^iii stijlinni 
d irer toi <; 

Rulev arid Irecin ds 03/10/2'* l)u( nnniit 

l.\S 24X Fiche 50 dOO- TiH ^ 10/ 


— 8310200314 Public version nf levited oinetatind 3tfitic*iiS emi i <jf fiC y 
plan tel op h Oil p director ij 

GAILL',U r . HUORL.R D ( timmoniuea 1 th tdiion Co fl'i/Oll/Jl 
PENTCINj II R Office of Nut 1 ear Reuctiil Nequlaiion, Ui i ei Iim /j/lpp 

209A3 127 24X Ciche 50-000 03/ 1 0/P5. R31020030V 


Q3102Q019I Releases public version of revised omeraeMcii p 1 Tfll 
i dip I emmi ) ng procedure 

FELTON, J M Division of Rule' ,ind FiPtcuds 03/lO/i'^Ai l>(u umi i^l- 

Nanagement Branch Ip 20V62 26di 24X Fiche 50 OOO- fi J/ lO/LV,. 
8310200171 


Q Inspection reports. IE Dulletins it c-oi r e«^p ondenc e 


9310210254 Forwards |E Insp Repl 50-228/83-02 on 030920-29 Nti 
nencQ/np 1 isnce noted 

HENSLAWSKLF A Region 5, Office of Director 03/SO/07 
NEWACHECK, H Aerotest Operations* Inc 2p p 20801 1 52 J4X 
Fiche 50-220, 03/10/07. 0310210254 


— 8310280209 F>ul>Jic version of Re/ 1 to I mercjcncy fUin Irrp lerrn^iilmii 
PrDCGdure bC]|-i5. "Fmerflonty Operations lacility 
Activation " 

MOORE* R D ( ommunuea Uh Edison Co 03/00/02 t>Opp iJOV/jI' *,,' 1 / 
34X riche 50 000.03/10/26,0310200171 


rt Ad j^ud I catnrij c cn r t spiindeiu e 


■0310210256 IE Insp Rept 50-2Sb/Q3-0S an 03O92Q-29 No none Qrr,pl 1 once 
noted Major areas inspected radlati-an pFotection prciigr,im, 
organi lat ion, post mg tt label inq , ins ti ument cal i bi t p ei Sonnel 
monitor my * of fl uent releases K* surveys 

CILLIS, M . WLNSLAWSKI.F A Reqion 5, Office of JJart-ctoi 
83/10/07 6pp 20351 254 24X Fiche 50-230.83/10/07,8310210254 


03LOO7O156 Forwards Director's Decision UJ- 1 4, d ony i ntj U3<>7f)7 lOr.lll,'' • 
petition re transport of spent nutleai fori from 
West Va n etj 

DAVIS, J 0 Office of Nuclear Material bafetij ^ baf u (|ii*jrrlSi bii rc t ti-i 
03/07/30 CCLLnnE/ZL,A J Ohio, blate of app P06f«0 300 , 4 »! 

Fiche 50 000. DJ/07/ 30. 03100701 76 


DOCKET 50-237 DRESDEN NUCLEAR POWER DTATltlN, UNIT 2 


F Security, medical, emergency 6 fire protection plans 


B310040121 Releases public version of revised eoiergoiicij plan 
inpletnentmg procedure 

FELTON, J M Division of Rules and Records 03/09/22 Oocumc^rit 

Management Branch ip 20634 341 24 X. Fiche 50 OJO, 03/O9/2r', 

3310040 1 r-M 


— 8310040136 Publi'' version uf Rev 0 tc fmargency Plan J tnp 1 ement 1 tig 
Procedure EPIP 300-16, "Radiation Suiveys Under Accidont 
Conditions " W/B30913 Itr, receipt f -at is, pr oc edur o history h 
safety evaluation 

SCOTT, D J Commonwealth Edison Co 83/09/09 lOpji 30634 34 2 
24X Fithe 50-010,03/09/22*0310040121 


0310140262 Forwards IE Insp Repts 50-237/93-28 S' 30*-247/B3 26 un 
830913-16 No noficnmp I lance noted 

PAPERIELLO. C si Region 3, Office of Di roc tor 03/09/30 HEEDr C 
Commonwealth Ldison Co 2pp 20761 395 24X Klchc 50* 23/, 03/09/30, 

8310140262 


— 8310140267 IE Insp Repts 50-237/63-20 If 50-249/63-26 on 030913-16 No 
none omp I lanc e noted Major ateas inspected emergency 
preparedness eicrcise 

PLOSKl, T , GLOERSEN, W , SNLLL.tJ Region 3, Of Fine of Bit oc Los 
83/09/30 lOpp 20761 29/ 24X Fitho 50-237,83/09/30,0310140262 


8310270009 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J M Division of Rules and Necnids 03/10/21 U(icuin'‘iil 
Management Branch Ip 20940 167 <^4X Ficfm 50-010,03/10/21, 

0310270009 


•8310270017 F'ublic versidn af Rev 5 to Emergency Plan Imp 1 emen Ling 
Procedure EPIF' 3o0~l, "Initial Notifications & Oe-nerating 
Station Emergency Plan Responses IPrunary ftesponc i b x 1 1 ty - 
Station Director) " U/e3lOi4 Hi 

SCOTT. D J Commonwealth Edison Co 83/10/03 DEN ION, H R OP fit e 
of Nuclear Reactor Regulation, Director 20pp 2f0940 1 6R r4X 
Ficht 50-010,03/10/21,83102/0009 


8310270526 Releases public version of revised rmergenctf plan 
Imp lemontinq precpdure 

FELTON, J M Division of Hulus and Necoi ds 03/10/ J1 Documuct 

Management Branch Ip 2093/ 216 24X Fiche 90-000,03/10/21, 

931 02705P6 


— 031027053/ Public version iif Rev 3 to I mnrgency Plan Impl eirrnL 1 ng 
Procedure £0F-6, "Administration ?, Lnqistics Manaopi " 

11/831017 Itr & leceipt fpim 

NELLIS, C A , HESSNER, R , MOPRE, R D Camnionueal th Tdlsan Co 
03/02/18 DENTON* H R NRt - Wn Detailed AffiUotion Given /pp 
20937 ai7 24X Fiche 50-000, 03/ 10/2 1 , 031 02705P6 


-8310070161 forwards I/irector'E. Uuiisioi, tij lA.denyJt.v O'KtlLJq JA{ P l<.' , 
petition re transpni t of spint riuclccii fuoi from 
West Val ) cy 

DAVIS, xl G Office of Nuclcir Mnterif,! Safoty ♦< 

Saf equar ds, [>i 1 oc lor 03/07/30 Rt‘iMIKUlp,M C 1 u|. J j, 

30680 d09 24X Fitho 50- 000, 03/09/30* 03100701 56 


Q310070167 Notice of issuance of lJirectui'& Decisidii iJ I- 1 4 , tlpny 1 »i a 
State of OH 6 SipTro Club 030909 & 00^*4, reap ec 1 1 ve I ij ■ 

1DCI'R2 ,'06 petitions re tran'.port Of 4ppnt nuclear fuel f 1 nm 
West Vnllcij 

DAVIb, J a QPflcp of Nuclooi Mtitciinl li.ifety •< 

Safeguards, Uii ettor 03/09/30 2pp J'06a0 JIO i'AX 
Flchc 50-000, Q3/09/30, 03100/0156 


"8310070171 Dirprlnr's Decision 03 -14, di ny i nq Stole of t'H 6 '>i en iH Cl*'- 
830909 If 0024, respec live Ig, 1 0CM<2 206 petitians to 
tronspPT t of spent nuclear fuel fi am Wo*i(, valley flcqi^D't fui 
hearing *, for preparation of US denird 
DAVIS, j 0 Office Of Nucleai Material bafety 
Safeguar ds. Director 83/09/30 I8pp 20600 3li' ^.‘AX 
Fiche 50-000, 03/09/30, G3100/<)r,6 


S310270297 Order extending tinie unlil 03 J ISO for OomiM ovx on tt* ,'i I to 
review Directoi 'g Ueclsion DlJ OJ M.donytno bierra (luL », 

State of CJH roquet- Is 

CHIUK, S vl Office of the Senetary ol the Commission IH/JO/RC 
Comini SB loners Ip 20923 19*> 24X Fichn 50-000, 8 J/ 1 

□31027029/ 


P Operating license stage documinti *< 1 01 roi pondenc t 


0310040471 Subin-its <iddl info to allow isi nance of full — torm 111 fox 
yrs from oriqina) provisional OL isrued 6912r*y Ro(ii,i.>sl 
conaistanL ui/Atomic Energy A( t 6 NRC rrpulotions 

nvBAK, n rommonweolth Edison Co 03/09/^7 DEN7l*N*H l< 1)1 fit i' <• 
Nuclear Rcattoi Hoqulation. iJlTOttoi -ipp 2062 1 JiVi }'4> 

Fiche 50-237,03/09/27,83100404/1 


0310040320 Commits to formal submittal of proposed rod i ti] on xcal I 
amend by 840106 

nvilAK, U Commonwcolth Edison Co 0J/O9/20 DENI UN, 11 If liffirr d 
N uclear Reactoi Regulation, Directoi Ip 20620 I'Jlf i'4X 
Fiche 50- P37 , 03/09/ 20, 83 1 0040: li '0 


0310070264 FoTuiaids proprietary "Di esden 2/3 Nucleai Oonr ml i i,q l''lL>Tit. 
Suppression Fool lemp Response," "El Mutch Nucloar FnwiSi 
Station Units 16 2 Suppression Fool Itmp Ro'vponLO’* ^ M,i> It 
I 830025 meeting viewgraphs Repts withheld (ref iQClNr’ 7VCM 
PFCFFCRLEM, H C GeoerdJ Elcctiit Co 03/09/30 VA3''iALLD, 1) R 
Operating Reactors Branch ? 61 pp 2(.<bll 292 IMV 

F I c ho 50 000, 01 / 09 / 30, 03 1 00 /Or*A4 


83100S0S2A Forwards SER re util rerponse to NUREO-073/i J teni 1) fi i« 
"RGB Vents ' Item rompjptp 

CRUTCHFICI D> D Operating lleoftOrs Branch S 03/10/03 f ARHA'i. tr t 
CommonuiQal th Edison Co 6pp 20632 33t> 24X FicRe 1*0-23 /, li )/ lO / L> 

B31 0050524 
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' a'il00*30b34 'Scloctod Operatnin Npattor labuos Proijiam il U Vnnls 
(NUHTG O/i/tltum II D 1 >, ' tethrucal c va I uat t Oi» ri*pt 

for DtPMll'n Utu tt* P *f 3 

HtLD* J I L^iUtx utice LiwurmuTf I tibtiraiunj FIN A-Oc'bO 
Tr~3BO/OOJ3A 01/O4/Oi?> AIDEHIHAL.C NRC - No DolailejJ 

AfPiiiattun Glvtii 4pp tiOiiJt 341 c.*4X Tithe '70 t*37, OJ/ 1 3/03< 

a 3 lOf>DO?»P*l 


03 OO 3 OO.< 4 t; IE Info Notice 03 - 62 < "Failure of Raduntiant loiic fiai 
Detector^ I'o ii 1 tl otied at Control Room Vei^tilation An 
Intakes " 5 vt list enc I 

JOEDAN L L Uivisitin of tmerqencg Preparedness & Engineering 
Response (Post 830103 ) 0 J/OV/JA Coti^ol idated Edison Co of Neu 

York* Inc ll 6 pp 20777 210 24 X Fiche SO'OOO* 03 /-OY/aA* 0303300342 


E3J10120189 1 oruai da response tu NflC 0JU31i) question^ h i equebt ftit 
addl infcj re 81 P Topic Ill'b A cnnccrning pipe breuks insidr 
c onta 1 nment 

RrDAK.R Commonwp.T 1 th Edison Co 03 / 10/03 GILDFin*!) DpcTotiiiq 
Reactors OrancI* b bp p ? 0 d* 9 b 34 *? PAX Ticho 50 -PJ/< 01 ' 10/0 C 
03 1 01 20 J 09 


0310110160 Corrects Paragraph 3 M b of Ami-ntt 7 b to License OPK-l? 
re 021221 request for Cycle 7 opnatiun w/ieload fuel 
supplied tiy Lxxon Nuclear (o 

CRUTCUr Id D* I> Operating Reat toi s Dranth 5 Oa/lO/Ob TARRAR* D I 
Commonwealth Ldison Co 3 pp 20666 2314 34 X Fir he bO- 237 . 03 / 10/0 b* 

Q 3101 1016 N 


0310200273 F orwa? da schedules lor equipment qualification test progi^jm 
for fdc i 1 i li es. pel 010526 1 tr Ooles given For current 
qualification aitivities should be viewed as “target dates' 
t not os fiTin dotes 

UARNEB* P L Cuminunwea I th Edison fo OJ/JO/OS Kl PPl EH, vF G Rtgirm 
3 . Office of Direr For lOpp 20630 034 24 y Tithe bO-OOG, GJ/iO/ 0 &* 

03 ) 02002/3 


8 J 10 J 20424 Requests forqial update of completion schedules fitim 
integiated plant safety assessment rept* to facilitaie 
overall hi P rusolution Response requested within JU days 
CRUrcur Ibl Dr n operating Reactors JJrauch b 63 / 10/06 TARRAW* I) I 
Commonwealth Idisiin Ci» 2 pp 20676 PHO 24 X Fithe 80 ^ 237 . 63 / 10 / 06 . 
03101204 P 4 


B 310120303 Notifies that monthly publication of TR uotifis uiill be 
provided w/u tiansmiltal 1 tr 

CRUTCMTILI D« 6 Operating F<ea( toi E Uranth f> 03 /lO/OV FARRAR. 0 I 
Commoniueal th Edison Co 2 pp P 0670 336 24 X Fithe 50 - 237.6 3 / 10 / 0 /. 

0310120303 


S 310260001 Tiiruiaids addl info i ('quested it* NRC 030316 Iti re util 
response to bl P Topic in ’-4 A* "I or nod o Mi*>sllcs " (anllng 
water to HXs Is supplied from sve watei sys which is 
independent from condonsate storoqe tank 

RYDAKrB Commonweal th Edison Co 03 / 10 /lD GILDURlrR OpeiatiipQ 
Reactors Branch 5 IDpp 20712 206 24 / Tiche 50 - 01 0 * 63 / 10 / J D. 

0310260001 


63102 S 0147 Torwai Us Q 307 JO Diretfcoi's Deiisiun G 3 - 14 . deny ing btotc of 
OH t* Sierra Club iOCi-R 2 206 prlliions re transportation oF 
spent Funl from Wi'st Valley Potilifcg.pn H 309 J 0 rcqueul 
CUNNINCHAMiR I lU vis I on of Fuel Cycle 6 Material Safety 03 / 10 / 1 □ 
MlLLTR.f Environmental F»plity Jnstifutp 2 pp 20761 3 P 7 24 X 

Flcbe DO 000 * 03 / 10 / 101031020014 / 


0310350180 Toiuaids Amends 76 k. 67 to Lirenrfs UPn -17 I)Pn- 2 r>- 
respectivcly & safety evaluation Amend chonges Tech Specs 
re operability requirements for bCCS rir.q header snubbers 
CRUTCHT ILLD* D Operating Roar toi s Kr.inch D 03 / 10/21 T-ARRAR* I> I 
Commanwofllth Edison Co 2 pp 20073 344 24 X Tiche ♦iO - 237 * 83 / 10 / 2 1 . 

0310200100 


0oOC2^O345 IE Info Notice 03-63. "potential failures of Westinqhouse 
Type !aA A I) i ^ f I'J oirl la 1 Relays “ Svt list end 
JORDAN. L L Uivis.on nf emergency Hr eparedne ss & engineering 
Response fPost 030103) 83/07/26 ConEolidated Edison Cn pf New 

fork Irw lllj)*p 20770 001 J4X Fitho '50-000, 03/07/26, 030030034 b 


6 j 0 u 300349 IE Info Notice 03 64 . "Lead Shielding Attached to 
SaFsty-Relfl ted fays W/o lOCFRSO 57 Lvalvstion " favc list 
enc 1 

Jordan, L L Division of Emergency Hreearedness LnQineering 
Response (Fust 830103 > 01 / 09/(27 Consolidated Edison Cn of New 

York* Inf llSpp 20716 324 24 X Flihe 50 - 000 . Qj/ 09 / 27 i B 3 DOu 0 O 347 


8310140262 horwaids IE Insp Repts bO- 237 / 03-20 It 50 - 247 / 03-26 bn 
830713-16 No noncomp I lance noted 

PAPERIELLO.C J Region 3 * Ufficr of Director 03 / 09/30 NEED* C 
Commonwealth Edison Co 2 pp 2076 J 275 24 X Fiche 50 - 237 * 83 / 09 / 30 . 

03lO14Or7'r» 


—0310140267 IE Inap Repts 50 - 237 / 83-28 6 50 - 249 / 03-26 on 03 O 91 J-I 6 No 
noncomp 1 1 ance noted Major aioas inspected emergoricij 
preparedness exticise 

PLQSKl.T . GLOERBEN. W , SNTLL. W Hcpion 3 * Office of Diructor. 
03 / 09/30 lOpp 20761 27 / ? 4 X Fiche 30 - 237 . 03 / 09 / 30*0310140262 


B 310200124 Torwaids IE Mgt Meeting Repts 50 - 010 / 03 - 18 * 50 * 237 / 03 'P 7 . 
50 - 249 /aa-SS, 00 - 254 / 03 - 27 , 'JO-r' 65 / 03 - 26 . 50 - 293 / 83 - 17 * 

30 - 304 / 83 - 20 . 50 - 373 / 81 - 30 . 50 - 374 / 83-30 50 - 454 / 03 - 44 . 
50 - 450 / 03 - 33 , 50 - 456 / 03-14 6 50 - 457/03 J 3 

N 0 RELIU 3 , C E Division of Project h Resident Programs 03 / 10/04 
REED, C Commonwealth Edison (o 2 pp 2(<034 090 ? 4 X 

Fiche 50 000 . 01 / 10 / 04.0310200124 


“8310200148 IE Hqt Meeting Repts 50 - 020 / 83 - 18 . 50 - 23 // BLl- 27 * 50 -r' 49 /B 3 -? 5 , 
50 - 254 / 83 - 27 , 50 - 265 / 03 - 26 . 50 - 275/03 19 , 50 - 304 / 03 - 20 . 

50 - 373 / 03 - 30 . 50 * 374 / 03 - 30 , 50 - 454 / 03 - 44 , * 70-4 50/03 33 . 

50 - 456/03 14 P bO- 4 S 7/83 13 

NQREL 1 V 0 . C I Division of Project f< Resident Programs DAVIS. A U 
Region 3 , OFF i to of Directm 03 / 10/03 4 pp 20 DJ 4 100 l' 4 X 
Fiche 50 - 000 * 03 / 10 / 04 . 0310200124 


0310110140 Discusses concerns re licenser actions following failure of 
certain ECCS/contai nment isolation valves. per revieu* of inf-ti 
in LER 03 - 006/011 0 k« IE Insp Repts 50 - 237 / 03-07 ft 
50 - 247 / 03-06 License amend application requested 

CRUTCKF lELD, 0 Operating Heat tors Branch 5 03 / 10/05 FARRAR* H L 

Commonwealth Edison Co 5 pp 20666 2 V 5 24 X Fichc 50 - 237 . 03 / 10 / 05 . 

0310110140 


0310170337 Submits status of as-built reviews of safe shutdown piping 
supports fot n Bulletin 77-14 Ac result nf review tif 
Quad Cities, two piping sys found to have ..dd 1 disci epancies 
Seven new hanget s added 

RYBAK* U Commonwealth Edison Co 83 / 10/06 KEPPl.fcR. J G Region 3 . 
Office of Director 2 pp 20/06 155 24 X Fithe 50 - 000 * 03 / 10 / 06 . 

83101 / 033 / 


--aaioaboivs Amends 76 i* 67 to I Ktnsoc I'PR-IV h DPR 2 b, respec ti vi ly. 
changing lech Specs re operability roquiiements foi ECCS 
ring huader snubb era. pei DJ 06 I 3 application 

CRUTCIir lELDj D Operating Reactors Uianch 5 03 /iO,r 21 14 pp 

20093 346 24 X Tithe 50 - 23 /. 03 / 10 / 21 . 0310250180 


0310250200 Gafity evaluation supporting Amends /6 Ik 6 / to Licenser 
DPR-i 7 & l)F^R~tt' 5 * I especti vr ] y 

X Office of Nutlear Rcactoi Rigulation* Director 83 /J 0/21 2 pi» 
20093 360 24 X Fiche 50 - 23 /, 03 / 10 / 21 , 0310250100 


03 OB 3 OO 3 ;e IE Info Notice 83 - 65 , “faurve 1 1 ) aiic e of Hlrw in R 1 U Qqeass 
Loops Used in Wcstinghouse Plonts “ favc list enc 1 
JORDAN. E L Division of Lmergency Preparedness it l-npinepri ng 
Response IPost 830103 ) 03 / 10/07 Consol idated bdisoii Co of New 

Vorlt, llic 76 pp 90 B 27 213 24 X Fiche 50 - 000 * 83 / 10 / 07 , 83(10300378 


8300300752 IE Info Notice 03 - 66 * “Fotality at Argentine Critical 
Facility Gve list enc 1 

JORDAN* E I Division of Lmergency Preparedness 6 PnqiT.aermg 
Response (Fust 030103 ) 03 / 10/07 Consolidated Edison to of New 

York, Inc 77 pp 20882 026 24 X Fithe 50 - 000 . 03 / 10 / 07.0300300752 


6310310052 Denies G 30703 request I oi extension to submit foimnl 
response to Oeiivric Lti* 8 J- 2 S le faalem ATWB event )nfo must 
be submitted by 83 J 10 b Participation in owners group for 
issues requiring long-range planning acrcptable 

CRUTCHF ILLDi 0 Operating Reattorb Branch i> 03 / 10/26 TAHRAR, D L 
Commonwealth Edison Ca app 20751 046 24 X Fithe 50 - 23 /, 03 / 10 / 26 . 

B 3 I 03100 DP 


Q Inspettion repurtt. IE Bulletins it c pi i e> pondenc e 


8308300340 IE liiTu Noti-e 03 61 * “Allrqoil Uue of Stand Ins foi Weldti 
Qual 1 f it Atl ion Festr " 3 vc Hut ime 1 

JORDAN* L L Liivislon »f F merptney Preparedness 6 I ngineerliip 
Response (Rnst bjOlOJi 8 1 / 09/26 Consolidated Edison Co PF Ni-up 

Vork. Ini ll 7 pp 20754 02 ,? 24 X riche 50 - 000 . 03 / 09 / 26 . Q.iOGJOOJAO 


9310210053 Forwards IE Insp Repts 50 - 010 /D 3 - 17 . 50 - 23 // 83-26 Sc 
50 - 247 / 03-24 on 030829 - 31 . 0901,02 & 00 ft notice of 
vlo lati on 

PAPEHIELLO.C J Region □. Office of Director 83 / 10/07 RL&J)* C 
Commonwealth Edison Co 2 pp 20855 286 a 4 X Fithe 50 - 010 , 03 / 10 / 07 * 
83102100 D 3 


— 03103)0061 Notice of violation from into on 030829 - 31 , 0901,02 6 00 
PAPEKIELLO, C J Region 3 , Office of Director 83 / 10/07 2 vp 
20 B 55 200 P 4 X Fiche 50 - 010 , 03 / 10 / 0 /, B 3102 I 003 J 


—8310210074 IE Insp Repts 50-010/03-17,50-237/03-26 ^ 50-249/83*24 un 
830029-31 , 0901,02 U 08 Noncomp ) i anc e noted inadequati 
calibr of D-1 ?< D-a/3 chimney monitois h failure to foUow 
procedures re radiation prnlection 

PAUL, R A * HUtTLiLL J . OHEGER, L R Meqion 3, Of flee of Director 
83/10/07 Opp 20055 290 24 X Fithe 50-010.03/10/07*0310210053 
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8308300759 lE Ir^fo «[>tice B3''6.7. "bmercl ency Use Hesp-i'ialor Mail lu Fi 1 1 
Causes K)od^ct»on of NotioKS ^ Jtst eiit I 

JORDANj E L ill V 1 5 X on 0 f bme rq encg Hiepar'fd ne sa it |Tiqifie*'T >i)q 
Response <Pu5t 830103) 03/10/11 ( on- D 1 » dat p d Ldi'^ou Ln fif New 

York. Ini. 117pp ?i043 075 ''4X Tuho 50-000, 83/ 10/ 1 1 . OJOfi mo /S9 


BC]Oa3007f»l IE Info Notice B3-6U, Wesptr.iloT User Uariunq lU'UttlVP 
Self-Contained Oreathlng Apparatus Ait Cylinders ‘ t»vt I > *i t 
end 

JOnOANi E L Division of Lmieraency Preparedness h f*nq ineennn 
Response (Ppst B30I031 63/10/1 J ( ciiiaol » dat pd I ri 1 1 on Ct, of New 

York. Inc IPOpp 20027 129 24X Ficbe 50-000,83/10/11,0300300/61 


0310140036 Ack receipt of 03092? Ur infarcnlng NRC of stips taken Xu 
correct violations noted m If Itisp Rept-s 50-010/03 09, 
90-237/Q3-14 Sr 50-249/ 03" 1 T 

MDRELIUS*C Division off Project ?<NeSjdent Programs 03/lO/Jl 
REED, C Commonwealth Edison Co Ip 20/67 341 24X 

riche 50 010-03/10/11.83101400^6 


— 0310140049 Reisponds to NRC QJ0B23 Ur re violations onteiJ m U Uisp 
Repts 50-0l0/e3-09, 50-237/83-14 i 50-249/83-13 Corrective 
actions operations personnel closed ir latched all balter-ij 
charger cabinets 

FARRAR., D U Commonwealth Cdisoii Co 83/09/22 KCPPl FR, 6 
Region 3, Office of Directar 5pp 20767 342 I’-IX 
Flche 50-010, 03/10/11,6310140036 


8310140099 Ack receipt of 030916 Ur infoimjng NflC of stipa ttihen ti> 
correct violations noted »ti it Ihsp Repts 50-010/83 IP, 
30-237/63-20 S« 5O-249/B3-10 

NCRELIUS, C E Division cf Project t< WeBident Prot|rams 8J/tO/il 
REED, C Commomiica] th Edison Co Ip i.0766 099 ildX 
Flche 50-010*83/10/11-8310140099 


—0310140104 Responds to NRC 030/21 Ur re vioIaliDfis noted in H Uisp 
Kept 5 50-010/03-12,50-237/63-20 5 50-249/03-10 Correct ivo 
attloTis. scope fc general method of traininq pTpqi»m 
completely detailed in tr^niinq procedures 

FARRAR* D L Comm OTiuiea I tfi Lriison Co 03/09/16 KLPPLtR* C 
Region 3, Office of Oirectoi Epp i.'0/66 100 c-'OK 
Fichc 50-010, 83/10/11. e3f0H0099 


110100260 Clarifies NRC position re procedures for admitting NRl 
personnel to facilities Access should be afforded tu Region 
lit personnel listed in ePtl Update 1 1 he provided evei y 
6 months 

AXELSDN.WL Region 3. Office of Director D3/10/H REEl), C 
Commonwealth Ccfison Co 7pp 20B03 302 24X Fiche DO-OlO. U3/ 1 0/ 14, 

8310160268 


031O1QO551 Notification of 03)021 meeiinn ui/UWR Wcorisees in Uothesdci, 
MD to discuss future insps Foi intergranular stresi 
corrosion cracting 

ttlRAGLIA, F J Assistant Director for bafoty Assessment 03/10/14 
CfSENKUr.DG Division of Licensing 5pp 2082 J J DO 24X 

Flche 50-000.33/10/14.6310180551 


Periodic operating reports h related correspondence 


10120273 Monthly operating repts for Lept 1903 W/a,ilD03 lir 
SCMROEDER, D A . SCOTT, D J Cotnmonwoa lih Edison Co 03/10/03 
ytreeXor's Office, Office of Jnsppcfclori and Enforermont 16pp 
20693 081 24X Fit be 50-237.03/10/03,0310120273 


Reportable occurrences, U^Rs 1< related corr espomldnc c 


110110425 FDIA request for info re PNO- 11 1-83-057 concerning foultg 
valve radiograph 5 j PNO-n I-8J-026 concerning use of lubricant 
9n valve seat* & info on OUErNfiC 630419-20 meetings 
concerning geologic repository in salt program 
HiATTi S L Ohio Citiiens for Rcsponsililo Energy 83/05/10 
FELTCN. J h Division pf Rules and Records Ip 20/06 001 24X 

Flche 90-000103/05/10.0310110435 


0310110430 Responds to FQIA request for four different categories of 
documents described in B30510 Itr Forwards mail listed in 
App A. rospensive to Items 1 . 2 !< 4 DDE should be contacteil 
for matl requested in Item 3 of Ur 

FELTDM. J M Division of Rules and OetciTdls 63/06/14 HIAT|,& I 
Ohio Clfciiens fer Responsible Energy 3pp 20706 OOP 24X 
Flche 50-000. 03/06/14, 03101 10430 


— 0310110461 E»cerpt from notification, of events at IwO diffoipni 
facilities re deficiency concorning control compjpi chillrd 
meter sys if Info received that qreasr Incorrectly usrd on 
MSiVs, respBft J vrly Related itifn end 

« Region 3* Office of Director 83/O4/0B IJpp 20/06 044 ?4X 

Flche 50-000*83/06/14.6310110430 


— 031011046/ Dally rupt re e .rents at three diffoTOnt f »r i I i I 1 1 i I A( I'^Fi 
experienced srrom due to Inm wotoi level PMU-iII-BJ 0?6 
updates use of lubricants in. \,aive su.ft'. 

Region 3, Office of Directoi OJ/04/ll Ip r{>/06 ON,' ,r.q X 
Ficl.e 50- 000, B 3/06M4. 03101 J04 «> 


— PllOllOA/Q Rosponds to 830413 lii lequestinq info le use uf Hitiiyr'i 
mails on valve seating sui fuceT* Lubiirants cleanlnn 
solvents used on valve compnnent «vu.fare', pei veiidoi 
rpcofpmend at I ons h mamt pr.ittirrs 

FARRAR-n L rommcinwealth Ldisuii Co 03/04/22 Krf»PLl-H,>l l 
Region 3, Office of Direclui 4pp 20/06 063 24'' 

riche hO'Oot), a 3/06/14, e ijoi i04 lo 


8310260000 Add 1 leoponse to f OlA request { oi 1/ cateporirs uf i r.( p; tl t. 
Forwards documents listed In Apps D, C N |> Info le 
frauduloni practices of Ray Millor, Ini available in FDR 
rCLTDN. J M Division of Rules and Retoi ds 03/06/23 < urWI 1I,J 

Public Cikiion Litigation Group I'ipp 20920 001 .'<U 

Ficho 50-000. Oj/06/23. 031 0260000 


— 6310560096 DestT Ibes facility b2l203 flauil ?i corrottlvr ,ictw»),, toil 
Chronology uf events end , me 1 1 'd inq notification of event N 
procedure fur briofing commissioner 

FERUlNb, K I NHL - No Dotal lod Affiliation Given U3/06/(lji 
DEYOUNG, R C Director's Office, Office nf Inspcctun .ind 

Enforermont IJpp 50921 136 24X fiihe 50 -01 0. 0 l/06/J ' J, 

B3102AOOOB 


0310070301 FotentiaJ part 21 repl le undtrrange c harur let i i*l i i c,( 

Mudel N-EilGM transmitter Undprr.mqe /pro offset m.iy i*< r nr 
when transmitter initially pressurized frofh atmnsphciir l*i 
supptessed lero Input End usci s notifiiu 

OERDERlAN.ri J Fpiboro Col p 0 1/09/30 Oiroctor'*- Offiir. I'fifl- 

of Insp«ctl(in and Enforcement Ilpp 20651 064 24X 

Ficbe •lO'OOO. Q i/ 09/30, 0310070301 


03100603/3 LER 83-064 /03L-0 on 030905. c on tro I rod drive scram clii<li< 4 -.i 
vol continuous ultrasonic test indirafion displayed riiatii 
info Caused by hoafinq steam line leak above monitor 
cabinet Leak lepalrod Nodule replaced l>J/83l0O3 Iti 
KHEE. S . BCQTI.D J Commonuiea 1 th Edison Co ai/lO/O'i Ki i'lM I N, 
Region 3, Office of Director 3pp 20646 069 ;4X 

F 1 1 h e 50-537, 03/10/ 03. Q3 1 0060373 


0310110140 Discusses concern's re licensor actions following f i 1 im i> 4 
certain ECCS/c onfcainmont isolation valves, per review of inii' 
in LtR 83-006/OIT-0 & IE Insp Repls 50-237/03-07 & 

50-249/83-06 Ujcetise amend application requested 

CRUTCHF lELD. D Operating Roartors Branch 5 83/10/05 FAKNAR.Ij I 

Comoianwea 1 th Ed Leon Co 5pp 20666 593 24K Ficbe 50 23 /, II 1/ 1 C) /I 

8310110140 


8310170553 Responda to item of contern in NRC B3090/ Ur i e U3ii/19 9^ 
0811 events imvalvinn discovery of holes in oipansion 
bellows on torus to drywell vacuum breaker linos Cuirtctivc 
actions Pnume rated 

RYBAK, 0 Commonwealth Edison { o 03/10/0/ DENIUN.II R DTfH r- i 
Nuclear Reactor Regulation, Diiector 4 pp 20/80 50 / r' 4 X 
F I c he &0-237, 0 J/ 1 0/07. 83 1 0 1 70553 


B3102L0127 LER 83“06B/01T'-0 tin 831002, dui inq MFC I sui voi 1 1 ant r Ills'- 
S300-8, motor operated valve 2301-35 failed to open on 
receiving open signal Caused by Limitoique valve opoiatni 
terminal 5 broken lug connrctnr I up replaced W/031Oi2 Iti 
ANANDAPPA, A . SCOTT. 0 J Commonwealth Tdison Co Ol/lO/Jz* 

KEPPLER.vl Q Region 3. Office of Direr toi 4pp 50058 y 1/ ► 

Fiche 50-237,03/10/12,8310210127 


83102)0297 LER 8J-065/03L-0 on 830917, scram dlscharqe vol vent v,.) vi 
2-0399-534 found lacKcd closed instrad of locked open Cau^lMf 
by valve left open during previous scram discharge vol 
Test DDS 300-7 All lucked valves checked W/031012 J tr 
WHALEN, R J , 8C0TI.D J Commonwealth Fdison Co 03/10/11' 

KEPPLER, *1 0 Region 3, Office of Director 3pp 20853 IMA •',4^ 
Fiche aO'237. 83/10/ 12, 8310210297 


8310210313 LER 83-066 /03L-0 on 030910. MS IV 2D 2 S s rlorurc time 
exceeded Tech Sp&c requirement of J to 5 r Oauaed by 
timing mechanism nut of adjustment Mechanism adjuslrd 
M' 83 H >32 Jti 

MAXWELL, D . BCOTI.D J Commonwealth Ldisun Co 03/10/12 

KEPPLERiil 0 Reqion 3, Off ice of Dll or tor 3pp L'OHliP IM’/ i'Ai) 

Fiche 50-237. GJ/lO/ia. B3102103J3 
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r Security, medic dip erneTqciicy ^ ftre piotoction pl<in& 


031012CI3AA No 1 1 F 1 cat i on of 0J1O,'7 muotiin) ui/util in Uetheedaphli t ii 
d l-scusa (TiobB to fi-re protection boPd *pl)Lit(l(iiDn plan 
UICK.G 1 Dpeiatinq Ro«icfcorfi Oranch ‘S 03/10/07 CRUT( HI 11:1 t>, li 
Operating Ro^ictor^ Branch 5 Jpp JO/00 L'5/ 2^7 

riche DO GJ/ 10/07. 03101203^'! 


Q310270076 r<eloa>,L>s public version of rovisiU emetQoncy pl,tn 
imp J erne nfc irtq procedures 

FCLTON* J M Division of Ruloi- and Retoids 03/10/20 Document 
Hanagpnipnt Itranrh Ip 209^ J 0'>0 iMX Fiche *i0-2d^, 03/10/20. 

Q3l 02/0076 


8310070365 Foruards Amend 57 to License I)PR-10 & safety evaluation 
Amend changes Tech Specs to keep releases of radioactive 
matl to unrestricted areas during normal operations Al ARA 
CRUTCHFIELD, D Operating Rear tors Branch 5 03/09/39 MAIBR. J E 

Rochester Oas & Clsctnc Cnrp 6pp 20664 147 34X 

Fiche 50-S44. 0 J/09/29. 8310070365 


— B31007036B Amend 5/ to License DPR~10, chang ing Tech Specs to keep 
releases of radioactive matl to unrestricted areas during 
norma! operations ALARA 

CRUTCHFIELD, B Operatma Reactors Branch 5 03/09/29 8lpp 

20664 153 24X Ficlie 50-244.83/09/29.0310070365 


— 8310070372 Safety evaluation supporting Amend 57 to License DPR-IS 
e Office of Nuclear Reactor Regulation. Director 03/09/30 Bpp 
20664 234 24 X Fiche 50-244.03/09/29,0310070365 


“-031O37OOD6 Forwards 
Impl emun 1 1 ng proc 
station call list 
6 SC-333 ro scare 

MAinn.j tr noche 

Region □Ffice 
Fic6fl nO-3AA,03/l 


public veisioh of itvised emei qenry plan 
rdurcs, including Prcpieduros SC-607 re 
, SC -606 10 special lied notification list 
h & rescue operation 

Bter Gas 6 Llectiic Coi p 83/10/0/ MURl t V. T 
qf Director Ip P0942 059 P4X 
0/20, 03102/00/6 


b 


— 8301210240 "Radiological Effluent lech Spec Implementation (A-2>.'' 
technical evaluation rept 

CHEN, 8 Franklin I nst i tute/Frankl In Research Center 
NRC-03-S1-130 TER-C5506-93 83/01/19 CONGEL, F NRC - No 

Detailed Affiliation Oiven 30pp 20664 242 24X 

Fiche 50-244.03/09/39,83100/0365 


—63102/0094 Public version of i>ev>sod emBrnoncy plan implementing 
proc c dure-fi« I nc lud 1 ng Procedine*, S( -60/ re station tall li«vfc, 

SC-606 re sprclnliiod notification list ft ac -233 ro search 
ft rescue operation 

0 , SPECTER, 5 M Riichestpr Gas ft Electric Lorp 
03/10/05 51 pp 20942 05/ 24 X Fit ha 30-244, 03/ 10/20, 031 0270076 


6308300771 Board Notification 83-1204 forwards Equipment Qua 1 1 f i c at 1 on 
Branch conclusions re potential problems w/ASCD solenoid 
va Ives 

EISENHUT, D G Division of Licensing 03/10/06 PALLADINO,N J , 
GILINSKY, V , ROBERTS,! M Commi ssionfil s 3ipp 20018 001 24X 
Fiche 50--000> 03/10/06. B30B30077I 


P Operatlnp license stage documents ft correspondence 


0310310017 roiA request for documents re integrated leak rote tests for 
listed forllities to be placed in PDR 

OQNNEfi, L Affiliation Unknown 03/05/02 NR< - No Detailed 
Affiliation Oiven Jp 21004 2/0 24 X Fiche 50-000,83/05/0?, 
0310310017 


0310310031 Responds to FOIA request for documents re integrated leak 
rate tests for facilities to be placed in PDR Foiwaids 
documents to be placed in PDR ft list of facilities for which 
repts are unavailable 

FELTON. J N Division of Rules and Reccii dr> 83/0//06 CONNER, t 
Affiliation Unknown Ip 2I0D4 ?7l 24X Fiche 50-000,03/07/06, 

Q3 103 10031 


— 5310310073 Forwards '‘Roaclor Containment Bldg Integrated Leak Rate 
Test,"' including analysis ft i ntorpretati on of Type A test 
results ft summary analysis of lypw U ft C tests perfoTmed 
since last Type A test in CJit 19/2 

WHITE, L D Rochester Oar ft Electric torp 76/05/19 PURPLE, R A 
Office of Nuclear Reector Regulationi Director Jp 21007 075 
24X Fiche SO 000,03/07/06.0310310031 


— B3103100/6 ■'Reuctor Containment Bldg Integrated Leak Rate Test " 

* Rochester Gas ft Electric Coi p 76/02/20 120pp 2100/ 076 

24X riche 50-000,03/07/06,0310310031 


0310070020 Ac k receipt of 030024 Itr requesting Commission publish 
notice of pending license amend in FR ip New York State 
Energy RftU Authority license for utils w/irradlated fuel 
storage facilities 

DAVIS, J (; Dfftce of Nuclear Material Oafety ft Safeguards, Di i etfcor 
03/07/2,7 JtE9NIKGFF, M Sierm Club Jp 20671 361 24X 

Fiche 50-000, 03/09/22, 03 1 0070020 


— 0310050206 Comments an Franklin Research Ctr qualification methodology 
research test of ASCO solenoid valves Issuance of 
notification to licensees ft applicants requiring response 
re valves failing test recommended 

VOLLHEn,R H Division of Engineering 83/09/29 EISENHUT. D G 
Division of Licensing 5pp 20Q1B 032 24X Fiche 50-000. 

83/10/06,0300300771 


8310120328 Advises that monthly publication of portions of FR notice 
will be Forwarded w/o transmittal Itr Addressees listed on 
SVC list should puruse monthly publication fof pertinent 
hearing opportunity notices 

CRUTCHFIELD. D Operating Reactors Branch 5 93/10/07 MAJERrJ E 

Rochester Oas ft Electric Corp 2pp 20700 271 24X 

Fiche 50-244,83/10/07.0310120320 


□310180192 Responds to request for addl info re 821208 proposed Tech 
Spec for plant heatup ft cooldown curves based on results of 
capsule T Info supplied by Westinghouso Chart summary of 
neutron flui monitor end 

MAIER.J E Rochester Oas ft Electric Corp 03/10/10 CRUTCHFIELD, U 
Operating Reactors Branch 5 6pp 20000 343 24X 

Fiche 50-244,03/10/10,8310180192 


0310180193 Forwards response to requests for addl info re special 
lifting devices used for control of heavy loads 
Iref NURrC- 0612 ) 

MAlER.vl E Pacific Gas ft Electric Co 83/10/12 CRUTCHFIELD, D 
Operating Reactors Branch 5 22pp 20D09 061 24X 

Fiche 50-244,83/10/12,0310100193 


0310250601 Forwards SER <NUHE0-0944) ft FR notice re full-term OL 
application Provisional OL/fuU-term OL conversion issue 
will be resolved by ASLB H/o EER 

CHUTCHF lELD, D Operating Reactors Branch 5 03/10/14 MAIEn,0 E 

Rochester Oas ft Electric Corp 2pp 20908 351 24X 

Fiche 50-244.83/10/1410310250681 


0310040431 Forwards safety evaluation supporting Westinflhouse licensee 
responses to NUREG-0737, 1 terns 11 K 3 1, "Automatic PORV 
IsoUtioiV’ ft II K U 2, "Rept on PURVs" ft Iranklin Reseaifh 
Ctr "Up era tinfl Reactor PORV «fM>ti, (F-U/I.TMI Action 
CRUrCMF lELD, n Operating Reactors Branch 5 83/09/27 MAIER,JE 

Rochasler Gas ft Ilectric Corp I7pp 20624 106 24X 

F i cho 30-244, 03/09/27. 03lOO4O41il 


□310030000 Forwards safety evaluation accepting snow sampling ft vent 
procedures subj to described mod to Item 6 35 of Procedure 
3C-452 License Conditions 2 C{7)l through 20 (ref 

NUftEQ-09J6> satisfied it; 

CRUTCHrtLLD, D Operating Realtors Branch 5 83/09/*=.^ MAJER, J F 

Rochester Gas ft LI ec trie Corp 2pp 20570 069 24 X 

Fiche 50-244, 03/09/29, B31 0030000 


“-0310030002 Sa 
subj to mod 
» Office o 
20590 071 


fety evaluation supporting snow sampling 
to Pi 01 edurc 8C 45? 
f Nuclear Reactor RegulatJon, Directoi 
24X Firhe 50 -244, 03/09/29, 0310030000 


ft vent procedures 
03/09/29 4pp 


—0310350603 Notice 
CRUTCHFIEl D, D 
20900 353 24X 


of availability of BEH for full-term OL 
Operating Reactors Branch 5 03/10/14 

Fiche 50-244.03/10/14,8310350601 


(NUREG-0944I 

Ip 


0310260353 Forwaids SER (NUREG-OBDU "Integrated Plant CAR" for full 
committee review on util full term QL application M/o end 
I1TRAGLIA, F J Division of Licensing 03/10/14 RAY, J J ACR3 

Advisory Committer on Reactor Safeguards Ip 20918 332 a4X 

Fiche 50-244,83/10/1410310260353 


Q Inspection reports. IE Bulletins ft correspondence 


0310060017 Forwards IE Insp Rept 50-244/03-20 on 830016-19 No 
noncomp 1 lance noted 

MARTIN, T T Division of Engineering ft Technical P’' 

MAIER.J E Rochester Oas ft Electric Corp 2pp 30649 253 
Fiche 30-244,03/09/22,0310060017 


03/09/22 

24X 
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— B3J0OAOO19 IE Insp Rapt 50-244/03-30 on B309l6“t9 No noncomp 1 »6i»t a 
noted Major areas Inspecterf radiation protection program 
Including OA h <3C in radioartive mails shipping *. receipt Jr 
preparation (< shipment of radioactive mails 
COLLINS, D J > EMANBAKY.M M Region 1- Office of Director 

03/O9/J6 7pp 30649 255 24X Fithc 50 - 244 , 03/09^22, 83 1 0060017 


8310060044 FoTuards IE Insp Kept 50-244/03-10 on B3O0O2 '05 No 
noncQinp I iance noted 

MARTIN, T T Division of engineeTlng 8. Technical Programs B3/09/2r 

MAieW.J E Rochester Oaa ir Llectnc Corp 2pp 20647 0/4 ?<13C 

FI Che 30 *- 244 . 83/09/22* 8310060044 


—8310060040 IE Insp Rep t 50-244/03-10 on 030802-05 No noncomp J lenr e 
noted Major areas inspected licensee actions in rerponse to 
IE Bulletins 79-03*79-14 It QO-ll 

VARELA, A A , DUHH,J P Region 1, Office of Director 83y09/lA 
Bpp 20647 076 a4X FUhe 50-244,03/09/22.0310060044 


B30B300340 IE Info Notice 03-61, ‘‘Alleged Use of Bkand-Jns foi Welder 
Dual 1 f Icatl on Tests " Sve list ent 1 

JORDAN, E L Division of Emergency Preparedness l< Engineering 
Response (Post a30l03» 03/09/26 Consolidated Edison Cc of Neui 

York, Inc ll7pp 20734 022 24X Fiche 50-000,03/09/26,8308300340 


03OB3OO342 IE Info Notice 83-62. ‘■'Failure of Redundant Tone Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes ” Sve list encl 

JORDAN, E L Division of Cmergencv Preparedness l< Engineering 
Respo-nse (Post B3D103) 03/09/26 Consolidated Edison Co of Ncui 

York. Inc U6pp 20777 210 24 X Fiche 50-000,83/09/26,0308300342 


B30B300345 IE Info Notice 83-63, "Potentjal Failures of Westing hous e 
Tgpe SA-1 Differential Relags " Syc list end 

JORDAN, E L Division of Emergency Preparedness U rnglneerlng 
Response (Post 030103) 03/09/26 Consolidated Edison to of Hew 

York, Inc llBpp 20778 001 24X Fiche 50-0 DO, 83/09/26, 03 08' <0034 5 


^08300349 IE Info Notice 83-64, "Lead Shielding Attached to 
>af et-g‘'RBlated Sys W/o 10CFR50 59 Evaluation " Sve list 
ticl 

ORDANj B L Division of Emergenev Preparedness 6 Engineering 
poponse (Post B3Di03l 83/09/29 Cansolidated Edison Co of New 
ork. Inc llSpp 20716 324 24 X Fiche 50-000,03/09/29,8308300349 


0210214 Forwaids IE Insp Rept 5O-244/0J-19 on 030800-0911 t, notice 
f violation 

TAROSTECKI,P Division of Project it Resident Programs 83/10/05 
lAlERrJ E Rochester Oas t Electric Corp 2pp 20852 089 24X 

Fiche 90-244,83/10/05,0310210214 


8310270143 Foiwai d*> SER re restart followim) steam qpnpiatpr toln 
rupture event on 820125, pe? NURLR-0916 C-erierator tube fiber 
optic insp ac c ep tab 1 e , bas ed oh info in util 021122 1 tr 
CRUTCHF JfeLD, D Operating Nfiattors Dranch 5 03/10/2^ MAlL^.JE, 

Rochester Oas h Electric Corp 2pp 2(<9,i4 138 24 X 

Fiche 50-244,03/10/25.0310270143 


— 6310270149 Safety evaluation supporting steam generator tube fiber 
optic insp 

* Office of Nuclear Reactai Regulation, Direcfccn 83/lO/Jb 2pp 
20924 140 24X Fiche 50-244, 03/10/25. 03102701 4 J 


R Periodic operating rnports it related enri espondeni e 


8310190032 Monthly nperating rept fOT Auy 1983 W/030906 Iti 

MCNAMARA. A C , SNOW, D A Rochester Las 6 Electric Coi p Qll/OV/Ot 
NRC - No Detailed Affiliation Given 6pp 20023 230 24/ 

Fiche 50-244,83/09/06,0310190032 


S Reportable occurrences. LERs fc related correspondence 


8310250305 LER 03-026/01T-0 on 0JO915, boiic acid stoi age lank solution 
concentration less than Tech llpec requirements Caused by 
loakage of reactor makeup water through valve FCV-llOA I, 
check valve 355 Sampling increased W/UJ07R9 Itr 

FILKINS.D L , NAICR.J E Rochester Oas 6 Electric Corp U3/09/PV 
MUR LEV, 7 E Region 1, Office of Diiector 4pp 20099 004 24X 

Fiche 50-244, 83/09/29, 8310250305 


8310070301 Potential Part 21 rept re underrange charar tor I stl r of 
Model N-EllOM transmitter Underronge Jfro offset may occur 
when transmitter initiallg pressurised from atmospheric to 
suppressed lero Input End users notified 

BERBERIAN, M J FoxboroCorp 03/09/30 Direc toi ‘s Of f I r e, Offlu 
uf Inspection and Enforcement ilp|> 206H1 064 24X 

Fiche 50-000,83/09/30,0310070301 


8310110204 Forwards safety evaluation re thcrmal-hy cIt aul i c anuh^slr. oi 
020125 steam generator tube rupture incident Item / 
resolved Reviews of Items 1,3, 4,5 8. 17 complete Remaining 
items still under review 

CRUTCHFIELD, D Operating Reactais Dranch 5 03/10/05 MAJLR.JF 

Rochester Gas l< Electric Corp 2pp =.'0665 300 ;'4X 

Fiche 50-244,83/10/05,0310110204 


— 0310110206 Safety evaluation supporting licenses evaluation of fiJDJPL 
steam generator tube rupture incident, per NURE0-Ci9l6 
e Office of Nuclear ReactoT Regulation, Director 03/10/05 6pp 
20665 310 24X Fiche 50-244.83/10/05.8310110204 


0310210217 Notice of violation from Insp on 630000-0911 

• Region I, Office of Director 03/10/05 Ip 20B52 091 ?4X 

Fiche 50-244,83/10/05*8310210214 


3310210220 IE Insp 
noted failure to 
Finding 00-36 re 
eiams 


Rept 50-244/83-19 an 030008-0911 Noncompliance 
take prompt corrective action on Audit 
status of Quality Group 8 & C sys leakage 


ZIMMERMAN, R P , LAZARUS, N J 
03/ 10/05 lOpp 20852 092 


Region 1, Office of Director 

24X Fiche 50-244,83/10/05,8310210214 


)83OO370 IE Info Notice B3-6S* "Burvei Uance of 
.oops Used Jn Westinghouse Plants " Syc list en 
JORDAN* E L Division of Emergency Preparedness 
iesponie (Post 8301D31 83/10/07 Consolida 
fork, fnc 76pp 20827 213 24K Fiche 50-000 


Flow in RTD Bypass 
cl 

it Engineering 
ted Edison Co of New 
, 83/ 1 0/07 , 8308 300370 


>0300752 IE Inf® Notice 
•acllity ” Sve list encl 
IORDAN* E L Division ol 
Iesponie (Poit 8301031 
‘arkj Inc 79pp 206B2 


83-66* “Fatal Liu at Arg 


Emergency 
03/10/07 
026 24X 


Preparedness 
Consol ida 
Fiche 50-000 


entire Critical 

L Engineering 
ted Edison Co of New 
, 83/ 1 0/07 . 0300 3007 53 


► 8300759 IE Info Notice 03-67* “Emergency Use Respirator Mail Defect 
.euses Production of Noxious Gasec " 0vc list encl 
JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 8301031 03/10/11 Consolidated Edison Co of Nru 

York, int il7pp 21043 075 24X Fiche 50-000, 83/ 10/ 11. 8308300759 


3308300761 IE info Notice 03-68* “Ftesplraior User Uai n i nq ' Defec ti ve 
Self-Contained Breathing Apparatus Air Cylinders “ &vc list 
enc ] 

JORDAN. E L Division pf Emergency Prapar ednas s l< Eng-ineering 
Rfliponse (Post B30J03) 83/10/Ik CansuUdated Edison Cp af New 

York, Inc 120pp 20027 129 24X Fit lie 50-000.83/10/11*8308300761 


©310250217 LER D3-027/03U-0 on 030916, while reducing power, trip 
occurred from l/A power resulting in violations of Terh 
Specs 3 1 1 la S< c Caused by low-low steam generator level 
in loop 0 Operator counseled W/0J1006 Itr 

BEATTY, E J , MATER, J E Rochester Gav it Electric Corp 83/10/06 
MURLEYiT E Region I, Office of Director Spp 20093 30/ .'4X 
Fiche 50-244,03/ 10/06,831025021/ 


8310140002 PND-I-03-103 on B31007, sei smi c event occurred in 
northeastern US w/magnttude of 5 2 on Richter scale in NY 
it 4 0 in NH No damage to equipment identified 

<?ALLO,R M Region 1. Office of Director 03/10/07 ip 20766 116 
24X Fiche 50-000* 03/10/07, B3J 01400R2 


0310170373 Forwards 8ER re reactor coolant pump trip it restart crltrri* 
after 820125 tube failure Incident Adequate steps taken 
addressing items, based on info provided in 021122 Itr l< 

BG0422 response to Generic Lti G3-i0d Items 8 L 9 i esolved 
CRUTCHFIELD, D Operating Reactors Branch 5 83/10/14 MAILR.JF 

Rochester Gas 6 Electric Carp 2pp 20705 005 ,'4X 

Fiche 50-244.03/10/14, 03101703/3 


— 0310170370 SER supporting resolution of SER Items 0 
coolant pump trip *< restart criteria after G2012S 
failure incident 

e Office of Nuclear Reactor Regulation, Director 
20785 007 a4X Fiche 50-244.03/10/14,0310170373 


9 re reaftar 
tube 

03/10/14 Qpp 


0310190029 Summary of 031005 meeting w/util,lNPO 1< ANU re INHU 
simulation of steam generator tube rupture event Bummdry S( 
agenda end 

DICK, Q F Dpeiating Reactors Dranch 5 03/10/14 Operating 

Reactors Branch 5 14pp 20823 Ml 24X Fiche 50-244.83/10/M. 
0310190029 


031O-27O143 Forwards 9ER re restart following steam generator tube 
rupture event on 020125, per NUREO-0916 Generator tube fiber 
optic insp acc ep tab le, based on info in util 821122 1 ti 
CRUTCHFIELD, D Operating Reactors Branch 5 83/10/25 MAJLff, J E 

Rochester Gas h Electric Corp 2pp 20924 138 24X 

Fiche 50-244.03/10/25,8310370143 
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--OD1O370147 Bafctij ovtiluation 'tupportinq sLeatn gqnoraioT tubf> fibci 
optic insp 

» Office of Nuflear Real to? Regulation, Director 03/10/t*!> ?pp 
20934 140 24X riche 10-344, B3/ 10/35. a3lOS;014 1 


DOCKET 50-245 Mil LGTONE NUCUTAR POWER STATION. OWIT 1 


F Security. (Tiedical. emergency %t fire protection plan& 


0310060035 Faruards matl for 031005 eoierqenctj response eicrclse Info 
neerfed for obtaining secwrily tc ladiation protection 
clearances for NRC personnel requested by B309M Lxorcise 
objectives for licensee entl H/o enr 1 

COUNBIL. W G Northeast Nuclear Energy Co (subs of Northeust 
Utilities) CaUNSiLiW 6 Northeast Uti titles 03/08/00 
MURLEYj T E Region 1> Office of Director Spp 20647 245 i‘4X 
Fiche 50-245.83/08/00.0310060035 


0310060205 Forwards draft exercise controller manual for upcoming 
031005 full-scale emergency pi eparedness exercise Info re 
NRC personnel par t 1 c ipati on & roles requested to allow 
inclusion in final manual W/o end 

COUNSIL.W 0 Northeast Nuclear Energy Co (subs of Northonst 
UtilitlDS) CDUNSIL.WQ Not theast Uti 1 1 t ics 03/08/22 

MLRLCY. T C Region 1. Office of Director 2pp 20647 035 P4X 
Fiche SO-245. 83/08/22. 031OO6OPO5 


8310120259 Forwards "Re-Entry & Recovery Scenario" section of emergency 
preparedness exercise controllers manual Limited 
tJ 1 9 tr Ibuti on requested, untl I completion of 031005 exercise 
COUNSiLiW 0 Northeast Nuclear Energy Co (subs of Nertheost 
Utilities) 03/09/27 MURLEY. T F Region i. Office of Dlieclor 
25pp 20693 14b 24X Fiche 50-240.83/09/27.0310120259 


J Insurance t( indemnity information 


9310270461 Forwards Endorsements 89 6 00 to NELlA Policy NF-I7:i MAH U 
Policy MF-52. respec tive ly. Endorsement 4 to NELIA 
Certificates NK-i5 «< NF~16 U MAEl U Certificates MF-15 fi 
MF-16 

SINI8I.J M Marsh & HcLennan. Inc 03/10/21 8AUT/MAN. J D 
Assistant Director for State & Licensee Rolations /pp 20923 126 
24X Fiche 50-245.03/10/21,0310270461 


P Operating license stage documents ti r or respond encp 


9310-310017 FOIA request for documents re integrated leak rate teats foi 
listed facilities to be placed in PDH 

CONNER. L Affiliation Unknown 03/05/02 NRC - No Detailed 
Affiliation Oiven Ip 21004 270 24X Fiche 50-000. 03/05/02^ 
831031001/ 


9310310031 Responds to FOIA request for documents re integrated leak 
rate tests for facilities to be placed in PDR Forwards 
documents to be placed in PDR tt list of facilities for which 
repts arc unavailable 

FELTON. J M Division of Rirlot, and Recni ds 93/07/06 CONNER. L 
Affiliation Unknown ip 21004 271 24X Fiche 30-000.03/07/06, 

D310310011 


— 0310310072 "Reattor Containment nidq Integrated Leak Rate Test " 
W/730612 Itr 

* Millstone Point Co /3/03/31 IPOpp 21006 334 24X 

Fiche 30-000.03/07/06.0310310031 


931-0030420 Requests that proposed Tech OpeC change per 001015 Itr be 
reviewed considering schedule for integrated primary 
containment leak rate test to be conducted during upcoming 
refueling outagf 

C0UN8IL.W 0 I BEARS. C F Northeast Nuclear Energy Co (subr. tif 
Northeast UtUltios) SEARS. (' I Northeast Utilities 03/09/22 
CRUTCHFIELD. D Operating Rear tors Dranch 5 Ip 20573 I// 24X 

Fiche 50-245, 03/09/22. 0310030430 


B310170656 Requests rev to confirmatory order contained in 830314 Iti 
far NUREO-0737 Items II F I 1 «< 1 1 F 1 2 to specify new 
840101 completion date Replacement of Ge Iger-Huel Icr in 
detectors will he completed by 840101 

COUNBIL. W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilitios) COUNBIL. W Q Northeast Utilities 03/09/27 

HILLER. J 0, Operating Reactors Branch 3 2pp 20782 070 24X 

Fiche 50-245.83/09/27.9310170656 


6310170504 Application to amend Licenses DPFl-21 $< DPn-65. revi sing Tech 
Spec Section 6 re administrative controls to comply u/flnal 
rule on licensed operator staffing at nuclear power units 
par 44fR3l611 

COUNBIL. W O Northeast Nuclear Energy Co (subs of Northeast 

Utilities) CaUNSlLrW Q Northeast Utilities 83/10/04 

HILLER. J R OperaUng Reactors Dranch 3 CRUTCHFIELD. D Operating 

Reactors Branch 5 3pp 20784 137 24X Fiche 50-245.83/10/04 

8310170504 


— 93101/0509 Proposed Tech Epee Section 6 re administrative controls for 
licensed operator staffing t« qualification of radiation 
protection manager 

» Northeast Nuclear Energy Co (subs of Northeast Utilities) 
03/10/04 Qpp 20784 140 24X Fiche 50-245.03/10/04.0310170504 


0310060213 Responds to 830914 proposal to develop integrated review far 
pending licensing actions Meeting to discuss propose-d review 
r equested 

eiSENHUT.D G Division of Licensing B3/iO/05 CDUN3IL.M O 
Connecticut Yankee Atomic Power Co caUNSIL. N 0 Northeast Nuclear 
Energy Co (subs of Northeast Utilities) Spp 20647 131 24X 

Fiche 50-000.03/10/05.0310060213 


0310120300 Requests update of completion schedules presented in 
integrated plant safety assessment rept within 30 days 
CRUTCHFIELD, D Operating Reartors Dranch 5 03/10/06 CDUNSIU. W O 

Connecticut Yankee Atomic Power Co CDUNSIL. W 0 Northeast Nuclear 
Energy Co (subs of Northeast Utilities) 3pp 20701 004 24X 

Fiche 50-000.03/10/06,0310120300 


033012041) Notifies that util will no lor.ger receive portions of FR 
containing Commission monthly notices w/transm i ttal itr Util 
should carefully peruse publication foT hearing opportunity 
notices 

CRUTCHFIELD. D Operating Reactors Dranch 5 83/10/07 CDUN0IL. H Q 

Connecticut Yankee Atomic Power Co 2pp 20699 04i 24X 

Fiche 50-000.03/10/07.0310120411 


O3101BO469 Submits addl info re NRC request to expand results of 
B21S03 analysis of stack failure consequences to include 
failure of stack at foundation since DIP Topic 1II-2 had 
determined limiting foundation capacities 

CQUNSIL.W Q Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL.W G Noftheast Utilities 03/10/07 
CRUTCHFIELD. 0 Operating Reactors Dranch 5 2pp 20802 051 24X 

Fiche 50-245. 03/10/07.83)0100469 


83101B0409 Forwai ds listed revs to "Corporate Drganlxatlon for Nuclear 
Incidents (CONI) Procedure Manual." per Section V of App E 
to lOCFRSO W/o enfl 

COUNBIL. U 0 Connecticut Yankee Atomic Power Co COUNSlL.il 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

COUNSlL.il O Northeast Utilities 0J/1O/12 EISLNHUT. D 0 
Division of Licensing ip 20803 173 24X Fiche 50-000.03/10/12. 

S31O10O4O9 


93i02BOil2 Demos QJ0906 request for 12D-day extension to respond to- 
Oeneric Ltr 83-28 re generic implications of Salem ATUS 
events NRC review schedule does not permit extension 
Response duo by 031105 

CRUTCHFIELD. D Operating Reactors Dranch 5 03/10/26 COUNBIL. M Q 

Connecticut Yankee Atomic Power Co COUNSIL.W 0 Northeaot Nuclear 
Energy Co (subs of Northeast Utilities) 2pp 20929 261 24X 

Fiche 50-000.03/10/26.0310200112 


0 Inspection reports. IE Dulletins E correspondence 


6300300340 IE Ii>fo Notice 03-61. "Alleged Use of Stand-Ins for Welder 
Dual 1 f i cation Tests " Sve list entl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 93/09/26 Consolidated Edison Co of New 

York, Inc U7pp 20754 022 24X Fiche 50-000. 03/09/26. 0308300340 


0300300342 IE Info Notice 03-62. "Failure of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Bve list enci 

JORDAN. E L Division of Emergency Preparedness Ir Engineering 
Response (Post 630103) 03/09/26 Consolidated Edison Co of Neu 

York. Inc ll6pp 20777 210 24X Fiche 50-000,83/09/26.0300300342 


8300300345 IE Info Notice 63-63. "Potential Failures of Westlnghouse 
Type 8A-1 Differential Relays " Sve list end 
JORDAN. E L Divislun of Emergency Preparedness !< Engineering 
Response (Post 630103) B3/09/26 Consolidated Edison Co of New 

York. Inc UOpp 20778 001 a4X Fiche 50-000.83/09/26.8300300349 


6300300349 IE Info Notice 03-64. "Lead Shielding Attached to 
Safety-Related Sys W/o 10CFR50 59 Evaluation " 8vc list 
enc i 

JORDAN. E L Divisi-on of Emergency Preparedness it Engineering 
Reaponsa (Post 030103) 03/09/29 Consolidated Edison Co of New 

York. Inc li5pp 20716 324 24X Fiche 50-000.03/09/29103003-00349 


630830-0378 IE Info Notice 03-65, "Surveillance of Flow In RTD Dypass 
Loops Used in Westinghouse Plants " Sve list and 
JORDAN. E L Division of Emergency Preparedness ti Engineering 
Response (Post 8301D3) 63/10/07 Consolidated Edison Co of Nou 

York, Inc 76pp 20027 213 24X Fiche 50-000.03/10/07.8300300376 
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6300300752 l£ Info Mot^c? 83 ^ 66 , ‘'Fatality at Argentine Critical 
Facility " Svt 1 1 it eticl 

JC 1 R[}^M 4 E. L Division of Emerqenc^ Frepar edneii Engineering 

Response (Post 030103 ) 83 / 10/07 Consolidated Edison Co of New 

Tork, Inc 79 pp 20062 026 SdX Fi chc 50 - 000 , 03 / jO/ 07 . 63083007*52 


6309300759 IE Info Notice a3-67< "Emergency Use Respirator Mat! Pe fee t 
Causes Production of Noiiaus Oases ^ Sve jlst end 
JORDANiE L Division of Ejnergency preparedness & Engineering 
Response tPost 83 D 103 ) B 3 / 10/11 Cans-ol 1 dated Edison Co Of Neu 

York, Inf Jl 7 pp 210^3 07 S 24 X FI the 50 - 000 , 03 / 10 / 1 J , 0308300759 


8300300761 IE Info Notice S 3 ' 6 Bi *'Pespirator User Uarning Defective 
Self-Contained Preathing i^pparatus Air Cylinders " Svt list 
end 

JDRDANj E L Division of Emergenfg Preparedness & Cnyi neeritig 
Respo-nse (Post 630103 ) 03 /iO/tJ Cansolidated Edison Co of New 
York, Inc. t 20 pp 20627 127 24 X Fidie 50 - 000 . 03 / 10 / 11,8308300761 


03 IO 18 O 59 I Notification of 831021 meeting ui/BMR licensees jn Oethestfd, 
NO to discuss future maps for Intergranular stress 
Corrosion cracking 

KIRAOLIA.F J Assistant Director for Safety Assessment 03 / 10 /M 
EISENHUT, D 0 Division nf Licensing 5 pp 20823 356 24 X 

Fiche 50 - 000 , 83 / 10/ 1 4 , 0310180551 


831 O 270173 Summary Of 831021 meeting u/util re future Insps for 
i ntergranular stress corrosion cracking Viewgraphs end 
SH 0 Ai J J Operatlnif Rpaetdrs flranch 5 63 / 10/24 Operailtig 

Reactors Branch 9 JBpp 20924 338 24 X Fiche 50 - 245 , 83 / 10 / 24 . 

8310270173 


R Periodic operating reports & related correspondence 


831019 C 015 Monthly operating rept for Aug J 903 W/aOOVlA 1 fci 

HARRANi 0 , MROCZflAr E J Northeast Nuclear Energy Co (subs of 
Northeast Utilities) hRaC 2 KA. E 0 Northeast Utilities 83 / 07/06 
Division of Data Automation Management Information 6 pp 
20823 128 & 4 X Fiche 50 - 245 , 83 / 09 / 06 . 8 JlOJ 90 O | 5 


I 3 I 02001 S 7 Monthly operating rept for Bap t 1983 W /631014 ) tr 
HaRRAN, 0 * MR 0 C 2 KA, E J Northeast Nudear Energy Co 4 subs of 
Northeast Utilities) 83 /J 0/02 Office of Resource Management, 
Director 7 pp 20836 343 24 X Fiche 50 - 245 i 83 / 10 / 02 , 83 ) 0200 J 39 


Reportable occurrences, LERs tr related correspandenc e 


0310100336 Updated LER 82 - 029 /O 3 X -1 on 821307 . levo I a of five water 
storage tanks A & B found belou Tech Spec limits Caused by 
itripped gear In make-op valve operatar A Ir sticktnji brake t* 
binding valve In motor operator B U/e 3063 i Itr 
ThULL.T a , MROCZKA.E J Northeast; Utilities hR 0 (, 2 KA. E J 
Northeast Nuclear Energy Co Isuhs of Northeast Utilltteg) 
03 / 08/3 J MURLEY, T E Region I, Office of Director 4 pp, 

20802 354 ZA% Fiche 50 - 245 . 83 / 08 / 31 , 8310100336 , 


110070163 Part 21 rept re potential defects in molded case pf 100 - 
amp frame, mult i-p 0 1 e £ <« HE series circuit brealters 
Jnitially reported an 830902 

ERMARDT, J V, Oouldr Inc 63 / 09/26 HURLEY, T E Region 1 . Office 
of Director jOpp. 20637 095 24 X Fiche 50 - 000 . 03 / 07 / 26 , 

8310070163 


310250263 LER 03 -O 27 /O 3 L-O an 030829 6 0926 . time delay relay 595 -n 7 A 
tripped at 16 6 15 3 s. r espec t i vely Caused by instrument 
drift Relay reset. U/B 3 O 920 Kr 

TMULL, T S , hROCZKAiE J Northeast Util it its MROCZKA. E J* 

NortlSeast Nuclear Energy Co <suti 8 of Northeast Utilities) 

03 /O 9 / 2 B MURLEY. T E Region 1 , Office of Director 3 pp 
20898 232 24 X FI the 50 - 245 . 83 / 09/2818310290363 


31 - 007030 J Potential Part 21 rept re underrange characteri stif of 
Model N-£llOM transmitter Undorrang* lero offset may occur 
when transmitter initially pressuriied from atmospheric to 
suppressed lero input End users notified 

BGRBERIAN, M Foiboro Corp 03 / 07/30 Director's Office, Officp 
Of fnipection and Enforcement JJpp 20691 064 24 X 

Fiche 50 - 000 , 83 / 09 / 30.0310070301 


DOCKET 50-247 INDIAN POINT STATION. UNIT 2 
F Security, medical, emergmey -b fire protection plans 


-- 8310040235 Supp] 1 t-o 'Evaluation of Indian Paint ,» fire ProletUr 
Program " 

# TERA Carp 03/06/30 bOpp 20612 177 2<1X 

Fiche 90-247. 03/07/13. 83)0040220 


8310050548 Forwai <fs p ost-ex er c i se/post-di 1 1 ) assessment^ , p ei JS Eraii 
83 0600 cnniin } tnie n t Previously noted deficiencies corrected 
MCLQUGHLIN, D Federal Em&rget.cy Manaqrment Agency 83 / 09 /^*'/ 
OlRCKS* U J Office of the Executive Director for Operations j.’pp 
20629 267 24 X Fit he 50 - 003 , QI/OY/SY. 8^10050548 


— 8310050552 P<j&t-B»er c i sp assessment of 030824-25 exerc i se, RockJantf 
County. for Indian Point Nucleoi Power Station 
e Federal Emergency Hanaqemeiit Agency 83 / 07/26 b 6 pp 
20629 269 24 X Fache 90 - 003 , 83 / 07 / 29 . 0310050340 


— 031 OOSO 554 Post-drill assessment of 830823 drill of Westchester Co , 
bus evacuation procedures for Indian Point Nuclear F^ouirr 
Stat i an 

Federal Emergency Management Agency 03 / 07/15 Vp p 
20629 320 24 X Fiche 50 - 003 , 83 / 09 / 29,0310050348 


0310130111 Forwards application for amend to Licenses DPR-S 6 DFR- 2 & 
incorporating channea to facility orgaiii lot ion structuic ro 
position of fire protection b safety administrator 
O'TOOLE, J 0 Consolidated Edison Co of New York. Jne 83 / 09/79 
VAROA. 8 A Operating Reactors branch J 2 pp 20 /c .6 294 34 X 

Fiche 50 - 003 . 03 / 09 / 27.0310130111 


— 8310130115 Application for amend to Licenses UPR-b UPH -26 
incorporating changes to facility organiiatlan structure ro 
position of fire protection b safety administrator 
□ -'TOULE. J D Consolidated Edison Co of New York, Inc fH/ 07 /.'’l- 
2 pp 20726 996 a 4 X Flihe 30 - 003 . DJ/ 09 / 29 . 8310130 ) 1 1 


8310130119 Proposed Tech Spec incorporating changes to facility 
organization structure rc fire protection 6 safety 
admini stra tor 

♦ Consol idated Edison Co of New York. Inc 83 / 09/29 JOpp 
20726 290 24 X FI Che 50 - 003 . 03 / 09 / 27 , 03101301)1 


6310130305 Forwards FEMA 030929 Itr transmitting FEflA Region II 
past-exercise assessment of 030824 exercise of State of NY 
radiological emergency response interim plan for 
implementing compensating meaBUres for Rockland County 
HASSELL, D F HoaTing Branch 1 83 / 10/04 GLEASON, 0 F , 

PARRIS, 0 H , SKON, F U Atomic Safety and Licensing Board I'anel 1 ^ 
30719 304 24 X Fiche 50 - 247 . 03 / 10 / 04.8310130305 


0310170321 Staff requirements mtmo re Commisatun 831003 briefinc) by 
FEMA on recent emergency planning exercises in vicinity of 
facilities Commission noted successful completion of 
exercise Enforcement action unnUcescaru 

CHILKfS J Office of the Secretary of the Commission 83 / 10 -/I 1 
Office of the Secretary of the Commission Ip 20/95 277 P 4 X 
Fiche 50 - 247 . 03 / 10 / 11, 0310170321 


6310260304 Forwards (nods to physical security plan, per 821107 requiit 
Mods withhold (rvf 10 CFR 2 790 & 10 CFR 73 2 i) 

O'TOOLE, J D Consolidated Edison Co of New York, inc B 3 / 10/14 
VARGA, 5 A Operating Reactors Branch 1 2 pp 20710 324 24 X 

Fiche 30 - 003 , 03 / 10 / 14,8310260304 


B330260253 Releases public version of revised emergency plen 
Implementing procedures 

Felton, J M Dlvlsian of Rules and Records 03 / 10/23 Documrnl 
Management Branch Ip 20962 3 ia 24 X Fiche 50 - 003 , 83 / 10 / 25 , 
8310200253 


8310280261 Fenwards public version of revised emergency plan 
imp lenient ing proc ed ur e 9 , me ludi ng Frucedgres IP -1002 re 
emergency notification & communication 8 < IP -1023 re 
operational support ctr 

D''T> 0 DLG,J d , OAUNY, R D Consolidated Edison Co Of New York, fni 
83 / 03 /D 6 ALLAN, J M Hcgion 1 , Office of Director 3 pp 
20962 317 24 X Fiche 50 - 003 , 83 / 10 / 25 , 831 0280253 


”^0310200267 Public version of revised emergency plan » mp 1 erne nt * n J 
proc edures, inc lud i Ag PTO-cedures rp- 10 U 2 re emergency 
notification tt rommuriic a ti on lP-tD 23 re operational 
support ctr 

« Consolidated Edison Co of New York. Inc 80 / 05/02 ;i 6 pp 
20762 322 24 X FiChe 50 - 003 . 03 / 10 / 25,8310280253 


01OO4O22B forwarirs Qoppl ) to '‘Evaluation of Indian Point 2 Fire 
Pretecftlor Program. ” per 03OEIO commi tment. In response to 
820910 Itr Addl exemptions requested from requirements of 
t OCFRSO 48 l< App R 

□ 'TOOLEfJ. 0 ConsoIJdated Ediaan Co gf New York, Int 83 / 07/13 

-ISENHUT.O 0 Division of Licensing 2 pp 20612 175 24 X 

tche 50 - 247 , 83 / 07 / 13,8310040328 
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G Ad j 1 c a tory correspondence 


831O130305 Foruiaids FEMA B30929 Iti tranBmitiing FEMA Region 11 
p a s t * fiT-c 1 se assessment of 830B24 exercise of State oF NY 
T atJi emergency response interim plan for 

1 mpl compensating measures for Roctland County 

HASSCLL.D F Hearing Branch 1 03/10/04 GLEASON^ G P . 

PARRISjO H j SKONjF J Atorfitc Safety and Licensing Bo&rd F'onel 
20719 204 SAX Fiche 50-24 /, 03/ 10/04 . G3l 01 30305 


Ip 


6310180145 Advises that SM Sohitiki & JF Meyer employed as leqol *« 
technical assistants^ respect i vely Sohinki & Meyer under 
recutal- *'£ Indian Point special pioceeding due to previous 
emp loy contact 

BERNTHALiF Commissioners 03/10/17 Atomic Safety and Llcemsinji 
Board Panel |p 20009 169 24XFitho PO-247. 03/10/ 1 7< 03 JO 1Q0145 


3310190089 Order advising that Abl.ll expects to issue reconmenda t > ons to 
C ommi'S 5- ion by 831024 

GLEASDMivI P Atomic Safety and Licensing Board Fanel 03/10/1/ 

Ip 20822 267 24X Fiche SO-247, 03/ 10/ J7. 031 0I9O0B5 


S31024D1S7 Foruiaids RH Dogardus B30920 ) tr re adequacy of radiological 
emergency response plan 

HERBEKi H F New York, State of 03/10/17 NRC - No Detni led 
Affiliation Given 3pp 200/8 089 24X Fi cbe 50-247. 83/10/ 17. 

83 1 0240 107 


8310260224 Opinion & recommendations to Commission on societaj 
significance of risk estimates AbLD recommended safety 
Improvements necessary to ensure plant u.'ill be operated 
u 3 /reasonabl e assurance that public safety will be protected 
SHON. F J , PARIS. 0 H . GLEASOffi J F Atomic Safety and (.icons inp 
Board Panel 03/10/24 506p|i 20913 033 24X 

Fiche 50-247. 03/10/24. 031O26Or24 


6310270307 Errata correcting Papes 3 it 43A of ASLD 831024 
r ecom/ne ndati ons to Commission 

GUEASQNiJ P Atomic Safety and Licensing Board Panel 03/10/25 
ip 20923 192 34 X Fiche 50-247. 03/10/25. B3i 0270307 


0310130111 Forwards application 
incorporating changes to facij 
position of fire protection & 
□ ''TOOLE..; 0 Consolidated Edi 
VARCA.S A Opeiating ncactors 
Fiche 50-003,03/09/29.03101301 


far amend to Lice-nses IM*N-5 DFR-E’A 
ity organ I tat i on structure ro 
safety arimlnl stra tar 
sen Co Pf Now York. Inc 03/09/29 
Branch J 2pp 20/26 294 24X 

1 1 


— 8310130115 Application for amend to Licenses DPW-5 8< l>PH-B6 
incorporating changes to facility organi la t ion structure ro 
position of fire protection ft safety admin 1 stra toi 

O 'TOOLE, J 0 Consolidated Edison Co of New York. InC 03/09/29 
app 20726396 24X Ficho 50-003.83/09/29.8310130111 


— 0310130119 Proposed Tech Spec me orp oral i ng changes to facility 
organiiaiion structure re fire protection tt safety 
admin 1 strator 

# Con »□ 1 i dated Edison Co of New York, Inc 03/09/89 iOpp 
a0726 290 24 X F^jche 50*^00 1103/09/29.0310130111 


0310100579 Forwards safety evaluation supporting complotion of 
genet'ic issues re containment venting (< purging <Mul I i -p Innt 
Action B-24) U NUREO-0737, I t em II E 4 ? 

VARGA. 8 A Operating Reaefcors Branch I 03/09/25^ Cl'TOOLL.J D 
Consolidated Edison Co of N«u York. Inc 14pp 20824 30i 24X 

Fiche 50-247.83/09/29, 0310100579 


0310120194 Forwards addl info on NUREO-OVj?. I tem H K 3 17. "Ilopl on 
Outages of ECCS*'. per 830029 telion it NRC 830019 Itr Addl 
data factored into prul>al> i H s i 1 c safety study submlitod on 
820305 

O'TOOLe, J D Consolidated Edison Co of New York, Inc 03/09/30 
VARGA. 9 A Operating Reactors Branch 1 5pp 20696 098 *!4X 

Fiche 50-247,83/09/30.8310120194 


03OB3OO763 Board Notification 03-lbl provides info re desirability of 
current ECCS actuation logic for Nestinghouio plants. in 
light of recent info concerning stoam generator tubs rupture 
procedure for Doresolo Nuclear Power Btation 

EISENHUT. D 0 Division of Licensing 03/10/04 FALLADINO.N J , 
GILINSKY. V , n89E»78. T Commissioners 2pp 20690 033 24X 

Fiche 50-000,83/10/04,0300300763 


P Operating license stage documents t< coTrospendencr 


8310J20242 Forwards identification V listing of electnral equipment 
important tp safoty.per lOCFRDO 49 it schedule for either 
qua! I f i cation or replacement of unqualified equipment 
Response to 830502 request foi c lari fi rat ion also enrj 
8 'TOOLE, J 0 Consolidated Edison Co of New York. Inc 83/05/20 

VARGA. S A Operating Reactors Branch 1 2pp 20692 124 24X 

Fiche 50-247. 03/05/20, 03iOi2OL'4? 


0310120243 "Identification l( I istlnq of Electrical Equipment Important 
to Safety, Per lOCFRSO 49 " 

* Consolidated Edison Co of New Yoik. Inc 03/05/20 35pp 
20692 126 24X Fiche 50-247.03/05/20,0310120242 


— 03101105/4 Requests board fioti f 1 ca 1 1 on be issued re rev to ECG8 
actuation logic of pre-Tril accident configuration In 
Do-rsselc Nuclear Power Plant Nestinghoune Owners Ornup will 
be requested to evaluate benefits of rev N/o end 
MATTSON.n J Division of Systems Integration (post 811005) 

83/09 /S6 CJSENHlfT.D o Divisioh Of Licensing I'/pp 67005 190 

24X Fiche 50-000. 03/ 10/04, 0308300763 


8310120366 Requests 6-month extension to 040506 for submittal of 
summary technical rept re matl surveillance programs por 
lOCFRSOiApp H tteattor vessel suiveillance capsule withdrawn 
on 821106 

0 'TOOLE, J D Consolidated Edison Co of New York. Inc 83/10/04 
VARGA. B A Opeiating Reactors Branch 1 Ip 20699 .102 />4X 

Fiche 50-247. 03/10/04. 0310120366 


8310120297 Forwards addl justifications for continued oprration fpr 
specific items of unqualified equipment in responae to 
830502 request for c lari f icat i on of environ qualification 
O'TOOLE. J D Consolidated Edison Co of New York. Inc 83/06/09 
VARGA, S A Operating Reactors Branch 1 9pp 206V2 J15 SAX 
Fiche 50-24/. 03/06/09, 8310120297 


8300300771 Board No t 1 f i cat i on Q3-120A forwards Equipmonl Qualification 
Dratich c one 1 us inn s re potential problems w/AUCO solenoid 
valves 

erSENHUT. 0 0 Division of ticensinp 83/10/06 PAH ADI WO, N 
Commissioners 3lpp 20018 OOl D4X Flrhe 50-000,03/10/06. 
8308300771 


831005014B Forwards safety evaluation le NUREO-0737, I tern 1 1 K 3 P ir 
Westinghouso Owners Group Kept WCAF-9804 based on results 
encl in Franklin Research Ctr technical evaluationi rept 
Automatic PORV isolation sys not requii ed 

VAROA. S A Operating Reactora Branch I 83/09/13 O'TOaLr. J D 
Consali doted tdiaan Co of Nbuj York. Inr 14pp 20639 100 PAX 
Fiche 50*247. 83/09/13. 8310050140 


B3101 10460- Forwards safety evaluation re util responses to NUKEG 0737, 

I tern II I 14. ''Containment Pressure Monitor." Item 

II F 1 5, "Containment Water Level Monitor" it Item IIP 16. 
"Contai'nment Hydrogen Monitor " Items resolved 

VARGA. B A Operating Reactors Branch 1 B3/09/2J D'TOaLL, j D 

Consolidated Edison Co of New York. Inc lOpp 2(1707 053 24X 

Fiche 50-247.03/09/21.8310110460 


8310S70602 Informs that requirements of 
"Rept on Outages of ECCS, " mot Reviow 
VARGA. S A Qpeiating Reactors Branch 
Consol Idoted Edison Co of New York, I 
Fiche 50-247,83/10/19,0310270602 


NU REG-07 3/, Item 11 K 3 17. 
n# i tem complete 
I 03/10/19 O'TOOLC. J 
nc 2pp 20946-239 24X 


O Inspection reports. lE Bulletins U c pi respondenc e 


B31OO3O150 Notifies that QA program description review Imp 
for 031003, per B30823 it 26 telcon request* 

MARTIN. T T Division of Engineering It Technical Programs 
O'TOOLE, J D Consol 1 da t ed Lrilapn Co of New Vorki Inc 
20590 0B9 B4X Fiche 50-247,03/07/12.0310030158 


rrsched 

03/09 

IP 


9300300357 Board Netificatlon BS—lOSA fat wards evaluation of 
ellegations re design deficiencies in Class J piping sys 
Info applicable td Diablo Canyon 1 |< 2. Fermi 2 8, Callaway 
EISENHLTT. D O Division of Lit enslny 03/09/29 PALIADINO, N J , 
OILINSKYjV , ROBERTS. T Commissioners 3pp 2063? 001 G4X 
Fiche 50 000.83/09/29.8308300357 


*--0310050538 "Interaction BetwcPn Piping «, Pipe Clamps " Distribution 
lists end 

TERAOrD Division of Engineering 83/00/31 OJpp 20632 004 
24X Fiche 50-247,83/09/29.8308300357 


0300300340 IE Info Notice 03-61, "Alleged Use of Bt«nd-Jni for Wd tf 
Qualification Test* " Sve list end 

JORDAN.E I Division of Emergency Preparedness. It Engineer 
Response (Post 830103) 83/09/26 Consolidated Edison 

York, Inc 117pp 20734 022 24X Fiihp 50-000,03/09/26, 


0300300342 IE Info Notice 03-62, •'Failure of Redundant Toxic <?as 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Sve list encl 

JORDAN.E L Division of Emergency Hr eparednes* 8, rnglneerlng 
Response (Post 030103) 03/09/26 Consalldated Edison Co of Ne t 

York, Inc i I6pp 20777 210 24X Fiche 50-000. 03/09/26, 030030034 J 
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B30D300345 IE irfa Notice “Potential Fsiluie^ of ket.t uighovEe 

Tgpe SA-l Differential Relavs- " Svc ll^t one I 

JORDAN, C L Division of emergency Pref^arodness 8< tug moor i iiq 
ResponsB (Post &301Q31 03/0^^26 Consolidated Edison Co of Neu 

York. Int liGpp^ 20776 001 24XflthB 50-000. 63/0972*. G3003DOJ4 5 


030B300349 IE Info Notiice 93-*4/ “Lead Shielding Attached to 
Safety-Related Sgs W/o lOCFRSO 59 Evaluation " Svc 1 i 1 
anc 1 

JORDAN, E L OivlBion of Emergsricy Preparedness h fcng ineonnq 
Response (Post 6301031 03/09/29 Consolidated Edison Co gf Mew 

York, Inc llSpp 2071* 324 24X Fic A e SO-DOO, QP/09/29. 030030034 9 


0300300378 3E fnfo Notice S3-65, "SurveiJUnce of riou In Will Bypass 
Lpops used In Wes 1 1 A9l»ou s e Plants '' Bvt list enc I 
JORDANi E L Division of Emergency Preparedness & Engineering 
Response iPost eODlOSl Q3/10/D7 Consolidated Edison Co of Neu 
York. Inc 7*pp 20027 213 24X FJcAo 5O-D00, 63/1 0/07, 0300300370 


Q3O03OO752 IE Info Notice 03"*6. "Fatality at Argentine Critical 
Facility “ 8vc list end 

JORDAN, e L Division of Effiergencv Preparedness & fcngineeTino 
Response (Past 030103) 03/10/07 Consolidated tdlson Co of New 

York. Inc 79pp 20602 02* 24)( Fiche 50-000,83/10/07,0300300753 


S30B300759 lE Info Notice 83-67, “Emersencii Use Respirator Natl Defect 
Causes Producti-on of Naiious Gases " &vc list end 
JORDAN, E L Division of Ecrerdentrij Preparedness fc Engineering 
Reip&nse (Post 830103) OJ/IO/II Consolidated Edison Ca of New 
York, Inr tl7pp 21043 075 t'4X Flthe 50-000, QJ/ 10/ 1 1, 03083007 57 


03083007*1 ]£ Infn Nfltice Q3''60, "Respirator User Warni-ng Defective 
Self-Contained Breathing Apparatus Air Cylinders '■ 6vt list 
enc 1 

JORDAN, E L Division of twergency Preparedness h Engineering 
Response (Post 830103) B3/10/1I Consolidated Edison Co of New 

York, Inc laOpp 20027 l29 2-4 X Ficlie 50-000, 03/10/ 11 , G308300761 


S Reportable octurrences, LERs 6 related correspondence 


B3I0190U3 LER 03-O33/O2L-O an 03O02B. .wh i 1 e in hot sliutdaun, NblU fc^r 
loop 5i failed to coaigietely rlose during isolation of 
secondary- plant for malnt Caused by Insufflcjent lubricatio-n 
of valve stem packing Sten packing lubricated U/030927 Itr 
0 'TOQUE, J D Consolidated Edison Co of New York, inc 03/09/27 
MUftLEY, T E Region 1* Office of Director Sgp 20P21 OS* 24X 
Fiche 50-247. 83/09/27,8310190163 


110D703D1 Potential Part 21 rept re underrange charac terlst ic of 
Model N-EUOM transmitter Onderrange lero offset mag occur 
ihen tranenltter Initially pressurleed from atnospherit to 
oppressed zero input End users notified 

ERBERIAN,HJ FoiboroCorp 03/07/30 Director's Office. Offici- 
f Inspection and Enf prceeve nt iipp 20*51 0*4 24X 

Iche 50-000,03/09/30,8310070301 


0130124 PNO-I-63-103 on 831004, 1 1 censee coju/nenced 6-day outage to 
epair moisture separator reheater tube leaks Leaks, 
ndlcstcd in four of six relteaters Unit will be fsaintained 
n bPt shutdown Cooling fan motors replaced 

CENNY, T , KISTEff. H Region 1. Office of Director 0J/IO/0O Ip 
20*9* 154 24X Fiche 50-347.03/10/05.0310120124 


110200094 RQ on 031004, 1 3a-kV station auilliary power supply lost when 
pilot wire receiver relay tripped Cause under invest! gallon 
Supply re e stab i i t bed to all 6 9-kV buses Also reporte>f per 
Part 21 

JACHS0N,C H Consolidated Edison Co of New York, Inc 03/10/05 
NUIRUEV, T E Region 1, Office of Director Ip S09D5 0*5 24X 

Fiche 50-24 7,83/10/05,0310200094 


10140002 PN0-I-B3-103 on B31007, i smic event occurred in 
nurtheastern US w/m»gnltude of 5 2 an Richter scale in NV 
4 0 In NH No damage to equipment identified 
QALLO, R M Region 1. Office of Director 03/10/07 Ip 20766 M6 
24X Fiche 50-000,83/10/07.9310140092 


310170310 PN0"I-9P-i03A on 631004, 1 1 c ensee began unscheduled outage to 
repair moisture separator reheater tube leaks NHC notified 
on 031011 of reactor coolant leal on steam generator 22 hot 
leg manway Plant will be in cold shutdown for repairs 
FOLEY, T , JACOBS. R , NORRHOLN. L Region 1, Office of Director 
03/10/lS Ip ZO706 151 B4X Fiche 50-247.03/10/12.8310170310 


3102001*5 Part 21 rept re static temp calibr check on transmitters 
Initially reported on 031013 Caused by Irregular setppmt 
for pressuriier jiresiori safety injection function New 1,82? 
piig setjio-int reiionmend ed 

RAHE, E P Westfnghouse Electric Corp 03/10/13 DEYOUNG, R C 
Director's Office, Office qf Inspection and Enforcement 2pp 
20034 07B c r 03/10/13,0310200169 


T Hearing transcripts on non-ant i tru^ t m,itterfi 


B31D130029 Transcript of 031003 oper, 3os«;]on m Wash i nq tun, D! tr 
emergency planning Pp 1-28 6upportinq doc umentat i an eii< ) 

• Commissioners B3/10/03 lUpp 20750 076 24 X 

Fiche 50-003. 03/10/03. 9310120027 


DOCKET SO-249 DRESDEN NUCLEAR POWER BTA7 lUN. UNIT 3 


F Security, medical, emergency t, fire piotection plans 


8310040121 Releases public version of revised emergency pliln 
i tnp 1 emefit ing procedure 

FELTON, J K Division of Rules and Reccii ds 83/09/22 Don.fflfnt 

Management Branch Ip 20634 341 ,24X Fiche 50-0 1 J. 83/0 V/l!,f 

O3I004O1S1 


— 0310040136 Public version of Rev O to Emergency Plan Imp Iciticnllrp 
Procedure EPIP 300-J6, "Radiation Suivcys Under Accident 
Conditions " M/B30913 Itr, receipt f arm. proc edure history 
safety evaluation 

SCOTT.D J" Commonwealth Edison Co 03/09/09 lOpp 20*34 311 
a4K Fiche S0~Ol 0, 03/09/22. 03t0040l?i 


0310140362 Forwards IE Insp Repts 50-337/83-20 6 50-'249/ft1-JA on 
830913-16 No none omf 1 lanc e noted 

PAPERlELUa.C J Region 3. Office of Director 03/09/30 KLtD.C 
Commonwealth Edison Co 2pp 20761 295 24X Fiche 50-237, 

0310140363 


—0310140367 IE Insp Repts gO-23//a3-3Q S« 50-349/03-26 on OJOVl.i 16^^ 
noncamp I lane e noted Major areas inspected emergency 
preparedness eiercise 

PLQSKI.T , kERS.L , PHILLIPS, M Region 3, Office of Director 
83/09/30 tOpp 20761 297 24X Fiche 50-S37. 03/09/30. 0'il OMO?*: 


031027000? Relea&es public version of revised emergency plan 
Implementing procedure 

FELTDNi J h Division of Rules and Recoids 03/10/21 Diuuo-trl 

hanagemert Branch Ip 20940 1*7 r>4X Fiche 50-010,03/10/21. 
0310270009 


— 0310270017 Public version of Rev 5 to Emergency Pl,m Imp lemL'citiri 
Procedure EPJP 300-1, "Initial Notifications it Oeiieratlng 
Station Emergency Plan Responses (Primary Responsibility 
Station Director) " N/B31014 Itr 

SCOTT. D J Comtnonwealth Edison Co 83/10/03 DENTON. H R OMi> 
of Nuclear Reactor Regulation, Director 20pp 20940 1*11 £11 

Fiche 50-010, 93/10/21 , 0310270009 


0310270526 Releases public version of revised emergency plan 
implementing procedure 

FELTON. J M Division of Rules and Records 03/10/21 ribtUMr.l 
Mariagement Branch ip 2093/ 2i6 24X Fiche 50-000. 03/BO/2J, 

B31O2705P6 


— 8310270537 Public version of Rev 2 to kmergency Plan Imp I emenllftj 
Procedure EOF-*. “Admin i strati on * Logistics Manager " 

W/6310i7 Itr * receipt form 

NELUrSfC A . HE6SNER. R , MOORE, R D Commonwealth Edison (‘o 
83/02/18 DENTON, H R NRC - No Detailed Affiliation Given fit 
20937 217 24X Fiche 50-000. B3/10/21 . 8310270526 


8310280307 Releases jiubltc version of revised generating stations 
emergency plan telephone directory 

FELTON, J ri Division of Rules and Records 83/10/25 Docwafil 

Management Branch ip 20963 126 24X Fiche 50-000,03/10/29, 

0310280307 


' — 8310280314 Public version of revised generating stations eiflergtMf 
plan telephone directory 

OALLE, D P , HPOREp R D Commonwealth Edison Co 03/OQ/J 1 
DENTON, H R Office of Nuclear Reactor Regulation, Dlrocttir 
209*3 127 24X Fiche 50-000,03/10/25,8310280307 


0310260191 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J M DiViatom of Rules and Records 83/10/2* Do<ii*fnl 
Management Branch Ip 20962 2*6 24 X Fiche 50 - 000 , 03/ 10/26i 

8310280191 


— 831020020? Public version of Rev 1 to Emergency Plan Impl pmeotinj 
Procedure EOF-15, ’’Emergency Operations Facility 
Activation " - 

MOORE, R D Commonwealth Edison Co 03/08/02 50pp 2076? 
24X Fiche 50-000, 83/10/2*. 0310200191 
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0 Adjudicatory corr e sp nndenc p 


8310070^3^ Forwards Director's Decision B3~14i deny mg D30909 1QCFF<2 20^ 
petitioii re transport of spent nuclear fuel from 
West ^/all^y 

UAVrS-'l 0 Office of Nuclear Material Safety & Safeguards* Direc tor 
63/0'?^30 CELEanEZZe, a J Ohio. State of app 206B0 308 24X 

F t c t e 50-000. 03/09/30. 0310070 1 56 


-~83 1 0C>70 16 1 rorujards Director's Decision B3-14» deny ing 630824 lOCFJlS 20A 
p 0 titlon re transport of spent nuclear fuel from 
Wo-st Valley 

DAVlSi J 0 Office of Nuclcai Material Safety & 

Safeguards. Director 83/09/30 REBNiHOFFi M Sierra Club Jp 
20600 309 24X Ficho 30-000. 83/09/30. 0310070156 


— 3310070167 Notice of issuance nf Director's Decision 03-14. deny inp 
State of OH & Sierra Club 830909 & 0824. respectively. 

10 CFR 2 206 petitions re transpoi t of spent nuclear fuel from 
West Valley 

JOAVIS. J 0 Office of Nuclear Material Safety & 

Sa feguards. Director 03/09/30 Spp 20680 310 24X 

riche 50-000.03/09/30.8310070106 


— B310O70I71 Director's Decision 03-14. deny ing State of OH & Sierra Club 
030909 $( 0024. respective! y, lOCFRS S06 petitions re 
transport of spent nuclear fuel from Nest Volley Request for 
hearing 6 for preparation of US denied 
DAV/lSiJ 0 Office of Nuclear Material Safety S( 

Safeguards. Dii Bc tor 03/09/30 10pp 20600 3JB 24X 
Fiche 50-000.03/09/30.0310070156 


Q31027D297 Order eitending time until 831120 for Commission to act to 
revletu Director's Decision DD'-QS-l 4. denying Sierra Club & 
atate -of OH requests 

CHILK..B J Office of the Secretary of tbc Commission B3/10/S5 
Ccim/niB4 loners ip 20923 195 24X Fiche 50-000. 03/10/25. 

B3 1 0270297 


P Dparating license stage documents & correspondence 


031 00 40320 Commits to formal submittal of proposed radiologlcol UTS 
amend by 040106 

RVBAK. D Commonwealth Edison Co 03/09/28 DENTON. H R Office of 
Nuclear Reactor Regulation. Director Jp 20620 210 24X 

Fiche 50-237. 03/09/20. 0310040320 


831C070264 Forwards proprietary "Dresden 2/3 Nuclear Oeneroting Plant 
Suppression Pool Temp Response." "El Hatch Nuclear Power 
Station Units. 1 & 2 Suppression Pool Temp Response" tt Mark 
I B3O0S5 meeting vlewgraphs Repts withheld Ircf J0cr|l2 790) 
PFEFFERLEN. H C General Electric Co 03/09/30. VASSALLO, D Q 
Operating Reactors Branch 2 6ipp 20811 292 24X 

FI Che 50-000,03/09/30.0310070264 


6310 050 524 Forwai ds SER re util response to NUREO-0737, Item 11 B I. 
"RCS Vents " Item complete 

CRUTCHFIELD. D Operating Reactors Branch 5 03/10/03 FARRAR.D L 

Curnmonuieal tb Edison Co 6pp 20632 33b 24X Fiche 50-237. 03/10/03. 

831 00 50524 


— 831005 0334 "Selected Operating Reactor Issues Program II, RC6 Vents 
(N:UREQ-0737i Itom 11 D ll." final technical evaluation rept 
for Dresden Units 2 & 3 

HELD. J T Laurence Livermore Laboratory FIN A~035O 
TF-3eO/O023A 03/04/06 AlDERTHAL.O NRC - No Detailed 
Affiliation Given 4pp 20632 34l 24X Fiche 50-237,03/10/03. 

a3lO0S0524 


83L0206S73 Forwards schedules for equipment qualification test programs 
for fac 1 1 i t i es. per 010520 Itr Dates given for current 
qualification activities should be viewed as "target-dates" 

Ic not as Firm dates 

BARNES.pl Commonwealth Edison Co 03/JO/O5 KEPPiER.JG Region 
3r Office of Director lOpp 20030 034 24X Fiche 50-000*83/10/03. 

&3lOa 002/3 


6310120303 Notifies that monthly publication of FR notices will be 
provided w/o transmittal Itr 

CRUTCHFIELD. D Operating Reactors Branch 5 03/10/07 FARRAR. D, L 

Comainnujealth Edison Co 2pp 20690 336 24X Fiche 50-237.83/10/07, 

83J01H030D 


8310^60001 Forwards addl info requested In NRC 030316 Ur re util 
response to SEP Topic 111-4 A, "Tornado Missiles " Cooling 
water to HXs Is supplied from $vc watet sys which is 
Independent from condensate storage tank 

RYBAK. JJ Commonwealth Edison Co 83/10/10 GILBERT, R Operating 
Raactors Branch 5 10pp 20912 206 24X Fiche 50-010,03/10/18. 

83103*0001 


3310200147 Forwards 030930 Director's Decision 03-1 4. d eny i ng State of 
□ H e. Sierra Club 10CFR2 206 petitions re transp or tat loii of 
spent fuel from West Valley facility, per G30'930 requebt 
CUNNINGHAM, R E Division of Fuel Cycle L Material Safety 03/10/10 
MILLER, F tfivironmenta I Policy Institute 2pp 20961 329 24X 

Fiche 50-000.03/10/10.8310200147 


D31O2SO100 Foriirards Amends 76 ■Ic 67 to Licenses DPR-19 h DPR-'25. 
respectively & safety evaluation Amend changes Tech Specs 
re operability requirements fnr ECCS ring header snubber* 

CRl/TCHFlfcLO. 0 Operating Reactors Branch 5 03/10/21 FARRAR. D. L 

Commonwealth Edison Co 2pp 20093 344 24X Fiche 50-237,03/10/21. 

0310250100 


— 8310290195 Amends 76 h 67 to Licenses DPR-19 «c DPR-HS, reap ect Ively, 
changing Tech Specs re operability requirement* for FCC9 
ring header snuCi b ors. per 030613 appUcatlan 

CRUTCHFICUD. 0 Operating Reactors Branch. 9 03/10/21 I4pp 

20893 346 24X Fiche 50-237,03/10/21,0310250100 


— 8310290200 Safety ovaluatlo-rt Bupporting Amend* 76 «c 67 to Licenses 
DPR-19 6 |>Pn-25, respectively 

e Office mf Nuclear Reactor Rcgulatien. Director 03/10/21 2pp. 
B0B93 360 24X Fiche 50-237.03/10/21,0310250100 


0310310052 Denies 030902 request for extension to submit formal 
response to Generic Ltr 63-20 re Ealem ATU8 event Info must 
be submitted by 031105 Participation in owner* group for 
issues requiring long-ranQo ploniilng acceptable 

CRUTCHFIHD, J> Operating Reactors Branch 5 03/10/36 FAllRARiD U 

Commonwealth Edison Co 3pp 20951 046. 24X Fiche 50-237,03/10/26, 

0310310052 


0 Inspection reports, IE Bulletins & correspondence 


0300300340 IE Info Notice 03-61. "Allogod Use of Stand-In* for Welder 
OMaliflcatton Tests " Sve list end 

JOROAN.E L Division of emergency Presaredness Ic Fnginfsrlng 
Response iPost 030103) 0J/O9/26 Consolidated Edison Cu of New 

VoTle. Inc ll7pp 20754 022 24X Fiche 30-000.03/09/26,0300300340 


03 0 0 300342 IE Info Notice 03-62. "Failure of ReitundanI Toxic Qe* 
Detectors Pasltioned at Control Room Ventilation Air 
Intakes " 6vc 1 ist end 

JOROAN.E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison On of New 

York. Inc I16pp 20777 210 24X Fiche 50-000.03/09/26,0300300342 


8300300345 IE Info Notice 03-63, "Potuntiel rallures of Westinghouse 
Type SA-I Differential Relay* " 9vc list end 
JORDAN, C L Division of Emergency Preparedness fc Engineering 
Response (Poet 830103) 03/09/26 Contolidated Edison Co of New 

York. Inc liOpp 20770 001 a4X Fiche 50-000,03/09/26,0300300345. 


0300300349 IE Info Notice 03-64, "Lead Shielding Attached to 
Safety-Related By* W/o lOCFRdO 59 Evaluation " 8vc list 
end 

JORDAN, E L Division of Emergency Proparedne** & Enjilneerlng 
Response (Post 030103) 03/09/29 Consolidated Edison Co. of New 

York, Inc llSpp 30716 324 a4X Flch» 30-000,03/09/09,0300300349 


B3I0I40262 Forwards IE Insp Repts 50-337/03-28 50-249/03-26 an 

030913-16 No noncompliance noted. 

PAPERieLLO,C J Region 3. Office of Director 03/09/30 REED, C 
CommonweaUh Edison Co Spp 20761 295 24X Fich e. 50-237, 03/09/30, 

0310140262 


—8310140267 IE Insp Kept* 50-237/03-20 & 50-249/03-26 on 830913-16. No 
none emp 1 lance noted Major areas inspected amerpercy 
preparedness exercise 

PLOSKI.T r OLOEH0EN, W , SNELL, M Region 3, Office of Pireetpr- 
83/09/30 lOpp 20761 297 24X Fiche 50-237. 03/09/00, 0310H0268. 


0310200124 Forwards lE Ngt Meeting Repts 50-010/83-18,50-237/03-274 
30-249/83-23, *0-254/03-27, 50-265/00-26, 50-295/03-19, 

30-304/83-20, 50-373/83-30. 50-374/03- 38. 50-454 /03 - 44, 

30-455/83-33, 50-456/03-14 fr 50-457/03 -ID 

MORELIUSiC E Division of Project & Resident Programs 03/10/04. 
RCEO, C. Commonwealth Edison Co 2pp 20034 090 24X 

Fiche 50* OOO, 83/10/04 , 8310200 1 24, 


—0310200140 IE Mgt Meeting Repts 50-020/83-10,50-237/03-27.50-349/03-25, 
30-254/03-27, 50-263/03-26, 50-295/03-19, 50-304/G3-20. 

50-373/03-30, 50-374/03-30, 50-454/03-44. 50-455/03-33. 

50-456/03-14 k 50-457/83-13 

N0RELIU8.C E Diviilan of Prajict h Resident Program*. DAVlBiA. 8. 

Region 3, Office of Director 03/10/03 4pp 20034 100 S4X 
Fiche 50-000. B3/i0/04, 8310200124 
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93lonOJ^O Discussps concerns re liconsee actions following failure uP 
certain ECCS/containment Isolation va Wes* per review of Info 
in LER 93-006/01T-0 & IE Insp Repts 50-937/83-07 & 

50-249/03-06 License amend application requested 

CRUTCHFIELD* D Cperatiny Reactors flranrh 5 03/10/05 F^HfiRARi D L 

Commonwealth Ed lion Co Spp ?0£66 393 SAX Flche 50-237^ 83/10/-05* 
83101 lOMO 


031017033/ Gubfflits status of as-built reviews of safe shutrfowMi piping 
supports for IE Bulletin 79-14 As result of review of 
Quad Cities* two piping s^s Pound to have addl discrepancies 
Seven new hangers added 

RVBAK-B Comflietiuealth Edison Co 33/10/06 l^EPRLEP. J 0 Region 3. 
Office of Director 2pp 20706 155 24X Etrhe 50-000.63/10/06, 

8310170337 


0308300378 IE Info Rotice 03-65, "Surveillance of Flow in R1J> Ogpass 
Loops Used in Res ti nghouse Plants " Svt list enci 
JORDAN, e L DivlBlon of Emergency Preparedness %, Engineering 
Response (Post 030103) 03/10/07 Consol IdatedT Edison Co of New 

York. Inc 76pp 20027 313 24X Fiche 50-000.03/30/07.0308300376 


8300300752 JE Info Notice B3-66i "Fatality at Argentine Critical 
Facility Eve list end 

JORDAN 1 E L Division af Emergency Preparedness & Engineering 

Response fPost 030303) 63/10/07 Consolidated Edison Co of New 

York. Inc 79pp 20892 026 24X Fltfie 50-000,83/10/07*0300300752 


6310210033 Forwards IE Insp Repts 5O-0IO/Q3-I7. 5O-'237/03-26 tr 
30-249/83-24 on 030029-31,0901,03 «. 08 S< notire of 
violation 

PAPERIELLO. C J Region 3. Office of Director 03/10/07 REGD.C 
CojnnonuieaUh Edison Cc 3pp 20035 286 24J( Flche 30-010.03/10/07, 

6310210033 


— <0310210061 Notice of vlalatian fran insp on 830829-31*0901*02 t, 00 
PAPERIELLO. C J Region 3. Office of Director 03/10/07 2pp 
20B35 208 94X Ficfia 50-010.03/10/07,6310210053 


--031O21OO74 le Jnsp Repts SO- 01 0/0 3- 1 7i 50-237/03-26 U 50-249/03-24 on 
030029-31,0901.02 h 00 Noncarftpl lane e noted inadequate 
calibr of D-l &■ D-2/3 chimney monitors & failure to follow 
procedures re radiation protection 

PAUL*F A . hfUETERiL J . OREOER, L R Region 3, Office of Director 
03/10/07 8pp 20853 290 24)C Flche SO-OJO* 03/JO/O7. 0310210053 


0300300739 IE Info Notice 03-67, "Emergency Use Respirator Hat) Defect 
Catisis Production of Noxious Gases “ Sve list end 
JORDAN. E L Division of Emergency Preparedness 2. Engineering 
Response iPoit 030103) 83/10/11 CDnsalidated Edison Co of New 

York. Inc ll/pp 21043 075 ?4K FI che 50-000.03/10/11,8306300759 


0300761 IE Info Notice B3-6B, "Respirator User Warning Defective 

Blf-Contaln#d Dreathlnj Apparatus Air Cylinders " Sve list 

(icl 

DRDANjC L Divisidn of Emergency Preparedness Engineering 
fsponse IPDst 830-103) 03/10/11 Consolidated Edison Co of New 

)rfc, Inc iSOpp 20027 129 24 X Flche 50-000,03/10/11,8300300761 


014D036 Ack receipt of 830922 Itr Informing NRC of steps taken to 
:omet violations noted In IE Insp Repts 5G-O1O/03-O9* 

50-237/83-14 tt 50-249/03-13 

NDRELlUSi C Division of Project & Resident Programs 83/10/1 J 
REED.C Commonweal tn Edison Ca Ip 20767 341 24X 

rich* 50-010.83/1(5/11.6310140036 


— 0310140049 Responds to NRC 630823 Itr re violations noted In IE Insp 
Repts 50-010/83-09,30-237/83-14 (c 30-249/83-13 Corrective 
actions operations personnel closed 6 latched all battery 
charger cabinets 

FARRAR. D L Commonwealth Edison Co 03/09/22 KEPPLER. J G, 
Region 3* Office of Director 5pp 2:0767 342 34X 

Fiche 50-010,03/10/11.0310140036 


310140099 Acl receipt of 030916 Itr informing NRC of step* taken to 
correct violations notid in it Insp Repts 50-010/63-12, 
50-237/03-20 t 50-249/83-10 

NDRELlUa.C E Division of Project t. Resident Progra/ns 03 /lO/Jl 
6EED.C Canaan u ee 1 th Edison Co Ip 20766 099 24X 

r 1 che • 50- 0 10. 83 / 1 0/ 1 a , 83 1 0 1 40099 


“6310140104 Responds to NRC 030721 Ur re violations noted in IE Insp 
Rapt# SO -01 0/03 -12. 50-237 /S3-20 k 50-249/03-19 Corrective 
ectlpns scope I, general method of training program 
completely detailed m training procedures 

FARRAR. D L Commonwealth Edison Co 63/09/16 HEPFLER.J 0 
Region 3. Office of Director epp 30766 100 24X 

Flche SO“OlO. 63/10/ U, 03 10 1 4(5099 


031OI8O26B Clarifies NRC position re procedures for admitting NRC 
personnel to facilittes Access should be afforded to Region 
III personnel listed in end Update will be provided c'vury 
6 monthiS 

AXELSON. W U Region 3. Office of Director 83/10/14 REEJI, C 
C Dnimonu£>al th Edison Co 7pp 20002 302 24X Flche 50— DIO. 03/ JO^!) 

6310160268 


R Periodic operating reports 6 related correspondence 


6310120273 Honthlti operating repts for Sept 1963 W/e3l003 Hr 
SCHROEDER.D A . SCOfT. D J Commonwealth Edison Co 03/10/03 
Director's Office, (Office of Inspection and Enforcement J6pp 
20693 Oai 24X Fiche 50-237,83/10/03,0310120273 


3 Reportable occurrences, UERs & related correspondence 


0310260096 Describes facility 021203 flood << corrective actions tslr 
Chronology of events epc 1 , including notification of event U 
procedure for briefing commi as i pner assistants 
PERKINS, K E NRC - No Detailed Affiliation Given 83/06/03 
DEVOUNOffl C Director's Office. Office of Inspection and 

Enforcement Ilpp 20921 136 24/ Fiche 50-010.03/06/23, 

8310260000 


8310110430 Responds to FOIA request for four different categoriei al 
documetits described in 330510 Itr Forwards matl listed in 
App Atfesponsive to Iteins l.p t* 4 ROE should be contacted 
for mat! requested in Item 3 of Hr 

FELTON. J M Division of Rules and Records 03/06/14 HlATT.fi I 
Ohio Citixens for Responsible Energy 3pp 20706 002 34X 

Flche 50-000.83/06/14,8310110430 


'—8310110473 Responds to 030413 Itr requesting info re use of forxilh 
mails on valve seating surfaces Lubricants & cleaning 
solvents ueed on valve component surfaces per vendor 
recomtitcu da 1 1 one & maint practices 

FARRAR. D L Commonu/eal tb Edison Co D3/04/22 KEPPLFR, >) D 
Region 3. Office of Director 4pp 20706 063 24X 

Fiche 50-000.83/06/14,8310110430 


831026000-8 Addl respatisa to FOIA request for 1/ categories of reiprtfj 
Forwards documents listed In Apps D.C 0 Info re 
fraudulent practices of Ray Milter. Inc available in PDR 
FELTON. J M Division of Rules and Recarde 83/06/23 CLLHETT.J 
Public Citiien Litigation Group 15pp S0920 001 24X 

Flche SO-OOO, 03/06/33. 63 1 0260000 


8310070301 Potential Part 21 rept re underrange character lo ti c of 
Model N-EllGH transmitter Underrange lero offset may occur 
when transmitter initially pressuriied from atmospheric to 
suppressed lero input End users notified 

BERBERIAN.M J Foiboro Corp 03/09/30 Director's Office, OMlu 
of Inspection and Enforcement lipp 20651 064 24X 

Fiche, SO-OOO, 03/09/30, 0310070301 


83101)0140 Diacussrs concerns re licensee actions following failure «) 
certain ECCS/c ontainment Isolation valves, per review of info 
in LEB 83-006/01T-0 6 IE Insp Repts 50-237/83-07 & 

50-249/63-06 License a-mend application requested 

CRUTCHFIELD. D Operating Reactors Branch 5 03/10/05 FARRAR. D I 

Commonwealth Edison. Co 5pp 20666 293 24X Fiche 50-237. 8 3/ 10/C 

031OUOI4O 


8310120309 PN0-in-a3-093 on B30930. fac i 1 i ty shut down for scheduMf 
refueling -outage Licensee expected to conduct ultraoonlc 
testing of large diameter stainless steel pipe in drywell. 
per NRC order Insp will continue for 16 wks 

TONffUEiT . WALKER, R Region 3. Office of Director 83/10/05 If 
20701 009 24X Fiche 50“249, 83/10/05. 8310120309 


0310210165 LER 03-035/01 T-O on 031004. during drywell insp. water 
observed leaking from recirculation pump bowl drain A 
Caused by 2-incl> crack on tee Affected piping will be cut 
out Isolation valves it te« will be replaced W/031013 Itr 
MERRITT. 8 , SCOTT. D J Commonwealth Edison Co 03/10/13 
KEFPLER.J Q Region 3, Office of Director 4pp 20856 090 ?4I 

Fiche 50-249.83/10/13.8310210165 


0310270477 LER a3-032/03L-0 on 630921. valve LPCl 1501-UB closnJ 
installation of terminal jumper Caused by technician 
Inadvertently placing terminal jumper on 903-3 panel instead 
of 903-10 panel W/831019 lir 

CHRI0TEL.B , SCOTT, D J Commonwealth Edison Co B3/I0/IB 

KEPPLERiJ Q Region 3. Office of Director 3pp 20922 013 

Flche 50-249. 03/10/10. 83 102704 77 
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10270424 LEn 83-'034/03L‘-0 op 830923i duriTifl normal opCT ation< mob i 1 e 
crane hit uiot pipe sprinkler drain va 1vb> break ing valve & 
spraying water on trackway Claused bg personnel error Valve 
repaired Personnel counseled W/0L3JO19 1 fcr 
MERRITT. S . SCOTT. D J Commonwealth Edison Co Q3/10/19 
<^Ef*PLER.J 0 Region 3, Office of Director 3pp 20923 lOS 24X 
-iche 50-249, OJ/1 0/19. 0310270424 


'KET 50-250 TURKEY POINT PLANT, UNIT 3 


Security, medical, emergency & fire protection plans 


0040145 Forwards supplemental Info re lOCERBO, App R re Pire 
I r otpc 1 1 pn, per 630408 submittal Ihermal fixed temp 8f rate of 
1 se fire detection will be provided in auxiliary Peeduater 
ontrol valve Iftie 2ones 113 & 116) areas 

'RRIO, R E Florida Power & Light Co 83/09/30 VAROA. S A 

iperating Reactors Dranch 1 2pp 20Pi0B 024 24X 

Ichd 50-250, Q3/09/30r 0310040145 


0170240 Forwards ''Alternate Shutdown Capability Rcpt lOCFRSO, App R, 

BCtion 111 L for Turkey Point Units 3 t< 4 " Site visit 

111 be arranged for NRC reviewers upon request 

HRIQ, R E Florida Power & Light Co 03/10/07 EISENHUT, 0 0 

iviaion of Licensing 2pp 20790 309 24X Fiche 50-250,03/10/07, 

310170240 


310170244 "Alternate Shutdown Capability Rept 10CFR50, App R, Section 
111 L for Turkey Point Units 3 L 4 " W/20 oversize figures 
Aperture cards arc availablP in PDR 
» Decfjtel Corp 03/10/07 S7pp 20790 311 24X 

Fiche 50-250,63/10/07,0310170240 


>2703^5 Forwards corrected Pape 3 of If Safeguards Insp Repts 
>-250/03-20 $< 50-251/03-20 re protected area intrusion 
•tectlon sys Enel withheld (ref lOCFR/3 Pi) 

iNCE, H C Division Of Project 8( Resident Programs 63/10/10 

{RIO, R E Florida Power & Light Co Ip 20924 007 24X 

c h a 50-250, 93/ 1 0/ 18, 03 1 0270365 


djudicatory correspondence 


130164 Forwards status rept on hybrid hearing procedures under 
ction 134 of Nuclear Waste Policy Act Proposed rule on 
plementation of procedures awaits Commission action 
NNINOHAM. 0 H Office of the Executive Legal Director 03/10/07 
HMi T A Office of the Executive Director for Operations 2pp 
724 291 24X Fiche 50-000,03/10/07.0310130164 


eneral correspondence 


1QO290 Responds to 030926 request to be added to sve list re 
ipoeed spent fuel pool expansion criteria for sve list 
luest ta be added to sve list denied Notification re 
ilimlnary N8MC will be piovided 

lONALD, 0 0 Operating Reactors Dranch 1 03/10/12 LdRlON, J 

Iter for Nuclear Responsibility Ip S0Q26 357 SAX 
ho 50-250,03/10/12,8310160290 


eratlng license stage documents correspondence 


10530 "Assessment of Radiation Risks," utl l-medical dialogue 
sen ted at 000922-23 Inti Inst of Safety tt Health 
uen in Uashi ng ton* UC 

Pj n E International Institute of Oafety Health 00/09/23 
p 20714 161 24X Fiche 50-000,00/09/23,0310110530 


10017 FdIA request for document* re integrated leak rate tests for 
tod facilities to be placed in PDR 

MER,L Affiliation Unknown 03/05/02 NRC - No Detailed 
lliation Olven Ip 21004 270 24X Fiche; 50-000, 03/03/02. 
3310017 


10031 Responds to FQIA request for document* re integrated leak 
>• tests for facilities to he placed in PDR Forwards 
jflients to be place in PPR it list of facilities for which 
,s are unavailable 

ON. J M Division of Rules and Rocorde 03/07/06 CONNER, L 
nation Unknown, Ip 21004.271 24X Fiche 50-000, 83/07/06/ 

1310031 


'310067 "Reactor Containment Dldg Integrated Leok Rate Test/'* 
mmary technical rept 

HAN, W D Ebasco Services, Inc (subs of Enserch Carp,) 

/02/14 56pp 21006,065 24X Fiche 50-000,03/07/06,0310310031 


310060 Operating Procedure 13100 1, "Integrated Leak Rate Test " 
MAN, W 0 EbascD Services, Inc (subs of Enserch Corp ) 

/1 1/01 200pp 21006 159 24X Fiche 50-000,03/07/06, 

10310031 


— 8310310070 ‘'Containment Leak Rate Tests," Type D Sc C test repts 
» Florida Power Sc Light Co 76/02/14 9pp 21006 323 24X 

Fiche 50-000, 03/07/06. 0310310031 


8310030659 Requests site visit to continue review of Q210B7 %t B3O307 
requests for rev to inservlce test program for pumps 4c 
valves End questions Sc comments will serve as agenda 
VARGA, S A Operating Reactors Drench 1 03/09/20 UHRIO.IJ E 

Florida Power & Light Co 9pp 20626 342 24X 

Fiche 50-250, 03/09/20, 83 1 0030659 


0310110296 Forward* response to NRC concerns discussed in 030815 telcnn 
re Tech Spec changes to F delta H limit impact of change 
limited to expeetbd cycle-wide power distribution 
differences 

I/KRIO, R E Florida Power & Light Co 03/10/04 EISENHUT, D 0, 
Division of Licensing 5pp 20666 0/5 24X Fiche 30-250,83/10/04. 

03101 i 0296 


0310130125 Forwards Class It it HI amend fees fdr 030810 request tn 
amend Licenses DPR-31 6 DPR-41 re F delta M/FO 
UHRIG, R E Florida Power 6 Light Co 03/10/06 EISENHUT, D 0 
Division of Licensing Ip 20725 052 24X Fiche 50-250,03/10/06, 

0310130125 


8310100324 Forwards revised Tech 0p*c page re RHR pump operability per 
B31013 telcon request for addl info concerning proposed 
license amend 

NILLIAHB, J U Florida Power 6 Light Co 03/10/13 EIBENHUr,D 0 
Division of Licensing 3pp 2DB06 159 24X Fiche 50-250/ 83/ 10/13, 

0310180324 


—0310180327 Proposed Tech Spec re RHR pump operability 

e Florida Power 6 Light Co 03/10/13 Ip 20BO6 161 24X 

Fiche 50-250,83/10/13,8310100324 


0310240250 Forwards order for mod of Licenses DPR-31 6 DPR-4lf r equ irlnfl 
Tech 6pec 3 4 lb he modified, on interim basis, to permit 
operation in hot shutdown mode while inoperable RHR pump 
repaired 

VARGA, B A Operating Reactors Branch 1 03/10/14 UHRIO, R E 

Florida Power 6 Light Co 2pp 20900 003 24X 

Fiche 50-250, 03/10/14, 0310240250 


—0310240261 Order for mod of Licenses DPR-31 8, DPR-41/ requiring Tech 
Spec 3 4 lb be modified, on Interim basis, to permit operation 
in hot shutdown mode while inoperable RHR pump repAirid 
PURPLE, R A Division of Licensing 83/10/14 Florida Po^er It 
Light Co 3pp 2090D 003 24X Ficha. 50-230, 83/10/14, 0310240250 


— 8310240264 Bafety evaluation supporting interim Tech Spec mod to permit 
operation in hot shutdown mode while inoperable RHR pump 
repaired 

e Office of Nuclear Reactor Regulation, Director 83/10/14 3pp. 
20908 000 24X Fiche 50-250,03/10/14,0310240250 


8310270129 Forwards Amends 96 L 90 to Licenses DPR-31 V DPR-41, 
respectively Ic safety svaluatlon Amends add requirements 
for visual Insps 6 periodic testing of mechanical snubbers 
MCDONALD, D,0 Operating Reactors Dranch 1 03/10/14, UHRIG, R. E 

Florida Power 6 Light Co 2pp 20939 076 24X 

Fiche 50-250,83/10/14,6310270129 


--03IO27OI53 Amends 96 6 90 to Licensee DPR-31 fc DPR-41 • rupee tival y, 
adding requirements for visual Insps Ic periodic testing of 
mechanical snubbers to ensure operability it capability to 
perform safety-related function 

VARGA, 8 A Operating Reactors Branch 1 03/10/14 85pp 

20939 070 24X Fichd 50-250,03/10/14,0310270129 


— 03IO27O16I Safety evaluation supporting Amends 96 1, 90 to Licenses 
DPn-3l l< DPR-41, respectively 

e Office of Nuclear Reactor Regulation, Director 83/10/14 Dpp. 
20739 103 24X Fich* 30-250, 03/10/14, 03 i 0270 129. 


0310210075 Requests remittance of fee due for 830505 application to 
delete terrestrial 6 other monitoring programs from Tech 
Specs within i5 days. 

HILLER, W 0 License Fee Management Branch 03/10/17 UHRIG, H» E^. 
Florida Power L Light Co Ip 20803 343 24X Fiche 50-250, 

03/10/17,0310210075 


Q Inspection reports, lE Dulletins it correspondence 


8310040305 Forwards lE Insp Repts 50-250/03-29 b 50-251/83^29 on 
B30B04-D5 No none ompl lance noted 

DANCE,H C Division of Project b Resident Programs 03/00/30, 

UHRlOiR E Floiida Power it Light Co 2pp, 20612 353 24X 

Fiche 50-250, 83/00/30. 0310040309 
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—Bai 0040316 IE Insp Repts 30-350/63-2'? 50-251/03-39 d*i 030004-05 No 

nancomp 1 i ones -no-ted Major airas inapstted tuvlder concerns re 
unsot iBfac tary /unsafe uiolifs 

KLE1N80RCE»U P Region 2, Off ice of Diretfcor BLAKE. J J 
Divlslpn of Engineering •& Gperatiotial Progroma 03/09/33 5pp 
20613 355 34 X Fiche 50-250103/00/30.0310040305 


0310040504 Farwards IE Insp Repts 50-E50/Q3-30 «< 30-351/03-30 an 
'B30B23-36 No noncomp 1 ainc e noted 

DANCErH C Division of Project & Resident Programs 83/09/09 

UHRlOiR F Florida Pauier &< Light Co 2pp S0623 353 34X 

Fiche 50-350.83/09/09. 0310040504 


— 0310040517 IE Insp Repts 50-250/83-30 8f 50-251/03-30 on G30D23-P6 Nn 
n-oncomp 1 lane e noted Major areas inspectecT QC of analytical 
measurements, mgt it administrative contra 1 s. s tatus revieui of 
environ monitoring stations It state/NRC split samples 
CUNNXNOHAM. A L Region S. Office of Director HONTOOMERYt D M 
Division of Engineering & Operational Pragrami 83/09/07 5pp 
20622 355 24 X Flche 50''25O. 83/09/09, D 31004 0504 


8310040405 Confit'ms tclcon re B31021 mgt meeting in Miami. FL to discuss 
results of first phase o-f SALP review for period Jul 1902 - 
June 19B3 Proposed agenda encl 

LEUIS.R C Division of Project «< Resident Programs B3/09/22 

umio. R E Florida Power tc Light Ca 2pp 20619 092 24X 

F 1 c be; 50-000. 93/09/22, 6310040405 


0300300340 IE Info Notice 03-61. "AUegad Use of Stand-Ins fur Welder 
Dual If i cation Tests." 8vc list encl 

JORDAN. E L Divleian of Emergency Preparedness 6 Engineering 
Response iPost S30103) 83/09/26 Consolidated Edison Co of New 

York.. Inc. It7fp 20754-022 24X F i the 50-000. 03/09/26, 0300300340 


10300342 IE Info Notice 83-62, '’FaiJurs of Redundant Toxic Oas 
stectors Positioned at Control Room Jentilatian Air 
takes " 3vc list end 

iRDAN. E. L Division of Emergency Preparedness V Engineering 
iponse iPost 830103)- 83/09/26 Consolidated Edison Co of New 

rk. Inc ll6pp 20777 210 24X rithe 50-000,03/09/26.0300300342 


8300345 IE Info Notice 83-63, ’*^Patentta] rallurss of Westlnghouse 
gpe SA-1 Differential Relays " Sve list end 
'DRDANiE L Dlvlsi-on of Emergency Preparedness t* Engineering 
eiponse (post 8301031 83/09/26 Consokidated Edison Co of New 

orki Inc 118pp. 2077B 001 24X Flch* 50-000.03/09/26.8308300345 


0090076 Ack receipt of 830909 Itr Ic payot^nt of civil penalty 
iroposed by f/RC on 830815 Corrective actions will be 
examined during future insp 

iXEtRAD.JA Enforcement Staff 03/09/26 AOOMAr. E A Florida 
»ouer it Light Co 3pp. 20650 107 24X Ficho 90-250,63/09/26, 

1310050078 


3300349 IE Info MotUa 83-64. "Lead Shielding Attached to 
sfety-Relaiecf Sgs W/o 10CFR50 59 Evalustion " Sve list 
ncl 

ORDAff. E L. Division of Emergency Preparedness 6 Enginaarlng 
esponie (Post 8301031^ 03/09/29 Conso 1 1 dated Edison Co of New 

ork, Inc. 115pp 20716*324 24XFiche 50-000.93/09/29,0308300349 


0110138 Requests approval to use iVBO Edition 6 Addenda through 
inter 1901 Addenda of ABME Section XI Code, per 10CFR50 55a 
g)14niv).to e3(tend Inservica insp interval due to lengthy 
team generator repair outages 

HRIO, R E Florida Power 6 Light Co 83/10/03 EISCNHUT, D 0 
ivision of Licansing O'REILLY. J P. Region 2, Office of Director 
pp 20665'00L 24X Fiche, 50-250.03/10/03.0310110130 


8300370 IE Info Notice 03-63» '‘Surve 1 1 lane e of Flow in RTD Bypass 
oops Used In Misflnghouse Plants " 9vc list end. 
vrORDANi E L Division of Emergency Preparedness 6 Engineering 
Response (Post 03O1O3> 83/10/07 Consolidated Edison Co of New 

York. Inc 76pp 20827 213 a4X Fi the . 50-000. 03/ i 0/07. 0309300370 


.08300752 IE Info Notice 83-66, ‘'Fatality at Argentine Critical 
Facility." Bve list and 

JORDAN* E L Division of Emergency Preparedness 6 Engineering 
Responis (Post 8301031 03/10/07. Consolidated Edlsnn Co of New 

York. Inc 79pp. 20882 026 24X Fiche 50-000,03/10/07.0308300752 


8310190381 Suppls 830720 response to OeneTic Ltr Bl'-O?* "Cphtrol of 
Heavy Loads* '< In response to NRC finding In IE Insp Rapt 
03-11, dtd 830620. Info documents util methodology fpr 
compliance w/NUREO-0612 AN9] N 14 6 

OHRIO.R E Florida Power 6 Light Co 83/10/07 EIBCNHUT, D O 
Division of Licensing. 2pp 20803 201 24X Fi che. 50-230. 83/ 1 0/07, 

8310160381 


9300300759 lE Info Notice B3-67, "Emergency Use Respirator Mntl Defect 
Causes Production Of Noxious Qascs " Qvc list end 
JORDAN, E L Division of Emergency Preparedness 6 Enqineeriniq 
Response (Post 830103) 83/10/11 Consolidated Edison Co Him 

York, Inc U7pp 21043 075 24X Fltho 50-000, 03/ 10/ 1 1 , ODOiJjPO/i? 


9308300761 IE Info Notice 03-68, “Respirator User Worning Dpfoctlve 
Self-Contained Breathing Apparatus Air Cylinders '* Sve list 
encl 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/10/11 Consolidated Edisoji -Co of Hir 

York, lot iSDpp 20827 129 24X Fiche 50-000, 03/ 10/ 1 1 , n308'!0074 1 


8310230426 Ack receipt of 030720 6 0922 llrs informing NRC pf «trp« 
taken to correct violations noted in If Insp Repts 
50-250/03-19 h 50-231/83-19 

LEWIB.R C Division of Project 6 Resident Programs 03/10/11 

UHRIO.R E Florida Power I, Light Co Ip 20097 006 24X 

Fjche 30-390,03/10/11,8310230426 


— 0310290431 Updates 830720 response to NRC 030620 ltr re violations 
noted in IE Insp Repts 50-250/83-19 «< 50-291/83-19 
Corrective actions Quality Procedure 16 1 revised to addm« 
requirements for audit responses in <5P 10 I 

UHR10,R E Florida Power 6 Light Co 03/09/22 O'REILLV.JP 
Region S, Office of Directoi Ip 2(^09/ 007 LMX 
Fiche 50-290, 83/10/11. 0310200426 


— 0310250437 Responds to NRC 830620 ltr re violations noted in 11 [r.tp • 
Repta 90-290/83-19 I, 50-251/03-19 Coirective actions QC \ 

personnel responsible for preparing audits instrurted to | 

list dates I* responsible personnel for all commitmen-ts ' 

UHRIO.R E Florida Power 6 Light Co 83/07/20 O'RCILLY. J P 
Region 2, Office of Director 3pp 20B97 000 24X 1 

Fiche 50-250.83/10/41,8310290426 I 

\ 


— 9310250442 Forwards IE Insp Ropts 50-290/83-19 b 50-201/G3-I9 on 
830916-20 b notice of violation 

LEWIS.R C Division of Project b Resident Programs 03/06/2-0 

UHRIO.R C Florida power b Light Co 2pp 20097 011 P4X 

Fiche 50-290.83/10/11,8310290426 


— 8310250446 Notice of Violation from Insp on 830516-20 

e Region 2, Office of Director 83/06/20 Ip 20897 0)3 
Fiche 50-290.03/10/11.0310250426 


—0310250449 IE Insp Repts 50-250/03-19 b 50-251/83-19 on OIlO'Il/i'r-Qi 
Noncompliance noted audit responses did not Include 
commitment data for actions not completed. 

DEDDAOE. A 0 Region 2. Office of Director UPRIQHI.C M Dlvtslfi 
of Engineering & Operational Programs 03/06/15 ^pp C03'7/ 014 
24X Fiche 50-250, 03/ 10/ 11. 0310290426 


0310270129 Forwards Amends 96 b 90 to Licenses DPR-3J b IjPR- 4I, 
respectively b safety evaluation Amends add requirements 
for visual insps b periodic testing of mechanical snubbers 
MCDONALD, D 0 Operating Reactors Dronch 1 03/10/14 IJHRIO, H E 

Florida Power b Light Co 2pp S0939 076 24X 

Fiche 50-250.83/10/14.8310270129 


— 8310270193 Amends 96 b 90 to Licensee DPR-3I b DPR-4 1 . respsc tl vel y, 
adding requirements for visual insps b periodic testing of 
mechanical snubbers to ensure operability b capability to 
perform safety-related function 

VAROA.S A Operating Reactors Branch 1 83/10/14 aOpp 

20939 070 24X Fiche 50-250,03/10/14,0310270129 


83102/0365 Forwaids corrected Page 3 of IE Safeguards Insp Repts 
90-250/83-20 b 50-251/03-28 re protected orea intrusion 
detection sys End withheld (ref 10CFR73 21) 

DANCE, H C Division of Project b Resident Programs 03/10/11} 
UHRIO.R E Florida Power b Light Co Ip 20924.007 24X 

Fiche 50-250, 83/10/18, 0310270365 


0310270249 Corrects B31003 Ltr L-03-505 requesting updated endorsed 
code requ-ir emonts for sys hydro <b temp) pressure tests b 
extended insp intervals Insp program based on 1974 edition 
of Section XI of AEME Code 

WILLIAMS, J W Florida Power b Light Co 03/10/21 DlSrNHUl.D 0 
Division of Licensing 2pp 20923 235 24X Fiche 90-250,83/10/? 

8310270249 


R Periodic operating reports b related correspondence 


8310190023 Monthly operating repts for Aug 1983 W/QD0915 Ur 
ORANT, N W , WILLIAMS. J W Florida Powim b Light Co 1)3/09/ 1 & 
Office of Resource Management, Director 17pp 20082 017, 24K 

Fiche 90-000,03/09/15.8340190023 



DOCKETED ITEMS 


4S 


g Reportable occurrences^ LERs ^ related correspondence 


6310050071 Comments on AO rept to Congress for Second Quarter CYti3 
containing AO 03-4. "Unavai lob 1 1 i ty of Auxiliary Feeduiatcr 
Sys {Turkey Point Unit 3) " Marked-up update op AO 75-5 
end 

DENTON. H f< Office of Nuclear Reactor Rsgulatlon. Director 
8370^/I!7 HECTEMES. C J Director's Office Bpp 30A50 157 24X 

FLche 30-PSOi 03/09/37. 0310050071 


031O1BQ359 KD several fire barrier penetrations breached for longer 
than 7 days, due to implementation of approved design 
c hang »s» inc lud ing new computet room. aux i 1 tary power upgrade 
£e App R Hourly fire watch established 

WILLIAMS. J W Florida Power 8< Light Co 83/10/13 DENTON* H R 
Office of Nuclear Reactor Regulation* Director Ip 30803 043 34X 

FI Che 50-250.83/10/13* 8310180359 


DOCKET 30-251 TURKEY POINT PLANT. UNIT 4 


F Security, medical, emergency 8< fire piotectlon plans 


6310040145 Forwards supplemental info re l0CFR50*App R re fire 
protecti on* per 830408 submittal Thermal fixed temp rata of 
rise fire detection will be provided in auxiliary feedwater 
control valve (fire Zones 113 & 116) areas 

UHRIO. R E Florida Power (< Light Co B3/09/30 VAROA. S A 

Operating Reactors Dranch 1 8pp 30608 0S4 34X 

Fiche 50-250.83/09/30.8310040143 


8310170S40 Forwards "Alternate Shutdown Capability Rept lOCFRSO.App R. 
Section in L for Turkey Point Unit‘> 3 4 " Site visit 

will be arranged for NRC reviewers upon request 
4JHR10. R E Florida Power Light Co 03/10/07 E18ENHUT.D 0 
DivisiOTl of Licensing 3pp 20790 309 24X Fiche 30-230*83/10/07* 

B310170240 


--Q310L70S44 "Alternate Shutdown Capability Rept 10CFK30* App R* Section 
III 1. for Turkey Point Units 3 ?( 4 " W/;>0 overslrc figuroi. 
Aperture caids are available in PDR 
a Bach tel Corp 83/10/07 59pp 20790 311 24X 

Fichc 50-250*83/10/07.83101/0240 


8310270363 Forwards corrected Page 3 of It Safeguards Insp Repts 
90-250/83-28 If 50-231/83-28 re protected area intrtfslon 
detection sys Enel withheld (ref 10CFR73 21) 

DANCEjH C Division of Project If Resident Programs 83/10/10 

UHRIO. R E Florida Power & Light Co Ip 20924 007 24X 

Fiche 50-250* 03/10/ i8* 0310270365 


O Adjudicatory correspondence 


0310130164 Forwards status rept on hybrid hearing procedures under 
Section 134 of Nuclear Waste Policy Act Proposed rule on 
Implementation of procedures awaits Commission action 
CUNNINGHAM. 0 H Office of the Executive Legal Director 03/10/07 
REHM* T. A Office of the Executive Director for Operations 2pp 
20724 E9i 24X Fiche 50-000*03/10/07*8310130164 


H General correspondence 


031O1BOS90 Responds to 600926 request bo be added to sve list re 
proposed spent fuel pool expansion U criteria for eve list 
Req,uest to be added to sve list denied Notification re 
preliminary NSHC will be provided 

MCDONALD. D 0 Operating Reactors Branch I 03/10/12 LORION, J 
Center for Nuclear Responsibility Ip 20626 337 24X 

Fiche 50-250* 0J/1O/ 1218310100298 


P Operating liconse stage documents |< correspondence 


8310110330 "Assessment of Radiation Risks." util-medical dialogue 
presented at 800922-23 Inti Inst of Safety If Health 
forum in Uashingtonf DC 

LAPP.R E International Institute of Safety l< Health 00/09/23 
52pp 20714 161 24X Fichc 30-000.00/09/23*8310110530 


8310310017 hOlA request for documents re integrated leak rate tests foi 
listed raclllties to be placed in PDR 

CONNER* L Affiliation Unknowti 83/05/02 NRC - No Detailed 
Affiliation Given Ip 21004 270 24X Fiche 50-000.83/05/02* 
B31031OOI7 


8310030659 Requests site visit to continue review of 021027 If 830307 
requests for rev to inservice test program for pumps !< 
valves End questions I* comments will serve as agenda 
VARGA* 3 A Operating Reactors Branch I 83/09/20 UHRIO* R F 
Florida Power 8* Light Co 9pp 20626 342 24X 

Fiche 30-250*83/09/20*0310030659 


8310110296 Forwards response to NRC concerns discussed in B3D0I 5 telcon 
re Tech Spec changes to F delta K limit Impact of change 
limited to expected cycle-wlde power distribution 
d i f f erencBs 

UHRIO. R E Florida Power 8. Light Co 83/10/04 BIBENHUT.D 0 
Division pf Licensing 5pp 20666 0/b 24X Fiche 50-250* 83/ 10/04 . 

0310110296 


0310130125 Forwards Class II & III amend Fees For B3081B request to 
amend Licenses DPR-31 %t DPR-41 re F delta H/FO 

UHRIO.R E Floi Ida Power 6 Light Co 03/10/06 EIBENHUT.D G 
Division of Licensing Ip 20725 052 04X Fiche 50-250*03/10/06* 

0310130125 


0310100324 Forwards revised Tech Spec page re RHfl pump operability per 
B31013 telcon request for addl info concerning proposed 
license amend 

WILLIAMS. J W Florida Power I. Light Co 03/10/13 EISENHUT.D Q 
Division of Licensing 3pp 20B06 159 24X Fichc 50-250* 83/10/13. 

0310100324 


— 8310180327 Proposed Tech Spec re RHR pump operability 

e Florida Power If Light Co 83/10/13 Ip 20806 161 24X 

Ftche 50-250*03/10/13*0310100324 


6310240258 Forwards order for mod of Licenses OPR-31 If DPR-4i* requiring 
Tech Spec 3 4 lb be modiflcd.on interim basis* to permit 
operation in hot shutdown mode while inoperable RHR pump 
repaired 

VARGA* 9 A Operating Reactors Branch 1 03/10/14 UHRIO. R E 

Florida Power If Light Co 2pp 20900 003 24X 

Fiche 50-250*03/10/14*8310240250 


--8310240261 Order for mod of Licenses DPR-3i ?« DPR-41 < requ i ring Teth 
Spec 3 4 lb be modified. on interim basis* to permit operatlfin 
in hot shutdown mode while inoperable RHR pump repaired 
PURPLE. R A Divls-ion of Licensing 83/10/14 Florida Power k 
Light Co 3pp 20900 005 24X Fichc 50-250*03/10/14*8310240258 


— 0310240264 Safety evaluation supporting interim Tech Spec mod to permit 
operation in hot shutdown mode while Inoperable RHR pump 
repaired 

e Office of Nuclear Reactor Regulation* Director 83/10/14 3pp 
20900 000 24X Fiche 50-250*83/10/14.0310240250 


8310270129 Forwards Amends 96 If 90 to Licenses DPR-OJ & DPR“4i. 
respectively It safety evaluation Amends add requirements 
for visual insps It periodic testing of mechanical snubbers 
MCDONALD. 0 0 Operating Roactors Branch J 03/10/14 UHRIO.R E 
Florida Power It Light Co 2pp 20939 076 24X 

Fiche 50-230,83/10/14*0310270129 


—8310270153 Amends 96 l< 90 to Licensee DPn-3l l< DPR-41* respec tively, 
adding requirements for visual insps It periodic testing of 
mechanical snubbers to ensure operability If capability to 
perform safety-related function 

VARGA* 8 A Operating Reactors Branch 1 03/10/14 25pp 

20939 078 24X Fiche 50-250.83/10/14*031(^27012? 


— 0310270161 Safety evaluation supporting Amends 96 Ic 90 to Licenses 
DPn-31 If DPR-41, respectively 

a Office of Nuclear Reactor Regulation. Director 03/10/14 5pp 
20939 103 24X Fiche 50-250.83/10/14*0310270129 


6310210075 Requests remittance of fee due for 830305 application to 
delete terrestrial If other monitoring programs from Tech 
Specs within 15 days 

MILLER. H 0 License Foe Management Oronch 03/10/17 UHRIO.R E, 
Florida Power Ic Light Co ip 20GB3 343 24X Fiche 50-250* 

03/10/17* 8310210075 


Q Inspection reports* IE Bulletins It correspondence 


8310040305 Forwards IE Insp Repts 50-250/03-29 k 50-291/83-29 on 
830004-05 No noncompl lane e noted 

DANCE. H C Division of Project If Resident Programs 83/00/30 

UHRIO.R e Florida Power Sc Light Co 2pp 20612.353 24X 

Fiche 50-250.63/08/30.8310040305 


— 8310040316 IE Insp Repts 50-250/83-29 Ic 50-231/83-29 on 830804-09 No 
noncompl ianCB noted Major areas inspected welder concerns re 
unsatisfactory/unsafe welds 

KLEiNfiOROE.H P Region 2. Office of Director BLAKE. J vL 
Division of Engineering k Operational Programs 83/00/23 5pp 
20612 355 24X Fiche 90-250* 83/00/30, 83 J 0040305 


0310040504 Forwards IE Insp Repts 50-250/83-30 If 50-251/03-30 on 
030023-26 No noncomp lalnce noted 

DANCE, H C Division of Project If Resident Programs 83/09/09. 

UHRIO* R E Florida Power k Light Co Dpp 20622 353 24X 

Fiche 50-230,03/09/09*0310040504 
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—0310040317 IE Insp fippts SO-e^O/Ba-aO h 50-231 /B3-30 on 830023-26 No 
none offlp 1 i anc« nDt«il Major areas inspected QC aP anaiLytlcal 
measurementsj mgt i adm i n t atra fclv* c ontrol a, sta fcu5 review of 
environ noniioring stations Sc state/NRC split samples 
CUNMINGHAH, 6 L Reg lor 2# Office of Director MONrCDMERV. D M 
Division Df Engineering tt Operational Programs 83/09/07 5pp 
20622 355 24X Flche 50“250. 93/09/09, 0310040504 


8310040403 Confirms telcon re 031021 rngt meeting in Mi/’ii,FL to discuse. 
results df first pAase of SAUP review for period Jo 1962 - 
June 1903 Proposed agenda end 

LEUISiR C Division of Project & Resident Prograras 63/09/22 

UHRIOiR E Florida Pother & Light Co 2pp 20619 092 24X 

FI Che 50-000,03/09/22.8310040405 


3308300340 IE Infa Notice B3-61. “Alleged Use of Stand-Ins foi tleld«r 
Ouai If ication Tests '* Bve list end 

JORDAM,E L Division qf Emergency Preparedness t< Engineering 
Response tPost 830(03} 93/09/26 Consolidated Edison Co of Neui 

York. Inc il7pp 20754 022 24X Ficha 50-900. 03/09/26, 6309 J00340 


9308300342 IE Info Notice 63-62. “Failure flf Redundant lout Gas 
Detictars Pasltioned at Control Roonv Veitti tati on Air 
Intakes “ 8vc list «nc| 

JORDAN, E L Division of Eirergencg Preparedness 6 Engineering 
Response (Past 0301031 B3/09/26 Consolidated Edison Ce of Neiu 

York. Inc ll6pp 20777 210 24X Flche 50-000.63/07/26.0308300342 


B308300345 IE Info Notice 93-63. ''Potential Failures of Westing house 
Type 5A-i Differential Relays " 3vc list end 
Jordan, E L Division of Emergency Preparedness «( Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of Neu 

York. Inc ilBpp 20779 00 1 24X Flche 50-000.63/09/26.6308000345 


031OO5O{}7B Acit receipt of 830909 Itr 8t payment of civil penalty 
proposed by NHC on 930B15 Cortectivo actions will be 
eiamined during future insp 

AXELRAD. JA Enforcement Staff 03/09/26 A DDK AT. E A Florida 

Power 6 Light Co 2pp 20650 167 24X Fkcfie 50-250,83/09/26. 

6310050070 


306300349 IE Info Notice 93-64. “Lead Shielding Attached to 
Safety-Related Sys 4l/o 10CFR9O 59 Evaluation Sve list 
end 

JORDAN. E U Division of Emergency Preparedness 6 Engineering 
Response (Post 630103} 03/09/29 Consolidated Edison Co of Neu 

York. Inc lldpp 20716 324 24X Fichs 50-000.03/09/29,0300300349 


'10110138 Requests approval to use 1980 Edition 6 Addenda through 
Winter 1981 Addenda of ASME Section XI Code, per 10CFR50 S5a 
( g >(4) ( i v), to extend inservlce insp Interval due to lengthy 
steam generator repair outages 

OHRIO.R E Florida Power 6 Light Co 03/10/03 EISENHUT,© 0 
Division of Licensing O'REILLY.J P Region 2. Office of Director 
2pp 20665 001 24X Plche 50-250. 93/10/03.6310110130 


109300370 TE Info Notice 03-65. "Survei Mance of Flow In RTD Bypass 
Loops Used Irv Wrstinghouse Plants " Bve list end 
■JORDAN. E L Division of Emergency Preparednaes Engineering 
Reeponsr (Poet 630103} 03/10/07 Cunsolidated Edi ean Co of New 

Yort, Inc 76pp 20B27 213 24X Fiche 50-000. 83/10/07. 830B30037B 


100300752 IE Info Notice 03”66. "Fatality at Argentine Critical 
Facility " Sve list end 

Jordan. E L Division of Emergency Preparedness 8. Engineering 
Response iPott 830103) 03/10/07. C-onsolidated Edison Co of New 

York, Inc 79pp 20082 026 24X Fiche 50-000. 03/10/07. B308300752 


(310160361 Buppls 830720 response to Generic Ltr 81-07, “Control of 
Heavy Loads," In response to NRC finding In IE Insp Rept 
B3-llidtd 830620 Info documents util metbadology for 
compliance w/NUREC-0615 *< ANSI N J4 6 

UHRIOiR E Florida Power h Light Co 83/10/07 EISENHUT.D 0 
Division of Licensing 2 pp 20803.201 24X Ficfie 30-250.03/10/07. 

B3101B03B1 


1303300759 IE Info Notice 03-67. ’"Erterge-ncy Use Respirator Matl Defect 
Causes Production of Npiious Oases “ Syc list end 
JORDAN. E L Division of Emergency Preparedness i Engineering 
Response iPost 630103) 03/10/11 Consolidated Edison Co of New 

Yorkf Inc |17pp 21043 075 24X Fiche 50-000, 03/10/ U, 830B3Q075 9 


8309300761 IE Info Netlc* 83-68. ''Respirator User Warning Defective 
Self-Contained Dreathlrij Apparatus Air Cylinders '* Bve list 
end 

JORDAN, E L Division of Emergency Preparedness fc Enginaerltig 
Response ipost 830103} 63/10/11 CortsoU dated Edison Co of New 

York, Inc laopp 20027 129 84X Fiche 50-000,83/10/11,8300300761 


6310250426 Ack receipt of 830720 & 0922 Itrs inf arming NRC of ttipk 
taken to correct violatiunr noted in I(- lusp Repts 
30-250/83-19 4. 58-231/83-19 

LEWIS. R C Division of Project Resident Programs 63/10/1 L 

UHRIO. R E Florida Power 5< Light Ca Ip 20B97 006 J4X 

Fiche 50-250.83/10/11.8310230426 


--9310250431 Updates G30720 response to NRC 030630 1 ti re vioJaiUnt 
noted In IF Inap Repts 50-230/83-19 & 50-231/03-19 
Corrective actiana Quality Procedure 16 ( revised to addmi 
requirements for audit responses in OP 10 1 

UHRIO. R C Florida Power 6 Liqht Co 83/09/22 D ^REILLY. J 

Region 2. Office of Director ip 20B97 007 24X 

Fiche 50-250. 03/10/11, B3J02504,/6 


—6310250437 Responds to NRC 030630 ltr rp violations noted in ir Insp 
Repts 50-250/63-19 50-251/03-19 Corrective actions QC 

personnel responsible for preparing audits instructed to 
list dates & responsible personnel for all coffimitmentB 
UHRIO, R E Florida Power 1. Light Co 03/07/20 QMlEILlY, JF 
Region 2, Office of Director 3pp 20097 000 24X 

Fiche 50-250.63/10/11,0310260426 


— 6310250442 Forwards IE Insp Repts 50-25O/B3-19 6 S0-S51/03-19 on 
830516-20 U notice of violation 

LEWIS. R C Division of l>raject b Resident Programs U3/()h/i.\) 

iTHRIO.R C Florida Powei & Light Co ?pp 20897 Oil l'4X 

Fiche 50-250,83/10/11.8310250426 


— 9310250446 Notice of violation from insp on 030516-20 

e- Region 2, Office of Director 63/06/20 Ip 20897 (H3 241 

Fiche 50-250,03/10/11.0310250426 


—0310250449 IE Insp Repts 50-250/63-19 & 50-251/03-19 on U'lOyih 10 
Nencemp ] 1 ance noted audit responses did not include 
commitment date for actions not completed 

DEDBAGE.A Q Region 2, (Jffice of Dliector UPRIGHT. C M fllvlili' 
ef Engineering Operational Programs 83/06/iS ?pp i'OII')/ 

24X Fiche 50-250.03/10/11.0310250426 


0310270159 Forwards Amends 96 b 90 to Licenses DPR-31 6 l'PR‘4], 
respectively b safety evaluation Amends add requirements 
for visual insps b periodic: testing of mechanical snubbers 
hCOONALD, D 0 Operating Reactors Branch 1 S3/10/14 UMKIO.II I 

Florida Power «c Light Co 2pp 20939 076 24X 

Fiche 50-250.03/10/14.9310270129 


— 8310270153 Amends 96 b 90 to Licenses DPR-3t b DPfl-4 1 . roftpor 1 1 ve i v 
adding requii ements for visual insps b periodic testing uf 
mechanical snubbers to ensure operability b capability tu 
perform safety-related function 

UAROAi 0 A Operating Reactors Branch i 03/10/14 2{)pp 

20939 070 24X Fiche 50-250.03/10/14.0310270129 


B310S7036S Forwards corrected Page 3 of IC Safeguards Insp Repis 
5D-aSD/Q3-2a b 50-231 /B3-2a re protected area intrusloii 
detection sgs End withheld (ref lOCfR/J 21} 

DANCE. H C Division of Project b Resident Programs D3/i0/l8 

UHRIO. R E Florida Power b Light Co Ip 20924 007 24X 

Fiche 50-250,03/10/10.8310270365 


8310270249 Corrects B31003 Ltr L-03-505 requesting updated endorsed! 
code requirements fer sys hydro (b temp) pressure tests b 
extended insp intervals Insp program based on 1974 edition 
of Section XI of ASME Code 

WILLIAMS. J W Ftoriifa Power b Light Co 03/10/21 FIBENIIUlrD « 
Division of Licensing 2pp 209S3 235 24X Fiche 50-350. 0:’i/IC}/i.^ I . 

6310270249 


R Periodic operating reports b related rorrespondence 


if 

8310190023 Monthly operating repts for Aug 1963 W/e309l5 ltr 
GRANT. N.H , WILL iamb. J M Florida Powei b Light Co 83/09/15 
Office qF Resource Management. Director l7pp 20823 0J7 *'4 X 

Fiche 50-000.03/09/15.0310190023 


S Reportable nccurronces, LERs t« related correspondence 


6310270340 FOIA request for placement of listed LERs in PDR 

ORABER, L D NUB Corp 63/09/06 Division of Rules end Racer ds 
2pp 30930 OSB 24X Fiche 30-000,03/09/00.63102/0340 


6310030262 LER 83-0i3/03L-0 an 830029, while performing safeguards 
emergency lead sequencer 4-A failed Caused by normal end af 
life for open-circuited timer 4A Agastak relay replaced b 
sequencer tested b returned to sve W/030926 ltr 
WILLIAMS. J W , ARIAS, J Florida Power b Light Co 03/09/26 

O'ReiLLV.JP Region 2. Office of Director 2pp 20591 036 Wqv 

Fiche 50-231,03/09/26,8310000262 
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63100£]0171 f-oTiuards< for review ^ commenti "Ldw Temp Overpressure Events 
at Turkey Point Unit draft case study rept 

MELTEMES, c J Director's Office 03/09/36 DENIOM-KR Office of 
Nuclear iteactoi Rogulationi Directoi DCVOUNG* R C Director's 
Office* Office of Inspection and Enforcement MINOOUE* R S Office 
of Nuclear Regulatory Researclij Director Spp 30661 OSO 
Fiche 50~351< Q3/09/a6i 8310060171 


— 83100601/5 FoTwardHi for review tt commenti ’’Low Temp Overpressure Events 
at Turkey Point Unit 4* “ draft case study rept 
HEtTEUFS^C J Director's Office 03/09/36 WIIKIN50N, E P 

Institute of Nuclear Power Operations 3pp 20661 022 247 

Ficht ao-25li G3/09/26i 8310060171 


— 0310060179 Forwards! for review if comment. "Low Temp Overpropsure Events 
at Turkey Point Unit 4." draft case study rept 

HELTEM-EBrC J Director's Office 83/09/26 ROSBIN. D Nuclear 
Safely Analysis Center 2pp 20661 024 24X 

Flche 50-251i 83/09/36. B310060171 


— 0310060185 Forwards* for review 4« comment. "Low Temp Overpressure Events 
at Turkey Point Unit 4.” draft case study rept 

HELTEPEBiC J Director's Office 83/09/36 UURIO.R E Dot Ido 
Power U Light Co 2pp 20661 026 24X Fiche 50-201.63/09/26. 

0310060171 


-‘♦■&31 0060 190 Foi wards, for review it comment. "Low Temp Overpressure Events 
at Turkey Point Unit 4*" draft case study rept 
HELTEMES. C J Director's Office 03/09/26 RAHE.F P 

Uestlnghouse Electric Corp 3pp 20661 028 24X 

Fiche 30-351.83/09/36.83100601/1 


— 3310060'194 Forwards, for review t comment* "Low Temp Overpressure Events 
at Turkey Point Unit 4. " draft case study rept 

HELTEIlEe. C J Director's Office 83/09/26 MARSHALL. J Arkansas 
Power Light Co 2pp 20661 030 24X Fiche 50-251 . 83/09/26, 

0310060171 


'—8310060199 "Low Temp Overpiessure Events at Turkey Point Unit 4." draft 
case study rept 

LANNINQ*W D Director's Office 83/08/31 56pp 20661 03? 24X 

Fiche 50-251*03/09/26*8310060171 


0310370347 Re&poTids to FOIA request for release of 23 LERs to PPR 
Forwards 12 LERs to he released Documents also availabel in 
PDR One LER canceled Eight LERs not rercived 

FELTON. J M Division of Rules and Recoids 63/09/29 GRADER* L D 
NUS Corp Ip 20938 060 24X Fiche 50-000,83/09/29.9310370347 


--0310270354 LER Q3-002/01T~0 on 830405. spent fuel assembly X-13 dropped 
back into rack Prom fully lifted position Caused by cable 
stress due to limit switch failure Insp for cladding damage 
will be conducted U/830419 Itr 

OARRY. Z E . WILLIAMS. J U Florida Power & Light Co 03/04/19 
O'REILLY.J P Region 2. Office of Diroctor 4pp 20938 061 24X 

Fiche SO-000. 83/09/29. 8310370347 


B310180359 RO several fire barrier peneti dtions bleached for longer 
than 7 days. due to Implementation of approved design 
changes. including new computer room* aux i 1 lary power upgrade 
b App R Hourly fire watch established 

WILLIAMS* J W Florida Power b Light Co 03/10/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 20803 043 247 

Fiche 50-250.03/10/13*8310100307 


8310210223 LER B3-015/03L-0 on 830913, local leak rate test on 
containment personnel hatch airlock revealed leakage in 
excess of Tech Specs Caused by aqualiiing vent valve on 
inner dour not fully closed Valve tightened W/S31013 Itr 
DERRY* Z E , WILLIAMS* U W Florida Power U Light Co 03/10/13 
O'REILLY. U P Region 2, Office of Director 2pp 20852 0/4 24X 

Fiche 50-251.03/10/13*0310210223 


8310270277 LER 83-016/011-0 on 831004, manua 1 discharge Valves on 
containment spray pumps 4A b 4D discovered locked in closed 
position Caused by personnel error Valve for pump 4D opened 
W/031019 Itr 

ARIAS* J , WILLIAMS, J W Florida Powet b Light Co 03/10/10 
O'REILLY.J P Region 2. Office of Diroctor 3pp 20923 256 24X 

Fiche 50-251.03/10/18*8310270277 


DOCKET 50 254 QUAD CITIES STATION. UNIT 1 


F Security, medical, emergency b fire piotection plans 


8310140261 Forwards lE Insp Repts 50-254/83-26 b 50-265/83-25 on 
830B22-26 It 31 b 0909 b notice of violation 

HIND. J A Division of Radiological b Materials Safety Programs 
83/09/29 REED. C Commonwealth Edison Co 2pp 20762 048 24X 

Fiche 50-254. 03/09/29* 0310140261 


— 0310140264 Notice of violation from insp on 830022-26 b 31 b 0909 
HIND. J A Division of Radiological b Materials Safety Programs 
83/09/20 2pp 20762 030 24X Fi the 50-254* 03/09/27, 0310140261 


—0310140271 IE Insp Repts 50-234/83-26 b 50-265/83-25 on 930022-26 b 31 
b 0909 Noncomp liance noted failure to distribute controlled 
emergency plan procedure revs to NRC 

PHILLIPS.M P * PLOSKI.T J , PAPERIELLO, C J Region 3, Office of 
Director 03/09/29 i7pp 20762 052 24X Fiche 50-254,83/09/29, 

8310140261 


8310060541 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J M Division of Rules and Records 83/09/30 Oocument 
Management Branch Ip 20662 001 24X Fiche 50-254*83/09/30. 

8310060541 


— 8310060545 Public version of revised emergency plan implementing 
procedures, includ ing Procedures OEP 550-0 re emergency 
equipment b supplies b OEP 550-T4 re emergency operations 
facility supplies 

KOVACK. T J . OERNER.L Commonwealth Edison Co 83/09/08 300pp 

20662 002 24X Fiche 50-254.03/09/30.0310060541 


G310110325 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J M Division of Rules and Records B3/IO/03 Document 
Management Branch Ip 20685 231 24X Fiche 50-254.03/10/05. 

0310110325 


—0310110327 Public version of revised Emergency Plan Implementing 
Procedures QFP 110-2 re acting station director (shift 
director) b Procedure QEP 310-1 re initial notification 
TIET.G Commonwealth Edison Co 83/09/08 24pp 20685 SOS 24X 
Fiche 50-254. 03/10/05, 03101 10325 


8310200079 Releases public version of revised emergency plan 
implementing procedure 

FELTON. J M Division of Rules and Records 03/10/14 Document 
Management Branch Ip 20844 218 24X Fiche 50-254.83/10/14, 

83102000/9 


— 0310200082 Public version of Rev 2 to Emergency Flan Implementing 
Procedure OEP 430-1. "Environ Surveillance Stations " 

KOVACK, T J , CARSON. R Commonwealth Edison Co 83/09/20 6pp 
20044 219 24X Fiche 50-254.83/10/14.8310200079 


8310270024 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records B3/IO/21 Document 
Management Branch Ip 20940 199 24X Fiche 50-254*03/10/81, 

0310270024 


— 0310270028 Forwards public version of revised emergency plan 
implementing procedures, including Procedures OEP 55D''l re 
first aid b decontamination facilities b QEP S50-T1 re 
environ sampling supplies 

TIETZ.O . QERNEK,L Commonwealth Edison Co 83/10/06 NRC - No 
Detailed Affiliation Given 8pp 20940 200 24X 

Fiche 50-254,03/10/21,8310270024 


— 8310270032 Public version of revised emergency plan Implementing 
procedures. inc lud ing Procedures QEP 550-1 re first old b 
decontamination foci 1 1 ties. OCP 550-2 re emergency equipment 
inventory b OEP 550-Tl re environ sampling supplies 
e Commonwealth Edison Co 83/ 10/06 y4pp 20940 bO? 24X 
Fiche 50-254. 83/10/2 J . 0310270024 


0310270526 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J M Division of Rules and Records 03/10/21 Document 
Management Branch ip 20937 216 24X Fiche 50-000,03/10/21, 

0310270526 


— 0310270537 Public version of Rev 2 to Emergency Plan Implementing 
Procedure EC)r-6, "Administration b Logistics Manager *’ 

W/031OI7 Hr b leceipt form 

NELLIS. C A Commonwealth Edison Co 63/02/lB DENTON, H R NRC - 
No Detailed Affiliation Given 7pp 20937 217 24X 

Fiche 50-000,03/10/21.0310270526 


B3102G0307 Releases public version of revised generating stations 
emergency plan telephone directory 

FELTON. J M Division of Rules and Records 03/10/25 Document 
Management Branch Ip 20963 126 24X Fiche 50-000. 03/ 10/25. 

8310280307 


— 0310280314 Public version of revised generating stations emergency 
plan telephone directory 

OALLC.D P Commonwealth Edison Co 83/OB/ll. DENTON, H R Dfficp 

of Nuclear Reactor Regulation, Director 64pp 20963 J27 34X 

Fiche 50-000.83/10/25*831020030/ 
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0310260191 public vcralan of revised emergoneg plan 

1 inp 1 »me n t mg procedure 

FELTON* J M Division of Role& and Records B3/10/2& Document 

M^najenent Branch Ip 2096-2 36£ 2^X Fiche 5D-'000, 83/10/26. 

6310280191 


— 6310260209 Public version of Rev I to hmergency Plan Implementing 
Procedure E0F-15 j "Cmergencg Operations Facliitg 
Activation ” 

MOOREiR D Commanweal th Edison Co G3/0B/02 SOpp 2096:2 
24X Fiche 50'000, 63/ 10/26, 6310260191 


P Operating license stage documents it correspondence 


6310300273 Foruards schedules for equipment qualification test programs 
for fac i I i ti BB. p er 810526 1 tr Dates given far current 
q.U 4 l i f i cat ion activities should be vieued as "target dates” 
k not as firm dates 

Barnes. P U Commonwoal th Edison Co 83/10/05 KEPPLtR, J 0 Keg inn 
3, Office of Director lOpp 20830 034 24X Fiche SO'OOOi 03/ lO/OS. 

6310200273 


6310120233 Suppls 630531 Ltr re containment integrated leak rate test 
freq.uencg rgpa A test should be performed during upcoming 
refuBllng outage Teats should also be performed during plant 
Shutdowns until lOCFRSO, App J criteria mefc 

SPES8ARD, R L Region 3, Office of Director 63/10/07 RECD, C. 
Commonuealth Edison Co Ip 20691 320 24X Fiche 90''254i 03/10/07i 

6310120253 


3310170545 Provide* add I info re NVReO-OVa?, Item II, R 3 ?2, just I py i ng 
Use of HPCl logic for RCIC suction switchover RCIC not 
safe ty-re lated tt is not intended as backup for HPCl sgt 
RVBAKi B Commonwealth EdisonCo Q3/i0/07 DEffTON.HR Office of 
Nuclear Reactor Regulationi Director Ip 20764 3PD 24X 
Fiche 50-254*83/10/07,0310170545 


6310310054 Advises that pipe stresses 6 support load’s due to dead 
Weight Of water In p 1 pa, c-oncurr ent thermal effects & effects 
of postulated earthquake within design allowables reviewed, 
per NUR6<J-0737* Item 11 D J 

Rybak, B commonwealth Edison Co 83/10/20 DEWTON*HR Office of 
Nuclear Reactor Regulation, Director 2pp 20951 146 24X 

Fiche 30-254*63/10/20,8310310054 


310850293 Forwards Rev 10 to Offsite Dose Calculation Manual for 
LaSalle Quad Cities t* Rev 9 to Offsite D-ose Calculation 
Manual for Bra 1 dwood, cons 1 s ting of Chapters 7 S & 6 D 
BEKNETTiC J Commonwealth Edison Co 63/10/21 CAet.E Q Office 
of Nuclear Reactor Regulation* Director Ip 20994 259 r4D( 

PI Che 30-000*63/10/21,8310250293 


''6310290276 Rev 10 to Offsite Dose Calculation Manual for LaSalle €< Quad 
Cities 

e Commonwealth Edison Co 63/09/00 44pp 20694 260 S4X 
Fiche 50-000,63/10/21*631021)0293 


-8310250302 Rev 9 to Offsite Dose Calculation Manual for llraiduood* 
consisting of Chapters 72660 

e Commonwealth Edison Co 03/06/31 56pp 20694 304 24X 

Fiche 50-000,63/10/21*8310250293 


9 ln*pection reports, IE Bulletins k torrespondence 


83lOi40133 Responds to notice of violation Kr proposed Imposition of 
civil penalities re insertion of control rode during reactor 
shutdown on 630310 Ic H Bhift turnover pr-ocedures revised 
Info sesfions for control room personnel conducted 

TH0MA3<d L Commonwealth EdisonCo 63/06/12 KLPPLER, J 0 Region 
a, Office of Director 11 pp 20763 336 24X Fiche 50-234,03/00/12* 

6310140133 


6306300340 IE Info Notice B3-61, ^Alleged Use of Stand-Ins for Wulder 
Qualification Tests Bve list end 

•JORDANir E L, Division of Emergencg Preparednes* 8, Engineering 
Response fPnst 630103) B3/D9/S6 Consolidated Edison Co of New 

York* Inc H/pp 20734 022 84 X Fiche 50-000* 03/07/26, 0300^00340 


6300300342 IE Info Notice 03-62, "Failure of Redundant Toxic Oas 
Detector* Poslttoned at Control Room Ventilation Air 
Intakes *■ 6vc list encl 

JORDAN* E L. Division of Emergencg Preparedness & Engineering 
Response ipost 830103) 83/09/26 Consolidated Edison Co of New 

York, Inc. Ii6pp 80777 210 24 X Fiche, 5O-0QO, 63/09/26* 6300 3 00342 


6300300349 IE Info Notice 03"63i "Potential Failures of Nes tinghowse 
Tgpe BA^-l Differential Relags " 6vc list encl 
JORDAN, E L. Division of Emerpeneg Preparedness ■< Engineering 
Response (Post 030103) 03/09/26 Consolidated Edison Co of New 

York, Inc 110pp. 2O770;OO1 24X Fiche, 50-000* Q3/09/2&* 6300300345 


0309300349 IE Info Notice 83-64, "Lead 8hi elding Attached to 
Safete^-Rulat ed Sys W/q 10CFH50 59 Evaluation " Sve list 
encl 

JORDAN. E I, Division of Emergency Preparedness k Eng i n ocr t iig 
Response (Post 8301031 83/09/29 Consolidated Edison Co of M 

Vork, iHC llSpp 20716 324 24X Fiche 50-000, 83/09/59* 03(Jtj:f003 


8310140261 Forwai ds IE Insp Repts 50-254/83-26 & 50-265/83-25 on 
030622-26 & 31 &i 0909 *< notice of violfition 

HIND, J A Utvisxnn of Radielagical i- Materials Safety ^rosran^^ 
03/09/29 REED, C CommonuDa 1 th Edison Co 2pp 20762 04IJ fAK 
Fiche 50-2S4, 03/09/29. B31O140261 


— 0310140264 Mntice of violation from insp on 030822-26 *< 31 h 0709 
HIND, J A Divinlon of nadiolpgical I, Materials Bafetij Prograns 

83/09/28 2pp 20762 050 24X Fiche 50-254, 63/09/ 29. 03 1 0 M02d 


--83101402/1 IE Insp Repts 50-254/83-26 6 50-265/83-25 on B3f>t^2P-tr6 
6 0909 Noncomp 1 lane e noted failure ta distribute controlled 
emergency plan procodore revs to NRC 

PHlLLiP6,M P * PL03KI,T J , PAPER lELLO, C J Region 3* Ufftce o 
Director 83/09/29 I7pp 20762 032 24X Fiche 00-254. IlD/D? 

8310140261 


8310200124 Forwards lE Mgt Meeting Rftpta 50-010/83-10. 30-23//6J 
50-249/03-23, 50-254/83-27, 50-265/83-26, 50-293/63-19. 

50-304/63-20. 50-373/03-30, SO-374/83-30. SO-434/03-44, 
50-455/63-33*50-4 56/03-14 8, 50-457/03-13 

N0RELIU6,C e Division ef Project U Ffesldent Programs ai/lO/Cl 
REED/C Commonwealth Edison Co 2pp 20034 090 24X 

Fiche 50-000*03/10/04,0310200124 


—0310200148 IE Mg t Meeting Repts 50-020/03-10. 50-237/03-27* HO-IiAW 
50-S54/B3-27, 50-265/83-26, 50-295/83-19, 50-304/03-20* 
50-373/03-30, 50-374/03-38, 50-454/03-44, 5O-455/03* 33, 

50-456/03-14 S< 50-457/63 '13 

NORELIUS. C E Division af Project U Resident Programs G'l/JO# 
4pp 20034 100 24X Fiche 50-000, 03/ 10/04, 831OP00 1 


6310170337 Submits status of as-built reviews of safe shutduwM pip. 
supports for IE Bulletin 79-14. As result qf review eP 
Quad Cities, two piping ays Found to have addl discrepancies 
Seven new hangers added 

RVOAK.D Commonwealth Edison Co 03/10/06 KEPPLFR,JO liogi. 
Office of Director 2pp 20/06 155 24X Fiche 50-000. iJ3/ lO/CA 

831017033/ 


8300300378 IE Infu Notice 63-65, "Surveillance of Flow in R1I) Uypa 
Loops Used in Weatinghouse Plants " Sve list end 
JORDAN, C L Division of Emergency Preparedness & Lny i narr lug 
Response <Post 030103) 63/10/0/ Consolidated Edison Cci oF 

Vork* Inc Tijip 20B27 213 24X Fiche 50-000* 03/10/07, 03CG3i>0 


0300300752 IE Info Notice 83-66. "fatality at Argentine Critic a I 
Facility ■’ 3vc list encl 

JORDAN, E L Division of Emergency Preparedness l< t ngino^r iiig 
Response -(PtiBt 030103) 03/10/07 Consolidated Edison Cn of 

York* Inc 79pp 2OB02 0P6 24X Fiche 50-000, 03/10/07, 0300300 


6300300759 IE Infp Notice 63-67, "Emergency Use Respirator Mall [ic 
Causes Production oF Noxious Oases ” 3vc list end 
Jordan. E t Division of Emergency Preparedness (< Eng inocr lihg 
Respansb (Post 030103) 03/10/11 Consolidated Edison Co oi 

Vork* Inc li7pp 21043 075 24X Fiche 50-000, 03/ 10/ U , 03(10 Ji 


0300300761 IE Info Notice 03-68, "Respirator User Warning Dafncil' 
Self-Contained Breathing Apparatus Air Cylinders " Bvr list 
encl, 

JORDAN, t u Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/10/11 Consolidated Edison Co « 

York, Inc laOpp 20827 129 24X Fiche 50-000, 03/i 0/ i I * Q^OODi 


0310100230 Clarifies procedures for admitting NRC porsonnal to 
facilities Accees lists identifying authoriied dearancus 
encl Update will be provided every 6 munths 

AXELSON.W U Regions, Office of Director 83/10/14 RERO, C 
Commonwealth Edison Co 7pp 2D0DB 234 24X Fiche &Q-2&4* Q3:/ 

8310100238 


8310100551 Notification of 831021 meeting w/DWR licensees in ^efh 
MD tu discuss future Insps for intergranular stress 
corrosion cracking 

MiRAOLlAtF J Assistant Diiertor for 9afoty Aasessmeni D3/|<] 
ElBENHUT, D O Division of Licensing 5pp 20823 350 24X 

Fiche 50-000,03/10/14,0310100551 


6310250605 Forwards IE Insp Repis 50-254/03-25 k 50-265/03-24 on 
030802-0930 No noncomp I lanc e noted 

SHAFER, H 0 Region 3, Pfflce of Director 03/10/10 REED. C 

Commonveal t)i Edison Co 2pp. 20900 276 24X Fic)ie 50-254,03/ 

0310250605 
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— 83t02^06l3 IE Inap Repts 50 ’•254/03-35 Cc 50-265/63-24 on 83080P-09JO No 
none Dmp 1 lance noted Major areas inspected design changes 
mod Si organ! lati on *< admini stratian< procedures! onsi te 
revieu commi tteej operat i onal saFctg & mamt 

CHRISSOTINDSi N I MDRRONOIELIO. A , WALKER, R D Region 3, Office of 
Director 03/10/10 7pp 20900 270 24X Tiche 50-254,03/10/16. 

0310250605 


B31027D435 Ack receipt of 630625 Itr re schedule for implementation of 
multiple peak resolution & peak reclassification 
enhancements to AAIS per IE Insp Repts 50-254/82-13 ?< 

50-265/62-15 

PAPERIELLD, C J Region 3. Office of Director B3/10/25 RVRAK, B 
Commonwoalth Edison Co Ip 20923 057 24y Fiche 50-254.03/10/25. 

S3 10270435 


R Periodic operating reports h related correspondence 


8310160109 Revised monthly operating repts For Jul it Aug 196J 
1^/631003 ItT 

KALIVIANAKIS. N CammonweaUh Edison Co 63/06/31 Director's 

Office, Office of Inspection and Enforcement 2pp 20000 169 24X 

Fjche 50-254,03/00/31,8310160109 


6310170353 Forwards listing of changes, tests experiments completed 
during Sept 1903 Summary of safety evaluation reported per 
lOCFftSO 59 

KALI\/I6NAKI9. N Commonwealth Edison Co 63/10/03 CASE,E G 
Office of Nuclear Reactor Regulation, Director 6pp 20706 165 
a4X Fiche 50-254,03/10/03.0310170353 


9310100263 Monthly operating repts for Sept 1903 W/031003 Itr 
msAK, A L . KALIVIANAKIS, N Commonwealth Edison Co 03/10/03 
Director's Office, Office of Inspection and Enforcement 26pp 
20B07 052 24X FiChe 50-254,03/10/03.6310160263 


S Reportable pccurrences, HRs & related correspondence 


8310110430 Responds to FQIA request for four different categories of 
documents described in 030510 Hr I oruiards mail listed in 
App A, responsive to Items 1*2 1, 4 DOE should be contacted 
for mati requested in Item 3 of Hr 

FELTON* vf M Division of Rules and Records 63/06/14 HIArr,9 I 
Ohio Citiiens for Responsible Eneigy 3pp 20706 002 24X 

Fiche 50-000.83/06/14,8310110430 


--G3101 10470 Responds to 030413 Hr requesting Info re use of foi eign 
■matls on valve seating surfaces Lubricants it cleaning 
solvents used on valve component surfaces per vendor 
recommendations l{ malnt practices 

FARRAR, D L Commonwealth Edison Co 03/04/22 KEPPLER, J G 
Region 3, Office of Director 4pp 20706 063 D4X 
Fiche 50-000,83/06/14,0310110430 


0310120159 LER G3-03a/03L-0 on 030901, while preparing for refuel 
outage* secondary containment capability test revealed 
vacuum attainment of 0 IS^'inch water Caused by aged gaskets 
■on personnel access doors Gaskets replaced W/030926 Hr 
PREUSS* M , KALIVIANAKIS, N Commonwealth Edison Co 03/09/26 
KEPPCCRcJ Region 3, Office of Director 3pp 20696 027 24X 

Fiche 50-254,03/09/26,0310120150 


8310170491 LER 03-O34/O3L-O on 030900, LPCI loop select for RHK loop A 
declared inoperable due to inability to close rec li eolation 
pump lA discharge valve hO l'-202-'5A Caused by shorted 
control cables on valve Cables replaced W/03100J Hr 
IDEN.C , KALIVlANAKIBi N Commonwealth Edison Co 03/10/03 
KEPPLER,J Region 3, Office of Director 4pp 20764 11? 24X 

Fiche 50-254,03/10/03,0310170491 


0310170271 LER 83-03S/03L-0 on 630915, Tar pet Rock valve 1-203-3A slock 
open Caused by eroded second-stage pilot seat Valve replaced 
6 tested satisfactorily on B30922 W/63100S Hr 
CODKjD , KALIVIANAKIS. N Commonwealth Edison Co 03/10/04 
KEPPLER,J 0 Region 3, Office of Director 4pp 20706 209 24X 

Fiche 60-254, 03/10/04, 8310170271 


9310270400 LER 83-036/03L-0 on 030920, d i & c overed ripped ventilation 
fire stop boot Caused by extended exposure of boot to heat $« 
normal wear Urethane foam matl installed l< boot replaced 
W/aaiOlQ ItT 

FUHS,A , KALIVIANAKIS, N Commonwealth Edison Co 03/10/10 
KEPPLER/vl 0 Region 3, Office of Director 3pp 20724 012 24X 

Fiche 50-254,03/10/10,8310270400 


G31 0270404 LER 83-037 /03L-0 on 930923, while inerting prtmaiy 
c onta inment, containment oxygen not reduced to Tech Spec 
requirement Caused by sample response time S, probable sourer 
of air in-leakage through compressor W/Q31020 Hr 
HfSAK, A j KALIVIANAKIS, N Comnionweal th Edison Co 03/10/20 
KEFPLER.O Q Region 3, Office of Director 4pp 20924 015> 24X 

Fiche 50-254,03/10/20,0310270404 


DOCKET 50-255 PALISADES NUCLEAR PLANT 


F Security, medical, emergency 6 fire protection plans 


8310040250 Forwards l£ Insp Rept 5O-255/0J-19 on 030001-31 No 
noncomp 1 1 ance noted 

SHAFER, W D Roqion 3. Office of Director 03/09/13 DEWITT, R B 
Consumers Power Co 2pp 20613 065 24X Fiche 50-255,93/09/13, 
8310040250 


— 0310040255 IE Insp Repl 50-555/03-19 on 930801-31 No none omp 1 i anc e 
noted Major areas inspected operational safety preparations 
for refuel ing, mai nt surve 1 1 lance, procedures it preparations 
for union employee strike 

UOROENLEN. 0 L . HELLER. J K . BOVD, D C Region 3, Office of 

DiroctOT 03/09/13 7pp 20613 067 24X Fit he 50-255,83/09/13, 

0310040250 


0310180464 Forwards proposed implementation schedule on intrusion 
detection sys. in response to NRC 03051? request Schedule 
withheld <ref 10CFH73 21) 

VANDEWALLE.D J Consumers Power Co 03/09/23 CRUTCHFIELD, D 
Operating Reactors Branch 5 Ip 20002 053 24X 

Fiche 60-255,03/09/23.6310100464 


0310110019 Releases public version of revised emergetTcy plan 
implementing procedure 

FELTON, J H Division of Rules and Records 83/10/05 Document 
Management Branch Ip 20607 357 24X Fiche 50-000,63/10/05, 

0310110019 


—0310110024 Public version of Rev 6 to Emergency Plan Implementing 
Procedure EOF-?, “Offsite Dose Worksheet (Protective 
Actions! " W/030922 Hr 8< receipt foim 

BRADLEY, J Consumers Power Co 03/07/lQ Document Management 
Branch 2pp 20607 350 24X Flcho 50-000,03/10/05,0310110019 


6310170243 Responds to 030817 Itr re changes to security plan Changes 
consistent w/provis ions of 10CFR50 94{pJ Ic acceptable 
CRUTCHFIELD, D Operating fteactoTS Branch 5 03/10/11 

VANDEWALLE.D J Consumers Power Co 2pp 20796 265 24X 

Flcho 50-256,03/10/11. 8310170, '43 


6310S70491 Releases public version of revised controlled copyholdei 
list of emergency plan Implementing procedures 

FELTON. J M Division of Rules and Records 03/10/21 Document 
Management Branch Ip 20926337 24X Fiche 50-000,83/10/21, 

0310270491 


—0310270510 Forwards public version of Rev 2 to controlled copyholder 
list of general ofc c tr/emergency operations facility 
emergency implementing procedures it list depicting location 
of proprietary info in procedures 

CARLEY, A Consumers Power Go 03/09/16 Office of Nuclear 
Reactor Regulation. Director 7pp 20920 33B 84X 

Fiche 50-000,83/10/21,83102/0491 


0310270690 Releases public version of revised general ofc control ctr/ 
emergency operations facility emergency implementing 
p rocedures 

Felton, J M Division of Rules and Records 63/10/25 Document 
Management Branch Ip 20944 322 24X Fiche 50-000,63/10/25. 

6310270570 


— 0310270693 Forwards public version of revised general ofc control ctr/ 
emergency operations faciliti; emergency implementing 
procedures. inc lud ing Procedure GEN-2 re emergency telephone 
numbers Receipt form end 

CARLEY, A Consumers Power Co 03/10/13 Document Management 
Branch 4pp 20944 323 24X Fiche 50-000,63/10/85,0310270590 


-6310270597 Public version of revised general ofc control c tr/emerg ent y 
operations facility emergency implementing procedures, 
including Procedure OEN-2 re emergency telephone numbers 
» Consumers Power Co 83/10/11 42pp 20944 327 84X 

Fiche 50-000,03/10/25,0310270590 


P Operating license stage documents L cot respond encr 


031Q31OD17 FOIA request for documents n integrated leak rate tests foi 
listed facilities to be placed in PDR 

CONNER, L AfflUatinn Unknown 03/05/02 NRC - Nu Detailed 
Affiliation Given Ip 21004 2/0 a4X Fiche 50-000,03/05/02, 
631031001/ 


50 


DOCKETED ITEMS 


U3070909 J rurwnrd* proposed geiieDC iss-ue -paHV t. Ulotk Valvi‘ 
rtpl lability * per Nf<C Ofc Ltr *10 guadelinos POHV U block 
vajve syo e«tal,l»shod as r components required 

to b« operable durinq plant oporalion 

DJlrt^Mr^lJ C Operating Reactors Drancb □ B3/0i/06 MINUERSj W 

fkranch thpp 6AQS2 312 24K 

ricbe 30-253< QJ/06/Oa, 6307013051 3 


631013013/ Approves 830731 request on bebalf of C-E Owners Croup ^OT 
ui 1 tbho 1 ding Prom public disclosure App A to "RespaiisQ ip 
Ouestiorie on RCb Asymmetric Loads Evaluation Prouroni. ’* per 
I0CFR2 /'rfO 

CRUrCHF 1 ELD< D Operating Reactors Urauch 5 83/10/03 

LUWDVALL. A E OaJtimore Gas ?< Mectric Co *pp J07// OAb 
Ficbe 50-000. 83/ 10/03. 8310130137 


□3050^00/1 Informs oF review of RORV upgrade issued in Doard 
Notification e3~A7 Upgrade does not Constitute new generic 
requ-i rc4nent« b u t case»sp dc 1 f I r applicatiOTi oP extskme 
reqiili emonts 

DENTON. H Office oP Nuclear Reactor Regulation. Director 
a3/0't/27 SIEllO.V Regional Operations (. Generic Requirements 
Ip fj*7 70 3,>0 2-4 X Fiche bO-t'DS, e3/06/0B. B30705051 3 


6304800046 Requests plans for submitting proposed new generic 
requirement for primary sys dep ressuri la t i on capability In 
PWRfi for criGFl revieu 

9TCLL0. V Regional Operations I 4 Qp-nerlc Requirement* 03/04/11 
DENT0N^M R tlfPlce of Nuclear Reactor Reaulatiao/ Director Ip 
66733 008 2q X Flc*e 50'?S5, 83/06/08, 030705051 3 


— a 3020^0583 Comments on validity of NURtO-0737, Item II K 3 7 re 
evaluation of RCIRV opening probability during overexpnourp 
trant Lcn ts. in response to 0P0417mpmD concerning 771004 & 

6002 17 monorotida 

MATTSON. II J Divlslcn of Systems Integration <past eilOOb) 
03/01/13 LISeNHUT. D Q Division of Licensing 3pp 6/)6l3 057 
24K Flche 50-253,03/06/08.0307050513 


■8303230462 forwards response to 620401 questions re NUREO'0737. 1 tern 
II K 3 7 re F'OllV opening probability Challenge frequency 
should be reduced l< reliability should be upgraded 
CMDN, E Reliebility 6 Risk Ascessment Branch 03/03/14 
THADANliA Reliability Si Risk Assesccnent Sranch i6pp 
66700 096 24X Ficbe 90-255. D3/06/C8. 030705051 3 


0205370433 Recommends TMI Item 11 K 3 F, "Power Operated Relief Valve 
Opening Probability.*' be re-evaluated for possible 
cancellation or rcdirectinn from technical viewpoint New 
contract cannot be ^uatifioil until matter is resolved 
DIlANNIiD C Operating Reactors Branch 3 82/04/01 

ElSENIfUl.D e Division of tjcoiising 3pp 66086 203 24X 

Flche 00-355103/06/00,0307030513 


8310310031 Flesponds to FOIA request fur documents re integrated leak 
rate tests for facilities to be placed in PDR Forwards 
documents to be place in P8R h list of facilities for which 
repts are unavailable 

FELTONjJ M Division of Rules and Records 83/07/06 CONNER. L 
Affiliation Unlnoiun Ip 21004 271 24X Fiche 50-000.03/07/06, 

83)03100'}1 


B3£0120274 Advises that FR, contai ning Commission monthly notice* uNjcl 
afford public oppor tun i 1 1 o*" fni heanno on requests foi 
action. (Jill be transmitted w/ti forwarding ltr in fu tui e 
CRl/TCHF lELD. D Operating ReactoTS Branch 5 83/10/0/ 

VANDEWALLE.P J (.iinsumers Powtr Co Jp p 20691 04/ 24^ 

Fjche 50 000.03/10/07,93101202/4 


8310250433 Forwaids safety evaluation of C-i Owners (roup Repl (liN'-19/ 
compliance, ui/NUREG-O/S?. I tem 11 K 2 17. "Voiding in IJ< ts 
During Transients " Roqui remen ts met Item closed 
CRVTCHFIELD. D Operating Reactors Uranch b 83/10/17 
VANOCWALLE.D j Consumers Power Co 9pp 20B97 037 24X 

Flche 30-255. 03/10/19, 03)0250433 


8310290007 Forwards safety evaluation & franklin ResooiLh Ctr technics- 
evaluation rept re NUREG-0737 p 1 terns II K 3 1, "Automaiic 
PORV Isolation” %t I I K 3 2, "hrpt on POUVs " Respouse 
acceptable 

CRDTCHF 1 ELD, D Operating Reactors Uranch b 93/10/20 
VANDEWALLE. 0 J Consumers Power Co Jpp 20934 107 24/ 

Flche 50-255. DJ/ 1 0/20. 0310280009 


9310250076 Notification of 831025 meetina w/util in OethesdaiMI} io 
discuss proprietary portions of NRC review of Wectinghoiji.p 
safety paiamotei display sys 

WAMDACH, T V Operating Reactors Branch 5 93/10/21 rnOTnFrrLri 

Operating Reactors Branch 5 3pp 2(JL<74 078 24X 

Flche 50-255. 03 / 1 0/ 2 1 . B3 1 0250076 


Q Inspection reports, lE Bulletins & correspondence 


831018031{1 Amends 030319 response to NRL 830222 ltr re nunc ompliari-C c 
noted in IC Insp Ropt 50-255/03-01 Add) corrective action 
new list of effective pages completed for lech Specs tr 
issued to all copy holders to ascertain correct rev status 
VANDEWALLE. D J Consumers Power Co 03/00/26 KEPPLER, J G Regii 
3. Office of Director 2pp 20700 309 24X Ficho 50-255.03/00/^4 

Q3l01P03lfl 


9310040250 Forwai da IE Insp Repl 50-255/03-19 on a30801'3l Nu 
noncomp 1 iance noted 

SHAFER. W O Rcyion 3. Office of Director 03/07/13 DEWIT1.P)- h 
ConsumorB Power Co 2pp 20613 06b C4X Flche bO-255. 03/09/ J 
031OO4O2SO 


U310050463 Foruardi application to amend License DPR-20. mod 1 f y i ng basit 
for Limiting safety sys settings for I'cector prote-ction sys 
VANDEWALlL. D J CoDSumers Power Co 03/09/29 CRDTCHFIELD. D 
Operating Reactorn Branch 5 ip 20630 055 24X 

Flche fl0-?55. 03/09/29, 0310(350463 


— Q310090465 Application to amend License DPn-20. mod i f y ing basis for 
limiting safety sys setting for reactor protection sys, 
required by 830405 LER corrective actions 

VANDEWALLE, D 0 Consumers Power Co 03/07/29 3pp 20630 056 

24X Flche 50-295,03/09/29,0310050463 


— 0310090467 Proposed Tech Opec changes rr limiting safety sys setting* 
for reactor preteetion sys 

• Coniumors Power Co 03/09/27 Operating Reactors Branch 5 

5pp 20630099 24X Flche 30-259,03/07/29.0310050463 


0310050470 "Rod Withdrawal Transient Reanalysis For palisades Reactoi 
FRYERrD C f CHANDLER. JC , KAYBER.W V Eceon Nuclear Co . Inc 
(subs of El? on. Corp I )CN-Nr~03-&7 03/00/26 59pp 20630 0-64 

24 X riche 30-25S. 83/09/29. 03100304 63 


B310060047 rarwards commitment* for cvaluatian of mods to MSlV/main 
steam eys.per SEP Topic XV-2. ’'Opcctrum of Steam Piping 
Failures Inside 6 Outside Contninmont (PWFl) " 

TONER- It A Consumer* Power Co 03/09/29 CRUTCHf- lELFN D Oprratinq 
Reactors Branch 5 App 20640 322 24x Flche 50-255. Q.J/O?/?*/. 

0310060047 


0310070177 Not 1 Pies that respenae to technical evaluation rept, Itrn,* 
70,00.01 l( 02 re 2,400-volt motors mfg by Westing house, GF U 
Louis AlllS^wlll not be submitted until 040220 . due to 
■it«n*ive nature of doc umentation research effort 

TONER. K A Cortsufflors Power Co 03/10/03 CRUTCHF JEL Dr D Opriatiiig 
ntacfcori Branch & Ip 20659 114 24X Fjche 50-235,03/10/03. 

03100701/'/ 


--93100402S& IE Insp Rept 50-255/63-19 on 630801-31 No non c omp 1 ] o n c c 
noted Major areas inspected operational safety preppratlons 
for r efue 1 ing. ma 1 nt s urvel 1 lance, procedures 6 prepaiations 
for union employee strike 

JORGENSEN, B L . HELLER. J K . DOyO. D C Region 3. Office nf 

Directot 03/09/13 7pp 20613 06/ 24X Fi che 50-255. 83/OV/13 

83100 40250 


9300300340 ]E Info Notice 63-61. "Alleged Use of Stand -Ills Poi Wrlder 
Oua 1 i f I cat ion Tests *' Sve list enc 1 

JORDAN. E L Division of Emergency Preparedness ?< Lng i nerrliis 
Response iPoBi 830103) 93/09/26 Consolidated Edison Co <1 if hi. 

york, Inc lIVpp 20754 022 24X Fiche 50-000, 03/09/26. 03i003rK>^s+ 


9300300342 IE Info Notice 83-62. "rallure of Redundant Tcilc Gas 
Detectors Positioned at Control Room Vriitilatlon Air 
Intakes " Sve list enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 63/09/26 Censol i dated Edison Co d f Ni 

York. Inc I16pp 20777 310 24X Fit he 50-000. 03/09 / 26, 030 urjCHOj* 


9300300345 IE Info Notice 83-63, "Potential Failuros of Wes ling flows a 
Type SA'l Di Ff -erent ta 1 Relays " 3vc list end 

JORDAN. E t Division of Emergency Preparedness It Engineering 
Response (Post 830103) 63/07/26 Consolidated Edison Co nt Kt 

York. Inc llBpp 20776 001 24X Ficho 50-000, 03/09/26. 0303 


9300300349 IE Info Notice 63-64, -Lead Shielding Attached tu 
5af ety—IlL 1 atpd Sys W/o 10CFR50 57 Evaluation " Sve list 
enc I 

JORDAN. E L Division of Emergency Preparedness 8< Engineering 
Response (Post 830103) 63/09/29 Consal i dated Edison Cn ci F Nt 

York. Inc 1 I bpp 20716 324 24X Fiche 50-000, 03/07/29. D3()0rj:OO34 


8300300378 IE Info Notice 63-65, "Surveillance of Flow ih JHD l)(ipcisv 
Loop* Used in Westinghouse Plants •* Sve list encl 
JORDAN, E L Division of Emergency Preoarednes* LnS i hear 1 tig 
Response (Past 030)03) 03/10/07 Consolidated Edison Ch of Ke 

York, Inc 76pp 20827 213 24X Fiche 30-000.83/10/07,03063003/6 
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^■300300752 IE Info Notice 0J'^66# "hafcalitu «it Argentine Cvitiinl 
Facility “ Bve Jist one! 

JORDAN, t L Division of Lmeroeticg Preparerfnoss *« Engineering 
Response (Post B30103) 0*3/10/0/ Lonopl i dated Edison Ct> of Ncu 

York, tne 7'?pp 20002 026 ,MX Fithe 50-000.03/10/07.0300300/0? 


0300300759 IE Info Notice 03-67, '’Fmergfincy Usp Respirator Mat! Defect 
Causes Production of Noiious Oases '* Civc list entj 
JORDAN. E L Division of Emergency Hroparednoss t* Cng itioer inq 
Response iPoat 030103) 83/10/M Cpnsalidated Edison To of Neui 

York. Int M?pp 21043 079 ?4XFliho 50-000. 03/10/ 1 1 . 0300 U)()/97 


0300300761 IE Info Notice 83-68. "hc5pit*jtor User Warninq Ueiectlvo 
Self-Contained Breathing Apparatus Air Cylinders '* bvr list 
end 

JORDAN, E L Division of CmergoDcy Pi eparedness e< PngiTieering 
Response (Post 030103) BJ/10/11 Consolidated Edison Co of Nem 

York, I nr iSOpp 20827 ISY ?4X Fiche 50-000,83/10/11.0300300761 


93101G0203 Clarifies NRC position on prntedores far admitting NIK 
personnel to facility Access to vital areas should be 
afforded to listed Region 111 pesonnel Update mill be 
provided every 6 months 

AXELSON.W L Region 3. Office of Director 03/10/14 liEWITl.P H 
Consumerc Power Co 7pp 20B09 036 ?4X Fichc 50-255,03/10/14, 

6310100203 


0310270446 Forwards IE Insp Rept 5O-&55/03-23 on 030919-20 Nu 
noncomp 1 iance noted 

LITTLCtH S Rbglun 3, Office uf Director 03/10/14 UEWITI.R li 
Consume re Power Co 2pp 20VJ3 117 E4X Flche 30-255,83/10/14, 
03 L 02704 4 6 


— Q3I02704DD IE Tnsp Ropt 5O-2S5/03-23 oti 030919-20 No nuncempl lenc e 
noted Major ei eas inspected data developed for BIRW tank 
support strurture surveillance prior to repairs ?< auxillaiy 
bldg mod pioceduies ^ const 

KEATING, D E , DANIELSON, D H Region 3, Office of OiieclDr 
03/10/14 4pp 20923 lJ9 24X Ficlie 50-295,03/10/14.03)02/0446 


0330200256 Requests extension of 30 days for response to Action Horn N 
of IE Oulletln 02-02, "Degradation of threaded Fasteners In 
RCPD rtf PWRfi " Threaded fastener incp being performed 
u/normal component insps during insorvico insp program 
VAI^DCWAUUr.D J Consumers Power Co 03/10/17 CHUlCliriELD, D 
Operating Reactors Branch 5 Ip 20030 101 24X 

Fjche 50-253, OJ/ 10/ 17, 03I0200P56 


8310270493 Ack receipt of 03092^’ Iti t< foi wards check in omount of 
f 20, 000 far payment of civil penalties imposed by NRC 030624 
Itr Corrective actions ui U be examined during futurn insps 
AXElRADjJ a Enforcement Etaff 03/10/17 DENlll.R B Consumet s 
Power Co 2pp 20930 103 24X Flcho 50-295,03/10/17.0310270493 


6310290191 Forwairis fm.il SALP Repi 50-235/83-31 for Jul 19B2 ~ June 
1903 Licensee improvement since earlier assessments noted 
KEPPLEH.vlO Regions, Office of Director B3/JO/20 DEWIIT.RII 
Consumers Power Co 2pp 20094 001 24X Flcho 90-000,83/10/20, 

D3102P0191 


“0310250173 SA1P Rept 50-253/QJ-21 for Jul 1902 - June 1903 

S Region 3, Office of Director 03/10/20 29pp 20074 001) ?4X 

Ficht 50-000, 03/10/20, 03JO2'.O171 


0310250197 Forwards summary of significant findings of SALP rept for 
Jul 1982 - June 1903,35 bai kground Info for 930916 meeting 
Comments on SALP rept may be provided within 20 dags after 
meotiiig 

HIND, J A Hrgion 3, Office of Director 03/09/09 DFWUT.R D 
Consumers Power Co 4pp P0D94 032 24X Flche 50 000,03/10/20. 

0310250191 


— 0310290203 Informs that licensee will meet all Commitments in plant 
regulatory performance improvement pi ogram. In rot-ponse to 
NRC 830909 Itr transmitting 0ALP fbr Jul 1982 - June 19BJ 
VANDEWALLE.D J Consumers Pgwrr Ct> 03/09/26 KEPPLEH.J 0 
Region 3. Office of Director Ip 20094 036 24X 

Fkche 50-000,03/10/20, a3i0?li0!9l 


R Periodic operating reports related correspondence 


0310120254 Monthly operating rept for 8opt 1903 W/031003 Ur 

PETGRBON. D A . KENNEDY. D M tontumrrs Power Co 03/JO/Ol NH(' - 

No Detailed Affiliation Given 4pp t;'0691 316 24X 

Fiche 90-255. 03/ 10/0 1 , 031 01 20, '54 


S Reportable occurrences, LfcRg & related correspondrnce 


8310120247 LER B3-062/03L-0 on 03OB2B. while plant shut down for 
ref uel ing. routine rofueling duration siMvcillance levpaled 
unpredictable zero shifts in pressunier pressure 
transmitters Caused by inaccurate settings U/83092V lii 
JOHNSON, D D ConsumeTs Power Co 03/09/27 KEPPLER, J 0 Kegiun 3. 
Office of Director 2pp 20692 1 I'J L*4X Fiche 50-255.03/09/27. 
0310120247 


8310l20J3i Requests withdrawal of LERs 03-037 *< 03-042 Addl securtences 
re loss of contio) of either atixiliary feedwater Cbntial 
valves CV'0737A !, CV~0736A in manner similar to referenced 
LERs not required to be reported to NKC 

JOHNSON, D D Consumers Power Co 83/09/2/ KEPPLtR.J Q ReqirtTi 3, 
Office of Director 2pp 20700 263 24X Flche 50-255,03/07/27, 

8310120331 


8310060221 Potential Part 21 ropfc re defective ITf-Gr inne 1 1 hydraulic 
snubbers Initially reported in 830920 brlron Deficient 
snubber valve blocks will be remachined & snubbers rebuilt 
JOHNSON, D D Consumers Power Co 03/09/30 KEPPLER, J 0 Region 3, 
Office of Director 4pp ?0647 021 24X Fithe 90-255,03/09/301 

0310060221 


0310120064 Supplemental RO 02-034 panel C. -47 will be modified & fire 
deluge sys reflash capability will be provided for panel 
C — 1 3 

JOHNSON. 0 D Consumers Power Co 83/10/03 KEPPLER.J 0 Region 3r 
Office of Director Ip 20697 173 JJ4X Fiche 50-259.03/10/03, 
0310120064 


8310170391 Telecopy RQ on S31006* wol kdown of safety injection sys pipo 
hangers revealed overloaded roiiditkon uu. base plate fc 
anchor bolts of hanger H214 Caused by error In design 
analysis Manger support to be redcsigrivd 

KRICH, R M Consumers Power Co 83/10/07 Region 3. Office of 
Director Ip 20706 164 24/ Fiche 50-255,03/10/07.83)017035) 


0310210151 PND-I1I-G3-098 on 831014, Reg i un III informed of discovery 
of circumferential crack indications in steam genepatoi 
tubes near $, In support p lates, identi f > ed during eddy 
current testing Util estimates 20 to 5U)t of tubes affected 
HOLZNER.M , OOVD. D Region 3, Office tif Director 83/ 10/M |p 
20095 310 24X Ficho 50-255, Oj/lO/14, G310210151 


0310290250 LER 01~063/03L-0 an B30917, during functional testing. 
ITT-Orlnnell hydraulic snubber 92 failed to lock-up ns 
required Caused by generic mfg deficior^cy in snubber valve 
block, affecting shuttle valve travel M/D31017 Ur 

JOHNSON,!) 0 Consumers Power Co 03/10/17 KEPPLER, J 0 Region 3, 
Office of Director 4pp 20U99 026 24X Fiche i)0-299, 83/10/ 17. 

0310230250 


0310290462 LER 03-064/03L 0 on H3091 6, dui inq routine suTVoillance test, 
as-found lift pressure of pro«.surtiBd lelief valve RC-1039 
exceeded acceptance criteria range Caubc unknown Valve lift 
setting adjusted to proper value N/Q31017 Itr 

JOHNSON. D D Consumers Power Co 03/10/17 KEPPLER.J 0 Heqion 3. 
Office of Director 2pp 20097 079 24X Flche 50-255.03/10/17, 

8310250462 


0310270162 LER 03-O65/O1T-O On 03 1006. dui ing walldown of safety 
injection sys pipe hangers, d l&covered overload condition 
on baseplate V anchor bolts of hanger H214 Caused by design 
analysis error Hanger support redesigned W/B31019 Itr 
JOHNSON. B D Consumers Power Co 83/10/10 KEPPLER. J 0. Region 3« 
Office of Director 2pp 20929 013 24X Fichc 50-255, 03/10/ 1 Bi 

8310270162 


DOCKET SO-259 DROWNS FERRY NUCLEAR PDWFF) STATION. UNIT i 


F Security, medical, emergency Sc fire pi otoction plans 


8310210032 Forwards lE Safeguards Insp Repts 90-259/03-26,50-260/03-36 
V 50-296/03-26 on 030706-0/ (< notice of violation Notice 
of violation withheld (ref iOCFR7a 31) 

O'REILLY, J P Region 2, Office nf Director 03/09/01 PARRIB.HO 
Tennessee Valley Authority I’pp 20055 320 24X 

Fiche 30-299, 03/09/01 . 03 10? J 0032 


—8310210034 IE Safeguards Insp Repts 90-239/03-26,50-260/03-26 It 
50-296/03-26 on 030706-0/ NoncumpU ance noted in area of 
access control ' vital areas Details withheld 
Iref 10CFR73 21) 

NQDRE.D E Region 2. Office of Director 03/07/29 Ip 
20035 322 24X Fiche 50-259,83/09/01.0310210032 
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0310040452 Submifcs -central efruergenc^ conti ol ctr meti?orolo-q i c£il datd 
availabilltg afeatistlcs Par Apr^Junu 1703 Data availabiUig 
reptt uill be d 1 s c ont iti ued due to caneletenttg higb dr^ta 
avatlabilitg through previous- rapt peripdt 

MILLS.L M Tenues a ee Valley Auth until B3/09/38 ADEI^SAM, t 

Licensing Dranch -1 2pp 206;’3 326 24)( Fiche S0-000< e3/0?/?L^/ 

B310040452 


031011019^9 Releases public vcrainn of revised emerseiicu plan 
imp JamDnbdng procedures 

FELTONi J M Division of Rule*’ and Recoida 83/10/09 Dnc ument 

Management Branch Ip 20602 113 24)i Ftche 50-259,03/10/0 5* 

B3101 J0195 


”6310110199 Forwards public version of revised emergency plan 
implementing proc cdur es, Ire I ud >ng Prucerfurcs lP-3 re alert* 

IP-4 re site area emergency 8< 3P-3 re general emergency 
HILLS, L M Tennessee Valley Authority B3/07/1? DENTON* H R 
Office of Nuclear Reactor Regulation* Director Ip 2O60LL1J4 
24X Fithe 50-259, 03/10/05, 8J1 01 10195 


--0310110203 Public version of revised emerqency plan Implementing 
procedures, includ mg Procednies rP-3 re alert, IP-4 le site 
ana amcrgency fr IP-5 re general emergency 
NEBBi VI E Tennessee Valley Authority 03/04/07 I60pp 
20602 H5 24X Fiche 50-259. 83/10/05* 031 01 10195 


0310310307 Forwards revs to security plan Revs uithheld 
I ref 10CFR73 21 I 

MILLS* L M Tennessee Valley Authority 03/10/06 0'RE:iLLV*J P 
Region 2, Office of Director Ip 20959 327 SAX 
Fithe 50-259, 03/10/06* 63 1031 0*107 


Wl0170ie9 Forwards IE Safeguards Jnsp Repts 50-259/03-37,50-260/03-3/ 
I, 90-296/03-37 on 030927-30 No noncomp Ha nee noted 
VERRELLI,D Division of Project i> Resident Programs 03/10/12 
PARRIS* N O Tennessee Va ) ley Authority 2pp 20706350 24X 

Flche 50-259,03/10/12*0310170109 


►8310170230 IE Safeguards Insp Repts 90-299/83-37,50-260/03-37 tc 
50-296/03-37 on 030927-30 No noncompliance noted Ma |or areas 
inspected security organiiation 6 mqt & personnel reeponsr 
Details withheld (ref 10CFR73 21} 

MOORE, D E Region 2, Office of Dirertov 03/10/J 1 )p 
20706 360 24X Flche 30-299,03/10/12,0310170167 


0310240139 Foriuards safety evaluation re proposed mods N alternate 
capabilities for achieving safe shutdown* per lOCTRSO.App R, 
Sections HI 0 3 & ill L, fire protection rule Proposed miids 
acceptable 

VASSALLQ, O U Operating Reactors Oranich 2 03/10/12 PARRIS, M G 

Tennessee Valley Authority 2pp 2OQ04 342 24X 

Fiche 50-259*83/10/12.0310240137 


-6310240141 Safety evaluation supporting proposed mods 8« alternate 
capabilities for achieving safe th utdoun, per lOCI'RaOi App R* 
Sections III O 3 ir III L, fire protectioii rule 

» Office of Nuclear Reactor Regulation, Director 03/10/12 7pf, 
20804 344 24X Fiche 50-209,03/10/12.0310240139 


310210071 Act receipt uf 630930 1 tr informing NRC of steps taken to 
correct vlalations noted in IE Insp Repts 50-259/03-26* 

SO -260/03 -26 6 50-296/03-26 

Q'RErLUY,J P Region 2* Office of Olrectar 03/10/17 FARR le, H 0 
Tennessee Valley Authority Jp 20058 192 24X 

Fiche- 50-259,83/10/17, 83 102100V 1 


-831O21OO70 Responds to NRC 030901 Itr re viakatlons noted in IB Insp 
Repts 50-259/03-26,50-260/03-26 & 50-296/03-26 Corrective 
actions withheld <ref 10CFR73 21} 

MILLB,L M Tennessee Valley Authority 83/09/30 O'REILLY, DP 
RigLon Z, Office of Director Ip 20050 193 P4X 
Fiche 50-259,03/10/17,0310210071 


8310210362 Releases public versien of revised emergency plan 
Implementing procedures 

FELTON, J.H Division of Rules and Records 03/10/17 Document 

Management Branch Ip 20BQ3 001 a4X Fiche 50-259*03/10/17, 
0310210362 


0310210383 Faruiards public version nf revised emergency plan 
implementing procedures, i nclud i ng Muscle Shoals Tmergency 
Ctr Implimentlng Procedure MSEC IP-9, ''Emergency 
Rad i D log i cal Monitoring Procedures " 

MILLS, L M Tennessee Valley Authority 03/10/06 DFNTON* H H 
Office of Nuclear Reactor Regulation, Director Ip 20003 002 
24X Flche 50-259. 03/10/ 17, 0310210362 


— 03 10210306 Pub 1 1 c version of revised c’nrrqency plan imp lempTitir q 
procedures, 1 nc lud mg Muscle bhoals Lmi'rpency Cfci 
Implementing Procedure MbEC IF-?, "Lmerypney Radiological 
Monitoring Pinccdures ” 

# Tennessee Valley Authority 03/09/2? ISOpp 20063 ■OO'i' T-ic 
Fiche 50-959, 03/10/17, 8310210362 


P Operating license stage documents 6 cm rocpondenci 


B31006D583 Comments on proposed design for cumplxanct* ul/NU}^tO-£>/3^r 
Item II W 3 13, "beparate HPC I 6 RCIC Initiation Levels" 
ro automatic restart Proposal acceptable 

VABSALLOr D H Dprratlng Rpactors Branch 2 03/09/19 PARKI9.H C 

Tennesseo Valley Authority Ipp 20661 2(i4 24/ 

Fiche 50-259. 03/09/ 19, 8310060583 


8310070395 Requests info describing proposed Tech Spec mods re addikis 
of analog trip sys* iric 1 ud ing rel i ab i I i ty, accurocy, response 
time of rcplacrmont in strumentatlon, srparati on criteria & 
single failure rriterion 

VASSALLO.D B □pcratlng Reactors Branch 2 D3/09/20 PAflRlS.SI t 

Tennessee Valley Authority Jpp 20664 004 24X 

Fiche 50-259, 03/09/20* 8310070395 


0310070061 Foruards request for addl Infu re licensee iiisp* analgst s 
repair of pipe c rac ka, inc lud mg info requested by 
IE Bulletin 03-02 Response requiicd to approve startup 
VASSALLD* D 0 Operating Reacttirs Branch 2 03/09/01 l'ARIMh*ll P 

Tennessee Valley Authority 4pp 206/1 340 24X 

Fiche 50-259, 03/09/21* 8310070061 


031OO7OO6G Requests submittal of final radiological ufflucnt lech Bpr ' 
U offsite done calculation manual uiithln 30 days 

VASSALLD>D D Opurating Reactors Drench 2 63/09/21 PARras.H C 

Tennessee Valley Authority 3pp 20671 334 24X 

Flche 50-259, Q3/09/? 1 , 83100/0060 


0310070397 Formal ds request for addl infn ro 030713 requested chsnjii 
to Tech Specs oi^ extensive replacement of critical plant 
Instrumentation ui/analog trip sys 

VASSALLa*D B Operating Reactors Dranch 2 83/09/21 FARRlS.Hfi 

Tennessee Valley Authority 3pp, 20664 285 24X 

Fiche 50-259, 03/09/31 * 03 1 0070399 


0310-070063 Forwaids request for addl info re 030713 applicatinn For 
amend to License PPR-33 re reload 8< plant mods concerning 
scram discharge vol & scram discharge instrument vol 
VASSALLO.D D Operating Reactors Dranrh 2 83/09/27 F^ARRIS, H i! 

Tennessee Valley Auth-ority 3pp 20671 337 24X 

Fiche 50-259. 0 3/ 09 / 37, 83 1 0070063 


0310110521 rorwaids Amends 90,06 «< 59 to Licenses DPR-33. DPR-OS fc 
DPR-6B, respect 1 ve 1 y ?, safety evaluation Amends change Tech 
Specs to modify required surveillance interval for stondby 
gas treatment sys 

CLARK,R J Operating Reactors Branch 2 83/09/20 FARFfIb, H C 

Tennessee Valley Authority 3pp 20/11 302 24X 

Fiche 50-259, B3/09/3B, 83101 10&21 


—8310110536 Amends 90.06 U 59 to Licenses nPR-33. DFR-52 i DPR-6B, 
respectively , revi t mg Tech Specs for testing standby gas 
treatment sys from once per yr to once per operating cycle 
VASBALLO. D 0 Operating Reactors Branch 2 83/09/20 12pp 

20711 305 34X Fiche 50-259,03/09/20,0310110521 


— 0310110551 Safety evaluation supporting Amends 90,06 t 59 to UicTniti 
DPR-33. DPR-&a & 0PR-6e, respectively i 

s Office of Nuclear Reactoi Regulation, Director 03/09/29 3 pp^ i 
20711 317 a4X Fiche 50-259.83/09/20.8310110521 } 


0310160422 Requests relief from schedular reguirements of 830325 
confirmatory orders to Install redundant in-rontainmen t 
radiation moni tors, per NURLG-0737, Item II F 1 3 requirement 
Mod will be completed before startup In Cycle 7 

KAMMER, D 9 Tennessee Valley Authority 03/10/12 DCNIOK.H R. 

Office of Nuclear Reactor Regulation, Director 2pp 20003 30a. 

24X Flche 50-259*03/10/12,8310100422 

0310240154 Forwards request for addl Info re reactor protoctlori 

power monitoring sys design mod, per 011030 request Model 1 

Tech Specs For alectric power monitoring & analysis drawings j 

not provided Submittal date requested ; 

VASSALLO.D D Operating Reactors Branch 2 83/10/12 FARRIS, H « { 
Tennessee Valley Authority 5pp 20884 329 24X * 

Fiche 50-259*03/10/12,8310240154 ; 

P 

8310240243 Forwards SER & technical evaluation ropt re NUF?hG-0/3/, n,.,,, , 
I A 2 1 4, "Upgrading of Reactor Operator U Senior Reac tcir { 

Operator Tralning**^ 6 II B 4, "Iraininq foi Mitigating Core 
Damage *' Requirements met 

VASSALLQ. DB OpeTating Reactors Branch 2 03/10/12 PARHlS.Jic 

Tennessee Valley Authority 4pp 20891 123 24X 

Fiche 50-259, 83/ 1 0/ f 2 . 03 1 024024 3 
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--3200310359 ' ImpruvementB In Training tt Requal i f ication ProgramB Ab 
l^equiTod Dy fMl Actinn IlemB 1 A 2 1 T 1 B 4 foi Hi ouins 
Ferry Nuc 1 eai Plants, U tiiIb I»2 *< 3," technical evaluation 
rapt 

* Science Applications, Int NRC-03-Q2'-07i BA1-1B6-0.17-50 

82/Oe/PO NRC - No Detailed Affiliation Otven 15pp 

&62B0 216 Fiche 50-000. 03/ 10/ 12, 03102^0243 


8310200149 Foruards "Analgsis of Vessel Wall Neutron Dositneter Ft om 
Browns Ferry Units 1,2 h 3 PrttBOie Vb-,eb 1,“ in retponee 
to- NR-C request foi add! info to support util 83092r* request 
to. change Tech Specs TS 191 

fllLLS, L M TenriEBsec VaLleg Authutitu 03/10/19 DCNTON, M R 
Office of Nuclear Reactor Regulation, Hirector l/pp 20929 063 
2AX Flche 50-239,03/10/19.0310200140 


— 9310280149 "Analysis of Vessel Wall Neutron Dosimetet From Llrotuns 
Ferry Unit 1 Pressure VesceJ " 

NORRIS, C 0 , LINDHOLM, U S Southwest Research Institute 
70/00/31 3Jpp 20929 000 24X F jr he 50-259, 03/ 10/ 19. 03102bOMO 


“”0310230150 "Analysis of Vessel Wall Neutron Dosin^eter From Drouns 
Ferry lihit 2 Pressure Vessel " 

NORRlSiE 0 , LINDHOLM. U 5 Bouthwest Research Institute 
79/09/30 26pp 20929 111 a4X Fiche 50-259, BJ/ 10/ 19. 0310200140 


— 0310280151 ''Analyais of Vessel Wall Neutron Dosimeter From Browns 
Ferry Unit 3 Pressure Vessel " 

NORRlQiE B , LiNDHQLh, U 8 Southwest Research Institute 
79/09/ao 74pp 20929 137 24X Ficho 50-259,03/10/19.0310200148 


0310310142 Foruiaids response to 830921 request for addl Info re insp h 
repair of pip« cracks Listed Items not addressed since 
response would delay rept Response to listed items will bo 
submitted by 040201 Startup approval requested by 831121 
hILLS.L M Tennessee Valley Authority 03/10/19 DCNTON, M » 
Office of Nuclear Reactor Requlation, Director 225pp 20947 177 

24X Fithe 50-259,03/10/19,0310310142 


•B310250DB2 Forwards responses to 030920 t 21 requests for addl Info re 
analof) instrumentation installation Startup projected for 
031128 

MILLS. L M Tennessee Valley Authority 83/10/20 DFNTON. H R 
Office of Nuclear Reactor Regulation, Director 64pp 20D96 079 
24X Fiche 50-259.03/10/20,8310250002 


0310270523 Notification of 831115 moctiny w/ytil in Bcthesda.MD to 
discuss insp 1< repairs of cracks in stainless steel piping 
Prior to startup 

CLARK. R J Operating Reactors Branch S 03/10/21 VA00ALLD. D D. 
Operating Reactors Branch P 2pp 20V37 214 24X 

Ftche 50-259.03/10/21,8310270523 


O Inspection paports, IE Dulletinc t. correspondence 


0310250239 Updates 830624 respoTisB to violations noted in IE Insp Repis 
50-259/83-14,50-260/03-14 U 90-296/03-14 Extension of 
schedule to eliminate backlog of CARs/DRs until 030901 
r e quest e d 

MILLS, L M Tennessee Valley Authority 03/00/00 O'REILLY. J P 
flegion 2, Office of Director Ip 20099 067 24X 

Fiche 50-259,83/00/00,8310250229 


0310210032 Forwards IE Safeguards Insp Repts 5O-259/03-'26. 50-260/03 '26 
t, 50-296/83-26 on 830706-07 U notice of violation Notice 
of violation withhold (ref 10CrR73 21 > 

O'REILLY, J P Region 2, Office of Director 03/09/01 PaRRIO.M 0 
Tennessea Valley Authority 2pp 20B55 320 24X 

Fiche 50-259,83/09/01,8310210032 


— 8310210034 IE Safeguards Insp Repts 90-259/83-26,50-260/03-26 It 
50-296/03-26 on 830706-07 Noncompliance noted In area of 
access control - vital areas Details withheld 
Cref lOCFR7a 2l > 

MOnflC, D E Region 2, Office of Director MCOUIRC. D R Division 
of Engineering It Operational Programs 03/07/29 Ip 20855*322 
24X Fiche 50-269,03/09/01,8310210038 


0310040265 Ack receipt of 030824 Ur informing NRC of steps taken to 
correct violations noted m lb Insp Repts 90-259/03-24. 

50-260/83-24 It 50-296/03-24 

VERRELLKD M Region 2. Office of Director 83/09/14 PARRIS, H G 
Tennessee Valley Authority ip 20613 123 24X 

FicJie SO-259, 83/09/14, 0310040265 


— 8310040271 Responds to NRC G30725 Ur re violations noted in IE Insp 
Repts 50-299/03-24,50-260/83-24 It 00-296/03-24 Corrective 
actions. LHT examiners barred fi om pei forming addl 
intergranular stress corrosion cracking exams 

MILLS, L « Tennessee Valley Authority 03/08/24 0 'REILLY, 0. P 

Region 2, Office of Director 3pp 20613 124 24X 

Fiche 50-299,03/09/14,0310040265 


—8310040275 Forwards IE Insp Repts 50-299/03-24.90-260/03-24 I, 
50-296/03-24 on 630621-24 h notice of violation 

VERRELLIiD M Division of Project It Resident Programs 03/07/25 
PARRIS, H 0 Tennessee Valley Authority 2pp 20613 127 24X 

Fiche 50-259,03/09/14.0310040269 


— 0310040270 Notice of violation from insp on 930621-24 

* Region 2. Office of Director 03/07/24 tp 20613 129 S4X 
Fiche 50-259. 03/09/14. 83 J 0040265 


—0310040283 IE Insp Repts 50-259/03-94 , 50-260/03-24 It 50-296/83-24 on 
830621-24 None omp 1 lance noted failure to follaw tE Bulletin 
83-02 for requiring documented training in intergranular 
stress corrosion cracking 

COLEY. J L Region 2, Office of Director BLAKE. J J Division of 
Engineering St Dperational Programs 83/07/21 6pp 20613 130 
247 Fiche 90-239.83/09/14,0310040265 


0310070061 Forwards request for addl Info re licensee Insp, analy ses 
repair of pipe crac ks, Inc lud ing info requested by 
IE Bulletin 83-02 Response required to approve startup 
VASBALLO. DD Operating Reactors Branch 2 03/09/21 PARR1B,H0 

Tennessee Valley Authority 4pp 20671 340 S4X 
Fiche 50-299,03/09/21,0310070061 


8300300340 IE Info Notice 93-61. ''Alleged Use of Stand-Ins far Welder 
Qualification Tests " Gve list end 

^JORDAN, E L Division of Emergency Pt eparodness It Engineering 
Response (Post Q30103> 03/09/26 Consolidated Edison Co of Neu 

York, Inc U7pp 20754 022 24X Fiche 90-000,83/09/56,0308300340 


8300300342 IE Info Notice 03-62, "Failure of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes ♦' Gve list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103} 03/09/26 Consolidated Edison Co Of New 

York, Inc 116pp 20777 210 24X Fiche 50-000,03/09/56,0300300342 


8300300345 IE Info Notice 03-63, "Potential Failures of Westing house 
Type BA-1 Differential Relays " 8vc list end 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103} 83/09/26 Consolidated Edison Co of New 

York, Inc llOpp 20778 001 24X Fiche 90-000,03/09/26,0 3 00300345 


8310040487 Concurs w/corrective actions taken to rectify violations 
noted in IE Insp Repts 50-299/83-10,50-260/03-10 It 
90-296/03-18 Acceptable finding permits Initiation of fuel 
movement in It out of core 

0 'REILLY, J,P Region 2. Office of Director 03/09/26 PARRI8.H 0 
Tennessee Valley Authority 2pp 20625 169 24X 

Fiche 50-299,03/09/26.8310040407 


8308300349 IE Info Notice 83-64, "Lead Shielding Attached to 
Saf ety-Relatcd 0ys W/d 10CPR50 59 Evaluation *' Sve list 
end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/09/39 Consolidated Edison Co of New 

York, Inc U5pp S0716 324 24X Fiche 50-000, 83/09/29, B30B300349 


8310230166 Ack receipt of 030926 Ur informing NRC of steps taken to 
correct violations noted in lE Insp Repts 50-259/03-27, 
30-260/83-27 6 50-296/03-27 

LEW13,R C Division pf Project 6 Resident Programs 03/1(3/04 
PARRI8, H(3 Tennessee Valley Authority ip 20093 231 a4X 
Fiche 50-259, 03/10/04, 8310250166 


—0310290170 Responds to NRC 830024 Ur re violations noted in IF Insp 
Repts 50-859/83-27,50-260/83-27 It 90-296/03-27 Corrective 
actions best pressure gauges removed, fuse identification 
program being established & panel 29-32 cleaned 

MILLS, L M Tennessee Valley Authority 83/09/86 D'REULYtJ P. 
Region 2. Office of Director 9pp 20893 292 24X 

Fiche 90-299,03/10/04,0310250166 


—8310290174 Forwards IE Insp Repts 90-839/03-27, 9O-26O/03-87 6 
50-296/03-27 on 030626-0729 Ic notices of violation It 
devia tion 

LEWIS, R C Division of Project It Resident Program! 03/00/24 
PARRlSiH 0 Tenneisee Valley Authority 2pp 20B93 261, 24X 

Fiche 50-299,83/10/04,0310250166 


— 0310850179 Notice of violation from Insp on 030626-0725 

a Region 2, Office of Director 03/00/24 Opp 20893 263 24X 

Fiche 50-259,83/10/04,8310250166 


— 0310290189 Notice of deviation from Insp on 030686-0725 

a Region 2, Office of Director B3/08/24 Ip 20093 266. 24X 

Fiche* 90-259, 03/10/04, 0310290166 
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--03102501 >90 IE Insp Repts 50-259/33-27. 5 0-2&0/G3 -27 «c 50-296/03-27 on 
B30&26-0725 Noti c omp 1 unc b& noted failure to meet 
raqulreiiterkts for operational sapotg 9c absence safety 
ulres on Dac&up control cir 

PAULK.O (. Region 2. -Office of Director CANTRELL. F S DWislnn 
of Project & Resident Program^ 03/08/19 lOpp 20093 267 24X 

Fiche 50-259, 83/ 10/04. &3J 0250 166 


8310180551 Notification nf 831021 mootinQ u/DUR Itca 

MD to discuss future insps for int bt granu ) ar a tr « t ^ ^ 

corrosion craefijng ^ ' 

MIRAOHA, F %1 Assiatant Director for Safety Asses 

EfSENHUT, D O Division of LiconBing 5pp aoiJaii^ t sJ'l'"'' 

Fic6e 50-000,83/10/14.8310100^51 


8300300379 lE Info Notice 83-65, “Surveillance of Flou; In HID Bypass 
Loops Used in Meatinghause Plants ” Bve list enc] 

JORDAN I E L Division of Emergency Preparedness U Eng j-nsering 
Response (Post 9301031 83/10/07 Consnlldated Edison Co of Neu 

York# Inc 76pp 20027 213 24X Fiche 50-000,83/10/07,0300300378 


B308300752 IE Info Notice 03-66, *'FataUty at Argentine Critical 
Facility ** Sve list end 

JORDAN, E L Division of Emergericg Preparedness tc Engineering 
Response CPost 03QJD3) 83/10/07 Consolidated Edison Co df Neui 

York, Inc 79pp 20082 026 24X Fiche 50-000,83/10/07,8300300752 


631D2S0131 Ack receipt of B3O016 Ibr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/83 -1 1 , 
SD-260/B3-11 & 90-296/03-11 

LEWISiR.C Division of Project t< Resident Prograens 03/JO/07 
PARRIB, H O Tennessee Valley Autbority Ip 20897 272 24X 

Fiche 50-259,83/10/07,8310250131 


— 83l0250i3B Responds to NRC 830726 Ur re violations noted in IE Insp 
flepti 50-259/83-1 1# 50-260/83- U & 50-296/03-11 Corrective 
actions radiochemical lab manual revised to incorporate 
Rig Ouide 4 IS JnterlA guidance 

MILLS. L M Tennessee Valley Authority B3/0B/I6 tt'OElLLV, J P 
Region 2. Office of DiTictQr> 3pp 20897 S73 24X 

Fiche 50-259, 03/ 10/07,6310250131 


6310250234 Ack receipt of 630930 Ur Inforjiing NRC of steps taken to 
correct violetioni noted In lE Insp Repts 50-259/03-SB. 
50-260/03-28 U 50-296/03-20 

VERRELLliD K Divistan of Project Resident Progranis 03/10/07 
PARRIS. H 6 Tennessee Valley Authority Ip 20099 123 24X 

Fiche - 50-259, 83/10/07, 0310250234 


— 8310250340 Responds to NRC B30901 Hr re violations noted in IC insp 
Repts 50-259/33-28,50-260/63-20 L 50-296/03-20 Corrective 
actions rsquirements for receipt Insp of OA-level matl 
established ft ulre brushes marked 

HlLLBrL H Tennessei Valley Authority B3/09/30 O'REILLV, J P 
Region 2, Office of Director 4pp 20099 124 24X 

Flchs 50-259, 83/10/07, 0310250234 


—0310250247 Fortiards IE Insp Repts 50-259/03-20,50-260/63-28 L 
50-296/03-28 on 030725-29 & 0000 6 notice of violation 
LEWI81R C Division of Project & Resident Programs 83/09/01 
PARRIS, H 0 Tennessee Valley Authority 2pp 20399 J20 P4X 
Fi c he , 50-239# 0 2/ 1 0/07 r 8310250234 


— 031O25O25I Notice of violation from insp on 830725-E9 Ij 0808 

» RegiPri 2, Office of Director 03/09/01 Spp 20899 130 24X 

Fiche 50-259, 03/10/07. B3102S0234 


0310210071 Acit receipt of B30930 Ur informing NRC q k 

correct vialaticin<i noted in Ib Insp Repts 50-259ya-. ^ 

50-260/03-26 «< 50-296/83-26 

O'REILLY# U P Region 2, Office of Directoi 83/lt>> 

Tennessee Valley Authority Ip 20850 193 ?/ix ^ 

Fiche 30-259.03/10/17,8310210071 ' 

— 8310310078 Responds to NRC 830901 1 tr re violdtion'R 

Repts 30-359/83-26,50-360/03-26 i€ 90-296/03-36 C n in ' 

actions withheld (ref lOCFH/3 ?1 ) 

MILLS, L ti Tennessee Valley Authority 83709/^(1 I 

Region 2, Office of Director Ip 30850 193 v 

Fiche 50-259,83/10/17,0310210071 ^ 


8310310142 Forwards responGe to 03D921 request for add]: 

repair nf pipe cracks Listed items not addronsed si|^^ r* ' 

response u/ou-ld delay rept Response to listed items i*j.iTi. 
submitted by B40201 Startup approval requested by Baj 1 i 
MILL8,L H Tennessee Valley Authoriey 83/10/19 


Office of Nuclear Reactor Regulation, Director 
24X Fichu 50-259,03/10/19,6310310142 


b« 

&l 

P 094 T r 




8310270523 Notification of 63H15 meeting ui/uttl in B 
discuss Insp 8i repairs of cracks in stainless steel 
prior to startup 

OLARK, R J Operating Reactors Oranch £' 83/10/21 

Operating Reactors Branch 2 2pp 209J7 214 24X 

Fiche 50 -?59# 83/10/21. 03102/0523 


^ th HP 

P ip in^ 

VASSALLO- d f 


03 


R Periodic operating reports tt related c orresp ondenr e- 


8310190186 Monthly operating repts for Aug 1933 W/fl3Cb<?0'? 1 tir. 

THOM.T » JONES. <3 T Tennessee Valley Authority C*' 

Of Resource Management, Director 40pp 20620 161# I^4X 
Fiche 50-259.83/09/01.0310190106 


8 Reportable occurrences, LCRs 8, related corre sponder^c e 


8310210329 Responds bo FOIA request for all documents 1? ^igntficr. 
Mgh Tate of equipment failures for 0£ nWR/4 rated d t: S, 43* 

HU Forward# App A documents Documents also available- in PDR 
FELTON, JM Division of Rules and Records 83/07/20. liAFNE^.B 
Suffolk Nuclear Study Oroop Spp 20032 233 24X 

Fiche 50-000,03/07/38,0310210329 


—8303100539 Discusse# results of evaluation of LFRs Fot* -iJu I 1981*! ©3 

1982# for SALP rop t Quality & quantity of LGR-d within t-^njgie 
of average 0WR facility 

6EVFR1T, K V Reactor Operations Analysis Branch Gl37’0l3/09 
LEVfIS.R C Division of Project & Resident Programs 3PF 
20882 257 24X Fiche 50-000,83/07/58.8310210329 


'0310250259 IE Insp Repts SO-a59/B3"20, 50-260/03-20 U 50-296/03-20 on 
030725-29 ti OBOB Noncctnp 1 1 ance noted failure of receiving 
Imp to control uelding filler matls Sc to establish positive 
controls far tool* used on austenitic steel 

COLEY, J L Region 2, Office of Director SLAKE. J J Division of 
Engineering fc Operational Progracn# 03/08/29 7pp 20899 132 
24X FUhe 50-259.63/10/07.0310250334 


8310030432 UER 83-051 /03L-0 on 830024# during refuelings c on t inuaus li 
monitor 1-90-250 declared inoperable due to broken ifT'ive 
belt Caused by normal wear due to continuous operati^Ji'^ 
replaced W/B30922 Hr 

NORMOOD.DW. GREEN, H J Tennessee Val 1 ey Au thorlty - 

O'REILLY, J P Region 2, Office of Director 3pp ^ 

Fiche 30-259# 83/07/22, 8310030432 


630B300757 IE Info Notice 83-67, "Emergency Use Respiratpr Matl Defect 
Causes Production of Naikous Oases *' Sve iKt encl. 

JORDAN, E L Division of Emergency Preparedness Ic Engineering 
Response IPost 030103) 03/10/11 Consolidated Edison Co of New 

York# Inc H7pp 21 043 075 24X FUh* 50-000.83/10/11,8308300759 


03003^761 IE Info Notice 03-68# "Respirator User Warning Defective 
self Contained Dreathlng Apparatus Air Cylinders ” Sve list 
■ ncl 

J0RDAN#E L Division ef Emergency Preparedpe*# ti Engineering 
Reiponi* (Past 630103J 03/10/1 j Consolidated Edison Co pf Neu 

York, Inc I20pp 20B2T 129 24X Fit ha. 50-000, 03/ 10/1 1. 0300300761 


S*f^!Ju»r<fB Imp Repts 50-259/03-37. 50- 260 /B3- 
830927-30 Mo noncompli ance noted 
alnSto SVB >3*viilan of Project it Resident Programs 83/10/13 

Pi^Ria.HO Tenneiste Val ley Autbarlty 2pp 20786'356 24X 

Fiche 50-259,83/10/12,0310170189 


— 0310170236 IE Safpgg* rd a Imp Repti 50-259/03-37,50-260/83-37 I, 
on 030927^30 No- nonconp liancf noted Major area# 

In pc tad If curl ty organisation %i aigt K perianne] re#ponse 
Details withheld (ref I 0 CFR 73 2 J 1 

^ Region 2 , Office of Director 03 / 10 / 
Ip 20786 360 24 X FI chi. 60 - 259 . 63 / 10 / 12 , 8310170109 


8310070301 FofccTitlal Part 21 rept re underrange charac * ^ 

Model N-EllOM transmitter Underrange rero offset may ^***^*0 

when transmitter initially pfessurlied from a tmosphe t' * 

suppressed lero input End usprs notified ^ rtfSiwm. rat- 

BEROERlANiM J Foeboro Corp 83/09/30 Director''* 

of Inspection and Enforcement lipp 20651 064 p4iK 

Fiche 50-000,83/09/30, 0310070301 


031D14O129 LER 03-O53/O3L-O an 830314, control room pjl 

ventilation train A flow control damper found in ful * 
position Caused by loose damper arm Damper reset to 

position W/B3IO04 1 fcr. 03/lQi/IM 

MCPHERSON. B R . 0RE6N. H J Tennessee Valley /'uthori - ^3 04i *q 
O'REILLY, J P Region 2, Office of Director 3pp 
Fiche 30-239, 03/10/04# 0310140129 


8310210226 LEB 83-052/03L-0 on 830912, while perform! i>sr » 

Instruction 4 11 C. 3 & 4 on reactor bldg Llevation 
spray Zone IE heat detector relay discovored inopei^** 

Caused by random failure Relay replaced W/831011 Hr- 

0OLLEY.S U , GREEN# H J TennesEoe Valley Authority Sff 

■ O'ftEruLY, JP Regions, Office of Director 3pP ^ 

Fiche 30-259.83/10/11,8310210226 
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0310250065 PN0-n-a3-084 liconsco identified & reported to NRC thot 
contractor tjeldinq sve employee received 59 rarent 
occupational overexposure during Third Guartor 1903 Uiiotisce 
revieuinp all circumstances associated w/event 

DEBS. B . DIDSON^A F Region 2* Uffice of Director 03/10/20 Ip 
20896 005 24X Fithe 50-259. 03/10/20. S310250065 


OOCKET 50-260 BROWNS FERRY NLfCLFAR POWFR STATION, UNIT 2 


ff Security, medical, emergency fire ptotcction plans 


0310210032 Forwaids IE Safeguards Insp Repts 50-239/03-26. 50-260/03-26 
U 50-296/B3-26 on 830706-07 «< notice of violation Notice 
of violation withheld (ref lOCrfi /3 21) 

□ 'REILLY, J P Region 2, Office of Director 83/09/01 FARRIS. H G 
Tennessee Valley Authority 2pp 20S'>0 320 24X 

Fithe 50-259, 83/09/01 , 031021 0032 


—8310210034 IE Safeguards Insp Repts 50-259/83-26, 50-260/83-26 «< 
30-296/03-26 on 030706-07 None omp 1 i anc e noted in art a of 
access control ~ vital areas Details withheld 
Iref 10CF»7a 21) 

KOORE, D E Region 2, Office of Dxrectoi 03/07/29 Ip 
20035 a?2 a4X Fiche 50-239, 03/09/01 , 83 1021 0032 


6310040452 Submits central emergency control ctr meteorological data 
avallahiliig statistics for Apr-June 1903 Data availability 
repts will be discontinued due to consistently high data 
availability through previous rept periods 

MILLS, L M Tennessee Valley Authority 83/09/30 ADENSAH, E 
Licensing Branch 4 2pp 20623 326 24X Ficho 50-000,83/09/20, 

831004045? 


0310110195 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J N Division of Ruler, and Records 03/10/05 Docaihicni 
Management Branch Ip 20602 113 24X Fiche 30-259,03/10/05, 

0310110195 


— 0310110199 Forwards public version of revised emergency plan 
implementing proc eduros, i ncl uding Prucedures iP-3 re alert, 

IP~4 Tc site area emergency & lP-5 re general emorycneg 
MILLS, L M Tennessee Valley Authority 83/07/12 DCNTDN, H H 
Office of Nuclear Reactor Regulation, Director Ip 20662 114 
24X Fiche 50-259,83/10/05,0310110195 


— 8310110203 Public version of revised emergency plan implementing 
procedures, Includ Ing Procedures IP-3 re alert, lF-4 re elte 
area emergency & lP-5 re general emergency 
WEDB, W E Tennessee Valley Authority 83/04/07 168pp 

20682 115 a4X Fiche 50-259, 03/10/05, 03101 10195 


6310310387 Forwards revs to security plan Revs withheld 
<ref 10CrR73 21 ) 

MILL5,L M Tennessee Valley Authority 83/10/06 O'RClUY, JP 
Region 2, Office of Director Ip 20959 327 24X 

Flchc 50-259,03/10/06,0310310307 


6310170109 Forwards lE Safeguards Insp Repts 50-259/83-37,50-260/83-37 
t 50-296/03-37 on 030927-30 Np noncomp I iance noted 
VERR£LLI,D DiviHion of Project & Resident Programs 03/10/12 
PARRIS, H 0 Tennessee Valley Authority 2pp 20/06 358 24IX 
Fiche 50-259. 03/10/12, 0310170107 


—0310170230 IE Safeguards Insp Repts 50-259/03-37,50-260/03-37 S< 
50-296/83-37 on 030927-30 No noncompliance noted Major ereas 
Inspected security organization & mgt l< personnel response 
Details withheld (ref 10CFR73 21) 

MOORE, D E Region 2, Office of Director 03/10/11 Ip 
20706 360 24X Fiche 50-259,83/10/12,0310170109 


6310240139 Forwards safety evaluation re proposed mods alternate 
capabilities for achieving safe shutdown, per i0CFR5O. App R, 

Sections 111 0 3 6 HI L, fire protection Tule Proposed mods 
acceptab J e 

VASSALLO, D B Operating Reactors Branch 2 83/10/12 PARRIB.H G 

Tennessee Valley Authority 2pp 20004 342 24X 

Fiche 50-259,83/10/12.8310240139 


— 0310240141 Safety evaluation supporting proposed mods alternate 
capabilities for achieving safe shutdown, per l0ClR50,App R, 

Sections III G 3 & III L, f irp protection rule 

s Office of Nuclear Reactor Regulation, Director 03/10/12 7|>p 

20004 344 S4X Fiche 50-259,03/10/12,8310240139 


6310210071 Act receipt of 830930 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/83-26, 

50-260/03-26 S, 50-296/03-26 

O'REILLY, J P Region 2, Office of Director 83/10/1/ PARRIS, H 0 
Tennessee Valley Authority Ip 20050 192 24X 

Fiche 50-259,03/10/17,0310210071 


— 6310210070 Responds to NRC 83090) Itr re violations nated in IE Insp 
Repts 50-259 /03-26, 30-260/BJ-26 b 50-296/03-26 Corrective 
actions withheld (ref VQCFR73 21) 

MILLS. L M Tennessee Valley Authority B3/09/30 O'REllLY.D P 
Region 2, Office of Director Ip 20058 193 24X 

Fiche 50-259,03/10/17.9310210071 


0310210362 Releases public version of revised emergency plan 
implementing procedures 

FElTON, J M Division of Rules and Records 83/10/17 Document 

Management Branch Ip 20803 001 24X Fiche 50-259,83/10/17. 

0310210362 


— 0310210303 Forwards public version of revised emergency plan 
implementing proc edures, i nc ) ud mg Muscle Shoals Lmergency 
Ctr Implementing Procedure MSEC lP-9, "Emergency 
Radio log icai Monitoring Protedures *’ 

MILLS, L H Tennessee Valley Authority 03/10/06 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ip 20083 002 
24X Fiche 30-259, 83/10/17,0310210362 


— 8310210306 Public version of revised emergency plan implementing 
procedures, i nc lud ing Muscle Shoals Emergency Ctr 
Implementing Procedure MSEC lP-9. "Emergency Radiological 
Monitoring Procedures “ 

• Tennessee Valley Authority 83/09/22 ISOpp 20803 003 24X 

Fiche 50-259, 83/10/17,0310310362 


P Operating license stage documents t, correspondence 


8310060583 Comments an proposed design for compliance id./NUREG-0737« 
Item 11 K 3 13* ^’Separate HPCI tt RCIC Initiation Lev 4 >U" 
re automatic restart Proposal acceptable 

VASSALLO, D B Operating Reactors Branch 2 83/09/19 PARR IB, II C 

Tennessee Valley Authority 3pp 20661 204 24X 

Fiche 50-259,03/09/19.8310060503 


0310070060 Requests submittal of final radiological effluent Tech Specs 
it offsite dose calculation manual within 30 days 

VASSALLO, D B Operating Reactors Branch 2 83/09/21 PARRIS, M Q 

Tennessee Valley Authority 3pp 20671 334 24X 

Fiche 50-259,83/09/21.0310070068 


0310110521 Forwards Amends 90,06 it 59 to Licenses DPR-33, DPR-52 b 
DpR- 6 a, respect ive 1 y it safety evaluation Amends change Tech 
8 pecs to modify required surveillance interval For standby 
gas treatment sys 

CLARK, R Operating Reactors Branch 2 03/09/20 PARRIS, H 0 

Tennessee Valley Authority Gpp 20711 302 34X 

Fiche 50-259,03/09/38,8310110521 


—0310110536 Amends 90,06 U 59 to Licenses DPR-33, DPR-SS b DPR -681 
respectively , revising Tech Specs for testing standby gas 
treatment sys from once per yr to once per operating cycle 
VASSALLO, D 0 Operating Reactors Branch 2 03/09 /2B I3pp 

20711 305 34X Fiche 50-259, 03/09/20. 03101 10531 


'■-'03101 10551 Safety evaluation supporting Amends 90,06 59 ta Licenses 

DPR-33, DPn-5? it DPR-60, respectively 

« Office of Nuclear Reactoi Regulation, Director 83/09/20 3pp 
20711 317 24X Fiche 50-259.03/09/20,0310110521 


8310240154 Forwards request for addl info re reactor protection sys 
power moultaring sys design mod, per 611030 request tiodel 
Tech Specs far electric power monitoring ft analysis drawings 
not provided Submittal date requested 

VASSALLO, D B Operating Reactors Branch 3 03/10/12 PARRIS, H 0 

Tennessee Valley Authority 5pp 2OB04 329 24X 

Riche 50-259.83/10/12,6310240154 


0310240243 Forwards SER & technical evaluation r*pt re NlJREO-0737* I terns 
t A 2 1 4, "Upgrading of Reactor Operator b Senior Reactor 
Operator Tratnlng" & 1 1 Q 4, "Training for Mitigating Core 
Damage " Requirements met 

VASSALLO, D B Operating Reactors Branch 2 83/10/12 PARR IS, H 0 

Tennessee Valley Authority 4pp 20091 123 24X 

Fiche 50-259, 83/10/12, B31O240243 


— B20S310352 "Improvements In Training U Requal i f icat Ion Program* A* 
Required By TMI Action Items I A 2 1 8 < 11 B 4 for Drowns 
Ferry Nuclear Plants, Units 1,3 & 3," technical evaluation 
rept 

* Science Applications, Inc NHC-03-02-096 8AI- 186-029-50 

02/OS/33 NHO - Mo Detailed Affiliation Olven, ISpp 
66200 216 24X Fiche 50-000,03/10/12, 8310240243 


0310280148 Forwards "Analysis of Vessel Mall Neutron Dosimeter From 
Brown* Ferry Units 1,2 6 3 Pressure Vessel,” in reep-onse 
to NRC request for addl info to support util 030922 request 
to change Tech Specs T9 191 

MILL9,L M Tenneieee Valley Authority 83/10/19 DENTON, H R, 
Office of Nuclear Reactor Regulation, Director 17pp 20929*063 
a4X Fiche 50-259.83/10/19,0310280148 
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— B3105Q01SO of Vessel. Nall Neutron Oo^iei^ter f-run Urcuiiis 

Ferry Unit 2 Pressure Vessel " 

KDRRIBjE B 4 LlNDHOLrttU S Southwest Reseerch Institute 
79/09/30 26pp 20929 111 SAX Fvche 50^259. B3/1 0/1 9, 93102501 40 


Qt Inspection reports* IE Dulletins l< cot respondetice 


S310250229 Updates B00624 response to violations noted m IE Insp ftepts 
3 0"aS9/B3-'S4, 50''260/B3-14 & 5Q'S9A/a3-l4 Eitensifth of 
schedule to eliminate backlog of CAfls/DRs until €30901 
r equRS ted 

NILL 8 <L M Tennessee Valley Authority B3/OO/O0 O'REILUV.JP 
Refflon 2, Office of Director Ip 20899 067 34)t 

Ft Che 50-259, QO/OB/Oa. 8310250229 


831021D032 Forwards IE Safeguards Insp Repts 3Q-23?/B3-26 j 50‘-2£0/Q3-26 
ic 50-a?6/83-26 on B30706-07 U notice of violation Notice 
of violation withheld (ref 10CFR73 21) 

O'REILLV, J P Region 2, OffUe of Director 83/09/01 PAFlRISpHO 
Tcnnessae Valley Authority 2pp aOB55 320 2AX 
FI Che 30-2S9, Q3/09/ 01. B3 1021 0032 


— 8310210034 IE Safeguards ln»p Repts 50-259/03-26.50-260/03-26 fc 
50-296/63-26 on 630706-07 Noncojnp I iancc noted ih area nP 
access control - vital areas Details utthhold 
Crtf 10CFfl73 21 ) 

MDOREi D E Region 2. Office of Director hiCCJlRErD R Division 
pf Engineering 6 Opera! ional Programs Q3/07/29 Jp 20855 322 
S4X Flche 50-259,33/09/01.0310210032 


0310350-166 Ac k rereipt of B3092/t Itr informing NRC of steos taken to 
correct vlu) atlbnis noted In 11^ Insp Repts 50-259/B'J -2/, 
50-2A0/83-27 50-296/83-27 

LENia.R C Division of Project 8 « Residont Program*. 03/10/04 
PARRIS. H 0 Tennessee Valley Authority ]p 20Q93 ;'5l 4 J 4 R 

Fiche 50-259. 83/10/04. 831 0250 166 


--031O25O17O Responds to NRG BOO024 Itr le violations noted in IJC Jrsp 
Repts 50-259/83-27,30-260/^3-27 & 50-296/83-27 Corrective 
actions test pressure gauges rrmoveo, fuse 1 d m 1 1 f 1 c a 1 1 on 
pragram being established 4c panel 25-32 cleaned 

niLL 8 ,L rt Tennessee Valley Auihuriig 03/09/26 O'KEltLV.U P 
Region 2, Office of Director 9pp t0p93 25J 24X 

Ficfie 50-259* B3/1 •D/04. 0310250166 


— 0310250174 Forwards IE Insp Repts 50-259/81-27,50-260/03-2/ U 
30-296/83-27 on 830626-0725 & notices of violation ?< 

-d evlet i on 

LEW1B,R C Division of Project & Resident Programs 03/08/24 
PARRIS* H 0 Tennessee Valley Authority 2pp 20893 PAl TAX 
Flche 50-259,83/10/04.0310250166 


— 8310230179 Notice of violation from insp on 830626-0725 

» Region 2* Office of Director B3/08/24 3pp 20B93 P63 24l 

Fiche 50' 259. 03/10/04. 0310250166 


— 83102501B5 Notice of deviation from insp on 830626-0725 

«■ Region 2. Office of Director 83/00/24 Ip 20U9J 266 JMX 
Flche 50-259.83/10/04,8310250166 


8310040263 Act receipt of 630324 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/a3-24. 

50-260/B3-Z4 U 50-296/83-24 

VERRELHi D H Region 2, Office of Director 03/09/14 PARRIS, H Q 
Tennessee Valley Authority Ip 20613 123 24X 

Flche 50-3 59.B3/09/U, 83 1004 0265 


—8310040271 Responds to RRC 030725 Itr re violations noted in IE Insp 
ftipts 50-259/83-24,50-260/03-24 U 30-276/83-24 Corrective 
actions LhT Bsaminers barred from performing add) 
intergranular stress corrosion cracking exams 

MILLS, L N Tennessee Valley Authority 83/08/24 O'REILLY, JP 
Region 2, Office of Director 3pp 20613 124 24X 

riche 50-259*83/09/14,0310040265 


—8310040275 Faruardf IE inSp Repts 50-2S9/B3-24. 50-260/03-24 fc 
50-296/&3-24 on 030621-24 L notice of violation 

VERRELLl.D M Division of Project 6 Resident Programs 83/07/25 
PARRIS* H 0 Tennessee Valley Authority 2 pp 20613 127 24X 

Flche 50-259,03/09/14.0310040265 


— B310040263 IE Insp flepti 50-259/03-24.50-260/83-24 I. 50-296/83-24 on 
830621-24 Nancemp I lane e noted failure ta follow lE bulletin 
83-02 for requiring documented troining in l ntergranular 
stress corrosion cracking 

COLEYjJ L Region 2. Office of Director BLAME, J J Division of 
Engineering 6 Operational Programs Q3/07/21 6 pp 20613 130 
a4X Fiche 50-259. 03/09/14. 0310040265 


1300300340 IE Infe Notice 03-61, "Alleged Use pf Stand-Ins for Welder 
Ouallf icatian Tests " Sve list ant I 

JORDAN.E L Oivition of Emerge-ncy Preparedness t, Engineering 
Response (Past B30I03) 83/09/26 Consolidated Edison Co <if New 

York, Inc ll7pp 20754 022 24X Fiche 50-000,03/09/26*8308300340 


— B310250190 IE Insp Repts 50-259/83-27.50-260/03-27 ?< 50-296/03*27 
830626-0725 Noncompl ianc es noted failure to meet 
requirements for operational safety h absence of safety 
wires on backup control ctr. 

PAULK. G L tteglnn 2, Office of Director CANTRFI L, f B Divislcii 
of Project U Resident Programs 83/08/19 iOpn 20Q9J Ph7 r4) 
Flche 50-259,03/10/04.0310250166 


0308300370 IE Info Notice 03-65. “Borve U lance of Flow in m U Bypass 
Loops Used in Wcstlnghous* Plants *' Bve list end 
JORDAN, £ L Division of Emergency Preparedness & Lnqlneerlng 
Response iPost 030103) 83/10/07 Censol i dated Edison Co OF hit. 

York* Inc 76pp 20B27 213 24X Fiche QO-000. 03/10/07, 03OBTOO3/Q 


8308300752 IE Info Notice 63-66. 'Totality at Argentine Critirii) 
FacJlJty " Svr Jist end 

JORDAN. E L Division of Emergency Preparedness 4< Unqineerlng 
Response (Post 030103) 03/10/07 Consolidated Edison to of Np 

York. Inc 79np 20802 026 S4X Ficho 50-000. 03/ 10/07. 03aa3{>O75r 


8310250131 Ack receipt of 03OB16 Itr informing NRC of steps taken ia 
correct violations noted in IE Insp Repts 50-259/03-11, 

50-260/03*11 t* 50-296/83-11 

LEWIS. R C Division of Project S( Resident Programs 83/JO/O/ 
PARRIS, H 0 Tennessee Valley Authority Ip 20097 272 
flche 50-259,03/10/07.0310250131 


— B31O25O130 Responds to NRC 830726 Ur re violations noted in IF Jm 
Repts 50-259/03-11.50-260/03-11 S, 50-296/03*11 Corrective 
actions r a d i DC hem i c a 1 lab manual revised to incoi porate 
Reg Guide 4 15 interim guldcincp 

MILLS.LH Tennessee Valley Authority 03/08/16 O'REILLY. JP 
Region 2, Office of Director Dpp 20897 273 24X 

Fiche 50-259.83/10/07* 03102110131 


)8300342 IE Info Notice 83-62. "Failure of Redundant Toxjc Oas 
letectors Positioned at ■Cantrol Room Ventilation Air 
Intake* " Sve Jlit end 

/GIRO AN. C L Division of Emergincy Preparedness 6 Engineering 

Uiponie (Post 00GIO31 03/09/26 Consolidated Edtsun Co of New 

York, Inc tUpp 20777 210 24X Flche 50-000. 03/09/26. 030D3Q0342 


8310250234 Ack receipt of 030930 Ur Informing NRC Qf steps taken to 
correct violations noted in IE Insp Repts 50-259/03-20. 

50-260/83-20 6 50-296/B3-2B 

VERRELLl.D M Division of Project L Resident Programs 04/10/07 
PARRia. H G Tennessee Valley Authority ]p 201)99 123 r'4X 
Fiche 50-259,83/10/07,0310250234 


100300349 IE Info Notice 03-63. "'Potential Failures of Wes t inghouse 
Type SA-I Differential Relays '* Sve list enc| 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Responit (Post 830103) 03/09/26 Cpnso 1 1 dated Edison Co of 

York. Inc nepp 20770 001 24X Flche 50-000.83/09/26.830830034 5 


1310040467 Concur* w/corrictlva action* taken tq rectify violations 
noted In IE Imp Repti 50-259/03-10. 90-260/83-10 * 

50-296/03-15 Acctptabla finding permit* initiation of fuel 
movement in k out of core 

O'REILLY. J P Riglon 2 , Office of Director 83/09/26 PARRIS. H G 
Tennesfee Vailty Authority 2pp 20625 165 24X 

Fiche' 50-259, 83/09/26, 0310040407 


-6310250240 Respond* to NRC 030901 Ur re violations noted in It Ini 
Repts 50-299/03-29.50-260/03-50 k 50-296/B3-2B (orrectlvu 
action* reRuirements For receipt Insp of QA-level motl 
esteli J i shed If uire brushes marked 

MILLS, L N Tennessee Valley Authority 03/09/30 G'KEIILY, J P 
Region 2 , Office of Director 4pp 20899 124 24X 

Flche 50-259,03/10/07,0310250234 


— 0310290247 Foruards IE Insp Repts 5O-259/03-2B, 90-260/03-20 t< 
90-296/83-28 on 830723-29 & 0608 k notice of violation 
LEWIS, R C Division of Project & Reddent Programs G3/D9/01 
PARRIS, H 0 Tenhessee Valley Authority 2pp 20099 l 2 o ejaii 
Flche 50-259,03/10/07,8310250234 


308300349 IE Info Notice 33-64. "Lead Shielding Attached tu 
Safety-Related Bys H/e lOCFRSO 59 Evaluation *' Sve list 
• ncl 

JORDAN, £ L Division qf Emergency Preparedness L Engineering 
Pttpony Ipaet 930t03t Q3/09/S9 Consolidated Edison Co qf New 

York. Inc U5pp 20716 324 34X FUlie 50-000.03/07/29,0300300347 


-0310250259 IE Insp Repts 50-259/03-50,50-260/03-20 k 50 - 296 / 03-20 
S30725-2? If 0006 Noncomp 1 i ance noted failure of receiving 
insp to control yielding filler matu k to establish positive 
control* for tool* used on austenitic steel 

COLEY, >1 L Region 2. Office of Director BLAKE, J J Division 
Engineering k Operational Programs Q3/0S/29 7pp 2DQ79 jaa 
24X Flche 50-259,83/10/0710310250534 
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0300300759 IH Info Notice 03-A/j “tmorgcnctj Ubo Respiiaior Mail Defect 
Cauiv^ l>roiJuctlon of Noxious Oases “ live list one I 
JI3RDf\Np L L iJivislon of l.mergcnrij Hr eoaredness %t Lngineerinq 
Retpoiiae {Host (J10i03) 03/10/11 Consolidated Edison Co of Nou 

York* Inc 117pp 21043 070 24 X Flcho 50-000*03/10/11,0300300759 


Q3O0DOO7{I}1 IC Info Notice B3''6D# “Respirator User Warning Defective 
Sol f-Corita 1 nad UreatKlng Apparatus Air Cijlinders '* Sve list 

cnc I 

■JOIIDAN, II L Division of Cmergencg Pieparedness & Engineering 
Rffiponfe {Tuat 030103) Q3/J0/11 Consolidated Edison Co of Neu 

Vorki Inc 120fp 20D27 J59 24X fithe 50-000*93/10/11.0300300761 


0JJ0l70ia9 forwards lE Safeguards In«p Repts 50-259/03-37,50-360/83-37 
!;< 50-296/03-37 on 030927-30 No noncomp I lance noted 
VEHnELLI*P Division of Project 5. Resident Programs 03/10/12 
PAHRl8.lt 0 Tennessoe Valleij Aulfiority 3pp 207B6 350 24X 

Flch* 50-259. 03/10/12. D3l0 170109 


0310170238 IE 0ofo{fUards Inap Repts 50-359/03-37,50-260/03-37 fee 
30-S96/03-3/ oil 030927-30 No none omp 1 lance noted Kajor areas 
Irviprcled sacurity organliatlon mgt St personnel response 
Details uilthheld <rof lOCr»73 21) 

HOOnC.D C . MCOUJREtD R RpgloM 2. Office of Director 03/10/11 
)p 20706 360 34X riclic 50-2S9, 03/10/12, 0310170189 


UJlOi8059i Notification of 831021 meeting u/DWR licensees in Dethesda. 
NO to discuss Future insps for interflranu lar stress 
corrosion cracking- 

HlRAQUIAtf- J Assistant Dirertor For faofety Assessment 83/10/14 
EiaCNhUT.D 0 Division of Llrensing 5pp 20023 300 24X 

Kicfis DO 000 , 03/10/ M.D3101D0551 


0310210071 Ack receipt of 030930 Ifcr informing NRC of steps token to 
correct vlolotinno noted in It* Insp Repts 50-259/03-26, 

3 0-260/0:1-26 U 50-296/03-26 

O^REILLY.J P Reyian 2. Offii e of Director 83/10/17 PARRIS, M 0 
Fennessee Valley Authority Ip 20051) 192 24X 

Fiche 50' 25*7. 03/10/17.8310210071 


-'-0310210078 Responds to NRC 030901 Itr ve violations noted in IE Insp 
R«pts 50-239/03-26,30-260/03-26 6 30-296/83-26 Corrective 
flctiontt ulfcliheld <rof iOCrR/3 Sl> 

MIULO.L M lennessee Valley Author lly 03/09/30 O^Rtll LY, D H 
fligion 2# OPflco of Director Ip 20850 193 24X 

riche B 0 “as 9 i 03/10/17, 0310210071 


R Periodic opornllng reports 6 related correepondenci 


0310070301 Potential Part 21 rept re underrange characteristic of 
Model N-EllGM transmitter Underrange zero offset mag occur 
uihen transmitter initially pressurized from atmospheric to 
suppressed zero input End users notified 

DERBERIAN.M J Fozboro Cm p 83/09/JO Di rec tor ' s Of f i c e, Office 

of Inspection and Enforcement llpp 20651 064 24X 

Fiche 50-000,03/09/30,8310070301 


6310140200 LER B3-053/03L-0 on 030907. during normal op era ti on, Ufh i 1 e 
performing uhole core lou pou/er range monitor calibr,P-l 
indicated R factor less than lequired Caused by uncalibr 
monitor due to changes m reactor shape U/B31004 1 tr 
SCHEIB.G N . GREEN. H J Tennessee Valley Authority 03/10/04 
O'REILLY, J P Region 2, Office of Director 3pp 20761 244 24X 

Fiche 50-260.03/10/04,8310140200 


8310140127 Telecopy RO 03061 on 031004. hydrogen-oxygen analyzer sample 
pump B determined inoperable follouiina notification from 
Metal Bellous Corp of generic deficiency Pump replaced ui/ 
upgraded model in stock on B31005 

JONE0.G T Tennessee Valley Authority 83/10/06 Region 2 
Office of Director 2pp 20763 039 24X Fiche 50-260.03/10/06. 

0310140127 


8310250360 Telecopy RO on 831013. routine analysis of 031007 scram 
revealed that 2-UT-a5-45A did not initiate trip when SDIV 
exceeded 30 gallons On 031014, testing of transmitter 
revealed sloui & erratic response to measured variable 
JONE0I 0 T Tennessee Valley Authority 03/10/14 Region 2. 
Office of Director Ip 2OB90 093 24X Fiche 50-260.03/10/14, 

0310250360 


0310270073 LER B3-054/03L-0 on 830916, west side scram discharge vol 
high water level switch LS-B5-45C would net reset following 
scram Caused by setpoint drift Switch recallbr W/03JOI4 1 tr 
CHAMBERS, 0 T . GREEN, H J Tennessee Valley Authority 83/10/14 
O'REILLY, J P Region 2. Office of Director 3pp 20924 121 24X 

Fiche 50-260,83/10/14,8310270073 


8310250063 PNO-I I-B3-084 licensee identified 6 reported to NRC that 
contractor welding sve employee received 59 mrem 
occupational overexposure during Third Quarter 1983 Licensee 
reviewing all circumstances associated w/event 

DEBS, 8 . OIBSON, A F Region 2, Office of Director 83/10/20 Ip 
20896 005 24X Fiche 50-259,03/10/20,8310250065 


DOCKET 50-261 H B ROBINSON PLANT. UNIT 2 


F Security, medical, emergency ic fire protection plans 


8310190)06 Monthly operating ropta for Aug 1903 W/e30909 Hr 
THtlM.T , JONEQ* 0 T Tennessee Valley Authority 03/09/01 
of Resource Management, Director 40pp 20B20 163 ?4X 

Fiche 90-P59, 03/09/01 , 831 01 90U16 


8310250322 Forwards IE Insp Rept 50-261/03-21 on 830709-0B09 6 notice 
of violation 

VERRELLi.D M Division of Project 8< Resident Programs 83/00/31 
UTLEY, E E Carolina Power << Light Co 2pp 20097 349 24X 

Ficho 50-261,03/08/31,8310250322 


S Riportable oc ciirrdhces, LLRs l< lelated corrospondruce 


BU10210327 Heapond# to FOIA request for oM documents re significantly 
high rale of equipment fnllorcs for GC DWR/4 rated at 2,436 
MW Forwards App A documents Documents also available in PDR 
FEt TOM, J M Division of Rules and Records 83/07/20 HAFNFRrB 
Suffolk Nuclear Study Group 2pp 20ClfJ2 223 24X 

Fiche 50- 000, 03/07/28, 8310210329 


-0302180539 Discusses results of ovaluntion of LERs for Jul 1901 - Dot 
1702. for 8AI P rept Quality 8, quantity of l.ERs within range 
of average nwil foci lily . , „ ^ o'l/mo/rto 

BCYFRIT.K V Reactor Operations Anolyiis Branch 
LEMIB.n C Division of Project l< Resident Programs Jpp 
20002 357 24X Fiche 50-000.03/07/20.0310210327 


0310030105 LER 03-030/031-0 on 830023. while porformixig 914 2 n-5/i RHR 
pump 2C cooler Pan would not oporato Caused by tripping or 
overload relay, OE Model 0111240020 Overload relay reset 8< 
surveillance instruction completed W/G30921 
CMRiQTOrHER, W , (JREEN, H, J Tennessee Volley Authority 
O'REILLY, J P Region 2. Office of Director 3pp 
Fiche 50-260,03/09/21,0310030405 


83/09/21 
20593 145 24 X 


0310060360 LER Q3-032/03L-0 on 830027, hydrogen analyxer D H2AN-76-104 
found inoperable due to loss of flow , ‘’V /*»*** 

collection in sensing line, causing inboard isolation valve 
to slick closed. Line blown W/030923 n'iy09/P3 

ClfAMBERS.O T i GREEN, H 3 Tennessee Valley ai,X 

O'REILLY, J P Kepion 2, Office of Director 3pp 20646 05Y 
riche 50-260,83/09/23.8310060300 


— 8310250339 IE Insp Rept 50-261 /B3-21 on 830709-0809 Noncompliance 
noted failure to implement procedures for receipt of vendor 
documents 

WEISE.8 Region 2. Office of Director BEMlSiP Division of 

Project Resident Programs 83/0^/00 12pp 20897 352 

Fiche 50-261,03/09/31,0310250322 


24X 


9310040347 Requests update of end info re layout of technical support 
ctrs L emergency operations facilities 
VERRELLIiD M Division of Project It Resident 
UTLEY, E E Carolina Power f< Light Co I7pp 
Fiche 50 - 000 , 03/09/ 12,8310040347 


03/09/12 
20625 103 24 X 


110110145 Forwards supplemental info to 830607 Itr re reactor coolant 
pump lube oil collection App R exemption request, per 830909 
It 13 te Icons, ref lacting commitment to automat! cal Ig actuate 
closed-head sys in lieu of manual actuation „ * 

CUTTER, A B Carolina Power 6 Light Co 03/10/05 VARGA. 9 A. 
Operating Reactors Branch I 5pp 20666 282 24X 


0310170520 Forwards IE Safeguards Insp Rept 50-261/03-39 on 030920 33 
No noncompliance noted 

VERRELLIiD Division of Project Ic Resident Programs 
UTLEY, E E Carolina Power It Light Co 2pp 
Fiche 50-261,83/10/13,0310170520 


Q3/10/ 13 
20704 239 24 X 


—0310170522 IE Safeguards Insp Rept 50-261/03-29 on 030920-23 Nn 
noncompUance noted Major areas inspected review of 
corrective actions to 820119 security response, records It 
barriers Details withheld iief 10CFR73 21 > 

TOBIN, W , MCGUIRE. D R Region 2, 83/10/12 

Ip 20704 241 24X Fiche 50-261,03/10/13,8310170520 
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8310310027 Appl icatt-an for ainfnrf to Licens* DPR~23< incorporating 
radiological tfflufnt Tech Specs It requ irefliants to perform 
audits of emergenc^j preparedness program It security plan 
ttCDUFFIEiH A Carolina Power ft Light Co 03710/35 VARGA* S A 
Operating Reactors Branch 1 lOpp HOT'Ai 028 2^X 

Fiche 50-26 1 >93/10/23*0310310027 


— 0310310032 Proposed radiological effluent lech Specs* incorporating 
requirements to perform audits of em-crgency preparednecs 
prcgran security plan 

* Carolina Power & Light Co 63/10/31 27app 50966 030 2Ax 
Fiche 50-261,03/10/25*8310310027 


8310120407 Porujards nonproprietary rept & Suppl I to “HB RoLinfcon Unit 
S,Ci|cl« 10 SAR ’■ Also forwards proprietary ’'ECC0 8< FMaiit 
Transient Analyses *' 6 '♦Mechanical Design Rept " Flepta 
withheld Cref iOCFR2 790) 

UTLEYpE E Carolina Power h Light Co Q3/iO/05 VAROA, E A 
Operating Reactors Branch 1 Hpp 20697 176 24X 

Fiche 30-261* 03/10/05* 031012040/ 


—0310120413 Nonprepr ietary "HO J^obinson Unit 2, Cycle 10 SAR " 

STONE, I 1 * ADAM3.F T , LAMBERT* W L Cixon Nuclear Co , Iik 
fsubs pf Exxon Corp ) XN-NF-83-72 83/09/01 ^9pp , 1(169 7 1C f 

24X Fiche 5(3-261*83/10/05,031012040/ 


0 Ad judicatory correspondence 


8310040473 Affidavit of RB Starkey re util answers to Hartsville Croup 
first lit of interrogatories Certificate of Sve end 
STARKEViR B Carolina Pouer h Light Co 83/09/08 Hartsville 
Croup 3pp 20623 294 24X Fiche 50-261*83/07/08.8310040473 


8310050447 Forwards D Basdekas 820429.0504.1203 b 14 corr espond ence 
to Camnissian re Hartsville Interrogatories 3-1, 3-2 If 
3-3 M/o ends 

KARMAN.M Hearing Branch 1 83/09/26 MARGULIES.M B , KLlME, JR , 

HETRlCKfB L Atonic Safittf and Licensing Board Panel Ip 
20631 35B 24X Fiche 50-261. 83/07/26* 6310050447 


B3100402B2 Further answers to first set of interrogatories per 830901 
Itr agraeatnt Certificate pf Sve end 

hOROAM.R E , PARSONS, R h * WEBSTER. 8 K Carolina Power 8. Light Co 
83/09/30 Hartsville Group 17pp 20614 516 P4X 
Fiche 50-561, 83/09/30. B3 1 0040282 


6310040476 Affidavi t of CR Diiti re util further answers to Hartsville 
Group first set -of interrogatories Certificate of Sve end 
OlEr2,C R Carolina Fewer 6 Light Co 03/09/30 Hartsville 
Group 3pp 20653 097 24X Fiche 50-261. B3/09/30. B3I004047Q 


P Operating license stage documents b correspondence 


— 8310120423 Nonproprietary Suppl 1 to "HB Robinson Unit 2. Cyc ^ e lO EA< 
STONE, I 2 . ADAHS.F T . LAMBERT* W L Exxon Nuclear Co , Inn 
(subs of Exxon Corp ) XN-NF-a3-72 80l 83/09/14 SDpp 

20697 327 24X Fiche 50-261.83/10/05*8310120407 


a3l02li0046 Application for amend to License DPR-23, incorporatlrtfl 
heatup b cooldown limitation curves 

MCDUFFIE* M A Carolina Power 6 Light Co B3/10/14 VARGA, tl A 
Operating Reactors Branch 1 Spp 20D55 306 247 

Flcbo 50-261.03/10/14*0310210046 


•8310210040 Proposed Tech Specs revising heatup b cooldawn llmitaticn 
curves 

» Carolina Power 6 Light Co B3/10/14 7pp 20B55 30D G4 * 
Fiche 50-261,83/10/14*0310210046 


8310210245 Application to amend License I)PF?-23 revising Tech fipnc* 
to clarify qualification requirements for alternate mnmbero 
of plant nuclear safety committee 

MCDUFFIE, M A Carolina Power 6 Light Co 03/10/14 VARGA* El A 
Operating Reactors Branch I 2pp 80851 277 24X 

Fiche 50-861*03/10/14*0310210245 


•0310210246 Proposed Tech Spec changes clarifying quaUficallon 
requirement* for alternate members of plant ngdear safety 
comml ttee 

» Carolina Power b Light Co 03/10/14 23pp 80001 2/V t.4[X 

Fiche 50-861,03/10/14,0310210245 


eaiooaoihl Advises that organl lational changes for OA pTogram b change* 
to FSMs 6 mgt capebilsty rept will be faruarefed when 
ceaplsted 

UTLEY. E B Carolina Power 6 Light Co 03/09/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 80590 080 247 

Flthi 50-000,83/09/13.8310030161 


8310240186 Reviews DE8 Alternative 1 preferable Rating eP LO- 1 
since no significant adverse environ consequences 
anticipated 

MOORE. B N Environmental Protection Agency 83/10/1? RLOVA* 0 
Office of Nuclear Reactor Regulation, Director Ip 20U01 1 5'l 
Fiche 50-861,83/10/19,8310340186 


6310040354 Bummarliss 830831 meeting w/utii re plans for restructuring 
corporate organliation 

a'flEILLY, Jp fregion 8, Office of Director 03/09/88 UTLEY* E E 

Carolina Power b Light Co 2pp 2062G 33| 24X 

F i i: h# 50-000, 03/0 9 /22. 83 1 0040354 


B31 0070406 Forwards 9ER re util 791231 submittal concerning design of 
RCQ Vint* Vint sy* in cenfarmance w/guideline* of 
HUREG-0737, Item 11 S 1 iten cloieil 

VARCA.S A Operating Reactors Branch I 03/09/23 UTLEY* E E 
Carolina Powtr 6 Light Co I4pp 20676 330 24X 

Fiche 50-261*83/09/23.8310070406 


310060547 Forwards lafaty evaluation of util BUU9 response to 
Generic Ltr 01-21, "Natural Circulation Cooldown •’ 

Reaaonable atsuranci amt* that steam formation at reactor 
vessel upper head will not occur during cooldown 
VARoa.SA Licensing Branch 1 03/09/27 UTLEY.EE Carolina 

0310060547®“^” ?(W>62 310 24X Fiche 50-261,03/07/27* 


6310270S92 Advises that review of DE8 re repair of steam genera lot a 
resulted in no comments 

ORESHAlT.se Transportation, Dept of, Fedordl Highway 
Administration 03/10/24 Division of Licensing Jp I 

24X Fiche 50-261.83/10/24,0310270292 


8310310027 Application for amend to LiceriSe DPR-23, inc orpora 1 1 r>g 
radldogtcal affluant Tech 5prcs & requirements to perform 
audits of emergency preparedness program b security plan 
MCDUFFIE* M A Carolina Power b Light Co B3/10/23 VARGA, U A 
Operating Reacturs Branch I lOpp 80966 OSO 84X 
Fiche 30-261.03/10/25,0310310027 


-ojiwoiuuub; I'ropesBd radiological effluent Tech 


^ - — a---- ii,,.,, apocB r incorpor at s na 

requirement* to perform audits of emergency preparedness 
program b security plan 

a Carolina Power b Light Co 03/10/31 27app 20966 Oliifl 
Fiche 50-261.83/10/25,0310310027 


response to Ornei i c 

Ltr 01-Zi, "Natural Citculation Cooldnwn * 

Dftallfd Affiliation Given B3/09/27 Bpp 
20662 312 24X Fiche 50-261,63/09/87,0310060547 

Anal,.*, ,„r 

I aiul Astenbly Concept*" documinting results 

loJi program to resolve presiuriied thermal 

JTTEft, A B Carolina Powir b Light Co 83/09/30 DENTON, H R 
h Reactor Regulation* Director Spp 20641 ?9l 

4X Flthi 50-261,03/09/30.0310060413 


.nspeirvsQn report 


uuA lotins S( c 




esponuonco 


8310250322 Forwards IE insp Rept 50-261/03-21 on 030709-0009 U n^j 1 h r . 
of vldlation ■ k i 

Division of Project b Resident Programs 03/Orj/:iJ 
VTLEV.E E Carolina Power b Light Co 8pg 2009/ 349 
Fiche 50-261,03/08/31,0310230322 


-8310250329 Notice of violation from insp on B3()709-0809 

o Rigion 2, Office of Director 83/00/31 ip 20897 3SJ 
Fiche 50-261,63/00/31,0310250322 


f 4X 


83/09/30,8310060413 Fiche 50-261, 


-e3IOaM337 IE In.p ft.pt 80-241/83-21 pi, B307O?-080'J Npncompl 
noted failure to Implement procedures for receipt Of vendor 
documents 

I a. Office of Director D6MIS, P DivUlon 

Project b Resident Prugroms 03/06/30 I2pp 20097 0!>iS 
Fiche 90-261*03/00/31,0310250322 
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59 


031OO4OOa7 Forwards IE Insp Rept 50-261/83-23 on 630815-19 No 
noncomp 1 1 once noted 

^^ERRELLIiD M Division of Project 4< Resident Programs 03/09/02 
UTLEVfE F Carolina Power & Light Co 2pp 20608 12l> 24X 

Ficho 50-261-03/09/02183100^0037 


— 9310040043 IE Insp Rept 50-261/83-23 on 830815-19 No iioncomp 1 iance 
noted Major areas Inspected licensee action on previous 
enforcement matterSi QA program annual review- improvement 
program- test 6 experiment program 6 audit program 
OEDBAOE-A G , UPRIGHT- C M Region 2- Office of Director 
03/06/31 ilpp 20609 12/ 24 X Fit he 50-261-03/09/02-8310040037 


0310040166 Forwards IE Insp Rept 50-261/03—17 on 030725-29 No 
noncomp 1 lanc e noted 

VERRELLI.D M Division of Project Resident Programs 83/07/07 

UTLEV-E E Carolina Power V Light Co 2pp 20608 044 24X 

Fiehe 50-261-03/09/07-0310040166 


— 0310040160 IE Insp Rept 50-261/83-17 on 830725-29 No noncompl ionce 
noted Major areas inspected corrective action foi previous 
viola tl ona- transportati on of radioactive ma tl s- breath ing air 
line contamlnabl on event pos tl ng- lahe 1 ing 4r control 
ALBRIGHT- R H - BARR- K P Region 2- Office of Director 03/09/02 
Gpp 20608046 24X Fiehe 30-261-03/09/07.0310040166 


G3L0040269 Ack receipt of 830901 1 tr requesting extension to complete 
corrective actions in response to violations noted jn IE 
Insp Rept 30-261 /B2-20 

LENIS-R C Division of Project & Resident Programs 03/09/13 

UILEYiE E Carolina Power & Light Co Ip 20614 06B 24X 

Fiche 50-261. 03/09/13- 8310040267 


'8310040265 Amends response to NRC 820020 1 tr re violations noted In IE 
Insp Rept 30-261/82-20 Completion of Plow diagrams & 
corresponding procedures for 0-list portion of sys extended 
to D31231 

STARKEY- n B Carolina Power 8< Light Co 83/07/01 O'REILLY- J P 
Region 2- Office of Director 2pp 20614 069 24X 

Flche 50-261.03/09/13.0310040267 


0300300340 IE Info Notice 03-61- ''Alleged Use of Stand-Ins for Welder 
Qualification Tests " Sve list end 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/07/26 Consolidated Edison Co of New 

York. Inc ll7pp 20754 022 24X Ficho 50-000,83/07/26,0308300340 


8306300342 IE Info Notice 63-62- "Failure of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Sve list encl 

JORDAN. E I Division of Emergency Preparedness (< Engineering 
Response (Post 030103) 83/07/26 Consolidated Edison Co of New 

York. Inc U6pp 20777 210 24 X Flche 50-000i 83/09/26, 8300300342 


&30e30{>345 I£ Info Notice 03-63- "Potential Failures of Uestinghouse 
Tvpe SA-1 Differential Relays " Sve list end 
JORDAN. C L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/09/26 Consolidated Edison Co of New 

Yark, Int llBpp 20778 001 24X Fiche 50-000-03/07/26,8300300345 


8308300347 IE Info Notice 83-64- "Lead Shielding Attached to 
Safety-Related Sys W/o 10CFR50 59 Evaluation " Bve list 
end 

JORDAN- E L Division of Emergency Preparedness 8< Fnginecriiig 
Response (Post 630103) 03/09/29 Consolidated Edison Co of New 

York. Inc llSpp 20716 324 n4X Flche 50-000- 03/07/29, 0308300349 


8300300378 IE Infe Notice 83-65, "Surveillance of Flow Jn RTD Dypass 
Loops Used in Westinghousc Plants " Bve list end 
JORDAN* C L Division of Emergency Preparedness Si Engineering 
Response (Post 830103) B3/1O/07 Consalldated Edison Co of New 

York. Inc 76pp 20027 213 24X Flche 50-000, 83/ 10/07, B30830037D 


8309300752 IE Info Notice 83-66- "Fatality at Argentine Critical 
Facility " Sve list encl 

JORDAN* E L Division of Emergency Preparedness $, Engineering 
Response (Post 630103) 63/10/07 Consolidated Edison Co of New 

York. Inc 79pp 2OS02 026 24X Flche 50-000-83/10/07,8300300752 


6300300757 IE Info Notice 83-67, "Emergency Use Respirator Natl Defect 
Causes Production of Noxious Gases " 0yc list encl 
JORDAN, E L Division of Emergency Preparedness (k Engineering 
Response (Post B30I03> 03/10/11 Consolidated Edison Co of New 

York* Inc 117pp 21043 075 24X Ficho 50-000,83/10/11,0308300759 


930B300761 lE Info Notice 03-68, "Respirator User Warning Defective 
a Self-Contained Breathing Apparatus Air Cylinders " Sve list 

i end 

JORDAN- E L Division of Emergency Preparedness & Engineering 
V Response IPast 830103) 03/10/11 Consolidated Edison Co pf New 

^ York* Inc. I20pp 20827 129 24 X Flche 50-000.83/10/11,0300300761 


i. 

t 

x 

r 
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0310170520 Forwards IE Safeguards Insp Rept 50-261/03-29 on 830920-23 
No none omp 1 ianc e noted 

VERRELLI.D Division of Project & Resident Programs 03/10/13 
UTLEY. E E Carolina Power E Light Co 2pp 20704 239 24X 

Fiche 50-261.83/10/13-0310170520 


—8310170522 IE Safeguards Insp Rept 50-261/83-29 on 830920-S3 No 
noncomp 1 tance noted Major areas inspected review of 
corrective actions to 820119 security response- records & 
barriers Details withheld (ref 10CFR73 21) 

TOOIN-W - MCGUIRE- D R Region 2- Office of Director 83/10/12, 
Ip 20784 241 24X Flche 50-261-03/10/13-6310170520 


6310190162 Forwards proposed scope of 4 5 EfPM eddy current insp 
program scheduled to begin on 031210 Scope includes insp of 
all unplugged tubes 

ZIMMERMAN- S R Carolina Power U Light Co 03/10/17 VAR 0 A. 8 A 

Operating Reactors Branch 1 4pp 20021 058 34X 

Fiche 50-261.03/10/17.0310190162 


0310250580 Ack receipt of supplemental 830930 Ur informing NRC of 
steps taken to correct vlolatlone noted in IE Insp Rept 
50-261/03-15 

VERRELLI-D K Division of Project U Resident Programs 83/10/17 

UTLEY, E E Carolina Power k Light Co ip 20900 090 24X 

Fiche 50-261,63/10/17-6310250588 


— B310250596 Supple response to NRC B30B24 Ur re violations noted in IE 
Insp Rept 50-261/83-15 Corrective actions six capped 
instrument tubes k respective caps in Sleeve 18 fitted 
w/shrtnk tubing so operators could identify cap tampering 
MORGAN-R E Carolina Power k Light Co 03/09/30 O'REILLY- JP 
Region 2, Office of Director 2pp 20900 091 84X 

Fichn 50-261,03/10/17.0310250500 


—0310250601 Ack receipt of 030812 Ur informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-261/83-15 
VERRELLl-D M Division of Project Si Resident Programs 03/08/24 

UTLEY. E E Carolina Power Sc Light Co Ip 20700 093 24X 

Fiche 50-261,03/10/17-0310250500 


B310250608 Responds to NRC 030/15 Ur re violations noted in IE Insp 
Rept 50-361/03-15 Corrective actions daily check of low temp 
overpressure protection sys nitrogen pressure when sys 
required operable procedural i zed in min equipment list 
STARKEY, R 0 Carolina Power «< Light Co 03/00/12 D'RCIULY.J, P 

Region 2. Office of Director 5pp 20900 094 24X 

Fiche 50-261, 83/10/17- 0310250900 


—0310250618 Forwards IE Insp Kept 50-261/83-15 on 030510-0610 St notice 
of violation 

LEWIS-R C Division of Project S, Resident Programs 83/07/15, 

UTLEY- E L Carolina Powei Si Light Co 2pp 20900 099 24X 

Fiche 50-261,03/10/17,8310230560 


'8310250620 Notice of violation from insp on 030510-0610 

* Division of Project Si Resident Programs 63/07/15 2pp, 
20900 101 24X Fiche 50-261-03/10/17,6310250568 


—0310250627 IE Insp Rept 50-261/63-15 on 030510-0610 Non compliance 
noted failure to take adequate corrective action re backup 
nitrogen pressure Si failure to establish adequate procedures 
re instrument tubing lines 

WeiSE-S Region 2, Office of Director DEMI8, P Division of 

Project k Resident Programs 03/07/06 13pp 20900 103 24X 

Flche 50-261,83/10/17,8310250500 


0310250571 Comments on detection of deficiencies in quality resuUinn 
from suppliers fraudulent ac tlons- described In IE Info 
Notices 83-07 k 03-01 k IC Bulletins 03-06 Sc 03-07 Use of 
addl insp Sc testing during receipt insps investigated 
MCDUFFIE, M A Carolina Power Si Light Co 03/10/21 DEYOUNG* R- C. 
Director's Office, Office of Inspection and Enforcement Ip 
20900 347 24X Ficho 50-000*83/10/21,8310250571 


8 Reportable occurrences. LERs Sc related correspondence 


8310030426 RO on 830916, Tech Bpec instantaneous release limit for 
redtoiadlne exceeded Investigation continuing 

MORGAN. R E Carolina Power Sc Light Co 83/09/19 O'REILLY, J. P. 
Region 2, Office of Director Ip 20593 100 24X 

Fiche 50-261.03/09/19-0310030426 


0310040516 RO on B30926, sve water leak discovered on containment fan 
cooler HVl-(-2 Cooler declared inoperable Repairs initiated 
Event considered degradation of containment boundary per 
IE Bulletin 00-24 

MORGAN, R E Carolina Power Si Light Co 03/09/27 O'REILLY, J,P 
Region 2- Office of Director Ip 20623 092 24X 

Flche 50-261,03/09/27.8310040516 
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0310070300 RO on 030720. svc uiater leali discovered on eonfca i rmprit 1311 
cooler K\;h- 2 Event considered degradation a*’ contiaiiiinoiit 
boyndarij per IE Bulletin 00-24 

MORGAN, R E Carolina Power «< Light Co 03/09/27 O'REILLV.J P 
Repicm 2, Offtce of Director Ip 20*52 214 24X 

Ficlie 50-261,03/07/29.0310070300 


0310070136 Updated LER 0O-O3O/O3L-t on 001202 t* OOich-arglng punp* A, 0 & 
C dlicharg* line pressure gauge tap pip* socklets found 
leatlTig Caused bg si/a design deficiencies allowing Aigh 
vibration Leaks repaired & design modified W/03O73O I tr 
WRIGHT, C L , MOnOAM. R E Carolina Pduipi & Light Co 03/07/30 
O'REILLV. J P Region S, Office of Director App 20657 061 24/ 

FUhe 30-261,03/07/3010310070136 


B310070322 LER 03-024/017-0 on 0 JO 716 . Tech Spec Instan taneows release 
limit far radioiodine eiceeded t^irough plant stack Cause not 
stated Equipment tuhlch provided pathwag shot down Iodine 
level remained normal during testing W/Q30730 Itr 
MGRGAM, H e , URIOHT.C U Carolina Pown 4 Light Co 03/07/30 

□ 'REILLV, J P Region 2. Office of Director 4pp 2065? 160 24X 

F I c h f 50-261. 83/07/30. 831 0070322 


0310170541 LER 93-025/01T-0 ofi 03072*. SVC water leak discovered on 
containment fan cooler HVH-2 Svc water isolated & unit 
declared inoperable Caused bg eorroslon/eroslon of coolant 
tubing Tube bundle repaired W/b3|OIO Itr 

WRIGHT, C L , MOROAH.H E Carolina Power 6 Light Co 03/10/10 

D^REILLV.J P Region 2, Office of Director 3pp 20702 inO aiX 

Flcha 50-261,03/10/10,3310170541 


aCKET 50-263 MOHTICELLD NUCLEAR 0ENERAT3N0 PLANT 


Securitg, medical, emergeocg b fire protection plans 


10060573 Forwards eiemption from lOCFRSO schedular 

requirements, per 020630.030200 6 0422 requests 

VA'aSALLQ.D B Operating Reactors Dranch 2 03/07/21 MUSDLF.D M 

Northern Btates Power Go 3pp 2C661 23/ 24X 

Flcha 50-263.03/09/21.3310068573 


-0310060576 Eiemption Prom 10Cr«30 481 cl schedular requl rementa, per 
020630,030200 b 0422 requests Implementation dates for 
10CFR90 4B<CK2} 6 fciC31 ertended 7 months 6 to bvfore 
startup of Cycle 12. r espec ti velg 

DENTON, H f? Office of Nuclear Reactor Regulation, Dlrectnr 
63/07/21 Northern States Power Co 7pp 20661*240 24X 

FUhe 50-263.03/09/21, 0310060573 


0310070157 Notification of 031012 meeting u/utll b convultanis In 
6ttthiida,ND to discuss design basis for alternatt safe 
shutdown Capability 

NKDLARAS.H Li censing Branch 9 03/10/03 VABBALLO^ D □ 

Licensing Branch 2 Spp 20600 304 24X FUhe 50-263.03/10/03, 

0310070157 


3310110176 Reieesrs public veriion of revised fmargencij respofise plan 
tmpleaiinting procedures 

FELTON, J M Division of Rules and Records, B3/J0/0Q Document 
Manegement Drench ip 20703 206 SIX Fie he 50-263.03/10/05. 
0310110176 


UO11OI0O Foruirds public version of revised imergency plan 
impl e men tins procedures, including Procedures A 2-001 re 
emergency organliati on. A 2-i/04 re offsite protective action 
recommendations b A 2-304 re thyroid prophylaxis 

FEY. F L Northern Etates Power Co B3/09/13 Region 3. Office 
of Director Ip 207D3 207 24X FUhe 50-263,03/10/05. 

0310110176 


10110184 Public version of revised emergency plan implementing 
proc e dures. 1 rvc lud Ing fracedures A 2-001 re emergency 
organ Uat ion. A 2-204 x* offsite protective action 
recoffiAendatloni tt A 2-304 re thyroid prophylaxis 

NATHIAU.C NortfiiTn Btates Power Co 03/09/01 SO;»p 20703 280 
243( FUhe 50-263.03/10/05.0310110176 


0120269 Ack receipt of 030614.17 6 072Q Itrs forwarding changea to 
ev 6 to corporate emergency plan b Rev 3 to plant emergency 
an Changes leceptab 1 #. per lOCPflSO 54Cq) requiremm ts 
ERIELLO, C J Region 3, Office of Direetor 03/10/06 
BON, C E Northern States Power Co Ip 20690 340 24X 

he. 50-000, 03/10/06. 031 0120367 


|9053a Forwards flnil BALP 4 Rept 50-263/03-17 for Jul 1902 - June 

PLER.JO Region 3. Office Qf Director 03/10/20. LARBON. C E 
them States Pawir Co 2pp 20902 143 24K 

he 50-000.83/10/20,8310290530 


—B3 10250543 Final SALP 4 Rept 50-263/83-17 for Ju I l<nh' - | 

« Region 3. Office of Directoi 83/10/20 ^27pp ..’OVO? I j 

FUhe 50-000. 63/10/20, 0310250330 \ 


— 0310250550 Forwards summarg of significant findings ir BAl f» flept 
90-363/03-17 for Jul 1902 - June 19B3 to he dlscussi-tl ,u 
030921 mooting 

HIMD, J A Division nf Radiological b Materials Safuty 
03/09/14 OrLBERTS.D E Northern Btates Power Co Jpp 
20902 172 24Y Fiche 50-000,03/10/20,0310250030 


8310260431 Releases public versiun of revised emergency [ilnii 
implementing procedures 

FELTON. J rt Division of Rules arid Records 83/10/^1 Doc ipt 

Harragement Branch Ip 20926 2S3 24X Fr c h e 50-26 J. [J l/IO/.' I . 

6310360431 


—0310260435 Forwards public version of levised Emergency Rlrtu 
Implementing Procedures A 2-101 re classification of 
cmerg eric ic-s, A 2-lOS re general emergency & A 3-702 ip 
response to emergency at Fraine island 

FEY.F L Northern States Power Co 03/10/17 Meolon .r, UfUci 

of Di rector 4pp 20926 254 24X Fictio 50-263, MJ/ I 0/2 I . 

8310260431 


— 831026043B Public version of revised Lmeiqency fMan Imp lumen t I i' ■ 
Procedures A 2-101 re classification of omerg enr i on, A 2-1(1^ 
re general Bmorgency 6 A 2-702 re response to emergenLy at 
Prairie Island 

» Northern States Power Co 03/09/38 70pp 30726 J51I *^'4X 
Fiche 50-263.63/10/21,0310260431 


H General correspondence 


8310120432 InForms of DE Nevinski promotion to plant suppr j nl trikde i.t, 
engineering t. radiation protection Tech bpec F iguTU 6 1 P 
will be revised 

MUSOLF. D Northern States Power Co 03/10/04 Of file nf n>i<li4 

Reactor Regulation. Director ip 20698 277 24X 

Fiche 50-263.03/10/04.0310120432 


J Insurance & indemnity information 


6310250237 Forwards Endorsements 56 ^ 57 to rALLU Poll eg HF *)t V 
endorsements 66 fr 69 to NELIA Policy Nr-174 for Mafiticelln I* 
Endorsements 46 S, 49 to MAELU Policy MF-60 6 CnUorormun t s 
56 l< 57 to NELIA Policy NF-19/ for Prflii ie Island 
JOHNSON. R 0 Northern States Power Co 03/10/20 DJNItJ* I 
Division oF Engineering 9pp 20099 036 34X Tifbu Ml DOlt- 

03/ 10/20. 0310250239 


P Operating license stage documents 6 correspondence 


6310040572 Forwards responses to 030720 request for addi Info rieq,ulPi 
to resolve open items in Franklin Research Ctr techniemL 
evaluation rept on control of heavy loads Info on FJvciluiis 
2a 6 Sb re turbine bldg crane to be submitted by (iJlOPA 
MUSOLF, D Northern Btates Power Co 03/07/27 (JffUw tj f r*.j l I n 

Reactor Regulation. Director &pp 20622 270 r'4X 
Fiche 50-263,63/09/27.0310040572 


0310060306 Forwards request for addl info needed to review 
request to allow min source range monitor channel count In 
drop below three counts per second whan entire reactor f<vre 
removed or replaced Info duo within 30 days 

VASSALLlj, D O Operating Reactors Uranch 2 03/09/fi^ MMMrt f . Si M 

Northern States Power Co 3pp 20661 201 24X 

FUhe 50-263, □3/09/27,0310060506 


9310060216 Submits info on single loop operation issues id»n||P|^j 
during NRC review of B20702 Tech Spec change request, per 
NRC/LLL 030926 telcon Multiple setpoints uill not be usvil 
MUSOLF.D Northern States Power Co 03/09/29 Office ff.-ij, 

Reactor Regulation. Director 2pp 20647 025 24X 

FUhe 50-263,83/09/29.0310060216 


9310070311 Forwards Rev 1 to request for amend to Licence DPit 
changing setpoint proposed for shutdown cooling isolation 
logic I, revising wording proposed for jet pump survei 1 1 anc «» 

MilSOLFi 0 Northern States Power Co 03/09/29 Office oF hfutll 
Riactor Flegulation, Director ip 20652 193 24X 

Fiche 50-263. 03/09/29. 831007031 1 


— flaiOOVOOM Rev 1 to application for amend to License DPR 

setpoint proposed for shutdown cooling isolation logic >< * 

revising wording for jet pump surveillance 
» Northern States Power Co 03/09/29 3pp 20652 IV4 
Fiche 50-263.83/09/29.83100/0311 
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--'HIIOO/OOIA F’ro-|»oii Pd Tech Qpt-cr chonginq tetpoint for shutdown toolinq 
isolation lOQic ^ iwisitiq wording « tit jet pump 
lurvp 1 I 1 iinc e 

• Noi thorn bl^lcs Power Co fl3/OV/.3v 6pp P06!>.’ 197 ^AX 
riche riO-:2A.3, til /O 9/^9 63100/0311 


oisioa^oifl'i Foruiaids notice oF consideration of issuaticc of amend to 
l-itense h opp-nrtunitg for prior hearing re 6J30/02 

application chontiini) 1ech bpecs to allow operation w/one 
r er 1 r c u L nt 1 0 II loop aut of cve 

IIICGI It {Ipoioting Reactors Dranch 2 B3/10/0b MUSiULF • D M 

Morlhern *jiatiJ^ t’ouer Co 2pp 20604 334 24X 

ruche OJ / lO/OS. fl31O*.'40147 


B31O10O268 Clarifies procedures For admitting NflC personnel to 
facilities Access list identifying authorijed clearances 
encl Update will be provided every h months 

AXELSON.W L Region 3 Office of Director 83/10/14 LARSON. C E 
Northern States Power Co 7pp 30606 375 24X 

Fiche 50-263.03/10/14,8310180300 


031O1BO551 Notification of 831021 meeting u/BNR licensees in Bethesda. 
hD to discuss future inspi for intergranular stress 
corrosion cracking 

NIRACLIA.F J Assistant Director for bafety Assessment 03/lO/M 

EISENHUT.D G Division of Licensing 5pp 20823 350 24X 

Fiche 50-000,83/10/14.8310180551 


8ilO2401S)2 NoticD of consideration of issuance of amend to Liceiise 
DPR r e vi s 1 no Toch Spues to incorporate revised snfoty t< 
oper-atiRig limits a^sociuted w/tiperation u/one recirculation 
loop out of SVC 

VAUnMLOiD n fjp era ting Reactors llranch 2 03/10/05 5pp 

20084 33/1 24 X Ttche 50 ’?63. O.V 10/03. 0310340149 


O Inspectinti reports. IE DuUrtlns i< cot respondence 


0310250530 Forwards final SAlP 4 Rept 50-263/03-17 for Ju 1 1902 - June 
1983 

KEPPLER.J G Region 3. Office of Director 83/10/20 LARSON. C E 
Northern States Power Co 2pp 20902 143 24X 

Flche 50-000,83/10/20.0310250530 


— 0310230542 Final SALP 4 Rept 50-263/03-17 for Jul 1902 - June 1963 

* Region 3. Office of Director 93/10/20 27pp 20902 145 24X 

Fiche 50-000,03/10/20.8310250538 


0"JCOH30J40 1C Info Notice 03-61. “Alleged Use of Stand -Ins Foi Wrldei 
Oua I i f ic fli b I on To^ta “ Sve list end 

JORDAN* L L Olviftlon of Emergency Preparedness l« rnginernng 
ftriponae (Peist U00103) 03/09/26 Conso 1 1 da ted Edison Co of New 

York. Inc 11 /pp 20754 022 24 X Fiche 50-000. 03/09/26. Q308300J40 


C3300i00a4 2 IC Info No 
Detretnro Pcaltionv 
t nlalir t '* Hve lint 
JtlRUAN.C t Divini 
fi«spaii«e fPOfrl 0301 
York. I lU i I6p p 


tice G3-62, “failure of Redundant 1o«lc Oas 
d at Control Room Ventilation An 
unc 1 

on of tmeroency Preparedness & rnqineering 
03) 03/09/26 Consolidated Edison Co of New 

20777 210 t»4X fiche 50-000,83/09/26,0300300342 


□ 30 (13003 AO IC Info No 
T VP* SIA 1 1) i ff eroii t 
JORDAN* C U Divio 1 
Response (Post 0301 
York, I nc 1 tlipp 


tlce 83-63. “Potential Failures of Uestinghouse 
1 , 1 1 Relays “ 8vc list end 
on of Emergency Preparedness tn Engineering 
03) 03/09/26 I onsol idaked Edison Co of New 

20778 001 24 X Fiche 50-000.03/09/26.0308300345 


OJOR300J49 3C Info Notice 03-64, "Ucad Ghielffing Attached to 
Oafety -Nf 1.1 tod By p W/o 10C1H50 59 Evolu.ition “ t»vc list 
enc I 

JCJRDAN.C k Division of Emerflency F'rcparednes s 6 rnqineering 
ffetpOPia IPnst 030103) 03/09/29 Consolidated Edison Cn of New 

York. Ini llDpp 20716 324 24 X Tithe 50-000.03/09/27.8300300349 


0310170476 horviiartls IC Insp Rept GO “263/83- 16 on Q30D02 0901 No 
none oinp I ) anc « noiod 

riNAFER*tf 8 Roolon J, Office of Director 03/09/29 LARaON, C E 
riorthvrii States Power Co 2pp 20/Q4 24/ 24X 

r I Che 50-263. OU/09/29. 8310170476 


--Ik? 1 01 70 403 IC Insp Ropt 50-263/83-16 on 830002-0901 No none ump 1 lane e 
notad flajor oruAS inspected opeiationol safety verification, 
onskkr review commi tte* . degraded voltage relay, traversing 
ifi'Core probe gys squlh valve firing 6 Part 21 rept 
nnOWN. C M . WALHLR.R D Region 3, Office of Director 83/09/21 
4pp 20704 249 24X Plche 50 - 260 . 8 J/09/29. 83101 70476 


03011,100370 3C Infu Notice 
Loops LPsi'd in Wpotinghou 
JORDAN. C L 01 vis ) on of 
Response (Post 030103) 
York* I nr 76pp 20827 


03-65. "Surveillance of Flow in RTD Dyp.isT> 
se Plants “ Svt list end 
emergency Preparedness 6 Engineering 
03/10/07 Consolidated Edison Co of New 

213 24X Fiche 50-000,83/10/07,8308300370 


0300300732 
f ac 1 1 I t y 
JORDAN. C 
R « spans o 
York. In 


IE Info Notice 83-66. “Fa 
“ eve 1 1 St enc I 
L Division of Cmeiyenty 
(Post 030103) 0J/IO/O/ 
79pp 20002 026 24 X 


tfllity at Argentine Critnal 

Preparedness 6 rngnieerinq 

Consolidated Edison Co of New 
Fiche 30-000.83/10/07.8300300752 


— 8310250550 Forwards summary of significant findings re SALP Rrpi 
50-263/83-17 for Jul 19Q2 - June 1903 to be discussed at 
830921 meeting 

HIND. J A Division of Radiological it Materials Safety Programs 
83/09/14 GILBERTS. D E Northern States Power Co 3pp 
20902 172 24X Fiche 50-000.83/10/20.0310250530 


— 0310250561 Submits comments on 830921 meeting u/NHC to discuss SALP 
Rept 50-263/03-17 for Jul 1702 - June 1903 Valuable insights 
gained on imptovmg performance 

GILBERTS, D E Northern States Power Co 03/09/30 KEPPLER. J 0 
Region 3. Office of Director Ip 20902 175 24X 

Fiche 50-000.03/10/20,0310250536 


R Periodic operating reports 6 related correspondence 


0310190021 Monthly operating rept for Aug 1903 W/Q3O9O0 Ur 
MYRABO, A L . MUSOLF.D Not them States Power Co 03/09/01 
Office of Resource Management. Director 5pp 20023 135 24X 

Fiche 50-263.03/09/01.8310190021 


B Reportable occurrences. LERs 6 related correspondence 


8310270340 FQIA request for placement of listed LERi in PDR 

grader. L D NUS Corp Q3/09/06 Division of Rules and Records 
2pp 20930 05U 24X Fiche 50-000.83/09/00.0310270340 

8310070272 Forwards outline of proposed procedure for reanalysis of 
adequacy of station electric distribution sys voltages. as 
discussed at 830913 meeting w/NHC re 030801 actuation of 
degraded voltage protection logic 

MUSOLF.D Northern States Power Co 03/09/26 Of fit* of Nuclear 

Reactor Regulation. Director 4pp 20656 353 24X 

Fiche 50-263 03/09/26. B3 100702/2 


0310270347 Responds to FOIA request for release of 23 LERi to PDR 
Forwards 12 LERs to be released Documents also available in 
PDR One LtR canceled Eight LEKs not received 

Felton. J M Division of Rules and Records 83/09/29 GRADER. t 
NUS Corp Ip 20930 060 24X Fiche 50-000.03/09/29.0310270347 


D 


— 0310270359 LER B3-002/03L-0 on 030109. power loss in RClC governor 
control sys occurred Caused by failed Pacific Electric 70- 
watt resistor Resistor replaced w/impioved design H/030208 
I tr 

TPLLERSON. J L . MUSOLF D Northern States Power Co 03/O2/OG 
Region 3. Office of Director 3pp 20930 0*5 24X 

Fichf 50 - 000 , 83/09/29, 03102/034/ 


0300300759 IE Info Notice 03-67. “Emergency Use Respirator Matl Dufrct 
Causes Produrtion of Noiious Oases " bvi list enc I 
JORDAN. C L OivlSion of Emergency ^'''P*^*^'^*** 

030 ! 0 J ) BP/lO/ll Consolidated Edison Co of New 

21043 075 24X Fiche 50-000.03/10/11,0300300759 


—8310270364 LER 03-OO3/ODL-O on 030207. RHR loop B made Inoperable due 
unmaintainable HHR 12 HX differential pressure Cauyd by 
piston ring wear Graphite rings replaced w/spring loaded 

Teflon rings W/D30309 Ur . myn-iycw 

CARPENTER Q L . MUSOLF.D Northern States Power Co 83/03/09 
Region 3. Office of Director 3pp 20930 068 L4X 


0300300761 IE Into No 
Be 1 f - Con ta I tied Urea 
enc ] 

JOFfDAN U L Divisi 
Response iFust 8301 
York. liM iSOpp 


tice G3 60. "Respirator User Warning Defective 
thing Apparatus Air Cylinders “ 8vt litt 


on of Emergency 1‘rep 
OPl 03/10/11 t 
i’OOr'*’ 1?9 ,’4X Tit 


arrdness t- tnginamng 

oiiiol I dated Edison Co of New 

he 50-000.03/10/11.8 300.100/61 


— 0310270390 LER fl3'007/03L-0 on 030411, es 
feeder breaker tripped Caused by drift 
pvercurrent trip device Device replace 
replaced W/030511 Ur 
MUSOLF.D Northern States Power Cp 
of Director Jpp 20930 0/4 24X f l 

8310270347 


lential motor control C 
ed right phase 
d i breaker reclotad li 

83/05/11 Region 3. 

fhr 50-000.03/09/29, 


tr 13tl 


Office 
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--93i05704l0 LER e3'0OQyO3L-O on 030413, leal m heater 

extraction iteati trip outlet pipe 1 5A found Caused htj steant 
erorioti Lealing pipe SBctjon replaced 8f erosion program uili 
be accelerated ^ amended W/eaOblA 1 tr 

MAIERpP . MUSOLF, 0 Northern States Power Co 33/05/13 Region 

3. Office of Director 3p p 20<?3a 077 24X Fithe 50-000. 

03/09/2'?, 3310270347 


0310270414 LER G3-O09/OIT-O on B30504, HPCl Readward Oovernar EGR 
btldraulic actuator coil discovered grounded Caused by faulty 
wire lead insulation Emergency generator reactor tf HPC I 
lube oil replaced Sample being ana I y i ed W/D305ie 1 tr 
WOJCHOlJEM.1, A V . MUSOLF, D Mar them States Power Co 33/05/ IP 

Region 3, Office of Director 3pp 20930 OBO 24X 

Flche 50-000, 03/09/29, 0310270347 


0310210257 Forwards detailed followup rept re Number Idi but transfer to 
emergency diesel generator on undervo itage on B3CB01,per 
330031 confirmatory action 1 tr Process computer alarm points 
reset to provide alarm at action point level 

HUSOUF.D Northern States Power Co 03/lO/U Office of Nuclear 
Reactor Regulation, Director SApp 20GS1 226 24)C 

Fiche 50-263,03/10/14. 0310210257 


B3l 0270233 LER B3-020/03L-0- on 830920, d 1 1 se 1 generator II turbocharger 
suilltary lube oil pump motor bearing failed Cause not 
stated Pump-motor assembly replaced W/031O19 1 tr 

KOLS,fl W , MUSDLF,D Northern States Power Co 03/10/19 Region 

3, Office of Director 2pp 20923 239 24K Fiche 50-263.83/10/19, 

0310270283 


V Operator Cx amlnat i otis 


831007023B Requests extension to 040215 for imp I ementa ti on of licensed 
operator staffing requirements 

rtUSDLF, D Northern State! Power Co G3/09/29 Office of Nuclear 

Reactor Regulation, Director 5pp ^0659 119 24X 

Fiche 50-263, 03/09/29, a3l0070rno 


DOCKET 30-265 0U6D CITIES ST/iTlDN. VNIT 2 


F Security, medical, emergency t, fire protection plans 


0310140261 Forwards lE Insp Repts 50-254/03-26 !• 50-265/Q3-25 on 
030822-26 b 31 b 0909 b notice of violation 

RiNDiJ 6 Diviiion of Radiological ti Materials Safety Programs; 
B3/09/29 REED, C C ommqnwia I th Edison Co 2pp 20762 040 «'4X 

Fiche 30-234, 83/09/29. 031OHO26I 


’B310140264 Notice of violation from insp on 030822-26 t, 31 0909 

HCNDiJ 6 Division of Radiological h Materials Safety Programs 
B3/09/29 2pp 20762 050 24X Fiche 50-254.83/09/29,8310140261 


8310140271 IE Imp Rept» 50-254/83-26 6 50-265/83-25 on 030822-26 fc 31 
6 0909 Noncomp 1 lance noted failure to distribute controlled 
emergency plan procedure revs to NRC 

FHILLIPS.M P Region 3, Office of Director 83/09/29 I7pp 
20762 052 24X Fiche 50-254,03/09/29,0310140261 


310060541 Releases public version of revised emergency plan 
implementing procedures 

Felton, J M Division of Rules and Records B3/09/30 Document 
Manigement Branch Lp 2Q662 OOt 24X Fiche 50-254,83/09/30. 
0310060541 


0310060545 Public version of revised emergency plan implementing 
p roc adure t, i nc lud I ng Procedures OEP 55D-0 re emergency 
equipment I, supplies fc OEP 550-T4 re emergency uperatipns 
facility supplies 

KOVACKi T j , OERNERpL Commonwealth Edison Co B3/09/08 3C0pp 
20662 002 24X Fiche 50-254,03/09/30,8310060541 


110110325 Releases public version of revised emergency plan 
iapla«entlng procedures 

FELTON. J ii Division of Rules and Records 03/10/05 Document 
Management Branch Ip 20685 231 24X Fiche 50-234. 03/10/05, 

0310110325 


0310110327 Public version of revised Lmerge-ncy Plan Implementing 
Procedures QEP |J0-2 re acting station director Cshift 
director) t, Procedure OEP 310-1 re initial notification 
riET,0 Goamiinwealth Ed i n>n Co 03/09/08 24pp 20605 232 24 X 

rich# 50-254. 03/10/05, 03JO1 £03,75 


10200079 Releases public vertion of revised emergency plan 
implementing prucedurr 

FELTON, J M Division of Rules and Records 03/10/14 Dorument 

Management Branch Ip 20G44 210 24X Fiche 50- 234. 03/ lo/ ] 4 

0310200079 


— 0310200032 Public version of Itev 2 to Emeraency Plan Imp 1 emuti t ing 
procedure OER 450-1, ‘Environ Survoillance Btatiaiis " 

KOUACK. T J , CARSON, f? ( ijwtnonuica I th Ldi*;on Ca 03/09/213 6pp 
20044 719 247 Fiche 50 -75A. Q J/ 10/ i 4 0310200079 


8310270024 R«ieasc5 public ver-smn of revised emergency plon 
inplement mg procedures 

FELTON, J M Division of Ruler tjnd Records 83/10/21 lJccumrr.t 

Management Branch Ip 20940 199 24X Fiche 50 -254. 03/10/71 , 

8310270024 


— B31027002B Forwards public version of revised emergency pl.^n 
implementing proc edures , i nc J ud i ng Prncedurps OEP 550-1 ro 
first aid 4c dec ontami na 1 1 cm facilities f< QFP 550-T I re 
environ sampling supplies 

TIETZ.O > CERNEft, L Commonwealth Edison Co 83/10/06 NflC h. 

Detailed Affiliation Oivcn 2pp 70740 200 24X 

Fiche 50-254. 83/10/21. 03102/0024 


--8310270032 Public version of revised emergency plan i mp 1 eirc n 1 1 ng 
procedures, me lud ing Procedures OEP 550-J re fust aid & 
decontamination f a< i k i 1 1 es , OLP 550-2 re emergency equipment 
inventory & OLP 550-Tl re environ sampling supplies 
• Cammohwealth Edison Co 83/10/06 24pp 20940 ?02 74K 

Fiche 50-254, B3/10/2i. B310270024 


6310270526 Releases public version of revised emergency plan 
1 mp lament ihg prccedure 

FELTON. J M Division of Rules and Recoxds 03/10/21 Rocumml 

Management Branch lp 3093/ 216 3i1X f-icho 50-000,03/10/21, 
0310270526 


-'6310270537 Public version^ of Rev 2 to Emergent y Plan Imp I pmun ii r.g 
Procedure EOi -6, " Admi n i strat i an b Logistics Manager " 

N/B3101/ 1 tr & iBceipt form 

NELLIS, C A Commonwealth Edison Co 03/02/18 DCNrON, H R I./.C 
No Detailed Affiliation Uivcn 7pp 2093/ 217 24X 

Fiche 50 OOO. B3/I0/S1, a3102705,'’6 


031O2BO3O'7 Rclaases public version of revised generating staLloni. 
emergency plan telephone directory 

FCLTON. J M Division of Rules and Records 83/10/25 Dneument 

Management Branch Ip 20963 126 24X Fiche 50-000,03/10/25, 

8J1020D307 


— 0310260314 Public version of revised geneiating stations emorgnity 
plan telephone directory 

CALLE, 0 |> Commonwealth Edison Co 63/08/ 1 1 DENIDN.H H Offiir 

of Nuclear Reactor Regulation, Director 64pp 20963 IJI/ L4)f 
Fithe 50-000. 03/10/25, 8310280307 


8310200191 Releases publi-c version of revised emergency pl-iin- 
implementing procedure 

FtLTDN. J M Division of Rules and Rccntd*-. 83/10/26 IIci i ume n I 

Management Branch ip 20962 266 24X Fiche 50-000,03/10/26, 

03IO28O19I 


--83102G0209 Public version of Rev 1 to Lmergency PI, in Imp 1 emeni iii.g 
Procedure F0f-15, "emergency Operations Taciliiy 
Activation " 

MOORE. R D Cemmonuealth Edison Ce 03/00/02 50pp 20962 767 
24X Fiche 50-000,03/10/26,8310200191 


C Adjudicatory c orrr spond enc p 


0310120409 f orwai ds list of welds riot inspected for i n t er g ran u 1 n r 
stress carrosion enacting during current outage pet 
Section ill C 2 of 830626 shutdown order Technical 
J ui 1 1 f i ca 1 1 on also enc 1 

RVDAK.B Commonwealth Edison Cn B3/09/30 DENTON. M R IlffSc* «» 
Nuclear Reactor Regulation, Director 5pp 20699 036 i?4X 
Fiche 50-2A5. 03/09/30. 6310120409 


P Operating license stage documents correspondence 


9310200273 Forwards tchedults for equipment qua 1 1 f i c a 1 1 on test prograi 
for f ac 1 1 > 1 1 ei> per Q1052B I tr Dates given for current 
qualification activities should be viewed as "target datrs" 

^ not as firm dntes 

BARNES. P L Commonwealth Edison Co 83/10/05 Kf PPl ril. J <t Rrjt< 
3. Offlcr of Uirettor lOpp 20830 0J4 24x Fiche 1.0-000,63/10^0 

6310200273 


8310170545 Provides add! info re NUfiEO-0 / j/. I tem 11 K 3 ?2. j us. 1 1 fy i n g 
use of HPC I logic for RC 1 C suction switchover RCIC sys not 
t a f e ty ~r • 1 ated 6 is not intended as bat kup for HF'C 1 sys 
RVOAK.B Commonwealth Edi'cn. Co 0J/1O/O/ DENTON. H H CTffise o 
Nuclear Reactoi Regulation. Director )p 20704 320 24)C 

Fiche 50-254,03/10/07 8310170545 
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Advise?^ that pipe stresses support loads due to dead 
ueijht of uater in p i pc^ c oncui rent ther/oal ef^fects ^ effects 
of postulated earthquake uiithin design allouiables revlrmedi 
per NUHtG-073-?. I tem II D 1 

RYPAK.Q Commanucalth Edison Co 83/10/20 DENTDN. H R Office of 
Nuclear Fleactor Regulation. Uirocloi Lpp 20951 1 4/» 2^Y 

Fiche 50-25-1.03/10/20.8310310054 


03^10250293 Foriuarda Rev 10 to Offsite Dose Calculation Manual foi 
LaSalle & Quad Cities & Rev 9 to Dffsite Dose Calculatiar» 

Maniral for Qpa i dtuond. eons i sting of Chapters / 2 8 . B O 
BEhlNETl.C y) CommontueaUh Edison Co 03/J0/2I CABU. E 0 Office 
of Nuclear Reactor Regulation. Directoi Ip 2009^ 259 24X 

Fiche 30-000.03/10/21.8310250293 


—0310200148 IE Mgt Meeting Repts 50-020/03-10,50-237/83-27.50-249/03-25. 
50-254/83-27, 50-2*5/03-26, 50-295/03-19. 50-304/03-20, 

50-373/83-38, 50-374/03-30, 50-454/83-44. bO-455/03-33. 

50-456/B3-14 tc 50-457/03-13 

NORELlliQ, C E Division of Project Sc Resident Programs 03/10/03 
4pp 20034 too 24X Fiche 50-000,03/10/04,0310200124 


0310170337 Submits status of as-built rrvleuis of safe shutdoun piping 
supports for IE Oulletin 79-14 As result of revieu of 
Ouad Cities. tuJO piping sgs foond to have aridl d i sci eponc i es 
Seven neui hangers added 

RYDAK. D Commnniiieal th Edison Co 03/10/06 KEPPLER, J G Region 3, 
Office of Director 2pp 20706 155 24X Flchc 30-000,03/10/06. 

031017033? 


— 0310250290 Rbv 10 to Offsite Dose Calculation Manual for LaSalle * Quad 
Cities 

* Commonwealth Edison Co 03/09/30 44pp 20094 2A0 24X 

Fiche 50-000. 03/10/21. 8310250293 


8300300370 IE Info Notice 
Loops Used in Uestinghou 
JORDAN, E t Division of 
Response (Post 030103) 
York. Inc 76pp 20027 


B3-65i "Surveillance of Flow in RTD Dgpass 
se Plants " 9vc list end 
Emergencg Preparedness tc Engineering 
03/10/07 Consolidated Edison Co of New 
Sl3 24X Fiche 50-000103/10/07.0300300370 


Q Inspection reports. IE Dulletins & coi'rer pondence 


8308300340 IE Info Notice 03-61. "Allegod Use of Stand-Ins foi Welder 
Qualification Tests " Sve list end 

JORDAN. C L Division of Cmergencg Preperedness 8 < Enginocring 
Response (Post 830103) 03/09/26 Consolidated Edison Co of New 

York. Inc ll7pp 20754 032 24X Fiche 50-000.83/09/26.0300300340 


0308300342 IE Inro Notice 03-62. "Failure of Redundant lomc Qas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Qvc list end 

JORDAN. F L Division of Emerqencij Preparedness |< Engineering 
Response- (Post 030103) 83/09/26 Consolidated Fdison Co of New 

York. Inc 116pp 20777 210 24X Fiche 50-000.83/09/26.0300300343 


0306300345 IE info Notice 83-63. "Potentjal Failures of Westlnghouse 
Type 9A— 1 Differential Relogs " Sve list end 
■JORDAN* E L Division of Emergency Preparedness tc Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of New 

York. I nr ll0pp 20770 001 24 X Fiihe 50-000103/09/56.8308300345 


0330300349 IE Info Notice 03-64. "Lead Shielding Attached to 
Safety-Related Sys W/o 10CFR50 59 Evaluation •' Sve list 
e nc ] 

JORDAN. E L Division of Emergency Preparodnoss ic Engineering 
Response (Post 830103) 83/09/29 Consolidated Edison Co of New 

VoTl* Inc llDpp 20716 324 24X Fiche 50-000.83/09/29.0300300349 


101 40261 PoT^jards JE Insp Repts 50-254/83-26 & 50-265/83-25 on 
030022-26 & 31 «< 0909 tc notice of violation 

HIND.J A Division of Radiological & Materials Safety Proqramr. 
03/09/29 REED. C Commonwealth Edison Co 2pp 20762 048 24X 

Ft the 50-254.83/09/29.0310140261 


— 6310140264 
RIND. J A 
B3/09/2Q 


Notice af violation from insp on 830022-26 tc 31 |( 0909 
Division of Radiological Materials Safety Programs 
2pp 20762 050 24X Ficho 50-254.03/09/29.031014026) 


--B310I4OS71 IE Insp Repts 50-254/83-26 0 50-265/03-25 on 830622-26 Ic 31 
{< 0909 Noncompl lance noted failure to distribute controlled 
emergency plan procedure revs to NRC 

PHILLrPS. ri P . PtOBKI.T J . PAPERICUO.C J Region 3, Office of 
Director 83/09/29 17pp 20762 052 24X Fifth e 50-254. 03/09/29, 

8310140261 


0310-120407 Forwaj ds list of welds not inspected for inter granular 
stress corrosion cracking during coirent outage par 
Sectiori III C 2 of 030026 shutdown order Technical 
4 -Lrst i fi ca 1 1 on also encl 

RYBA)^r0 Commonwealth Edison Go 03/09/30 DENTON. H R Office of 
Nuclear Reactor Regulationi Director bpp 20699 036 24X 

Fich# 50-265.83/09/30,0310120409 


B31Q120061 Responds to IE Oulletin 83-03 re diesel generator cooling 
uater pump discharge check valve Valve Pound to operate 
n o r ma S I y 

SARNESjP L Co-mmonwqal th Edison Co 83/10/04 KEPPLtR. J Q Region 
3. OPfice of Director 2pp 20697 174 24X Fiche 50-265,03/10/04, 

B3 1012006 1 


6310200124 Forwards IE Mgt Meeting Repts 50-010/03-10.50-237/83-27. 
50~247>'e3-25» 30-234/83-27. 50-265/03-26. 50-295/03-19, 

30-304/83-20. 50-373/83-30. 50-374/83-30. 50-454/03-44. 

50-455/83-33, 50-456/83-14 tt 50-457/03-13 

NORELIUS. C E Division of Project fc Resident Programs 03/10/04 
REEP. C Commonwealth Edison Lo 2pp 20B34 090 a4X 
Fiche 50 000,03/10/04.5310200124 


0300300752 lE Info Notice 03-66. "Fatality at Argentine Critical 
Facility " 8 vc list encl 

JORDAN. C L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/10/07 Consolidated Edison Co of New 

York. Inc 79pp 20B82 026 24X Ficho 50-000.83/10/07.8308300752 


0306300759 IE Info Notice 03-67. "Emergency Use Respirator Matl Defect 
Causes Production of Noxious Oases " Sve list encl 
JORDAN. E L Division of Emergency Preparedness 8 c Engineering 
Response (Post 630103) 03/10/il Consolidated Edison Co of New 

York. Inc ll7pp 21043 075 24X Fiche 50-000. 03/ lO/l 1. 8300300759 


8308300761 IE Info Notice 83-60. "Respirator User Warning Defective 
Self-Contained Dreathing Apparatus Air Cylinders " Sve list 
enc I 

JORDAN. E L Division of Emergency Preparedness 8 c Engineering 
Response (Post 830103) 03/10/11 Consolidated Edison Co of New 

York. Inc I20pp 20027 129 24X Fiche 50-000. 03/10/1 1 . 0300300761 


0310100230 Clarifies procedures for admitting NRC personnel to 
facilities Access lists identifying authorlied clearances 
encl Update uilll be provided every 6 months 

AXELBONrW L Region 3. Office of Director 03/10/14 REED. C 
Commonwealth Edison Co 7pp 20000 234 24X Fiche 50-254.03/10/14. 

8310180230 


0310250605 Foruiards IE Insp Repts 50-254/03-25 8 t 50-266/83-24 on 
630602-0930 No none omp 1 lance noted 

8 HAFER 1 W D Region 3. Office of Director 03/10/18 REED. C 
Commonwealth Edison Co 2 pp 20900 2/6 24X Fiche 50-254.03/10/18. 

6310250605 


—8310250613 IE Insp Repts 50-254/03-25 8 c 50-265/03-24 on 030002-0930 No 
noncompliance noted Major areas Inspected design changes 
8 ( mods, organ! zati on 8 < admini strati on, procedures, gnsl te 
review commi ttee. operational safety 8 . maint 

CHRISSOTIMOS. N . MQRRONOIELLai A . WALKER, R D Region 3. Office of 
Director 03/10/18 7pp 20900 270 24X Fiche 50-254. 03/10/10. 

8310250605 


8310270435 Ac k receipt of 030025 Itr re schedule for implementetl on of 
multiple peak resolution 8 . peak reclassi f icatlon 
enhancements to AAIS per IE Insp Repts 50-254/82-13 & 

50-265/011-15 

FAPERIELLO. C J Region 3, Office of Director 83/10/25 RYDAK. D 
Commonwealth Edison Co Ip 20923 057 24X Fiche 50-254.03/10/25. 

0310270435 


R Periodic operating reports 8 » related correspondence 


0310170353 Forwards listing of changes, testa 8. experiments completed 
during Sept I9B3 Summary of safety evaluation reported per 
lOCFRDO 59 

KALIVIANAKIB.N Commonwealth Edison Co 03/10/03 CASE. E 0 
Office of Nuclear Reactor Regulation. Director 6pp 20786 165 
24X Ficho 50-254.83/10/03,0310170353 


8310100263 Monthly operating repts for Bept 1903 W/031003 Ur 
MISAK. A L . KALIVIANAKIS. N Commonwealth Edison Co 03/10/03 
Director's Office. Office of Inspection and Enforcement d6pp 
20007 052 24X Fiche 50-254,03/10/03.0310100263 


B Reportable occurrences. LERs U related correspondence 


8310110430 Responds to FOIA request for Four different categories of 
documents described in 030510 Ur Porwardx matl listed in 
App Airesponsive to Hems 1.2 8. 4 DOE should be contacted 
for matl requested in Item 3 of Ur 

FELTON. JM Division of Rules and Records 03/06/M H1ATT.9L 
Ohio Cliiians For Responsible Energy 3pp 20706 002 24X 

Fiche 50-000,83/06/14.0310110430 
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— Q3lon047Q Responds to 830413 1 tr rst^ucstinSj info ve use of fotojgn 
ffldtU on valve seating surfa>cefi Lubr i c ants it clooning 
solvents used on valve component surfaces per vetidoT' 
recommendations & maint pra-ciices 

fARRARiD L Commanwea 1 tfi Edison Co 83/04/33 KEPPLER* J 0 
Region 3 j Office of Director 4pp S0706 063 P4X 
Fiche S0->000< 03/06/ 14. 83101 10430 


B310O6O24? LER aa'D 1 4 /03L-0 on Q309{>6i uth 1 1 e p erfcirmlrig local leak rate 
testi 5IV 2-203-SA Pound leaking in eicess of Tech Spec 
limit Cause unknoun Work request written to identlfg cause t* 
corrective action Supp 1 rept ii;i 1 1 be submitted 14/830958 ktr 
EAOLEiJ I KALWIANAKIE, N Commonuiea 1 th Edison Co 83/09/28 
KEPPLER>J Region 3. Office of Director Spp 20647 027 244 

Fiche 90-265,83/09/50.0310060249 


0310210016 LER 03-O15/O3L-O on 030912. d uring refueling outage local 
leak rate testing^ measured combined leakage rate for 
penetrations 6 valves found excessive (ause unknown Re-pairs 
U eoTrfctlve actions will be reported tl/B3l007 Iti 
KENDENMALLrE . KALIVI ANAki IS. N Conuno nwea 1 th Edison Cu 83/10/07 
KEPPLERiJ 0 Region 3i Office of Director 2pp 20850 263 24X 

Fiche 50-269.83/10/07,0310210016 


8310210054 LER fl3-Ol6/03L-0 an B30912. temp switch TS-3-'2370A tripped 
above Tech Spec limit I, switches TS-3-2370D *< TS-a-237lD 
failed In closed position Caused bg setpoint drift b 
overhea ting, Suitche s replaced hl/031QO/ 1 tr 

LEA9ERTQN. H . KAL19 I ANAKlS. N Commonwealth Edison Co 83/10/07 
KEPPLER.J 0 Region 3. Office of Director app 2QB55 290 24X 

Fiche 50-265,83/10/07.8310210054 


8310170661 Telecopy RO on 83101 1 , d ur Ing performance of ultrasonic Insp 
Of cleanup sgs piping, crack Indication dts-covorad in heat 
affected xone of ibkald 120'-S27 of line 2-lS02''6''A Further 
info to be provided within 14 dags 

KALI91ANAK13.N Commonwealth Edison Co 03/tO/)3 KCPPLER. J 
Region 3# Office of Director Ip 20/79 28S 24X 

Fiche 50-265, 83/ 10/12 • 8310170661 


8310180446 PNO-1 1 1-03-096 on 03101 1 , dur ing routine inservlce inspismall 
crack discovered on 6-inch piping In reactor water cleanup 
IV* Crack not In sys affected by NRC 030023 order or JE 
Bulletins 82-03 6 63-02 EituatlOn being evaluated 
DANIELSON. D i UALKER, R Region 3. Office of Director 03/10/13 
ip 20801 343 24X Fiche 50-263.63/10/13,6310100446 


6310270419 LER 03-O17/O3L-O on 630924, dux Inq RCIC tuibine area high 
temp switch calibr 0IS-2Q. temp switches TO 2- 1360-1 SD. 1 6D h. 

1 4D tripped above Tech Spec limit Caused by setpoint drift 
Switches replaced 11/031020 1 tr 

TODD. P . KALIVIANAKIS, N Commonwealth Edtsun C« 03/10/20 
«EPPLER.3 Region 3. Office of director 3pp 20923 074 24X 

Fiche 50-265,03/10/20.0310270419 
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F Security, medical, emergency 6 fire protecttion plans 


6310030141 Advises that 8207 1 5 6 0930 requests for NRC to concur u/ 
intent to move emergency support ctr & associated functions 
from Point Beach Energy Info Ctr to Milwaukee unaccepteb 1 e. 
par NUREO-0737, Supp 1 1 & Oeneric Ltr OF -33 

ElSENHUTiD 0 Division of Licensing 03/09/14 DUHSIErN.S 
Hltconsin Electric Puwci Co 6pp 20604 033 24X 

Fiche 50-266.83/09/14.0310030141 


8310170087 Requests that alternate spent fuel routes approved by NRC 
B30914 ltr be revised to allow use of IntsTStat* 70 
Interstate recently approved far use by 0tate of NYrpending 
c onilderatlon of insurance tr indemnification issues 

DANESE, F L Nuclear Assurance Corp 03/07/21 HILLMAN.C Division 
of Safeguards 4pp 20790 001 24X Fiche 30-266.03/09/51. 

B3101700B7 


6310060962 forwards modific-d 030922 primary spent fuel route From 
Vest Valley.NV to Point Beach. UI 

SHERR.T S Material Transfer Safeguards Licensing Branch G3/09/27 
DANESE.r L Nuclear Assurance Carp iOpp 20661 265 24X 

FI chi 50-266.03/09/27.0310060562 


8310030609 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J H Division of Rules and Records 63/07/20 Document 
Management Branch Ip 2060/ 036 24X Fiche SO-266. B3/09/20. 

0310030607 


— 0310030616 Forwards public vei sion af i wised emerqetici; plan 
implementing proc edures, me lod mg Frotodures EFIH 1 3 ie 
estimation of source term.LUU* 1 4 le radiological doso 
evaluation & LPIF^ 6 2 re plant evacuation 

FAV. C W Wisconsin Electric Flower Co 83/09/19 DENTON. H H 
Office af Nuclear Reactor Negu) at xun, Director Ip 20607 03/ 
24X Fithe 50 - 266 . 33/09/20, 0 Jl 0030609 


— 8310030624 Public version of revised emergency plan implementing 
(iroc edures , 1 nc lud mg Procedures EF*IP 1 3 re estimation of 
source term., Ep IP L 4 re radiological dosu evaluation S< EPJF' 

6 2 re plant evacuation 

« Niscon^in Electric Power Co 83/09/09 241pp 2060/ 038 c.»4X 

F iq h e 00-566. 03/09/50, 03 i 003060? 


8310180052 Forwatds canitiicd version of D3J003 modified aitemotr 
spent fuel route from West Valley, NY to Point Beach. WJ 
Remaining provisions of NRC 030914 ltr unchanged 

ShERR.T S Material Transfer Safeguards Licensing Branch 03/10/05 
DANESE.F U Nuclear Assurance Cot p lOpp SOS24 24 X 

Fiche 50-566.03/10/05.0310100055 


B3I0210044 Responds to 030914 ltr denying concurrence w/utll plans to 
move emergency support ctr from Two Creeks, WI to corporate 
headquarters In Mi 1 wauk e e. appi ox 100 miles from facility 
Po-tentiol problems overstated by NRC 

BUR3TE1N, S Wisconsin Electric Power Co 03/10/14 ElStNHUT, l> 0 
Division of Licensing 2pp 20055 315 ?4X Fiche 50-866.03/10/14. 

8310210044 


0310310370 PoTuarda revs bo modified amended security plan Revs 
withheld <ref 10CFR73 21 I* 2 7V0> 

aURSTEIN, & Wisconsin Electric Power Co 83/10/24 DENI ON. H R 

Office of Nuclear Reactor Regulation. Director Ip 20961 111 24X 

Fiche 50-266,03/10/24.0310310370 


D Adjudicatory correspond enc e 


0310070LS6 Forwards Director's Decision 03-14. deny ing 030909 lOCTR? 206 
petition re transport of spent niicleor fuel from 
West Va 1 1 ey 

DAVIS.J O Office of Nuclear Material Safety & Saf cguAr do. l>i r pr tor 
83/09/30 CELEDREZZE.A J Ohio. State of 2pp 206*10 300 24X 

Fiche 50-000.83/09/30. B 31 00701 56 


— 8310070161 Fortkfards Oirec tar's Decision Q3-14. deny ing 030B24 lOCrR2 206 
petition re transport of spent nucleni fuel from 
West Valley 

DAVIB.J 0 Office of Nucleai Materia) Safety fc 

aafeguards. Director 83/07/30 RESNiKfJFF, M Sierra (.luh Ip 

a06BD 309 24X Fiche 50-000.03/07/30,0310070156 


— 63]<}'07O167 Notice of issuance of Director's Decision 03-14. deny 1 uq 
S tate of OH tr Sletra Club 030709 & 0821, resp ec 1 1 vely . 

10CFR2 806 petitions rc transport of spent nuclear fuel from 
West Valley 

DAVIS.V 0 Office of fJucleor Material Safety & 

Safeguards, Dir Bctor 03/09/30 2pp 206B0 310 24X 

Fiche 50-000.03/07/30.9310070156 


—8310070171 Director's Decision 03-14. deny ing State of OH t Sierra Club 
930909 ti 0024, res pec t i VB Ig, lOCf ns 206 petitions le 
transport of spent nuclear fuel Pi am West Valley Request for 
hearing 6 for preparsttnn of ElS denied 
DAVIB.J O Office of Nuclear Material Bofetij h 
8afeg uard s, Dit ec tor 03/09/30 ICpp PO60O 312 24X 

Fiche 50-000.03/09/30, a:iJ0070l56 


6310060177 Order extending time until 031012 for Commlsnion to act to 
review ALAB-719 

CHILK. 9 J Office uf the Secictqry of the Commission 03/10/04 
CornmiBsionerc Ip 30647 104 24X Fiche 50-866.03/10/04, 

0310060197 


9310110274 Iriformc that licensee will file response to Wiacont in 
Environ Decade. Inc petition Servod on 830923 by 031017 Bve 
1 1st end 

CHURCHILL. 0 W Shaw, Pittman. Potts 6 Trowbridge CHURCHILL. 11 W 
Wisconsin Electric Power Co 03/JO/O7 CHILK, 0 0 tlffice of the 
Btcratary of the Commission 4pp 20666 200 24X 

Fiche 50-266. 93/10/07. 03101102/4 


B3lQt70493 Answer in opposition to Wisconsin Environ Decade BUOVB'I 
petition for review of A8LAB 830907 Decision AUAD-739, 
affirming ABLD D30204 au thnri xatlon foi Issuance of license 
amend Isnue not raised before A3LAB Certificate op 5vr end 
DACHNANN.R O Hearing Branch 1 03/10/11 Commissioners I4pp 

20704 123 24X riche 30-266.83/10/11,0310170493 
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0310140250 Urdpr o ji tend mg time until 031019 fnr CofnmiB&ion to at t in 
rflVieui AL/SD-71'y 

CHILK>8 J Office of the Secretary of the Commission 83/10/12 
Commissioners Ifi 20762 041 24X Tiche 50-266- Ql/ 10/ 1 2 p 

0310140250 


8310200102 Response apposing Wisconsin Environ Decade 830923 petition 
for revletj of Al A8-739 re steam generator tubes repaiied by 
sleeving Nexus betueen sleeving & tube failure shomn 
Certificate of [ 7 V c encl 

CHURCHILL, B W Wisconsin Electric Pouir Co CHUHChIU . B N Shaw- 
Plttman, Potts tf Iroubridgo 83/iQ/i/ Commi s s 1 one 1 s i^PP 

20936 350 a4X Pic he 50-266,83/10/17,8310200102 


8310190091 Order extending time until 831101 for Commiscian tn act to 
TBVieui Directoi Decision DD 03-13 

CHILK,8 J Office of the Secretary of the Commission 83/10/10 
Commissioners Ip 20822 265 a4X Fichc 50-266.03/10/10, 
0310190091 


8310260241 Order extending time until 031121 for Commission to act to 
review ALAB-739 

CHILK,S U Office of the Secretory of the Commission 83/10/24 
Commissioners Ip 20907 266 24X Fiche 50-2661 03/10/24, 

9310260241 


8310270297 Order extending time until 831128 for Commission to act to 
review Director 's Decision DD-B3-14, dony Inp Sierra Club & 

State of DH rottuests 

CHlLKrS J Office of the Secretary of the Commission 03/10/25 
Commissioners Ip 20923 198 24X Fichc 50-000.63/10/25. 

0310270297 


tt General correspotidence 


8310040623 Forwards rev to health physics organixation chart for steam 
generator replacement project, per request 

FAV. C U Wisconsin Electric Power Co Q3/09/28 DFNTON. H R 
Office of Nuclear Reactor Regulation, Director M|lLfR,J H 
Operating Reactors Branch 3 Ip S062b 348 24X 

Fichc 50-266,03/09/20.0310040623 


J Insurance & Indemnity inrormation 


0310110167 Forwaids Endorsement 59 to MAFl U Policy MF-53 *< Endorsement 
72 to NELIA Policy NF-I7e 

DUNDAS, U J Wisconsin Electric Power Co 03/10/03 NRC - No 
Detailed Affiliation Given 3pp S0668 Oil 24X 
Fiche 80-266,03/10/03.0310110187 


P Operating license stage documents & correspondence 


B310110530 "Assessment of Radiation Risks,'* util-medical dialogue 
presented at flp0922”?3 Inti Inst of Safety it Health 
forum in Wash Ing ton, DC 

LAPPfR E International Institute of Safety tt Health 00/09/23 
Sapp 207i4 161 24X Fiche 50-000. BQ/09/23. 03101 10530 


8310110504 Ack receipt Of 030906 Itr withdrawing request for amends to 
Tech Specs re operation at reduced thermal design flow 
Safety evaluation St 030408 Itr end W/o ends 
MILLER, J R Operating Reactois Branch 3 83/09/20 FAY, C W 

Wisconsin Electric Power Co 2pp 80715 173 84X 

Fiche 50-266.83/09/20,8310110504 


0310070020 Ack receipt of 030824 Itr requesting Commission publish 
notice of pending license amend in FR re New York Btnte 
Energy Ri<D Authority license for utils w/lrradiated fuel 
storage facilities 

DAVIS, J 0 Office of Nuclear Material Safety Safeguard s, Dirpctoi 
83/09/23 RESNIKDFF,H Sierra Club tp 20671 361 24X 

Fiche 50-000, 83/09/22i 8310070020 


8310270555 Forwards safety evaluation supporting design of reactor 
coolant vent sys per requirement of 10CFR5O 441 c ) (3) ( i i 1 ) <c 
NUREO-0737, Item II D 1 

MILLER, JR Operating Reactors Branch 3 03/09/22 FAY, C W 

Wisconsin Electric Power Co 7pp 20V44 003 24X 

Fiche 50-266, 03/09/22, B310270555 


8310040310 Poruards addl info requested in 830010 telcon re liATiklin 
Rftsearch Ctr 530617 draft technical evaluation rept on util 
response to Phase I of NURE0-06l2i "Control of Heavy Loads 
at Nuclear Power Plants " 

FAY, C W Wisconsin Electric Power Co 03/09/28 MILLER, J R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Branch 3 8pp 20613 096 24X 

Fiche 50-266,53/09/20,8310040310 


9310070439 FINAL ENVIRONMENTAL STATEMENT RELATED TO STEAM GENGRATOR 
REPAIR AT THE POINT BEACH NUCLTAR PLANT. UNIT i Docket 
No S0-S66 (Wirconsin Electric Power Company) 

CGLDURN,! O Division of Licensing NUREO-lOll 83/09/30 60pp 
Available at NRC *4 50 20672 299 24X Fiche 50-266.03/09/30, 

0310070439 


9310110446 Forwards FES (NUREO-lOll) re repair of steam generators tt 
notice of availability W/o em 1 

MILLER. J H Operating Reactors Branch 3 03/09/30 PERRIN, 8 

Environmental f'rntectlon Agency 2pp 20704 33i 24X 

Fiche 50-266-03/09/30,0310110446 


03101 10457 Notice of availability of FES (NUREO-lOll) re steam 
generator repair 

MILLER. 0 R Operating Reactors Branch 3 B3/09/30 2pp 

20706 317 24X Fiche 50-266.03/09/30.0310110457 


8310130033 Forwards Amend 7S to License DPR-24, safety evaluation If 
notice of issuance 6 availability Amend approves steam 
generator repair program *< requires that repair operations 
be conducted in accordance w/licensec commitments 
MILLER. J R Operating Reactors Branch 3 83/09/30 rAY,C W 

Wisconsin Electiic Power Co 4pp 20776 255 24X 

Fiche 50-266103/09/30.6310130033 


— 8310130036 Amend 73 to License DPR-a4. approving steam generator repair 
program ft requiring that repair operations be conducted In 
accordance u/llcense« commitments identified in approved 
steam generator repair rept dtd 620Q09 & revised 030301 
MILLEH, J R tJperatlng Reactors Branch 3 83/09/30 2pp 

20776 259 24X Fiche 50-266,03/09/30,8310130033 


— 0310130040 Safety evaluation supporting Amend 75 to License DPR-84 
* NRC - No Detailed Affiliation Given 93/09/30 SGpp 
30776 261 24X Fiche 50-266,03/09/30,0310130033 


—0310130044 Notice of Issuance 1, availability of Amend 75 to License 
DPR -24 

HlLLERf J R Operating Reactors Branch 3 03/09/30 3pp 

20776 319 24X FiChe 50-266.83/09/30,0310130033 


0310130052 Forwards Amends 74 I, 79 to Licenses DPR-24 8, DPH-27, 
respectively 8< Safety evaluation Amends revise degraded 
grid voltage relay setpoint t, associated time delay in Table 
IS 3 5-1 of Tech Specs 

COLBURN. T 0 Operating Reactors Branch 3 03/09/30 FAY, C W 

Wisconsin ClectriC Power Co 2pp 207/6 S20 24X 

Fiche 50-266,83/09/30,0310130052 


—8310130096 Amends 74 & 79 to Licenses DPR-24 h DPR-87, respectively , 
revising degraded grid voltage relay setpoint associated 
time delay in Table 19 3 5*1 of Tech Specs 
JilLLERrJ R Operating Reactors Branch 3 03/09/30 6pp 

S0776 222 24 X Fiche 50-266. 83/09/30, 0310130092 


'0310130062 Safety evaluation supporting Amends 74 b 79 to Licenses 
DPR-a4 it DPR~27j respectively 

* Office of Nuclear Reac toi Regulation, Diractor 63/09/30 3pp 
20776 220 SAX FiChe 50-366,03/09/30,0310130052 


8310170723 Forwards FES re steam generator repair (NUREG-lOl 1 ) W/o 
encl 

MILLER, J R Operating Reactors Branch 3 83/09/30 FAVhC W 

Wisconsin Electric Power Co 2pp 20798 096 34X 

Fiche 50-266, 83/09/30. 0310170723 


0310240116 Forwards Amends 77 b 01 to Licenses DPR-24 tt DPR-a7. 
respectively t< safety evaluation Amends revise Tech Specs 
to permit locatloft of spent fuel pool neutron absorber 
surveillance specimen adjacent to divider wall 
COLBURN, r O Operating Reactors Branch 3 B3/10/05 FAY, C W 

Wisconsin Electric Power Co 2pp 20B91 338 24X 

Fiche 50-266, 83/ 10/05, 8310240116 


—6310240122 Amend* 77 it 01 to Licenses DPR-24 It UPR-S7, resp ac tl vely . 
revising Tech Specs to permit location of spent fuel pool 
nuetron absorber survel 1 larice specimen adjacent to spent 
fuel pool dlvidoT wall 

MILLER, J n Operating Reactors Branch 3 83/10/17 7pp 

30891 340 24X Fiche 50-266,03/10/05,0310240116 


— 8310240125 Safety ^valuation sirpportinq Amends /? b 8l to Licens»s 
DPR-24 «< DPR-27, respectively 

* Office of Nuclear Reactor Regulation, Director 83/10/05 3pp 
20891 347 24X Fiche 50-266.83/10/05,0310240116 



DOCKETED ITEMS 


0130199 Forwafds Amends 76 8f QQ to Licenses 0PR-‘2'a t< DPR'2/, 
e sp e c t; i ve 1 ij & safeii^ evaluation Amend clarifies temirmlo^y 
®ed in llmitiTig cotidiblon for opera'tion h language te 
Briodic calibr interval raqi/i rernen t 

DLBtlRNrT O Operating Reactors Bra^nch 3 fl3/‘10/06 FAy, C W 

isconsiri Electiic Power Co 2pp 20/77 195 24K 

iche 30~366i 03/ 10/06, 83101 30197 


310130202 Amends 76 la 00 to Licenses DPR-aA tt DPR-2/» resp ec t Ively^ 
making administrative changes to Tech Specs to clarify 
terminology used in limiting condition for operatian 8f 
language re periodic calibr interval requirement 
HILLER, J FI Operating Reactors Branch 3 03/10/06 iOpp 

20777 197 24X Fiche 30-266.03/10/06,8310130199 


31D130203 Safety evaluation supporting Amends 76 8« 00 to Liccn&e& 
DPR-24 & IlPR-27* resp ec 1 1 ve 1 y 

• Office of Nuclear Reactor Regulation* Director 03/10/06 2pp 
20777 207 24 X Fiche 50-266.03/10/06.8310130199 


Jie0490 Application to amend Licenses DPn-24 6 DPR-27 modifyiriq 
Bch Spec Change Flequest 33 reflecting changea in effluent 
inltorlng instrumentation Te'sultinQ from recently installed 
nproved radiation manitoring sys 

W. C M Wisconsin Electric Power Co 83/10/07 DEN10N*H R 
Pfice of Nuclear Reactor Regulation* Director 3pp 20799 114 
»X FJche 30-266*03/10/07.8310180490 


]i0lQ0492 Proposed radiological effluent lech Specs reflecting mods 
to radiation monitoring sys 

r Wisconsin Electric Power Co 03/09/30 47pp 20799 117 PAX 
Fiche 50-266i 03/10/07, 8310100490 


110100493 Roy 0 to "Offsite Dose Calculation Manual 
* Wisconsin Electric Power Co B3/09/30 65pp 20799 164 PAX 
Fiche 50-266.83/10/07,8310180490 


110180499 Rev 2 to "Environ Hnnitonng Manual " 

* Wisconsin Electric Power Co 82/06/30 33pp 20799 329 PAX 
Fiche 50-366i 83/10/07. 8310180490 


llOiaOSOP ’’Process Control Frogrori " 

» Wisconsin Electric Power Co 83/09/30 216pp 20799 284 PAX 

Fiche 50-266* 83/10/07* 8310180490 


'280098 Confiims arrarigemants for NRC site visit on 831101-03 to 
tain addl info to complete evaluation of inservice testlnp 
ogram for pumps valves 

LLEFl. J R Operating Reactors Uranch 0 03/10/07 FAVi C W 

sconsin Electric Power Ca Spp 20961 360 24X 

Che 50-266.03/10/07,0310280090 


130DOA Discusses 831013 meeting to resolve deficiencies noted in 
anltlin Research Ctr technical evaluation rept re environ 
aliflcation of safety-related electrical equipment Agenda 
supporting documentation end 

RBTEINrS Wisconsin Electric Power Co 03/10/10 DENTON* II R 
fiee pf Nuclear Reactor Regulation* Director MILLFR*J II 

eratlng Reactors Ilranch 3 30pp 20726 207 PAX 

Che 50-266,83/10/10.0310130004 


180421 Informs of proposed minor changes to commitments mode in 
sponse to implementation instructions of NURE-O-OSTO, re 
»rt-term lessons learned Duty technical advisor quarters 
11 be Incorporated in boundary control ctr 

/, C W Wisconsin Electric Power Co 83/10/10 DENTON, H R 
Fice of Nuclear Reactor Regulation* ULrectur 2pp 20803 30b 
IT Fiche .90-266*83/10/10,0310180421 


170079 Notification of 831013 meeting w/util in Dethe8da,hD to 
icuss method for achieving final qualification of 
Fcty-relat ed electrical equipment Final rept will be 
tued based on meeting results 

.HURNrT O Operating Reactors Branch 3 83/10/1} HILLER* J R 

>ratlnp Reactors Brnnch 3 3pp 20798 014 24X 

;he 50-266.83/10/11.8310170079 


!6015D Requests te be removed from list of addresses for steam 
lerator repair CIS 

INY, J Transportation. Dept of 03/10/11 HILLER. J R 
rating Reactors Branch 3 Ip 20915 196 24X 

he 90-266.83/10/11,8310260150 


80147 Forwards 030930 Dlrector'i Decision 63-14. denying State of 

& Sierra Club I0CFR2 206 petitions re transportation of 

nt fuel from West Valley facility, per B3D930 request 

NJHOMAff, R E Division of Fuel Cycle b Material Safety 03/10/18 

LLERjF Environmental Policy Infitltute 2pp 20961 329 24X 

he 50-000,83/10/18,9310200147 


O Inspection reports. IE Dulletin«^ & c oi * e spend enc c 


0300300340 IE Info Notice 03-61 , "Alleged Use of Btai.d-li.s for Wilder 
Oua 1 1 f 1 ca tion Tests '' 5vc list enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Enq i ne er m tj 
Response (Post 030103) 03/09/26 C un no 1 1 dated Ldisan Ln of New 

York, Inc 117pp 20754 022 BAX Fir he 50-000, 03/09/26, 0 J0Q"l0034O 


0300300343 IE Info Nutice 03-62, ‘'Failure of Redundant Tone Ooh 
Detector's Positioned at Conirnl Room Ventilation Atr 
Intakes " Sve list end 

JORDAN.E L Division of Emergency Preparedness S< Engincorlnq 
Respanse (Post 030103) 83/09/36 Consolidated Edison Co of New 

York, Inc H6pp 20777 210 24 X Fiche 50-000. 01/09/36, G30 Dj0034 2 


8300300345 IE Info Notice 03-63. "Potential Failures of Westinghousu 
Type 5A-1 Differentia) Relays ” Sve lit>i end 

JORDAN. C L Olvlfllon of Emeroency Prep ar Bdrres s 8, Lnglnoering 
Response (Post 0301031 83/09/26 Consolidated Edison Co of New 

York, Ini ll»pp 20770 OOL 24X Fic he 50-000. 01/09/ 26. OJO03OOJ4L 


8310030447 Farwaids list of Flay Miller products Installed at 
facilities, in response to IE Ilulletln 03-07 Investigation 
of subtler suppliers in progress 

FAV, C W Wisconsin Electric F’nuier Co D3/09/26 KI r*PLEf(, vl G 
Region 3, Office of Director 4pp 3()60l OJO riAX 
Fiche 50-266* 03/09/26. 8310030447 


0310130089 Responds to lE Info Notice 83-01 j, IE Dullotiri 03-0? to 
investigation of applicability of Ray Miller, Inc fraudulent 
practices Identified items have no adverse safety 
significance List of installed products end 

FAY*C » Wise a ns in Electric Mower Co aj/09/36 KL(4^LER, J G 

Region 3. Office of Director App 2<>696 187 24X 

Fiche 50-266. OJ/09/36. 8310150009 


8300300349 IE Info Notice 93-64, "Lead Shielding Attached tu 
Safety-Related Sys W/o 10CFR5D 59 Evaluation " Sve list 
e nc 1 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/09/29 Consolidated Edison Co of New 

Yori, Int ll'^pp 20716 324 2AX Fic ho 50-000. 03/09/29. 0300300349 


8300300370 IE fnfo Notice 83-65, "Surveillance of Flow in RTt) Bypass 
l-oaps Used in West 1 nghouse Plants " Svt list end 
JORDAN, E L Division of Emergency preparedness Sc Engineering 
Response (Pest 03OJO3) 03/10/07 Consolidated Edison La of New 

York. lilt 76pp 20827 213 24X Fi chc *^0-000, 03/10/07, 0308300370 


6308300752 IE Info Notice 83-66, 'Tatality at Argentine Critical 
Facility " Sve list end 

JORDAN.E L Divinian of Emergency Preparedness 8c Enqinoering 
Response (Post 830103) 03/10/07 Consolidated Edison Co of Neui 

Vorl* Inc 79pp 20882 026 24X Fiche 50-000,03/10/07,8300300/52 


83O03OO'759 IE Info Notice 03-67. "Emergency Use Respiraitir Mat! Deferi 
Causes Production of Norlous Oases " 8vc list enc 1 
JORDAN.E I Division of Emergency Preparedness & Engineering 
Response (Fast 830103) 03/10/11 Consolidated Edison Co of New 

York. Inc I17pp 21043 075 2AX Fiche 50-000.83/10/11,8300300759 


03O83DO761 IE Info Notice 93-60, "Respirator User Waininq Defective 
Self-Contained Breathing Apparatus Air Cylinders " Eve list 
enc 1 

JORDAN.E L Divicion of Emergency Preparedness & Englnepriiig 
Response (Post 830103) 83/10/11 Consolidated Edison Cn of New 

York* Inc I20pp 20827 129 2AX Ficho 50-000, 03/ 10/ 11 . 0308 <00761 


B31O10O261 Clarifies NRC position re procedures for admitting NRC 
personnel bo facilities Access should be provided to Regiori 
III personnel listed in eocl Update will be provided every 
6 months 

AXELSON/W L Region 3, Offict of Director 83/IO/lA DURSIFIN,0 
til scans in Electric Power Co 7pp 20S02 275 24X 

Fiche 50-266,03/10/14.6310100261 


9310270294 Forwaids IE Insp Rept 5 50-266/83-17 6 50-301/03-16 on 
830008-0922 h notice of violation 

PAPERIELLD.C J Region 3. Office of Director 03/10/14 
Di/RSTEIN, S Wisconsin Electric Power Co 2pp 20923 196 f'OX 
Flch« 50-266. PJ/1 0/1 4, 83 1027 OL394 


— 83L0270303 Notice of violation from insp an 630808-0922 

PAPERIEtLD. C J Region 3. Office of Director 83/10/13 Ip 
20923 19B 24 X Fiche 50-266. 03/10/ 14, 0310270294 


—8310270313 IE Insp Repts 50-266/03-17 6 50-301/03-16 an 03O8OG- 09 j 2 
Noncompliance noted failure to perfoim appropriate 
contamination survey of radioactive mails shipment 
LOVENPALE, P t , PAUL, R A , HAGUE, R U Region 3, Office of 
Director 83/10/12 Spp 20923 199 24X Fiche 50-266,03/10/14* 

3310270294 


DOCKETED ITEMS 


67 


831024004a Ack receipt of 03O9iV 1 tr informing WRC of strps taken to 
correct violations noted in IL Insp f?epls bO-a66/Q3-n 8c 
30-301/OJ-13 Fuel handling training niiict be completed by 
B3130J 

SRAFERi W 0 Region 3. Office of Director 03/10/lB QlWSTLUhS 
Ulsconsin Electric Power to Ifi 20001 340 24X 

Ficho 50-266, 03/10/10. 8310340042 


— 63103400*11 RespondB to NRC 030023 1 tr re violations noted ii> It Insp 
Repts 50-266/63-13 t 50-301/03-13 Corrective action', 
supervisor instructed on use of procedures 8 , good 
engineering practices when operating refueling equipment 
CASSIDY, T J W1 •icons in Electric Power Co 03/09/22 KEPPirp.^i 0 

Region 3, Office of Director 3pp 20001 349 24X 

Fiche 50-266, 03/10/10, 0310240042 


R Periodic operating reports *< related correspondence 


6310180119 Monthly opoiating repts for Sept 1903 W/031010 Itr 
FAY. C W Wisconsin Electric Powui Ct> 03/10/05 NKC - No 
Detailed Affiliation Olven 9pp 2000/ 173 ?4X 

Fiche DO -2661 03/10/03. 03101001 19 


S Reportable occurrences. LERs related correspondence 


8310280079 Responds to FOIA request for AhOD rept, “Loss of Ohuldown 
Cooling & Subsequent Doron Dilution at ban Onofro P. " dtd 
030433 L documents re fuel rod degradation problem described 
in IE Info Notice 02-27 Forwards App A documents 

FELTON, J M Divinlon of Rules and Rocords 03/07/20 HIATT, S i 
Ohio Cttiiens for Responsible Energy 2pp 20962 156 247 

Fichfi 50 000,03/07/20.8310200079 


'8310200160 LER 50-266/75-U) on ;bl217, during Cycle 3-4 rrfurllnfl, 
discovered section of fuel rod missing Caused by water 
impingement through baffle plate while failed assembly In 
Cycle 2 position li-1 Invpstigotion in progress W/751230 Itr 
DOBE, P E , DURSTEIN , 8 Wisconsin Electric Power Co 75 / 12/00 
RUSCHE, 0 C Office of Nuclear Reactor Regulation, Dirottrir iOpp 

20962 253 24 X Ficho 50-000, 03/07 /,’’0, 0310200079 


— '0310200171 LER 30-266/76-12 oii 76i2S2iwall cladding defects noird in 
one rod of fuel assembly 007 Caused by rod vibrating against 
rod retaining grid springs Peoning of core baffle plate 
JO i n t s, c omp 1 etod in Nov 19/6, should prevent recurrence 
DDDE, P C Wlscnnsin Electric Power Co 7//01/04 3pp 
20962 863 ?4X Firhe 50-000,03/07/20,0310260079 


0310270300 LER 03-004/03L-0 on 8302 JO, measured flow of 3,100 cfm for 
train U standby gas treatment did not meoi min Tech f)pec 
requirement of 3,150 cfm Caused by clogged demisters 
Demisters cleaned & procoduro will be revised W/03D311 Itr 
IVERSON, 0 , MUSOLF, D Northern Btaios Power Co 83/03/11 Region 
3, Office of Director 3pp 20938 07 J 24X Fiche 50-000, 03/09/29, 
0310270347 


0310060420 PNO- 1 n~B3“O09 on 030929, temporary restraining order 
requested to prevent shipmorrt of spent reactor fuel through 
State of OH denied Pretrial conference set for 031006 Uotol 
govts alleged inadequate preparation by local agencies, 

STRASMA, J , MENC2E«,W Region 3, Office of Director 03/09/ 30 
2pp 20641 221 24X Flcho 50-000,03/09/30,8310060420 


8310070301 Potential Part 21 rept re viiderrange charac teristic of 
Model N-rilOM transmitter Undorrnnge xero offset may occur 
when transmitter initially prossurixed from atmospheric to 
suppressed xern input End users notified 

DERBERIAN, M J Foxboro Corp 03/09/30 Director's Office. Of tin 
of Inspection and Enforcement lipp 20651 064 24X 

Fiche 50-000,83/09/30, 0310070301 


0310060264 PNO-1 1 1-03-091 on 031OOJ , 6 -manth outage commenced for 
refuel Ing. rout ine maint $. Tcplacrment of two steam 
g-enerators Authorl xa tl on to replace generators received on 
830930 

JACKIH, I r SHAFER, W Region □, Office of Director 03/10/03 Ip 
20645 265 24X Fiche 50-266,03/10/03,0310060264 


8310140255 PND- 1 M -03-094 on 830930, contamination found on empty 
spent fuel cask shipped frnm facility Trailer used to 
transport empty spent fuel casks experienced brake ptobleme 
on 831005 All shipments under insp 

LOVENDALE, P , OREOER, L R Region 3, Office of Director 03/10/06 
app 20759' 238 24X Fiche 50-266/03/10/06,0310140205 


V, Operator examinations 


DOCKET 50-267 FORT ST VRAIN NUCLEAR GENFRATING STATION 


F Security, medical, emergency & fire proiectian pirns 


B310030446 Forwards IE Insp Repl 50-267/03-13 on 030613-16 No 
noncomp 1 1 ance noted 

MADSEN* G L Region 4. Office of Director 03/00/00 UEE. U R 
Public SoTvice Co of Colorado 2pp 20601 022 24X 

Fiche 50-267, 03/00/00. 0310030446 


—8310030457 IE Inep Rept 50-26//B3-13 on 030613-16 No noocomp 1 iance 
noted Major areas inspected licensee performance tc 
capabilities during exercise of emergency plans 6 
procedures 

MONTGOMERY, J L , HACKNEY, C A , WISE, R Region 4, Office of 
Director 03/OB/O4 14pp 20601 024 24X Fiche 50-267,03/00/00, 

0310030446 


0310180196 Informs that based on review of 830414 submittal, I Icensee 
forward command post (emergency operations facility) 
complies u/roqulrufnonts of Table 1 to ^iuppl 1 of NURLG-0/3/ 
MADSEN, 0 L Region 4, Office of Diiector 03/08/16 LEE, 0 R 
Public Service Co of Colorado Ip 20B06 341 24X 

Fiche 50-267/03/00/16,0310100196 


0310040550 Forwards IE Insp Rept 50-267/03-30 on 830735-29 6 notice of 
V tola ti on 

MADSEN, 0 I Region 4, Qfflco of Director 03/07/06 LEE, 0 R 
Public Service Co, of Colorado 2pp 20625 344 24X 

Flcho 50-267,03/09/06,0310040550 


— 8310040566 Notice of violation Ti om insp un 830725-29 

a Region 4, Office of Director QJ/09/06 Ip 20625 346 P4X 
Fiche 50-267, 83/09/06, 0310040550 


—0310040644 IE Insp Rept 50-a6//B3-20 on 030725-27 Nontompl ioncD noted 
failure to dJstiibute security program audit to corporate 
mgt Details withheld (ref lOCrR73 21) 

EVANS, C A . KELLY, J , HUNNICUIT, D Region 4, Office of Director 
03/09/01 ip 20625 34/ 24X Fiche 50-267,83/09/06,0310040550 


8310040169 Responds to NRC 830019 Itr re violations noted in IL insp OTi 
830001-05 Corrective actions Change Notice 1377 will be 
reissued to identify Door 66 os Class 1 & control room door 
holes filled 

BREY, H L Public Service Co of Colorado 03/09/19 MAD6fcN,0 U 
Region 4, Office of Director 4pp 20A08-2I4 24X 

Ficho 50-267, 03/09/19, 0310040169 


0310040376 Responds bo NRC 030902 Itr re violations noted in IE Irisp 
Rapt 50-267/03-16 Corrective actions guard force personnel 
retrained 

MAREMOaURG. D N Public Sex vice Co of Col ora do 83/07/20 
COLLINS, vi T Region 4, Office of Director 3pp 20613 080 24X 

Fiche 50-267, 83/09/20, 8310040276 


8310130236 Responds to NRC 030906 Jtf re violations noted in Ib Insp 
Rept 30-267/03-20 Corrective actions security program audit 
distribution matrix developed ^ utilized beginning 030408 L 
rev to Procedure Q-IS effective 830624 

GAHM.J W Public Service Co of Colorado 83/09/83 CQLLrN 8 ,J T 
Region 4, Office of Director 3pp 20723,283 24X 

Fiche 50-267. 03/09/23, 0310130236 


0310110234 Relflai,BS public version of revised emorgency plan 
implemonting procedures 

FELTON. J K Division of Rules and Records 83/10/05 Document 
Management Dranch Ip 20606 006 34X Fiche 50-867,83/10/05, 

8310110234 


— 6310110236 Forwards public version of levised emergency plan 
implementing procedures W/o end 

WAREMflOURO.D W Public Bervice Co of Colorado 83/09/ J 6 
COLLINS. T Rcgiqn 4, Office of Director 3pp 20606 000 84X 

Fiche 50-267,83/10/05,8310110234 


8310100385 Faiwaids list of new llcenslno at tloni, camp le ted actions 
action summary Duiing Last Ouartei FYHJ, considarab le time 
spent an Rev 1 to update FBAR h preparation of confirmatory 
order for NUREO-0/37 items in Suppl 1 

WAflNER, P C Region 4, Office of Director 03/10/06 MAPSKN, G. L 
Region 4. Office of Director 6 pp 20003 207 24X 

Fiche 50-267,83/10/06,8310180305 


8310070303 Requests extension of effective date of compliance w/ 
lOCFRSO re licensed operator staffing to 671010 
FAY,C W Wlscansin Electric Power Go 83/09/30 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Opp 2063J OVu 
24X Fiche 50-266,03/09/30,8310070303 



)8 


DOCKETED ITEMS 


Operating license stage dncutnents correspondence 


t310310aB4 Forivards Amend 35 to LiceT>SB |iPH-'34 tc BIA Ametid revisps 
norvradi ol og i ca 1 ETS bg substitution of environ protection 
plan 

WAONEftiP C fiegioTi 4i Office of Director B3/0B/IO LEE.O 
Public Bcrvic® Co of Colorado 2pp 50959 328 24!X 

FiChe 50-267. 03/08/10. G310310384 


-aaiOSloaBB Amend 35 to License DPn-34* revi s ing nonrad i ol ogica I El S 
bg Bub stltut ton of environ protection plan More restrictive 
scale for aerial photography Incorpoi ated 

WADSEN. 0 L Region A, Off ice of Uirettor 83/00/10 13pp 
20959 330 24XFlche SO-267, OO/OB/iO. D3J03l038fl 


-0310310393 ElA supporting Amend 35 to License DPR-34 

♦ Region Office of Director 83/08/10 6p p 20959 343 PflX 
rich* 50-267.03/08/1010310310304 


— 8310130328 Proposed Tech Specs re -environ monitoring pTogiam. 
radiological disposal sgs & rad ml og J cal monltorinq prDtjmm 
Significant haiards considerations analysis end 

* Public Service Co of Colorado 03/0V/2B 12c.'|jp bJO/c!*.’ 114 

24X Flche 50-267.83/09/20.0310130260 


0310130272 Forwards application for amend to License l)PU -34 . au tbor 1 1 1 in( 
r e c e 1 p t . ptjs SB s B i on & use of add 1 activity of Cs — 13/ 8. Kr—Oh 
for calibr of nouly acq.uirod portable radiation 
1 nstru-montation 

LEE. □ fi Public Service Co of Colorado 83/09/28 COLLINS. J I 
Region 4. Office of Director 2pp 20723- 205 24 X 

Fiche 50-267. 03/09/ 20-. 93101302/2 


— g3lOi302/5 Application for amen 
posEOBSion ^ use oi* addl acti 
calibr of neiuly acquired poi t 
LEE. 0 R Public Service Co 
20723 207 24 X Fiche 50 '267. 


d to Litenie DPR-34. author 1 1 1 nq 
vity of Cb“ 13/ S» Kr 85 for 
able radiation instrumentation 
of Colorado Q3/09/2B t»pp 
03/09/20. 0310130272 


1 e I r I p t . 


I3101B0212 Act receipt of B30610 lir transmitting currant OA program 
p«r 10CFR50 53(fl Pragram being revieuicd 

MADSEN* 0 L Region 4* Office at Dlrecior B3/OB/15 LEE, U H 
Public Service Co of Colorado Ip 20808 316 a4X 
Fiche: 50-267. 83/08/13,0310180312 


—8310130279 Proposed Tech Specs re addl activity of Cfl- 137 I* Kr 05 Poi 
calibr of newly acquired portable radiation instrumentation 
Significant haiards considerations analysts end 
* Public ServicD Co nf Colorado 0 */O9/20 3pjJ 2072J 2JL' 

24X Fiche 50-267.63/09/20.0310130272 


1310040325 Concurs w/NRC conclusion that lech Spec SR S I 1 sufficient 
to demonstrate control rod operability 6 NRC recommsnda tton 
to revise second paragraph re control rod drop mai temp 
monitoring Future license amend rev provided 
HAREMflOURQ»D Public Service Co of Colorado 83/09/21 
COLLINS. J T Region 4, Offlcp of Director 2pp 20620 216 24X 

Fiche 50-267.03/09/21,8010040325 


83101302B1 Application for amend to Licouse DPR -34. onsin i np capability 
-of primary RCH compononts to maintain primary roactor 
coolant envelope as fission product hairier 

LEE,0 R Publjc Service Co of Colorado 03/07/28 COLLINb.vl 1 
Region 4, Office of Dxrecter 4pp 20723 147 24X 

Fiche 50-267,03/09/20.0310130281 


J310040407 Forwards comments & suggestions re rewording Rev 1 to 
delegation b- assignment to Region IV of certain licensing 
functions Author does not concur in memo due to belief that 
authority St responsiveness of Region Iv/ harmfully affected 
COLLINS, J T Region 4, Office of Director 83/09/22 CASE, E 
Office of Nuclear Roactor Regulation. Director 3pp 20619 054 
24X Fiche 5-0-267,83/09/22.0310040407 


--8212130165 Delegatee 6 assigns certain licensing functions for plant to 
region Bpociflc delegations t, assignments listed 
0IRCK3,W J Office of the Eeecutivo Director for Operations 
82/12/03 COLLINS. J T Region 4, Office of Director 2pp 
20619 057 34 X Fiche 50-267.83/09/2-2,0310040407 


1310040456 Forwards safety evaluation of NURE 0-0737, Item II 0 3. 
"Post-Accident Sampling Sys Util meets sii of 11 
criteria Comments requested within 30 days N/o encl 
hADSEN, 0 L NRC - No Detailed Affiliation Oiven 03/09/22 
LEE,a R Public Servi-ce Co of Colorado ip 20624 225 24X 

Fiche 50-267.03/07/23,0310040456 


3310130193 Forwards revised application for amend to License DPR -34, 
proposing supplemental changes t-o admlni strative controls 
Tech Specs re min shift creu composition 8< plant operations 
review committee, per Generic Ltr? 02-12,02-21 8, 82-23 
LEE, O R Public Service Co of Colorado 03/09/28 COLLINS, J 1 
Region 4, Office of Director 3pp 20724 332 24X 

Fiche 50-367.03/09/20,0310130193 


—8310130200 Revised application for amend to License DPR-34, proposing 
supplemental changes to administrative c-ontrols Tech Specs 
re min shift crew composition requirements & plant 
operations review committee 

LEE, O R Public Service Co of Colorado 83/09/20 4pp 
20724 335 24X Fiche 50-267.03/09/28.8310130193 


-0310130204 proposed changes to ad-mini strat ive controls Tech Specs so 
min shift crew composition requirements -t plant operatio-ns 
review committee 

e Public Service Co of Colorado 83/09/28 29pp 20724 339 
24X Fiche 30-267, 03/07/28 ,0310130193 


3310130260 Forwards application for amend to License DPre-34, chatig inp 
radiological E18 to Incorporate changes in nuclear Facility 
safety committee responsibilities 6 r eanlrements for 
effluent 8< environ monitoring 

LEE, 0. -R Public Service Co of Colorado 83/09/80 COLLINS, \J T 
Region 4, Office pp Director 3pp 20732 107. 24X 

Fiche; 5 0-86 7, 83/07/20, 8310130860 


-6310130324 Application for amend to License DPR-34r changing 
radiological ET8 to incorporate changes in nuclear facility 
safety committee reip enelb 1 1 i ties it requirements for 
effluent it environ monitoring 

LEErO R Public Service Co of Colorado 83/09/20 4pp 
20722 UO 24X Fiche 50-267, 03/09/20, 0310130260 


— 8310130204 Proposed Tech Opecs ensurinq capability of primary RC8 
component to maintain primaiy reactoT coolant envelope as 

fission product harrier 

e Public Servlco Co of Colorado Dj/ 09/28 45pp ^0/1.3 lul 
24X Fiche 50-867,03/09/20.0310130201 


a3l0l30300 Forwards application for amend to Llcenae DPR '34. chang inn 
Tech Specs gectiona 43 10 N 5 3 Q to incorporate 
supplemental changes re snubber functional testing plans 
LEEjO R Public gervice Co of Colorado 03/O9/21d COLLIN0. J T 
Reglo-n 4» Office of Director 3pp 20719 t53 24X 

Fiche 30-267, 03 /09/ a a, 83 1 0 1 30300 


— 0310130303 Application for amend to License DPR~34, chang ing Trth Hpi'cs 
Sections 4 3 10 8, 5 3 B to incorporate supplemental changer, 
re snubber functional testing plans 

LEE, 0 R Public Service Co of Coloiodo 03/09/28 4pp 
20719 196 24X Fiche 30-267. 03/09/20, 0310130300 


— 0310130304 Proposed changes to Tech Bptes Sections 4 3 10 b 3 0 to 
imeorparate supplemental changes re snubber functional 
testing plans 

• Public Service Co of Colorado 03/07/20 44pp 20719 J60 
24X Fiche 50-867.03/09/20.0310130300 


0310210253 Notifies that submittal of addl info for H-451 yrapijile 
postponed to S3102Q,por NRC BJOB02 1 tr Postponement due to 
unforeseen difficulties u/compvtor codec Analysis wort, 
referred to in G30SiS I tr. p erf ormqd 

BREY, H L Public Service Co of Colorado 83/10/04 COLLINS. J 1 
Region 4. Office qf Director 8pp S0U51 261 24X 

Fiche 50-267,03/10/04,6310210253 


8310180305 Forwards list of new llcenelnp actions, comp 1 eted actions It 
action summary During Last Quarter FYDS. c onsi derab 1 o time 
spent on Rev I to update TSAR 4< pieparation of confirmatory 
order for NURC.G-0737 items in 8uppl I 

WAGNER, P C Region 4. Offico of Director 03/10/06 MADBI-N, 0 L 
Region 4, Office of Director 6pp 20003 207 y4X 
Fiche 50-267,83/10/06,8310180309 


8310810433 Forwaids Amend 36 to Litenbe J)P»-34 h safety evaluation 
Amend revises adml n Is trati ve Tech Bpecs to incorpoiate 
various editorial it format corrections, per NUREO-0737, I tem 
I A 1 3 

WAGNER, P C Region 4, Office of Director 03/10/13 LCfc. U R 
Public Service Cq of Colorado 2pp 20959 194 24X 

Fiche 50-267,03/ 10/ 13. 0310310433 


— 8310310435 Amend 06 to Liconwe 
Specs to incorporate various 
per N0REO-O73/4 Item I A I 3 
JOHNSON, E H Region 4, Offic 
20959 196 24 X Fiche 90*267. 


DPR-34i revising administrative Tech 
editorial 6 format correctional 

e of Dll actor 03/iO/13 34hp 
83/10/13. 8310310433 


DOCKETED ITEMS 


69 


O In^petkjon repurttf IE Dulletinb & t. oi r or>pondenc c 


6'ai0030344 pDT'ujatds lE Intp Rgpt bO *«i!67 /t}3 18 on B^0^40l-'^0 ^ nttliCL 
of violation 

MADSEIvJ. 0 L Rcqioti 4, Office of turcclor 03/07/81 Lf:F,0 M 
Public Service Co of Colorado i.*pp 8D'i70 10f> 84X 

FJ chc 50 -^ 67 , 03/07/21* 031 0030J44 


— -031003034/ Nubico of violaiioli fi on jnt.p on B30A01"30 

# Region 4i Office of Uiiettoi 03/07/21 3pp 20590 J87 247 

FUho 50-267. 83/07/21* 0310030344 


' — 831003D350 IE Inap Rupt 00-26//OJ-10 on a3060l'30 Nonconip I lance noked 
failure to follou procedure!* re eciuip')>etil clearaiuoi. It 
surveillance lerting praorfiii 

DICKERSON. H W * PLUMLEE.O I. * HUNNJCim,D M Ren 1 oit 4, Of f i c P of 
Director 83/07/lQ 15pp 20590 190 24X Ficbc 50-26/, 83/0//21, 

8310030344 


8310030446 Forwai ds lE Insp Hopt 50-267/83-J3 on 830613-16 No 
r oncoinp 1 1 atice netrd 

MAOSEN. G I Rpijinn 4* Office of Director 03/08/00 LEE, O 9 
Public Service Co of Colorodo 2pp 20601 032 34X 

rich© 50-267. OJ/08/00. 031 0030446 


—831003045/ IE Insp Ropt 50-26//03-J3 on 030613-16 No noncompl Janre 
noted Major areas inspected licensee performance 
capabilities during exercise nf emernency plans it 
procediir ec 

MaNIOOMLrty, 3 U * hackney, C A , MISE/R Region 4, Off Ice of 
Director 03/00/04 I4pp 20601 0P4 24X Fithe 50-267, 03/00/00, 

e3l00304/'6 


3310060013 Formal ds 1C Insp Rupi 50-267/03 1/ on 030621-24 tt notice 
of violation 

MADSEN, G L Reqiun 4, Offitt of Diieclor 03/08/22 LCE, 11 R 
Public Ueivico Co Of Colorado 2pp 20649 243 24X 

Flche 30-26/* 03/08/22, 831006001 J 


—8310060014 Notice of violotion fi om iHbp on 030621-24 

» f?Bqion 4, Uffice of Diretioi 83/0P/23 Ip 20647 fM** 24X 
Fiche 50-26/, 83/00/22* 03 J 0060013 


— 0310060015 IE Insp Rept 50-26//B3-17 uii 830621-24 Noncamp 1 lanc c nutrd 
failure to locale recardB fif reactor bldg exhaust filler 
tests from previous insp 

NDLI.EY, N L , MURRAY, D , HUNNJCUTT, D Reninn 4* Office of Dii ectoi 
03/00/15 7pp 20649 246 24X rirlio 50-267*03/00/22,0310060013 


B31 0040500 Forwards IL Insp Ropt 50~267/H3 -22 on 830/01 31 6 noticr 
of violation 

MADSEN, 0 L Region 4* Office of Director 03/00/24 LEE,0 R 
Public aorvice Co of Coloiudu 2pji 20622 283 24X 

rich© 50-267, 83/00/24* 0310040500 


— 0310040503 Notice of violation f t em imp on 830701-31 

* Region 4, Office of Director 83/0U/24 3pp 20622 285 24 X 

Flche 50-267, 03/00/24, 8310040500 


—8310040589 IE Insp Rept 30-26//Q3-2a on 030/01-31 None emp 1 lanre nntxd 
failure to follow procedures re safety practices foi welding 
in elevated ai ea, i ssuanc e of surveillance test deviation 
rept 8< entries in operator log 

FLUI1LCL*0 L , MUNNICUTT, U M Region 4, Office of Dlrectoi 
03/DS/J8 iOpp 20622 200 24X FiJhc 50-267,83/08/24,0310040600 


8310040550 Foruaids IE Insp Rept 50-267/03-20 on 030725-29 h notice of 
violation 

MADSEN, 0 L Region 4, Office of Director 03/09/06 LEE. O 9 
Public Oct vice Co of Colorado 2pp 20625 344 24X 

Ficho 00-267. 83/09/06, 0310040668 


—8310040566 Notice of violation from ini-P on 030/25-29 

» Region 4, Office of Director 03/09/06 Ip 20625 346 24X 

Fichc 50' 267* 03/09/06, 0310040568 


--031OO4O644 lb Insp Rept 50-267/03-20 on 030725-29 Nonromp 1 i ancf noted 
failure to distiibute security progrem audit to corporate 
mg t Details withheld <rof I0CFR73 21) 

EVANS, C A , KELLY.il * KUNNlCUll.D Region 4, Office ©f Direr iPr 
B3/09/01 Ip 20625 347 24X FiLhe 50-267, B3/09/06, 831004065D 


6310040169 Responds to NRC 030019 Ur rd violations noted in 16 msp on 
030001-05 Corrective et lions Change Notice 137/ will be 
reissued to identify Door 66 as Class I t< control loom doiT 
holes P 1 1 ] ed 

DREY* H L Public SeivUe Co of CoJ orndn 03/09/19 MAPM N, G I 
Region 4, Office pf Director 4pp ,-'<’600 214 24X 

Fiche 50' 267. ej/09/19, 0310040167 


8310040310 RevpoTids to NRC 63O0P4 Ur re viuldtiuns noted in IE Insp 
Rept 50-267/03-22 Corrective actions urlder received 
d ocumontetf, verbal reprimand re failure to follo-w proper 
procedures for welding in olevatid area 

WAREMllOURG, D W Public Service Lo of Colorado 03/09/19 
COLLINS.J T Region 4* Office of Director 6pp 206J9 001 94X 

Fiche 50-267, 03/09/ l9, 03LOO4O*’IO 


031OI3O2B6 Responds to lE QuJlelin 83-06. "Nonconforming Matlii 
Supplied by Tube-Line Corp " lube-Line Coi p never supplied 
matl to util for use in s af ety-related sys 

DREY*M L Public Service Co of Colorado 03/09/19 WAGNl-fl* P C 
Region 4. office of Director Ip 20719 140 24X 

Fiche 50-267, 03/09/19, 0310130286 


0310040376 Rosponda to Nf?C Q30902 Ur re violations noted in IC Insp 
Rept 50-267/03-16 Corrective actions guard force personnel 
retrained 

WAREMDauRO, D N Public Service Co of Colorado 83/09/20 
COLLINS.J T Region 4. Office of Director 3pp 20613 080 24X 

Fiche 50-267 . 83/09/20, 03 1 00402/6 


0310130236 Responds to NRC B30906 Ur re violations noted in IE Jri&p 
Rept 50-267/83-20 Cor rec t Ive actions security program audit 
distribution matrix developed utillird beginning 830408 Si 
rev to Piocedure <1-10 effective 030624 

GAKM, J W Public Service Co of Coloruda 83/09/23 COLLINS, J T 
Region 4, Dffice of Director 3pp 20723 203 24X 

Fiche 50-267, 83/09/23, 831 0130236 


8300300340 IE Info Notice 83-61, "Alleged Use of Stand-Ins foi tJclder 
Qual 1 f 1 cation Tests " Sve list cnc 1 

JORDAN, E L Division of Emergency F'l eparedness S< Ingineering 
Response (Post 0301031 03/09/26 Consolidated Edison Ct» of New 

York. Inc 117pp 20754 022 24X Flche 50-000.03/09/26.830030034 0 


0300300342 IE Info Notice 83-62* "Failure of Redundant Toxic Oas 
Detectors Pasitioned at Control Room Ventilation Ait 
Intakes " Sve list enc 1 

JORDAN* E L Division of Emorpency Preparedness & Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Cp of New 

York. Inr 116pp 20777 210 D4X Fir he 50-000.03/09/26,830830034 2 


8300300345 IE Info Notice 83-63. "Potential Failures of Uestinghnuse 
Type 8A-1 Differential Relays " 0vc list end 
JORDAN, E L Division of Emergency Preparednes 3 & hngineerlng 
Restponso (Post 030103) 83/09/26 Consolidated Edison Co of New 

York, Inc 1 I0pp 2077s 001 24X Fithe 50-0 00. 83/09/26, 030830034 5 


0300300349 IE Info Notice 90-64, "Lead Shielding Attochcd to 
Safety-(?ct a ted 8ys U/o 10CFR50 59 Evaluation " 8vc list 
end 1 

JORDAN. E L Division of Emergency F^roparednes s 4, Engineering 
Responso (Post 000103) 03/09/29 Consolidated Edison Co of New 

York, Inr ll5pp 30716 324 24X Fiche 50-000,83/09/29,0308300349 


0300300370 IE Info Notice 93-65, "fiurve i llanca of Flaw xti RTD Oypass 
Loops Used in Westinghouse Plants " Bv< list enc I 
JORDAN. E t Division of Emergency F’r eparednes s t« rngirieprlng 
Response (Post 030103) 83/10/07 Consolidated Edison Co of New 

York, Inc 76pp 20B27 SJ3 24X Ficho 50-000.83/10/07*0300300370 


8300300752 IE Info Notice 03-66. "Fatality at Argentine Critical 
Facility *' ttvc list end 

JORDAN. E L Division of emergency Preparedness U Engineering 
Response (Past 030103) 03/10/07 Consolidated Edison Co of New 

York, Inc 77pp 20883 026 24X Fi cho 50-000, 03/ 10/07, B308300752 


0310100100 Notification of 0310)2 significant licenser meeting xn 
Arllngton.TX to discuss potential enforcement action re 
uut-of-sve diesel generator it failure to verify operability 
of backup diesel generator 

e Region 4, Office of Director 03/10/07 Region 4, Offici‘ of 
Director Ip 20000 342 24X Fiche 00-267* 03/ 1 0/07, 031O1BOI0O 


B3O03OO759 IE Info Notice 83-67* "Emergency Use Respirator Mail Defect 
Causes Production of Noxious Gases '* Ovc list enc 1, 

JORDAN. E L Division of Emergency Preparedness S< Fnginedring 
Response (Post 830103 ) 93/10/11 Consol i da ted Edison Co of New 

York, Inc I17pp 21043 075 24X F If he 50-000, 03/10/1 1 , 0308300759 


8308300761 IE Lnfo Notice 93-60* "Rcspirplor User learning Defective 
Sal f-CoTitalTied Dreething Apparatus Air Cylinders *’ Sve list 
enc 1 

JORDAN, E I Division of Emergency f^reparodness t* Lnyineoring 
Response (Post 830103) 83/lD/ll Consolidated Edison Cp. of New 
York, Int I20pp 20027 129 24XFicha 50-000* 83/10/ 1 1, B30B30076 1 



DOCKETED ITEMS 


CofiPtrcns commj tmcTi ta frani crtf arc emi nt coTiPeseiHt ic 

dies?) gi>nprt]tD4 test reqo > re^rpTits ir itch Spec 4 6 1 ftcvs 
to el^ictrica] portions lui i l bp submitted prjor to rnd oP 
no*fc TtfucJing outage 

COLUINSit/ T !?e^jiin A. Office of Director 03/10/13 I Ei:. 0 « 
Public Service Co nf Colorado Spp 1B4 34X 

Fxcho SO-^‘67, 03/10/13^ 0310310432 


I03102'?4 Foi wards Structural Goatee hii ica 1 Enginepi ii*p Uranth snr< 
re 1£ Bulletin OO-ll* 'Masonry Wall Desigiu" ba<^ed an en 1 
Praninn Reseaich Ctr technical evaluation rept All masonry 
wallsj«*cept 17 credited as structural elemen ts. acr eptab 1 e 
JDHNSONiE H Region A, Office of Director 83/10/10 L CE. 0 H 
Public Service Co of Colorado 2pp *.0961 234 24X 

Flch® 30-267, 03/10/10- 831031 0P94 


Q310310303 SEfI re IE Bulletin 00-11, "Hasonry Wall Des)gi> " IteTi^ 2 ( b- > 
8- 3 □ f bulletin accep tabi fi, w/ejtc ept 1 on af 17 walls 
requiring use of joint reinforcement 

* Structural & GeotocfinJ cal Engineeiing Branch 03/10/10 Ppp 
20961 *JJ6 24X Flche 50-267,33/10/10,0310310294 


B309200906 "Masonry Wall OesiqniFort 8t Vroln Nuclear iMant, “ terhuHal 
evaluation rept 

UE/'A K f COM, V W Frinklin Ins 1 1 tute/Frank 1 in Keseorch Cent< i 
NRC-03-81-130 TEn~Cb506-242 03/09/16 CHnKSHl,NC NRC -No 

Detailed Affiliation Given 31 pp 20961 230 24 X 

Ficho 50-267, 03/ iO/lG, 0310310294 


0308310512 '‘Usp of Joint Reinforcement in Dlock Haspiirg Walls," 
technical evaluation rept 

QECIAi I J Franklin I nsti tute/Franlr 1 i n Research Center 
HAMID, A A , HARRI9, H 0 Dmol Unlv , Phi I ade 1 p h lo. FA 
NRC-03-31-1 JO 03/03/31 NHt - No Detailed Affiliation Given 

9pp 20961 269 24X Fiche 50-267, 03/ 10/ ID, 031031 0394 


10-310S9Q AeV receipt of 030926 Itr informing NflC of steps token tt< 
correct violations noted in K Insp Rept 50-267/83-2^ Reply 
rtspontive to NRC concerns 

JOHNSON, E H Region 4, Office of Director 03/10/10 LEU. U R 
“ubllc Borvlce Co of Colorado Jp 20961 134 24X 

- icho 50-267 . 03/10/10.0310310^*90 


Periodic operating reports b related correspondence 


10170260 Monthly Operating Rept 116 foi 6ept 19B3 g/0JlOJ2 Ui 
♦ULLER, C H , WAREMDOURO- D Public Service Co of Colorado 
33/10/07 Director's Office, Office of Inspection and Cnforcpment 
9pp 20707 091 24X Fie be 50-267, 93/10/07. 03 1 01V0.*60 


Reportable occurrences, LERs tc related c urrespondenc t 


10040315 Forwards LERs aa- 031 /> 03 U -0 □□- 032 / 03 L -0 t updated I L« 

32 - 049/01 X-i Detailed summary end 

iJAREHBOUROi 0 Public Service Co of Coloi ado 83/09/16 

:dLLINSi J T Region 4, Office of Director 25pp 30620 140 P4X 

-iche 50-267.03/09/16,0310040313 


J310040322 Updated LER 02-049/OlX-J on B2J 208. sccondary-to-prl/narii side- 
leak discavered in loop 2 steam generator Cause unidentified 
but appears random in nature lube ends plugged 6 capped 
NOVACHEK, F . HELLER, R A , MCBR I OE. L M Public Service Co of 
Colorado O'f/09/16 Region 4, Office of Director Spp 
20620 163 24X Fiche 50-267, 03/09/ J 6. 031 004031 5 


1310040324 LER 03-031 /03L-0 on 030810, one hydraulic snubber found 
inoperable Caused hy leaking reservoir fittings allouilng 
loss of oil Bnubber replaced w/rebuilt snubber 
FRYE, D L , NOVACHEK, F J • MCBRIDE. L M Public Service Co op 
Colorado 03/09/16 Region 4, Office of Director 3pp 

20620 170 24 X Fit he SO -^67. 03/09/ 16, 031 004031 3 


1310040320 LER 03-O3Q/O3L-O on B30BI9, motor drjvpo boiler feed pump 
removed from syc to repair leaking water valve Caused by 
normal wear Valvr.pipe & flange assembly prefabri catrd 6 
Installed 

NOVACMEHiF J , OlCVtCftSGNrR A • MCDRIDEpL M Public Service Co uf 
Colorado 03/09/16 Region 4, OPflco of Director 4pp 

20620 173 24 X FUhe 50-267i D3/09/ 1 6. 03100403! 5 


0040207 LER 83-033/03L-0 -on 030327,905 waste vacuum tank rupbure 
Isc found ruptured Date of rupture undeterminable Cause not 
iated Disc dlsa s 5 emb I ed, rep laced (< returned to svt W/B30926 
tr 

OVACHEK, F *I , WAREMHOURO. D , DANAOAS, L J Public Service Co of 
olorado 03/09/36 COLLINS, J T Region 4, Office of Diritclor 
pp 20614 336 34X Flche 50-967, 03/09/26, 8310040^07 


8310100100 Notification of 031 Oke’ Biqnif leant licenser rr,Letinii in 
Ar 1 ington., TX to discuss potential enforcement action t u 
out-of-* 5 vc diesel generator 6 failure to verify op t'i .jb 1 1 1 ty 
of backup diesel q-eneiakor 

* Region 4, Office af Diroctoi 33/10/07 Region 4, Office* nf 

Directoi Ip 20008 349 24X Fl die '',0-267, 03/10/0/, 0310 UiOlfif 


DOCKET 50-969 OCONEE NUCLEAR STAnON, UNIT I 


f Security, medical, emergency 6 fire piotection plcti*" 


B3t00701i34 Releases public version of revised criuio mqfc plon 
implementing procedures 

FELTON, J N Division of Rules and Records 03/10/04 Jliir umetit 

Mar eg ament Branch Ip 20670 001 24 X Fichc 50-000,03/10/04, 

8310070334 


— 83100/0143 Forwards public veision of revi5ed crisis mp t pl.m 
implementing prnc edurc b , me U<d ing Procedures 5 1 1 le 
recovery manager *c Immcdicitr stoff group plan 8* 'i J 4 ru 
scheduJ ing/p lanning support grtiup 

Tl/CKEH. H n Duke Power Co 03/O//O6 DENTON, I ( R (Jffire ctf 

Nuclear Reacter Regulation, Director 3pp 206 /O 002 <*4X 

Ficho 50-000, 83/ J 0/04, 83100/0134 


— G3J0070152 Public version of revised crisis mgt plan imp 1 emrntinq 
procedures, Includ ing Procedure 5 3 1 re recovory manaytr 
it Immediate staff group plan *< S 3 4 re schedul ing /p laniiiitQ 
support group 

» Duke Pouier Co aS/O-Z/Ol 457pp 20670 DOS 24X 

Fithe 50-000,83/10/04,83100/0134 


8310J10067 Releases public version of revised emerqencM plan 
implementing pruerdures 

FELTON, J rt Division of Nule*. and Rdcot dc 03/10/05 UncuTiprit 

Management Branch Ip 20/09 160 24 X I'lche 50 269. (33/10/05, 

03101 1006/ 


— 03101100/6 Forwards public versiiin of levised emei gency pi, in 
implementing proc edure s, me 1 ud mg Ric>cotluro rP/U/U/400 3/OJ 
re environ sorveiJJance following lai go unplanned Toleaso 
of gaseous r ad i oac tl v i tg Receipt furiri one 1 
TUCKEHiH 0 . MCINTOSH. J T Duke Poun r Co 83/09/19 
0'nElLLV,J P Reyian 2, Office of Director 2pp 20/09 lAJ P4K 
Ficbe 50-269,83/10/05.831011006/ 


— 0310110000 Public version of revised emergency plan imp lemont i no 
pr ocedur es, inc 1 ud i ng Protodure CP/U/n/4003/Ol re environ 
surveillance following large unplanned release of gaseous 
rad i oat t i vt ty 

SMITH, J E Duke Power Co 03/09/00 50pp 20/09 16J 24X 

Ficho 50-269. 03/10/05, 8310110067 


0310510135 Releases public version of rev to emergency procedure 
FELTON, J M Division of Rules and Records 83/10/00 Dt>cu)iif’nt 
Management Branch Ip 2070/ 317 24X Fiche 50-269, 03/ iO/Oti, 

8310110135 


— B310110I41 Public version of Kov B3-5 to Emergency Procedun 
AP/O/D/ 1000/07, ''Procedure for Offsite Dose Calculation by 
Control Room Personnel or Lmerqency Coordinator During 
Radiological Accident " W/O3O03O Ifcr 

SMITH, J C , TUCKER, H D , MCINTOSH, xl P Duke P Diner Co 03/O//2P 
0 'REILLY, J P Region 2, Office of Director 19pp 2070/ 3;'0 
34X Fiche 30-269,03/10/09.8310110135 


0310250354 Forwards IC Insp Repts 50-269/03’ 27. 50-370/03 '2/ it 
30-287/83-2/ on 830912-16 No noncompUance noted 
DANCE, H C Division of Project t* Resident Programs 03/10/05 
TUCKER, M 0 Duke Power Co 2pp 20398 123 24X 

Ft Che 50-269. 03/10/03. 0310250354 


—8310250363 IE Insp Repts 50-269/03-27,50-270/03-27 & 50-207/83 2/ on 
030912-16 No none emp 1 I one e noted Majo, ai oas inspected 
emergency detection & c las si fi cation, protec t Ive action 
dec i s lonmalc ing , pub 1 1 c info program 6 shift staffing 
DECKER,! R Rogion 2. Offit-o of Director 03/09/10 5pj> 

20098 125 24X Fiche 00-269,03/10/05,0310250354 


0310180444 Responds to request for crisis mgt ctr staff to paTticipato 
in emergency cjterclses at same Frequency as technical 
support ctr staff Crisis mgt team will be activ.^ted in 
full-scale cicrcise Involving full stale particl p.>t i on 
TUCKER. H D Duke Power Co 03/10/10 DENTON, H R Office of 
Nuclear Reoctoi Regulation. Director 2pp 20802 IPI 24X 
Fiche 50-000.03/10/10,0310100444 


8310250635 Informs that periodic evaluation of SAUP complete Rept 
approved 

O'REILLV.J P Region 2, □fficc nf Unoctar 03/1O/J7 TUfKfR.M U 

Duke Power Co Spp 20900 205 24X fiche 50-000,03/10/1/, 

0310250635 
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—0310230652 SALP Rep fcs 5O-269/03- J 7, 50-270/03'' 17, S0-2B7/83-1 /» 
30-369/B3-2A, 50-370/03^32, 50-A 13/83-1 A fi 50-^14/83-13 Pur 
June 1902 - Api 1 983 

« Region 2/ Of Pico of Dircctoi 03/00/02 56jjp 20900 2J 1 P4X 
Ftchc 50-000' 03/10/17, 8310250635 


8310280029 Torujards request Por c xt^nip 1 1 on Pt eim fire piotpction 
requirements PP lOCPRSO, App R, Section III J re etnergencg 
lighting xn control room, stoirue 1 Is/cai r Itlors, outsi de 
auxiliary bJdq t( standby shutdown fanJity 

TUCKER, if D Ouko Poucr Co 03/10/24 DENTON. H H Office of 
Nuclear Reactoi Regulation, Director 8T0LZ,J K Operating Rcatto 1 ‘^ 
Branch 4 4pp 20934 283 24X Fn he 30-269,83/10/24,0310200029 


6310280124 Suppls 830603 J tr re exemption request from location 
requirements of emergency operations facility Significant 
benefits not achieved by near-site Facility up to TO miles 
From plant Mectinq w/NRC requested 

TUCKER, H D Duke Power Co 03/IO/2S DENTON, H R Office of 
Nuciear ReactOT Regulation, Uiiectoi &TOLZ, J F Dpetatinq Rfactoi». 
Branch 4 2pp 20929 266 24X Fiche 30-269, 83/ 10/2b, 0310280124 


P Operating license stage documents ^ co? respondenrr 


8310040111 Responds to 830531 it< 0826 Itrs requesting amend to 830318 
c onf irmatory’ ord er re NURE0-0/J7, I tem 1 1 F 1 5, "Containment 
Uater Level Monitoi ” Amend not requii rd Environ 
qualification will be addressed in lOCTROO 49 audit 
STQLZ, J F Opeiatlng Reactors Branch 4 03/09/02 TUCKER, H U 

Duke Power Co 5pp 20627 3b I 24X I'lChe 50-269,03/09/0,3, 
831004011 1 


8310040647 Forwards SER accepting Arkansas Pouior t« Light Co <APl ) 
B30607 proposed mods to reactor trip bicakers for ntiH 
plants Requested info should be provided when AHL generic 
design endorsed in response to Generic Lti 83-20 
STOLZiJ I Operating Reactors Branch 4 83/09/12 lUCKERrH D 

Duke Power Co 2pp 20627 303 24 X Fiche 50-269,03/09/12. 

0310040647 


0310110S4S Forwards Amends 123,123, St 120 to Licenses nPR-3B, DPn-47 (t 
DPR-55i respectively . safety evaluation ?< CIA Amends 
aiJoui Increase in spent Fuel storage capacity from 474 to 
(Tiax of 8P5 fuel assemblies in Unit 3 spent fuel pool 
STOLZ, J r Operating Reactors Branch 4 83/09/29 1UCKER,H H 

Duke Power Co 3pp 20711 365 24 X Fiche 50-269,03/09/29, 

6310110545 


--8310110561 Amends 123,123 & 120 It) Licenses OPR-30, DPn-47 DPR -55, 
respectively, Chang ing Tech Specs to allow increase in spent 
fuel storage capacity from 474 to max of 825 fuel assemblies 
iTi Unit 3 spent fuel pool 

BTOLZrJ r Uperatlng Reactors Branch 4 03/09/29 llpp 

207U 267 24X Fiche 50-269,03/09/29.0310110543 


— B3101I0569 Safety evaluation supporting Amends 123,123 tt J20 to 
Licenses DPR-OO, DPn-47 t, DPH-59, respec tivel y 
• Office of Nuclear Reactor Regulation, Director 03/09/27 
14pp 20711 2/0 24X Fichu 50-269,03/09/29.0310110545 


— 0310110575 EIA supporting Amends 193.123 «, 120 to licenses DPR-OGj 
DPR- 47 DPR-55i respoc 1 1 vely 

» Office of Nuclear Reactor Rogulationi Director 03/09/29 
lOpp 207il 292 24X Fie ho 50~?69, 03/09/29, 83101 J054S 


B310140143 Forwards proprietary "Rancho Beco Cycle 7 Reload Rept - 
VoL I - Mark B2 Fuel Assembly Design Repfe," in support of 
Cycle 7 reload planned for late 1984 Rept withheld 
(ref J0CFR2 790) 

TUCKER. H U Duke Power Co 83/10/07 DENTON, H R Office of 
Muclear Reactor Regulation, Director BTOLZ, J F Operating Reactors 
Branch 4 2pp 20766 067 P4X Fiche 50-000,83/10/07,0310140143 


— B310140'145 Forwards proprietary "Rancho Seco Cycle 7 Reload Rept - 
Vol I - Mark BZ Fuel Assembly Design Rept." Apr 1903 
Affidavit supporting determlnati on of proprietary nature gf 
rnpt encl 

TAYLOR, J H Babcock t, HiUnx Co 03/09/15 MINER, 8 Office of 
Nuclear Reactor Regulation, Director 8pp 20766 069 24X 

Fiche 90-000.03/10/07,8310140143 


8310140253 Forwards info re insorvice pump & valve testing program 
W/p end 

TUCKER. H B Duke Power Cq 03/iO/lO DENTON. H R Office pf 
Nuclear Reactor Rogulation, Director 8T0LZ, J F Dpcrafcing Reactors 
Branch 4 Ip 20761 332 24X FichC’ 50-269, 83/10/10, 83J O140253 


0310240151 Forwards steam generator operatinq history Info valid 
through 821231 

TUCKER, H B Duke Power Co 03/10/13 DENTON, H R Office gf 
Nuclear Reactor Regulation, Director STOLZ, J F Operating Reactors 
Branch 4 44pp 20801 176 24X FUhe 50-269,03/10/13.0310240151 


0310310489 Summary of 030626 meeting w/DS»W Owners Group re 
implementation of Oaneric Ltr 03-28 concerning defenses 
against ATW0 *( proposed ATWS lule for PSeW plants List of 
attendees S< viewgraphs enc] 

KADAMDI.P Operating Reactors Branch 4 83/10/20 Operating 

Reactors Branch 4 I3pp 20963 147 24X Fiche 50-000,03/10/20. 

8310310409 


0310200105 Furwards update of progress of control room habitability 
mods, per B30922 ltr re THI Item III D J 4 HUAC equipment 
operating at approx 2/3 design capacity Updated work list i< 
schedules end 

TUCKER. M 0 Duke Power Co 03/10/24 DENTON. H R Office of 
Nuclejr Reactot Regulation, Director STOLZ. J F Operating Reactors 
Branch 4 3pp 20935 324 a4X Fiche 50-267.03/10/24,0310200105 


Q Inspoctio-n reports, IE Bulletins & correspondence 


D310040290 Forwards IE Insp Repts 50-269/83-24,50-270/83-34 U 
30-207/03-24 on 030725-0803 No none omp 1 1 ants noted 
DANCE, H C Division of Project t, ncsident Programs 03/08/30 
TUCKEN, H B Duke Houier Co 2pp 20617 260 24X 

Fiche 50-269,03/00/30,9310040290 


—3310040994 IE Jnsp Repts 50-269/63-24,50-970/83-24 J. 50-907/03-94 on 
830725-0803 Nq noncomp 1 iance noted Major areas inspected 
containment intograted leakage rate testing It followup on 
previous i tem^ 

BROOKS, C H Region 3, Office of Director JAPE, F Division of 
Engineering & Operational Programs B3/O0/86 4pp 20617 270 
24X Fiche 50-269,63/08/30,0310040990 


0310040575 Responds to IE Dulleiin 03-05, "ASME Nuclear Coda Pumps 
Spare Parts Hfg by Hayward Tyler Pump Co " One Hayward Tyler 
pump currently installed in Unit 1 t, 2 spent fuel cooling 
sys Twelve pumps to be installed in radwaste facility 
TUCKER, M D Duke Power Co 03/O9/OB O'REILLY. J P Region 2, 
Office of Director 5pp 20622 270 24X Ficho 50-269,03/09/00, 

S3£0040575 


8310040247 Forwards |E Insp Repts 50-269/83-25,50-270/03-25 & 
50-207/03-25 an 030009-11 No noncomp 1 lance noted 
DANCE, H C Division of Project it Resident Programs 83/09/09. 
TUCKER, H D Duke Power Co 2pp 206J3 194 34X 

riche 50-269,03/09/09,8310040247 


—0310040253 IE Insp Repts 50-269/03-95,90-270/03-25 U 50-207/03-95 on 
830809-11 No noncomp 1 lance noted Major areas inspected tero 
power physics testing h power escalation testing 

DAVENPORT, K E Region 9, Office of Director JAPE. F Dlvialon of 
CnginaerlnQ 8c Operational Programs 03/09/07 5pp 206J3 196 
24X Ficho 50-969,03/09/09,0310040247 


8308300340 IE Info Notice 0P-6l, ''Alleged Use of Btand-lns for Welder 
Oua 1 i f 1 cati on Tests ” Sve list encl 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response iPnst 030103) 83/09/26 Consolidated Edison Co of New 

York, Inc 117pp 90754 029 94X Fiche 50-000,03/09/26,6308300340. 


830B30034S IE Info Notice 03-69, "Failure of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Sve list encl 

JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response (Post 030103} 83/09/26 Consolidated Edison Co of New 

York, Jnr ll6pp 20777 210 24X Fitho 50-000,03/09/26,8300300348 


8300300345 IE Info Notice 83-63, "Potential Failures of Westinphnuse 
Type SA*-! Differential Relays " 0vc list encl 
JORDAN, E I Division of Emergency Preparedness A Engineering 
Respons-e (Post 830103) 03/09/26 Consolidated Edison Co. df New 

Vark, Inc lIBpp 20770 001 24X Fiche 50-000, 83/09/96, 0300300345 


0310950248 Forwards |E Insp Repts 90-269/83-20,50-270/03-20 U 
90-207/83-28 on 030011-0910 No nonconvp 1 i ance noted 
DANCE, H C Division of Project ft Resident Programs 93/09/27 
TUCKER, H D Duke Power Co Ip 80099 074 24X 

Fiche 90-269.83/09/27,0310250248 


— B310250856 IE Insp Repts 90-269/83-20,50-870/03-20 & 50-207/03-80 on 
030011-0910 No none omp 1 i ance noted Major areas inspected 
dperat Ions, maint survei 1 lance, train Ing & NUREG-0737 Items. 

BRYANT, J . FALCONER, D Region 2, Office of Director BROWNLEE, V 
Division of Project ft Resident Programs 83/09/87 lOpp 
20099 073 24X Fiche 50-269,03/09/27,0310890848 


6310040464 Ack receipt of 000919 ltr informing NRC of Steps taken to 
correct violations noted In It Insp Rept 50-269/83-26 
DANCE, H C Division of Project fc Resident Programs 03/09/20 
TUCKER. HU Duke Power Co Ip 206S5 170 24X 

Fiche 90-869,03/09/20,8310040404 
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-'•G3100^04‘?B RospoTirfa to NRC 930B24 Itr re violations noted in IF Insp 
Rept* 50-269/63-26,50-270/03-26. fi, 50-207/83-8^ Corrective 
actions rocirc olati on & release proeeriures revised to veriFg 
sign off for closing valv&s 

TUCKER, H D Duke Power Co 03/09/19 O'REILLY, J P Rep ion 8, 
Director 2pp 20683 171 24X Ficho 50 -?69, 03/09/88, 

Q310040404 


8310040495 Forwards IE Insp Repls 30-869/83-26.30-270/83-26 & 
on 03071 1 -OB 10 ?f notice of violation 
^ Division of Project (c Resident Programs P3/0a/24 
TUCKER. H B DuJre Poujor Co 2pp 50625 173 24X 

Fiehe 50-269.63/09/38,8310040484 


031OO4OSOO Notice of violation from ipsp on 83O7U-0B1O 

» Rejilon 2, Office of Director 63/06/24 ip 30623 J75 24X 

Flche 50-269.03/09/20,0310040484 


-'8310040307 IE Imp Repts 50-269/83-26. 50-27O/B3-26 & 50“2Q7/B3'26 on 
630711-0610 Noncomp I ionce noted failure to follow chfnlstrg 
procedure resulting in unplanned release of radioactive 
water 

BRYANT. J . FALCONER. D Region 2, Office pf Director BROMNl FF, V 
Division of Projact Resident Programs 83/06/23 7pp 
20623 176 24J( Fiche 50-369,93/09/20,0310040464 


3309300349 JE Info Notice 93-64, "Lead Ehloldlng Attached to 
Safe tg-Relat»d 5g s N/o 10CFR50 59 Evalratlon Qvc list 
and 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response iPost 630103) 83/09/29 Consolidated Edison Co of New 

York. Inc. 115pf 20716 324 24X Fiche 50-000,83/09/29,8309^00349 


3310290354 Forwards IE Imp Repts 50-269/83-27,50-270/03-27 B, 
50-287/83-27 on 030912-16 No noncompl 1 ance noted 
DANCE, H C Division of Project Resident Programs 03/10/03 
TUCKER. H B Duke power Co 2pp 20898 123 24 X 

Flch* 50-269,83/10/05.8310250354 


'8310250363 IE Insp Repts 50-269/93-27.50-270/83-27 i< 60-287/83-27 on 
a309|2“16 No none omp I i once noted Major areas Inspected 
efflergenev tfeteetlon 6 class i flea tlon. protec tlv« action 
dec 1 s lontriak ing. publ Ic info program 4( shift staffing 
DECKER, T.fl Region 2, Office of Director JENKINS. 0 R Division 

of Emergenevr Preparedness it Materials Safety 63/09/30 Spp 

20998 125 84X Fiche 50-269,83/10/05,8310230354 


108300378 JE Info Notice 83-65, "Surveillance of Flow In RTD Bgpasc 
Loops Used in Uestinghoose Plants " Sve list enc 1 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response iPpst 030103) 83/10/07. Consolidated Edison Co of New 

York. Inc 76pp 20087 213 24X FIChe 50-000, ©3/10/07, 8308300370 


;308300752 JE Info Notice 83-66, "Fatality at Argentine Critical 
racllity " Sve lilt end 

JORDAN, E L Division of Emergenev Preparedness |( Engineering 
Responie iPast B3O103) 03/10/07. Consolidated Edison Co of New 

York. Inc 79pp 2080 2 026 24X Fiche 50-000,03/10/07,0306300752 


9308300759 IE Info Notice 83-67, "Emergency Use Respirator Mat! Defect 
Causes Production of Noilous Oases *' 8vc list end 
JORDAN# E.L Dlvlslan of Emergency Preparedness !< Engineer Ing 
Response (Post 830103} 83/10/11. Consolidated Edison Co of New 

York. Inc H/pp 21043*070 24X Fiche 50-000.83/10/11,0300300709 


330 8300761 IE Info Notice 83-68, "Respirator User Uarnlnq' Defoe tive 
Qcll-Conielnid Breathing AppjratJS Air Cylinders " 8vc list 
end. 

JORDAN, E, L. Division of Emergency Preparedness S< Engineering 
Respome (Post 030103) sa/lD/ll Consolidated Edison Cn. of New 
York. Inc 120pp. 20027 129 24X Fiche 50-000. 03/10/1 1 , 0300300761 


^310250635 Informs that periodic evaluation of 8AUP complete Rept 
approved, 

0 '^RElLLY, J. p Region 2. Office of Director 03/10/17. TUCKER. H, P 
Duke Ppwer Co. 3pp. 20900 205 24X Fiche 50-000,03/10/17. 

8310250605 


-0310250646 Feruapds 8ALP Repts 50-269/03-17, 50 -270/ 83- 17, 50-287/03-17. 
30-369/03-24,50-370/03-32,50-413/03-14 U 50-414/03-13 for 
June 1902 - Apr 1903 

LEWI9,R C. Division of Project St Resident Programs 03/00/02 
TUCKER. H D. Duke Power Co„ 3pp. 20900.208, 24X 

Fiche- »0-(J00 , 03/ 1 0/ 1 7, 83 1 0250635 


-0310250652 8ALP Repts 50-269/03-17. 50-270/83-1 7, 50-287/03-17. 
50-369/83-24, 50-370/63-32, 50-4L3/63-14 k 50-414/03-13 far 
June 1902 - Apr 1903 

e Region 2. Office of Director. 93/00/02 56pp 20900 21 J. 24X 
Fiche 90-000,03/10/17.0310250635. 


— 0310250665 Responds to 830802 Itr re SALP board rept Flept inromplutG ?* 
premature In certain areas in general, util endorses 
observations re facility performance 

TUCKER, H D Duke Power Co 83/00/29 O'REILLY, J P Rep ion 2, 
Office of Director 2pp 20900 267 24X Fiche 50-000,03/10/17, 

8310230635 


8310270079 Forwatds response to Action Item 3 of JE Bulletin UU 11. 
"Masonry Wall Design " Design assumptinna appropriate 
considering physical condition of boundary joints 
TUCKER, H B Duke Power Ca U3/10/20 DENTON, H R Office « f 
Nuclear Reactor Regulation, Director STtJLZ, J F Operating Reactoir 
Branch 4 3pp 20924 360 24X Fiche 50-269,03/10/20,8310270077 


R Periodic operating reports & related cun espondenc e 


8310100167 Monthly operating repts for Sept 1903 W/Q3)U14 Iti 

nCAVIS. J A , TUCKER. H B Duke Power Co 03/09/30 Dire, toi 'b 
O ffice, Office of Inspection end mforcement i9pp 20009 095 24X 

riche 50-269,83/09/30.0310180167 


8 Reportable occurrences. LERa Ic t elated correspondence 


0310260008 Addl response to FOIA renoest for 17 categories of records 
Forwards documents listed In Apps D, C D Info re 
fraudulent practices of Raij M&llor, Inc available in FDR 
FELTON, J H Division of Rules and Records 03/06/23 CLEWErT,J 
Public Citijen Litigation Group iOpp 20920 001 24X 

Fiche 50-000, 83/06/23, 0310260008 


—6207260091 Discusses licensee Mar 1982 testing 8, evaluations of steam 
extraction line elbow which ruptured on 020628, in responsf. 
to 020709 request for addl steam line bi rak info 

ElSENJiUT.D 0 Division of Licensing 02/07/14 RLIIM,! A Offiu 
of the Executive Director for Operations 2pp 209P0 020 24X 

Fiche 90-000, 03/06/23. 8310260000 


6310060426 RD on 030922, u/both Keowee hydro units out of sve fg, 
planned maint.Lee 6C gas turbine, bei nq used to enevgiie 
b uses, trip pod off line Both standby buses deenergixed it 
Units 1 8( 3 placed In degraded mode 

TUCKER. H B Duke Power Co. 03/09/27 0 'REILLY. J P Region 2. 

Office of Director 3pp 20641 224 24X Fiche 30-269,03/09/27, 

8310060426 


0310170936 LER 03-O16/O3L-O on 030902, while performing In-plare sgs 
test far hydrogen purge un 1 1, discharge flow instrument 
FT-lOO damaged Caused by personnel error FT-lOO repaired 
W/03D93O Ur 

PETTY. J C , TUCKER, H B Duke Power Cq 03/09/30 Q 'REILLY, J R 
Region 2. Office ef Director 4pp 20/84 32J 24X 

Ficho 50-269,83/09/30,8310170036 


8310140159 RO on 03O929,while energixing 4. i60-volt standby buses, Lee 
6C gas turbine tripped of f-1 Irie, deener gi x ing both standby 
buses It placing two operating units in degraded mode. Cause 
undetermined since unit has no event recorder 

TUCKER, H B Duka Power Co 03/10/04 O'RCIULY, J P Region P, 
Office of Director 3pp 20769.067 24X Fiche 50-869,83/10/04. 

0310140159 


8310270412 RO on 031012, s tandby buses decneiqliod to allow foi 
operability performance testing of ntandby bos breakers per 
Tech €pocs Testing caused degraded mode beyond Tech Opec 
limit 

TUCKER, ILB Duke Power Co 83/10/17 D 'REILLY, J P. Region 2. 
Office of Director 2pp 20984 010 PAX Fiche 50-269,03/10/17. 
0310270412 


U Operator Examinations 


8310040425 Notifies that operator sonlor operator licensing exams 
scheduled for wk of 831205 NRC roqulr eme-nts for 
administration of ecams end 

DANCE, H C Division of Project & Resirlent Programs 03/09/28 
TUCKER, H B Duke Power Co 3pp 20619 124 a4X 
Fiche 50-269. 03/09/20, 8310040425 


DOCKET 50-S70 OCQNEC NUCLEAR RTATIDN, UNIT 8 


F Security, medical, emergency k fire protection plans 


8310070134 Releases public version of revised crisis mqt plan 
implam-ant ing procedures 

FELTON. J, H Division of Rules and Records 03/10/04 Document 
hanagement Branch Ip 20670,001 84X Fiche 50-000,03/10/04, 

0310070134 
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— 0310070143 Forwards public vorsiar> oF revised crisis mgt pKin 
^^nplB^^enting proc sdureBi incl ud i ng Procudores 5 3 1 re 
recovery manager 8< immediate staff group plan !< 5 3 4 re 
achodul ing/p lanninq support group 

TWCKERiH D Duke Power Co ^3/0//06 DENTON. H H Office of 
Nuclear Reactor Regulation. Director 3pp 20670 002 24X 

Fiehe OO'OOOi 03/10/04, 8310070134 


— B3 100701 '12 Pub 1 i c version of revised crisis mgt plan implementing 
procBdorcSi Includ Ing Procedure 5 3 I re recovery manager 
immediate staff group plan b 5 3 4 re schedul ing/p tanning 
support group 

♦ Duke Power Co 83/07/01 437pp 20670 005 24X 

Fiche 50-000r 83/ 10/04. 83 J 0070134 


a3!0110067 Releases public version of revised emergency plan 
implementing procedures 

FELTON, v/ K Division of Ruler, and Records 83/10/05 Document 
Management Branch Ip 20709 160 a4X Fiche 30-367,83/10/05. 
8310110067 


—8310110076 Forwards public vei sion of revised emergency plan 
implementing proc edures. 1 ncl udlng Procedure CP/O/U/4003/01 
re environ surveillance following large unplanned release 
of gaseous radioactivity Receipt form end 
TUCKER, H B . MCINTOSbH. J T Duke Pawn Co 83/09/19 
O'nElULY.U P Region 2, Office of Director 2pp 20709 161 24X 

Fiche 30-269,83/10/05.0310110067 


— 8310110080 Public version of levlsed omorgancy plan implementing 
procedures. Inc lud Ing Procedure CP/O/D/4003/01 re environ 
surveillance following largo unplanned release of gaseous 
radioactivi tu 

smith, J E Duke Power Co 83/09/08 DOpp 30709 163 24X 

Fiche 50-269,03/10/05.0310110067 


8310110135 Releases public version of rev to emergency procedure 
FELTON. J M Division of Ruler, and Recoids 03/10/05 Docupnent 
Manegement Branch Ip 2070/ 319 34X Fiche 30-269,03/10/05, 

8310110133 


— 8310110141 Public version of Rev 83-5 to Emergency Procedure 
AP/O/B/ 1000/07. "Procedure for Offsite Dose Calculation by 
Control Room Personnel or Emergency Coordinator During 
Radiological Accident *' W/D3O03O Itr 

SMITH. J E . TUCKER, H D , MCINTOSH, J T Duke Power Co 03/07/22 
□ ^REILLY, J P Region 2. Office of Director I9pp 20707 320 
24X Fiche 50-269,03/10/05,0310110135 


0310250354 Fot'warde IE Insp Repts 50-269/03-27.50-270/83-27 U 
30-207/03-27 on 030912-16 No noncnmpl ionce noted 
DANCE. H C Division of Project Resident Pt ograms 83/10/05 
TUCKER, H B Duke Power Co 2pp 20090 123 24X 

Fiche 50-269. 83/10/05. 8310250354 


-“0310250363 IE Insp Repts 50-269/83-27.50-270/03-27 fit 50-207/83-37 on 
030912-16 No noncomp 1 1 ance noted Majoi areas inspected 
emergency detection fi, c lassi f ication, protoc tive action 
decls lonmok Itig. pub 1 ic info program fit shift staffing 
DECKER. T R Region 2. Office pf Director 03/09/30 5pp 
20090 125 24X Fiche 50-269,03/10/05,8310250354 


8310100444 Responds to request for crisis mgt ctr staff to participate 
in emergency exercises at same frequency as technical 
support ftr staff Crisis mgt team will be activated in 
full~scale exetcise Involving full state participation 
TUCKER. H D Duke Power Co 83/10/10 DENTON, H R Office of 
Nuclear Reactor Ropulation, Director 2pp 20002 121 24X 

Fiche 50-000.03/10/10,0310100444 


0310250635 Informs that periodic evaluation of BALP complete Rept 
approved 

O '■REILLY, J, P Region 2, Office of Director 03/10/17 lUCHCR.H B 
Duke Power Co □pp 20900 205 24X Fiche 50-000,03/10/17, 

B310250635 


—0310250652 SALP Ropts 50-269/03-17, D0-a70/83‘'17, 50-207/03-17, 
5O-369/03“24i 50-370/83-32, 50-413/03-14 8, 50-414/83-13 for 
June 1 90a - Apr 1903 

e Region 2. Office of Director 83/00/02 56pp 20900 81J ?4X 

Fiche 50-000, 83/ 1 0/ 1 7 . 03 1 0250636 


0310200029 Forwards request for exemption from fire protection 
requirements of JOcrRSO.App R.Bectlon III J re emoigency 
lighting in control roam, sta irwel I s/corr Idors, outsi de 
auxiliary bldg R standby shutdown facility 

tucker. HD Duke Power Co 03/10/24 DF.NTON. H R Office of 
Nuclear Reactor Regulation. Director STOLZ, 0 F Operating Reactors 
Branch 4 4pp. 20934 285 n4X Fiche 50-269,83/10/24.8310280029 


0310280124 Qupptfi 830603 Itr re exemption request from location 
requirements of emergency operations facility Si pn i f icent 
benefits not achieved by near-slte facility up to 20 miles 
from plant Meeting w/NflC requested 

TUCKER, H B Duke Power Co 03/10/25 DENTON. K R Office of 
Nvelear Reactor Regulation. Director STOLZ, J F Operating Reactors 
Branch 4 2pp 2092? 266 a4X Fiche 50-369,03/10/25.0310200124 


P Operating license stage documents U correspondence 


8310040111 Responds to 030531 fit 0826 Itrs requesting amend to 630318 
confirmatory order re NUREO-0737, Item II F 1 5, •'’Containment 
Water Level Monitor " Amend not required Environ 
qualification will be addressed in 10CFR50 49 audit 
STOLZ.J F Operating Reactors Branch 4 83/09/02 TUCKER. H D 

Duke power Co Spp 20627 351 24X Fiche 50-269,83/09/02, 

0310040111 


B310040647 Foruai ds SER accepting Arkansas Power fit Light Co (APL) 
830607 proposed mods to reactor trip breakers for Bfi,W 
plants Requested info should be provided when ApL generic 
design endorsed In response to Oeneric Ltr 83-20 
STOLZ.J F Operating Reactors Branch 4 03/09/13 TUCKER, H D 

Duke Power Co 2pp 20627.303 24X Fiche 50-269.03/09/12. 

8310040647 


8310110545 Forwards Amends 123.123, U 120 to Liconeas DPR-30, DPR-47 I, 
DPR-5S. respectively, safety evaluation U EIA Amend* 
allow increase In spent fuel storage capacity from 474 to 
max of 825 fuel assemblies in Unit 3 spent fuel pool 
STOLZ.J F Operating Reactors Branch 4 03/09/29 TUCKER, H B 

Duke Power Co 3pp 20711 265 24X Fiche 50-269.03/09/29, 

6310110545 


— 8310110561 Amends 123.123 fi, 120 to Licenses DPfl-3B, DPR-47 8( OPR-55. 
respect! vely, changing Tech Specs to allow increase in spent 
fuel storage capacity from 474 to max of 023 fuel assembHas 
In Unit 3 spent fuel pool 

STOLZ.J F Operating Reactors Branch 4 03/09/29 llpp 

20711 267 24X Fiche 50-269, 63/09/29, 03101 10345 


— S3 101 10569 Safety evaluation supporting Amends 123, 123 fit 120 to 
Licenses DPR-3B, DPR-47 fic DPR-55. respectively 
* Office of Nuclear Reactor Regulation, Director 03/09/29 
I4pp 20711 270 24X Fiche’ 30-269, 03/09/29, 6310110545 


— 8310110575 EIA supporting Amends 133, 123 Sc 120 tP Licenses DPR-30, 
DPR-47 fie DPR-55, respectively 

# Office of Nuclear Reactor Regulation, Director 03/09/29 
lOpp 20711 292 34X Fiche 50-269, 83/09/29, 83101 10645 


0310140253 Forwards info re inservice pump k valve testing program, 

W/o end 

TUCKER. H 9 Duke Power Co 83/lO/iO DENTON. H R Office of 
Nuclear Reactor Regulation, Director STDLZ, J F Operating Reactors 
Branch 4 Ip 20761 332 24X Fiche 50-269.03/10/10,0310140253 


8310240151 Forwards steam generator operating history Info valid 
through 021231 

TUCKER, H B Duke Power Co 03/10/13 DENTON, H R Office of 
Nuclear Reactor Regulation. Director STOLZ.J F Operating Reactors 
Branch 4 44pp 20001 176 24X Fiche 50-269.63/10/13.0310240151. 


6310310469 Eummary of 030026 meeting w/Dfi<U Owners Group re 
Implementation of Generic Ltr B3-2B concerning defenses 
against ATW8 k proposed ATW9 rule for Bfi^W plants List of 
attendees fic vlewgraphs and 

KADAMBI.P Operating Reactors Drench 4 83/10/20 Operating 

Reactors Branch 4 lOpp 20963- 147 24X Fiche- &0-000, 83/ 10/20, 

631031040? 


8310200105 Forwards update of progress of control room habitability 
mods, per 830922 ltr re TMI Item JII D 3 4 HVAC equipment 
operating at approx 2/3 design capacity Updated Work list 6 
schedules oncl 

TUCKER, H B Duke Power Co 83/10/24 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 6T0LZ, J F Operating Reactera 
Branch 4 2pp 20935 324 24X Fiche 50-269,83/10/24,0310260105. 


0 Inspection reports, IE Bulletine fie correspondence 


0310040290 Forwards IE Insp Repts 50-269/03-24,50-270/03-24 it 
30-207/03-24 on 030725-0003 No none omp 1 i ance noted 
DANCE, H C Division of Project k Resident Programs 03/OB/3O 
TUCKER, H B Duke Power Co 2pp. 20617 368 24X 

Fiche 50-269,03/00/30,0310040290 
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—0310040274 IE Iftftp Rflpfcs 50-2A9ya3''34. 50-270/e3-24 & S0-SB7/H3-34 ofi 
B3072S’'OB03 No noncompl Urfcce noted Hajor areas inspected 
containment Integrated leakage rate testing foliocjup on 
previous items 

B1?OOKSjE H Region 2, Office of Director JAPEi F Division of 
Engineering & Dperational Programs 63^08/26 4pp 20&17 270 
24 X FlcKe 50-2 A?i 83/09/30^ 8310040290 


8310040575 Responds to lE OuUelin B3-05, "ASHE Nuclear Code Pumps h 
Spare Parti fffg liy Hagii/ard Tgler Pump Co " One Kaguard Tgler 
pump currentlg installed in Unit 1 te 3 spent fuel cooling 
sgs^Tuelve pumps to be installed in radtiiaste facility 
TUCKER 4 H & Duke Pouer Co 03/09/08 O'RElLLYiJP Region 2i 

Office of Dlraetor 5pp 2i0i22 278 24X Flcfi* 50-269*83/09/00. 

8310040575 


B310040247 Forwards IE Imp Repls 50-269/83-25. 50-270/83-25 U 
50-287/83-S5 on 830809-11 No n one omp 1 i ante noted 
DANCEiK C Division of Project t< Resident Programs 03/09/07 
TUCKERvif 8 Duke Power Co 2 pp 20613 194 24X 

F i ch e 50-269. 0 3/09/09. 83 1 004024 7 


8300300349 If. Info Notice EH A4, "I irdif 'Oi in hit no AltrutuMj to 
S<if etg-Relnt ud N/u KXFN'IO 5V Iviiltintiii^n ” llvi M ii> t 

enc 1 

JORDAN. E L DiviTilon of rmuiguntg f*? rit.n nl iti'u 4 *. I iiU i huri lug 
Response (F'list DJOiO'i) 0 1/07/. '9 C (inou 1 1 tinted I ill i. tin < h (]|i 
Y ork. Inc ll*jpp *J07lA l .'4 .» 4 K fUliu **0-000. Hl/OV/.'V. (Mini, fOO 149 


0310250354 roi’wai do IL* Imp Ruftlt. ')(> .‘AV.'IM .</. 90 ^> /{)/(! i iw f. 
50-207/03-3/ uii 8J091J l/i Nil iioiii nnip I h.iu e riiitvd 
DANCE.H C Dlviolan of f’rujait f. Nrsnirnt Piogtfitnt (lJ/l{j/0*> 
TUCllFll.fl IJ Duko Piiwor (*u I'jtp .Hilivu j,'j . 14 )( 
r i c h 0 00-269. 8 3/ i 0 / 05 . El n 0. • !H> J V4 


—03102503*3 IE Inop Ropls 00 , >/.9/(IJ V/. M) ,»/<)/in ,»/ «. M) .^(J//|| | q,, 

n307l2''l/!i No none omp 1 lanr 0 nutrd ftteno inn put ted 

emergoneg doluctiori S. c In os 1 f 1 1 nl i <in. |i m>Iui I ive .tirtion 
dec 1 0 ionmak litg . pu-b He info jirtifirnm & ot.iffing 

DECKER. 7 II Ifeglflii Off Ice of riliittiit J( Nit I N'J, 0 l( Oivisiuii 
of Emorgeneg Prnparrdnpon f« Malerlnlu Mflfirly If 1/07/ J(| Opp 
20090 125 ?74X ricbo 50 -i’f.V. (I 1/ 10/05. f| lltVllI 194 


--B3I0040253 IE Insp Repts 50-269/03-25.50-270/83-25 te 50-207/83-25 on 
030009-11 No nonconpliance noted Najdr arias inspected lero 
power phgsics testing & power escalation testing 

DAYENPORT.K E Region 2 . Office of Director JAPE. F Division of 
Engineering li Operational Programs 83/09/07 5pp 20413 J96 
24X Flch* 50-369.03/09/07.8310040247 


8308300340 lE Info Notice 83-61. *’Al]egffd Use -of Stand-Ins for Welder 
OuaUflcatlon Tests " Sve list end 

JORDAMrE.L Division of Emergency Preparedness h Engineering 
Response (Post 830103} 83/09/26 Consolidated Edison Co of New 

York. Inc il7pp 20754 022 24 X FicAe 50-000.83/09/26.8308300340 


8306300342 lE Info Natici Q3-62. "Failure of Redundant losic Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes ** Sve list end 

JORDAN. E L Division of Emergency Preparedness Ic Engineering 
Response iPost 8301031 03/09/2* Consolidated Edison Co of Ncu 

Yorli Inc ll 6 pp 20777 210 24X Fic*« 50-000.83/09/26.8300300342 


8308300345 IE Info Notice e3-*3. "Potential Failurfs of Uistlnghouso 
Type BA-I Differential RsUys " Sve list end 
JORDAN. E L Division of Errergencg Preparedness 6 Engineering 
Response (post 830J03) 03/09/26 Consolidated Edison Co of Nem 

York. Inc llGpp 20778 001 24 X Fiche 50-000. 83/09/26. 830030034 5 


8310250240 ForwaTtfs IE Insp Rep is 50-2*7/83-20, 50-270/03-20 ft 
50-287/83-20 on 830011-0910 No noncompHance noted, 

Division of Project t, Resident Programs 0D/O9/27 
TUCKER, H B Duke Power Co Ip 20099 074 24K 

F i c h e 50-269. 83/09/27 . S3 1 0250240 


0300300370 IE Info Notice fn“/>D, "hurve 1 ] I nni 0 iif I Itiiu In ini) Oup/jss 
Loops Used in Ue o ling houo 0 iMnnin " iiv< linl unr ] 

JORDAN, E L DIviolon of Imergeiuv P rep ni mine 6 I iigineurlitn 
Response IPost 830103) »3/l<l/0/ Cnnsnl iUnied Iriison (,n nf New 

Vorli Inc /6pp 2f)ff.J/ 21*1 ..MXMilio 50 (U)0. (H/ lO/O/. li:i{)n:KlO I/O 


8300300752 IT Info Nntlce 03 * 6 . "fdtnlllg ol Argentine Criiliiil 
Facility '* bvc lisl end 

JORDAN. C t Dlvlsinn af I mui (u*m v I’r upaiediiNs s I. I nglneuriiiu 
Response fPost 03<HO:n iM/lO/O/ ronsii t hinteil IdiMinM) of New 
York. Inc V9pp 20882 02/. <’4X I i tl.e 50 000. 0)/ 1 0/0/. IIT(U) )no/i,,i 


0300300/99 IE Info Npbic« 0 1 /,/. "Imergemv Use Uesplrnlor MaH Defei i 
Causes Production of Nutlous Umvm “ '.vt list eni 1 
JORDAN.L I Dlvir.lor» of Imerprtnv f'lopm udiniss 1 , IngiiteuMnn 
Response (Post 030103J (Ki/io/ij {unsoUdrtipd I dUuii tu of Now 
York, Inc il7pp ^1043 0/0 24X f M In) 50 (HIO. lU/ 10/ n , 0 Klfj KK)/fi 9 


0300300761 IE Info Notice 0*1 AU. "llospH User Wntnlho llefectlve 
Bel f'Conlainod Breatfilng Appmatus Air ruHndern " fjvi list 
enc 1 

JOflDAM.L L division of fmeinimcv I'ropar etfhpis I 4 Inqinveriito 
Response (Poet 0301031 N3/K)/U ( ni.Mi 1 i dated iilismi {p „f New 

York. Inc I80pp 2002/ IPV I'dXfMhe 50 000, 1).}/ 10/ 1 I. |i:i00J00/6l 


0310290635 Informs that perlodlr 
approved 

O'REILLY, Jf* Region 2 . Offlro 
Duke Powpp Co 3pp 20700 2 ( 1 1 > 
0310200635 


ovnlimtion uf 0AI P rcimpluU Hvpt 

of Dliofloi 0J/I()/1/ lUllirn.lllj 
24X fichu !)() IKK). 41 |/||)/J/, 


i"*** 50-269/63-28.50-270/03-20 4c 50-267/83-20 011 

030811-0910 No nonconpliance noted. Hejar areas inspected 

& NUHE<J-0737 items 

BRYANT. J,. FALCONER„D Region 2 . Office of Director BfiOWNLFr. V 
Project L Resident Programs 03/09/27 lOpp 
20099 075 24X plclif 50-269.83/09/27.0310250248 

830919 Itr informing NRC of steps token to 
violations noted in IE Insp Rept 30-2*9/03-26 

rScKFR^^M^n & Resident Programs 83/09/20 

IUCKERjH B. Duke Power Co Ip 20*25 I 70 24 X 

F i c 6 e 50-269. 83/07/ 28. 83 1 00404 84 


•-*^^310330646 Forwords SAl P Heplu 50 ,**9/0 1 I /, 50 h*/0/U,| J '/.JIO Pf|//I 13 I/. 
30-369/03-24.00 3/0/(U 3.h!K) 41.1/IM 14 i flO 414/0* V f. r 
June J9HJ - Apr ivn:i 

TncurH^*^n J'rojULt 6 Ruf.ldiMit Pnigrtjms fJ:i/(llf/0S 

FUAo SO 000. 03/10/1 /.O pj 02?. 0 / 1 , n 
-0310330652 llAl P Repts !)0 269/101' i /, SO 5'/O/0’l I /. JIO ■L*0//O,) 1/, 

nc2:*M"ooo.Svls^?,^"l5:", 


—8310040492 Responds to NRC 830824 Ur re violations noted in IE 1 
Repts 50-2*9/83-26,30-270/83-26 9, 5Q-2B7/B3-2* Corrective 

& release procedures revised to verJfir 
sign off for closing valves ’ 

“"i* '■"“r 93W/I9 O'BEJLtr.JP a 

.71 2.x FIrh. 80-849.03/09/8 


—9310040.98 ForMPd. IE Inp Re.tt 80-269/03-86,80-870 

TWKERj H B Duke Power Co 2pp 20623 173 24 X 

Fiehe 50-269.83/09/28,8310040484 


“26 6 
03/00/24 


«AIP huard rept Kepi hu.ompUte Ic 
certain areas In generAlrUtil endorspn 
purf«rn.niu« 

Dffi..'nV“ni O')/ 0 «/J »9 O'RfKiy.j p Rsflion ?. 

0310250635^* I’OYOOL’*/ .MX fl c he *50 (100, U J/lO/1 /. 


u- 7 . I L . ^ “ ncvion i\on\ of IL nitllekin 00 II, 

cQnsid*mnn^\ UeslgA ASfiumpkinne appropriate 
TUcipn M 5° condition nr houndory joints 

NucuSr IlLt? S ' r** tt:J/lO/20 ))1 NT0N. 0 0 flffics of 

Branch 4* BTOU. J F (Iterating »rji tort 

nch 4 3jip 6^09.14 360 y4X F icho 50 269,03/10/110,03102/0079 


f’*!*^* 3 <^ 269 /B 3 - 26 , 50 - 270 / 03-26 ic 50 - 3 a 7 /m t**. 
8307 U-oeio NencampHanc. Auted. fai lur. tc fuJew "" 

.r.<.dur. p.,„uir, ,B Mn.i.nn.d r.4.„. ri;;;.!?;:. 

BRYANT, J, , FALCOMERrD Region 2. Office of Director BiitiUNiirc u 

Programs BS/oSJm ^^l^WNLEE.V 
20625 176. 24X FIche 50-249, 83/09/28, 8310040484 


^ »'»uted correspondence 

^^REAViefj W/0;ii(IH llr 


OfflcB fiPfli ^ Ouke Power Co 03/09/00, 

p!rk! Inspoctinn and Lnforrument, 

Flcha, 50-269, 03/09/30, 8310100167 


|9pp 


Director's 
20009 OVD ?4X 
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7B 


S R«partabl£ occurrences^ 1-C.Fta l< related correspondence 


831C26000Q Addl response to hOlA request for 17 categoT)es of records 
Foruerds docunierite listed in Apps Dj C D Info re 
fraudulent practices of ftau Hillpr>lnr available in f'Pft 
FELTON, J « Division of Rules and Recoi ds 03/06/23 CLEWETT.J 
Public Citizen Litigation Group ir>pp 20290 001 24y 

FkChe 50-000, Q3/06/S3. 031O26OOOQ 


—9207260091 Discusses licensee Mar 1982 testing & evaluations of steam 
extraction line elbou uihich ruptured on 020628, in response 
to 820709 request for addl steam line break info 

E1SENHUT,D G Division of Licensing 82/07/14 RCMM. 1 A Office 
of the Executive Director for Operations 2pp 20920 020 £’4X 

Fiche 50-000, Q3/06/23. 0310260008 


— 8310260027 Foiuards initial info re 030628 steamline break event at 
fac 1 1 i t4^i per 830702 telcon request Reviebi of licensee 
actions continuing 

MARTIN, R D Region 2, Office of Directur 03/07/07 REHM, 1 A 
Office of the Executive Director for Operations 5pp 20920 0?2 
24X Fiche 50-000,83/06/23,0310260000 


0310060426 RD on 030922, ui/both Keouiee hqdro units out of sve for 
planned maint,Lee 6C gas turb ine, beinq used to energize 
bus esf tripped off line Doth stancibg bui»es deenerqired ti 
Units 1 h 3 placed in degraded mode 

TUCKER, H R Duke Power CO 03/07/27 0 'REILLY, J P Region P* 

Office of Director 3pp 20641 224 P4X Fiche 30-269,03/09/27, 
831 00604 P6 


9310140159 RO on 830929, while energiimq 4, 160~VQlt standbg buses, Lee 
6C gas turbine tripped oPf-1 ine, deenergi i ing both standbg 
buses ii placing tM^o operating units in degraded mode Cauhe 
undetermined since unil has no event rrrorder 

TUCKER, H 0 Duke Power Co 83/10/04 O'REILLY, J P Regum 2, 
Office gf Director 3pp 20765 067 24X Fiche 30-269,03/10/04, 

8310140159 


0310270412 RO on 831012, s tandbij buses deenergized to allow foi 
aperabilitg performance testing of standby bus breakers per 
Tech Specs Testing caused degraded mode beyond Tech Spec 
limit 

TUCKER, H D Poke Power Co 03/10/17 0 'REILLY, J P Region 2, 

Office of Director 2pp 20924 010 24X Fiche 30-267, 03/10/ J 7. 

0310270412 


V Operator Examinations 


0310040425 Notifies that aperatoi 2< senior operator licensing exams 
scheduled for wk uf 831205 NRC requirements for 
administration of exams cntl 

dance, H C Division of Project h Resident Programs 83/09/28 
TUCKER,lf U Duke Power Co 3pp 206 J 9 J?4 24 X 

Fiche 50-269,03/09/20,8310040423 


POCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


F Security, medical, emergency 4, fire protection plcins 


0310140240 Forwards IE Insp Rept S0--27i /83-2I on 030801-0905 No 
nancomp 1 ianc B noted 

STAROBTECKI, P Division of Project & Resident Programs 03/09/27 
MUBPHYi W P, Vermont Yankee Nuclear Power Corp 2pp 80762 006 
24X Fiche 90-271,83/09/27,8310140240 


"0310140245 IE Insp Ropt 50-871/03-21 on 030801-0905 No noncomp 1 1 anc o 
noted Major areas inspected action on previous insp 
f 1 ndi ngs, p lant power op era ti ons, Inc lud ing status {< 
operational records, pby s ica) security k maint activities 
RAYMOND, W U , HaUDEN, C f , CAULO, R M Region 1, Office of 
Director 03/09/26 32pp 20768 008 24X Fiche 50-271,03/09/27, 

8310140840 


8310040259 Advises that assessment of two viable options for location 
of primary emergency operations f ac i 1 i ti es, per Suppl 1 to 
M0RE0-0737r schedul ed for completion in early Noy 1903 Final 
dectstan expected by 031119 

MURPHY, W P Vermont Yankee Nuclear Power Corp 03/09/29 
VASRALLO, D D aper<^ting Reacturs Branch 2 2pp 20617 266 84X 

Fiche 50-871. 83/09/29, 8310040859 


8310310307 Submits results of engineering evaluation of two possible 
mods to automatic d epressur i xati on sys logic per NUREO-073?, 

Item ir K 3 10 Problem better addiessed by using 

s ymptom- based emergency operating procedure 

MURPHY, W P Vermont Yankee Nuclear Power Corp 03/10/26 

VASSALLO, D B Operating Reactors Branch S 2pp 20961 ??4 84X 

Fiche 50-271,03/10/26,0310310307 


P Operating license stage dneuments 6 correspondence 


0310310017 FOIA request for documents re integrated leak rate testa for 
listed facilities bo be placed in PDR 

CONNER, L Affiliation Unknown 83/03/02 NRC - No Detailed 
Affiliation Given Ip 21004 270 24X Fiche 50-000,03/05/02, 
0310310017 


0310310031 Responds to FOJA request for documents re integrated leak 
rate tests for facilities to he placed in PDR Forwards 
documents to be plated in PDR & list of facilities for which 
repts arc unavailable 

FELTON, J N Division of Rules and Records 03/07/06 CONNER, L 
Affiliation Unknown Ip 21004 ?71 24X Fithe 50-000,03/07/06, 

0310310031 


— 0310310061 "Integrated Primary Containment Leakage Rate Test ” 
TARNUZZER,E C Vermont Yankee Nuclear Power Corp YAEC-10S5 
72/02/07 67pp 21003 200 a4X Ficho 50-000,03/07/06,03 1 0310031 


8310120312 Forwards technical rept "Mark 1 Containment Program Plant- 
Unique Analysis Rept of Torus Attached Piping for Vermont 
Yankee Nuclear Power Plant " 

SINCLAIR, -J D Veraiont Yankee Nuclear Power Corp 63/10/06 
VASSAULOi D B Operating Reactors Dranch 2 Ip 20697 253 24>C 

Fiche 50-271,03/10/06,0310120312 


'—0310120319 "hark 1 Containment Piogram Plant-Unique Analysis Rept of 
Torus Attached Piping for Vermont Yankee Nuclear Power 
Plant " 

* Telcdyne Engineering Services TR-3319-R 83/10/03 90pp 

20697 256 24X Fiche 90'-271 , 03/10/06. 8310120312 


031019009/ Forwards Rev 14 to operational OA program Rev addresses 
0 rgani rational & pr ogrammati c changes to QA program 
SHEPARD, A M Yankee Atomic Electnc Co 83/10/12 MURLEY. T E 
Region 1, DfFico of Director if 20B22 117 24X 

Fiche 50-000, 03/ 10/12, 03 10190097 


— 0310190105 Rev 14 to operational QA program 

PETERSON, W K , SHEPARD, A M , MURPHY, H P Yankee Atomic Electric 
Co YOQAP-I-A R14 03/10/12 134pp 20022 110 24X 

Fiche 90*000, 03/10/12, 8310190097 


G3t02103l0 Forwards response to 830104 request far addl info re 
NUREO-0737, Item II D 1 "Relief U Safety Valve Test 
Requirements " "Tee" quencher utilized at discharge pipe 
e K i t 

SINCLAIR, J B Vermont Yankee Nuclear Powei Corp 03/10/17 
VAS8ALL0>D D Operating Reactors Branch 2 15pp 20051 137 &4X 

Fiche 50-271, 03/10/17, 03 1021 OJ JO 


0310310266 Sumnarizea key points of 031021 presentation on 
1 ntergranular stress corrosion crocking I4eld sample selected 
at facility biased towards susceptible welds All 12-lnch 
riser welds i nspec ted, per IE Bulletin 03-02 
MURPHY, H P Vermont Yankee Nuclear Power Corp 83/10/26 
DENTON, H R Office of Nuclear Reactor Regulation, Director 3pp 
20947 136 24X Fiche 50-271,03/10/26,0310310266 


Q Inspection reports, IE Bulletins tc correspondence 


8308300340 IE Info Notice 03-61, "Alleged Use of Stand-Ins for Ueldrr 
Qualification Tests " Svc list enc ] 

JORDAN, E U Division of Emergency Preparednesa F Engineering 
Response (Pott 0301031 03/09/26 Consolidated Edison Go. of New 

York, Inc I17pp 20754 022 24X Fiche 90-000,03/09/26,0300300340 


0300300342 IE Info Notice 03-62, "Failurr of Redundant Toxlt Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Svc list and 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 0301031 03/09/26 Consolidated Edison Co of New 

York, Enc 116pp 20777 210 24X F icb# 50-000, 03/09/261 0308300342 


0308300345 IE Info Notice 03-63, "Potential Failures of Nest inghouer 
Type 9A-1 Differential Relays ♦' Svc list encl 
JORDAN? E L Division of Emergency Preparedness 1< Engineering 
Response (Post 830103) 03/09/26 Consolidated Edison Co of New 

York. Inc llOpp 20770 001 24X F Ich a 50-000, 03/09/26? 030030034 S 


8310140234 Forwards IE Insp Rept 90-271/83-24 on 830726-20 No 
noncomp 1 lance noted 

MARTIN,! T Region 1, Qffice of Director 03/09/26 MURPHY, W.P 
Vermont Yankee Nuclear Power Cqrp 2pp 20761 314 24X 

Fiche 50-27 1 , 03/09/26, 03 101 40,334 
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—0310140236 IE 
notBd Majar 
artlvitv in 
haiar d & 
MCBRiOEtM j 
B3/09/S2 


Insp Rept 50-271/03-24 on 03O726’-38 No noncampl i ahci? 
arvas inspscted licensee evaluations ol^ alpha 
plant sys U associated radiological health 

JANOi J , THOMPSON- T Region 1, Office of Director 
5pp 20761 316 24X Fiche 50-271. e3/09/26» 831014023-4 


8310140240 Fortirards IE Insp Rept 50-271/03-31 on 830801-0905 No 
eioncatnp 1 lane e noted 

STAHOBJECKl I P Division of Project (t Resident Pragrams 03/09/27 
HURPHY, If P Vermont Yankee Ngclear Power Corp 2pp 20762 006 
34X FIche 50-271,83/09/27.0310140240 


—0310140243 IE Insp Rept 90-271/03-21 on 030001-0903 No noncomp llance 
noted Major areas inspected action on previous insp 
findings. p lant power op trat ions* 1 nc lud ing status tc 
op^erational records, phy *jcal security Ir maint activities 
RAYMOND. W J , HOLDEN, C F . OALLO. R M Region 1. Office of 
Director 03/09/26 32pp 20762 008 24X FIche 50-271,83/09/27. 

8310140240 


8300300349 IE Info Notice 03-64. '‘Lead Shielding Attached to 
Safety-Related Sys W/o lOCFRSO 59 Evaluation *• 8vc list 
end 

JORDAN* E L Division of Emergency Preparedness t< Engineerinp 
Response {Post 830103) 83/09/2? Consolidated Edison Co of New 

York. Inc llSpp 20716 324 24X Fiche 50-000.03/09/29.0308300349 


8310200000 Forwards IE Insp Rept 5O-27l/0a-&2 on 930711-15 6 18-20 & 
notice of violation 

MARTIN, T T Division o# Engineering ti Technical Piograms e3/’09/30 
murphy, H P Vermont Yankee Nuclear Power Corp 2pp 20036 020 
24X Fiche 30-271.83/09/30,8310300086 


S Reportable occurrences. LERs <c related corr Bspondcncf 


0310210329 Responds to FDIA request for all documents re o i q n i f I c ant 1 ij 
high rate of equipment failures for OE. BWR/4 rated at 2,436 
MW Forwards App A documents Documents also available in PDR 
FELTON, J M Division of Rules and Rbcoi ds 03/07/28 MAFNtR, D 
Suffolk Nuclear Study Group 2pp 20Wti2 223 24X 

Fiche 50-000. 03/07/20,8310210329 


— 0306010008 Dlocusses evaluation of LEDs submitted during appraisal 
period May l9B2-Apr 1903 for techriltal accuracy, c omp I elom's s 
L intelligibility Screening for trends S. patterns produced 
few cases uhjch could Indicate potential mgt weaknefis 
SEYFftIT.M V Reactor Operations Analysis Dranch D3/O5/10 
STAROSTECKI . R Division of Project Resident Programs Jpp 
50882 276 24X Fiche 30-000.63/07/28.0310210329 


0310250531 LER 03-O2I/O3L-O pn 830830. during survcillonco on drywpl) 
pressure EC€S indicators. PT-10-101D<M> octuated at 2 b7 
psig Caused by Instrument drift Trip unit replaced w/calibr 
unit W/O30929 Itr 

PELLETIER. J P Vermont Yankee Nuclear Power Corp Q3/09/39 
MURLEY. T E Region 1, Office of Director 3pp 20902 139 P4X 
Fiche 30-271.83/09/2910310250531 


8310250626 LER 83-025/01P-0 on B3O920, during normal opera tl on. main 
steam line radiation monitor RM--17-P51A trip setpoint 
greater than 3 times normal background at rated power Causod 
by lnadei|uate procedure Trips reset W/030929 itr 
PELLETIER, J P Vermont Yankee Nuclear Power Corn 03/09/29 
MWRLEY. T E Rpi^ian 1. Office of Director 2pp 20700 165 24X 

Fiche 50-271.03/09/29.0310250626 


— 8310200090 Notice of violation from insp dn 030711-15 U lB-20 

• Rag ion 1. Office of Director 03/09/30 3pp 20836 022 24X 

Fi c h a 50-27 1 . 03/09/30* 031 02000BB 


0310140002 PN0-1-B3-105 on 031007. sei smlc event occurred in 
northeastern U8 w/niagnitude of S 2 on Richter scalp in NY 
& 4 0 in NH No damage to equipment identified 

GALLO. R N Region 1. Office of Director 03/10/07 Ip 20766 1J6 
24X Fiche* 50-000.03/10/07, 0310140002 


■0310200092 IE Jnsp Rept 50-271/03-2? on 830711-13 8< 10-20 Noncompliance 
noted operational testing fc acceptance crlteri a. required 
prior to Tfturning equipment to svc.not defined or specified 
on maint raqueiti <c mat) Issue slip numbers not documented 
8HAUB.E . NAPUDA*0 . OOLDSERO. 8 Region 1. Office of Director 
03/09/27 83pp 20036 025 24X Fiche 50-271 . 03/09/30. 631O2OOO0Q 


8300300370 IE Info Notice 03-65* *'Surye 1 1 lance of Flow in RTD Bypass 
Loops Used In Wfitlnghous* Plants Sve list and 
JORDAN, E L Division of Emergency Pr eparodness k Fnqlneoring 
Ratponsi (Post 830103) 63/10/07 Consolidated Edison Co of New 

Vork. Inc 76pp 20627 213 24>f Fiche 30-000,03/10/07.0300300370 


Notice 03-66* "Fatality at Argentine Critical 
Facilitv, " Sve list end 

JORDAN, E.L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 03/10/07 Consolidated Edison Co of New 

York. Inc 79pp 20082*026 B4X Fiche 30-000. 03/10/07. 8300300752 


0308300759 IE Info Rgtice 83-67, "Emergency Use Respirator Hatl Defect 
Causae Production of Noxious Oases " Sve list and 
JORDAN* E L Division of Emergency Preparedness k Engineering 
Raspunsa (Post 030103) 03/10/11 Consolidated Edison Co of New 

York. Inc li7pp 21043 075 24X Fiche SD-000, 03/10/ 1 1. B3O03OD759 


0310250334 LER 03-O2S/OIT-O on 030920. moln steam Una rod monitor Pound 
w/trlp setpoint greater than three times normal background 
required by Tech Specs Caused by procedural inadequacy 
Procedure being revised M/B310ia Itr 

PELLETIER, J P Vermont Yankee Nucloor Power Corp QD/IO/IB 
HURLEY, T E Region 1. Office of Diioctor 2pp C0Q97 333 LMX 
Fiche 50-271.03/10/12.8310290334 


8310250379 LER a3-023/03L-0 on 830923. heal th physics Som|>lln9 progiam 
revealed high. Cii-60 concentration at north storm drain 
outfall Caused by low level airborne releases from turbine 
bldg roof vents Sample point added W/031012 Itr 
PELLETIER.J P Vermont Yankee Nuclear Power Corp 03/J0/12 
HAYNES. R C Region 1. Office of Director 3pp 20890 IVb jiax 
F iche 50*'271, 03/10/12. 0310250379 


0310250300 LER 03-022/03L-0 on 830913. roac tor water cleofiup sys 
outboard isolation valve malfunctioned Caused by faulty 
torque switch In valve operator Torque switch replaced k syu 
tested satisfactorily W/a3l013 Ur 

PELLETIER, J P Vermont Yankee Nuclear Power Corp 03/10/13 
MURLEV, T E Region 1. Office of Diructor 3pp 20099 001 
Fiche 50-271.83/10/13,0310230300 


P4X 


"R«*Pi7atflr User Warning Defective 
self Contained Breathing Apparatus Air Cylinders ♦* Svt list 
inc 1 

JORDAN* E L Diviiinn of Emergency Preparedness k Bngi neerlne 
Reipony (Post 830103) 83/10/11 Consolidated Edison Co of Ne< 

York, Inc 120pp 20827 129 24X Fiche 50-000*03/10/11.030830076 

Dc.n.ee, tn Dethesda. 

MD to discuss future insps for Intergranular stress 
eorrosicn cracking, 

ersESiuT'DO Director for Safety Assessment 03/10/14 

tISENHUT.D 0 Division of Licensing 5pp 20823 350 24x 

F iehe. 58-000, 03/10/14, 0310180551 ^ 


at facility biased towards susceptible welds AU i2-inch 
J* l«>P»‘^t>d.per IE Bulletin 83-02 
DENrSw'w R f’ower Corp 03/10/26 

20947^136 Regulation* Director 3pp 

<0947 136 a4X Fit he 50-271.03/10/26*0310310266 


^ t-eUted correspondence 


^^busaerTf r,''“ V/eaioo? Ur 


DOCKET 50-272 SALFM NUCLEAR GENERATING STATION. UNIT I 
F Security, medical* emergency k fire protoction plans 


0309190260 forwards correct page revs to security 
training & qualification plan Page revs withheld 
irof IDCFB73 2l ) 

* Public Service Electric l< Gap Co of New Jert 
MARTIN. T ^ Division of Engineering k Technical 
20415 362 a4X Fi che, 30-27?. 03/09/12, 0309190260 


plan 4c securiiy 


by 03/09/ J 2 
Progrnms Jp 


tutuafiuiv;! rorwaros trarked-gp revised 1983 emergency exejcjse Rrv 
Inrorpormtes NRC 4t FEMA comments from 830804 meeting Adill 
info re operational data k engineering problems will be 
submitted 2 wks prior to exerriee 

^ ^ Public Service Electric (t Gas Co of New Jorsou 
MURLEY.T Region 1. Office of Director Upjp 
20846 147 S4X Fiche 50-272.03/09/12.8310210195 


B3IQ25051S Forwards IE Safeguards Insp Repts 50-272/83-20 k 
50-311/03-28 oil B30907-09 No noncompUance noted 

1 J^lvision of Engineering k Technical Programs 

UDERITZ.R A Public Service Electric k Gas Co qf New Jer 
20901 052 24 X Fiche 50-272,03/10/04.8310250312 


03/10/04 
ey 2pp 
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—8310250029 IE Safoquards Insp Repts 50-272/03-28 & 50-31 1 /BT-Pft on 
830907-09 No nunconip 1 i anc e noted Major areas inspected 
security sys poueT s up p 1 iji d e toe t i on aids — vital areas & 
licensee imp 1 rmonti ng procedure evaluation 

SMITH. G C . GODY- A T Region 1. OfFicc of Director 03/10/03 
2pp 20901 054 24X Fit he 50-272,83/10/04,0310250512 


0 Adjudicatory c orre ap ond enc e 


831Q250D3Q Petition for leave to Intervene 8< request for hearing on 
proposed issuance of amend to License DPR-70 re insnivice 
integrated leak tests Affidavit df Mailing end 
SILVERMAN, F S . DELANEY, C t Delauiaro. State of 83/10/21 
Commissioners 6pp 20894 184 24X Fiche 50-272. 83/ 10/21 > 

B3IO230O3B 


K Utility Final Bafetij Analysis Report <FSAR) & amends 


0310160251 Forwards Rev 2 to updated FSAR, cons! s ting of drawings 
updated since 830802 Rev 1 

LIDEMiE a Public Service Electric Oos Co of Now Jrrsey 

03/10/12 VARGA, S A Operating Reactors Uranch 1 2pp 20809 238 

24X Fiche 50-272.83/10/12,8310160251 


— 8310100253 Rev 2 to updated F9AR, cons is ting of drawings updated since 
830802 Rev I 

a Public Service Electric Oas Co of New Jersey 03/09/P) 

39pp 20009 240 24X Fiche 50-272, 83/10/12, 8310180251 


P Operating license stage documents & correspondence 


031OOSO199 Forwards “'Plan for Improvement of Nuclear Dept Operations, " 
In response to Dasic Energy Technology Assoc, Inc rept <« 
cross ref document, "Rept on Review of Corrective Action 
Program re Reactor Trip Breaker Failures " 

UDERITZiR A Public Service hlecfcric 8< Oos Co of New Jersey 
03/06/86 VARGA, 0 A Operating Reactors Branch I 2pp 20632 170 
24X Fiche 50-872,83/08/86,031005015? 


—8310050164 "Plan for Improvement of Nuclear Dept Operations 

a Public Service Electric 6 Oas Co of New Jersey B3/O0/2A 
5?pp 80632 180 24X Fiche 50-272,83/08/86,831005015? 


—6310050174 "Response to Basic Energy technology Associ.Inc Rept on 
Review of Corrective Action Program re Reactor Trip DreaJcpr 
Failures at Salem Generating Station, Unit 1 " Cross ref 
enc 1 

* Public Service Electric Gas Co of New Jersey 83/00/26 
23pp 20632 241 24X Fiche 50-278,03/08/26,8310050159 


8310060097 Forwards safety evaluation 6 Franklin Research Ctr technical 
evaluation rept of util response to TNI Item II K 3 17, 

"Rept on Outages of ECC9 " 

VARGA. 8 A Licensing Branch 1 83/07/87 UDERITZ.R A Public 

Service Electric 6 Oas Co of New Jorooy 4pp, 20664 127 ?4X 

Fiche 50-272. 03/09/87. 8310060557 


"8310010087 "ECCS Repts {r-471 TMl Action Plan Reqirements. PSL6G, Qa 1 am 
Nuclear Oeneiating Station Unit li “ technical evaluation 
rept 

VOSBURY,r W , OVERBBCKi 0 J , LUDINGTON, D kl Franklin 
Insfci tule/Franklin Research Center NRC-O3-0O-i3O TER-C9506-274 
02/09/28 CHON, E NRC - No Detailed Affiliation Oiven 14pp 
20664 I3i 24X Fiche 50-272,03/07/27,0310060997 


8310070097 Forwards safety evaluation of design of RC8 vents Design 
conforms w/requiroments of NUREG-0/3/, I tern II D i.GDC 1,2,4, 

14.30 & 31 iOCFRSO 441 c } (3) < 1 1 i ) w/eitcep tl on of positive 
valve position indication 

VARGA, 8 A Operating Reactors Branch 1 83/09/27 UDERITZiR A 

Public Service Electric & Gas Co of Now Jersey 3pp 206/3 349 
24X Fiche 50-272,83/09/87,0310070097 


— 0310070103 Safety evaluation of RCS vent design Design complies w/ 
NUREO-0737, Item II D I, GDC 1,2.4,14,30 $, 31 «, lOCrRSO 44 
s NRC - No Detailed Affiliation Given 03/09/17 6pp 
20673 393 84 X Fiche 90-272, 83/09/27, 0310070097 


--63O6O0O118 "Selected Operating Reactor Issues program II RCS Vents 
iNUFfEO -0737, Item II B 1 >, " final technical evaluation rept 
for Balem 1 S, 8 

HELD, J 1 Energy Incorporated FIN A-0250 TF-343/O0O9A 

03/02/23 ALBERTHAL.O Division of Licensing 6pp 80673 300 
84X Fiche 30-272.03/09/27,0310070097 


8310070166 Advises that automatic PORV isolation will not be provided 6 
PORV 8« block valve control sy*i will not be mod i f 1 ed, based on 
"Probabilistic Analysis & OpeTatlonal Data in Response to 
NUREG-0737, I tern 11 K 3 2 for Westinqhov&c NBSS Plants " 

LIDEN.E A Public Service Electric 6 Oas Co of New Jersey 
03/09/27 VARGA, S Operating Reactors Branch 1 2pp 80699 100 
24X Fiche 50-872,03/09/27.8310070166 


0310070003 Farurards remittance for License Change Requests 03-07,03-10 
8, 03-11 

LlDENr E A Public Service Electric It Oas Co of New Jersey 

83/09/30 VARGA. S A Operating Reactors Branch t Jp 20650 245 

24X Fiche 50-272,03/09/30,0310070003 


0310170039 Forwards SER 6 technical evaluation rept re licensee 
responses to NUREO-0737, Items II K 3 i. "Automatic PORV 
Isolation" 6 11 K 3 2, "Rept nn PORVs " 

VARGA, 6 A Operating Reactors Branch 1 03/10/05 UDERITZ, R A 

Public Service Electric 6 Gas Co of New Jersey 3pp 20B12 162 
24X Fiche 50-272.83/10/05.8310170039 


0310210205 Forwards addl fee required for Glass 1 amend re Rev 1 to 
License Change Request 79-01 Original fee paid for single 
Class 111 amend only 

LIDEN.E A Public Service Electric U Gas Co of New Jersey 
03/10/13 VARGA, S Operating Reactors Branch I Ip 80095 865, 
24X Fiche 50-278,03/10/13,0310210205 


Q Inspection reports, IE Bulletins & coi respondenco 


8308300340 IE Info Notice 83-61, "Alleged Use of Stand-Ins for 'Weldor 
Qual If ication Tests " Sve list eiicl 

JORDAN, £ L Dlvlsidn of Emergency Preparedness & Engineering 
Response iPost 030103) 03/09/26 Consolidated Edison Co of New 

York, Inc H7pp 20754 022 24X Fiche 50-000,03/09/26.8300300340 


0300300342 IE Info Notice 03-62, "Failure of Redundant Toiic Gas 
Detectors Positioned at Control Room Ventilation Ajr 
Intakes " 8vc list end 

JORDAN, E L Division of Emergency Pieparedness 6 Engineering 
Response (Post 0301D3) 03/09/26 Consolidated Edison Co of New 

York, Inc 116pp 20777 810 24X Fiche 50-000,83/09/26.0300300342 


9308300345 IE Info Notice 03-63, "Potential Failures of Meetinghouse 
Type 8A-1 Differential Relays " Bve list end 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 03/09/86 Consolidated Edison Co of New 

York, Inc 1 lOpp 20770 001 24X Fiche 50-000, 03/09/26, 0300300345 


0310140276 Forwards I6 Insp Repts 90-278/03-25 It 50-311/03-26 on 
030810-0906 No noncomp 1 i anc e noted 

8TAR08TECKI, R Division of Project 6 Resident Programs Q3/09/26 
UDERITZrR A Public Service Electric N Oas Co of New Jersey 2pp 
2D761 214 24X fiche 50-272, 03/09/26, □310140276 


— 03101402/9 IE Insp Repts 50-272/83-25 «< 50-311/03-26 on 030010-0906 No 
noncomp I lance noted Major areas inspected conformance u/Tcch 
Specs, log record revi ews, f ol lowups an previous insp 
items 6 review of licensee events 

LINVILLF, J C , bummers, R J , JACOBS, R H Region 1, Office of 
Director 03/09/26 I5pp 2076 1 216 24X Fiche 50-273,03/09/26, 

0310140276 


0308300349 IE Info Notice 03-64, "Lead Shielding Attached to 
8a f ety-Relatcd Sys W/o 10CFR90 59 Evaluation " Sve list 
end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/09/29 Consolidated Edison Co of New 

York, Inc llbpp 80716 324 24 X Fit he. 50-000, 03/09/29, B3O03OO349 


0310040214 EN-83-032A on 830505, notices t»f violation 6 proposed 
Imposition of civil penalty In amount of 4050,000 issued 
to util based on violation of Tech Spec requirement fc 
failure to adequately implement aspects of QA program 
KLINOLER.G , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 83/07/29 Ip 20617 240 24X Fiche 90-272. 83/09/29, 

83 1004021 4 


0310110381 Discusses util 030706 6 0722 responses to 030505 notice of 
violation 4« proposed imposition of civil penalty Identified 
during review of AIWS events on 030228 6 25 Order end 
imposing civil penalty In amount of fBSO. 000 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 03/09/29 UDERITZ, R A Public Bervlce Electric Cas 

Co of New Jersey app 20/13 201 24X Fiche 50-272,03/09/29, 

8310U0301 
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-■-8310110307 Order imposing tivil mnnetary penal tle^s in amount of 
tSSOi 000 re violation of TeLli Spec 3 3 11 requiring tufo 
reactor trip bree&ers to be aperabie tuhen reactor operating 
in Modes 1 «c H 

DEYDUNOj R C Director's Dfficow Office of Inspection -anif 
Enforcement 83/09/29 Public Service Etectnr & Oas Cp of Neui 

Jersey 14pp 20713 2Q3 24X Flche 50-272, 83/09/59. 8310110301 


8310250513 FoTurards Safeguards Insp Repts 50-272/83-58 If 
50-311/83-20 on 030907-09 Np noncamp 1 lance noted 

HARTlWfT T Division of Engineering & Technical Program# 83/30/04 

UDEPITX.R A Public Service Electric b Oai Cu of tMew Jersey 2pp 
20901 052 34X Fithe 50-272.03/10/04,0310250512 


— 0310350929 IE SafeaUards Inep Rept# 50-272/03-20 It 50-311/83-23 on 
830907-09 No nonconip 1 i anc e noted Major areas liispcctetf 
security eys power supply . detec tl an aids - vital areas b 
licensee Implcmonting procedure evaluation 

SMITH, 0 C r OODY, A T Region 1. Office of Director 03/JO/O3 
2pf, 20901 034 24X Fiche 50-272. 03/ tO/04, 0310250512 


931OJ0O39I Acfc receipt of 030829 b 0922 Itrs informiTiff NRC of steps 
taken to correct vlolattons noted in IF Insp Repts 
30-272/03-13 If 53-311/83-19 

STAROSTECKf, R Division of Project & Resident Programs 83/10/05 
UDERITZ.R a Public Service Electric b Oas Co of New Jersey Ip. 
20003 313 24X Fich# 50-272.03/10/05.0310180391 


—0310180398 Respo-nds to NRC 030729 Itr re violations noted in IE Insp 
Repts 5O-27S/03-I3 b 50-311/83-19 Corrective action# ECCO 
throttle valve positions corrected & verified b TRI8 
worksheet footnote revised re ECCS throttle valves 
LIDENrE A Public Service Electric b Oas Co of New Jersey 
63/09/22 STARDSTECKl, R Division of Project b Resident Pr&groms 
3pp 20803 314 24X Fichc 50-272.03/10/05.8310105391 


8308300378 IE Info Notice eS-AS. ‘’Surveillance of Flow in RTO Dypass 
Leaps Used in WestlTighDus e Plants " 8vc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post B30|03> 83/10/07 Consolidated Edison Co of New 

York, Inc 76pp 20027 213 24 X F ich e 50-000, 03/10/07# 03083003/0 


8300300752 IE Info Nntice B3-A6r ‘'Fatality at Argentine Critical 
Facility " Sve list end 

JORDAN, B L Division of Emergency Preparedness b Engineering 
Response iPost 830103) 83/10/07 Ccnsalldated Edison Co of New 

York, Inc 79pp 20002 0S6 24X Flche 50-000. 83/10/07, 6308300752 


0300300759 IE Info Net Ice 03-67. “Emergency tlse Respirator Mall Defect 
Causes Production of Noxious Oases " Sve list end 
JORDAN, E I Division o# Emergency Preparedness b Engineering 
Response (Post 030103)' 03/10/11 Consol 1 dated Edison Co of Ncui 

York, litc ll7pp 21043 075 34X F 1 the i 5D-0Q0. 03/10/1 1, 0300300759 


8300300761 IE Info Notice 03-68, “Respirator User Warning* Defective 
Self-Contained Dreathing Apparatus Air Cylinders '* Sve list 
end. 

JORDAN. E t. Division of Emergency Preparedness b Engineering 
Response (Post 8301031 03/10/11 Consolidated Edison Co of New 

Yark# Inc J20pp 20027 129 24X Fiche SO-OCO, 03/10/11. 030030076 1 


R periodic operating report# b related correspondence 


0310030346 “NPDE8 Discharge Monitoring Rent for Aug 1903 “ W/830906 
1 tr 

KILLER, L K Public Service Electric b Das Co oi New Jersey 
83/09/23- 21pp 30590 164 24X Fiche 50-272. 03/09/23# 8310030346 


8310200174 Monthly operating ropt for Sept 1983 11/631010 Itr 

MILLER, L K , ZUPKO. J M Public Service Electric b Cas Co of New 
Jersey. 83/10/10 Director's Office, Office of Inspection and 
Enforcemant I6pp 20335.339 S4X Fiche 50-272# 03/ 10/10, 
0310200174 


S Reporteble -occurrences, LERs b related c orrespandence 


8310050159 Forwards "Flan for Impravement of Nuclear D#pt Operations#" 
In response to HasiC Energy Technology Assoc* Inc rept b 
cross ref documrntr "Rept on Review of Correctivs Action 
Program re Reactor Trip Breaker Failures “ 

JOERITZ,R A Public Bervica Electric b Gas Co of New Jersey. 
63/00/26 VARGA, 0 A Operating Reactors Branch 1 fipn 30632 170 
24X Fiche 90-272,03/03/26,0310050159. 


'031OOSO174 "ftespanse to Basic Energy Tecbnolpgy Assoc, Inc Rept on 
Review of Corrective Action Program le Reactor Trip Breaker 
Failures at Salem Oeneratitij Station# Vrtit I “ Cross i of 
encl. 

e Public Service Electric b Qas Co of New Jersey. 83/00/26 
23pp. 20632 241. 24X Fiche 50-272,83/00/26,0310050159 


0310040213 FNS-J-03-OJ9 on 830923, 1 1 c ens ee contract security 
Drganii la t i on suspended two security guards Guard admitted to 
bringing illegal sufastance on site Other quard did nut icpt 
incident Both guards terminated 630926 

MADDEN, W . GODY. A Region 1, Office of Director 83/09/28 Ip 
20614 273 24X Fiche 30-272.03/09/20.8310040213 


0310110179 Nntiflcation of Significant Licensee Meeting 03-87 on 031011 
at site to discuss ATU0 event corrective action prugiem 
KISTER, H D Neoion I. Office of Director 03/09/29 Rogion i, 
Office of Director Ipp 20607 353 24X Fiche 'iO-S/C. G3/09/P9, 

0310J10179 


0310(10381 Discusses util 030706 b 0722 responses to 030505 noticr of 
vidlation b proposod imposition of civil penalty identified 
during review of A7WS events on 8302P2 b 25 Order end 
imposing civil penalty in amount of #850,000 
DEY08NG.N C Director's Office, Office of Inspection and 

Enforcemont 03/09/29 UDERITZ.R A Public Service Electric ft Gas 

Co of New Jersey Spp 20713 201 24X Fiche 50-272,03/09/29, 

0310110301 


— 0310110387 Order imposing civil monetary penalties in amount of 
#050,000 re vl'Clation of Tech Spec 3 3 11 requiring two 
reactor trip breakers to be operable when reactor opefatinp 
in Modes 1 b 2 

DEYOUNG, N C Director's Office, Office of InepBctlon and 
Enforcement 03/09/29 Public Service Eloctiic b Gas Co of Neu 
Jersey 14pp 20713 283 24X Fiche 50-272, 03/O9/P9, 03101 J03fll 


8310250325 LER 83-041/03L-0 on 830915, d i sc. overed contdinmont an 
particulate detector fitter failure alarm illuminated Caused 
by inadequate supply of Filter paper New filter paper 
installed M/03101P Itr 

FRAMH, R , 2UFK0, J N Public Service Electric b Gas Co of New 
JoTsay 03/10/13 MURLEV. TE Rcdion I. Office of Director 4pp 
20897 345 24X Fiche 50-272, 03/10/12, 0310230329 


9310290390 LEH a3-O40/03L-0 on 830916. reac tor trip breaker 1 post rtainl 
surveillance not completed within 1 h Interval Caused by 
addl testing Incorporated into surveillance License change 
request uii 1 1 be submitted to increase interval U/031012 Itr 
FRAHM.R , ZtJPKa#J M Public Service LI ec trie & Gas Co of New 
Jersey 03/10/12 WURLCY, T L Region 1. Office of Director 4pp 

20090 147 24X Fiche 90-272.83/10/12,0310250390 


8310250230 LER DJ-042/04L-0 on 8309M. routine release of radioactive 
liquid from chemical b vo I control monitoring tank |1 
performed w/« verification of operability of release line 
effluent monitor F'roesdure revised M/0310M Itr 
FRAHM, H # ZUPKO, J M Public Service Electric b Gas Co of New 
Jarseg 03/10/14 NURLEV# T t Region 1, Office of Director 4pp 
20899 139 24X Fiche 50-272,83/10/14.0310230230 


9310200024 LER 03-O43/O3L-O on 030920, duri ng routine operation# del ta 
tamp/della pressure station auxiliary performer chart 
recorder indication failed Caused by r-290 computet 
electronic locliup Coirvputer r ebootstrapped W/03lOi4 Itr 
FRAHM, R , ZOPKC# J M Public Bervico Electric b Gas Co of New 
Jersey 83/10/14 HURLEY,? E Region 1, Office of Director 4pp 
20933 204 34XFlcho 50-272# 03/ 10/14. 0310200024 


V Operator Examinations 


831025025/ Responds to J Bury telcon re licensed operator 
r equal i f icati an Training Procedute TP~305 Exam will be 
completely changed at least every 6 wks 

LIOEN.E A Public Service Electric b Gas Co of Now Jersey 

83/10/17 VARGA, S A Operating Reactors Branch 1 2pp 209/8 35V 

24X Fiche 50-272, 83/10/17# 8310250257 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 


E NRC Safety Evaluation Report <SER). auppls b correspondence 


6310120404 Provides clarification for certain designations In FDAR 
figures b tables re steam generator blowdown isolation per 
DdER 18 Classification b installation of relays will be 
completed prior to full power operation 

9CHUYLEfl,J 0 Pacific Gas & Electric Co 03/10/06 tI8ENHUT#D O 
Division of Licensing 2pp 20699 022 24X Fiche 50-275,03/10/06. 

8310120404 


8310170317 Forwards c I ar i f ic at ions b/or addJ info re G30B30 b 0906 b 0? 
responses to SSER 18 open items Items 3.4,7,10 b 19 
re sol ved, Enc 1 Info resolves l-tems 1,16,17,18,33.24 b 27 
SCHUYLER# J 0 Pacific Ga# b tlecfcric Co 83/10/06 EIBENHUT.DG 
Divisipr, of Licensing J6pp 20784 210 24X Fiche 50-270,83/10/06, 

031O-1 70517 
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82DQ300766 Doard Notification Q^-15^ foruards Rev 1 to "Diablo Canvon 
Unit 1 IDVP l/cr 1 f 1 c a 1 1 on of Cotrcctive Action Turbine Dldgi " 

Rev 1 to "Information Items re Large Bore Piping" {< 
transcript of 9C309S8 meeting lu/util 

EISENHUT.D G Division of UlreiiBing B3/ 10/07 PALL AD I NO, N J , 
OIL INSKY, V , RODERTS* T M Commi ss loner 5 3pp 20702 108 ,MX 
Fiche 50''275. 03/10/07. 0308300766 


— 9310170318 Transcript of 03OV28 technical conference ui/util>' PNl in 
Dethesda,MO re SSER open items Pp 1 -lOA 
» Commissi oners 83/09/28 416pp 207B2 191 2AX 

Fiche SO-27J1, 83/10/07/ 8300300766 


Q310I70514 Toruards revised Attachment 6 re power operated valves to 
End 3 of 830909 response to 88LR 18 potential unresolved 
items Mods to valves FCV-3/ 8f 38 determined unnecessai^i 
Description of mods end 

SCHUYLER/ J □ Pacific Gas J. Electric Co 83/10/07 FI66NHUT/ D O 
Diviaian of Licensing 3pp 20784 14B 24X Fiche 50-275, 03/10/07, 

6310170514 


B310I70657 Forwards clarifications ?</Qr addl info on 8SER 16,npen 
Item 30 re rupture restraints Crushable bumpers/ruptore 
restraints inside containment designed pei Design Criteria 
Memo DCM'-C64 

SCHUYLER, J □ Pacific Gas $< Electric Co 83/10/11 EI8ENHU1,D0 
Division of Licensing 2pp 20779 300 24X Fiche 50-275,83/10/11, 

8310170657 


B3I01G0463 Toruards l lari f ication Sc/or add) info on SSCR 18 Open 
Item 89 re jet impingement CJrlginal design basis valiritited 
Mo further evaluation necessary 

SCHUVLER,J 0 Pacific Gas & Electric Co 83/10/12 EIBENHUI.DG 
Division of Luensing 9pp 20803 054 24X Fiche 50-275,83/10/12, 

8310180463 


8310190137 forwards clarifications «</or addl info re SSER 18, Open lien 
2, "Rosporisc Spectra Cutoff rre^uency " 

SCHUYLER. J a Pacific Gas & flee trie Co B3/10/J2 E1SCNHU7,I1 0 

Division of Licensing I5pp 20020 261 24X Fiche 50-275,03/10/12, 

8310190137 


8310190063 Informs that util will provide addl info re SbER IB, Clpen 
Items 1,2 8< 17 las listed in SE:CV-03-366 i End 5), per NRC 
review of listed previous responses 

SCHUYLER, J 0 Pacific Gas & Electric Co 83/10/14 E1SENHU7,11 G 
Division of Licensing Ip 20022 334 24X Fiche 50-275,03/10/14, 

Q310190063 


8310200131 Forwards Rev 1 to Figures 1 2 of 831006 response to 

5SER 10 on Open Item 1 (8ECY-B3-366) re raw response spectra 
Jb rau-smoothed response spectra 

SCHUYLER, J 0 Pacific Gas & Electric Co 83/10/14 EIBENHU7,D C 
Division of Licensing Gpp 20834 104 24X Fiche 50-275,03/10/14, 

B310200131 


F Security, medical, etnergencij (< fire protection plans 


B31 0040221 Forwards IE Insp Repts 50-275/83-25 S. 50-323/83-10 on 
830718-22 It 0018 No noncompliance noted 
NOROERHAUG, L R Region 5, Office of Director 83/09/20 
SCHUYLER, J D Pacific Gas hlectric Co Spp 20617 350 34X 

Fiche 50-275,83/09/20,8310040231 


— 0310040236 IE Insp Repts 50-275/83-25 8. 50-323/83-18 on 030710-23 8. 
0818 No nancomp 1 iance noted Major arras inspected emergency 
preparedness program, me 1 ud ing emergency detection 
classification 8c protective action dec isionmaic Ing 
SCOWN, K , SCHUBTERi M D Region S, Office of Director 03/09/19 
13pp 20617 252 24X Fiche 50-275, 83/09/20, 0310040221 


8310040141 forwards addl mfo re emergency lighting capability 8, 
evaluation & reactor coolant pump lube oil sys Info 
should clarify 030715 rept justifying differences between 
fire protection features <« lOCFRSO/App R requirements 
SCHUYLER, J □ Pacific Gas 8< Electric Co 83/09/23 EISENHUT,DO 
Division of Lirensing 24pp 20617 005 24X Fiche 50-275,03/09/23, 

0310040141 


8310070236 Forwards addl info on App R review re fire doors 8< panels, 
clarifying 8, supplementing 030715 8, 09,i^3 submi ttal s< Approx 
40 of 120 door 8, frame assemblies modified for security 
r easons 

SCHUYLER, J Q Pacific Gas 8, Electric Co 83/10/03 E18ENHUT,D G 
Division of Lirensing 5pp 20660 240 24X Fiche 50-275,83/10/03, 

8310070236 


0310120402 Forwards list of proposed mods to be completed prior to 
initial criticality which will provide level of compliance 
equivalent to J OCFR 50, Ap p R fire door requirements will be 
determined after UL insp scheduled for wk of 831010 
0CKUYLER,J O Pacific Gas *, Electric Co 83/10/06 EISENHUT, D 0 
Division of Licensing 5pp 20699 012 24X Fiche 50-275,83/10/06, 

6310120402 


8310170539 Forwards Amend 6 to License DPR-76 8, safety evaluation 
Safety evaluation withheld irrf 10CFR73 21) Amend requires 
implementation of approved physical security plan 

KNIOKTON.G W Licensing Branch 3 03/10/11 FURQUSILMH Pacific 

Oas «c Electric Co 4pp 207Q4 203 24 X Fiche 50-275,83/10/11, 

8310170539 


— 8310170542 Ame-nd 6 to License DPR-76, chanq mg vital area access 
control s 

EISENHUT, D O Division of Licensing 03/10/11 2pp 20704 207 
a4X Fiche 50-275,03/10/11.031017053? 


8310170565 Provides addl info on App R review re schedule for fire door 
mods Door manufacturers will inspect unlabeled doors & 
frames constructed to UL specs on 031010-13 Doors/frames 
not within specs will be replaced 

SCHUYLER, O O Pacific Gas fc Electric Co 63/10/11 E1BENHUT»D 0 
Division of Licensing 2pp 20780 343 24X Fiche 50-275,03/10/11, 

8310170565 


8310100620 Advises that 630003 proposed changes to Rev 11 to physical 
security plan -8c Rev 2 to safeguards contingency plan 
acceptable per 10CFR50 54<p) Ends to 1 tr withhold 
{ref J0CFH73 21 ) 

KNIGHTON, G g Licensing Branch 3 03/10/12 SCHUYLER, JQ Pacific 

Oas «( Electric Co 3pp 20017 336 ?4X Fiche 50-273,03/10/12, 

8310100620 


0310210154 Requests publication of TR notice of consideration of 
issuance of amend to License DPR-76 St proposed NSJit 
de terminat 1 on opportunity for hearing re physical security 

plan N8MC determination available in Central Files 

KNIGHTON, G V) Licensing Branch 3 03/10/13 HILLER. J R Operating 

Reactors Branch 3 2pp 2OD03 357 P4X Fiche 50-275,03/10/13. 
0310210154 


0310200144 Submits addl info on App R review re schedule for fire door 
mods Installation of directional closed head sprinliler 
protection on both sides of panels St transoms suggested 
SCHUYLER, J D Pacific Oas St Electric Co 83/10/14 EISENHUT, D, 0 
Division of Licensing Ip 20036 294 24X Fiche 50-2/5,83/10/14, 

0310200144 


0310200061 Provides addl info to B31014 submittal re App R review of 
panele, transoms 8, door mods Actions for components which 
•cannot meet UU approved configurations listed 

BCHUYLER.J O Pacific Gas ft Electric Co 03/10/21 EISENHUT, D 0 
Division of Liconsing app 20933 330 24X Fiche 50-279,03/10/21, 

0310200061 


8310S70566 Releases public version of revised corporate emergency 
response plan Bt revised emergency response plan implementing 
p rocedtires 

FELTON. J M PlvisioD of Rules and Records 03/10/25 Document 
Management Branch Ip 20945 007 24X Fiche- 50-275, 83/10/25, 

0310270566 


— 0310270572 Forwards public version of Rev Z to corporate emergency 
response plan 6 revised emergency response plan Implementing 
proc edui as 

0CHUYLER, U 0 Pacific Oas 8c Electric Co 03/10/10 MARTIN. J D 
Region 5, Office of Director 3pp E0945 000 24X 

Fiche 50-27 5, 03/10/25, B31 0270566 


—0310270575 Public version of Rev 2 to corporate emergency response 
plan 

SCHUYLER, J a Pacific Oas St Electric Co 03/09/12 05pp 
20945 011 aqx Fiche 50-275,83/10/25.8310270566 


— 031O27O5BO public version of revised corporate emergency response plan 
Implementing procedures, Inc lud Ing Procedures 3 1 re 
governmental relations, 3 2 re corporate coe.nunl cations dept 
8< 3 3 re laia 

SCHUYLER, JO Pacific Oas 8< Electric Co 03/10/04 GOOpp 
20945 096 i!4X Fiche 50-275,03/10/25,0310270566 


0310270502 Releases public version of revised emergency plan 
implementinji procedures 

FELTON. J M Division of Rules and Records 03/10/25 Document 
Management Branch Ip 20946 099 24X Fichp 50'275, 03/10/25, 

0310270502 
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*-B3lOS7O506 F&rwflrdb public version of emer-q^ncg plan 

imp! Bfnentxng proc edur esr me lud i ng Procedures S 1 re plant 
(Tialntj □ 4 re insurance & 3 & re sbcut ifcy 

aCHUyLER.j □ Pacific Gas U Electric Co B3/09/I2 MAWriN. J H 
Region D, Office of Direcioi 3pp 2094^ 100 24X 

Fieri e 50-275, 03/10/25, B3102705B2 


-Q31D3705QB Pub-llc version of revised Cifnergenc g plan imp I pmenfcinq 
procedures, includ Ing Procedures 3 1 re plant fnaint.3 4 re 
inswrancB fc 3 & re securitg 

SCHUYLER,^ 0 Pacific Gas i, Electric Co 03/OO/1& ISOpp 
20946 103 24X Flche 50-275, 03/ 10/25. 0310270502 


Adjudicatory correspondence 


310260277 Contentions on design QA re verification of samples Fcii 
J DVP 

STRUMMAeQEf?,il Call farm a. State of RCyNOLDS, J Joint 
Intervanors-Diablo Canyon REYNOLDS, J Center for Laui in the Public 
Interest 93/09700 Atomic Safety antf Licensing Appeal Panel 

I03pp 20911 039 24K Flche 50-275,93/09/00,0310260277 


310030371 Confirms 030930 telcon re Governor Oeokmejian 030902 request 
for documonts List of requested documents ulll be sent by 
031004 

MCOOflREW, H J Hearing Branch 3 03/09/26 D11RDIN,3 Call format 

State of Ip 20630 334 241f Flche 50-275. 83/09/26. B3 1 0050371 


310050454 Response opposing Joint Intervonors 030926 request for 
hearing on lifting of license suspenslor. No legal basis 
presented to support hearing Certificate of 5vc end 
CHAH0LER,L J Mooring Branch 2 03/09/26 Commi s sionerr. I5pp 

20630 040 24)! Tic ho 50-275.03/09/26,03100504 54 


310040S51 First supplemental responses to 1 nterr ogatori ee 
Certification of counsel if Cerllflcete of Sve enci Related 
c or rasp ondence 

LUSQDCKrD O Pacific Oas b Electric Co B3/09/20 CellPornia. 
atata of 7pp 20613 042 24 >! Flch 0 50-273. 03/09/20, 831 0040251 


31OO4O2B0 First eupplementel ansuers to third set of interrogatories 
Prof qua 1 i f ica t ions b Certificate of Sve end Related 
correspondence 

STRUHUAaaER, M California, State of 03/09/20 Pacific Oas 1« 
Electric Co 2!6pp 20614 169 24X Flche 50-275,03/09/20, 

0310040200 


310050396 First supplemental rceponse to third set of inberrogatoriee 
Certificate of Syc encl Related correspondence 

LUOBOCKiD 0 Pacific Gas 1. Electric Co 03/09/20 California, 
State of 66pp 20634 J06 24X Flche 50- 27 3. 83/09/2 B. 0310050396 


310030304 Motion for sanctions against Oovernor Doukmejlan t< jDi?it 
IntfrYenors for failure to suppl Interroga tor les seasonably 
Intervenors have engaged in concrete course of conduct to 
delay proceedings Certificate of Sve one 1 

CRANC, P A Pacific Gas it Clectilc Co 03/09/29 Atomic Safety 
and Licensing Appeal Panel lOff 20592 i54 24X 

Flche 50-275. 83 / 09/29 . 03 1 00303B4 


310040209 Motion for mod of schedule establlihed in ABLB 030907 order 
re design OA hearing Delay in completion of IDVP renders 
schedule impossible to meet 

KAUFmN.P H Califdrnia, State of 03/09/29 Atomic Safety and 

Licensing Appeal Panel 17gp 20614 335 24X Fi che> 50-27b, 

03/09/29.0310040309 


''031O-O4O2I2 Addl contentions on design QA 

KAVFHANi P H Cal Ifornia. State dP REVNOLDB, J Joint 
Intervenors-Diab I o Canyon flCYNOLDS.^I Canter for Law In the 
Public Interest 03/09/29 Atomic Safety and Licensing Appeal 
Panel 4pp 2D614 352 24X Flche 50-275^ B3/09/ 29, 0310040209 


"0310040319 Application for eipedittrf ruling on motion far mod of 
hearing schedule Motion should be rulad on quickly since 
testimony duo 831000 Certificate of Sve end 

KAUfMANiP, H Callfornlar State of. 83/09/29 Atomic Safety and 
Licensing Appeal Panel 6p]i C06l4'356 24X 

Flche 00-275,63/09/29.0310040209 


I10040S39 Supplemental response to eecond set of interrogatur i c& 

Certl f Icat Ion of counsel l< Certificate of Sve end Related 
c orreep ondene e 

HAVIANj C. R. Joint Inter venors-Olab 1 o Canyon MAVlANiER Centei 
for Law in ths Public Interest 03/O9/G9 Pacific Gas 4r Electric 
Cq 7pp. 20624'0i9 24X Flc h e 50-27bi 03/09/29, 031 0040539 


iJO-040302 Order extending time untii B3JOOV fpr Commission to ect to 
review AUAD-7aa 

CKILK.B.J Office of the Beoretary of the Commt sslon 03/09/30 
ComnUs loners. ip 20614 168 24X Flche 50-273,03/09/30, 

0310040302 


9310040525 Forurards author notirp dF appearance Certificate of Lvt 
enc 1 

LUOQQCH, D O Pacific Gas 8. Electiic Co 03/09/30 Dockebinq 8< 

Services Branch 4pp 20624 226 24X Fjche 50-2/5,03/09/30, 

B31 0040535 


0310070209 Staff requirements memo re B30927 discussion of proceeding 
schedule Curnminslon uii i 1 hold 031020 public meeting in 
Wash ing ton, DC re issues related to fuel loading 

CKILK, B J OFflce of the Beci etary oF the Commission 03/09/30 
Office of the Secsetary of the Commission Ip 20676 362 24X 

Fiche 50-275- 03/09/30. B310070209 


9310030421 Fourth supplemental response to First set of 
1 nterrogaiorie B Certificate of 3vc enc I 

REYNOLDS. J Joint 1 ntervenors -Di able Cany on REYNOLDS, J Center 
for Law in the Public Interest 03/10/03 Pacific Gas & Clertrlt, 
Co 9pp 20630 334 ^4X Fithe 50-275,03/10/03,0310050421 


8310110053 Answer opposing util motion For sanctions Fot alloqed 
failures to suppl i nterr oga toi y answer seasonably Motion 
wholly unfounded & should be denied Declaration of counsel 
8< Certificate of Bve end 

STRmMABBERrH Cnllfamia. State of 03/ J 0/04 Atomic Safety and 

Licensing Appeal Hanoi 21pp 20668 244 24X Flche 50-275, 

83/10/04.8310110053 


0310110038 rorwards Page 41 of Nuclear Bves Gorp audit of Pullman 
Power Products filed w/Jolrit Intervenors 030909 suppl to 
motion to reopen record on const OA issue 

REYNOLDS, J Center for Law In the Public Interest REYNOLDS, J 
Joint I ntervenor s-D loblo Canyon 03/10/04 Atomic Safety and 
Licensing Board Panel 2pp 20668 239 24X Fiche 50-2/5, U3/J 0/0*1, 

0310110050 


0310110073 Response opposing Governor Deukmejian 8. Joint Intervenors 
830929 addl contentions on DA Contentions lack specificity 
S(/or fail to meet criteria for loto-filed contentions 
Certificate ef Sve encl 

LOCKER, R F Pacific Gas 8c Electric Co 03/10/04 Atomic Safety 
and Licensing Appeal Panel 6pp 20667 299 S4X 
Fiche 30-275, 03/10/04, 0310110073 


0310110120 Response opposing Oovernor Deukmojian 830907 motion tt, 
modify schedule fo? conduct of hearinns Motion 1b only 
another unsubstantia ted ploy for delay Certificate of Bve 
end 

NORTON. B Pacific Gas S, Electric Co NORTON, D Norton, Burke, 
Berry fc French 03/10/04 Atomic Safety and Licensing Appeal 

Panel 12pp 20666 212 24X Fiche 50-2/5,83/10/04,8310110120 


0310110127 Response opposing licensee motions for sanctions against 
Governor OeuKniejian & Joint Intervenors Intervenors 
supplemented Interrogatory answers in timely manner 
Certificate of Gve end 

REYNOLDS, J Joint In tervenors-Dlabl o Canyon REYNOLOB, J Center 
for Law in the Public Interest 03/10/04 Atomic Safety and 
Licensing Appeal Panel 0pp 20666 204 S4X Fiche 50-275,83/10/04, 
B310I10IP7 


0310110317 Response supporting Governor Deukmejian 630929 motion For 
mod of hearing schedule Deposition schedule not completed 8, 
time for Filing contentions expired prior to issuance of 
IDVP repts Certificate of Sve end 

fl£VNDLD8, J Joint Intervenors-Dlablo Canyon REYNOLDS. J Center 
for Law Jrr the Public Interest B3/I0/O4 Atomic Safety and 
Licensing Appeal Panel 6pp 20665 3D8 S4X Fiche 50-275, 03/1 O/Od. 
0310110317 


0310120410 Response of IDVP to Interrogatory 5/ in third set of 
i nterroga to-r le 5 Certificate of 0vc end Related 
c orrespondenc e 

RASKIN, D» Lowenstein, Newman, Reis, Axelrod 8, Toll S3/10/05 
8TRUMWAeeER,M California. State of 9pp 20699*044 24X 

Fiche 50-279,03/10/05.0310120410 


8310130017 Response opposing ODvernor Deiiltmejian B30929 motion for 2-wk 
extension of discovery schedule set in A8I AB 030907 order 
Governor began discovery process only 3 wks before hearing 
Eitension would delay hearing 

CHANDLER, L J Hearing Branch 2 83/10/05 Atomic Safety and 

Licensing Appeal Panel 7pp 20725 191 24X Fi che. 50-275, 03/10/05, 

0310130017 


— B3101300J9 Response supporting licensee 030929 motion For sanctions 
upon Governor Deu kmej i an/ Joint Interveriors Depositions of 
Apostolali is, Hempthorrrt 8( Hubbard should be held during wk oF 
031010-14^ Certi fl cate of 0vc end 

CHANDLER. L J Hearing Branch 2 83/10/05 Atomic Safety and 

Licensing Appeal Panel 6pp 20725 190 24X 

Fiche 90-275.83/10/05,3310130017 
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03101301^3 Resporiso to 830902 document request consisting of computer 
pTintout listing documents in docket since 811101 Documents 
to t>e copied should be identified 

nCGUFlFlENrH ^l Hearing Dronch 1 03/10/05 DUflDIN^Gl California, 

State of 4pp 30724 200 24JC Fiche 50-275.83/10/05,0310130163 


□3{01 10298 Application for subpoena for G Apo^tolakis for 831011 
deposition & production of documents 

NORTON, B Pacifif Gas V Olectric Cr> NQH1DN. D Norton, Burke, 
Berrij & Trench 03/10/06 Atomic tnifety and Licensing Appeal 
Panel 4pp 20666 100 24X Fiche 50-275,03/10/06.8310110298 


63S01I0301 Notice of 0 Apostolakis deposition on 831011 m <iaii 
Francisco, CA Certificate of bvt enc 1 

NORTON. D F’acific Gas & Electric Co NORTON. B Norton, Duike, 
Derry ^ French 83/10/06 4pp 206 if 6 104 ?4X 

Ficho 50 273.83/10/06.8310110298 


8310120376 Second supplemental answers to first set of interrogatories 
Certification of counsel & prof qualifications encl 
OUROIN. S L Cnlifurnia, State of 83/10/07 Pacific Ga>. ti 

Electric Co 20pp 20699 13*^ 24X Fiche 50-275,03/10/07. 

031OiaO3/6 


--□310I303B1 First supplemental answers to second set of interrogator i ro 
Certification of counsel cm 1 

DURBIN, S I Califoinia. State of HJ/lO/07 Pacific Gas it 

Electric Co I7pp 20699 160 24X Fiche 50-275. 83/ 1 0/0/, 

8310120 176 


--83IO12OJ06 I'lrat supplemental answers to fourth set of interrogatories 
Cer ti f I cat ion of counsel it (ertificatc of Sve entl 
DUROiNrG i California, Gtute of 83/10/07 Pacific Gas it 

Electric Co Opp 20699 1/7 24X Fiche 50-275.03/10/07, 

8310120376 


03101203B5 Order confirming B3100S oral lulings during telcon re 
reopened proceeding on design QA Governor Deukmcjlon 830929 
motion for mod of schedule grunted in part 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 83/10/07 
Spp 20699 185 2AX Fiche 30-273, 03/ 1 0/07, 83 1 0 > 30305 


8310120413 Order extending time until 83101/ for Commission to act to 
review ALAD-/3n 

CHlLK.fi J Office of the Secretary of the Commission 83/10/0/ 
Commissioners Ip 2069D 052 24X Fichfl 50-275,03/10/07. 

oaioiBOdip 


0310130243 Fifth supplemental response tn first set of i nterrogntori r a 
Portions of RU Hubbard FJ brmaniego 8 rMP 21 direct 
testimony Sr Certificate of bve encl 

RCTNDLDS.J Joint Intervenors-Dl ab 1 0 Canyon REYNOl PS. J Centet 
for Law in the Public Interest 03/10/07 Pacific Gas 4, Llcctric 
Co I7pp 20723 253 24X Fiche 50-2/5.03/10/07,0310130243 


031018016-0 Motion for leave to file reply tn NRC *r util responses to 
Joint Intervenors 030909 suppl to motion to reopen record on 
const OA Responses raised defenses t, relied on documents not 
previously pal t of record Certificate of five encl 

REYNOLDS. J Joint Intervenore-Dlahlo Canyon REYNOLDS, J Center 
for Law in the Public Interest Q3/J0/13 Atomic Safety and 
Licensing Appeal panel 6pp 20009 147 24X Fiche 50-275,83/10/1), 

0310180160 


6310180246 Response to Governor PeuVmv j ion, NRC util replies fo Joint 
Interveners 030909 suppl to motion to reopen record on const 
QA N5C audit rept provides irrefutable evidence of breakdown 
xn Pullman QA program Certificate of Qvc encl 

REYNOLDS. J Joint I nt e r ve no r b -D i ab I a ( anyon REYNOLDS, J Center 
for Law in the Public Interest 03/10/13 Atomic Safety and 
Licensing Appeal Panel I2pp 20002 320 24X Fiche 50-275, 

03/10/ 1 3, B3101B0248 


0310190219 Motion for order of enforcement of ASLA8 031007 ordet 
directing Governor Dculmejian << %loint Interveners to suppl 
interrogatory responses i> documents requested Parties failed 
to provide required documents Certificate of Bve encl 
CRANF. P A Pacific Gas i> Plectric Co 83/10/13 Atomic fanfrty 

and Licensing Appeal Panel Opp 20010 037 24X 

Fiche 50-275, 03/10/13, 8310190219 


B3iO]e032B becond suppUmental response tu third set of 
interrogatories Certificate of Ovf encJ Related 
c or r e spondent r 

LUBDOCK, D O Pacific Gas «< rieCtru Cr* 83/10/14 |)HJKMI JJAN 

California, State of I4pp 20806 16,' 24X Fiche 30 '275. 83/ lO/H . 

6310 I 00328 


— G31D210242 bihlbit list Certificate of bvt end 

REYNOLDS, J Joint I n te rvenors -Di ab 1 o Canyon REVNOLDB^ J Center 
for Law in the Public Interest 83/10/15 6pp 20052 065 24X 

Fiche 00-275. 83/10/15 0310210220 


Q31020017B Testimony of RD Hubbard re design QA Verification program 
has not yet demonstrated plant design complies u/aU 
applicable NRC regulatory requirements 6 all util licensing 
criteria Related correspondence 

HJDBARD.R D California, State pf HUBDARD. R D MHB Technical 
Associates 03/10/16 77pp 20035 129 24X Fiche 50-275,83/10/16, 

03 10200 I /Q 


-8310200195 List of exhibits identified per ASLAD 031007 order 
Certificate of Sve encl 

STRUMWAS2ER, H California, St^te of 03/10/16 9pp 20B35 269 
24X Fiche 50-275, 03/ 1 0/ 1 6, 831 0200 1 78 


9310190054 Forwards documents NhC delivered to Commissioner Gilinskii 
during 831017 bncFing on plant design rever i f icatian 
GJUINbKY.V Lommtss lonera 03/10/17 Office of the Executive 
Legal Director 20pp 20D23 259 24X Fiche 50-275,03/10/17, 

0310190054 


9310190261 Order eitending time until 93102D for Commission to act to 
review AUAQ-/2H 

CHILK,S J Office of the Sect etpry of the Commiision 03/10/17 
Commissioners ip SOBlO OOJ 24X Fiche 50-275,83/10/17, 
Q310190261 


Q31027033B Forwards addl copies of direct testimony it accompanying 
matls Sky Courier it Eastern Airlines lost original 
transmittals Inconvenience regretted 

STRUMHASbER. M California. State of 03/10/17 MOORE. T S Atomic 
Safety and Licensing Appeal Panel Ip 20923 302 24X 

Fiche 50-275,93/10/17.0310270330 


— 63102/0348 Answer opposing util 031013 motion for order of enforcement 
Util violated order several times Grounds for requested 
re I i e f none t i stent 

STRUMHAS5ER, M California, State of 03/10/17 Atomic Safety 
and Licensing Appeal Panel 7pp 20923 303 24X 

Fiche 50-375,03/10/17,83102/0330 


-’•931037037/ Affidavit of RB Hubbard re sa f ety~r elated aspects of QA 
programs Prof qualifications L Certificate of bvc encl 
HUBBARD.R 8 California, State of 03/10/21 i7pp 20923 310 
24X Fiche SO-275. 65/10/17, Q'110270330 


0310250283 Forwards US Court of Appeals, DC Circu 1 1, 83100/ amended 
opinion affirming NFlC denial of Atty General Bellotti 
petition to intervene 

CHANDLER, L J Hearing Branch 2 83/10/10 CHILK, b J Office of 

the Secretary of the Commission 23pp 20694 232 24 X 

Fiche 50-275. 03/10/18* 6310250283 


Q310240158 Motion for revocation of License DPR-76r or in alternative, 
for continuation of suspension Continuing natuee of mail 
false itatements Ic unraiolvtd questions re adequacy of const 
unacceptable Certificate of five end 

REYNOLDS, J Joint Intervenors *Diab I a Canyon REYNOl DS. J Center 
for Law in the Public Interest OD/lO/tO Commissioners 60pp 
20601 224 C4X Tithe 50-275 03/10/20.0310240150 


0310240174 Objection to Joint Intervennrs proposed Lchibils I2fl L 129 
it State of CA Oovernor Exhibit II re design OA Exhibits 
Irrelevant L immatrrial to proceeding Certificate of bvc 
entl 

CRANE. P A Parifit Gat b blectric Co G3/I0/S0 Atomic Safety 
and Licensing Appeal Panel 4pp 20DR0 030 J4X 
Fithe 50-?'75. »3/ 10/20. 83102401 /4 


B3I02S0043 Objections to uti) «, NRC exhibits 4, tes t imony, per ASl A8 
831007 order Certificate of Gvf rnc I 

HAVIAN. E Joint 1 n t e ryen or s -0 1 ab 1 o Canyon HAVIAN.L Center for 
Law in the Public Interest 03/10/20 Atomic Safety and Llcenting 
Appeal Panel 6pp 20094 001 24X Fuhe 50-275, 83/ 1 0/?0, 

83 10350043 


8310250467 Comments on Joint Intervenors It Governor Deuimejiari 
testimony it proposed eihibitsipef ASLD 031007 arder Oovernar 
Eihibits 27-31 not provided foi review Fihibiti 129 L 13? 
acc tp tab ) t 

CHANDLER, I J Hearing Branch 2 83/10/21 MOORE. T 8 , BUCK, J H « 

JOHNSON, N R Atomic Safety and Licensing Board Panel 2pp 
20897 102 24X Fithe 50-275,03/10/21.0310250467 


6310210220 forwards PJ Krmpthomr ** FI Gamartiego testimony 

REYNOUOSrJ R Center for Law in thr Public lnterei,t RFYNUlDS. J H 
Joint Intervenors- Diablo Canyon 03/10/15 MOORC 1 8 * 

JOHNSON. W R . BUCK, J H Atomic bafrty and Licensing Appeal Panel 
Ip 30052 04P J4X Fifhe *iO J /5, 03/ 1 0 / 1 5- 03 1 02 1 0..‘2n 
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Q31036023<!i Sub(7it% suppl to 8^09(>] coimments on t DVP final rept & 

5&ER LB TF reii&uance- of &iJ5p«n[|ed license for fuel 
loading it lou pouer operation License mssuance apposed 
Certificate of Sve end 

HEYNOLDS, J R Center for Uaui in tb« Public Interest REYNllL 1>I», J R 
Joint Intervenors-Diab lo CanijOTi BB/ LO/24 PALUrtl>JNO»N J , 
OIL1N5KY. V . ROBERTS- T Cammx ssionor s Mpp S0*?iai92 ?4X 

Fiche 30-275. 63/10/24- a3lO2ii0n6 


B310260270 Order denying Joint Intervenars 630510 L Governor 
Oeukmriian 830517 motions to reopen record re adequacy of 
applicant const QA program Kotions f a t 1 to meet stds 
SHOEKAKER.C J Atomic Safety and Licensing Appeal Panel FJ3/10/24 
Joint J n tervenors-Pl ab lo Canyon 2pp 20911 30Y 2AX 
Fiche 50-27S, 83/ 10/24. a3l02b0a/0 


0310310141 ffotlee of ut i t h draitpa 1 of Contentioai 3c . d. p> q. i . j. It l< n lo 
design QA Failures Contentions found to be uithin licensing 
criteria or were resolved by addl technical info Certificate 
of Sve enc 1 

DURBIN. 8 L CaJifornie. State Of RETNOLDS, J R Joint 
I ntervenor i-Diab i o Canyon REYNOLDS. J H Center for I aur m the 
Public Interest 83/10/24 l&pp 20959019 £»4x 

Fiche 50-275.83/10/24.831031(1141 


6310270263 Ansutr opposing Joint Intervenor 631020 motion for 
revocation of Ol or for continuation of suspension Applicant 
hat not misrepresented or Failed to disclose facts 
Certificate of Svr end 

CRANE. P A Pacific Gas 6 Electric Co 83/10/25 Commi sr i or.rrs 
I3pp 20922 02G 24X Fich* 50-275.83/10/25.8310270263 


831027035B Forwards Joint Intervenor U Covernor Oeuitmejjan revised 
contentions on design OA. replacing Eihibit 1 transmitted 
iu/031034 Ur 

REYNOLDS. J F Center For Lau in the Public Interest REYNOLDb.J R 
Joint I ntervenors-Diah 1 o Canyon 83/10/25 PALLADINO.N J . 
OILINSKY. V . ROBERTS.! Commissioners Ip 20923 294 24X 

Fiche 50-275.83/10/25.8310270350 


— B3I0270361 Isiuee to be contested by Governor Deukmejian t. Joint 
I nter vrnor s 

» Joint intervenore-Di ab lo Cangon 03/10/24 /pp 20923 295 
?4X Fiche 50-275. Q3/iO/2S. 831 0270358 


9310290097 Reply to util objections t« Joint Interveners proposed 
eihibits Objections should be overruled Certificate of Sve. 
enc I 

HAVIAN.E Joint Int * rvenors-Di ah lo Canyon HAVlAN. E Center for 
Lau in the Public Interest 83/10/25 Atomic bafrtg and Licensiitq 
Appeal Panel Qpp 20905 066 ?43( Fiche 50-275,83/10/25, 

8310260097 


.310310181 Requests DC Treppa enc I 031021 Ur be placed in MDR & copie*. 
served on parties to proceeding 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 03/10/27 
Docketing t Services Qranrh Jp 20958 361 24X 

Fiche 50-275.03/10/27,8310310161 


-9310310164 Eipreises concern re relttuing low pouer test license for 
facility License ihould be revoked 6 facility ordered to 
shut down 

TREPPA. D C Affiliation IfriknoNn 63/10/21 ROSEWTHAL.A S NRC - 
No Detailed Affiliation Given Ip '2O9D0 362 24X 

Fiche 50-275.83/10/27. e3ID31016l 


\ General correspondence 


33i'0l60270 Clarifies position of int er jut i sdic tiona I planning 
committee for agencies surrounding fac 1 1 1 ty^ empha si 1 1 ng 
importance of FEMA coordination of federal agency responses 
to nuclear plant accidents 

COLEMAN, H J Ban Clemente. CA B3/10/I0 NRC - No Detailed 
Affiliation Given 2pp 20007 050 24K Fiche 50-275. 03/ i 0/10. 

a3tOEB0?70 


1:310200175 Responds la 02071? \ 830620 Itrs re safety li redundancy of 
valve failure mQdet IE tnsp Repts 50-2/5/02-26, 

50-323/82-13 6 50-275/02-42 enc I Further t nve s t 1 g a t i dn 
revealed tracking I. documenta 1 1 on ef repts out of dele 
BISiHOP. T U Division of Re s i rf rnt. Reac t or Project I, (ngineeimg 
Programs 83/10/17 CDOPER. J H Af f i 1 i al 1 on Un k noun 2pp 
20B35 3J6 24X Fiche 50-275,83/10/17,0310200175 


Operating licrnie stbge documents t cof respond enc e 


310110034 Further response to FOJA request for record’s re NURtG 09AP 
Investigative repf 6 i nves t i gat i one concerning facilities 
Forwards App A documents Commissioner Hradford 0ll?i7 memo 
withheld Iref FO|A Eiemption D) 

FELTON, J t1 Division of Rules erid Rfcoids 83/06/15 HEVNOl HE. J 
Center for Law in the Public Interest 4pp 20713 001 ?4X 

Fiche 50-275,83/06/13.0310110034 


"8200010014 Requests issuijnce of final statement clearing RL Cloud 
Associates fi om allegations of ujrontjdPing in prepaiation of 
"Frel i mi nnr y Rep t. Se i siti i c Vor i f ica t lun f'rogram, " pet NR( 
investigation results in NURE0-0Q62> 1 ssue 3 
CLQDO, N L Robirt L Cloud AssuciatPb. [nc 62/0ri/,.4 
PALLAD1N0>N J f 0mm i 5 s irtn ei s Dpp 20713 0J2 .'4/ 

Fiche 90-275.83/06/15 6310110034 


— Q3101 10039 Forwards draft itrs to Subcommittee on tnergy f. Cnviion A 
Subcommittee on Energy Conservation 6 f'ower transmittlna NfK 
review of KUrtEO-0062 Comments requested by 820B11 
HAMMERER. C Office of Congrrtis i ona 1 Affairs a,>/0D/OV 
DICKWIT.L Office of tho (Jeneial Counsel CUMMINti'j. J Offito of 
Inspector A Auditor FITZGfRAID. J C'ffice of 1 nv eo 1 1 qat 1 on *ipp 
20713 000 24X Fiche 50-270.03/06/15.8310110034 


— 8310110046 Responds to BllJl/ It? expressing concern ir dol,iy» m 
licensing process Immediate issue coiirerns acceptability of 
util proposed auditors.RI Cloud Assat Investigation 
scheduled foi completion an □21108 6 030201 
HAMMERER. C Office of Congressional Affairs 0.V(H/10 
ROUSSELOr, J H House of Rep Ip a<J7i3 0J3 24X 

Fiche 50-275, 03/06/i5, 03101 100J4 


— 6310110048 ’^Chtonolgy of Events " 

• Affiliation Unknown 83/06/15 6pp 20713 015 24X 

Fiche 50-2/5. 03/06/ IS 0310110034 


— 8310110057 Draft Itrs re adequacy of NFiC investigation into devel opmi nt 
of RL Cloud Assoc rept.per NURE(J-086 ‘*lnap Hept of 
Preliminarg Rept. Seismic Rover i f i cat ion Program rst Diahio 
Canyon Nuclear Hpwor Flant " 

FAULADINOi N (,omms ss l oners HJ/06/15 UDALL. M H Mouse of Rip . 
InterioT 6 Insul,ir Affairs OlflNGCRpR , DlNQEl L , J House of 
Rep . Energy 6 Commerce 7pp 20/lJ 0?4 24X 

Fiche 50-275.03/06/15.8310110034 e 


— 8310110U95 Forwards RL Cloud 020824 request for final statement on 
conclusions of Cloud/util inves t i qat i gn to clear Cloud prof 
reputation Matter presented in NURt‘G-0062 6 StCV-8J 09 
Commission guidance requested 

OIRCKS.W J Office of the Executive Director fox Operations 
83/09/08 PAtLAOlNO.N Cofnml ss l onei s Ip 20/13 031 24X 

Fiche 50-275. 83/06/ IS. 03101 H30J4 


--0310110107 Forwards summary documenlinq record actions of pnor xcvieiiJ 
group 

REHM, T A Office of the Executive Director for Up ex at i on<> 

82/02/10 PALLADINO.N , GlllNBKY.V. DRADFORD. R ( omm 1 s ■■ 1 an pi s 

ip 20713 036 24X Fiche 50* J75. 03/06/ I 9. 03 1 0 11 OO'M 


--8310110MJ Forwards summary of Region V peer review gi oup assistance u/ 
investigation of Rl Cloud Assne Related info enc 1 
CORNELl.E K Office of the Executive Director for Opoiations 
CASE. C G Office of Nuclear Reactor Regulation. Directox 
SNIEZCK.J H Director's Office. Office of Inspection and 
Enforcement Q.l/02/iO DIHCKB. H J Office of the Executive 
Director for Operations /4pp PO/13 037 24X 

Fi Che 50-275, 83/06/19, 031O11OOJ4 


0310270255 FOIA request for Polk 6 £>chiCTling 830210 rntmo to Knighton b 
Lear re rrver 1 f 1 cat i on program to be placed in FDR 
BUCKLES. R MUS Corp 03/06/30 Division of Rules and Records 

Ip 20943 066 24X Fiche 50-27&. D3/06/30. 03lOr7O;'5h 


0310270250 Responds to FOIA request for f'olk 6 Schierling GUOPlfi memo 
to Knighton 4, Lear re re ver i f 1 c at 1 on program Memo placed in 
PDR 

FELTON. J M Division of Rules and Records 03/07/15 DUCKL^b. R 
NUS Corp Ip 20943 065 24/ fiche 1,0-275. 03/07/ 1 5. 83 1 02 /02b0 


6310100609 FOIA request for complete set of UNL repts an insmic desigii 
□f facilities 

CALSOYA^J. C D Affiliation Unknown 03/08/16 Regiorx 5, (JfflCe of 

Director 4pp 20024 3l5 :'4X firhe 50-275. 03/00/ 16. 8310180609 


8310190610 Responds to FOIA request for complete set of UNL repts on 

seiimic design ef facilities hocuments listed in app | 

available in F'Ofl | 

FELTON, J M Division of Rules and Recoids 83/09/01 CAL5UYA&. C D \ 

Affiliation Unknown 2pp 20024 3>9 24X Fitbi 50-275.03/09/01. ] 

8310100610 

I 

--8310100613 Bummary A evaluation rept of Rt Cloud 6 AssoC repl. 'J/ialJo ’ 

Canyon Unit 1 MIVP Verification Program fur PC6L ^ 

Corrective Actum " \ 

• Brookhaven Notional Laboiatury Qj/OV/Ol 4pp 20024 J.M ' 

24X Fiche 40 275.03/09/01 03 1 0 1 (f06 1 0 i 
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— Q3101B0AJ5 Summary %t eveluatipn rept oP RF l^cedy repti ''Uevplppment of 
Svc-Rolatcd Cpntractpr List for Ndnscismic Dpsigii Upt k 
Performed Por Diablo Canyon Nuclear Power Plant.Unit 1 Prior 
to 7Q0601* Phase II " 

Braokhaven National Laboratory Q3/09/01 3pp 20&24 
24X Fichc 50-275, 83/09/01, G3101C0610 


— 8310180617 Summary t evaluation lept of RL Cloud it Asboc rapt, "Ojablo 
Canyon Unit 1 IDVP -* Verification of Design Analysis Hnsgi i 
Spectra “ 

# Drookhaven Notional Laboratory 83/09/01 3pp 20824 
24X Fiche 50-275, 83/09/01, 8310100610 


— B310180619 Summary 1/ evaluation rept of RL Cloud b Assoc rept "Diablo 
Canyon Unit 1 IDVP - Soils - Intake Structuro " 
e Drookhaven National Laboratory 83/09/Oi 3pp 20024 331 
34X riche 50-275,83/09/01,0310100610 


— 8310180621 Summary It evaluation rept of RL Cloud fi< Assoc rept, "Diablo 
Canyon Unit 1 IDVP - Soil - Outdoor Water Storage Tanks " 

* Drookhaven National Laboiatory 83/09/01 3pp 20824 331 
24X Ficho 50-275, B3/09/01i 0310100610 


— 9310040591 RQ tin 830427. shell midden for SLO-2 site bladed to max depth 
of 6 inches Caused by personnel error Disturbed area milt be 
covered tii/6 iiiches of fill Work procedure to increase 
control being developed 

SCHUYLER, J O Pacific Oas It Electric Co 03/05/27 MARTIN, J B 
Region 5, Office of Director 2pp 20622 327 24X 

F i ch 0 50-275, 83/09/29, 03 1 0010570 


—8310040390 RO on 030627, p one trati on approx 20 Inches deep & 4-'ft wide 
dug in midden on southern extremity of Site SL8-2 Caused by 
const personnel error Hole lined w/pol yethy lene sheet *, 
filled uf/road base matl 

SCHUYLER, vP O Pacific Oas I, Electric Co 03/07/27 MARTIN, J D 
Region 5, Office of Director Ip 20622 329 24X 

Fiche 50-275,03/09/29,8310010570 


83OG3OO3S0 Board Notification 83-150 forwards listed repts re facility 
IDVP Info will be considered In final evaluation of 
verification of plant mods b matters to be completed for 
1 i cense ac 1 1 vi ti os 

EISENHUT. D Ot Division of Licensing 03/09/30 PALLADIND, N J , 
GILINSKY, V , ROBERTS, T M Comirissioners 3pp 20614 032 24X 

F i Che 50-275, 83/09/30, 8308300358 


— 63101B0623 Summary 8< evaluation rept of RL Cloud & Assoc rept, "Diablo 
Canyon Unit 1 IDVP - Small Boro Piping Rept " 

* Drookhaven National Laboratory 03/09/01 6pp 20S34 33/ 
a4X Ficho 50-275,83/09/01,0310100610 


8310170185 Trip rept of 830906-07 site visit re mods resulting from 
verification program to s tructures, sy s t* components 
8CH1ERLIN0, H Licensing Drench 3 03/09/30 «NI0HTDN,0 W 

Licensing Dranch 3 5pp 20813 029 24X Ficho 50-275,83/09/30, 

8310170105 


— B31OI0O624 Summary h evaluailnn rept of RL Cloud it Assoc rept, "Diablo 
Canyon Unit 1 IDVP - HVAC Components " 

* Drookhaven National Laboratory 8^V09/0l 5pp 20824 34 j 
S 4X Fiche 30-275,03/07/01,0310100610 


—8310180626 Summary & evaluation ropt of RL Cloud & Assoc repti "IDVP 
Valves " 

* Drookhaven National Laboratory 03/09/01 4pp 20824 348 
24X Firhe 50-275,03/09/01.0310180610 


— 8310160627 Summary ®< evaluation rept of RL Cloud 6 Assoc rept, "IDVP - 
HVAC Duct 8, Supports Rept " 

■* Urookhaven National Laboratory 83/07/01 5pp 20024 352 
24X Fiche 50-275183/07/01,8310100610 


0306300763 Board Notification 03-151 provides info re desirability of 
current ECCB actuation logic for Westlnghouse plants, in 
light of recent Info concerning steam generator tube rupture 
procedure for Dorssele Nuclear Power Station 

EISENHUT, D O Division of Licensing 03/10/04 PALLADIND, N J , 
OFLINSKY, V , nODERTSi T Commissioners 2pp 20699 033 34X 

Fiche 30-000,83/10/04,8300300763 


0310120070 Foiuiaids diagram of forces it stresses at OMST foundation, 1 n 
response to NRC request 

DENISON, E Robert L Cloud Associates, Inc 63/10/04 
SGHIERLINO, H Office of Nuclear Reactor Regulation, Director 2pp 
20696 165 24X Ficho 50-275,03/10/04,8310120070 


G310060509 Forwards FR monthly notice of applications t< amends to OLs 
involving NSHCidtd 030023 

» Office of Nuclear Reactor Regulation, Director 03/09/09 
SCHUYLER, J 0 Pacific Oas it Eloclnc Co 65pp 20663 187 24X 

Fiche 50-273,83/09/09,8310060509 


6300300771 Board Notification 83-120A forwards Equipment Qualification 
Branch conclusions re potential problems w/ASCO solenoid 
valve s 

EISENHUT, D O Division of Licensing 03/10/06 PALLADlNQiN J 
Commissioners 31pp 20810 001 S4X Fiche 50-000,03/10/06, 
83003007/1 


8300300355 Board Notification a3-66A advises that position re rod drop 
issue revised to require each Westinghouse plant owner 
provide statement that required plant-specific calculations 
have been performed for first cycle 

EISENHUT, D 0 Division of Licensing 83/09/29 PALLADIND, N J . 
OILINBKY, V , RODENTS, T M Commissioners lOpp 20632 106 24X 
Fiche 50-000,83/09/29,03083003*15 


G308300357 Hoard Notification 82-105A forwards evaluation of 
allegations re design deficiencies in Class 1 piping sys 
Info applicable to Diablo Canyon 1 S, 2, Fermi 2 it Callaway 
EISENHUT, DO Division of Uifcnsing 83/09/29 PALLADIND, N J , 
OILINBKY, V , RORERTEfT Commissioners 3pp 20632 001 24X 

Fiche 50-000,83/09/29,0300300357 


G310040570 Responds to 830320 request for info determining effect of 
plant operation it mainfc on archaeolog ical Site Ca-SLO-2 
ROs re heavy rainfall fire causing erosion on 830127 6 
0427 end 

SCHUYLER, J 0 Pacific Gas 8< Electric Co 83/09/29 KNIGHTON, G W 
Licensing Branch 3 3pp 20622 320 24X Fiche 50-875,83/09/29, 

8310040570 


— 8310040578 RO on 830127, personnel noticed erosion near northeastern 
border of 8L0-2 site Caused by excessive runoff from slopes 
to east due to barren watershed being saturated by heavy 
rains Corrective actions being assessed 

CRANE, P A Pacific Gas !< Electric Co 83/02/20 ENOELKEN, R H 
Region 5, Office of Director 2pp 20622,323 24X 

Fiche 50-275,03/07/29,0310040570 


8310140121 Subailts current status ropt of actions taken in response to 
Generic Itr 63-28 ro generic implications of Salem ATW8 
event Actions to be taken include surveillance testing 
required by IE Bulletin 83-01 

SCHUYLER, J Q Rochester Oas it Electric Corp 83/10/07 

KNIGHTON, 0 W Licensing Branch 3 2pp 20763.076 24X 

Fiche* 50-275, 93/10/07, 8310140191 


9310170489 Forwards addl info re alternate methods of statistical 
evaluation of Superstrut spot weld shear strength test data, 
in response to NRC request Test data evaluation presented In 
830701 rept remains reasonable it valid 

SCHUYLER, J a Pacific Gas it Electric Co 83/10/07 E18ENHUT, D Q. 
Division of Licensing. 3pp 90703 Olb 34X Fiche 50-275,03/10/07, 
8310170489 


9310170265 Augments 030701 submittal re masonry walls Addl info re 
tvrblne bldg tornado loads sufficient to completely address 
allegation on tornado design criteria re mosonry wallsiper 
DS Fleischaker 030320 Itr 

SCHUYLER, J O Pacific Gas S. Electric Co 03/10/11 EISENHUT, D 0. 
Division of Licensing app 20/86 194 B4X Fiche 50-275,03/10/11, 
8310170285 


9310160450 Forwards addl info on containment Integrity, per NRC request. 
Description of work involved in adding attachments to 
containment liner provided 

SCHUYLER, J □ Pacific Gas & Electric Co 03/LO/12 EISENHUT, D 0. 
Division of Licensing 2pp 20002 066 24X Fiche 50-275,03/10/12, 

8310180459 


— 8310040585 Submits corrective action plan for erosion incident reported 
on 830228 Corrective actions gully will be backfilled it new 
concrote lined drainage ditch will hr constructed Actions 
will be implemented by 830701 

SCHUYLER, J 0 Pacific Oos 8< Electric Co 03/05/27 MARI IN, J D 
Region 5, apfice of Director 2pp 20622 325 24X 

Fiche 60-275,83/07/29,8310040570 


9310210154 Requests publication of FR notice of consideration of 
Issuance of amend to License DPR-76 it proposed N8HC 
da termination & opportunity for hearing re physical security 
plan NBHC determination available in Central Files 

KNIGHTON,© W Licensing Branch 3 B3/10/13 MILLER, J R Operating 

Reactors Branch 3 2pp 2OB03 359 e4X Ficho 50-275,03/10/13, 
8310210154 
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6310210227 Forurards *'Se I sm i c a S lij Induced Sy 5 Interaction Program 
fSISIPl Completion of Cofitainment Activities ** 

BCHUVLERrJ O Pacific Oas It Electric Co 83/10/13 tlSEWHUT. D G 
Diviaion of Licensing Ijj 20052 112 24X Fiche 50-275-03/10/13, 

0310310227 


'831031082? "5b i smi c a 1 1 y Induced Sys Interaction Program <SIiilP) 
Cojflp lutl on of Containment Activities " 

* Bechtel Corp 63/10/13 262pp 20852 113 SAX 

Flcho 50-275- 63/10/13, 8310310227 


8310280157 Forwards transmittal pages to Rev 3 to DCNP-IOVP-PP-007 
covering HV-104, "Computer Output," adtfl info re pad brndlnq 
stress for suppprt 55S/A1A 5c ca 1 culat ions for U-l?2-l 
DENIfiON, E Robert L Cloud Associates, Inc 83/10/13 DENTON.H R 
Office of Muclear Reactor Regulation- Director MARUK-J R Region 
9, Office of Director KAMEATIS, G A Pacific Oas & Electric Co 
*pp 3092? 343 34X Fiche 50-275. 83/ 10/13, 8310230157 


8308300775 Board Notification B3-i3SA forwards 030919 revised draft of 
"aA Case atudij Working Paper - Case C- " & cover & 
transmittal memos re Diablo Canyon 

EISENHUT, D O Division of Licensing 83/10/14 PALI ADI NO, N J , 
OILINSKYiV , ROBERTS, T Commissioners 3pp 20799 001 34X 

Fiche 90-000, 83/10/14. 6308300/75 


8310180505 Informs that worlting papers for three OA case studies 
complete- per 630923 memo Case C re Diablo Canyon- dtd 830919i 
is rev to 830719 draft transinitted In Board Not i f 1 cailork 
83-139 on B30902 Papers & tranamltta] 1 trs forwarded 
TAVLCRi J H QA Branch 83/09/28 EISENHUT, D 0 Division of 
Licensing 2pp 20797 004 24X Ficli e 50-000, 03/10/14- 03OB3OO77D 


‘0310160511 Forwards case study working papers for site, per review of BA 
progrem for plant design 8< const Final Congressional rept 
will contain consolidated summary of case study conclusions 
TAYLOff, J M GA Branch 83/08/02 HANEATIS- 0 A Pacific Oos fc 
Electric Co Ip 20799 006 24X F-leht 90-000,83/10/14. 

8308300775 


■8310180517 Forwards revised draft of "QA Casa Study Working Paper 
Case C ^ 

ALTMAN, W D MRC - Mo Detailed Affiliation Oiven 03/09/27 NRC 
- No Detailed Affiliation Given iji 20799 007 24X 

Fiche 60-000,83/10/14,0308300775 


-6310160521 Revised draft of "GA Case Study Working Paper - Cose C " 
* NRC - No Detailed Affiliation Given 83/09/19 NRC - No 
Detailed Affiliation Given 42pp 20799 008 a4K 
Fiche 30-000-83/10/14,8308300775 


^310190197 Advises that q.ual 1 f ication te-rts for special rods I, cpuplers 
revealed straight rods removed fron Unit 2 rupture 
restraints had heat eihlblted ductilities less than design 
Rods will be reannealed or replaced 

SCHUYLER- O Pacific Gas Electric Co 03/iO/O4 EISENHUT, D, 0. 
Division of Licensing 2pp. 20018 102 24X Fiche 90-275, 83/10/1 4, 

0310170197 


1310200260 Responds to EOEG Phase I recommendations re special lifting 
devlce-per NUREO-O6ia, "Control of Heavy Loads." Util 830509 
Commitment to restrict crene hoist speeds reduced 
possibility of averstress in lifting devices 

&CHUYLER, J.O Pacific Gas it Electric Co 03/10/14 KNIGHTON, O.W 
Clcensing Branch 3 Spp 20830 070 SAX Fiche 50-2/5-83/10/14, 
0310200260 


1310210247 Foruards addl Info to identify all meionry walls associated 
u/4 16 IcV vital switchgear & cable spreading rooms located 
in turbine b 1 dg, Incl uding clarification of evaluation 
methods (< criteria used. 

SCHUYLER, J 0 Pacific Gas it Electric Co 63/10/14 E18ENHUT»DG 
Diviilan of Licensing 6pp 20051.271 24X FI che. 50-275, 03/10/14, 

8310210247 


— 8310250348 Requests that NRf? take lead responsibility for resolution of 
allegations re errors in do*-! gn/d ocomontat jon of safely- 
related struc tuT e s, sy G & co/npanents, documented in end 
anongmnus Itr 

BiSHDI’p T W Division of Resid ent . Reac tor Project tngineuiing 
Programs 03/10/12 EISENHUT, D G Division of Litensiny Ip 
20900 OBO 24 X Fiche 30-275,03/10/18,0300310029 


— 93102S03S1 Anonymnus Itr alleging erroi «, in des 1 gn/doc umenta 1 1 ft, of 
safety-related structures, sys 6 components 

* Affiliation UnlrnDtjn 83/10/0? Region 5, Uffice of Uiroctin 
3pp 20900 081 24X Fiche 50-2/5,0 1/10/10,8308310029 


G Inspection reports, I£ Bulletins G coi rcspondence 


D3102S0416 Forwards std order foi DOt work, "Specialiied Insp 
Support - Technical Assistance foi Diahlo Canyon - Design 
Verification Program " 

ADAMS, C Energy, Dept of FIN n-B552 83/09/16 MARTIN, J R 

Region 5. Office of Director Ip 20897 104 24X 

Fiche 30-275, 83/09/16. 0310250416 


—0310250423 Std order for DOE work "'Spec lal 1 led Insp Support 

Technical Assistance for Diablo Lanyun - Design Verification 
Pragrani- " issued to LLL 

MARTIN, JD Region S. Office of ilirrctnr MACRUbKY, J Energy, 
Dept of TIN n-S552 83/09/ 16 Ip 20097 185 ?4X 

Fiche 50-275, 03/09/16- e3IO2*»04 16 


0310040221 Forwards IE Insp Hepts 50-279/83-25 & 50-323/83 18 ui, 
830710-22 fr 0018 No noncomp 1 i -me e noted 

NORDERHAUG, L R Region 5, O P fi c e of Die ec tor 83/09/20 

SCHUYLER, JO Pacific Gas 6 Llcctrlc Co app 2061/ 250 -MX 

Fiche SO-275, 03/09/20, 83 1 0040221 


•8310040226 IE Insp Repts 50-275/63-25 ?< 50-323/83' IB on 830710 22 
OBIB No noncomp 1 i anc e noted Major areas Inspected emorgenty 
preparedness pr ogram, Includ Ing emergency detection b< 
classification t< protective action decisionmaking 
8C0WN, K , SCHUBTER.M D Region 5- Office of Dlrcctoi 83/09/19 
13pp 20617 252 24X Tiche 50-275,83/09/20,0310040221 


8310170473 Forwards IE Insp Repts 50-279/83-28 it 50-323/03-20 on 
630731-0703 No noncamptlaii.ee noted 

BISHOP, T W Division of R en 1 den t, Reac tor Project & EnglnoorinB 
Programs 03/07/22 SCHUYLER. J D Pacific Gas it Electric Co 2pp 
207B3 305 24X Tlche 50-275, B3/07/22, 8310170473 


— B3101704/9 IE Insp Repts 50-275/B3~2B 6 90-323/83-20 on B307JJ -0703 Nir 
noncomp 1 lance noted Major ateae inspected plant opeTatiom,, 
surveillance tee ting, ma mb- 1 ndupendent insp & followup of 
noncomp L lances- open 1 tcins, a 1 1 egation it preoperat 1 ona 1 tests 
CARLSON, J D , MENDDNCA-fi M , KJRSCH, D F Region 5, Office of 
Di rector 83/09/21 Gpp 20783 307 24 X Fiche 50-275,03/09/22. 

6310170473 


6308300340 IE Info Notice 83-61- "Alleged Use of Stand-Ins for Welder 
Oual 1 f icaiinn Tests 8vc list end 

JORDAN, E L Divioion of Emergency f'r eporedness & Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison Cn of Now 

York, Inc n7pp 20754 033 24X Fiche 50-000, 03/09/26, a300j00340 


G30B300342 IE Info Notice 83-63i “Failuie of Redundant 1oxic Gas 
Detectors Positioned at Control Floom VrntiJatlon Air 
Intakes " 8vc list end 

JORDAN, C L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 63/09/26 Consolidated Edison Co of New 

York, Inc 1 16pp 20777 210 SIX Fiche 50-000, a3/07/?6. 8300300342 


0308300345 IE Info Notice 83-63- "Potential Failures of Westinghousr 
Type SA-1 Differential Relays." Sve list end 
JORDAN, E L Division of Emergency F-'reparedness 8< Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of New 

York, Inc uepp 30778 001. 34X Ficho 50-000,83/09/36,830830034 5 


310190094 Foruards documents NRC delivered to Commlsfioner Ollinsky 

during 631017 briefing on plant design reverif ication 0300300349 IE Info Notice B3-64i "Lead Shielding Attached to 

0ILIN8KY, V Commiiiioners 83/10/17 Office of the Executive Safety-Related 8ys M/o lOCFROO 59 Evaluation ♦' Sve list 

Legal Directur 20pp, 20B33-259 C4X Fiche 90-275*03/10/17- end 

8310190054 JORDAN, E L Divislnn of Emergency Preparedness & Engineering 

Response (Post 030103) 03/09/29 Ooncol 1 dated Edison Cn of New 

York, Int llSpp 20716 324 24X Fiche 50-000,83/07/27,0308300349 

308310029 Board Notification 83-161 forwards anonympus Itr alleging 
errors In deiign/document at i dn of tafety-ra 1 ated sysf 

■ trueturfi it cenvponantc at Unit I 0309300378 IE Info Notice 03-63, "Surveillance of Flow in RID Dqpsss 

eieCMHUT.D 0. Diviiien of Licensing. 83/10/16, PALL AD I NO- M , Loops Used In West 1 nghouso Plonts " Sve list onrl 

0ILIN8KY-V I RDneRT8-T Comni is i oners. 4pp. flOYOO 075 24X JORDAN, E L Dlvisldn of Emergency Preparedness it Engineer inq 

Fiche* 50-275, 83/10/18, 0308310029. Response (Post 8301033 83/10/07 Consolidated Edison Co of New 

York, Inc 76pp 20827 213 SAX Fiche 50-000,83/10/07,0308300378 
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&308300753 IE Info Notice 8J-661 "tatcility ot Argentine Criticol 
Facility ” *3vt li*l one! 

JORCANj E L Division of emergency Hreparedness l< fngiTieennq 
RespunsB IPost B30iO3) 83/10/0/ Consolidated Edison Co i»f New 

Yori. Inc /9pp 20082 02i 2dX Tiche *10-000.03/10/07*8300300/^2 


6310140121 Submits current status rept of actions taken in rerponse to 
Generic Lir 83*28 to generic implications of Salem AlHS 
event Actions to be taken include surveillance testing 
required by IL □ujlotln S3 01 

SCHUYEEH.vl G Rochester Gas (t Clectrli Cot p 03/10/07 
KNIGHTON* G W Licensing Oraiuh 3 2pp 20763 0/6 24X 

Fiche 50 275,03/10/07.8310140121 


8308300759 IE Info Notice 03-67, “Emergency Use Respirator Matl Defect 
■Causes Production of Noxious Gases “ Gvt list end 
JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/10/11 Consolidated Edison Co of Nctu 

Vork< Inc 117pp 2 1043 075 24X Fiche 50-000,83/10/11.8308300/07 


830Q300761 IE Info Notice 83-60, “Respirator User Uatning Defective 
Self-Contained Dreathing Apparatus Air Cylinders ” Sve list 
e nc 3 

JORDAN, E L Division of emergency Preparedness & Engineering 
Response (Post 830103) 83/lO/li Consolidated Edison Co of Neu 

York, Inc I20pp 20827 J29 24X Fiche 50-000.03/10/11,0308300/61 


8310170539 Foruards Amend 6 to i iconse DF^R-76 h safety evaluation 
Safety evaluation withheld (ref 10CFR7wl 21) Amend requires 
Implementation of approved physical security plan 

KNIGHTON, 0 W Liionsing Dianch J 83/lO/U FUftbUBH, M H PatlflL 
Gas & Electric Co 4pp 20784 203 L'4X Fiche 50-275,03/10/11, 
03101/0539 


— 0310170542 Amend 6 to License DPf(-76j changing vital at ea access 
controls 

EIEENHUT.D Q Division of l.iconsing 03/10/11 2pp 20784 207 
24X Fiche 50-275.83/10/11,0310170539 


8310310332 Forwards IE Insp Repts 50-275/03-29 Si 50-323/83-21 on 
63(J829-0902 & 06-09 No noncompliance noted 

BISHOP, r W Division of Res Ident* Reactor Project 6 Engineering 
Programs 03/10/13 SCHUYLER, J 0 Pacific Gas 8, Electric Co 2pii 
20960 311 24X Fiche 50-275,83/10/13,8310310332 


83102B0036 Act receipt of 830916 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 60-275/83-13 & 
50-323/83-10 

fllSHQP*! W Division of Resid ent, Reactor Project U Engineering 
Programs 83/10/21 SCHUYLER, J □ Pacific Gas ** Electric Co Ip 
20934 325 24 X Fiche 50-375,03/10/21,0310280036 


— 8310280046 Responds to NRC 030519 Itr re violations noted In IL Insp 
Repts 50-275/03-13 U 90-323/03-10 Coirective actions sys for 
maintaining (udder qual 1 f ica ti on files revised Only 
qualified tuolders on active list allowed to drauj rods 
SCHUVLER, J D Pacific Gas & Electric Co B3/09/16 MARTIN. J B 
Region 5, Office of Director 5pp 20734 326 24X 

Fiche 50-275,83/10/21,0310280036 


8310200060 Ack receipt of 031011 Itr informing NRC of steps taken to 
correct violations noted In IL Insp Rept 50-275/83 00 
□ ISHOPrT 1*1 Division of Resident, Reactor Project 8* Engineering 
Programs 03/10/21 SCHUYLER, J 0 Pacific Oas Electiic Co ip 
20935 051 24X Fiche 50-275,03/10/21,0310300060 


— B3102B0067 Responds to NRC B303S9 Itr re violatiorrs noted in IE Insp 
Rept 50-275/83-08 Corrective actions Procedure C1CP-5A 
revised to clarify requirements for stamping welders & 
inspectors Addl training conducted 

SCHUYLER, vf 0 Pacific Oas 6 Electric Co B3/ 10/11 MARI I N, J B 
Region 5, Office of Director Bpp 20V35 052 24X 

Flcho 50-275,83/10/21,8310230060 


0310310274 Forwards Allegation RV-a3-A-0047 re RHR sys Allegations 
previously addieseed in IE Insp Rept 50-275/02-42 in 
response to 020620 Itr Task interface agreement suggested 
BISHOP, T U Division of Resident, Reactor Project ti Engineering 
Programs 03/10/26 EI0ENHUT, D 0 Division of Licensing Jpp 
20961 303 24X Fiche 50-275,03/10/26,0310310274 


— 0310310201 Ack receipt of NRC response to 8SD820 allegations re 
facility RHK sys Allegations paraphrased by inspcctoi in 
IE Insp Rept 50-2 73/02-42 misinterpreted 

COOPER, J H Affi Uation Unknown 03/10/20 BISHOP, T W Division 
of Resident, Reactor Project Si Engineering Pragrams Opg 
20761 305 24X Fiche 50-276,03/10/26.0310310274 


R Periodic operating reports it lelateiS correspondence 


■B31 0310341 IE Insp Repts 50-275/03-29 tc 50-323/83-21 on 830027 0702 6 
06-09 No noncomp I iance noted Major areas inspected const 
act 1 Vi ti es, inc lud ing licensee action on previous irisp 
findings, JC Info notices !< deficiencies under lOCF R50 05e 
HERNANDEZ,© H , KIRSCH, D F Region 9. Office of Director 
83/10/07 Hpp 20960 313 24X Ficho 50-275,63/10/13,0310310332 


■B310310346 "Insp Repts." vlul 1903 

e EGSiG, Inc FIN B-0552 83/07/31 NRC - No Detailed 

Affiliation Given i2pp 20760 324 24X Fiche 50*275.03/10/13, 

0310310332 


0310190051 Monthly operating rept for Aug 1983 N/030901 Iti 

KELLY, W J , IHORNDERRY.R C Pacific Gas Electric Co 83/09/01 
Divlsian of Data Automation Si Management Informatlnn 5pp 
20S23 254 24X Fiche 50-2/5,03/09/01.031019005] 


8310040509 forwards Rev 1 to "IDVP - Intake Structures," interim 
Technical Repi SO ** 

DENISON, E Robert i- Cloud Associates. Inc BS/lO/Ol DCNTDNiH R 
Office of Nuclear Reactor Regulation, Director MARTIN, J B Region 
5, Office of Director MANEA1IS,0H Pacific Oas tt Flactrle Co 
Ip 20627 241 P4X Fiche 50-275,03/10/01,0310040507 


—0310310334 "Insp Repts," Aug 1903 

ft EG&G, Inc FIN S-0522 63/08/31 
Affiliation Given 21pp 20960 336 
8310310332 


NRC - No Detailed 
24X riche 50-275.03/10/13, 


— Q310040915 Rev 1 to "IDUP - Intake Structures, " interim Technical 
Rept SR " 

ft Robert L Cloud Associates, Inc PI 05-4-839-058 ROl 03/10/01 
33pp 20627 242 24X Flch e- 50-275, 83/10/0 I, 8310040509 


8310200180 Ack receipt of 83092/ Itr informing NRC of steps token to 
correct violations noted in IL Insp Repts 90-273/03-24 It 
50-323/03-17 

BISHOP,! W Division of Resident, Reactor Project 8i rngineering 
Programs B3/10/14 SCHUYLER, J 0 Pacific Oas b Electric Co Jp 
20835 073 24X Fiche 50-275, a3/10/14i 0310200180 


— 0310200103 Responds to NRC 830D26 Itr re violations noted in It Irii^p 
Repts 50-275/83-24 & 50-323/83-17 Corrective actions locking 
devices on Unit 1 pipe support 46-99 existed on both 
spring cans Turnbuckles verified by Pullman Pouer Products 
SCHUYLER, J 0 Pacific Oas S< Electric Co 83/09/27 MAR I IN, J B 

Region 5, Office of Director 6pp 20035 073 24X 

Fiche 50-273,03/10/14,8310200180 


0310310246 Forwards IE Insp Repts 50-275/03-30 «i 50-323/83-22 on 
030904-1001 No noTicomp 1 iante noted 

BISHOP, T N Division of Resident, Reactor Project (r Ingineering 
Programs 03/1O/J4 SCHUYLER, J □ Pacific Gas it Electric Co 2pp 
20947 102 24X Fiche 50-275, 03/10/14, 83 J0310246 


— 0310310251 IE Insp Repts 50-275/03-30 b 50-323/83-22 an 030904-1001 No 
noncompliance noted Major ai eas inspected surveillance 
testing, maint, Independent insp, followup of open items it 
a t legations, preoperationa 1 testing/results it plant tours 
MENDONCA, M M , KIR8CH, D F Region 5, Office of Director 
03/10/13 iOpp 20947 IB4 24X Fiche 50-275,83/10/14,0310310246 


8310070200 Forwards Rev 1 to "Diablo Canyon Unit 1 IDVP Verification of 
Corrective Acfcl on, Aui 1 1 iary Dldg," Inter im Technical Rept 
95 

DENISON, E Rpbert L Cloud Associates, Inc 03/10/01 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MANEATI8. 0 f{ 

Pacific Ggs Sc Electric Co MARTIN, J D Region 5, Dffico of 
Director Ip 20657 201 24X Fiche 00-275,03/10/01,0310070200 


— 8310070212 Rev I to "Diablo Canyon Unit I IDVP Verl f ication of 
Corrective Action, Aux 1 1 iary Bldg," Interim Technical Ropt 
55 

STEPHENS, Vf M , DENISON. £ Robert L Cloud Associates, Inc P 
105-4-039-055 ftOl 83/10/01 llOpp 20657 203 PAX 
Fiche 50-279*83/10/01,03100/0200 


f 

8310070086 Foruardf Rev I to "IDVP Verification of Corrective 
Action-Small Dore Piping," Interim Technical Rept 6J 
DENISON, E Robert L Cloud Associates, Int B3/J0/O2 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MARTIN, J II Region 
9, Office of Director MANEAl 18, 0 H Pacific Oas it Electric Co 
Ip 20650 122 24 X Fich* 50-276,83/10/02,0310070086, 


-~031OO7OO91 Rev 1 to "IDVP Verification of Corrective Action-Small Bore 
Piping," Interim Technical Rept 61 

DENIBQN, E , DROUNErC I Robert L Cloud Associatesi Inc P 
105-4-839-0*1 ROl 03/10/02 llBpp 20650 123 24X 

Fiche 50-275, 83/ i 0/02, 0310070006 
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B310070191 Forwards fiev I to "IPVP - HVAC Ducts^ Electr ital /Taceuaus. 
Instrument Tubing & Associated Supports^ *’ Interim Technical 
flept AT 

DENfSDN*E Robert L Cloiiif Associates. Inc B3/iO/Oii I>EN1DM. M 
Office of Nuclear Reactor RegwJatioiii Director MART INi J li Region 
5 j Office of Director MANEAT J 3. G H Pacific Gas & Electric Cp 
I p 20657 089 24X Fiche S0-?75. 83/ 1 0/02. 33100703 91 


— 8310070155 Rev 1 to "IDVP - JIVAC Due t s. HJec trl cal Rac eway 5i Instrument 
Tubing & Associated Supports! Interim Technical Rept 63 
» Robert L Cloud Assoc iattsi Inc P 105-4-839-063 f»Ol 83/10/02 
lOOpp 20657 091 24X Fithe 50-275< 83/10/02, 83 J 00701 Si 


0310070094 Foruaids Rev 1 to "IDVP Verification of Corrective 
Action-Containment Dldg, ” Interim Technical Hept 34 

DENISONi E Robert L Cloud Associates. Inc 83/10/04 DENFON.HR 
Office of Nuclear Reaetpr Requlationi Director MART I-M. J U Region 
3. Office of Director MANEAT IS. 0 H Pacific Oas & flertric Co 
Ip 20650 046 a4X Fiche 50-275. 33/ 10/04. 031 0070094 


— 0310070100 Rev 1 to "IDVP Verification of Corrective Ac ti on-Corptainmrnt 
fildga " Interim Technical Rept 54 

DENIEON.E , STEPHENS, V M Robert L Cloud Associates. Inc P 
I05-4-B39-054 ROl 03/10/03 74pp 20658 047 P4X 
Fiche 50-275.83/10/04.0310070094 


8310070215 Forwards R-tv 1 to “Diablo Canyon Unit I IDVP Review of 
Corrective Action. Large 1. Small Oore Pipe Supports* “ 

Interim Technical Rapt 60 

DENISON.E Robert L Cloud Associates. Inc 83/10/04 DCNTON.H R 
Office of Nuclear Reactor Regulation* Director MARTJN«J ff Region 
5, Office of Director NAMEATI9 Pacific Gas h Electric Co ip 
206S7 3 1 5 24X Fiche 30-375,03/10/04.8310070215 


—8310070227 Rev I to "Diablo Canyon Unit 1 IDVP Review of Corrective 
ActiontLerge tc Small Bore Ripe Supports*" Interim Technical 
Rept 60 

DENISON.E Robert t Cloud Associates. Inc P 109-4-839-060 ROl 
03/10/03 90pp 20657 317 24 X Fi c he 50-275. 03/10/04. 831 007021 5 


B310070251 Forwards Rev 1 to "Diablo Canyon Unit I lUVP Verification 
of Herding Lawson Assoc Soils Norir ” Interim Technical Rapt 
60 Rev completes IDVP verification of soils work 

DENISON.E Robert L Cloud Associates* Inc 93/10/05 DENTON. M R 
Office of Nuclear Reactor RegulatioTs. Ehrretor MARTJN. J Regloi* b* 
Office of Director MANEAT18, 0 Paciric Gas U Electric Co Ip 
20655 029 24X Fiche 50-275.63/10/05.8310070251 


— B310070297 Rev I to "Diablo Cani^on Unit 1 IDVP - Verification of 
Harding^ Lawson Assoc Sails Uork. “ Interim Technical Rapt 60 
STEFHENS.VN , DENISON.E . MCNEIU.. R Robert L. Cloud Associates. 
Inc P 105-4-039-068 ROl 03/10/04 129pp 2065S 030 SAX 

Fiche 50-275.03/10/05. 8310070291 


300300766 Board Notification 83-194 foi wards Rev 1 to "Diablo Canyon 
Unit 1 IDVP Verification ef Corrective Ac tion* Turbine DIdg. '* 

Rev 1 to "Information Items re Large Dore Piping" tr 
fcranscrijft of 030920 meeting w/util 

ElSENHUT. D 0 Division of Licensing 03/J-0/07 RALLAD3N0. N J . 
OTLJNSKY.V . ROBERTS* T M Commissioners 3pp 20702 188 24X 

Fiche 50-275.03/10/07.0308300766 


0310170214 Forwards ft«v 0 to "Diablo Canyon Nuclear Power Plant IDVP 
Eiecutive Summary " 

COOPER. WE Tcledyne Engineering Services 03/10/10 OENION. H R 
Office of Nuclear Reactor Regulation. Director flANEAT IS. O A 
Pacific Oas I* Electric Co Ip 20704 330 24X 

Fiche 90-275,03/10/10*0310170214 


'8310170227 Rev 0 to "Diablo Canyon Nuclear Power Plant IDVP Liecutive 
Summary " 

» Taledyne Engineering Services 03/10/10 tSpp 20704 331 
B4X Fiche 50-275.83/10/10.8310170214 


310170646 Fnrwards Rev 0 to "Dlabjo Canyon Nuclear Power Plant* Unit I 
IDVPi " final rept 

CDOPeR. H £ Tcledyne Engineering Bervicos 83/10/10 DENTON. H R 
Office of Nuclear Reactor Regulation* Director. MARTIN»V D Region 
5* Office of Dlrectdr MANEAlIS. 0 A Pacific Gas ^ Electric Co 
6pp 20781 100 24X Fiche 30-275.83/10/10.03101/0646 


“0310170651 Rev 0 to "Diablo Canyon Nuclear Power Plant.Unlt 1 IDVP,*' 
final rept 

a TfUdyn* Engineering Services 03/10/10 228pp 20781 200 

24X Fiche 50-279. 03/10/10* 83101 70646 


J10140U7 Forwards Rev 1 to "Diablo Canyon Unit i lUVP Variflcaliiin of 
Diablo Canyon Plant Activities - Rupture Restraints." 

Interim Technical Rept 65 

DENISON.E Robert L Cloud Acsnclatee* Inc. 03/10/11, DENTON* If R 
Office of Nuclear Reactor Regulation. Director HART IN. J Region 5* 

Office of Director MANEATIB. 0 Pacific Gae I* Electric Co la 
20762J229 24X Fiche 50-279* B3/iO/ 11 . 8310140117, 


— 83401403 J 9 Rev i tu '*Diablo Canyon Unit 1 IDVP Ven f i c. otj on of L'lahJc. 
Canyon Plant Activities - Rupture Rp&lra ints. " Interim 
Technical Rept 65 

DENISON.E , ANDERSON, P H fmbert L Cloud Assoc la tet, Ut f' 
IO5-4-e39“065 ROl 83/10/11 65pp 20762 231 .MX 
Fiche 50-275.83/10/1 J , G31014O1 17 


8308300781 Board Notification 03—156 forwards RL Cloud Assoc Irlrdyui 
Engineering Sves repts re iDVf' 

El8ENHliT,D G Division of Licensing 03/10/14 RALIADIND.N . 
GILINSKV, V , ROMERTS. T Commissioners 4pp SOQ75 JPtJ ,MX 
Fiche 50-279. 83/10/14, 8300300 /U 1 


8310210233 Forwards "’Diablo Canyon Verification Program, Semunnntl. 1 y 
Status Rept 4/," per Commission Order CLI~81-30 Rept 
sumaiarires progress of technical work from 030920-1010 
SCHUYLER. vF 0 Pacific Gas h Electric Co 83/10/14 DENTON. H R 
Office of Nuclear Reactor Regulation, Director MARTIN. J b Region 
5, Office of 01ree.tor 2pp 2003J 30P ?4X Fiche "jO-275i 83/ 1 0/ 1 4 , 

8310210233 


— 8310210235 “Diablo Canyon Verification Program. Semimonthl y Status Rept 
47." summarizing progress fi om 830920-1010 

■* Pacific Gas ft Electric Cu 03/10/14 69pp 20G51 304 L'4X 
Fiche 00-275,83/10/14,0310210233 


0310210204 Forwards Rev 14 tu ''Design Verification fn ofiram Ph./sP 1 
Final Rept '* 

SCHUYLER. JO Pacific Oas «< Electric Co 03/10/14 FISCNJIUT.PG 
Division or Licensing 2pp 20850 232 24X Fiche 90-275. 83/10/ 14 . 

8310210284 


— 8310210288 Rev 14 to "Design Verification Program Phase 1 I inal Repl " 
n Pacific Oas & Electric Co 83/10/14 I71pp 20850 234 24X 

Fichu 50-279. 03/10/14. a3l0JlO2U4 


0310260260 Forwards "IDVP." second Friday semimonthly rept for fJf L 
1903 

COOPER. W t Teledyne Engineering Services 03/10/14 DENKJN.H R 
Office of Nuclear Reactor Regulation. Director MARTIN. J U Region 
3, Office of Director HAN EAT 143. 0 A Pacific Gas U Ilectilc Co 
Ip 20911 327 24X Fiche 50-375*03/10/14.0310260.^60 


— 0310260264 "IDVP.'* second Friiloy semimonthly rept for Oct 1903 
e Teledync Engineering Beivicea. 0*3/10/14 13pp 20911 330 
a4X Fiche 90-270*03/10/14.0310260260 


0310270241 Forwards list of effective pages to B31010 IDVP final rept 
Matl replaces previous list as App G in Vol IV of rept 
COOPER* N E Teledyne Engineering Services 83/10/14 DENION.H R 
OffJea of Nuclear Reactor Regulation. Director MANE AT IS. 0 A 
Pacific Gas it Flectric Co MARTIN. J R Region 5. Office of 
Director 2lpp 00923 006 24X Fiche 50-275. 83/10/14. 03102/024 J 


B3I0250115 Forwards replacement pages to 831014 final update to design 
verification ppogrpm Phase I final rept 

SCMUYUEfl. J 0 Pacific Qos Electric Co 03/10/19 ErSENHUT.D G 
Division of Licensing I3pp 20896 272 24X Fiche 50-275.03/10/19. 

83102501 15 


8 Reportable occurrences. l.[Rc S* i elated correspondence 


8310070150 LER 03-019/03L-0 on 030026* we J d in q performed on additive 
tank u/o draining tank uf sodium hydraxide solution Caused 
by lack of communication Lffeci of violation being 
evaluated Additivp tank will be drained N/Q30926 Itr 
KELLY. M J . SHIFruN. J D Pacific Gas 6 Electric Co 03/09/26 
MARTIN, J B Region 5* Office of Director 3pp 20659 001 SAX 
Fiche 50' 275. 03/09/26, 83I00701 SB 


03IO12O2BO Updated I ER 03-OO7/OJT-1 on 030509. during welding of 
re irifur cement pad on branch connection to loop C component 
cooling water &ys. water leaked froio weld area Caused by 
grinding on fillet overweld Qvcruiuld rtmoved W/830926 1 ti 
KELLY, W J P SRlFFERi J D Pacific Oai, «< Electric Co 03/09/26 
MARTIN* J 0 Region 5- Office of Director 3pp 20693 003 LMX 
Fiche 50-275, 03/09/26. 03101 20380 


0310040570 Rosponds to 030320 request for info determining el feet of 
plant operation & maint on arihaco 1 og if al Bite Ca-SLO-2 
RDs re heovy rainfall *< fire causing eiusion on 83012/ & 

0427 end 

SCHUYLER* J O Pacific Oas & Electric Co 03/09/29 KNIGHTON. G W 
Licensing Branch 3 3pp 20622 320 24X Fiche 30-275.03/09/29. 

8310040570 


DOCKETED ITEMS 
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— 33100405^8 RD on 6J01S/> pei sonno I noticed erosion near northeo&tCMn 
border of bLf»-a site Caused by excessive runoff from slopes 
to east due to barren u/atcrshed beinq saturated by heavy 
rams Corrective actions being assessed 

CRANFiP rt Pacific Gas LI pc trie Co G3/0a/Da Ir'GLLKLMiR It 
Region 5* Office of Director t'pp i'Of.PS 323 24X 

Fiche 50-275. 03/09/29. 03100405/0 


— 0310040585 Submits corrective action plan for erosion incident reported 
□n 030220 Corrective actions qtilli| uiill be baclifilled & neu 
c one r ot e-J inc d drainage ditch tei 1 1 be constructed Attions 
uiill be implemented by Q30701 

aCHUYLLR.xJ a Pacific Gas h Electric C« 03/05/27 MARI IN. J H 
Region b. Office of Director 2pp 20622 32b 24X 

Fichc 50-2/5. 03/09/29, GJI00405/0 


— 8310040591 RD on 830427. shell midden for bL0‘-2 site b laded to max deptli 
of 6 inches Caused by peisarmel error Disturbed area uiill bp 
covered u/ii inches of fill Woi k proceuure to increase 
control being developed 

SCHUYLER, J 0 Pacific Gas I* Cl ec trie Co 03/05/27 MARI IN, 0 H 
Region 5. Office of Director 2pp 20622 327 P4X 
Fiche 50-275. 03/09/29. 0310040570 


— 0310040590 RO on 030627. penetroti on appiox 20 inches deep tr 4 -ft uidi 
dug in midden on southern extremity of bite SLD'2 Causr>d htj 
const personnel error Hole lined le/pnl yethy 1 ene sheet & 
filled ui /1 <iad bare mail 

SCHUYLER, J 0 Pacific Gas Electiic Co 03/07/2/ MARIIN. J U 
Region 5. Office of Director Jp 20622 329 24X 

Ficho bO-270, 03/09/29, 83100405/0 


3310120136 LER B3-022/01L-0 On 830831, vo I vo MU“0-26a shut for 36 
m i n iites . 1 so 1 ating raiii urater rr>:ervoir from fire suppression 
headeri rendering fire suppression uiatei sys inoperable 
Caused by brr>kcn underground uiater supply line W/8J0930 1 ti 
KELLY, W J . SHIFFIR.J D Pocifir Oas it Electric Co 03/09/30 
MARTIN. J B Region 5, Office of Director 3pp 20695 287 ?4X 

FicKe 50-275. 03/09/30. 0310120136 


0310120362 RO on 030902. dur i ng underuatcr environ monl toring. d i scevci f‘d 
sediment arcumulat i an on sea floor resulting in mortality 
of some bottom duelling marine invertebrates Caused by 
pumping during grout mix discharge nonlc transfer 
SCHUYLER, 3 0 Pacific Gas !< Flotfciic Co 83/10/03 MARTIN. J U 
Region 5, Office of Director 2pp 20699 300 24X 

Flche 50-275. 03/10/03. 8310120362 


B310120066 PND-V-63~044 on BGIOUJ. emp loM^e suffered heart attack durlrig 
uiork Perronnel taken to hosp No news release planned 
MORRILL. P J Region 5 Office of Director 83/10/04 Jp 
20676 157 24X Fichu 50-2/5,03/10/04.0310120066 


8310250339 LER 0J-O2O/O3L-O on 830723. prior to fuel load. gaseous 
raduiasfce sys noble qas activltii monitor HM-22 failed in svt 
Caused by detector tube failure due to natural und-of-life 
Neu tube installed & monitoi tested U/03iO12 Itr 
KELLY. W J . SirifF-hR.J D Pacific Oas It Electric Co 03/10/12 
MARTIN. U B Region 5. Office of Director 3pp HOVOP 055 24 X 

F i c h e 50* 275. 03/ J 0/ 1 2. 8310250539 


0310250108 Advises that on 03101 J. Paci fic Scientific Co provided info 
re possible defects in snubbers installed at facility Util 
determined that 43 snubbers affected Gi.ubbers beinq 
rep I aced 

SHIPPER, vl D Pacific Gas & Llectric Cn 83/10/13 MARTIN.^ R 
Region 5. Office of Director Ip 20896 249 P»1X 
Ficho 50-275. 03/10/13. 8310250J00 


0310250639 Updated LER 83-006/011-1 oh 030510. posbi b 1 e uhderslie 
condition discovered on re.ictoi coolant piping weld 
MID-RC-2-17 during ultrasonic testing Weld confirmed to be 
above min wall requirements mrchanicallu W/031013 Hr 
KELLY, W xl . SMIFFLR.U D Paiific Gas it Electric Co 03/10/13 
MARTfN, xJ B Region 5. Office of Director 3pp 2OV0O 293 24X 

Ficho 50-275. 83/10/13. 0310250639 


0310270376 Updated LER 03-Ol9/OJL-i on 8 JOBL'6, welding performed on 
additive tank w/o first draining tank of sodigm hydroxide 
solution Caused by lack of communication to field No 
evidence of cracks or corrosion observed 1^/031020 Itr 
KELLY, W ,r I SMIFFCR-J D Pacific Gas «< Electric Co, 03/10/20 
MARTIN. W U Region 5, Office of Dlrertor 3pp 20923 288 ,MX 
Fiche 50 275,03/10/20.83102703/6 


T Hearing transcripts on non-ant i trust matters 


D310050442 Iranscript of Catnmlssion 630927 briefing )n Irlashinjituii, DC i »■ 
facility schedule Pp 1-34 Viewgraphs it su(iportinq 
d ocumentatlon end 

* Comml s-^ioners 63/09/2/ 52pp 2(»A40 21 0 ,»4X 

Flche 50-275,03/09/27.9310050442 


Q30B300766 Uoard Notification 8j-i&4 forwards Rev L to "Diablo Canyon 
Unit 1 IRVP Veirficatlon of Corrective Action Turbine Dldy." 

Rev I to '^Information Items re Large bore Piping" 8. 
transcript of 83092B meeting u/util 

EISENMUT. D G Division of Liiensing 03/10/07 F»ALLADIND,N J . 
OILINSKV, V . RCIBERTB. T M Commissioners 3pp 20702 100 24 X 

F iche 50-275, 03/10/07, 0300300/66 


— 6310170318 Transcript of G309P6 technical conference u/utils fc DNL in 
Oethesda. Ml> re SSCR open items Pp 1-104 
* Commissioners 83/09/20 416pp 20702 191 24X 

Fiche 50-275. 03/10/07, 8308300766 


63IOIQ0354 Foruards I DVP tcstimong 

AXELRAD, M Lowenstain, Newman. Reis, Axelrad&lnll 03/10/14 
MOORE, T S . BUCK. J H . JOHNSON. M R Atomic Safety and Licensing 
Appeal Panel 2pp 20004 104 i>4X Fiche 30-275,03/10/14. 
0310100354 


--B3101B0361 lostlmong of Wfc Cooper. HL Cloud, JF Krechtrnq it HF needy on 
behalf of 11>VJ' re Contentions 1,2 it 3-0 Describes role of 
IDVP in verification of design work of plant & how IDVF 
performed wot k 

COOPER, W E , CLOUD. R L . KFRCHTINQ. J L Louonsfcnn. Newmon. ReU. 
Axelrad it Toll 03/10/14 59pp 20P04 106 24X 

Fiche 50-273. 03/10/14. 8310100354 


'—0310100369 Tostimnny of RL Cloud. JH Diugs.MJ Holley S, R Wray 011 behalf 
of IDVP re Contentions 3 l< 4 m n Discusses allegations of 
internal tecFinlcal program use of improper engineering stds 
to determine if license criteria mot 

CLOUD. R L . DiGGe. J M . FIDLLEY. U Lowenstcin. Newman, Rejs, 

Axelrad it Toll 03/10/14 33pp 20004 165 24X 

Fiche 30-275, 83/10/ 14, 83101B0354 


—0310100375 Testimony of JE Krtchtinfl it WE Cooper on behalf of IDVJ> rt 
Contention 4 a '*1 o -u Discusses allegations that IDVP 
accepted deviations from llrensing ciitoria u/o adequate 
engineering justifications Ceitlficate of Sve end 
KRECHTINGi J E . COOPER. W E Lowenstuin, Newman, Reis. Axelrad Sc 
Toll 03/10/14 7lpp 20004 190 IMX Fiche 30-275,83/10/14. 
031OLOOvia4 


□310210350 F^oruards NRC testimony 

MCGURREN, H J Hearing Branch J 93/10/14 MOORE, T S . BUCK. vl II 
JOHNSON. W R Atomic Safety and licensing Appeal F^anel 5pp 
20849 140 24X Ficho 50-275, 83/10/ J 4, DJ 10210350 


—8310210355 Testimony of IP Knlqht, HF, Sc h ier 1 mg t. sJS Wermie] an 
Governor Deukmejian it Joint Interveners Contentions la-e 
KNIGHT.J P Assistant Director for Comp J< Structures Engineering 
(Past 030201) SCKIERLING,H C Division of Licensing 
WERHILL, J S Auxiliary Systems Branch 83/10/14 DBpp 
20049 145 P4X Fiche 50-275.83/10/14,8310210350 


—0310210357 Testimony of JP Knight, HE Srhierling tt JS Wermlel on 
Governor Deukmejian & Joint Intervonnrs Contentions 2a, 2b l< 

2c 

KNIGHIrJ P Assistant Director for Comp I, Structures Enftinopring 
(Post 830201) 8CH1ERLIN0.H L Division of Licensing 
WERMTEL. J S Auxiliary Systems Branch 83/10/14 7pp 
20649 i77 24X Fiche 50-275.83/10/14,0310210350 


— 0310210350 Testimony of JP Knight, P Kun. HI PolldCA Mdler.AJ 
Phi 1 ippacopoulos. CJ Constantino & PC Wang re Govei nor 
Deuktne J lair it Joint Intervenors Contention 3 

KNIGHT.J P Assistant Director for Comp, Structures Engineering 
(Post D302OI) KUO, P . POLK. H E Structural i, Geotechnical 
Engineering Branch 03/1O/J4 25pp 2D849 186 24X 

Fiche 50-275,83/10/14, 0310210350 


— 03lD2lO37t Testimony ef JS WoTmic) on Governor Deukmejian it Joint 
Intervennrs Contentions 4a. 4h, 4pi 4qi 4r it 4b 
WERMIEL. J S Auxiliary Systems Uronrh, 83/10/14 lOpp 
20849 211 24X Fiche 50-275. D3/iO/ M, 8310210300 


— 0310210302 Testimony of JL Kni,x re Governor Deukmejian it Joint 
Intervenors Contentions 4b, 4c. 4g, 4d, Ac h 4u 
KNOX, J L Division of Systems Integration (post 811005) 

93/10/14 Bpp 20849 221 24X Fiche 50-275.03/10/14,0310210350 


— B310210392 Testimony of TG Dunning ro Governor Deukmojlan Joint 
Intervenors Contention 4, Parts d, e )< f 

PUNNINO. T 0 Instrumentation i. Control Systems Branch 63/10/J4 
lOpp 20049 229 24X Ficho 50-275.03/10/14,0310210350 


— 8QIO21O390 Testimony of DJ Kubickl on Governor Deukmejian it Joint 
Intervenors Contentions 4i,4j S< 4k 

KUBlCKIrD J Chemical Enqlneerlng Ui anch 03/10/14 14pp 
20849 239 24X Flche 50-P75, 03/ 1 0/ 1 4, 03 1 021 0350 


DOCKETED ITEMS 


— 83t02103?l Tfist^fflony o f P Kuo «< HE PoJ It on Governor F)ini k rne j i on t« 
Intervenor* Contention 4n 

KUOi P t POLKjM E Structural 8< Geo tier hnica 1 Engineeiinsi tJr/ii<cli 
03/10/H 3pp 20B49 2S3 S'lX Fjche 50-275, B3/ 10/1 4, 031 021 03!i0 


— B31O21O370 Testltnnny of PJ HorrH I on Governor DeukmEjian h Spirit 
Inter venors Contentions 5 tr B 

MORRIl.l.,P J Division of HrsAd en fc» Heactor Project 8* knq me rr mg 
Programs B3/10/14 6pp 2QB49 356 24X Fiche 50-275.03/10/14. 

B31D210350 


~-a3|02i03at Tcstlmonij of WP Haass on Governor Deukme Joint 

Interveners Contentions 6 *< G 

KAASSiW P QA Branch 03/10/14 4pp 20B49 2f.2 ?4X 

Fiche 50-275i 83/10/14, 0310310350 


— B310SI03B5 Testlmnny of JP Knight << HE Schierling on Governor 
Deukmejian it Joint Intervennra Contention 7 

KNIGHT, J P Assistant Director for Comp it Structures Engiiiemiig 
(Post 030201) BCHIERLINO, H E Divisipn of Licensing 83/10/14 
6pp 20849 266 24X Fiche SO-375. 83/10/14. G3I0310350 


— B31D2103B7 Testimony of JS Wermiel on Governor Deukmoiiati Joint 
Interveners addl contentJons an dosigi. OA, Content! on 9 
NERMlEliJS Auxiliary Systems Branch 83/10/14 I&Bpp 
20B49 372 34X Fiche 50-275, 03/10/ 1 4, 8310310330 


0310210358 Testlmang of JF Knight. P Kuo. HE Polk.CA Killui, AJ 
Ph illpp acopoulosj CJ Constantino U PC Mong re Govercior 
Deukmejian k Joint Intervennrs Cantention 3 

KMIGHTi J P Assistant Director for Comp If Structures Englnepiiun 
(Post 830201) HILLER. C, A , PHIL JPPACQPCUL 0 NRC - Nu Detailed 
Affiliation Given 03/10/14 25pp 30B49 1G6 ?4X 

Fiche 50-275,03/10/14. 0310210353 


0310210238 Forwards PJ Kempthorne l< FI Samaniego testimany 

REYNOLDS, J R Center For Laui in the Public Interest REYHDLDS,J, R 
Joint I rtervenors-D i at la Canyon 83/10/15 HODRE, 7 B , 

JOHNSON, W R , SUCK, J H Atomic Safety and Licensing Appeal Panel 
Ip 20852,042 24XFicbe 50-275,03/10/15.0310210228 


”8310210241 Testimony of PJ Kemptfiorne ■!< FJ Samaniego re Contention 1 ui« 
lOVP conclusions in light of sampling methadologij Piof 
i^uall f Ications end 

KEHPTHaRNE.P J , SAhANIEOQ, F J Joint Intervonors-Di ablo Canyon 
83/10/15 22pp 2O0S2 043 24X Fiche 50-375,03/10/15,0310210220 


”e3i02f0242 Exhibit list Certificate of 3vc end 

REYNOLDS, J Joint Intervenars-Diablo Canyon REYNOLDS, J Cenloi 
for Law In the Public Interest 83/10/15 6pp 20052 065 34X 

Fiche 50-279, 83/ 1 0/ 1 5, 03 1 03 1 0228 


G3i0200l7B Testimony of RD Hubbard re design OA Verlflcoilon program 
has not yet demonstrated plant design c-ompties ut/al] 
applicable NRC regulatory requirements 8r all util licensing 
criteria Related correspondence 

HUBBARD, R B California, State of HUBBARD, R B MHB Technical 
Associates 03/10/16 79pp 20835 129 24X Fiche 50-375.83/10/16, 

03 10200 17B 


— 8310200164 Testimony of Q Apostdlekis re design QA IDVP uieak since 
program falls to recogniie implications of decision to cart 
JDVP fn probabilistic terms k fails to use appropriate 
probabi 1 i stir analysis pnneipies 8r methods 

APDBTOLAKIS, 0 California, State of APO8TOLAKJ0. Q CaJlPoTnio, 
Unlv of, Los Angeles, CA 83/10/16 21pp. 20835 200 a4X 

Fiche 50-275, 83/10/16. 831 0200 1 78 


63102001 90 Test imtiTiy of JM Roesset re adequacy of util seismic moiiellng 
of structures tk sells h of revieur of util uiork by lUUP pour 
issues remain requiring further verification Affidavits of 
quali f ica tlons enc 1 

R0E8SET, J H California, Btete of 03/10/16 6Jpp 20835 229 
24X Fiche- DO-275, 03/10/16, 8310300170 


”8310200195 List of exhibits identified per ASLAB BUJ007 order 
Certificate of Bve end 

STRUMMASSER.H California, State of. B3/t0/16 9pn. 30835 209 
24X Fiche 50-275,03/10/16,0310200173 


310250326 Forwards corrected Pages 9, 6 & 0 to NRC Q3iOI4 tcstkmnny nf 
JP KnigbtiHE Bchierllng k JS Nermiel on Governor Deukaiejlan 
St Joint Intervenors Contentions 2a-o Errors due tu 
difficulties Wword processing 

MCGURREN, H J Hearing Branch I 03/10/19 MOORE, T S , BUCK, J II , 
JOHNSON, W R Atomic Bafety and Licensing Appeal Panel 2pii 
20097 340 24X Fiche 50-279,83/10/19,8310250326 


— 0310250332 Coi reeled P.ages 5, 6 k 0 to v'P Kriipht,HL Schicrlinq 1, 
JS Uermeil testimony on Governor DeukUreiian ft iloint 
Intervenors Contentions 2a -e 

KNIGHT, J P , SCHIERLING.H L , WfcRNlI I , J S NHL Np Uotuilcd 
Affiliation Glvoii 83/10/19 3pp ...0097 342 24 X 

Fiche 50-275, 03/10/19. 0310250326 


□310250176 Foruiards H ScMerlingild Haass k U Kubickl depoaitiunt S 
corrections to deposition transcripts Vl/o depositions 
MCGURHEN, H J Hearing Branch I 03/10/20 Fayloo Assoriatrs 

Ip 20092 3S4 24 X Fjcho 50-375,03/10/20,0310250176 


--031O25O182 Corrections to WP Haass B30V21. DJ Kub i c k i 830920 k 
HE Schierling 030921 depositiaus 

HAASS, W P , KUQICKI.D J , 3CKILRLING, H t NRC - No UetaiJud 
Affiliation Given 03/09/21 4pp 30D92 350 *'4 7 

Fiche 50-273, 03/10/20, 03102501 /6 


83102B0057 Transcript of witness testimony , prof qua 1 1 f 1 1 atiant. 
exhibits For reopened hearing re design OA Certificate of 
Sve end Related correspondence 

* Pacific Gas «, Flectnc Co 03/10/27 554pp 20935 3P0 :>4X 

Fiche 50-273, 03/ 10/27, 8310200057 


U Congress lono 1/Execut ive Ctirr psp cindence 


0310110114 Ack receipt of comments on pUnit licensing Crmmissinn 
deferred final consideration of matter until after NRr 
completes analysis of final IJJJP rept 

CHILK, 8 J Office of the Secietary of the Commi ssi on G3/10/0'i 
HART, G R , CHACON, P , DAVIS, G California, State of 3pp 
20660 151 ?4X Fiche 50-273, 03/ 10/05, 0 J 101 101 14 


—8310110151 Notifies of Commission OJlOPb meeting to receive cnmnu’ntK 
from util, Joint Intervonurs 6 Oevurnnr Orukmojian re IDVP 
completion k NRC analysis k i ecommenda ti nn to reinsiatp 
DPH-76 to load fuel 

CHILK, 8 J Office of the Secretary of the Commissiun 01/09/30 
OHLBACH, R Pacific Gas k Electric Co REYNOLDS, J « (entci for 
Law In the Public Interest SlRUMWASfefeR, M California. SI.tIc of 
2pp 20660 154 24X Fiche 50-275,03/10/05.0310110114 


8310200442 Responds to B309S2 1 tr re NRC handling of aeveral unnking 
papers for case studies being conducted to support NRC ript 
to Congress pei Section 13 of NRC Authorisation Act fhrer 
working papers ent 1 

PALLADINOiNJ Commi ss 1 oners 03/10/07 FORD, W H Qonotr Upp 
20071 295 24X Fiche 50-000,83/10/07,0310200442 


— B3I0200469 Expresses disappointment re release of draft study tm OA 
programs at Diablo Canyon to licensee Full explanation 
requested 

MARKEYi E J House of Rep , Interior k Insular Affairs 0J/07/PJ 
PALLADINO. N J Commissioners 2pp 20072 217 PAX 
Fiche 50-000. 83/10/07 . 03 1 020044? 


0310240169 Advises that Btate of CA legislator Itrs requestiny delays 
tn licensing do not represent policy of CA legislature 
License issuance recommended 

ALQUIST.A E California. State nf 03/10/17 PALLADINU, N J 
Commissioners Ip 20000 029 24X Fiche 50-275,03/10/17, 

8310240167 


0310250045 Urges NRC to proceed w/o delay ui/regu latovy steps necessary 
to allow fuel loading, low power testing k commercial 
operation 

DILLBrR C Calirnrnia, Btxito of 03/10/19 PALLADINO, N J 
Commissioners 2pp SO094 009 24X Fiche 50-275,03/10/19, 

8310250045 


V Operator Examinations 


0310030205 Informs uf periodic audits of licensed operator 
requalification programs Schedule for 1 equal i ficati on 
training k exams requested by 031028 

BISHOP, T Ir) Division o# Resident , Reac tor Project It Engineering 
Programs 83/-09/26 SCHUYLER, J D Pociflc Gas k Electiic Co ?pp 
20591 039 24X Fiche 50-275,03/09/26-03)0030285 


DOCKET 50-277 PEACH BOTTOM ATOMIC POWER STATION, UNI I 2 


F Security, medical, emergency k fire protection plans 


0310050004 Advises that NUREQ-0737r Item II B 2 2, **Design Review of 
Plant Shielding - Corrective Actions for Access to Vital 
Areas." requirements met based on review of licensee 000102, 
31,1015,010100,020415,0707 k 830513 submittals 
8T0LZ, J F Operating Reactors Branch 4 03/09/12 BAUER, t G 

Philadelphia Electric Co 5pp 20650 242 24X 

Fiche 30~?77, 03/09/ 1 2, 83 1 0050004 
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8310040434 Foiujarda safety analysifi re basis on which sejecteci 
parameters for safety parameter display sys sufficient to 
assess safety status of each function fm wide range of 
events/ per Generic Ltr 02-33/Suppl 1 to NUnEG-073/ 

GALLAGHEFl/J W FMnladeJphia Electric Co a3/Q9/£?H FISbNHUl.DG 
Division of Licensing Bpp ii?06l9 108 24X Fiche SO-'S??. t33/09/?a, 

8310040434 


G310310I!69 Forwards IE Enforcooient Confciente Repts i>0-«i’/7/03"'23 & 
S-0'^278/03 -53 on BJOQII & notice of violation 

ST/^ROSTECKJ j R Division of F'lojert l< Resident Prograni'v 8J/10/03 
flDVER/V Philadelphia Electric Co 5po aOBS-j r*48 a4X 
Fiche 30-277, 03/10/03, 9310210269 


--■83102102/4 Notice of violation associated u/IE onforremeot rojiferenci 
on 9300U 

* Region I, Office of Director 03/10/03 2pp POO 55 1*50 P4X 

Ficho 50-277.03/10/03.8310210269 


— 8310210278 IE Infer cement Conference Repts 50-277/B3-23 50-P7b/03 -t'J 

on 8JD8I1 Major areas discussed violations from IE Insp 
Repts 50-277/83--1 6 ?< 50-270/03-16 re unseated penetrations 
in fire barriers 

DLOLPGH, A R > WILLIAMS, J H , TRIPP, L I Region 1, Office of 

Director 83/00/22 4pp 20B5S 25P 24X Fiche 30-277.03/10/03, 

8310210269 


9310290252 Releases public version of revised ernorgency plan 
implementing pruredures 

FELTON, J M Division of Ruler, ant) Records 03/10/25 Document 
Management Uranch Ip 20963 016 a4X Fiche 50-277.03/10/25/ 
8310200252 


— 8310280257 Forwards public version of levised emergency plan 
implementing procedures, inc 1 ud ing Procedures EP-a09/App A 
re immediate notification cal) list It irp-209/App D 1 re 
onsite emergency team leadeis Affidavit end 

DALTROFF.SL Ph i lade 1 ph la Ulec trie Co 03/05/13 ALLAN* x) N 
Region 1/ Office of Diroctoi 4pp C0963 017 24X 

Fiche 50-277, 83/10/25. 0310280252 


—0310280271 Public version of revised emergency plan implementing 
proc edures, me 1 ud ing Procedures EP-SOV/App A re immediate 
notification call list i< Cf’-209. App J)-l re onsite emergency 
teem leaders 

« Philadelphia Electric Cn 03/04/13 62pp 20963021 24X 

Fiche 50-277. 83/ 1 0/25, 83 1 02002D2 


P Operating license stage documents t« correspondence 


8310310017 FOIA request for documents re integrated leak rate tests fui 
listed facilities to be placed in f*DR 

CONNER. L Affiliation Onknown 83/05/02 NRC - Nn Detailed 
Affiliation Given Ip 21004 2/0 24 X Fiche OO-OOD* 03/05/02. 
8310310017 


B3i01J-D4S4 Forwards safety evaluation Franklin Reseaich Ctr technlc/i) 
evaluation rept re NUREO-06J2, "Control of Heavy Loads 
(Phase I> ” i’hase 1 acceptable Need for single failure-proof 
handling equipment will be addressed in Phase IJ 
OTOLZr J r Operating Reactars Pranch 4 83/09/21 DAUER, L 0 

Philadelphia Electric Co 3pp 20/12 0/6 24X 

Fiche 50-277,03/09/21.8310110454 


— 8310110459 Safety evaluation re util 810618.1222.820520.1025 & 830010 
responses to NURCG-0612. "Control of Heavy Loads (Phase 1) " 

Phase 1 acceptable 

n NRC - No Detailed Affiliotion Given 83/09/09 ?pm 
20712 079 24X Fiche 50-277, 03/09/21 , 8J101 10454 


— 8309020392 "Control of Heavy Loads (C-10>, Phi lade Iph la Electric Co, 
Peach Dottom Atomic Power Stati on. Uni ts 2 & 3." iechnicol 
evaluation rept 

SAROENTi 1 H , QOMBEROER. G Franklin 1 nstl twta/Frank Un Research 
Center TER-C5506-379/3B0 03/08/31 SINGH, A NRC - No Detail pd 

Affiliation Given 32pp 20712 081 24X Fiche 50-277,83/09/21. 

8310110454 


8310040189 Forwards revised pages to 811223 application for amend tn 
Licenses DPR-44 If DPR-'56. changing values of surveillance 
5 etpointsi per 030726 telcon 

GALLAGHER, J W Philadelphia Electric Co 03/09/29 STOL/. J F 
Operating Reactors Branch 4 2pp 20608 009 ?4X 

Fiche 50-277,83/09/29,8310040187 


--8310040191 Revised Tech Spec Pages 36 l< 36a listing limiting conditions 
Pot operation I, surveillance requirements for reactor 
protection sys power supply 

a Philadelphia Electric Co 83/09/09 2pp 20608091 24X 

Fiche 50-277,83/09/2910310040109 


6310040415 Forwards "Implementation of NUHE&-0619 Feedwater Nuirle 
Cracking," V proprietary "Peach Bottom Atomic Power Station. 

Unit 2, Feedwater Noiilc Fracture Mechanics Analysis to Show 
" Proprietary rept withheld (ref 10tFR2 790) 

GALLAGHER, J W Phi 1 ade Iphia £Uctr 1 c Co 83/09/29 EISENHUT, D G 
Division of Licensing 2pp 20623 303 24X Fiche 30-277,83/09/29, 

B310040415 


— 63 10040429 ''Implementation of NUfJE0-06i9 Feedwater Noiile Cracking 
Affidavit entl 

» Philadelphia Electric Co 03/09/30 I9pp 20623 305 24X 

Fiche 30-277,03/09/29.8310040415 


0310140203 Submits addl info on 830927 presentation to NRC ra 
intergranular stress corrosion cracking insp 6 repairs 
Unit will ratur-n to sve tt operate for 6 months to exhaust 
prosent fuel load Pipe will be replaced beginning Mar 1904 
DALTROFF.S L Philadelphia Electric Co D3/I0/06 STOLZ, J F 
Operating Reactors Branch 4 Spp 20762 356 24X 

Fiche 30-277,03/10/06,0310140203 


0310200016 Forwards draft SER rc NUREO-0/37, Item II D 3, "Pnat-Act i dent 
Sampling 8ys " Response addressing concerns re throe 
outstanding items requested Telcon to discuss early 
rosolution should be arranged within 30 days of ltr receipt 
8T0LZ.J F Operating Reactors Branch 4 03/10/06 DAUER, E 0 

Philadelphia Electric Co 12pp 20844 249 24X 

Fiche 50-277,03/10/06.8310200016 


8310260212 Forwards response to 031004 request re NUREG 0737. Itsm 
II E 4 2, "Containment Purge t, Vont Valves." design 
evaluation ld/13 oversiie drawings Aperture cards are 
available in FOR 

DALTROFF, B L Philadelphia Electric Co B3/10/19 STDL2,J F 
Gperatlng Reactors Branch 4 72pp 2<i909 277 24X 

Fiche 50-277,03/10/19,8310260212 


— B3 1 0260239 ** Ins true t ion Manual Type 9200 T-Ring Butterfly Valve 
Bodies " 

e Fisher Controls Co 74/03/31 14pp 2090? 340 24X 

Ficho 50-277, 83/10/19, 0310260212 


0 Inspection reports. IE Bulletins I, correspondence 


8310250419 Submits partial response to lU Bulletin 03-02, "Stress 
Corrosion Cracking in LargB-Diameter Stainless Steel 
Roclrculatlon Bys Piping at BNR Plants " Unit will be 
returned to eve by 631003 

KEMPER, J 8 Philadelphia Electric Co 03/09/15 MUftLEV, T E 
Region 1, Office of Director 5pp 20097 186 24X 

Fiche 50-277.03/09/15,8310250419 


8310050051 Requests submittal of response to IE Bulletin 03-02, "Stress 
Corrosion Cracking in Large-Diameter Stainless Steel 
Recirculation Sys Piping at DNR Plants " Info needed to 
complete pipe crack review it analysos 

STDLZ, J F Operating Reactors Branch 4 03/09/21 DAUER, L O 

Philadelphia Electric Co 7pp 20650 130 24X 

Fiche 50-277, 03/09/2 1,83 10050-051 


8310120212 Forwards IE Insp Repts 50-277/Q3-I9 U 50-270/83-19 on 
030710-22 U notice of violation 

MARTIN, T T Division of Engineering Ic Technical Programs 03/09/22 
DALTROFF.S Philadelphia Electric Co 2pp 20692 310 24X 

Fiche 50-277, 03/09/22, 83 10120. ">12 


— 83^10120213 Notice of violation from insp on 630710-22 

e Region I, Office of Director 03/09/22 Spp 20692 320 24X 

Ficho 50-277, 83/09/22, 83 lOl 202 1 2 


— 0510120217 IE Insp Repts 50-277/83-19 S< 50-278/03-19 on 830718-22 
Noncompliances noted failure to train personnel in 
accordance u/Tech Specs I, to perform safety evaluation foi 
change in sal idi f ication of liquid waste procedure. 

WHITE, U R . C0LLIN8.D V , LAMAGTRA. M Region 1, Office of 
Director 03/09/12 i6pp 20692. 3? 2 a4X FJehe 50-277,03/09/22. 

6310120212 


03OB3OO34O lE Info Notice 03-61, "Alleged Use of 8taiid-lns foi Welder 
Gu-al i fl cation Tests " 8vc list end 

vTORDANrEL. Division of Emergency Preparedness I, Engineering 
Response (Post 830103) 63/09/26 Consolidated Edison Cp of New 

York, Inc ll7pp 20754 022 S4X Fiche 50-000, 83/09/26. 8308300340 


0300300342 IE Info Notice 83-62, "Failure op Redundant TnxU Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Ovc list enc) 

JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response (Post 830103). 83/09/26 Consolidated Edison Co of New 

York, Inc U6pp 20777 210 24X F Uho 50-000, 83/09/26, 0300300342 



90 


DOCKETED ITEMS 


B30Q300345 lE Info Notice 93-63^ "Potentiai failures of Uest 1 nqhoii '- 1 
Type 9A-I Di f ■f'Crent la 1 Relays ” Svc list encl 

JORDAN I E t. Division of Emergoncij Pr epar4;d ness fic bnji i necr inQ 
Response (Post B30103) 93/09/26 Conso J idated Edison Cn of Neu 

Yorlf, Inc llfipp 2077B 001 34)(Flche 50-000,03/09/26.9309300343 


B30B300349 IE Info Notice Q3-64 j "Lead Shielding Attached to 
Safety-Related Sys W/o lOChRSO 59 Evaluation Svc list 
encl 

JORDAN, E L Division of Cfriergency Preparedness !< tnglnceriifg 
Response (Past 6301031 03/09/29 Consolidated Edison Co of New 

York, rnc llBpp 20716 324 24 X Fic he 50-000.03/09/27.0308300349 


9310210269 Forwards IE Enforcement Conference Repts 50-277/03-33 & 
90-270/93-23 on 630911 £. notice of violation 

STAROSTECKl, R Division of Project t Resident Programs 83/10/03 
BDYER.V Philadelphia ElBCtx ic Co 2pp 20055249 24X 

Fiche 50-277,93/10/03.6310210269 


— 9310210274 Notice of violation associated ui/IE enforcement conference 
on 63061 1 

* Region 1. Office of Director 03/10/03 2pp 30055 250 P4X 
FicfiB 90-277.03/10/03.0310210269 


631OJB0551 Notification of 031021 meeting w/DUR licensees in Deihc«)dd. 
KD to discuss future inspa foi Intergranular sti ess 
corrosiQn cracking 

HlRADLIAtF J Assistant Director for Bofuly Assessment 03/10/14 

EISBWHUT.D G Division of Liters mg 5pp 20823 358 24X 

Flche 50-000. B3/ 10/ 14. 8310100051 


0310210336 Notification of 831017 meeting ui/ut i 1 . GE. CWR I LNr in King 
of Prussia. PA to review Ut incp data on ci ack indication on 
5 post-lHSI welds 

(3EARS, 0 Operating Reactors Uranch 4 03/ 10/ 18 STOIZ.J F 

Operating f?<!actorG Dranch 4 2pp 20983 190 24/ 

Fiche 90-277. 03/10/ IB, 8310210336 


R Periodic operating reports ?< related correspondenc r 


8310120313 Foruards ^'Regional Radiological Environ rtonitorinq iMtigwim 
Rept 18.1909" "Peach Dottom Atnmic Power Station Cnvirorr 
Radiation Nenltoring Program flept 40. IVU2 " 

WILLSEY.W D Phi ladolphla Electric Co 83/09/22 HAYNF&. R C 
Region 1. Office of Director Ip S0690 094 24X 

Flche 50-277,03/09/22.0310120313 


— 6310210278 IE Enforcement Conference Rep is 50-277/03-23 8< 50-27R/83-P3 
on Q3O0I1 Major areas discussed violations from IE Insp 
Repts S0-277/S3-16 & 50-878/03-16 re unsealed penetrations 
in fire harriers. 

BLOUO0. A R I WILLIAMS. J H . IRTPP. L E Region t. Office of 

Director 03/09/22 4pp 20H55 25a! 24X Flche 50-277.83/10/03. 

931 02 1 0269 


8310140203 aubnits addl info on 030929 presentation to NRC re 
intergranular stress corrosion cracfiing insp t, repairs 
Unit will return to svc If operate for 6 months to evhaust 
present fuel load Pipe will be replaced beginning Mar 1704 
DALTROFF. 8 L Philadelphia Electric Co 63/10/06 ST0L2.J F 
Operating Reactors Branch 4 2pp 20762 356 a4X 
Flche 50-277.83/10/06,8310140203 


— 0310120316 "Regional Radiological Cnvirnn MoriitoriTiq Program Rept Ki. 
1902 " 

* Radiation Man.tgement Corp 03/05/31 JSlpp 20690 075 24X 

Flche 50-277.93/09/22, 9310120313 


‘6310120319 "Peach Bottom Atomic Power Btation Environs Radiation 
Monitoring Program. Rept 40.1902 " 

a Chemical Naste HaTJagemciit. Inc 83/07/31 iDOpp 20690 PJ6 
24X Fiche 50-277.03/09/22.0310120313 


0310200257 Forwaids monthly operating rept for Sept 1903 8< revised 
Tept sheets for Jul ^ Aug 1903 for Unit 1 

CQDNEY.M J Philadelphia Electric Co 93/10/13 Diroctur'i 
Office. Office of Inspection and Enfortoment Ip 20830 086 24X 

Fiche 50-277. 03/10/ 1 3. 031020025/ 


B30830037B IE info Notice 03-65, "Surveillance of Flow in RTD Bypass 
Loops Used in Uestlnghause Plants *' 6vc List end 
JORDAN, B. L Division of Emerjenev Preparedness & Engineering 
Response (Post 830103) 03/10/07 Consolidated Edison Cu of New 

York, Inc 76pp 20627 213 adXFiehc 50-000.03/10/07,03093003/0 


63DB30D752 IE Info Notice B3-66. ‘'Fatality at Argentine Critical 
Facility " Svc list encl 

JORDAN. E L Division of Emergency Preparedness S, Engineering 
Response (Post 830103) 93/10/07 Consolidated Edison Co of New 

York. Inc 79pp. 20802 026 24X Flche 50-000.03/10/07.0308300752 


8309300759 IE Info Notice 03-67, "Emergency Use Respirator ffrrtl Defect 
Causes Production of Noxious Gases " Ovc list encl 
JORDAN. E L Division of Emergency Preparedness 4. Engineering 
Response (Post 830103) 83/10/11 Consolidated Edison Cn of New 

York. Inc 117pp 21043 075 OAX Ficho 50-000,03/1(1/11,6308300757 


930B30076I IE Info Notice 83-60. "Respirator User Narni ng* Def ec t i vo 
Self-Containtif Breathing Apparatus Air Cylinders " Svt list 
encl 

JORDAN, E L Division of Emergency Preparedness Ir Engineering 
Response (Post 030103) 83/iO/ll Conso 1 1 dateiT Edison Co of New 
York, Inc ISOpp 20827 129 24X Ficho 50-000.83/10/11.0308300761 


9310200162 Act receipt of 030011 8, 0923 Itrs Infgrming NRC of steps 
taken to correct violations noted In IE Insp Repts 
50-277/ 03-16 l( 50-279/03-16 

STAROSTECKI.R Division of Project S, Resident Programs 03/10/13 
DALTRDFFi 8 L Philadelphia Electric Co Ip 20835 355 a4X 
Flche 50-277.83/10/13.0310200162 


"9310200172 Responds to NRC 830914 telcoii re violations noted in U 
Insp Repti 50-277/83-16 & 50-978/03-16 Corrective actians 
administrative procedures reexamined w/expecta t ion that 
costly fa impractical requirements can be aJlmlnateiJ 
OALLAONER. J. g Philadelphia Electric Co 83/09/23 
STARO&TECKI. R Division of Project fa Resident Programs 2pp 
24X Flche 50-277. 03/ J 0/ 13, 0310200162 


20835:356 


030720 Itr re violations noted in 1C Ins 
1 ^ ** SD-27B/83“'16 -Corrective actions 

individual responsible for leaving door unlocked Identified 
V denied access tu protected area 

® i a 03/00/11 0TAROg7C<;Kl. 

Division of Project fa Resident Programs 3pa 20035 330 24X 

Iche 50-277,83/10/13.8310200162 


— 8310200261 Monthly operating rept for Sept 1983 

ALDEN. W M Phllndolphia Electric Co 03/10/13 lOpp 20030 00/ 
24X Ficho 50-277.03/10/13.0310200257 


—8310200263 Revised rapt sheets for monthly operating rept fur Jul 191(3 
ALDEN. M M FhlladelpMa Electric Co 03/09/26 Cpp 20830 097 
24){ Fiche 50-277.03/10/13.0310200207 


—0310200364 Revised rept sheets for monthly operating rept for Aug 1903 
ALDEN. W M Philadelphia Electric Co 03/08/26 2pp 20830 099 
24X Flche 50-277. 113/ 10/ 13. 8310200257 


6 Reportable occurrences. LCRs fa related correspondcnci 


0310270541 Reaponils to FQIA request for three categories of documents 
re 030606 gas leak at facility Forwards App A documents 
FELTON. J M Division of Rules and Racords 03/07/22 AROYROQ. D L 
Chamlln. Schottland. Rosen. Cavanagh fa Uliano 2pp 2093/ 225 24/ 

Flche 50-000,03/07/22.9310270541 


— 03102/0547 Submits morning rept for Region 1. listing 030606 fa 07 
events 

ALLAN. J M Region 1, Office of Director 93/06/07 DLAHA, J 
Program eupport Branch ip 20737 229 24X Fiche 50-000. 

83/07/22.03102/0541 


9310210329 Responds to FOIA request for oil documents re significantly 
high rate of equipment failures fur Ok BNR/4 rated at 2,436 
MW Forwards App A documents Documents also available in FDR 
FELTON. JM Division of Rules and Records 03/07/28 HAFNCR, 0 
Suffoll Nuclear etudy Group 2pp 20B52 223 24X 

Fiche 50-000,03/07/28.0310210329 


— B3O3240364 Bummariies avaluatian of LERa for Mar 1902 - Fob 19DD LFR 
submittals acceptable Supplemental or followup info would 
improve operational experience analysis 

SEYFRIT.K V Reactor Operations Analysis Branc)i 63/03/16 
STAROSTECKI. R i>iviftiDn of Project fa Resident Programs 3pp 
20092 273 24X Fiche 50-000.83/07/20,0310210327 


9310270340 FOIA request for placement of listed LERs in F'DR 

0 RADER, L. D NU0 Corp B3/09/OB Division of Rules and Records 

2pp 20939 050 SAX Fiche 50-000,03/09/08.8310270340 


9310250302 LER B3"0l4/03U-0 on 930012. c ontrot room fire barrier 
discovered u/a fire damper In one ventilation duct 
penetration Caused by damper nut Incorporated Into original 
ventilation sys installation New damper on order 
COONfiY. MJ Philadelphia Electric Co 03/09/14 MURLEV, T E 
Region 1. Office of Director Ip 20D9V 268 24 X 

Ficho 50-277,03/09/14.0310250302 
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eil0a7(>3A7 Responds to FDIA request for i elease of 23 LERs to F»I«R 
Foru/ards 12 LFRs to be released UoLuments also available In 
PDR One LCR canceled Cight LE»?s not received 

FELTON* J M Division of Rules and Records 03/09/29 GRAlCR.l 1> 
NUS Corp Ip 20930 060 Ficho *10-000,03/09/29.03102703^7 


6310070301 Potential Part 21 rept re undorrange charuc ter i stic of 
Hodel N-EllGM transmitter Underrange zero offset may occur 
ufien transmitter Initially pressurized from atmospheric to 
suppressed lero input End users not) f ird 

BERBEHIAN, M J Ftixboro Corp 03/09/30 Director's Office. Office 
of Inspection and Enforcement lipp 20691 06^ 24X 

Ficho 50-000. 03/09/30. B310070301 


631014006Q PNO-1-83-104 on 830/04. during RHR i recirculation piping 
weld lnsp,20 of 126 welds examined evidenced i nterqranular 
stress corrosion cracking Licensee repairing 16 welds by 
clad overlay technique 

BLOUOH. A R , TRIPP, L E Region 1. Office of Director 03/10/07 
Ip 30766 3S9 24X Fiche 50-277,03/10/07.0310140060 


8310310361 PN0“I'-83-lO9 on 031024, 1 »c ensee reported that radiographs 
associated ui/Glass I pipinp improperly read by vendor durlnp 
outage mod work in 1901 1902 Part 21 imp] i ca tions uridei 

e valua tlon 

B LOUGH, A ft , TftJPP.L E Region 1, Office of Director e3/10/?5 
ip a0961 121 24 X Fiche 30-277,03/10/20,0310310361 


DOCKET 90-278 PEACH BOTTOM ATOMIC POWER STATION. UNIT 3 


F SecuTity. medical, emergency ^ fire protection plans 


6310050004 Advises that NUREQ-0737, 1 tern J I D 2 S, "Design Review of 
Plant Shielding - Corrective Actions for Access to Vital 
Areas," requirements met based on review of licensee 000102, 

31, 1013, 010100, 0204 IS. 0707 830513 submittals 

STOLZ, J F Qporating Reactors Branch 4 03/09/12 BAUER, U 0 

Philadelphia Electric Co 3pp 20650 Z^12 24X 

Fiche 90-277.03/09/12,0310050004 


B310040434 Forwards safety analysis re banis on which selected 
parameters for safety parameter display sys sufficient to 
assess safety status of each function for wide range of 
events, per Generic Ltr 82*33. 0uppl i to NUREO-0737 
OALLAGHER.U W Philadelphia Electric Co 03/09/20 EI8ENHUT, P G 
Division of Licensing 0pp 20619 100 24X Fiche 50-277.03/09/20, 

0310040434 


B31021DS69 Foriuar'ils IE Enforcement Conference Repts 50-277/03-23 l< 
50-27B/83-23 on 030011 & notice of violation 

STARD8TCCKI, R Division of Project S< Resident Programs 03/10/03 
DOVER* V Philadelphia Electric Co 2po 20095 e!40 24X 

Fiche 50-277,03/10/03,8310210269 


— 0310210274 Notice of violation associated w/tE enforcement conference 
an BJOBll 

e Region Ir Office of Director 03/10/03 2pp 20835 2S0 24X 

Fiche 50-277, 03/10/03. 031O2JO269 


--B3 10210278 IE Enforcement Conference Repts 50-277/03 23 50-270/03-23 

on 830811 Major areas discussed violations from 1C Insp 
Repts 50-277/83- 16 $< 50-370/03*16 re unsealed penetrations 
in fire barriers 

BLOUGH, A R Region 1, Office of Director 83/08/22 4pp 
20055 252 24X Fiche 50-277, 03/10/03, 0310210269 


831O20OS52 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J M Division of Rules and Records 03/10/29 Document 
Management Branch Ip 20963 016 84X Fiche 90-277, 03/10/25. 

8310200252 


— G31O20OS57 Forwards public version of revised emergency plan 
implementing procedures, me lud ing Prciredwres EP-209, App A 
re Immediate notification call list & EP-209»App D-i re 
onsite emergency team leaders Affidavit enrl 

DALTRDFF.S L Philadelphia Electric Co 03/05/13 ALLAN. J M 
Region 1, Office of Director 4pp 20963 017 ?4X 

Fiche 50-277,83/10/25.8310280252 


—B 3 1 020027 1 public version of revised emergency plan implementing 
procedures, me lud ing Proredures EP-209. App A re immediate 
notification call list (( EP'209. App D-1 re onsite emergency 
team 1 eaders 

* Philadelphia Electric Co 03/04/13 62pp 20963 021 24X 

Fiche 50-277,83/10/25 8310280252 


p Operating License stage documents Sc correspondence 


0310310017 rolA request for documents re integrated leak rate tests for 
listed facilities to be placed in PDR 

CONNER. L Affiliation Unknown 03/05/02 NRC - No Detail od 
Affiliation Given Ip 21004 270 24X Fiche 50-000,03/05/02, 
8310310017 


0310310031 Responds to F02A request for documents re integrated leak 
rate tests foi facilities to he placed in PDft Forwards 
documents to be placed in PDft t list of facilities for which 
ropts are unavailable 

FELTON, J M Division of Rules and Recoids B3/07/06 CONNER, L 
Affiliation Unknown ip 21004 271 E4X Fiche 50-000,83/07/06, 
0310310031 


— 0310310064 "Reactor Containment Bldg Integrated Leakage Rate Teat 
Rapt " W/770620 1 tr 

ULLRICH, W T Philadelphia Electric Co 77/04/04 J09pp 
21003 313 24X Fiche 50-000, 83/07/06, 0310310031 


0310110434 Faruards safety evaluation & franklin Research C tr technical 
evaluation rept re NUREO-0612, "Control of Heavy Lnads 
(Phase II " Phase 1 acceptable Need ftn single failure-proof 
handling equipment will be addressed in Phase 11 
STOLZ, J r- Operating Reactors Branch 4 S3/09/S1 BAUER, £ O 

Philadelphia Electric Co 3pp 20/12 076 24X 

Fiche 50-277,03/09/21,0310110454 


—0310110499 Safety evaluation re util 010610.1222,020520. 1029 &r Q30D10 
responses to NURE0-O612. "Control of Heavy Loads (Phase 1} " 

Phase 1 acceptable 

*» NRC - No Detailed Affiliation Oiven B3/09/O9 2pp 
20712 079 24X ptche 50-27/, 83/09/21 , 03101 10454 


—0309020392 "Control of Heavy Loads ( C-10). Ph 1 ladelphla Electric Co, 
Peach Dottom Atomic Power Station, Uni ts 2 3, " technical 

ovaluation rept 

SAftOENT. I H I BOMBEROER.C Franklin Instl tute/Frankl i n Research 
Center TEn-C550^»-379/3B0 03/00/31 SINGH. A NRC ~ No Detailed 

Affiliation Given 32pp 20712 081 24X FUho 50-277.03/09/21, 

8310110454 


0310040189 Forwards revised pages to 011223 application for amend to 
Licenses DPR-44 it DPR-56, chang ing values of surveillance 
s otpoints, per 030726 telcon 

OALLAOHER,J W Phi Ude Iph ia El ec tri c Co 03/09/29 STOLZ. J F, 

Operating Reactors Branch 4 2pp 20608 009 24X 

Fiche 50-277.03/09/29.0310040107 


—0310040191 Revised Tech Spec Pages 36 h- 36a listing limiting conditions 
for operation & surveillance requirements for renctot 
protection sys power supply 

« Philadelphia Electric Co 03/09/09 2pp 20600 091 24X 

Fiche 50-277. 03/09/29, 0310040109 


9310040415 forwards "Implementation of NU'REG-0619 Feedwater Noiile 
Cracking,** & praprlotary "Peach Bottom Atomic Power Station. 

Unit 2, Feedwater Noxile Fracture Mvrhanlce Analysis to 8haw 
♦' Proprivtary rept withheld (ref 10CrR2 790) 

GALLAGHER, J U Philadelphia Electric Co B3/09/29 CISENHUT.D 0 
Division of Licensing 2pp 20623 303 24X Fiche 50-277,03/09/29, 

0310040415 


— 0310040429 "Implementation of NURE0~061 9 Feedwater No? lie Cracking " 
Affidavit end 

# Philadelphia Electric Co 03/09/30 I9pp 20623 305 24X 

Fiche 50-277.83/09/29,0310040415 


8310200016 Forwards draft SER rr NUREG~0/a7, Item 1 1 0 3. "Post-Accident 
Sampling Sys " Response addressing roncerns re three 
outstanding items requested, TeJ con to discuss early 
resolution should be arranged within 30 days of Iti receipt 
STOLZ. U F Operating Reactors Branch 4 03/10/06 BAUER. E 0 

Philadelphia Electric Co 12pp 20044 249 24X 

Fsche 50-277.03/10/06,0310200016 


0310260212 Forwards response to 031004 request re NLir<E0-O737. 1 tern 
ri E 4 3, '*Cantainment Purge it Vent Valves," design 
■valuation H/13 oversiie drawings Aperture cards ai e 
available in PDR 

DALTRDFF, 8 L Philadelphia Electric Co 83/10/19 PTOLZ.J F 
OpBrating Reactors Branch 4 72pp H0709 277 24X 

Fiche 50-277,03/10/19.8310260212 


0 Inspection reports, IE Bulletins t, coi respandence 


8310120212 Forwards IE Insp Hepks 50-277/03-19 it 50-270/03-19 on 
830710-2? tc notice of violation 

MARTIN, T T Division of Engineering h Technical Programn 03/09/22 
DALTRDFr, S Philadelphia Electric Co 2pp 20692310 24X 

Fiche 50-277 
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-B310130213 NptJce of v-ioJatian fi cm ni*^P on 8307 1 0-32 

* Rcgitin li tlFFKe of Director e3/0'9y.»2 2pp 20^92 Ji^O * r 
Fiche 50-377, 03/09/22. B3J 0120212 

-B31O130217 IE !r>5p Repts 50-277/03-19 *< 50-27B/B3-19 oh B3071B-22 
I^Dncomp I i anc rated failure to train ppisonnel In 
accordarvco w/Toch Specs to perform safefcv evaluation foi 
change in solidification of liq.uid ij/aste proceduie 
white. J R , tCLtlNS.O J , lAMASTRA. h Revlon ‘ 

Director a3/0«9/12 lApP 20692 322 2dX Flcho jO-277, BT/09/3. . 
Q31O120S12 

30830-0340 IE Info Notice 83-61. "Alleged Use of Stand-Ins fot IfLldor 
Qualification Teats " Svc list encl 

vlQHDANi E L Division of Cmergencij Preparedhes a tngincerJiig 
Response (Post 030103) 83/09/26 ^ 

Yorkj Inc U7pp 20754 022 24 X Fiche 5O-OOO. 03/07/26. OSOOv^OODdO 

308300342 IE Info Notice 03-63. "Failure of Redundant Tone Oas 
Detectors Positioned at Control Floofti Ventilation Air 
Intakes ’’ 6vc list end 

x/QRDAN. E L, Division of Emergency Preparedness «< Engineering 
Response <Post 830103) 83/09/26 Consolidated 

York, Inc I I6pp 20777 210 24X Flche 30 - 000 , 03 / 09 / 26 . 8 30810034^ 

300300345 IE Info Notice 83-63, "Potential Failures of West itighouse 
Type SA~l pifferenilal Relays " Sve list end 

JORDAN. E L Division of Emergency Preparedness U Eng i neer i riq 
Response (post 8301031 83/09/26 Consolidated Edison J;® ^ 

York. Inc llBpp 20770 OOl 24X Flfho 50 - 000 . D3/09/26. QJOOJOOJ4 5 

308300349 IE Info Notice 03-64. "Lead Shielding Attached to 
Safety-Related Sys M/o 10CFR30 59 Evaluation " Sve list 
end . _ 

JORDAN, e L Division of Emergency Preparedness h Eng I nBcnmn- 
Resoonse Ipost 0301031 83/09/29 Consolidated Edison Lo of Mpu 

Yo^trinc U5pp 20716 324 24X Flcba 50-000,03/09/29,8300300349 

310210269 Foruiards IE Enforcement Conference Repts 50-2/7/S3-23 8f 
50-270/03-23 on 030011 & notice of violation 

BTAROSTECKI. R Division of Project 8. Resident Programs 03/10/03 
BOYER. V Philadelphia Electric Co Spp 20855 240 34X 

Fiche 50-277,03/10/03,3310210269 


— 0310200172 HespoudB to NRC 83{>9 M telron rt* violations noted in ]( 
insp nupts 50 - 277 / 03-16 «< 50 - 27 B/BJ-i 6 Corrective artions 
administrative prflceduies peeiamined m/r ipec tat ion that 
costly & impractical requirements can be eliminated 
gal-lasher. J lrl Philadelphia Electm Co 83 / 09/23 
STAROSTECKI. P Division of project 6 Resident pToqiamb 2 (ip 
20835 356 24 X Fiche 50 - 27 /, 03 / 10/ 13 Q 310200162 

—0310200196 Responds to NfiC 830720 Itr re violations iitilod in If Ii'Sp 
Repts 50 - 277 / 03-16 U 50 - 278 / 83-16 CoirectiVe actionj 
individual responsible ^ or leavinq dorr unlocked identifud 
denied access to protected ai ea 

DALTPDFF.S L Philadelphia Electric Co 83 / 00/11 STAUOBltt KJ , f( 
Division of Project 6 Resident Proqfams 3 pp 2 DH 35 3 'jH 1 ' 4 X 
Fiche 50 - 277 , 03 / 10 / 13 . 8310200162 

B 31 O 10 O 351 Notification of 831021 meetinq ui/IfWH llconseos in hethesda. 
MD to discuss future Insps foi Intergranu J ar stresi. 

carroBiom cracking o,/i/w,vi 

MIRAGLIA, F J Assistant Director for bafety Assescmeiit Ovf/ 10/14 
EISENHUT, D O Division of LiceOEing Spp 20823 350 24 / 

Fiche 50000 , 03 / 10 / 14.8310100551 

9310210336 Notification of 0 J 1 O 19 oioeting w/oti I , OF. 9 WRI f< LMf in Kinrj 
of Prussio.PA bo revieuj UT insp data on crock indication on 
5 pdSt-niSI u-e)d 6 ^ , 

GEARS. O Operating Reactors Drarich 4 03 / 10 / 10 ^ bTHuZ.J r 

Operating Reactors Branch 4 2 pn 20 DH 3 150 24 X 

F icho SD- 277 . G 3 /l<V/lQ, 9310210336 

B Periodic operating reports 6 1 elated cui respondent p 

631012 Q 313 Forwards "Regional Radiological Ltiviron Mnnitonnq F^ianiam 
Rept 10 . 1982 " Ik "Peach Dtittom Atomic Power Slatien Lnvirnns 
Radiation Honitoring Program Rept 40 . 19 D 2 " ... ^ 

MILLSEV.W D Philadelphia Electric Co 83 / 09/22 HAYNti. R C 

Region 1 . Office of pirec toi Ip 20670 094 24 / 

Fiche 50-?77. 03/09/22. 0310 120313 

--0310120316 "Regionol Radiological Envli on tionitorinq Program Rrpt 1 H. 
1902 " 

« Radiation Manageniont Corp 03 / 05 /jl 12 lpp 2 D 690 075 24 X 

Fiche SD- 277 , 03 / 09 / 22 . 631012031 3 


0310210274 Notice of violation associated w/tE enforcement confere-ncr 

on 030611 ..jtv 
* Region 1. Office of Director 83/10/03 Spp .'0055 250 J4X 
Fiche 50-277, 83/10/03. 8310210269 


— 8310120319 "Peach Bottom Atomic F*oujeT Station Environs 
Monitoring Program. Rept 40. I90t-' " 

» Chemical Waste Management, Inc 03/07/31 120dp 

24X Fitho 50-277.03/09/22.0310120313 


Rad iatl en 
20690 ri6 


0310210270 IE Enforcement Conference Rept 
an 030011 Major areas discussed violati 
Repts 50-277/03-16 8. 50-270/03-16 re bn 
in fire barriers 

BLOJOH. A R . WILLIAMS. J H . TRIPP. L E 
Director 03/08/22 4pp 20055 2DP 
0310210269 


9 50-277/03-23 * 50-278/03 -.^3 
ons from IE Insp 
sealed penetTaiions 

Region I. Office of 

24X Fiche 50-377.83/10/03. 


00300370 IE Info Notice 03-65, "fiurve I Hante of Flow in RID Bypass 
Loops Used in Westinghouse Plants ** Sve list end 
JORDAN. E L Division pf Emergency Preparedness U Engineering 
ResDonse (post 6301031 83/10/07 Cansolldated Edison Co of New 

York. Inc 76pp 208S7 213 a4X Fiche 50-000.03/10/07.0308300370 


08300732 IE Info Notice 83-66. "Fatal 
Facility " eve iUt end 
JORDAN, E L Division of Emergency Pr 
Reipapse (Post 030103) fl3/10/07 

York. Inc 79pp 20882 026 24X Fi 


ity at Argentine Critiial 

epfiredness tr Fnq 1 neari no 
Cnnsol idated Edison Co of New 
chff 50 - 000 . 83/10/07. 0300300752 


00300759 IE Info Notice 83-67. "Emergency Dse Rifflplrator Natl Defect 
Causes Production of Noiious Oases " Bve list end 
JORDAN. C L DiviBifin of Emergency Preparedness h Engineering 
Resoonse (Post 030103) 03/10/11 Cemso 1 Idat i rf Edison Co of New 

York, Int 117pp 21043 075 24X Fiche SO- 000 . 03 / 10 / 1 1. 0300300759 


D03OO761 IE Infq Notice 03-60. "Respirator User Naming Defective 
3f I f-Cont«tned Breathing Appaiatus Air Cylinders " Sve list 


end 

JORDAN. E L Division of Emergency 
Response (Post 030103) 03/} 0/11 

fork. Inc I20pp 20827' 129 24 


Preoarednos s & Lngineeriiig 

Consolidated Edlsap Cq of Now 
X Fiche 50-000.03/10/11,8308300761 


1020016S Acfc receipt of 030011 & 0923 Jtrs informing NRC of steps 
alien to correct violations noted In IE Insp Repts 
10-277/03-16 S( 50-270/03-16 

ITAROSTECKI. R Division of Froject N Resident Programs uj/io/ij 
lALTRdFF.S L Philadelphia Electric Co Ip 20035 355 24 X 

1 c h e 30-277, 03/ 1 0/ 1 3, 63 I 0200 1 62 


D31 0200257 Forwards monthly operating ropt for Sept I90J & rovir.fd 
rent sheets for Jul S« Aug far Unit I 

COONEY, MJ Philadelphia Electric Co BJ/10/i3 Direetpr r. 

Office, Office of Inspection and Enforrement Ip 20030 086 ?4X 

Ficho 50-S77. 03/10/13. 8310200207 


— 8310200261 Monthly operating rept for bept 1983 
ALDE-M. W M Philadelphia ElotH ic Co 03/10/13 
24X Fiche 50-277.03/10/13.031020020/ 


lOpp 2DB30 00/ 


8 Reportable occurrences. LERs h related correspondence 


9310370541 Responds to FQIA reqiipst for three categories of documents 
r« 030606 gas leak, at facility rarujards App A documents 
FELTON 1 J H Division of Rules and Records 83/07/32 ARGYROD, 0 I 

Chamlln, Schottland, Rosen, Favanagh U UUono 2pp 2093/ 235 
Ficho 50-000,03/07/23' 8310270541 


— 831027034/ Buhmits morning rept for Region 
events 

ALLAN, J M Region I* Office of Director 
Program Support Branch Ip 20937 2PQ 
63/07 /aSr 031 027054 1 


I. listing 030606 S< 07 

83/06/07 BLAHA. J 
24X Fiche 50-000, 


8310210329 Responds to FQIA request for all documents re s 
high rate of equipment failures for OL BHR/4 rated at 2, 
MW Forwards App A documents Documents also available jn 
FELTON, J M Division of Rules and Flecords 03/07/28 
Suffolk Nuclear Study Group 2pp 20Bb2 223 24X 

Fichif 50-000. 03/07/20, 0310210329 


i J gni f leant) ■! 
436 
HDR 

HAFNE’?, B 


-Q303240064 Summarizes evaluation of LLRs for Mar 1982 - Feb 
submittals acceptable Supplemental or followup info would 
iwprave apcratlanal experience analysis 

BEYFHIT, R V Rractor Operations Analysis Branch 83/OJ/ 
STAROSTECKlr R Division of Project *< Resident Programs 
2OB0S 273 24X Fiche 50-000,03/07/20*8310210329 


J7D3 LEIt 

16 

3PP 
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3310250279 Followup LER 03-008/017-1 on 830214. dur ing rtfueling cotngc., 
surveillance testing indicated combined leakage fpi listed 
valves exceeded limits or failed to meet requirements Caused 
bij seat surface degradation W/8309rJ Iti 

CGDNE/. M 0 rhiladelphia Electric Co 83/09/13 MUftLFIY. f L 
Region Office of Director 4pp 20099 017 24/ 

Fiche 50-270. 03/09/ 13. 03102502/7 


8310200137 LER 03-OO9/O1T-O on 030900. dui i ng surveillante testing w/enr 
diesel generator inuperab 1 e. breaker between diesel generator 
E-1 fr emergency bus E-13 failed to close manually Caute 
unknown Breaker tested successfully U/030922 Itr 
CGONEy. M J Philadelphia Electiic Co 03/09/22 MURLCV.Tt 
Region J. Office of Director 4pp 20836 337 24X 

Fiche 50-270. 83/09/22. B3102001 J7 


B310070301 Potential Part 21 rept re undeirange charar ter i Stic of 
Model N-EliGM transmitter Underrange zero offset may otiur 
uhen transmitter initially pressurized from atmospheric to 
suppressed zero input End users notified 

DERBERIAM. M J Foxboro Coi p 03/O9/JO Directoi's Dffico. Offitr 

of Inspection and Enforcement lipp 20651 064 2451 

FUho 50-000.83/07/30.0310070301 


0310310361 PN(J-r-83-l09 on 831024. 1 i censce reported that radloqr. pbs* 
associated w/Claea I piping improperly read by vendor during 
outage mod work in 1901 5 1982 Part 21 implications undei 
eva lunt 1 on 

BLOUOH. A R . TRIPP. L E Region 1. Office of Directoi 03/10/25 

Ip 20961 121 24X Fiche 30-877. 03/ 10/25. 8310310361 


DOCKET SO’-aSO SURRY POWER STATIflN, UNIT 1 
F Security, medlral. emergency U fire piotectien plan'; 


0310040252 forwards technical support cti emergency operations 
facility flooi plans.route maps to emergoncy response 
facilities & telephone listings Requests update of info h 
submittal of personnel access documents 

DANCE* H C Division of Project l< Resident Programs 03/09/12 
STEWART. W L Virginia Electric t< Power Co 16pp 20613 049 24X 

Fiche 5 0-000. 03/09/ 1 2. 03 1 0040252 


0310230388 Foi wards IE Insp Repts 50-280/83-21 S< 50 201/BJ-21 on 
030922-36 No none omp I i anc o noted 

DAMCEiH C Division of Project Zt Resident Programs 03/09/20 
STEWART. W U Virginia Electric «< Power Co 2pp 20GV0 I5J 
Fiche 50-200.83/09/20,8310250303 


— 8310250394 IE Insp Repts 50-.iBO/83-2l & 50-281/83-21 on e3082.'-26 Nu 
none amp I lance noted Major ai oas inspected emergency 
preparedness. Inc 1 ud ing audlts.QA manuals instructions fi 
thorough discussions w/personnel 

MARSTONiR R Region 2. Office of Director JCNKINB. 0 R Dlvirinn 
of Emergency Preparedness h Materials Safety 83/09/13 0pti 
20B9B 155 ?4X Fiche 50-280.83/09/20.0310250388 


8310250320 Forwards IE Insp Repts 50-280/83-23 U 50-281/83 23 uu 
030816-17 No noncomp I iance noted 

DANCE. H C Division of Project f* Resident Programs 03/09/23 
STEWART. W L Virginia Electric 6 Power Co 2pp 20900 084 24X 

Fiche 50-200. 03/09/23. 031 0250320 


— 8310250328 IE Insp Repts 50-200/83-23 U 50-281/83-23 oti 830011-17 No 
none amp 1 iance noted Major ai eas inspected review of IMt 
Action Item II D 2. plant mods for vital area acc ess. posting, 
labelling & control of radiological areas 

HQSEY. r M Region 2. Qfficn of Director BARR. K P Division of 

Engineering U Operational Pvogromn 83/09/21 4pp 20900 086 

34X Fiche 50 - 200 , 83/09/23,0310250320 


8310030394 Forwards lE Safeguards Insp Repts 
30-281/03-24 on 030906-09 No noncompliance 
DANCE, H ( Division of Project «< Resident 
STEWART, W L Virginia Electric «c Power Co 
Fiche 50-380,03/09/20,0310030294 


50-200/03-24 h 
noted 

Programs 83/09/20 
2pp 20591 035 


24 X 


— 8310030305 IE Safeguards Insp Repts 50-280/83-24 S< 50-201/83-24 nn 
B30906-09 No noncompliance noted Majoi ureas inspected 
organization mgt.site or i entati on. serur i ty plan l< 
implementing procedures Details withheld (ref i0CPR73 PI) 

HALL, D I Region 2. Office of Director MCOUlRb.D R Division of 
Emergency Preparedness & Materials Safety 03/09/28 Ip 
20591 037 24X Fiche 50-200,83/09/28,8310030294 


8310060519 Releases public 
implementing procedure 
FELTON, J M Division of 
Management Branch ip 
8310060519 


version of revised emergoneq plon 


Rules and ReCDids 83/09/30 Bncvnteztt 
20663 147 a4X Fiche 50-280,83/07/30. 


— -8310060523 Public version of Kev J to bmergency Plan Imp 1 emen L i ng 
Procedure EPlP-2 01. ’‘Notification of State It Loral Govts " 
W/G30916 ItT 

SAUNDERS. R , STEWART. W L Virginia Electric h Power Co 03/03/25 
O'REILLY.J P Region 2. Office of Director aipp 20663 148 
24 X Fiche 50-280.03/09/30.8310060519 


031(3070403 Releases public version of revised corporate emergency 
response plan 

FELTON. J M Division of Rules and Records 83/09/30 Document 
Management Branch Ip 20675 102 24X Ficbc 50 -BOO. 03/09/30. 

0310070403 


— 031OO7O41B F'ublic version of revised coiporate 
W/830614 Itr 

STEWART, W L Virginia Electric 8c Power Co 
O'REILLY.J P Region 2. Office of Director 
24X Fiche 50 ’000, 03/09/30, 0'31 0070403 


emergency response plr.n 
83/05/15 

I14pr 206/5 IB3 


0310060566 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J H Division of Rules and Records 83/10/05 Dneument 
Management Branch Ip 20661 248 247 Fiche 30-280.83/10/05. 

0310060566 


— 0310060577 Forwards public version of Rev 2 to Emergency Plan 
Imp 1 ementinq Procedure EPlP-4 20, "Health Physics Actions 
for Transport of Contaminated Injured Peisonnol" S< Rev 2 to 
Procedure EPIP-5 01, "Transport of Personnel " 

STEWART, W L Virginia Electric h Power Co 83/09/23 

O'REILLY, J P Region 2. Office of Director Ip 20661 247 24X 

Fiche 50-280,03/10/05,8310060566 


— 83 1-0060-584 Public version of Rev 2 to Emergency Plan Implementing 
Procedure EPlP-4 20, "Health Physics Actions for Tiansporl 
of Contaminated injured Personnel" & Rev 2 to Procedure 
EPlP-5 01, "Transport of Contaminated Injured Pei sennel " 
WILSON, J Virginia Electric Fewer Co 83/09/12 15pp 
20661 250 24X Fiche 50-200. 03/10/01. P310060S66 


0310110186 Releases public 
plan 

FELTON, J M Division of 
Management Branch Ip 
8310110186 


version of radiological emuigency response 

Rules and Records B3/10/05 Dneumeni 
20701 020 n4X Fiche 30-000,83/10/05. 


—9310110190 Public version of radiological emergency response plan 
W/030A21 Ur 

» Virginia Flectric Power Co 83/06/30 □'fiElllV.vf P Region 
2. Office of Director SOIpp 20701 021 24X 

Fiche 50-000.03/10/05,8310110186 


03U>1 10237 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J M Division of Rules and Recoids 03/10/05 Document 
Kanagement Branch Ip 20605 126 24X Fiche 50-280,03/10/05, 

Q3101102J7 


— 0310110239 Forwards public version of revised emergency plan 
Imp 1 eiTven ting procedures, incl ud Ing Piofedures EPlP-4 22 re 
post-accident sampling of containment air !< EPIP-4 01 re 
radiological assessment director 

DEWANDCL.E P Virginia Electric it Power Co B3/09/23 Division 
of Emergency Preparedness it Engineering Response (Post BJOIOJ) 

3pp 206B5 127 24X Fiche 50-200.83/10/05.83101 10237 


— 0310110240 Public version of revised emergency plan implementing 
proce dures, Inc lud Ing Procedures EPJP 4 22 re post-accident 
sampling of containment air tc bPIP-4 01 re radiological 
Bsssssment director 

SAUNDtRS.R , CDX.F Virginia Electiic it Power Co 83/09/23 
lOOpp 20605 130 24X Fiche SO -200. 83/10/05. 8310110237 


B3101 10263 Releases public 
implementing procedures 
FELTON, J M Division of 
Management Branch Ip 
83101 10263 


version of revised 

Rules and Records 
20712 324 24X Fi 


emergency 

03/10/05 
Che 9O-20O> 


plan 

Dneumrnt 

03/10/05, 


— 0310110268 Forwards public veision of Rev 2 to Emergency Plan 
Implementing Procedure EPlP-5 01, "Transpunfea tlon of 
Contaminated Injured Personnel" ?< Rev 2 to EPIP-4 20 
"Health Physics Actions for Transport of Pofsnnncl '* 

OEWANOELrE P Virginia Electric Power Co 03/09/14 Division 
of Emergency Preparedness 8, Engineering Response (Post 830103) 

2pp 20712 325 34X Fiche 50-200,83/10/05,0310110263 


B31O10O3OJ Forwards changes to security program Changes withhold 
<ref lOCFn73 21) 

STEWART. W L Virginia Electric Powoi Co 83/10/05 MCGlJinF,DFt 
Division of Emei gency Preparedness it Materials Eafoty Ip 
30006 351 24X Fiche 5O-2B0. B3/10/05. 0310180301 
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8310260428 Releases public version of revisttj cmerg o-neg pJun 
implementing procedures 

FELTON, J M Division of ftuie*. and FUcoids aa/lO/?! Docium nt 

Management Branch Ip a0'?26 12)4 a4X Fiche 50-380. ej/ lO/c'l. 
Q3103&0438 


— 8310360432 Faruards public version of revised emergency p L.iti 
imp leifienting proc e d ure s , i nc 1 u d i ng Procedures EPlP-4 01 re 
radiological assessment director 8< CPlP-4 09 re souics tei m 
assessment 

STEWART. W L Virginia Electiic 6 Power Co 93/10/1*1 

D'REILLY, JP Region 3, Office of Director Ip 30936 135 PAY 

Fiche 50-2B0- 03/10/21. 831026042Q 


— 6310260436 Pub 1 1 c version op levised emergency plan implrment ing 
proc edures. 1 n c 1 ud in 9 Procedipres EPIP-A 01 re radioloalcal 
assessment director L EPIP-4 09 re source term assessment 
COX.F , SAUNBERg, R Virginia Electric it Power Co 03/09/29 
137pp 20936 136 24 X Fiche 5O-2B0. 63/10/21 . B3 JO 260430 


P Operating license stage documents 6 correspondence 


B310310017 FDIA request for documents re integrated leak rote tests for 
listed facilities to be placed m P1>R 

CONNER, L Affiliation Unknown 83/00/02 NRC ~ No Detailed 
Affi 1 xation Given Ip 31004 370 34X f-iche 50-000. 03/00/OP, 
8310310017 


8310310031 Responds to FQIA request for documents re integrated leak 
rate tests for facilities to be placed in PDR Forunid' 
dacuments to be place in PDR ft list of faciLlties for which 
repts are unavailable 

FELTON. J M Division of Rules and Recti* ds 83/07/06 CONNER, i 
Affiliation Unknown Ip 31004 371 ?4X Fiche 30-000. □3/07/06, 

6310310031 


8310110078 Forwards Amends 89 & 90 to Licenses DPR-*37 *i DPR-32, 
respectively St aafety evaluation Amende revise Tech Specs by 
changing fractional power limit to 0 3 multiplier (c 
restoring rod insertion limits for Unit 1 

NEIOHSORS.J 0 Operating Reactors Branch 1 Q3/09/3P STEWART. U I 

Virginia Electric 2* Power Co 3pp 206B3 326 24X 

Fiche 50-280.83/09/22.8310110070 


—8310110081 Amende 09 {< 90 to Licenses RPR-37 Se DPR-3?, respec t i vel y . 
changing Tech Specs re fractional power limit to 0 3 
multiplier instead o-f 0 2 mnltiplfor tr restoring rod 
insertion limits to pre-Cycle 7 values for Unit 1 
VARGA, S A Operating Reactors Branch 1 16pp 

20682 329 24!( Fiche 50-200.83/09/23.0310110070 


--83 lOl 1O0B4 Safety evaluation supporting Amends 09 & 90 to UictiiSPS 
DPR-37 & DPR-3a, respec tive 1 g 

4 NRC - No Detailed Affiliation Given 83/09/22 3pp 
20603 345 24 X Fiche 50-200.83/09/22.0310110070 


6310120003 Summary of 830921 meetiing w/util in Oethesda.MD re propor.al 
to reduce boron concentration in boron j-nj-ection tents & 
boric acid sys Info on radiological do*!* savings it use of 
Westinghouse data will be provided by util 

HEIGKDDRS. JD Operating Reactors Branch 1 83/09/89 Operating 

Reactors Branch 1 31pp 20715 283 24X Fiche 50-200,03/09/29. 

0310120003 


6310110137 Forwards payment of Class I 6 II fees for review of portion 
of util 030825 application re addition of supervisor of 
health physics, per NRC 030915 Ifcr 

STEMARTrW L Virginia Electric U Power Co 03/10/04 DENTON. M R 
Office of Nuclear Reactor Regulation. Director MILLER. M O Hcen«i 
Fee Hanayenent Branch Ip 20666 292 24X Fiche 50-200.63/10/04, 

0310110137 


1310140094 Forwards VEP-FRD-41 j "Reactor 0ys Transient Analyses Using 
RCTRAN Computer Code." In response to questions raised at 
030921 meeting re methodology used to analyie steam line 
break Meeting proposed for third wk of Oct 1903 

STEWART. Vr L Virginia Electric if Power Co 03/10/06 DENTON. H f< 
Office of Nuclear Reactor Regulation, Director VAHGA.S A 
Dperating Reactors Branch 1 2pp 20/66 J|7 24X 

Fiche 50-280,83/10/06.8310140094 


310190043 Forwards "VEPCO NOMAD Code 6 Model " Rept is one of serilrs 
discussing nuclear reload licensing it core follow 
tupporb capabilities 

8TEWAR7,W L Virginia Electric it Tower Co 83/10/14 DENrON.II tt 
Office of Nuclear Reactor Regulation. Director EIBENKUI.D G 
Division of Licensing Spp 20022 335 24X Fiche 50-000,03/10/14. 

8310190043 


■0310190057 "VEPCO NOMAD Cede Model " 

BOWMAN, 9 M . DZIAOQSZ.D . BERRYMAN. R, M Virginia Electrii tt Power 
Co VEP-NFE-J 93/09/30 llQpp 20022 337 24 K 

Fiche 30-000,03/10/14.0310190043 


0310200101 Provides status rapt nf util progress on leboJvinq reTatiuQ 
of motor-operated valves h plans for further work khiitij-two 
valves will be rrrated or replaced as needed Schedulr for 
work completion uill be prqvidud by B40120 

STEWART. WL Virginia Electric it Power Co 83/10/14 DfcNILlN.U R 
Office of Nuclear Reactor Regulaiiun. Director VARGA. *3 A 
Operating Reactors Branch 1 4pp 20lij6 060 PAX 
Fiche 50-280,03/10/14,8310200101 


0310270300 Suppls 030325 response to 830111 request for odd! info id 
NUR eo-0 737. I tern 11 U 3. "Post-Accident bampling " Interim 
core damage assessment procedure in use until West inqhou*>e 
Guiners Oroup methodology completed by end of 1983 

STEWART, W L Virginia Electiic L Mower Co 03/10/20 DFNinN.li R 
Office of Nuclear Reactor Repulabion. Director El&LNHUl.D () 
Division of Licensing 2pp 20923 19J 24 X Fiche 00-000*83/10/20. 

0310270300 


0 Inspection reports. IE Bulletins Sc correspondenco 


831004D45D Suppls 000730 response to IE Bulletin 00-16, "Potential 
Misapplication of Roeomouni. Inc Model 1151 6 1152 Pt essure 
Transmitters W/Cither A or I) Output Codes " Existing 
Instruments to bo upgraded u/1ypc N circuit boards 

STEWART. M L Virginia Electric & Power C<i 83/09/16 O'RLlllY, J V 

Region 2. Office of Director 5pp 20625 280 24X 

Ficho 50-200. 03/09/16, 83100404 'iO 


0310250380 Forwards IE Insp Repts 50-200/83-21 h 50-201/03-21 on 
030822-26 No nnneomp 1 1 ance nnte-d 

DANCE. H f Division of Project i Hosident Programs 03/09/20 
STEWART. W L VirDinla Electric !c Power Co 2pp 2OB90 1 1» J j:4X 

Ficho 50-280.83/09/20. 63102503110 


— 0310230394 IE Insp Ropts 60-200/03-21 h 50-281/03-21 fn. 03002,^-26 Nl. 
noncompliance noted Major oi eas inspected emergoncy 
preparedness. Inc 1 ud i ng audits. OA manuals & instructions !< 
thorough dlscuGoiona w/personne 1 

HARSTON.R R Region 2, Office of Director JENKINS. 0 R Divisiui. 
of Emergency Preparedness it Materials Safety 03/09/13 Opp 
20898 J5S 24>< Fiche 50-200,03/09/20.0310250308 


0310250459 Forwards 1C Insp Rcpfcs 50-280/03-22 (< 50-261/03 -92 on 
030816-17 6 29-31 No noncamp 1 i<incc noted 

DANCE, H C Division of Project & Resident Programs 03/09/22 
STEWART. W L Virginia Electric 6 Power Co 2pp 20097 057 24X 

Fiche 50-200.03/09/23.0310250459 


— G3J0250464 IE Insp Repts 50-300/83-22 it 50-201/83-22 on 030816-19 it 
29-31 No noncomp 1 lance noted Major a? ras inspected inservice 
insp, Unit 3 stanm generator A girth weld ultrasonic test 
Indicationo h J - tube erosi on/corrosi nii 

CRQWLey, D R r COLEY. J L flop i on 2. Office of Director BLAKE, xi xl 
Division of Engineering & Operational Programs 03/09/16 0pp 
20897 059 24X Fiche 50-200,03/09/33.0310250457 


8310250320 Forwards IE Insp Repts 50-200/03-23 it 50-201/03-23 on 
030016-1/ No none oflip I lance noted 

DANCE, H C Division of Project it Resident Programs 03/09/23 
6TEWART, W L Virginia Electric & Power Co 2pp 20900 004 24X 

F 1 C h B 50-200. 03/ 09 / 23 . 83 i 0350320 


—8310250320 IE Insp Repts 50-280/03-23 6 50-281/03-23 on 830811-17 Nil 
noncompliance noted Major aieas inspected review of TMJ 
Action Item II U 2.plant mods for vital area access. posting, 
labelling & Control of rad 1 »I og i c al areas 

HOSEV.C M Region 2. Office of Director DARR. K P Division of 

Engineering 8, GperationaJ Programs 83/09/2i 4pp 80900 006 

24X Fiche 50-200, 03/09/23. 0310250320 


8308300340 IE Info Notice 83-61, "Alleged Use of Stand-Ins foi Welder 
Qual l f 1 c a t ion Tests " Sve list end 

JORDAN. E L Division of Emergency Preparedness 6 tngineering 
Response (Post 030103) 03/07/26 Consolidated Edison Co of New 

York. Inc U7pp 20754 022 24X Fiche 50-000, 03/07/26, 0JODJOO34O 


B3O03OO348 IE Info Notice 03-62, "Failure of Redundant Toxic Gas 
Detectors Positioned at Control Rooin Ventilation Air 
Intakes " Sve list end 

JORDAN. E I Division of Emergency Preparedness i rnqineorinq 
Response (Post 030103) QJ/09/26 Consolidated Edison Lo of New 

York, Inc H6pp. 20777 210 24X Fiche 50-000, 03/09/26. 0300300342 


B3DQ300345 IE Info Notice 03-63, "Potential Failures of Westinghouse 
Type SA-1 Differential Relays '■* Bve list end 

JORDAN, E I Division of Emergency Preparedness 8, Englnerring 
Response (Post 030103) 03/O7/S6 Consolidated Edison Co of New 

York, Inc UQpp 20770 001 24X Fiche 50-000,83/09/26,0303300345 
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03lOO:rjO29^ Forwards IE Safeguards Insp Repts 50-2aO/B3“J>4 & 

/83-2^ on 030906-09 No noncomp 1 lonco noted 
UftNCE* H f Division of Project C< Resident Programs 03/09/28 
STEWART, W L Virginia Electric & F*oujqr Co 2pp 20591 035 Z‘AX 
FI Che 50-200, 03/09/ SB. 8310030294 


—8310030305 IE Safeguards Insp Repts 50-200/03-24 U 50-281/03-24 on 
030906-09 No noncompliance noted Ma lor areas inspected 
organ 1 7ati on- mg ti s i te ori entat i on. securi tg plan & 
implementing procedures Details withheld (ref lOCFR/3 21) 
hall. D L Region 2. Office of Director MCGUIRE. D li Division of 
Emergency Preparedness if Materials Safety 03/09/20 Ip 
20S91 037 24X Fiche 30-280.83/09/20.0310030294 


8309300349 IE Info Notice 03-64. “Lead Shielding Attached to 
Safety-Related Sys W/o 10CFR50 59 Evaluation " Svr 1 i t 
end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Poat 030103) 03/09/29 Consolidated Edison Co of Neu 

York, Inc llSpp 20716 324 24 X Fiche 50-000. 03/09/29. 0300300347 


8310250429 Forwards IE Insp Ropts 50-200/03-25 U 50-2B1/B3-25 on 
630913-16 No none omp 1 i anc e noted 

DANCEf H C Division of Project 8( Resident Programs 03/10/04 
STEWART. W L Virginia Electric & Power Co 2pp 20097 02.J D4X 
Fiche 50-200,03/10/04.0310250429 


— 031025043Q IE Insp Repts 50-200/03-25 8c 50-281/83-25 on 030913-16 No 
noncemp 1 iance noted Major areas inspected radiological 
environ monl toring. inc 1 ud Ing mgt it administrative controls & 
status revietu of environ monitoring 

CUNNINGHAM. A L Region 2. Office of Director MONTGOMERY. D M 
Division of Engineering E< Oprrational Programs 03/10/05 7pp 
20B97 025 24X Fiche 50-280.03/10/04.0310250429 


8310250456 Supplemental response to IE Dulleiln 00-16 Upgrading of 
Unit i Rosemeunt Model 1151 ii 1152 pressure transmitters by 
i nstal 1 ation op lype N circuit boards completed on 830927 
STEWART, W L Virginia Electric & Power Co 03/10/06 O'REILLY. J P 
Region 2. Office of Director Jp 20897 104 24X 

Fiche 50-200.83/10/06,8310250456 


G3O83OO370 IE Info Notice 83-65. "burveillanco of Flow in mil Oypasr. 
Loops Used in Westinghouse Plants " Bve list end 
JORDAN. E L Division of Emergency Preparedness Si Fnglnecrliig 
Response (Post 830103) 83/10/07 Consolidated Edison C-n of New 

York. Inc 76pp 20027 213 24X Fiche 50-000.03/10/07.0308300378 


6308300752 lE Info Notice 83-66, “Fatality at Argentine Critical 
Facility “ Ovc list encl 

JORDAN, E L Division of Emergency Preporedness 6 Engineering 
Response (Post 030103) 03/10/0/ Consolidated Edison Co of New 

Yurie. Inc 79pp 20882 026 24X Fiche 30-000,83/10/07.8308300/32 


S30&300759 IE Info Notice 03-67. '’Emergency Use Respirator Matl Defect 
Causes Production of Noxious Oases “ Bve list encl 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Past 830103) 83/10/11 Consolidated Edison Co of New 

York, Inc li7pp 21043 075 24X Fir he 50-000.83/10/11.8300300759 


8308300761 IE Info Notice 03-68. "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders “ &vc list 
encl 

JORDAN. C L Division of Emergency Preparedness b Fngineerliig 
Response (Post 830103) 03/10/11 Consolidated Edison Ca of Neu 

Vari. Inc 120pp 20027 129 PAXFirhe 50-000. 03/10/ 1 1. 8308300761 


R Periodic operating reports b lelated correspondence 


8310190016 Monthly operating repts for Aug 1903 W/B30915 Ifcr 

JONES. V , BTEWARTrW L . SAUNDERS. R Virginia Electric b Power Co 
03/09/15 HALLER. N M Office of Resource Managementj Directoi 
42pp 20822 053 24X Fiche 50-200.83/09/15.8310190016 


S Reportable occurrences LtRs b related correspondence 


8310040208 LER 83-039/03L-0 uit 830031. sve water pomp 1-BW-P-lOA failed 
to maintain sufficient discharge pressure when control room 
air conditioning unit C placed In sve Caused by insufficient 
NPSH Flow throttled W/030926 Ur 

WILSON. J L Virginia Electric b Power Co 83/09/26 O'REJILIY.J P 
Region 2, Office of Director 4pp 20614 331 24X 

Flcho 50-280. 83/09/26. 8310040200 


8310070164 LER 03-O4O/O3L-O on 830030. w/uii 1 1 at lOOX power, fire 
marshall discovered that Fire Door 42 would not latch Caused 
by worn hinges Hinges replaced W/030930 Itr 

WILSON. J L Virginia Electric b Power Co 63/09/30 O'REILLY. J P 
Region 2. Office of Director 3pp 20659 105 24X 

Fiche 50-200.03/09/30.8310070164 


□310210306 LER 03-04 1/03L-0 on 830709. while attempting to energize 
control room air conditioning chiller A. local control panel 
caught fire Chiller A removed from sve uj/chiller C out of 
SVC for maint. contrary to Tech Specs W/B31D07 Itr 

WILSON, J L Virginia Electric & Power Co 03/10/07 O'REILLY. J P 
Region 2, Office of Director 3pp 20B51 131 24X 

Fiche 50-200.03/10/07,8310210306 


0310250609 LERG3-043/03L-0 on 030914. fo 1 lowing reactor trip, flaw 
control valve (FCV) failed to close uptin receipt of 
feedwater Isolation signal Caused by malfunctioning 
solenoid valve b FCV-1408 restricted by ant irota t ion device 
WILBON.J L Virginia Electric b Power Co 03/10/14 □■'REILLY. J P 
Region 2. Office of Director 4pp 20D97 319 24X 

Fiche 50-280. 83/10/ 14. 0310250609 


8310190236 PNO-F 1-83-082 on 83101 5. c on tr a 1 room operator trainee killed 
instantly when flst-siied hole blew open in wall of 24-lnth 
carbon steel pipe attached to high pressure feedwater drain 
pump Cause under investigation 

LANDIS, K , OANLEtH Region 2. Office of Director 03/10/1/ 2pp 
20018 078 24X Fiche 50-280.83/10/17,6310190236 


DOCKET 50-281 SURRY POWER STATION. UNIT 2 


F Security, medical, emergency b fire protection plans 


8310040252 Forwards technical support ctr b cmerganicy operations 
facility floor plans, route maps to emergency response 
facilities b telephone listings Requests update of info b 
submittal of personnel access documents 

DANCE. H C Division of Project b Resident Programs 83/09/12 
STEWART.W L Virginia Electric b Power Co I6pp 20613 049 24X 

Fiche 50-000.83/09/12. B310040L*D2 


031D25O388 Forwards IE Insp Repts 50-200/83-21 b 50-281/83-21 on 
830022-26 No noncomp 1 1 anc e noted 

DANCE. H C Division of Project b Resident Programs 03/09/20 
STEWART.W L Virginia Electric b Power Co 2pp 20B98 153 24X 

Fiche 50-200.83/09/20,8310250300 


—0310250394 XE Insp Repts 50-2BO/83-21 b S0-2B1/B3-21 on 830082-26 No 
noncompJ lance noted Major areas inspected emergency 
prepar ednes s. inc ludlng auditSi-DA msTiiuals b instructions b 
thorough discussions w/pcrsonncl 

HAR8TGN.R R Region 2, Office of Dl/ector 83/09/13 Dpp 
20890 155 24X Fiche 50-200,03/09/20.0310250388 


0310250320 Forwards IE Insp Repts 50-200/83-23 b 30-201/03-23 on 
830016-17 No Tioncompl ianco noted 

DANCE, H C Division of Project fc Resident Programs 03/09/23 
STEWART.W L Virginia Electric b Power Co 2pp 2070(1 084 ?4X 

Fiche 30-280.03/09/23,0310250320 


— 03IO25O32B IE Insp Repts 5O-P0O/B3-23 b 50-201/03-23 on 830311-17 No 
noncompliance noted Major areas inspected review of TKI 
Action Item It D 2.plant mods for vital area access, posting, 
labelling b control of radioLogical areas 
HQSEYiC M Region 2, Office of Director B3/09/21 4pp 
20900 086 24X Fiche 50-208, □3/09/23, 0310350320 


8310030294 Forwards IE Safeguards Insp Ropts 50-280/83-24 b 
50-281/03-24 on 830906-09 No noncompliance noted 
DANCE, H C Division of Project b Resident Programs D3/09/3B 
STEWART.W L Virginia Electric b Power Co 2pp 20571 035 24X 

Fiche 50-200.03/09/20.0310030294 


—0310030305 IE Safeguards Insp Repts 50-200/83-24 b 50-201/83-24 on 
030906-09 No noncompliance noted Major areas Inspected 
organiiation mgt. site or 1 entat i on. secun ty plan b 
Implementing procedures Details withheld (ref 10CFR73 21) 

HALL. D. L Region 2. Office of Directur B3/09/2B Ip 
20591 037 24X Fiche 50-200.03/09/28,8310030294 


8310060319 Releases public version of revised emergency plan 
implementing procedure 

FELTON. J M Division of Rules and Records 83/09/30 Document 
Management Branch Ip 20663 147 S4X Fiche 50-280,83/09/30, 
0310060519 


■0310060523 Public version of Rev 3 to Emergency Plan Imp lemont i ng 
Procedure EPiP-2 01, “Notification af Etaie b Local Oavts " 
W/B30716 Ur 

SAUNDERS, R , STEWART.W L Virginia bloctric & Power Co 83/00/25 
O'REILLY.V P Region 2, Office of nirector 2lpp 20663 MO 
24X Fiche 50-200.83/09/30.0310060519 


B310070403 Releases public versian of revised corporate emergency 
response plan 

FELTON, J M Division of Rules and Records B3/09/30 Document 
Management Branch ip 20675 IBB 24X Fiche 50-000,83/09/30. 
0310070403 
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■"•Q3 1 00704 1 8 Public version of revised corporate enerpericy response ploii 
W/B30614 Itr 

STEWART. W L Virginia Electric & Power Co a3/05/l& 

O'REILLY. J P Region 2, Office of director 114pp POA/5 1B3 

24X Fiche 50-000» 03/09/30. 8310070403 


83100605&I& Releases public version of revised etnergencg plan 
implementing procedures 

FELTOWr J M bivlsion of Rules and Records 83/10/05 Diicumeni 
Management Branch Ip 20661 248 24X Fiche 50-280.63/10/05. 

83100605^6 


~-83i0060577 Forwards public vers ion of Rev 2 to Emergency Plan 
Irnplemunting Procedure EPIP-^A PO. “Ifpolth Phgsics Actions 
for Transport of Con tam I noted Injured Personnel" Rev 2 to 
Procedure EP IP-5 01. "Transport of Personnel " 

STEWART, g L Virginia Electric «. Power Co 83/09/23 

O'REILLY, J P Region 2. Office of Director Jp 20661 LM9 1’4X 

Flche 90-280.83/10/03.8310060566 


--8310060564 Public version of Rev 2 to Feiergencg Plan Implementing 
Procedure EPJP-4 20, "Health Physics Actions for Transport 
of Contaminated Injured Personnel” & Rev 2 to Procedure 
EPlP-5 01. "Transport of Contaminated Injured Personnel " 
WILSON^J Virginia Electric & P-ower Co B3/07/12 15pp 
20661 250 24X Fiche 50-280.83/10/05.9310060566 


6310110166 Releases public version of radiological emergency response 
plan 

PELTON. J h Division of Rules and Recoids 63/10/05 Documeni 
Management Branch Jp 20701 020 24X Flche 50 '000. 03/ J 0/05, 

8310110186 


—8310110190 Public version Of radiolagical emergency response* plan 
W/830621 Itr 

» Virginia Electric V Power Ccj 63/06/30 D^REJLLY.J P Region 
2. Office of Director 30ijip 20701 02] 24X 

Flche 30-000,83/10/05.8310110106 


8310110237 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J K Division of Rules and Records 03/10/05 Document 
Management Branch Ip 20605 126 24X Fiche 50-200,83/10/05, 

B3101 10237, 


—931.0110239 Forwards public version of revised emergency plan 
implementing proc edures, includ i ng Procedures EPlP-4 22 re 
post-accident sampling of containment air it EPIP-4 01 re 
radiological assessment director 

DEWANDEL.E P Virginia Electric It Power Co 03/09/23 Division 
of Emergency Preparedness it Engineering Response tPost 630103) 

3pp 20665 127 24X FUhe 90-2B0. 03/10/05, 83101 J0237 


— 8310110240 Public version of revised emergency plan implementing 
procedures, Inc lud ing Procedures EPJF-4 22 re post-accident 
sampling of containment air & EPlP-4 01 re radiological 
assessment director 

SAUNDERS. R . COX.F Virginia Cleciric & Power Co. 83/09/23 
lOOpp 20683 130 24X FUhe 50-200.83/10/05,8310110237 


S3101 10263 Releases public version of revised emergeticy plan 
implementing procedures 

FELT0N,U HI Division of Rules and Records 03/10/05 Document 
Management Branch Ip 2071? 324 24X Fiche 50-280,03/10/05. 

83101 10263 


— 0310110260 Forwards public version of Rev S to Emergency Plan 
Implementing Procedure EPlP-5 01. "Transpor tati oti of 
Contaminated Injured Personner' it Rev 2 to EPIP-4 ?0 
"Hialtli Physics Actions for Transport of Porsonnrl " 

DEWANDEL, E P Virginia Electric 4, Power Co 83/09/14 Division 

of Emergency Preparedness it Engineering Response CPost 030103) 

2pp 80712 325 24X Fiche 50-280, 03/10/05, 03101 1 0263 


B31DI60-301 Forwards changes to security program Changes withhrld 
(ref 10CFR73 21 ) 

STEWART, W L Virginia Electric U Power Cp B3/10/05 MCGtHRF.!) M 
Division of Emergency Preparedness 4, Materials Safety Ip 
20806 351 a4X Fiche 90-280,63/10/05,0310100301 


S31026042B Releases public version of revised emergaiicv plan 
implementing procedures 

FELTON, %J M Division of Rules and Records 03/10/21 Document 

Management Branch Ip 20926 124 24X Fiche 50-260.03/10/21, 

B31026042B 


B310260432 Fqrwards public varslon qf revtsed emergency plan 
implementing prpeerfures, including Procedures EPIP-4 01 re 
radiological asseismant director & i PIP-4 09 re source tei m 

assessment 

OTEWART.W L Virginia Electilc & Power Co 83/10/14 

O'REILLY, J P Region 2. Office of Director Ip 2092^ 125 24X 

Flche. 50-280< 83/ 10/21.031 02604 2B 


—6310260436 Public version of revised emergency plan imp I rmentii.q 
procedui es, inc lud Ing Procedure' EPIP 4 01 re radiological 
assessment director 6 EPIP~4 09 ro source term assessment 
COX.F * SAUNDERS, R Virginia Electric it Power Co 03/09/27 
127pp 20926 126 24X Fiche 50-230.03/10/21,0310260428 


P Operating license stage dneuments U coir espundence 


8310110070 Foruaids Amends G9 h 90 to Licenses DPR-37 h L>pn-3i'. 
respectively & safety evaluatinn Amends revise Tech Specs by 
changing fractional power limit tn 0 3 multiplier 8< 
restoring rad insertion limits for Unit 1 

NEIGHSURS, -J D Operating Reactors Branch 1 83/09/22 OrtWARl.W I 

Virginia Electric <« Power Co Jpp 20682 326 24X 

Fiche 50-280, 03/09/22. 0310110070 


— 0310110081 AmoniJs B9 It 90 to Licenses DPR-O? 8- DPR-3P, respuj ti vpI y. 
changing Tech Specs re Practiunal power limit to 0 3 
multiplier instead of 0 2 multiplier S' restorinq rod 
insertion limits to pre-Cycle V values for Unit 1 
VARDA. S A Operating Reactors Branch 1 03/09/22 16pp 

306B2 329 24X Fiche 50-300,83/09/22,0310110070 


— 8310110004 Safety evaluation supporting Amends 89 h 90 to Licenses 
DPR-37 It UPH-33, respective I ij 

# NRC - No Detailed Affiliation Oiven 83/09/2.^ 3pp 
20682 345 24X Fiche 50-200,03/09/2^.0310110070 


0308300357 Board Notification OS— lOSA foi wards evaluation of 
allegations re design deftcieMcies in Class I piping sys 
Info applicable to Diablo Canyon 1 2 T ermi 2 & Callaway 

EISENHVT.DO Division of Licensing 03/09/29 PALLAD1N8,NJ 
Commissioners 3pp 20632 0(il 24X Ticho 50-000,83/09/29, 
B3083003S7 


0310120003 Summary of 030921 maetmq w/util in DBthosda,MU re proposal 
to reduce boron concentration in boron injection tanks it 
boric acid sya info on radiolagical dose savings t, use of 
Nestinghouse data will be provided by util 

NEIGHBORS, J D Operating Reactors Branch I 83/09/29 Operating 
Reactors Dranch 1 3lpp 20715 283 24/ Fiche 50-200. B3/09/PV, 

0310120003 


D310U0137 Forwards payment of Class 1 Sc 1 1 fees for review of pnr tiun 
of util 030025 application re addition of supervisor of 
health physics, per NRC 830915 Itr 

BTEMART.U L Virginia Electric S, Power Co 03/10/04 DENTON, H R 
Office of Nuclear Reactor Requl^tion, Director MILLl R. W 0 Liceiisf 
Fee Management Branch ip 20666 292 24X Fiche 50-280,83/10/04. 

8310110137 


6310140094 Forwaids VEF-FRD-41 , "Reactor Sys Transient Analyses Using 
RETR AN Computer Code," in response to questions raised at 
630921 meeting re methodology used to analyze steam line 
break Meeting proposed for third wk of Oct 1963 

STEWART, W L Virgin la El ec tr i r Pouei Co 63/10/06 DENrON.MR 
Office of Nuclear Reactor Regulation, Director VARGA, 0 A 
Operating Reactors Dranch 1 2pp 20/66 117 24X 

Fiche 50-280.83/10/06.8310140094 


8310190043 Foruaids "VEPCO NOMAU Code U Model " Rept is one of snies 
discussing nuclear reload licensing S, core follow 
support capabilities 

STEWART, M L Vlr gin la El ec tr i c 8. Power Co B3/10/14 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CIBENIIUT.D 0 
Division of Licensing 2pp 20022 335 24X Fiche 50-000, 03/10/J4, 

0310190043 


--0310190057 "VEPCO NOMAD Code Kudel •' 

BOMMAM. S N . D7IAD0SZ,D . Dl-RRYMAN. R M Virginia Electric h Power 
Co VEP-NFE‘I 83/09/30 lIDpp 20022337 aqX 
Fiche 50-000. 03/10/14. B3J0190043 


0310200101 Provides status rept of util progress on resolving roi«ftitig 
of motor-opera ted valves it plnns for further work Ihirty-twci 
valves will be rerated or replaced as needed Bchedule for 
work completion will be provldud by 840120 

STEWART, W L Virginia Electric U Power Co 83/10/14 DENfON. H R 
Office of Nuclear Reactor Regulation, Director VARQA. 0 A 
Operating Reactors Branch I 4pp 208 j6 060 24X 

Fiche 50-280. 03/10/14, 031 0300J 01 


8310270300 Suppls 830325 response to 830111 request for addl info ri- 
NUREO-0737, Item II B 3, "Pos t-Ac rident Sampling " Interim 
core damaqe assessment procedure in use until Westinghouse 
Owners Croup methodology completed by end of 1903 
STEWART, M L Vir g in»a El ectrlc Power Co 03/10/20, DENfUN.HR 
Office of Nuclear Reactor Regulation, Director fcJSENHUT,D Q 
Division of Licensing 2pp 20923 193 24X Flthc 50-000.83/10/20, 

8310270300 
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■d Irisppction rapOT'tsi IE Dulletms & cat r cspondence 


03100^0450 Suppls 000730 response to IL Dulletln SO-'IA* "PotentiaJ 
H k aapp 1 i Cd 1 1 on oF Kosemountj Iitc Kodol 1151 h 1152 Pt e'isura 
Transmitters W/Either A or D Output Codes " Existing 
Instrume-nts to be upgraded ui/lgpe N ciicuit boards 

STEWART. W L Virginia Electitc h Power Co 03/09/16 O'RF-IllY.J P 
Region 2. OFFtce oF Director 5pp 20625 200 24X 

Fiche S0-2D0, Qd/09/I6. 0310040450 


0310250309 Forwards IE Insp Repts 50-aS0/a3'‘21 50-t'01 /B3 -21 on 

e30823-'26 No none omp 1 i anc e noted 

DANCE, H C Division of Project 8, Mosident Programs 03/09/20 
STEWART, W L Virginia Electric 8. Powoi Co 2pp 20890 IbJ 24X 
FI Che 50-200,03/09/20,0310250300 


— 0310250394 lE Insp Repts S0'2a0/a3-ai h 30-281/03-21 an 030022-26 No 
noncornpl iance noted Major areas inspected emergoneg 
preparedness, including audits, QA rianualr. t instructions h 
thorough discussions w/personnel 

MARSTDN,R R Region 2. Office of Director JENKlNb,0 l( Division 
of Emergency Preparedness & Materials Safety 03/09/13 Opp 
20B9B 105 24 X Fiche 50-200,03/09/20,0310250300 


0310250459 Foruaids IE Insp Repts 50-200/63-22 50-281/03-22 on 

830816-19 ?< 29-31 No none amp 1 i aiicc noted 

DANCE, H C Division of Project Resident Programs 03/09/22 
9TEWART,M t Virginia Electric 4c Power Co 2pp 20097 05/ 24X 

r I Che 50-200, 03/09/22. 0310250459 


— 8310250464 IE Insp Repts 50-200/83-22 8c 50-201/03-22 on 830016-19 8, 
29-31 No noncomp 1 lance noted Major ai eas Inspected Insorvice 
insp* Unit 2 steam generator A girth weld ultrasonic test 
indications J - tube erosi un/cort usi on 

CROWLEY, D R , COiEY. J L Region 2, Office of Director BLAKt, J J 
Division of Engineering 8< Operational Programs 63/09/16 0pp 
20097 059 24X Fiche 50-200,03/09/2210310250459 


8310250320 Forwards IE Insp Repts 50-200/83-23 Si 50-261/03-23 or, 
030916-17 No noncomp 1 ianc c noted 

DANCE, H C Division of Project 8, Resident Programs 03/09/23 
STEWART, W L Virginia Electric 8i Power Co 2pp 20900 004 24X 

riche 50-200, 03/09/S3, 0310250320 


—8310250328 IE Insp Repts 50-200/03-23 8i 30-201/83-23 on 030811-17 No 
noncomp 1 lance noted Major areas Inspected review of IMI 
Action Item II U 2. plant mods for vital area access, posting, 
labelling 8c control of radiological ai cos 

H08EY, C M Region 2, Office of Director DARR,K P Division of 

Engineering 8t Operational Programs B3/09/21 4pp 20900 006 

24X Fiche 50-280.03/09/23,0310250320 


0300300340 IE Info Notice 83-61, ''Alleged Use of Stand-Ins for Welder 
Qualification Tests " Sve list end 

iJOR0AN,£ L Division qf Emergency Preparedness 8< Engineering 
Response (Post 630103) 83/09/26 Consolidated Edison Co of New 

York, Inc U7pp 20754 022 24 X Fiche 50-000,03/09/26,0300300340 


B308300342 IE Info Notice 83-62. “F■ailu^e of Redundant Toxic Qap 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Bve list encl 

JORDAN, E L Division of Emergency Preparedness it Fnginserlng 
Response (Post 030103) 03/09/26 Consolidated Edison Co of New 

York, Inc n6pp 20777 210 24X Fichs 50-000,03/09/26,0300300342 


B3083C0345 IE Info Notice 03-63, "Potential Failures of Westinghouse 
Type BA-1 Differential Relays ■' Bvc list oncl 
JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison Co oP New 

VarV, Inc I10pp 20778001 24X Fiche 50-000,03/09/26,8308300345 


0310030294 Forwards 1C Safeguards Insp Repts S0-2BO/G3-24 It 
30-201/83-24 on 030906-09 No noncomp I lance noted 
DANCE, H C Division of Project f. Resident Programs 63/09/20 
STEWART, W L Virginia Electric 8< Power Co 2pp 20591 033 24X 

Fiche 50-280,03/09/20,8310030294 


— B3S0030305 IE Safeguards Insp Repts 50-200/83-24 li 50-201/03-24 on 
030906-09 No noncompllance noted Major areas inspected 
organ 1 lation-mg t, site on entati on, sec uri ty plan It 
implementing procedures Details withheld (ref 10CFR7P 21) 

HALL, D L Region 2, Office of Director MC0UIRF,D U Division of 
Emergency Preparedness It Materials Safety 03/09/20 Ip 
20591 037 24X Fiche 50-200.03/09/20,0310030294 


8300300349 IE Info Notice 03-64, "Lead Shielding Attached to 
Safety-Related Sys W/o 10CFR50 59 Evaluation " 5vc list 
encl 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 83/09/29 Consolidated Edison Co of New 

York, Inc llSpp 20716 324 24 X Fiche 50-000,03/09/29,0300300349 


8310250429 Forwards IE Insp Repts 50-200/83-25 It 30-201/03-25 on 
030913-16 No noncompllance noted 

DANCEjH C Division of Project l< Resident Programs 03/10/04 
STEWART, W L Virginia Electric & Power Co 2pp 20097 023 24X 

Fiche 50-200,03/10/04,8310250429 


— 0310250430 IE Insp Repts 50-200/03-25 It 50-201/03-2 5 on 030913-16 No 
noncompllance noted Major areas inspected radiological 
environ moni tor i ng. incl ud ing mgt fi< admin i s tra tl ve controls It 
status review of environ monitoring 

CUNNINGHAM. A L Region 2, Office of Director MONT DOME R V, D M 

Division of Engineering l< OperatlDoal Programs 03/10/05 7p p 
20097 023 ?4X Fiche 30-200,03/10/04.0310250429 


8310250456 Supplemental response to IE Dulletin 00-16 Upgrading of 
Unit 1 Rosemount Model 1151 I, 1152 pressure transmitters by 
installation of Type N circuit boards completed on 630927 
STEWART, W L Virginia Electric l< Power Co 83/10/06 Q'REILLVr J P 
Region 2. Office of Director Ip 20P97 104 34 X 

Fiche 50-200,03/10/06.8310250456 


0308300370 tE Info Notice 03-65. "Surveillance of Flow in RTD Dypass 
Loops Used in Westinghouse Plants " Sve list encl 
JORDAN. C 1 Divlnion of Emergency Preparedness It Engineering 
Response (Post 030103) 83/10/07 Consolidated Edison Co of Neu 

York. Inc 76dp 20027 213 24X Fiche 50-000. 03/10/07. 0300300370 


0308300752 IE Info Notice 03-66, 'Tatality at Argentine Critical 
Facility " Sve list encl 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/10/07 Consolidated Edison Co of Mew 

York, Inc 79pp 2008 2 026 24X Fiche 50-000.83/10/07,0300300752 


0308300759 lE Info Notice 03-67, "Emergency Use Respirator Mail Defect 
Causes Production of Noxious Gases " Bvc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/iO/U Consolidated Edison Co of New 

York, Inc I I7pp 21043 075 24X FUhe 50-000, 03/10/1 1. 03OD3OO759 


03033D0761 IE Info Notice 03-60, "Respirator User Warning Defective 
8e 1 f-Conta Ined Qrrathing Apparatus Air Cylinders “ Sve list 
encl 

JORDAN, E L Division of Emergency Preparedness !< Engineering 
Response (Post 830103) 03/10/11 Consolidated Edison Co of New 

York, Inc IQOpp 20027 129 24X Fiche 50-000,83/10/11.0300300761 


R Periodic operating reports t related correspondence 


0310190016 Monthly operating repts for Aug 1903 H/aa0915 Itr 

JONES. V , STEWART. (4 L , SAUNDLRB. R Virginia Electric it Power Co 
03/09/15 HALLER. N M Office of Resource Management. Director, 
42gp 20822 053 24X Fiche 50-200,03/09/15,8310190016 


DOCKET 50-202 PRAIRIE ISLAND NUCLEAR STATION. UNIT 1 


F Security, medical, emergency Ii fire protection plans 


0310120269 Act receipt of 830614,17 6 0720 Itrs forwarding changes to 
Rev 6 to corporate emergency plan L Rev 3 to plant emergency 
plan Changes accep tab 1 e , per lOCTRSO 54(q} r eguirements 
PAPERJELLO.C J Region 3. Offico of Director 83/10/06 
LARSON, C IE Northern States Power Co Ip 20690’ 340 24X 

Fiche 50-000,83/10/06,0310120269 


0310310123 Forwards safety evaluation based on util submittals re 
NUR 80-0737. ir 8 2, "Design Review of Plant Shielding Access 
to Vital Areas " Requirements met 

M14-LER, J R Operating Reactors Branch 3 83/10/12 HUBOLF, D N 

Northern States Power Co 3pp 20965 324 24X 

Fiche 50-202,83/10/12,0310310123 


0310100195 Clarifies NRC position re procedures for admitting NRC insp 
personnel to facilities Liets identifying NRC personnel 
requlrinj} escorted & unescorted access to vital plant areas 
end Update will be provided every 6 months 

AXEL8DN. W L Region 3. Office of Director 03/10/14 LARSON* C E. 
Northern States Ptiwer Co 7pp 20009 054 24X 

Fiche 50-202,83/10/14,8310100195 


8310250530 Forwards final 8ALP 4 Rept 50-263/63-17 for Jul 1902 - June 
1903 

KEPPLER,J Q Region 3, Office of Director 03/10/20, LARSON. C E 
Northern States Power Co Ppp 20902 143 24X 

Fiche 50-000,03/10/20,8310250530 
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DOCKETED ITEMS 


J lnti;r«nc» & intffmnitg inFornatian 


B310250239 Forwar«)» Endo rseflent s. 56 i 57 to HAELU Policy KF-Sl h 
Endor s tflvn ts i0 l< i9 to NEHA Policy for Honticsllo 

Endornaents 4B it 49 to MAELU Policy MF-60 t. Endorserarnts 
56 4 57 to NELIA Policy NF-I97 for Prairio Island 
JOHNSON. R 0 Northern States Power Co 03/10/20 DINITZ, I 
Division of Engineering 9pp P0897 036 24X Fiche 50-000> 

83/10/20. 0310250239 


P Operating license stage docuaents 4 correspondence 


3310110490 Forwards safety evaluation re extended fuel burriup reload 
methodology based on Eiion assessment of potential 
radiological consequences for high exposure fuel 
Justification acceptable 

HILLER, J R Operating Reactors Branch 3 03/09/27 MUSDLF. D H 

Northern States Power Co 2pp 20714 319 24X 

Fiche 50-282.83/09/27.0310110498 


-*-8310110507 Safebg evaluation supporting extended fuel burnup reload 
methodology based on Eixon assessment of potential 
radiological consequences fctr high eiposure fuel 
• NRC - No Detailed Affiliation Oiven 83/09/27 5pp 
20714 321 24X FlCbe 50-202.83/09/27,8310110490 


03101300-72 Forwards Amends 66 4 60 to Licenses DPR-42 4 DPR-60, 
respectively i safety evaluation Amends change limit of core 
local flux ratio allowing localised linear heat generation 
rati increase factor for power uncertainty 

DIIANNl.D C Operating Reactors Branch 3 03/10/03 HUSOCF.O M 

Northern States Power Co 2pp 20/76 137 24X 

Fich# 50-282.83/10/03.8310130072 


--6310130076 Amends 66 4 60 to Licenses DPR''42 4 OPR-60, respec tlvely, 
changing limit of core local heat flux ratio allowing 
localised linear heat generation rate increase factor for 
power uncertainty 

MILLER, J R Operating Reactors Branch 3 83/10/03 lipp 

20776 139 Z4X Fiche 50-282.83/10/03.8310130072 


--S310240I02 IE Insp Repts 50-202/03-15 4 50-306/83-15 on £330811 091.0 Mu 
noncoflip 1 1 anc e noted Major areas inspected plant opointiunol 
safet y. mal nt, survel 1 lance, Fol 1 ouups of reactor trips. 

IE bulletin & Ll-Rs 

FEIERABEND.C D . WILLIAMS. D L . JACKIW, I N Region 3, Office of 
Director 83/10/04 Bpp 20081 320 24X Fiche 50-202-03/10/05, 

8310240006 


8308300370 lE Info Notice a3-65i "burveillance of FlnuJ ifi RTIJ Dypos*, 
Loops Used in Westinghouse Plants " Svc list end 
JORDAN. E L Division of Emergency Preparedness 4 Enginoerlnq 
Response (Post 030103) 83/10/07 Consolidated Edison Co of New 

Vork, Inc 76pp 20827 213 24X Tithe 50-000,83/10/07,03(10.4003/0 


0308300752 IE Iiifp Notice 03-66, "ha ta lily at Argentine Critical 
Facility " Svc list end 

JORDAN, E I Division of Emergency Pi eparodness 4 tnpinooriruj 
Response (Post 830103) 03/10/07 Cons r> 1 1 da ted Edison Cn of Neiu 

York. Inc 79pp 20882 026 24X Tiche 50-000,03/10/07,8300300/52 


8300300759 IE Info Notice 83-67, "Emergency Use Respirator Mall iJufec t 
Causes Production of Noxious Gases " 0vc list end 
JORDAN, E L Division of Emergency Preoaredness 4 engineering 
Response (Post 830103) 03/i0/ll (Consol idated Edison Cn of New 

York, Inc 117pp 21043 075 24X Fiche 50-000, 03/10/ 1 1, OJ00300V57 


03OB3OO761 IE Info Notice 83-60, "Respirator User Warning Pefectjvo 
Self-Contained Breathing Apparatus Air Cylinders " Svc list 
and 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 03/10/11 Consolidated Ldieon Cm of New 

York. Inc I20pp 20827 129 24X Fi cho 50-000, 03/10/ 1 1 . OSOmoO/A 1 


8310310173 Forwards safety evaluation 4 IR notice re 030624 request foi 
relief from ASHE Doiler V Pressure Vessel Code concerning 
inservice Insp of reactor coolant pump casing welds Request 
granted 

HILLER, J R Operating Reactors Branch 3 83/10/12 MUROLT, D N 

Northern Stales Power Co 3pp 20965 278 24X 

Fiche 50-282,83/10/12,8310310173 


—0310130079 Safety evaluation supporting Amends 66 4 60 to Licenses 
DPR-42 4 DPR-60, rispec t i vely 

♦ Office of Nuclear Reactor Regulation, Director 83/10/03 5pp 
20776 150 24X Fiche 50-282,83/10/03.03101300/2 


0310310176 Safety evaluation granting util 830624 request for relief 
from ASHE Doiler 4 Pressure Vessel Code concerning insorvire 
insp of reactor coolant pump casing welds 

» Office of Nuclear Reactor Regulation, Director 83/lO/iP riiiu 
20965 Sei 24X Fiche 50-202,83/10/12,8310310173 


0310170329 Notification of 031013 meeting w/util in Dethesda,MD to 
resolve seven open Items in inservice test program for pumps 
4 valves 

DIIANNl.D C Qpereting fliactort Branch 3 B3/10/II MILLER, J R 

Operating Reactors Branch 3 2pp 20795 274 24X 

Fiche 50-282,83/10/11,8310170329 


—0310310177 Notice of granting of lellof from ASMC Lode Section XI 
Inservice insp requirements 

MILLER, J R Operating Reactors Branch 3 83/10/12 Bpp 

20965 286 24X Fiche 90-202,03/10/12,0310310173 


Inspection reports, IE Bulletins 4 cot r espondence 


if ’"i" ", St.n4-I« for Uc),, 

Qualification Tests " Svc list end 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of N 

Yorl, Inc I17pp 20734 022 24X Fiche 90-000,83/09/26,03003003 


8300300342 IE Info Notice 83-62, "Failure of Redundant Toxic G^s 
DetectoTS Positioned at Control Room Ventilation Air 
Intakes " 8vc list end 

JCWDAN.e L Division of Emargency Preparedness 4 Enoineerino 

consolidated Eluln cJ of Nei 

ork, Inc ll6pp 20777 210 24X Fiche 50-000, 83/09/26, 83 0830034; 


83-43. F.nur.. of H..tinahou„ 

iXSJaw f ‘ Releyi " Svc list and 

JORDAN, E L Division of Emergency Preparedness 4 Enaineerlno 

co„,oud.t., eSIJoTc"® n, 

I Inc llBpp 20770 001 24X Fiche 50-000,83/09/26,03083003^ 


"“iJ" Shl.ld.ni Attooh.d to 

S,,.t, R.Ut., Bv, H/o lOIFRSO 3-» Ev.loot.on " Svc li.t 

Vorti Inc I19pp 207,6 ", N( 

PP /16 324 2dX Fiche 50-000,83/09/29,83083003, 


N.r»h.;„ St.m*F«.?'cS"‘jp*p°' SirerSIs ^ 

FlC, S0-J82,e3/10/05, 63,0240086 


aciiuiDunru i^iariiies NRC position re procedures ror annii t 
personnel to facilities Lists identifying NRC personnel 
requiring escorted 4 unescorted access to vital plant areas 
end Update will be provided every 6 months 

AXELSON, W L Region 3. Office of Director 83/10/H I ARRtJN, C F 
Northern States Power Co 7pp 20S09 054 24X 

Fiche, 50-202. 83/10/14. 0310100195 


rui- aniiii V 1 ng 






8310250279 Forwards SALP Repts 50-282/83-16 4 
1982 - June 1903 

KEPPLERiJ 0 Region 3, Office of Director 
Northern States Power Co 2pp 20899 292 
Fiche 50-282.83/10/20.83102502/3 


50-306/83-1/ for Jul 

83/10/20 LAR88N, C I- 
24X 




1903 Overall rating of Category I assigned 






Region 3, Office of Director 
Fiche 50-202,83/10/20,0310250275 


03/10/20 84pp 20895 29^ 


June 


ww r uvwarQ ft 




comments may be provided withiiV 
30 days following meeting W/o rept wiinin 

S^/owiJ R-dlological 4 Moterlals Safety Programs 

GILBERTS, D E Northern Stotes Power Co Son ” 
20895 310 24X Ficlie 50-202,83/10/20,8310290275 




Jul 1982 - June 1983 " 

B3/09/30 KEPPLER, J 0 

negian Jt Office of Director Ip 20Q9D 321 yav 
Fiche 50-282,83/10/20,03102002/5 


— 

KEPPLER, J O Region 3. Office of Directs 
Northern States Power Co 2pp 20902 Id 
Fiche 30-000,83/10/20,8310290530 


"17 for Jul 1982 - June 

03/10/20 LARCON, C E 
24X 
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— B310a!?056l Bubniits comments on S30921 meeting w/NRC to discuss SALP 
Rept 50-263/03^^17 for Jul 1902 - Junt 190J Valuiible insights 
gained on improving performance 

Olt-DEOTS, D E Northern States Poiuer Co 03/09/30 KEPPLER, J 0 
Region 3i OPfico of Director Ip ^090? 175 24X 

Fiche 50-000* 83/1 0/20* 0310250530 


F? Perlorflc operating reports fc related correspandetic e 


0310190055 Monthly operating repts for Aiig 1983 W/830912 Ur 

DUGBTAOi 0 * HUSPLFi D Northern States Power Co 03/09/02 Dffifi 

of Resource Management* Director 9pp 20823 189 PAX 
Picho 50-202*02/09/02*0310190055 


S Reportable occurrences* LhRs ?< related correspondence 


03102703-40 FOIA request for placement of listed LERs in PDR 

GRADER* L D NUB Corp 03/09/03 Division of Rules and Records 

app 20930 058 2AX Fiche 50-000.83/09/00*0310270340 


0310190340 Responds to FOIA request for documents re degradation of 
fuel assemblies uhile in spent fuel pool in US nuclear pouter 
plants Forwards App A documents App D documents available In 
PDR 

FELTONj J M Division of Rules and Records 03/09/15 MAXWELL* n 
Rochester Post-DuH etin* Rochester* MN 5pp 20044 058 24X 

Fiche 50-202.03/09/15*8310190340 


— 83O10703B6 Informs of preliminary assessment of Fuel assembly 
degradation observed In spent fuel storage pool & actions 
taken to assess failure mechanism & safety implication 
poten t ial 

WU* P Chemical Engineering Branch 82/12/22 OENAROYA* 9 
Chemical Engineering Branch 3pp 20044 074 24X 

Flche 50-202.03/09/15*8310190340 


--03O42OOS4O Forwards matl presented by util during 830223 meeting ie 
fuel assembly failure in spent fuel pool Review establishing 
KRC position on listed issues requested Working meeting 
scheduled for 830420 Enel withheld 

DIIANNI/D C Operating Reactors Branch 3 83/04/00 WU* 1^ NRC - 

No Detailed Affiliation Given 2pp 20844 129 24X 

Fiche 50-202*83/09/15*0310190340 


G3050S0044 Describes plan for review of Northern States Power Co & 
Westinghouse submittal on fuel assembly degradation while 
in spent fuel storage pool* prompted by fuel assembly 
cracking incident at Prairio Island 

WU.P Chemiral Engineering Branch 83/04/20 BENAROYA* V 
Chemical Engineering Branch 2pp 20044 131 24X 

Fiche 50-282*03/09/15.8310190340 


— 03OS24O3OO Advi BBS of informal preliminary review of potential safety 
issues that may exist as result of in-core fuel assembly 
nozzle separations Westinghouse analysis indicates no 
problem associated w/prevpntion of control rod Insertions 
TOKAFt* M Core Performance Branch 83/05/16 WU. P Chemical 
Etigineerlng Branch 2pp 20044 154 24X Flche 50-282,03/09/15. 

8310190340 


— 0300100258 Forwards 830617 8CH re furl assembly corrosion in 6P« nt fuel 
pool b draft info notice addressing corrosion problems at 
DWRs PWRs Fuel assembly bulge joint 811216 failure w/o 
precedent & w/o determined cause W/o ends 

DENAROYA.V Chemical Engineering Branch 03/08/02 HOLAHAN. 0 
□perating Reactors Assessment Branch 2pp 20844 156 24X 

Fiche 50-282*03/09/15.8310190340 


— -3310190344 Forwards proposed BUbjs of discussion for upcoming NRC- 
licensee-vendor meeting on spent fuel assembly failure 
evaluation Main concern lies in possible generic implication 
&j 1 1 c ensee/vendor conclusion on failure mechanism 
WUfP Chemical Engineering Branch 02/01/17 Chemical 
engineering Branch 4pp 20044 070 24X Flche 50-282*03/09/15. 

3310190340 


— 031O19-O-35B Forwards safety evaluation of fuel assembly failure event 
during fuel handling in spent fuel pool in Dec 1961 Evidence 
insufficient to deduce generic effect 

JOHNSTON* W V Assistant Director for Matls. Chem 6 Environ 
Technology (Post 830201 ) 03/04/20 LAINAS. 0 C Assistant 

Director for Operating ReactcirB 4pp 20044 133 24X 

Fiche 50-202.83/09/15.8310190340 


——8310190360 Safety evaluation concludinq that evidence insufficient 
to draw generic conclusions Prom Dec 1981 fuel pool assembly 
f ai luz B event 

« NRC - No Detailed Affiliation Given 63/04/20 I7pp 
20644 137 24X Fiche 50-202.03/09/15.6310190340 


— 0310190361 Safety evaluation of spent fuel assembly degradation Event 
was isolated incident No generic implications exist Draft 
IE info notice re potential contamination of RCS end 
a NRC - No Detailed Afflliatian Given 03/06/17 12pp 
20044 160 24X Ficfie 50-202*03/09/15*0310190340 


B3101.J0102 LER 03-021 /03L-0 on 030830, during Surveillance 
Test MV— 32035. coal ing water header isolation valve S failed 
to close Caused by failure of GE auxiliary switch* part 
CRiOSXlOOP Switch replaced W/030927 1 tr 

HUNSTAD, A A * MU30LF, D Northern States Rower Co 03/09/27 
Region 3* Office of Director 2pp 20696 223 24X 

Fiche 50-202*03/09/27.0310120102 


0310270347 Responds to FOIA request for release of 23 LERs to PDR 
Forwards 12 LERs to be released Documents also available iti 
PDR One LER canceled Eight LERs not received 

FELTON, J M Division of Rules and Records 03/09/29 ORABER.L D 
NUS Corp Ip 20930 060 24X Ftcho 50-000*03/09/29,8310270347 


— 8310270415 LER 82-023/03L-0 on 821 121. containment pressure sensing line 
found capped Caused by personnel error Units will be 
labeled W/B31230 Ur 

HUNSTAD.A a Mar them States Fower Co 82/12/21 Region 3. 

Office of Director 2pp 20933 005 24X Flrbo 50-000* 03/09/29. 

8310270347 


—0310270418 LER B2-026/03L-0 on B2 1 1 15* turb ino driven auxiliary 
feedwater pump 11 failed to deliver full flow of 200 gpm to 
stuam generators Caused by unscrewed governor valve Valve 
seat reinstalled & staked in position W/B21215 Itr 
MUNSTAOiA A . MU50LF* D Northern States Power Ca 02/12/15 
Region 3, Office of Directoi 2pp 20930 0Q7 24X 

Fiche 50-000*03/09/29,0310270347 


—8310270421 LER B3-001/0IT-O on 030204. Exxon ECCB analysis ert oi 
discovered Caused by input error into codes W/8302l6 Itr 
HUNSTAD.A A , MUSOLF, D Northern States Power Co B3/O2/10 
Region 3. Office of Director 3pp 20930 099 24X 

Fiche 50-000.83/09/29*831027034 7 


— 0310270425 LER 03-OO7/O3L-O on 830330, steam line radiation monitors 
discovered inoperable Monitors repaired tc surveillance 
procedure revised to include daily check W/030429 Ur 
MUSOLF, D Northern States Power Co 03/04/29 Region 3. Office 
of Director 3pp 20930 092 24X Flche 50-000*83/09/29* 

0310270347 


— 8310270427 LER e3-0ll/03L-0 on G30510* d 1 es e 1 generator D2 tripped 
Caused by drift in Dryer pressure switch Hodtl 1822 J 
Switch recalibr 

HUNSTAD.A A * MUBOLF.D Northern States Power Ca 03/05/24 
Region 3, Office of Director 3pp 20930 095 24X 

Fiche 50-000.03/09/29,8310370347 


0310070301 Potential Part 21 rept re underrange characteristic of 
Model N'EllOM transmitter Underrange zero offset may occur 
when transmitter initially pressurized from atmospheric to 
suppressed zero input End users notified 

BEflaERIANrM J Foxboro Cofp 03/09/30 Director's Office* Office 
of Inspection and Enforcement llpp 20651 064 24X 

Flche 50-000* 03/09/30* 0310070301 


DOCKET 50-283 FORT CALHOUN STATION,. UNIT 1 


F Security* medical* emergency fire protection plans 


8310180242 Forwards lE Insp Rept 50-205/83-21 on 030815-19 No 
noncomp 1 lance noted 

0EIDLE. M C Region 4. Office of Director 83/09/20 JONES. U. C 
Omaha Public Power District 2pp 20002 309 24X 

Fiche 50-205103/09/20,8310180242 


—8310100246 IE Insp Rept 50-285/83-Sl on B3081S-i9 No noncompliance 
noted Major areas inspected emergency response program 
MONTGOMERY* J L * BAIRD. J D , JOHNSON. W D Region 4* Office of 
Director 03/09/15 9pp 20802 311 24X Flche 30-205,03/09/30. 

0310100242 


8310130306 Ack receipt of 030729 Itr Informing NRC of util inability 
to meet 630630 commitment date far conducting sampling tt 
analysis drill Alternate post-accident sample analysis 
facility must be operational 

SEIDLE.HC Reglnn 4* Office of Director 83/09/22 JONES* H. C 
Omaha Public Power District 2pp 20719 273 24X 

Fiche 50-265*03/09/22.8310130306 
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a3JiOt>502<?0 Forward* application for afliend to License DPl?-40» re v»6lrnj 
Trch Specs to Incorporate admiti i strat i ve change's 8< NWC 
rrquett* In Generic Ltrs 03-23 re audit frequency of 

emeraenctj 8r securitg plans Cettificate of Bvc end 
M^RCOUXiW C LeDoeuf. La<nh. Lelt^^ & MacRae MARCaUX.WC Gmaha 
Public Power District B3/10/03 DENTON. H R Office of Nudrar 
Reecfcor Regulation. Director 3pp 20632 097 24X 

Ficho 50-2B5, B3/i0/03. 8310030270 


— B310050310 Application for afliend tn License DPfJ-40i revi s k ng lec6 &prrs 
to Incorporate admin 1 strat i ve changes NRC requests lu 
Generic Ltra 02-17 tc 82-23 re audit froquencg of emergencg 
pleoisite security plan & safeguards cuntlngency plan 
JONES. U C Omaha Public Power District 63/09/27 2pp 
20632 090 24X Fiche 50-205,03/10/03.9310050290 


— 0310050315 Proposed Tech Specs re pressurlier pparaJi i li ty . ej ectt ito I 
sy s, snub b e rs. survei 1 1 a nc e requirements for RCS. reactor core 
parameter b environ raifioJog 1 cal monitaring ic administrative 
controls 

» Omaha Public Power District 03/09/27 I4pp 20632 09? 24X 

Fiche 30-2 B3i 83/ J 0/03. 9310050290 


831011038? Releases public verslnn of changes to etnergeticg plan 
implementing proce-duros 

FELTON. J M Division of Rules and Ratords 83/10/05 Document 
Management Drench Ip 20609 257 24X Fiche 50-289.03/10/05. 

0310110329 


—8310110330 Forwards public version of changes to emergency plan 
implemonting procedures N/o end 

JONES.!/ C Gnaha Public Power District 83/09/12 COLLINS. J.T 
Region 4. Office of Oirectoi Ip 20605 258 P4X 
Fiche 50-285.03/10/05,8310110329 


9310130307 Aeleaset public version of revised emergency plan 
implementing procedure* 

FELTON. J M Division of Rules and ftecords 63/10/06 Document 
Management Branch Ip 20769 053 24X Fiche 90-295.83/10/06. 

3310130307 


— &310J3030S Forwards public version of revised emergency plan 
implementing procedure s. Inc Jud i ng Procedures EPlP-OSC-7 rr 
ptrioTinel rescue !< EFlP-EOF-3 re emergency Instruments t< 
equipment Receipt form end 

JONES. M C Omaha Public Power District 03/09/27- COLLlNDiJ T 
Region 4. Office of Director 3pp 2076? 0S4 24X 

Fiche 50-86 S. 03/ 1 0 /06. 83 1 0 1 30307 


—8310130307 Public version of revised emergency plan implementing 
proceduresi I nc lud ing Procedures EPJP-DQC-7 re personnel 
rescue V EPIP-EOF-3 re emergency In » truments & equipment 
* Omaha Public Power District 83/09/30 llOpp 80769 057 24X 

Fiche 50-205. 03/10/06, 0010130307 


8310210366 Releases public version of revised emergency plan 
Implementing procedure 

FELTON. J M Division of Rules and Racords 83/10/17 Document 
Management Branch ip 20BG2 356 24X Fiche 50-295. 83/10/1 7. 

6310210366 


— 9310210370 Public vertioTi of Rev 2 to Emergency Plan Imp 1 emen ti ng 
Procedure EPIP-08C-7 W/030930 Ur It receipt Perm 
J0NE9. N C Omaha Public Power District 03/08/30 COLLINS. J T 
Region 4. Office of Director 4pp 20882 397 24X 

Fiche 90-265.83/(0/17.8310210366 


8310290660 Releases public version of section to radiological 
emergency response plan 

FELTPNi J K Dlvlsio-n of Rules end Records 63/10/80 Document 
Hanegemant Brench Ip 20900.221 24X Fich e 50-2B9. 93/lO/SO. 

83 1 0290660 


“-0310290667 Public version of Section M to radiological emergency 
response plan entitled. "Recovery l< Reentry Planning St 
Post-Accident Operations ** U/031010 Itr 

JDKESi N € Omaha Public Power District 83/00/31 COLLIN0. J T 
Region 4. Offics of Director. 6lpp 20908 222 24X 

Fiche. 50-209, 83/10/20. 0310250660 


Operating license stage documents Ic correspondence 


1310100405 Authorties relief . on interim basis, from Inservlce ln>p/ 
testing requlrementf of A8ME Code for pumps valve*, per 
util 830707 request. BER 9< notice of granting of relief and 
MJLLERrJ R Operating Reactor* Branch 3 03/07/30 J0NE9. W C 

Omaha PublU Power District 3pp 20629,346 24X 

F i c h e , 9O-Z09. 83/09/30. 03 1 0 1 00409 


— 6310180400 Safety evaluation qranting relief from ASMF Doilot 
Pressure Veasel C-ode. Sec 1 1 on XI insp/teBtlng requirements 
for pumps S< valves 

e Office of Nuclear Reattoi Regulation. Oirectai &3/09/30 ^pp 
20829 349 24X Fiche 50-265,83/09/30.0310100409 


-“0310180410 Notice of granting of relief from certain ASMC Code 
insp/testing roquirements foi pumps & valves 
MILLER, J R Operating Reactors Branch 3 03/07/30 2pp 

20635 353 24X Fiche 50-205.03/07/30.0310100405 


0310310129 Forwards eafety evaluation baued on review of util responsos 
to NURE<?-0737 items Requirement Si of NUKEO-073/i Item 
II K 3 2 met 

MILLER. J R Operating Reactors Drench 3 83/09/30 JGNES. W C 

Omaha Public Power District I4pp 21000 079 24X 

Fjche 50-205.03/07/30.0310310129 


8310050245 Forwards application for amend to License I)PR-40 revising 
Tech Spec Tabic 2~6ta» t/ 3-7 to update surveillance Cdpsule 
removal schedule Certificate of Sve end 

» LeDoeuf. Lamb. Leiby !< MacRae 03/10/03 DENUJN, H Office of 
Nuclear Reactor Regulation. Director 3pp 20628 270 24X 

Fiche 50-265.83/10/03. 6310050249 


— 8310050255 Application foi amrnd to License DPR-40 revising lech fjpcK 
Tables 2-6ia> 8* 3-7 to update surveillance capsule removal 
schedule 

JONES I W C Omaha Public Power District 83/10/03 2pp 
20620 273 24X Fiche 90-265. 83/10/03. 831 005O24S 


— 8310050271 Proposed changes to Tech Spec Tables 2-6lol & 3-/ to update 
surveillanco capsule removal schedule 

•* Omaha Public power District 03/10/03 lip 20628 275 24X 

Fiche 50-205,83/10/03.8310050245 


8310050270 Ferwards application for amend to License DPR-40i revi sing 
Tech Specs to incorporate administrative changes (t NRC 
requests in Generic Ltrs 02-17 8. 82-23 re audit frequency of 
emergency 6 security plans Certificate of 8vc end 
MARCOUX.y C LeDoeuf, Lamb, Leiby Ic MdcRae MARCDilX. W C Omaha 
Public Power District 03/10/03 DENIUN.H R Office of Nuden 
Reactor Regulation. Director Dpp 20633 007 24X 

Fiche S0-P85 , 83/ 1 0/03, 83 10050'?9D 


— 0310050310 Application for amend to License DPR-40. revl s mg leth 8p ec s 
to incorporate addiinistrati ve change* & NRC requests in 
Generic Ltrs 8?-l7 8« 02-23 re audit frequency of pmeigency 
plan, site security plan it safeguards contingency plan 
JONES. M C Omaha Public Power District 03/07/27 2pp 
20632070 24X Fiche 50-209,03/10/03.0310050290 


— 0310090315 Proposed Tech Specs re preseuriier aperab i 1 i ty. elect! i to 1 
sys. snubbers, survei 1 lance requirement* for RCS. reactor core 
parameter & environ radiological monitoring & administrative 
controls 

* Omaha Public Power District 83/09/27 14pp 20632 092 24 X 

Fiche S-O-gBS.BO/lO/OS. aai00bD27B 


0310130137 Approves 830731 request on behalf of C-E Owners Group for 
withholding From public disclosure App A to "Response to 
Questions on RCS Asymmetric Loads Evaluation Program." per 
IDCFRa ?90 

CRUTCHFIELD, D Operating Reactors Bronch 9 03/10/03 

LWNDVALL.A E Baltimore Gas it Electric Co 6pp 20777 069 24X 

Fiche 5D-OOD. 03/10/03, 8310130137 


0310130061 Notification of 831012-13 meotinqs w/util in Omaha, NE to 
discuss proposed radiological effluent lech Specs & to 
resolve open items 

TOURIONViE 0^ Operating Reactors Branch 3 83/10/05 HlLlERiJ R 

Operating Reactors Dranch 3 app pO/76 216 24X 

Fiche 50-205.03/10/05, 0310130061 


631O20OOB7 Forwards safety evaluation re review of util submittal 
addressing Nl/REC-0737. Item 11 K 2 17. "Voiding in HC8 During 
Anticipated Transien'ts " Gteam void will not result in 
unacceptable consequences 

MILLER, J R Operating Reactors Branch 3 03/10/17 JONES. W C 

Omaha Public power District 9pp 20961 347 24X 

Fiche 50-205.03/10/17,8310260087 


Q Inspection reports. IE Bulletins it correspondence 


0310130160 Forwards IE Insp Rept SO-2B5/83-1B on 030701-27 No 
noncompl lance noted 

SEIDLE. N C Region 4, Office of Director 03/00/10 JDNEB. W C 
Omaha Public Power District 2pp 20724,204 24X 

Fiche 50-285,83/08/10.6310130168 


DOCKETED ITEMS 


101 


—3310130171 It Insp Ropfc 50-2Q5/B3-18 on 030701-29 No noncomp 1 »ance 
noted Major areas inspected operational safety vn i f lent i on. 
surveillance tee t ing, ma Int activltie*- t< follotiiop of 
vio la t ions 

VANDCLLj L A * JOHNSON. W D Region 4. Office of Director 
03/03/00 5pp 2072^ 206 24X Fichc 50-203. 83/OQ/lO, 831013016B 


a3l00'10567 ForuiardG IE Insp Ropt 50-205/83-17 on 93062/ -0/01 & notice 
of violation 

BEIDLf£. W C Region 4. Office of Director 83/09/17 JHNL'*. M C 
Omaha Public Power District 2pp 20622 257 24X 

Flche 50-205.03/00/19,0310040567 


— 031OO''}O5/1 Notice of violaiioii fi om iiir.p uii 03O62/-O/U1 

* Region 4. Office of Director GJ/OD/19 Ip 2062? 259 ;’4X 

Flche 50-285.03/00/17,831004056/ 


— 031004 0 57/ IC Insp Rept DO-?a5/03“17 on 030627-0701 Noncamp 1 i ante 
noted failure to take prompt carroctive action rt 
deficiencies in program Poi mgt of const records (includirrp 
design f* mfg locordsl 

BOARDMAN, J R . CROSSMAN, W A . JOHNSHN. W D Reg i on 4, Of fi t o c F 
DirectuT 83/08/17 iOpp 20622 260 24XFlcht 50-205,83/00/19. 
031004056/ 


8310180405 Authoriies relief, on interim basis, from inservice insp/ 
testing requirements of ASME Code fnr pumps Ic valves.prr 
util 830707 request SER £< notice af granting of relief end 
miller. J R Operating Reactors Branch 3 03/09/30 JONEQ. W C 

Omaha Public Power District 3pp 20923 346 24X 

Flche 50-295.03/09/30.0310100405 


— B310'1Q040B Safety evaluation granting relief from ASME Boiler S« 
Pressure Vessel Code, Section XI insp/testlng requirements 
for pumps & valves 

* Office of Nuclear Reactor Regulation, Director 03/09/30 4pp 
20825 349 24X Fiche 50 -2Q0. 03/09/30. 031O1SO4D5 


—8310180410 Notice of s’'^ntlng of relief from certain ASMS Code 
1 nsp/ tes t mg requirements for pumps tc valves 
HILLER. J n Operating Reactors Branch 3 B3/O9/30 2pp 

20025 3S3 24X Flche 50-205,03/09/30,0310100405 


8310120094 Forwards Class III payment for approval of relief requests 
from ABMt Boiler h Pressure Pode. Section XJ inservice map 
r e qulrempn ts 

JONES. W C Omaha Public Power District 03/10/05 MILLER. J R 
Operatinq Reactors Branch 3 2pp 20696 105 24X 

Fiche 50-205,03/10/05.8310120094 


B310L3O292 Porwai ds IE Insp Repl 50-205/03-19 on 030001-05 No 
none ainp 1 lanr Q noted 

GESDLE.W C Region 4. Office of Director e3/O0/2«r JONLB, W C 
Omaha Public Power District 2pp iiO/19 335 24X 

Fiche 50-205. 03/00/22. 0310130J92 


— 8310)30295 IE Insp Rept 50-205/0 3-19 on 830001-05 No none qmp 1 lane e 
rated Major areas inspected action on previous insp 
f ind I ngs. ons i te c ommi t tee. program for calibr t( surveillance 
«< implementation of calibr program 

JAUDDN. J P , JOHNSON, W D Region 4. Office of Director 83/00/19 
6pp 20719 337 24X Flclio 50-205.03/00/22,8310130292 

83)0)80242 Forwai ds IE Insp Rept 50-285/0J-D1 on 030815-19 No 
none omp 1 lance noted 

SEIDLEiW C Region 4, Office of Director 03/09/20 JONLOr W C 
Omaha Public Power District 2pp *?0U02 309 24X 

Fiche S0-2C5. 03/09/20. 0310100242 


--0310180246 IC Insp Rept 50-205/03-21 on 030015-19 No none omp ) lance 
noted Major areas inspected emergency response program 
HDNTOOMCRY. J L . DAIRD. J D . JOHNSON. W D Region 4. Office of 
Director 03/09/15 9pp 20D02 311 24X Fichc 50-205,83/09/20. 

83101D0242 


0300300370 IE Info Notice 63-65, ‘'Surveillance of Flow in RID Bypass 
Loops Used in Westinghouse Plants " Sve list end 
JORDAN. E L Division of Emergency Preparedness & Enqineering 
Response (Post 830103) 03/10/07 Consolidated Edison Co of New 

York. Inr 76pp 20037 213 24X Fiche 50-000,03/10/07.8300300370 


0300300752 IE Info Notice 03-66. "Fatality at Argentine Critical 
Facility ■* Gve list end 

JORDAN, E L Division of Emergency Preparedness fc tngineerlng 
Response (Post 030103) 03/10/07 Consolidated Edison Co of New 

Yorl, Inc 79pp 20002 026 24X Fiche 50-000.83/10/07.0300300752 


Q3O03OO7S9 IE Info Notice 83-67, "Emergency Use Respirator Mat) Defect 
Causas Production of Noxious Oases " Sve list end 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830)03) BJ/lO/ll Consolidated Edison Co of New 

Yorlr, Inc ll7pp 21043 075 24X Fi r he 50-000. 83/10/ 11 . 8300300759 


0308300761 IE Info Notice 03-60, "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " Sve list 
enc 1 

JORDAN, C L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/10/11 Consol id atad Edison Co of New 

York, Inc ISOpp 20827 129 24X Fiche 50-000.63/10/11,8308300761 


6386300340 lE Info Notice 03-61. "AUcfied Use of Stand-Ins for Welder 
dua 1 1 f teat ion Tests *' Sve list enr 1 

jnRDAN.E L Division of Ltnergeiicy F'reparedness U Engineering 
Response (Post 030103) 03/09/26 Consolidated Edison Co of New 

York, Inc IT/pp 20754 022 24X Tic ho 50-000, 03/09/26. OJOOJOO'<40 


8310160500 Ack receipt of 030919 Itr informing NRC of steps taken to 
correct violations noted in IF Insp Rept 50-205/03-17 
OAOLIARDO,J E Region 4. Office of Director 63/10/13 JDNC4, H C 
Omaha Public Power District ]p 20001 189 24X 

Fiche 50-285, 8J/ 10/13. 03]O]aO5OO 


6306300342 IE Info Notice 03-69. "failure of Redundant Toxic 0ns 
Detectors Positioned at Control Room Ventilation Air 
Intiskes " Sve list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 030103) 03/09/26 Consolidated Edison Lo of New 

York, Inc ll6pp 20777 210 24 X Ftche 50-000. 03/09/26, 0308300342 


—0310180506 Responds to NRC 030019 Itr re violations noted in IF 
Rept 50-205/03-17 Corrective actions const mods to correct 
d ff f ic i me i e 5 re BA records file room completed on 020723 h 
recordkeeping improved Schedules provided 

JONES. W C Omaha Public Power Distrift 83/09/J9 SEIDIF.W 
Region 4, Office of Director 6pp 20801 190 24X 

Fiche 50-265,83/10/13,0310100500 


6306300345 IC 
Type SA-I Dl 
JORDAN, E L 
Response (Po 
Yorl, Int 


Info Notice 03-63, "Potcriiial failures of Westinghouse 
fferential Relays " 9vc list oriel 
Division of Lmorgoncy Hreparedness it Enginoering 
st 030103) 03/09/26 Consolidated Edison Co of New 

llBpp 20770 001 24X Fiche 50 - 000 . 03/09/26. 03003()0:i4 5 


0310210006 forwards "Omaha Power Di s tr i c t, For t Calhoun Station, Uni t I 
Inservice Insp Program Plan for 1903-9J Interval " Plan will 
be placed Into effect on 03O9P6 

JONES. W C Omaha Public Power District 03/09/26 MILLER, J R 
Operating Reactors Branch 3 Ip 20854 336 24X 

rUhfr 50-205, 03/09/26, 8310210000 


R Periodic operating reports k related correspondence 


8310100162 Monthly operating rept for Sept 1983 W/031013 Itr 

MATTHEWS,! P , JONES, W C Om.iha Public Power District 03/09/00 
OEYOUNO,R C Direttar's Office, Office of Inspection and 

Enfarcemont lOpp 20609 13/ 24X Fiche 50-265,83/09/30, 

83101801^^2 


S Reportable occurrences, LERs k related correspondence 


--B310210013 "Omaha Public Power Di str i c t, For fc Calhoun Sta t ion. Uni t I 
Jnservice Insp Program Plan for 1963 93 Interval " 

♦ Southwest Research Institute 03/00/30 12Qpp 28054 3.)/ 
24X Fithe 50 205.03/09/26.0310210800 


D30ti300349 IE Info Notice 03-64, "Lead Shielding Attached to 
Baf ety-Rrlated Sys W/o lOCP'RSO 59 Evaluation " Sve IibI 
enc I 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 03/09/29 ConsoUdated Edison Co of New 

Voricr Inc U5pp 20716 324 24 X Fiche 50 - 000 , 63/09/29, B.3O0JOOJ4 9 


0310070301 Potential Part 21 rept re underrang* characteristic of 
Model N-EIIOM transmitter Underrange irro offset may occur 
when transmitter initially pressuriied from atmospheric to 
suppressed irro input End users notified 

BERBERIAN.M J Foiboro Corp 03/09/30 Director's Office, Office 
of Inspection and Enforcement Itpp 20651 064 24X 

Ficht 50-000.83/09/30.83100/0301 
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DOCKETED ITEMS 


DOCKET 50-206 INDIAN POINT STATION. UNM 3 


P SiB^oritg* fftedical* emergencii g< fire protection plans 


8310030548 Poruard* post-ejterc i ae-'post-dr 1 H «« sessments* per JS Dr.rgg 
830606 commi tmeot Prev^iotJsJg noted deficiencies corrected 
KCLOUCHLIN. 0 federal Emergency ffanage/nent Agency 33/09/29 
DIRCKS. H J Office of the Executive director for Operatlqn& J-pp 
20629 267 24X Fiche 50-003, 03/09/29, 031005054Q 


— B310030S52 P ost-e i ere 1 1 e assessment of B30834-25 eiert i se, Pot kl and 
Caunty, for Indian Point: Nuclear Pauer Station 
* Federal Emergency tfanagement Agency 03/09/26 S 6 pp 
£0629 269 24X Fiche 50-003. 33/09/29, B31 0050540 


— 8310050554 Poit-dri M assessment of 830023 drill of Westchester County 
ttps evicudtlon procedures For Jnddan Point Nuclear Poikrer 
Station 

» Federal Emergency Management Agency 03/09/15 9pp 
20629 320 24X fiche 50-003. 03/09/29. 03 J0030548 


8310130305 Forward! fEMA 030929 Ifcr transmitting FEMA ffegion II 
pos t-eierci f e aisessment of 830024 exercise of State of NY 
rad iologici 1 emergency response interim plan for 
Implementing compensating measures for Rockland County 
HASSELL. D F Hearing Branch 1 03/10/04 OuEASDN.O P Atomic 

Safety and Licensing Board Panel Ip 20719 204 24X 

Fiche 50-247. B3/J0/04. 0310130305 


8310140195 Aci receipt of 830722 1 tr r* corrective actions taken *n 
response to Q30622 I tr re tE Insp nept 5O-206/B3-L2 
Corrective actions uill be withheld (rcF J0CFR73 21) 

MARTIN. T T Division of engineering 1. Technical Programs 83/10/04 

BRONS. J C Pouei Authority of the State of Neu York 2pp 
20762 33J 24X Fiche 50-206.03/10/04.8310140195 


8310170321 Staff ri<tu i r emen t s memo re Commission 031003 brirfinq by 
FEMA on recent emergency planning exercises in vicinity of 
facilities Commission noted successful completion of 
exercise Enforcement action unnecessary 

CHILK.B J Office of the Secretary Of the Commission 03/10/11 
Office of the Secretary of the Com^iission Ip 20775 277 
Flchi 50-247.03/10/11.6310170321 


3310240155 Forwards implementation sciiedule for security plan, per 
830727 reque! fc Proe edora I portion imp lemen ted. effect ive 
S30501 NU9 study re hardware portion expected 831130 
Schedule for remaining hardware itemi expected by Q4D33L 
BAYNE. J P Fower Authority Of the state of New Vort 03/10/19 
VAROA.S A Operating Reactors branch J 2pp 20001 221 24X 

Fiche 30-206. 83/10/19. 0310240155 


Adjudicatory correspondence 


'310130303 Forward* FEMA 830927 Iti transmitting FEMA Region 11 
poit-ecercli* aiseesment of 830024 exercise of State of NY 
radiological emergency response Interim plan for 
implementing compertsa t Ing meaiures for Rockland County 
HASSELL. D F Hearing Branch J 03/10/04 OL EASON, 0 P . 

PARRJ 9 . 0 li . @HQN. F J Atomic Safety and Licensing Onard F*anrl Ip 
207 i 9 204 24X Fiche 50-247.83/10/04.0310130205 


310100145 Advise* that SM Sdhinkl b JF Meyer employed as legal I. 
technical as* 1 slant t. resp ect tve 1 y Sohinki b Meyer under 
recusal re Indian Point special proceeding due to previous 
employment contact 

BERNTMAL.F Conmis * i oner i 03/10/17 Atomic Safety and Lfcerttinq 
Board Panel Ip 20009 169 24X Fiche 50-247. 03/10/1 7. 03 1 OIQOi 4 D 


10190005 Order advising that AGLB expects to issue recommendations to 
Commission by 031024 

CLEASONrJ P Atomic Safety and Licensing Board Panel 03/JO/I7 
Ip 20022 267 24X Fiche 50-247,03/10/17,0310190003 


10240107 Forward* RH Segardu* 000920 Hr re adequacy of radiological 
emergency responie plan 

HEfiflEK,Rf Npw y»rk. State of BO/tO/l/ NRC - No Detailed 
Affiliation Civen 3pp 20078 009 24Jf Fiche 50-24/. 03/10/ 1 7, 
9310240187 


10260224 Opiniun 1 # r ecommindatl ons to Commiision an societal 
tlgnlflcance pf risk estimates ASL 6 recommended lafety 
Improvement* necenary to ensure plant will be operated 
1 /reaionable as«uranct that public safety will be protected 
iHONiF J , PARIb. 0 H , OLEA 8 ON 1 J #»■ Atomic Safety and Licensii.y 
loard Panel 83/10/24 3D6pp 20913 033 24X 

leht 50-247,03/10/24.8310260224 


P Operating license stage documents & coi respondenci* 


B3t0310017 rOIA request for documents re integrated leak rote tests for 
listed facilities to be placed in PDR 

CONNER. L Affiliation Unknown 83/Ob/02 NRC - No Ue lolled 
Affiliation Civen Ip 21004 2/0 24X Fiche *>0 000-03/05/02. 
831031001/ 


B31 0030663 Forwards evaluatinn of f. current NRC guidelines for bj06| / 
process contTul program Final program ujithin 30 days 
requested Final radinlogical effluent lech Specs due 60 duy* 
from 83000? 

VAROA.S A Operating Reactors llranch 1 03/09/19 DAYNE. J H 

Poujer Authority of the State of New York 1 3p P 20626 J?/ 

Ficho 50-286. 03/09/19, 031 0030663 


931O040D35 Forwards safety evaluation of licensee rfl'-pon'^es tr 
requirements of hltJREO-0737. Item II 0 1. "RCS Vents " llom 
completed ILL technical evaluation rept end 

VARGA, B A Operating Reactors Branch I 03/09/19 UAYNk, J P 
Power Authority of the State of New York 9pp 2<i6J4 3.^1 
Fiche 50-286. 83/09/ 19. 03 1 00400J5 


— B30&030372 "Selected Operating Reactor Issues Program 11 RCH Vtiilb 
<MUREC-0737. Item II B 1 ) < ” final tnchnical evaluation rept 
HELD, U 1 Energy Incorporated * lawrence Livermore (aboiataiil 
FIN A-OaSO Tr-334/0BO6A 03/02/14 ALOERTHAL. 0 r>isi*i)Ori of 

Licensing 6pp 20634 330 24 X Fiche 50-206,03/09/19.0310040035 


0310)30041 Summary of 03001/ meeting u/util in Bethesda.MO re syc. 
interaction program UtiJ advised that mgt level meeting 
should be expected m near future 

POLK. P J Dperating Reactors Branch 1 03/09/29 Opotalinq 

Reactor* Branch I Ilpp 20/76 242 24X Fichw 50-206, 8 j/09/*'V, 

8310130041 


031OO7O34O Forwards Suppl k to p lant-spec 1 f 1 c evaluation of I.F'Rl safety 
& relief valve performance testing submitted on 021215 
Suppl details adequacy of inlrt L discharge piping fot 
pressuriier safety & relief valves per IMI Item II t) 1 
9AYNE, J P Power Authority of the Stale of New Yoi k 03/09/30 

VAROA.S A Operating Reactors Branch I Opp 20652 157 24X 

Fiche 50-206.03/09/30. 0310070340 


8310070349 Forwards payment of fees fur 0ciObO3 L 0601 app 1 1 ca t ) ons 
for amends to License DPR-64 F-'ayment made under proteit 
pending final determination of legality of fee schedule 
BAYNE. J I* Power Authority of the Slate of New York 81/07/30 
MILLER. H 0 Lttense Fee Management Branch 2pp 20651 07/ I4X 
Fiche 50-206.83/09/30.0310070349 


8310)10222 Forwards application foi amend to License DPR -64. chpng jrig 
radiological ETS Sections 6 3.6 0.6 9 ^ 6 10 to reflect 
draft Rev 3 to NUnE0-0472, in response to NRC 020907 Hr 
OAVNE.J P Power Authority of the State of New York 03/09/30 
VAROA.S A Operating Reactors Branch 1 2pp 20669 130 C4X 
Fit ho 50-206.03/09/30, 83101 10222 


— 03101 10228 App 1 * ca t ipn for amend to License DF^R-64, c hang i ng 
radiological ETS Sections 6 5 . 6 D, 6 9 |< 6 10 to tcfJccl 
draft Rev 3 to NUREC-04 72. in rr^ponse to NRC 02070/ Hr 
BAYNErJ P Power Authority of the State of New Voi k 03/07/30 

9pp 20669 140 24X Ficho 50- 206 . 8J/09/30. 031 Oil Ot'r2 


— 0310110231 Prapused Tech Spec changes revising Sections 6 b, 6 iJ. 
6 9 L 6 10 to reflect draft Rev 3 to NUREO-0472 
* Power Authority of the State of New York 03/09/30 96pp 
20669 149 24 X Fiche 50-P06, 83/09/ JO. 031 011 0222 


8310170200 Heque>*ls site visit bo scheduled for 031101 03 to review 
interaction study Li*ts persorine] necessaiy for productive 
visit 

VARGA. S A Operating Reactors Branch J 83/09/30 HAYNE, J P 
Power Authority of the State of New York 3ipp 208J2 309 24/ 

Ficb* 50-286, 03/09/30. 03101/0200 


8300300763 Board Notification 83-151 provides info rp dps irab 1 1 1 tq of 
current ECCS actuation logic for Nestinqhouse pl.ints. in 
light of recent info concerning steam generator tube rupture 
procedure for Rorssele Nucleai Power Station 

EfSEMHUT. D G Division of Licensing 03/10/04 PALlADlND. N J . 
CILJNSKV.V , RORERTS, T Commissioners 2pp 20690 03J iMX 
F I c h t 50-000. QJ/ 10/04 . 0308300763 


8308300771 Board Notification 0J-128A forwards Equipment Oua 1 1 F 1 r a 1 1 on 
Branch conclusions re potential problems w/ASCO solenoid 
va lv*s 

EISENHUT.D G Division of Ucensioq 03/10/06 PALIADIND.N J 
Comm) sskoners 3)pp 208)0001 24X Fiche 50-000. 03/ 10/06. 

0300300// J 



DOCKETED ITEMS 


103 


0310170954 Confirms telcon agret>ment re submittal 
snubber surveillance Tech Spoc-^ by B31£f09 
BAViNE- J H pDuicr Authority of the State of New 
VARGAi S A Operating Reactors Uronch I 2pp 
Fi Che 50*’£'Q6, 03/10/07, 03101 70'v54 


of final TBv to 

Yoi k OJ/10/0/ 
20Vfc«0 ^'11 


0300300752 
Fac i 1 1 ty 
J0RDAN> C 
Response 
York. Inc 


IE Info Notice 
" Svc list enc 
L Division o 
(Post 830103) 
79pp 2009 


03-66. 'Ta 

1 

f emergency 
83/10/07 
a 036 24X 


tality at Argontine Critical 

Preparedness 5- Enginoerinp 

Consolidated Edison Co of New 
Ficho 50-000,03/10/07.0300300753 


9310340114 Forwards revised sections to OA pTogram<in response to NDC 
000923 questions F^evised portions will be incorporated into 
1984 annual TQAR update 

BAYNE, J F* Power Authority of the State of New York G3/!0/lV 

VARGA. S A Operating Fleactors Dranrh i 30pp 102 24X 

Flche 50-206.03/10/19,0310240114 


0300300759 IE Info Notice 03-67. "Emergency Use Respirator Matl Defect 
Causes f'roduction of Noxious Gases " Bve list end 
JORDAN, E L Division of Emergency Preparedness & Fngineering 
Response (Post B3O103) 03/10/11 Consolidated Edison Co of New 

York, Inc 117pp 21043 075 24X Fache 50-000.03/10/11,0300300759 


Q310310066 Responds to 830015 request for addl info re NUREG-0/3/, I icm 
1 I fl 3, "Post -Acc 1 d ent Sampling Sys. " providing supplemental 
info conrerning two of four open criteria & schedule for 
responding to romaining requests 

BAYNEeJ F* Power Authority of the State of New York 83/10/26 
VARGA, S A Operating Reactors Branch 1 0pp 20951 03? SAX 
Flche 50-206,03/10/26,8310310066 


8300300761 IE Info Notice 83-60. "Respirator User Naming Defective 
Se 1 f-Conta Ined Breathing Apparatus Air Cylinders " Svc list 
enc 1 

JORDAN, C L Division of Emergency Preparedness 6 Engineering 
Response (Post 83D103) 03/10/11 Consolidated Edison Co of New 

York. Inc 120pp 20927 129 24X Flcbo 50-000,03/10/11.0308300761 


H Periodic operating reports & related correspondence 


Q rnspectian reports, IC Bulletins & correspondence 


0310120I9Q Forwards IE Insp Rept 90-206/03-16 on Q30B16-0915 Nu 
n on comp 1 lonce noted 

STARDSTCCKl, R Division of F’roject ft Resident Programs 03/09/JO 
BRQNS. J C Power Authority of the State of New York 2pp 
20695 335 24X Flche 50-206.83/09/20,0310120190 


— 0310120199 IE Inap Rept 50-206/03-16 on 030816-0915 No nnncompl lanc c 
noted Major areas Inspected maint review of monttilij 
operating rept. fMI task action plan s tatus. 1 icensee actions 
on previous insp f ind ings. p lant tour surveillance 
KENNY, T J . RDS9BACH. L W . NORRKOLM, L Region I, Office of 
Director 03/09/19 12pp 20699 337 24X Flche 50-206,03/09/20. 

0310120190 


0310110465 Forwards safety evaluation & technical evaluation rept re 
complation of IE Bulletin 00-iJ, "Hasomy Nall Design " All 
work associated w/subj bulletin completed 

VARGA, S A Operating Reactors Branch J 03/09/23 PAYNE, J P 
Power Authority of the State of New York 3pp 20712 238 24X 

Flche 50-206,03/09/23,8310110465 


—0309160203 "Masonry Wall Design (B-59) , Ind lan Point Nuclear Power 
Plant, Unit 3," technical evaluation rept 
TRIQlQ, S rtanklin Ins ti tute/I rank 1 i n Research Center 
NRC-O3-0i-13O TER-C 5506-261 83/09/14 CHOKSHI.N C NRl, No 

Detal led Affiliation Given 23pp 20712241 ?4X 

Fichfi 50-206. 83/09/23, 8310110465 


8310190202 Monthly operating rept for Aug 1903 W/030907 1 tr 

KELLEY. U . DRONS, C Power Authority of the State of New York 
83/09/01 Office of Resource Management. Director 7pp 
20810 104 24X Flche 50-206,03/09/01,0310190202 


0310170603 Monthly operating rept for Bopt 1983 W/B31007 Itr 
KELLY, L , DRONS, J C Power Authority of the State of New York 
03/10/01 Olrector's Office. Office of Inspection and Enforcement 
7pp 20782 090 24 X Tiche 50-206,03/10/01,0310170603 


S Reportable occurrences. LERs & lelated correspondence 


0310070301 Potential Part 21 rept re underrange character latic of 
Model N-EJ IGM transmitter Underrange icro offset may occur 
uhen transmitter Initially pressurlied from atmospheric to 
suppressed lero input End users notified 

BERBERIAN.MJ FaxbproCorp 83/09/30 Dlr ec tor ' 5 Of f ice, OPfiti 

of Inspection and Enforcement llpp 20651 064 24X 

Fiche 50-000,83/09/30, B31 0070301 


0310140002 PNO- 1 -80- 105 an Q31007, seismic event occurred in 
northeastarn Ub u/magnitude of 5 2 on Richter scale In NY 
5 4 O In NM No damage to equipment identified 

GALLO, R M Region 1. Office of Director 83/10/07 Ip 20766 116 
24X Fiche 50-000,03/10/07,0310140002 


T Hearing transcripts on non-ant i trust matters 


830B300340 IE Info Notice 03-61, "Alleged Use of Btand-lris foi Wolder 
Qualification Tests " Svc list end 

JORDAN, E L Division of Emergency Preparodness 8< Englnecrinn 
Response (Post 030103) 83/09/26 Consolidated Edison Cn of New 

York. Inc 117pp 20754 022 24X Fiche 50-000,83/09/26.0300300340 


0310120029 Transcript of B31003 open session in Wash inq ton, DC re 
emergency planning Pp 1-28 Supporting documentation end 
» CammiSBlonoi B 03/10/03 Jlipp 207S0 076 24X 

Fiche 50-003,03/10/03.8310120029 


8300300342 IE Info Notice 83-62. "Failure of Redundant Toiic Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes '■ Ovc list end 

JORDAN, E I Division of Emergency Preparedness & Fngineerii.g 
Response (Post 630103) 03/09/26 Consolidated Edison Co of Now 

York. Inc n6pp 20777 210 P4X Fiche 50-000.03/09/26,0300300342 


6308300345 IE Info Notice 83-63. "Potential failures of Weitlnqhousp 
Type 8A-1 Differential Relays '* Ovc list oncl 
JORDAN, E i Division of Emergency Preparedness 8. Engineering 
Flesponse (Post 830103) 03/09/26 Consolidated Edison Co of New 

York. Inc ilBpp 20770 001 24X Fiche 50-000.83/09/26,0300300345 


630G300349 IE Info Notice 03-64, "Lead Shielding Attached to 
Safety-Related Bye W/a 10CFR50 59 Evaluation " Svc list 
enc I 

JORDAN, E L Division of Emergency Preparedness 8< Engineering 
Rasponso (Post 830103) 03/09/29 Consolidated Edison Co of New 

York, Inc llSpp 20716 324 24X Fiche 50-000,03/09/29.0300300347 


V Operator Examinations 


B31C07024B Requests schedular exemption fr 
operator staffing until 040331 Exemption 
scheduled for exam in Dec 1903 to cample 
qualified to stand watch 
BAYNE, J P Power Authority of the State 
VAROA, 3 A Operating Reactors Branch. 1 
Flche 50-206,03/09/30,8310070240 


om NHC rulema 
would allow 
te testing h 

of New Yqi V 
Ip 20659 


king re licensed 

persons 

become 

03/09/30 
127 24 X 


DOCKET 50-287 OCONEE NUCLEAR STATION. UNIT 3 
F Security, medical, emergency 8. fire protection plniis 


6310070134 Releases public 
implementing procedures 
FELTON, J M Division of 
Management Branch Ip 
0310070134 


version of revised 

Rules and Records 
20670 001 24X Fi 


crisis mgt 

03/10/04 
Che 50-000, 


plan 

Doc ument 
83/10/04. 


8310140195 Ack receipt of 030722 Itr re corrective actions taken in 
response to B30622 Itr re IE Insp Rept 50-206/03-12 
Corrective actions will be withheld (ruf lDCrR73 21) 

MARTIN,! T Division of Engineering 8< Technical Progiams 83/J0/04 
BRQNS, J C Power Authority of the State of New York 2pp 
20762 331 24X fiche 50-286,83/10/04,8310140195 


6308300370 IE Info Notice B3-65, "Surve i 1 Unce of Flow in KID Bypass 
Loops Used in Westinghouse Plants " Bvl list end 
JORDAN. E L Division of Emergency Preparedness t, Engineerinq 
Response (Post 030103) 03/10/07, Consolidated Edison Co of New 

York, ln« 76pp 20827 213 24 X Fiche 50 *000. 03/10/07. 83OB3OO370 


— 8310070143 Forwards public version of roYistd crisis mgt plan 
imp 1 emonting pmeodures. Including Procedures 5 3 J re 
recovery manager immediate staff qrogp plan 5 3 4 re 
s chedul Ing/p laniilng support group 

TUCKER, H D Duke Power Co 03/07/06 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 20670 002 24X 

Fiche 50-000,83/10/04,03100/0134 


— 0310070152 Public version of revised crisis mgt plan implementing 
procedures, including Procedure 5 3. 1 re recovery manager 
4c Immediate staff group plan h 5 3 4 re schedul ing/planninp 
support group 

♦ Duke Power Co 63/07/01 457pp 20670 005 24X 

Fiche 50-000. 83/10/04, B3J0070134 
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€310110067 public version of revised ejitergencv plon 

imp 1 ernsni i np procedures- 

FELTDW* J « Division of Rules and irecorda 63/10/09 Oocumeia 
Hanagement Qrancli Ip 20709 !60 24)C Fichc ■50-269i 63/10/-DD'* 

8310110067 


— 3310110076 Forwards public versioti o# TeviaBiS entergerrcy plai* 
imp I enienting proc adur e s # me I ud 1 ng ProcedorE CPyD-/B/4003/CJ 
re environ surveillance follouiing laijfe unplanned release 
of gaseous radioacti vl tg- Rerript form end 
TUCKER, H B , MCJ«T0SH< J T Bukr Power Co 03/09/19 
O^REfLLV.J P Region 2, Office of Director Spp 20709 161 PAV 
Fiche 50-269,03/10/05.03101110067 


— B3IO11OO0O Public version of revised emergency plan Imp lement ir,q 
proceduresu i nclud i ng Procedure CP/O/D/4003/01 re environ 
surveillance follotjfng large unplanned lelease of gaseous 
radioactivity 

SMITH, J e Duke Power Co 03/09/08 SOpp 20709 163 
Flche 50-269,83/10/05,8310110067 


8310110135 Releases public version of rev to eaerpency procedure 
FELTON, J M 01 vision of Rules and hecoids 83/10/05 Ducumeiit 

Hanagement Branch Ip 20707 039 24X Fiche 50-269,03/10/05, 

eoloiioias 


P Operating license stage documents cm rcr pandenc r 


03100^0111 Responds to 030531 6 0Q?6 Itrs requesting amend to lUftJIB 
confirmatory order re NURtO-O/ J7, 1 tom 111- 1 5, ''Cnnto i nmcnl 
Hater Level Monitor ” Amend not lequutd fc.nviron 
qualification will be addressed in lOCf-RbO A9 audit 
5TOL2, J r Operating Reactors Dronrh A 03/09/02 lUOKLlLM fi 
Duke Power Co 5pp 2062/ J5l 2flX Ficho 50-269, 133/09/ 0,>. 
Q330040I11 


831004064/ Torwaids 6&R acceptino Arkansas Power & Llqlik Co I 
830607 proposed mods to reactor trip breakers for 
plants Requested Info should be provided when APL qt'iu'Tii 
design einJnrsetf in response to Generic L tr 03-20 
SrOLZ, J r Operating Reactors Riancli A 03/09/1? lUCKFlfililj 
Duke Power Co app 2062/ 303 24X hltlie 50-269, 83/09/ IP. 

S3t0040647 


B310110545 PoTuiards Amends 123. J23, 8, 120 to Licenser LiPR*- 111, Jipv | 
DPR-55i rospec tlv< ly, safety evaluation it r lA Amends 
allow incioase in spent fuel stoi ago capacity from AfA to 
mac of Q,?5 Fuel assemblies in Unit 3 upent fuel pool 
ST0LZ,0' F Operating Reactors Branch A 03/09/29 TtCKtR.lf p 
Duke Power Co 2pp 20711 265 24X 1 ichc 50-269, 03/07/ J9, 

0310110540 


— 0310110141 Public version oP Rev 83'5 to Fmargency Procedure 
AP/O/D/ 1000/07, "Procedure for Offsite Ddie Calculation by 
Control Room Personnel or Emergency Coordinator During 
Radiological Accident H/filOOOO Itr 

SKITHtJ E , TUCKER. H B . MCIMTDbH.3 T Duke Power Co 03/07/22* 
O'REILLV. J P Region 2, Office of Director 19pp 2070/ 

84X Fiche 50-269. 03/10/05. D3J 01 10135 


8310250354 Forwards IE Insp Repts 50-269/03-27,50-270/03-27 6 
30-287/83-27 On 830912-16 No non comp lia nee noted 
DANCE, H C Division of Project 6 Resident Programs 03/10/05 
TUCKER, H B Duke Power Co 2pp 20098 123 24X 

Flche 50-26 9, 03/ 1 0/05. 03 1 020035 4 


-“9310850363 IE Insp Repts 50-269/03-37,50-270/83-27 U 50-207/83-2/ on 
630912-16 Na none OFTipl ianc e noted Major areas inspected! 
emergency detection St classl f icat 1 on. prote-c tl ve action 
dec i s ianmak ing. pub 1 i c info program. 6 shift staffing 
DECKER. T R Region 2. Office of Director 03/09/30 5pp 
20090 125 24X Fiche 50-269.83/10/05,0010280354 


6310160444 Responds to request For crisis mgt etr staff to patticipaio 
in emergency eiercises at sane frequency as technical 
support ctr staff Crisis mgt team will be activated in 
full-scale Bserclso involving full state participation 
lyCKER, K B Duke Power Co 83/10/10 DENTON. H R Office of 
Nuclear Reactor RegoUtion, Director 2pp 20802 I2J 24X 
Fiche 50-000. 03/10/10, 0310100444 


Q310250638 Informs that periodic evaluation of 8ALP complete Hepl 
approved 

O'flElLLYjJP Regions, Office of Director 03/10/17 TUrKEN.MIl 
Duke Power Co 3pp 20900 205 24X Tic he 50-000,83/10/17. 

0310250635 


— 0310250652 SALP Repts 50-269/03-^17, 50-270/83-1 7, 50-207/03-17, 
80-369/03-24,50-370/83-33,50-413/03-14 Ir 50-414/03-13 fer 
June 1902 - Apr 1903 

• Region 2, Office of Director 03/00/02 56pp S0900 211 PAX 
Fiche 50-000,83/10/17,0310280635 


6310200029 Foruards request Fur eiempfclgn from fire protection 
requirements Pf lOCFRSO, App R, Section III J re amergeticw 
lighting In control room, sta Irwe 1 1 s/eoi ridorsi acitsl dc 
Joelliary bldg 6 standby shutdown Facility 

TUCKER, H B Duke Power Co 83/10/24 DENTON. H R, Offico of 
Nuclear Reactor Requlation, Director STOLZ.JF Op eratinp Rcac to» r 
Branch 4 4pp 80934 20 9 24X Fiche 50-269, 03/ i 0/24, 8310200029 


— G310110561 Amends 123,123 it K'O to Licensot DPR- JO, DPii-4/ f. IN' j y 
respocli vely, changi-ng Tech fapocs to allow increase in sprn.! 

Fuel storage capacity from 474 to max of 025 fuel assemlliet 
in Unit 3 sponi fuel pool 

8T0LZ, J r Operating Reactois Branch 4 B3/09/2V Mpei 

20711 267 PAX Fiche 50-269, □3/09/29. 03101 1054 5 


— 8310110569 Safety evaluation supporbinp Amends 123, IRJ I, JF'CJ Ip 
Licenses DPR -30, DPR- 4 7 & DPR-Sb, rospoc ti voly 
s Office oF Nuclear Reactui Requlation. Directoi 03/09/, 'V 

14pp 20711 270 24X Fiche 50-269,03/09/29,8310110545 


—8310110575 EIA supporting Amends 123,123 7< 120 to Licenses f/PR 3d. 
DPn-47 *< DPrt-53. r espcc t ivcly 

* Office of Nuclear Reactor Regulation, Directoi 83/09/2/ 
lOpp 20711 ?9D 24X Ficho 50-269,03/09/29,0310110045 


8310140253 Forwards info re Inscrvico pump b valve testinp prtiUT/^ 
W/o enc 1 

TUCKER, M 0 Duke Power Co 8J/10/10 fiCNTON, H R (Iff ice iiF 
Nucjror Reactor Reg u-la t ion. Director bfULZiJ F Cpfiablnq 
Branch 4 Ip 20761 332 ,34X Fiche no-J69, 83/10/ lO, 83I014I53 j 


0310240151 forwaids steam genera tei operating history info valid 
through 821231 

TUCKER, H P Duke Power Co 03/ JO/ 13 DENTON, H 11 {Iff ice of 
Nuclear Itcactoi Rogulation. Director SFULZ, J F Qpi'iatlng Ippsiin 
Branch 4 44pp 20801 176 24X Fichr 50-269, 83/10/ 13. O3JD240J53 


0310310469 Summary of 830026 meeting w/IiliN Owners Group re 
implementation of Generic Ltr 83-20 concorninq defonsps 
against ATUG it proposed ATIJ8 tulc For RteVJ plants List of 
attendees ft, vieuqraphs end ' 

KADAMDIiP Opofating Reactors Branch 4 83/10/20 Uperatii«j 

Reaefcora Dranch 4 I3pp 20965 147 24/ Fiche 50-000. 03/10/, A. 

031031040? 


0310200105 Forwards update of pi ogress of control room habitability 
moifs,pBr 03092? Itr re TMI Item III D 3 4 MVAC equipment 
operating at approt 2/3 design capacity Updated work liai b 
schedules onci 

TUCKER. H 0 Duke Pouor Co 83/10/24 DENTON, H R OFficp oF 
Nuclear Rcarta) Regulation, Director 8TlJLZ,J F Opiratinn fJcccR* 
Branch 4 2pp 20935 324 24 X Fichu 50-269,83/10/24,0310200105 


G Inspection reports. IE Bulletins it coi i espondence 


0310200124 8uppls S0Q603 ltr re e:<emption request Prom locaklon 
requirements of emergency optrationt facility Btgni f icanb 
benefits not achieved by n«ar-slke facility up to 20 miles 
From plant Meeting u/NRC requested 

TUCKER. H fl Duke Power Co 83/10/23 DENTON. H ft Office of 
Nuclear Reactor Regulation, Director STOLZ.JF Operating WeaetPS i 
2pp 20929 266 e4X Fiche. 50-869. 83/10/25. 031 0300 J 24 


Branch 4 


O Ad judicatery corrrspandence 


0310130164 Forwards status rept on hybrid hearltis procedures uneer 
Gection 134 af Nuclear ffaste Policy Act Proposed rule on 

Commission action 

Executive Legal Dlrurtoi 83/10/0/ 
Executive Director for Operations 2pp 
20784 29 J 24X Fiche 50-000,03/10/07,0310130164 


8300300345 IE Info Motlce 83-63, "Potuntial Failures of tfes tinBhsui.r 
Type SA-1 Pi f Perp-ntiol Relays *' Sve list end 
JORDAN, C t Division of Lmerguncy Preparedness & LngineurLng 
Response (Post 8301031 03/09/26 Consa 1 1 dated Edison Co ol Sf* 

York. Inc HBpp 20778 001 24X Fiche 50-000, 03/09/26, 83081^0315 


8310040290 Forwarda lE Insp ftepts 50-269/03-24,50-270/0:1 24 6 
50-887/83-24 on 830725-0803 No nqncomp 1 1 ance noted 
DANCE, H < Division of Project it Residont Programc D3/O0/'JO 
TUCKER, H » Duke Power Co 2pp 20617 268 24X 

Fiche 50-269. 0 3/OB/ 30, 83 1004 0290 


—8310040294 IE Insp Repts 50-269/83-24,50-270/03-24 4< DO -20/ 703 
830725-0803 hla noncomp 1 iancu noted Najnr areas Inspected 
containment integrated leakage rate testing it Followup on 
previous items 

DR00K8, F H Region 2, Office of Director JAPE. F Division «» 
Engineering Operational Progvoms 83/08/26 4pp 20617, i’lj 
24X Fiche 50-269. 83/00/30,0310040290 
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aJlO0*?0&75 Responds to IE Bulletin 03-05* ”ASNE Mucleur Code Pump*. 
Spare Pai ts Mfq bij Hayward lylrr I^u/np C c> " One Hayujard Tylei 
pi/rtip currently installed in Unit 1 t< U spent Pud coalino 
sys Twelve pumps to be instancU in radu'aste facility 
TUCKEft* H D linke Power Co 03/09/00 0'REILi.y, J P Heyion P* 
Office of Director 5pp i»06L*2 27B LAyi Fiche 50-249*03/09/00, 
03100^0575 


0310040247 Fonuards IE Insp Repls 50-269/U3-25* 50-270/03-25 8* 
50-207/03-25 an 030009-11 No nunc amp 1 lanr e noted 
DANCE* H r Division of Project Resident Programs 03/09/09 
TLPCKen*H h Duke Pouier Co Jpp JOAJ3 194 24X 

F i c ho 50 -269* 03/07/09* 03 1 004024 / 


—0310250363 IE In&p Repts 50-269/83-27*50-270/03-27 8c ■7O-20;/a3 -27 on 
03O91 j'“16 No nontompl i ance noted Major areas inspected 
emergency detection ** c lassi f I cation, protective action 
dec IS 1 emcnak ing . publ ic info proqram 8i shift staffing 
DECKER, f R Region 2, Office of Diri-ttnr JENKINS. 0 R Division 
of Emergency Preparedness 6 Materials Safety 03/09/30 &pt) 

20090 125 24 X Fiche 50-269. 03/ 10/Ot*. 0310250354 


0308300370 IE Info Notice 83-65, ’'Surveillance of Flciui in RTU Gyppss 
Loops Used in UestlnQhouse Plants " Sve list eoc 1 
JORDAN, L I Division of Emergency Preparedness 8e Fnqinoering 
Response (Post 830103) 03/10/0/ Consol 1 dated Edison Co of Neui 

Vork, Inc 76pp 20027 213 24X Kicht 50-000,83/10/07*0300300378 


— 83l00402b3 IE Insp Repts 50-269/63-25, 50-270/03-2S t 50-207/03-25 on 
S30Q09-11 No none omp ] I ance noted Ma loi aieas inspected zoj o 
power physics to'^ting 8* power escalation testing 

DAVENPORT, K L Region 2, Qtfire of Uirector JAPC.r Divlsinii nt 
Englneorinq 8< Operational Pi onrams 03/09/07 5pp 20613 196 
24X Fiche 50-269, 03/09/09, 03J0040247 


0300300340 IE Info Notice 03-61. '‘Alleged Use of Stand-Ins foi Weldei 
Qualiricfltion lests " Sve list ont I 

•JORDAN* C L Division of Lmerpcncu Pt rperednoss !« rngirteennq 
Response (Post 030103} 83/09/26 Consolidated Edison Co of Mew 

York. Inf U7pp 20754 022 24 X Fit he 50-000,03/09/26,0300^00340 


0300300342 IE Info flatice 03-63* 'Tailure of Redundant loi{ic Gas 
Detectors i^nsi tinned at Control Room Ventilation An 
Intakios " Ovt list enc i 

JORDAN* E L Division of Emergency Preparedness 8* Lng ineer ing 
Response (Past 830103) OJ/09/26 Consolidated Edison Co of New 

York. Int H6pp 20777 210 24 X Fiche 50-000, 83/09/26, 0300 j0034,J 


0310350548 Forwai ds IE Insp Ropli* 50-369/03-20,50-270/03-30 I* 
S0-5B7/8J 20 on 030011-0910 No none amp 1 i anc c noted 
DANCE, H r Division of Project !* Resident Programs 03/09/2/ 
TUCKER, H H Duke Power Co Ip 20099 0 74 24X 

riche 50-269, GJ/09/37, B3i0250,»40 


--03IO2SO356 IE Insp Repts 50-269/D3-2D, 50-270/03-38 6 50-287/83 Z'U on 
□30011-0910 No noncomp 1 iance noted Major areas Inspi'cted 
opera tkansi mil nt surve i Hancr, ti ai n xng & NURE(}-07j7 itrms 
□ RYANT, J , I AI rONEH, D Heymn 2, Office of Director DROWNlFL, V 
Division of Project 6 Residrnt Programs 03/09/27 lOpp 
20099 075 24X Fiche 50 *269, 03/09/37. 8310250240 


6310040464 Ac k receipt of 030919 Itr informing NRC of steps token to 
correct violations noted in IL insp Ropt 50-267/B3'26 
DANCE. H C Division of Projet t t* Resident Programs 83/09/28 
TUCKER, H n Duke Power Co Jp 20625 1/0 24X 

Fiche 50-269, D.J/09/20, B3100404H4 


--B3I0040492 Responds to NRC 03{IU34 Itr re violations noted in If Insp 
Repts 00-269/03-26, 50-270/03-26 & 50-207/03-26 Corrective 
actions rer ircula tion 6 release procrdui es revised to verify 
sign oFF foi cluLing valves 

TUCKtrt, H R Dirkp Power fu 03/09/19 O'REILLY. J P Region P, 
Office of Diicctor 2pp P06?‘5 J71 ?4X Fiche 50-269,03/09/28, 

8310040404 


--0310040495 Forwards IE Insp Repts 50-2A9/03-26, 50-370/D3 26 t< 
50-207/03-26 on 830711-0010 S< notice of violation 
DANCE, H L Division of Project & Resident Programs 83/08/24 
TUCKER, H R Duke Power Co 2pp 20625 173 84X 

Fiche 50-369, 03/09/20, 041OU4O484 


— 031004050/ IE Insp Repts 50-269/83-26,50-270/63-26 t< 50-207/63 P6 an 
630711-0810 Noncomp 1 j ance noted failure to follow chemistiy 
procedure lerulting in unplanurd relec.se of radioactive 
wain 

DRYANf, J , FALCHNER.D Region 2. Office of Directoi DRfJVJNn I . V 
Division of Project 6 Residrnt Progr*'ms 83/08/23 Vpp 
20625 176 24 X Fiche 50-269,83/09/28,0310040404 


8309300349 IE Info Notice 83-64, "Load Shielding Attached to 
5a fety— Related 0ys W/o lOCI R50 59 evaluation '* 8vc lift 
enc 1 

JORDAN, E L Uiviolon of LmergeMCM Pi eparodneas & t-ngineei iiip 
Response (Post H30i03> 63/09/29 CnnsoUdated Cdi-ion Co nf New 

Vork, Inc llbpp 20716 324 24 X Fiche 50-000, D3/07/29. D'Hm ni0349 


8310250354 Forwards IE Insp Repts 50~.369/83-27, 5O-27(»/03 -27 & 
50-207/6*1-2,7 on 8J09i2*16 No nonr ump 1 1 ,iiire noted 
DANCE. H C Division of Project 8c Resident Programs 03/10/05 
TUCKER. H D Duke Power Co 2pp 20UVH 123 J4X 
Ficha 50-269,83/10/05 0310250354 


0308300752 1C Info Notice 03-66. "Fatality at Argentine Critical 
Facility " Eve list end 

JORDAN, E I Division of Fmergenry i'l eparodnes s & Engineering 
Response {Post 070i03) 83/10/07 Consolidated Ldison Cn of New 

York, Inc 79pp 20082 026 24X Fiche 30-000,03/10/07,83003007 52 


8308300759 IE Info Notice B3-6/, '‘tmergency Use Respirator Matl Defect 
Causes F'Toduction of Noiious Gases " Gvi. list end 
JORDAN, C L Division of Emergency Preparedness *< Fngineerlng 
Response iPost 030103) 03/10/11 Consolidated Edison Cn of New 

York, Inc U7pp 31043 075 24X F it he 50-000, 83/10/1 1, 0300300759 


8300300761 IE Info Notice B3-60, “Hesplrtitor User Raining Defective 
Self-Contained Orcathing Appaiatus Air Cylinders " Svr list 
enc I 

JORDAN, E L Divielon of Emergency Preparedness 6 Engineering 
Response IPnst 030103) 03/10/11 Consal idated Edison Co of New 

York, Inc I20pp 20027 129 ?4X Fit he 50-000, 8 J/10/1 1 , 03OB3OO761 


8310250635 Informs that periodic evaluation of SALP complete Repl 
approved 

O'REILLY.J P Region 2. Office of Uirector 03/10/17 lUCKER. H B 
Duke Power Co 3pp 20700 20‘) 24/ Fiche 50-000,03/10/17, 

0310250635 


— 0310350646 Forwards SALP Repts 50-269/81-17,50-270/03-17.50-387/83-1/, 
50-369/83-24,50-370/03-32,50-413/03-14 8* 50-414/03-13 fox 
Juno 1903 - Api 1903 

LENIS, R C Uivisian of Project & Resident Programs D3/08/<i2 
TUCKER, H D Duke Power Co 3pp 20900 208 24X 

Fiche 50-000, 03/10/17, 8310250635 


— 8310350652 SALP Ropts 50 - 269/03-17, 50-270/83-17, DO-20//03-17, 
50-369/83-24,50-370/03-32,50-413/03-14 & 50-414/83-13 for 
Juno 1902 - Apr 1983 

» Region 2, Office of Director 03/00/03 56pp 20900 211 24X 

Fiche 50-000.83/10/17* □310250635 


—0310250665 Responds to 030802 Itr re SALP board rept Hept incomplete l< 
premature in certain areas In general, uiil endorses 
observations re facility pei { o-i marice 

TUCKER, H B Duke Power Ca 03/00/29 O'REILLY, JM Rogieri p. 
Office of Dixector 2p p 20900 267 J4X F i c h »• bO-000, 03/ 10/ 1 7, 
B31025063S 


B310270079 Forwaids response to Action Item 3 of IE Bulletin 0(1*11, 
"hasanry Ual) Design " Design assumptions appropriate 
considering physical condition of boundary joints 
TUCKER. HO Duke Power Co 03/10/20 DENTON, H R tlPPice of 
Nuclear Reactor Regulation, Uirectoi GFOLZ, JF Oprratinn Rr^c tovi 
Branch 4 3pp 20924 360 24X Ficho 50-269,03/10/30,0310270079 


R Periodic operating reports tc related tort espondent e 


8310180167 Monthly operating repts foi Bipt 1903 H/Q31014 Itr 

REAVI8, J A , TUCKER, H B Duke Power Co 83/09/30 Director's 
Office, Office of Inspection and Enforcement 19pp 20B09 095 ?4X 

Fiche 50-269, 03/09/30, 0310100 167 


& Reportable occuri ences. LERs l< i elated correspondence 


B310260000 Addl response to FOIA request for 1/ categox'ies of rpiords 
Foroiards documents listed in Apps B,C D Info re 
fraudulent practices of Ray Mil lor, Inc available ui PPR 
FELTON. JM Division of Rules and Recoids 03/06/23 CLEWEH , J 
Public Cltiien Litigation Group iOpp 20920 001 24X 

Ficho 50-000103/06/23,83102600013 


—8207260091 Discusses liceixtee Mar 1982 testing f< evaluations of steam 
extraction line elbow which ruptured on 020620, in responsr 
to 020709 request for addl steam line break info 

EI6ENHUT.D 0 Division of Licensing B2/07/I4 RtMM* T A Office 
of the Executive Director for Uperotluns 2pp 20920 02(1 PAX 
Fiche 30-000,03/06/23*0310260000 


106 


DOCKETED ITEMS 


0310030423 Upida'fcPcf HO 207/83-0/ I nvpstlqd t ion incarrip 1 cte Nr H i cpt 
^ipected b-^ B3i030 

TL)CKEH»H 0 Oulft I'OuJtjr Co G'PElLLYk-JI Rroinn ?♦, 

Office of Director Ip P0S'/3 Tic he 30-2G7. BCKOV/ J 6, 

031003043:1 


-'8310060532 
f^rtjcetluro 
STANCE, d 
83 /07 / 1 4 


Public version of fU'V b 
1004 llj. "Ons I tc'/(jf fMt 
J Oeneral Public Oti 1 i 
Tup a066l 346 P4X 


to I niernencq iM.ji, lir-pKn i i , 
P NucJidloqical rcoiil tni lnj 
tiPt- ' ftPU Sorvi tL' I III p 
ricfic 40-209 Q.)'0'/' lO.Oltli ' 


B31'0060426 RD on B30933i i^/b i>th Keowee hi|drp units out of svc foi 
planned n^iintiLee 6C turbine, be i rig ueed to eneigitr 

b uses, tripped off line Doth standby buree deenerguctf li 
Units 16 3 placed in de9»'a^<*cl fTiode 

TU-CKEfl/H 0 Dule Poiuer Co U3/09/2/ O'nClLUV, J P Negion l\ 
Office pf DtreckQT 3pp 20f.Al 224 24X FUho 30-26V. a3/09/:v, 

8310060426 


031OUOJ59 RO on 830929, uh 1 J P euerqillhq 4, I&O-volt stpJidby husrt., I n- 
6C gas turb me »^trjpp ed of f-l me. dcenerp i « ling both it^ndby 
buses 6 placln-q" two operating units In deqraiiBd norte Caurr 
undetermined since unit ha-s nu e^rnt rTimder 

TUCKEP* H D Duke Power Co (13/JO/04 O'REILLY. J P Hegiori I', 
Office of Director 3pp 20/63 06/ 24X Fjchc 30-^67. 03/10/04, 

8310140139 


8310270412 flQ on 831012, $ taiidby bu&es dcruergleed to ollou Frir 
opcrabilitv performance tesHnq of stoiidby bus hrenbrr^ per 
Tech Specs Testing caused dc9r{*dr(l mpdr toeyond feth Spec 
? tmi t 

TVJCl4En.ll B Owke PoueT Co 83/10/17 O'/iCULV. J I* Hpififni 7>, 
Office of Director 2pp 20924 010 24XFicho DO-i?/>7, 03/ lO/ 1 /, 
8310270412 


U Operator Ciaminatl ons 


8310060549 He leases public 
imp 1 bmont mg proc pPut rs 
FELTON, J M Division of 
Management Dranch Ip 
G3100&O54V 


version <if rtwised emerqetirii p l.,i, 

HuU‘t .and Hotoids 03/09/ jO |•|•ll 

20663 0/1 ,»4X Fiche /jFf/O'// . . 


■Jcnoiill 

6 1004 6- re Olid 1 ,s ss i stance 6 riof i f i tal j on 

STANGL. S J General Public UlilUio' - OPO Bervitt a 

83/06/27 67pp 20663 072 .->4X Fiiho 50-209. 1)1/07 rjR. li i 


G3101700O6 FteleafeB public version of revised emorgoucy pLn 
Implementing procedures ^ 

FELTON. J M Division of Rules and Hecoi ds B3/10/<J6 lii.i.r, i 

Hatiaiiem put Branch Ip 20813 277 P 4 X Fi c he 50-.4JV, 83/ nvfi» 


—83101/000/ PubJic version of revised emrrnenty p\d\i imp | i. 
procedures. Inc ludinq Froceduios lObb ro ma intaiiu ,,(3 
emergenry prep are dnoss. 1004 1 tp unusuaJ event 6 1004 ,r ^ 
alert 

NELBDK. M A . TDDLE, R J , HUIVILL.H 0 General Publii Utililir 
GPO Service Corp 83/09/26 9J,)p ;L0H13 300 .-4/ 

Fjcho '■>0-207,03/10/06.03101/0006 


B310040425 fletiftci that operator 6 senior pperotor licensing ri.m** 
scherfuled for wl of 831205 NHL regg i remrnts For 
administration of eioms end 

DANCE. H C Division 0# Frojecl 8< Rc«iiient Pronrams 03/09/28 
TUCKER. H D Duke power Co 3pp 2061V 124 i>AX 
FKhe 50-269. 03/09/28.0310040425 


DOCKET 50-209 TKREE MILE ISLAND NUaEAR 81 AT ION. UNI 1 1 
F Security, medical. eaeBpgency H fire pioiectian plans 


8310040061 Duard KotlTlcation 0J’‘1J2 forwards NRC 830/21. Ur U Ih Insp 
Rept S0-2Q9/eD--l3 ro emergency pr rparfidiiess opon itrms 
EISENHUT.D G Division Pf Licensing 01/09/09 PAIIADINO.M . 
OIUNSKYrp . RODERTB. T ComntUsi uners 6pp 2-0640 33U 21 X 

FI Che SO -2Q9. 83/09/09. G3l 0040061 


0310200210 Forwards IF Insp Roptu D0-2OV/B3-18 6 !J0-3a0/fl3-10 uti 
830622-24 6 07il“20 6 notice of violation 

HAftTiN. T T Region I. Office of Director 03/09/31 KANOA. U K 
General Public Utilities - GI’U bervice Coip Sup 20830 J23 MX 
Flcfie 30-209. 83/09/14. BOlOaOQJ'lO 


'8310200237 Nnbice af violation from Incp on D3062P-0720 

^ Region i. Office of Director Q3/0V/J4 ip 20D30 lj'5 
Tube 30-289, 83/09/14, 83 JD,>(i02lD 


L»4X 


—0310200270 I£ In»p Repfcs 50-307/03-10 6 50-320/B3-10 pn 830622 -M N 
0711-20 NoncompI lane e noted failure to perform uuartri la 
fire b-ripade trninlnp 

' PLISCO. L , ANDtPBON.C J Rea ion J. tJffice oP Di^ecto 
03/09/06 IVpp 20830 126 t»17 Tiche 30-209, tf 3/09/14, 

8310200218 


0310170020 Forwards OPU vs DSeW Uwsuik review faER Input for cmeraenry 
Piannine Documents do not contain infn w/potontlal to alter 
cantlusions an restart c erti on meun 

^ Emergency Preparedness Dratich 83/09/19 
RUSSELL. W T 0PU/D6W Lawsuit Review Team 5pp 207VU 343 J-'/IX 
Fit he 50'?a9. 03/09/I9.S31017001'0 


0310050327 Releasei public version o 
Implementing procedures 
FELTON, J Ff Division of Fules and 
Management Drancb Ip 20639 2J6 
031OO9O3P7 


f revised vrner&Bncy plan 

Reenrds 83/09/26 Dotumerit 
21X FkAb SO-20 9. 03/09/^6. 


f revised emergency pUn implementing 

IG04 91 «<“ Tethnirol buppori Cir" b 

RwiJar « Fadleactlvlty SampUna & Analysis '* 

03/09/00 Public Utilities - oru Service Corp 

3 09/08 60pp 20639 217 D4X Flcho 50-389.03/09/36,831000032. 


B310060529 Relea^ts public version of 
implementing procedure 
FFLTDN. J M Division of Rules and 
nanagement Oranch Ip 20661 355 
6310060539 


revised emerflency pJnn 

Records 83/09/30 micoment 
24 X riche 50 -?09. 03/09/70, 


0310200426 Releasos public version of revised omerpoiu ij plnn 
a dmi n I s tr aL i VO & i mp 1 emont j nQ pmt e/iui r jj 

FCLTOM* J H Oivicion of Rulor. and Recoi d^i 03/l<>/lf l 

D3'l02004"/ 30857 102 247 Ficho 50-L'U?, 0,1/10/ J / 


*•-0310200430 Public version of revicod erntTgeiicy plan pincedutti 
Including Administrative Procoduro 10 d 3 ro omergnuy 
equipment readiness f. Implemrntinq Procedure 1004 l<i 1 i< 
unsl t u/a ff SI to radiulogital mnniiorinp 

NELSON. M A . TOOLE. R 3 , MUKILI.H 1> Grncral PoMli UtilUni 

•OPU Soivitp Cor p 83/10/04 lOOjjp 20857 H)3 ,'4X 

riche &0-307, 03/10/17.0310200426 


0310210384 Releases public version Of revised emergence |i l.ni 
tf»p l^meniring prf>c<.'<}ure 

FELTON. -J M Ojvioion of Rules and Recni ds 03/10/1/ I 

Management Branch Ip 2000.» 342 P4X Fiche 50-287. 113/ |{>. I / 
03lTt21oaa4 


0310310390 PubliL varBion of Rev 4 to Imoiqency Plan Iitipler iilni 
Procodore IO04 34, “Activation of Parsippang Technical 
Functions Ctr " 

STANGC.Q J Oeiior^l Public Utiltfcios - GPU Service Coip 
03/09/29 6pp 30982 343 a4X Ficlie 50-209. 03/iO/ IV. I) llO/r-' f 


831027011? ffeleaGD& public version of revised erflerqency plur 
implcmontlng procedures 

FCLTQN, -J H Olvt&ion of Riilos and Rocoidp 03/lU/Pl !Jl 1 1 x. < 
hanogement Uraneb Ip 20942 I JO 24 X f'JChe 50 -POV, OJ/ lOAl 
03IO27OUV 


-B3I02/012S Public version Of revii^ed f-iherponcy Plan Imp 1 craerii n ^ 
Procedures 1004 3 ro site emergency. 1004 4 re goiicu <0 
emergency & 1004 12 ie enviion mtini bni ing 
STANOC. S J Oeneral Public Utilities - GPU Service Loi p 
Q3/i0/06 74pp 20942 111 24X Fiche 50-2B9. (33/ lO/DI , (1 JIQ?.DIJ • 


0310270393 Rel oases public version hf revised emergency plan 
Imp 1 omen ting procedures 

F0LTOMi J M Division of Rules and Records 03/10/21 Diiirnit 
Management DrAnch \p S0943 089 24X Ficha 30-889. «J/ 10/.' E. 

03102/0373 


--0310270396 Public version of Rev 7 to Fmergency Plan ImplertBiiiin 
Procedure 1004 6* ‘'Unit 2 Diisite Bmoryency Ra!,poi,se 
Directory" U Rev a to 1004 32, "Activation of Aniiei lo 
r/earsitc Emorgency Operations Jocilify (Crawford Btntinn) *“ 
□RADY. *1 A . QTANOE, S J Ooneral Public Ulilittpr - OPU Lfrvii* 
Corp 03/10/10 2lpp 20943 090 24X Fiche SO-- '89. (11/ lO'.') 

83102/0393 


0 Adjudicatory corrosp andence 


0310110632 Expresses appreciation for meeting to review GPO vr bIW 
lawsuit document record 

RANSON. 0 J Ufficc of the E^rcutivo l,t gal Directoi 03/077^'* 
WlSErR F Dovis, Polk S< Wardujrll ip 20714 343 24/ 

Fich© 50-289.03/07/22,8310110632 
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3310I4030H Poruai ds listmq of laui&oii dutoments by subj ai e£i 
s f 1 c-ar»t to GPU V5 recoid tq suppnrt potiition to 

ir&op^n restart hearing Evaluation of docurnents containod in 
SER raqoested 

eiSENHUr.D G Division of Li tenting 8J/08/15 MATTSQN. K J 
Division of tiyptemp Integration (post (UlOOD) THfiMPIiON H C » 
TAYLOHp J t Division of Human raefcors bafity SSpp 207‘? 1 
2AJ Ficho 50-2B9> 83/00/ I S> 83 10140302 


1310170015 Forwards NRC produced tianscnpts of RU Krotrn taped 
interviews lape entry into document control oys as ti*M 
Exhibits 347o '3470 requested W/o ont 1 

RUSSELL. W T LPU/B^U Lawsuit Review Team 83/00/24 SCArfOtlNl.l . 
SOUDER. J Public Document Brunch DLUMC, M Office of the GeneioJ 
Counsel Ip 20798 361 ?4X Tiche 50-289.83/00/24.0110170012 


i3l0030'45J Comments on NRC SCR ie steam generator repair & return to 
operation NRC should perform independent assessment of 
acceptability of potential addl steam generator leakage 
CERUBKY. T N Pennsylvania. Commonwealth of. 03/09/26 Dorketing 
U Services Draifch 2pp 20601 042 24 X Fiche 50-289, 03/09 /26> 

B3IO030453 


310030408 Advises that idea that plant will be run by GPU in futerr 
should be abandoned Outside oiganliation should take ovei 
operation Qualifying outside organisation would be loss 
difficult than regualifying GPU 

OlLINSKy. V Commi B5 ioner B 83/09/28 Commi ss i onor s Ip 

20602 24X Tic he 50-209, D3/09/2Q, 8 J 10030400 


31003035 1 Forwaids documents relevunt to GPU vs Q?<W lawsuit being 
reviewed by NRf 

QUAKE. E L Shaw, Pittman, Potta «< frr.wbridge DLAKf . E I 
Hetrepo kitan Edison Co 83/09/29 EDI ES, G J , DUCK, J H , KO’ll.C N 
Atoinic Sofoty and Licensing Appeal Panel 130pp 20592 OOl 24X 

Fiche 50-209,03/09/29, 031OO3O^M 


310030403 Forwaids GPU news release h EH Btier 8309P3 Itr to GPU 
commenting on fife of Inventi qat ions rept. "TMl-S Allegation^ 
re Saf e ty-Related Mods. QA J^ioceduies Use of Polai Crane '■ 

Sve list end 

BLAKE, E L Shriu, Pittman, Potts Trowbridge BLAKE, b I 
Metropolitan Edison Co 83/09/99 EDLLB, G 0 . 0UrK,J H . KDHL.C N 
Atomic Safety and Licensing Board Panel I3pp 50601 9J 1 54X 

Fiche 50-289,83/09/29,8310030403 


310030413 Statement on Commissioner Oil insky 030920 memo io 
Cojuffilssion Opposes memo being made public since coilegjal 
process would be impaired 

PALLADINO, N J Cummi s s i onor s 03/09/30 Ip 20602 215 24X 

Ficho 50-209,83/09/30,8310030413 


310030419 Forwaids draft NURLG-1020, 9ol I, "GPU vs BteW Lawsuit Review 
tr Effect on 1MI-1 " Portions of Ootegoiy 10 withheld since 
info- pertains to ongoing investigations 

CHILK. S J Office of the Secietary of the Commission 03/09/30 
Atomic Bafety and Licensing Unard Panel Hlpp 20602 lOJ JMX 
Fiche 50-289.83/09/30.0310030419 


110040280 ardor extending time until 831024 for Commission to act to 
review Al AD-729 

CHIiLK. S tj Office of the Secietary of the Commission 83/09/30 
Commissioners Ip 20614 076 ?4X Firho 50-289, Bu/09/30, 

0310040280 


110040392 Advises that 830929 Itr wrongly captioned Unit 2 instead of 
Unit 1 Documents being sent for Commisrion use include 
press release records on DI<W vs QI^U lawsuit review Sve 
list one 1 

BLAKE. E L Bhaw, Pittman, Potts S< frowbridge QUAKE, E L 
Metropolitan Edison Co 83/09/30 EDI ES, G J , BUCK, vJ H . KOHl , C N 
Atomic Bafety and Licensing Appeal panel 2l9pp 20619 18J 24X 

Ficbe 50-289,03/09/30,6310040392 


IS 0070437 GPU V 0«,W LAWSUIT HEVIFW AND ITS EFFECT ON TMI-J Genera J 
Public Utilities Corporat i on, ci al 9 Ihe Babcock U Wilccox 
Company, et al Three Hile Island Nuclear Station, Unit 1 
D^JCkefc No S0-PG9 

* affice of Nuclear Reactor Regulation, Director NURFG-1020 VOJ 
03/09/30 B5pp Available at NRC 'fD 00 20674 126 ?4X 

Fiche 50-209.83/09/30.0310070437 


10070441 GPU V |]J<M LAWSUIT REVIEW AND 3TB EFFECT ON TMI-J Genirvl 
Public Utilities Corporat 1 on, et al V The Babcock & Wilrox 
Campany. et al Three Mile Island Nucleai btation.Unit J 
Docket No 50-209 

* Office of Nuclear Reactor Regulation, Director Nl'RE0-lo20 VO? 
83/09/30 032pp 20677 001 24X Fir he 50 - 289 , 83/09/30, 03 J 0070441 


6310Q4010Q Memorandum %t order denying TMI Alert 030921 motion for 
postponement of 031018 prehearing conference xn remanded 
proceeding ASLD on steam generator repair tt ASLU on remand 
of mgt issues uii 11 not schedule simultaneous hearings 
SMITH, I W Atomic Safety and Licensing Doard Panel 63/10/03 
Thre^ Mile Island Alert 2pp 20600 ?‘»2 24X Fit he S0-?B9, 

03/10/03. 0310040108 


0310040395 Forwards J Lee 1 tr s sent to Crmmx s s i onor OHiusky ofc w/o 
formal indication of parties served 

CLEMENTS, W L Docketing «, Services Bronch 83/10/03 Office of 
the Executive Legol Director 4pp 20619 044 24X 

Fiche 50-2a9, 03/10/03, 0310040 »95 


6310050528 Motion to open Commission 831006 meeting to public Meeting 
topic is status of investigations 6 adjudicatory matters rs 
TMI restart Discussion required to be open Certificate of 
Sve encl 

WEISS, E R Union of Concerned Scientists ^3/10/04 
Commissioners 4pp 20630 3S5 24X Fiche 50-209,03/10/04, 

8310050520 


8310110056 Requests release of full uiiexpurgated version of recently 
completed NURFG -i020, "GPU vs Di<W Lawsuit Review S, Effect on 
TMI-1 ■' 

DIECKAMP, H Oenural Public Utilities - GPU Service Corp 83/10/04 
PALLADlNOtW , ASQEL STINE, J K , UERNTHAL, F Commissioners 3pp 
20669 003 24X Fiche 90-209,83/10/04,8310110056 


8310110047 Memorandum I, Order ALAQ-744, deny ing UCS 030910 petition for 
reconsideration of A5LB 030526 opinion affirming ASLD 
decision that Issue of environ qualification af 
saf e ty-rela ted equipment be resolved outside hearing 
SHOEMAKER, C U Atomic Safety and Licensing Appeal panel 03/10/86 
Union of Concorned Scientists 4pp 20668 273 24X 

Fiehc 50-209.83/10/06,8310110047 


0310110050 Order denying UCS 031004 motion to open closed Commission 
031DD6 meeting on status of investiqa ti ons & ad judi c.itory 
matters re TMI restart Portion of meeting closed since 
disclosure might Interfere u/invest 1 g at i ons 

CHILK. B J Office of the Secretary of the Commission 63/10/06 

Union of Concerned Scientists 3pp 20660 269 34X 

Fiche 50-209.03/10/06.0310110050 


0310110205 Response opposing TMI Alert 030921 suppl to petition to 
intervene Contentions satisfy none of o^pecificity 
requirements Certificate of Sve end 

QLAKC, E L Metropolitan Edison Co QUAKE, E L Shaw, Pittman, Potts 
S, Trowbridge 03/10/06 Atomic Safety and Licensing Board Panel 
42pp 20665 009 24X FI che 50-209. 83/ 10/06. 03101 10209 


8310110224 Response to proposed contentions re steam generator repair 
Joint potitioners fail to identify concertis wlilch warrant 
consideration Certificate of Sve enc 1 

QLAKE, E L Me tr opo 1 1 tan Edison Co SLAKE, £ L Shaw, Pittman, Potto 

ti Trowbridge 03/10/06 Atomic laafuty and Licensing Board Panel 
lOpp 20666 1)0 24X Fiche 50-209. 03/10/06. 03101 10224 


0310110272 Notice of appearance in proceeding Certificate of bvc enc I 
TRaWDRIDGE.O F . RIDGWAV. D A , BLAKE. E U Metropolitan Ed i son Co 
83/10/06 6pp 20666 150 24X Fiche 50-209,03/10/06,0310110272 


0310120395 Forwards info INPO provided to u-ti 1 at INPO ronference of 
chief executive officers TMI-I rated as average or in top 
one-sixth of all operating plants In US Sve list end 
BLAKE, E L Show, Pittman, Potts Trowbridge BLAKE, E I 
Metropolitan Edison Co 83/10/06 EDUCS. 0 J , flUCK.U H . KOHL,C N 
Atomic Safety and Licensing Appeal Poncl 4app 20699 057 P4X 
Fiche 50-209,03/10/06,0310120399 


83101G004D Response to TMI Alert (TMIA) S, J Lee #t al contentions re 
steam generator repair TMIA should be admitted as party 
since Contentions 1 b 2 b 2 admissible Certificate of Sve 
enc 1 

WAGNER, M F . RAWSON- R J Hearing Branch 4 03/10/06 Atomic 

Safety and Licensing Board Panel 22pp 20726 23/ ?4X 

Fiche 50-209,02/10/06.8310130040 


83101)0182 Responds to 030914 me/norandum I, order re testimony on 
Hartman allegations Clients not legally required to 
testify Author will appear before A6LB dt 0310)8 prehearinq 
confer ence 

VOIGT, HH LeDoruf, Lamb, Lciby 6 MacRae 03/10/07 SMITH,) U. 
WDLFE, 5 , LINENBEHOER,C Atomic Safety and Licensing Board Pam) 
3pp 20666 284 ?4X Fiche 50-209.03/10/07.0310110)02 


8310110223 Notice of current schedule re mgt comprtencr tt Intrgrity 
issues in restart proceeding Decision on restart expected 
In latter half of CYB4 Tentative projections of completion 
dates encl 

CHILK, 8 J Office of the Secretary of the Commission 83/10/07 
3pp 20666 120 24X Fiche 50-269. 03/ 10/07. 831 01 1 0223 
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□□10110225 Drder scheduling 03J2O1 oral argument vn UethesdiJiHU tc 
various appeals from ASLQ Partial Initial Ueclstome 
LBP-BI-32 & LBP-0D-36 on mg t competonCE S« integriti^ Parties 
must provide name of representative by E)31117 

SHO£HAKERiC J AtomiE Safety and Licensing Appeal Punel GJ/IO/O/ 
Office of the Eiecutive Legal Oirectcir 2p p 20-6 /j 6 lOQ PA)(. 
Fiche 50-2B9. 03/ 10/07. B3101 10P25 


83101 loaao Order requesting vleus of parties, pn uhethei Lamm i s i nii 
should stay ASLB hearing an Hartman allegatio-ns re Irnlc rate 
data falsification pending Ufr of inves 1 1 gatt-on rept 
completinn Hearing stayed pending co<mmEnt& 

CKlLKi S J Office of the Secretary of the Commission QD/ltl/0/ 
2pp 20666 164 24X Fiche 30-aQ7. 03/ 10/07. 03 1 01 1023P 


8310130209 Kemoria 1 1 1 es 83L0jJ telcon m uhich ASLB canceled dnictioii-' 
for submissions i« scheduling of cn-nfereiice per ASLB 830914 
memorandum {• order ASLU 831011 telcon u/HH Vo i g t. ecu nvel foi 
TMl-2 employees before 790328. also rrvemori a 1 1 1 e d 
WOLFE. S J Atomic Safety and Licensing Board Panel 03/JO/lP 
OOLOfiERO. J R Hearing Branch a DIAKE.E L Shaui, Pittman. Potts 
Trouibridge WOELFLINO. M P eiiney 1 va ni a« Lommonuiea] th of. Jpcj 

2072S 024 24X ficho 50-309.83/10/12.0310130209 


6310140026 Memoranduni transmitting Ofc of Itives 1 1 g a 1 1 ons 03100/ 1 tr 
advising that ofc does not anticipate participating in any 
proceeding prior to completinn of invest 1 gative repts 
relevant to issues pending before ASLO 

SMITH.! W Atcmn Safety and Licensing Board Panel 03/50/13 ip 
20766 078 24X Fiche 50-2B9. 03/ 10/ t 3. B3 1 0 1 40026 


—0310140035 Advises that ofc does not anticipate part l{ i patl nq in any 
proceeding prior to completion of investigative repts 
relevant to Issues pending before A3LB. in response to 0309M 
memoranduffl 

HAYES. B fl Office of Investigation 03/10/0/ SMI TH. I W Atomii 
Safety and Licensing Board Panel Ip S076B 0/9 24X 

Fiche 50-289. 03/10/13 . 03 JO MOO«'6 


8310160355 Requests addl guidance re A6LAB 8J1007 order h oral argumani 
scheduled for 831201 Cdent 1 f icat i on of issues of concern to 
ASLAB would assist parties in preparation 6 in oral 
argument Sve list encl 

BLAKE. E L Shawj Pittman. Potts b Troubridge BLAKE. E I 
Metropolitan Edison Co 03/10/14 EDLES. G . BUCK. J H . KO'lUC N 
Atomic Safety and Licensing Appeal Panel 4pp 20003 016 24X 

Fiche 50-289.03/10/14.8310100305 


831O2401BA Submits correction to statement le availobility of mil 
8. TDn-4l> d oc umenta. made -at QJ1017 prehearing confprentr 
Documents not available in PliU He lease requested Svt list 
end 

TRQWBR I DOL . G F Shaiu, Pittman. Pnfcts h Trouibndqe 7 ROWBRl UGf . O I 
Metropolitan Edison Co 83/10/20 WQlPE.P J . HElRlCK.U 1. . 

LAMD.J C Atomic Safely and Licensinq Boord Panel Jp p .JOT/b 086 
24X Fiche D0-2S9. 63/10/20. 8310240184 


0310350046 Requests 831201 ot a 1 argument be rescheduled due to author 
outside roni,ml tments 

WEISS. E R Ha 1 moil X. He i s s 83/10/20 Atomic Safetu and Lltensinp 

Appeal Panel Ip 20894 19/ 24X Fiche 50-209.63/10/50.0310250046 


83 i 025004 2 Or lie r memorialiiing 93l0i/ special prehearing ronfereni p 
Objections due from licensee. 1M1 Alert f« Joint Petitinner's 
Liithin 3 days & from MRC untliin 10 daii*^ 

WOLFE. S J Atomic Safety and LiteiiBinq Rnax d Panel 03/10/21 4p|j 
20895 anS a4X Fiche 50-209.83/10/21.8310250042 


8310270372 Informs that Technical Data Rppis 3Q8 6 417 not dDtTlbuted 
to LP DR. contrary to licensee 031017 aar.ei tioii 

BRADFORD. L Thi ee Mile Island Alert 03/10/21 Atomic faaPety aiui 

Licencing Board Panel 2pp 20923 2?l 24/ Fiche 50-209. QJ/ lO/Pl . 

03102703/2 


0310260294 Restatement of proposed Contentions 1,2 6 3 ie physical ^ 
chemical pro-ecssen employed tn return tubes to design boMs 
Certificate of Svr encl 

AAMODT.NO Aairadts 03/10/22 Ati^mic Safety .“ind Lirenring Roai il 
Panel 4pp 209U 353 24X Ficho 50-209. 93/ 10/22. 831 0P6O.'94 


6310260274 Response to Commission 93100/ request for views on wheilicr 
hearinps r« Hartman allegations on leak rate falsifications 
should be stayed Hc<iring process should not be stayed 
pending completion of Ofc of Investigations rept 

DDRDSHGHiJ Throe Mile Island Alert BJ/iO/23 6pp 20711 3(ir' 
34X riche 50-209.03/10/23.6310260274 


0310260306 Motipn for leave to file response to Commission 83100/ 
order staying remanded hearing on "Hartman al leqati ons" 
pending vleuis on continuing stay until completion of Ufr of 
Investigations rept 

WEISS. E H Union of Concerned 5fienti*>ta 83/10/24 
Commissioners 9pp 20910 3P0 24 X Ficho 50-209.83/10/24. 

0310260306 


8310250330 Notices of appearance in proceeding Certificate of favc one 1 
WAGNER, M E , RAWBDN, R J Hearing Djonth 4 03/10/14 4pp 

20898 026 24X Fiche 50-209.83/10/14.0310250330 


6310200311 Forwards INPO evaluations on util mgt Sve list unc ) 

BLAKE, E L Shaui, Flttman. Potts U Trowbridge BLAKE. E I 
Metropolitan etfi son Co 03/10/10 EBL ES, 0 J . BUCK. J H . KUHl , C M 
Atomic Safety and Licensing Appeal Panel 47pp 20032 351 24X 

Fiche 50-000,03/10/18, 031020001 1 


8310200231 Motion to establish criteria for judging re.isenablu 
progress All long-term actions found by A9LB U AELAD te be 
necessary << sufficient to protect public must be completed 
prior to restart Certificate of Sve end 
WEISS. E R Union pf Concerned Scientltits 63/10/10 
Commissioners 5pp 20033 047 24X Fiche 50-209.03/10/10. 

8310200231 


031O21O14B Forwards util "TMI-1 Dnee-Throujh Steam Generator lailuic 
Analysis Rept*" TDR-341 . ref erence-d in util responses to 
petitioner proposad contentions W/n enc 1 

TRaWBRlDBC, G f- Shaw* Pittman. Potts & Trowbridge TRDWBR JDGL . 0 J 
Metropolitan Edison Co 83/10/10 wat-fC. B J . LAMK. J C Atundc 
Safety and Licensing Board Panel DOnaSHQW. J Three Mile Island 
Alert 3pp 20856 094 24X Ficho 30-209. 03/ 10/ 10, GJ10210J40 


0310210249 Forwards corrected pages to INPQ rept provided on 1J3J01H 
BLAKE. E L Shaw, Pittman* Potts & Trowbridge DLAKE, L L 
Metropolitan Edison Co 83/10/19 EDLES. 0 J . DUCK. J If . KOHl .C N 
Atomic Safety and Licensing Appeal Panel 6pp 20851 049 ?-lX 
Fiche 30-000,03/10/19.0310210249 


8310240166 ConKnents an disagrcemmfc w/N Aamudt concerning rev to |oit, t 
petitioner Contentlnn 1 re steam generator repair 1 icrnscc 
M J writing if N Aamod t submits proposed rrv 

Certificate of Bvt end 


TROWBRIDGE. 0 F Shaw* Pittman. Potts f* Trtiwhridqe IROWDRIDCI , G I 
I JiS**^!®^***” Edison Co 83/10/20 MDI FE. S J . HEIRICK.U I, . 

Atomic Safety and Licensing Uonrd Panel 3pp JOHHJ yj i 
24X Fiche 50-209. 03/10/20. 0310240166 


— 8310260300 Responee to CommiBsion 831007 order temporal ily qtayiiiq 
remanded ABLB hearings re "Hartman alleqations" ik icqueslrd 
views of parties Whether stay should lemain in efFect 
pending completion of investigation W/Cprti f icate uf Sve 
WEISS, E R Union of ConcernDd Scirntists a3/10/*'4 bp|i 
20910 333 24 X Fiche SO-209. 01/ 1 0/24 . 03 1 0260306 


0310270359 CJrder oxLcnding time until BJJllO for Commission to .irt io 
review AlAir-729 

CHILKi B J Office of the Secietnry of the Commission U3/10/H4 
Commissionors Ip 20923 246 24X Fiche 50-209.03/10/24. 

8310270259 


□310260256 Order rescheduling 031201 oral arguments foi 04')ni in 
Oethesda.MD on appeols from ARLU partial initial decisions 
re tngt cempetenre & integrity 

SHDEMAKER.C J Atumlc Safety and Licensinq Appeal Panel 03/IO/J5 
Union of Concerned Scientists 2pp 20912 022 PAY 
Fiche 50-289, 83/10/35. 0310260256 


8310310190 Rcspiinse to Commission 83100/ order re retipor.ed is'^uo'- fot 
restart hearings Issues do not provide basis for cnntinueil 
suspension of license nor basis for roopening recoid 
Certificate of Svt encl 

RLAKE, E L Metropolitan Edison Co 81 AKF . E I 9haw. Pittman. Pntlf 
Trowbridge B3/10/27 Commi ssionrr s 200pp 20748 11.3 24X 

Fiche 50-289*03/10/27.8310310190 


□3103103U2 Notice of H Dleckamp speech to be delivered at AIF U3110J 
annual conference Bpeech & svr list ent I 

BLAKE. E L Metropolitan Edison Co DL AKE. E L Shaw. Pittman. Pniii 
ii Trowbridge 83/10/38 20pp S0957 25 J 24 X 

Fiche 50-289. Q3/1O/30.831O31O3F12 


H Oeneral correspondence 


8310110062 Responds to 030920 Itr expressing concerns rr THl-i vrstnrt 
Commi 55 1 ener Bernihal cannot address mvitter outsidr 
formal deliberative process Related correspondence 
INGRAM. F Pffice of Public Affairs 83/10/05 HUR91 , A 
Affl nation Unknown ]p 20667 305 24X Fiche 50-287.83/10/05, 

33101 10062 
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--BUlOnOO?^ Oppoaps TMl -1 roctar t 

HUflST-A AFfllldtxon Unknnujri Q'l/0‘?/I70 DEHNIHAl \ M 
Commissioners Ip 20667 CI06 tiAY Fiihe 50-2QV. 03/ lO/0'<i 
83101 10063 


B3L0130219 Forwards Cumberland County Hoard of Commissioners 1:130919 
Resolution B^-^7 requesting NRC to procred w/lMI-? 
decontamination to close Unit<t 1 f* tf 

PUWT.M A Curmberland County. FA 83/10/06 PALLAOINO. N x> 
Commlsslonors 2pp 20723 OpO 2AX Tichc 50-289,83/10/06. 
0310130219 


B33D240i59 Comments on 83092/ public meetinq in Mi dd 1 etDiun, PA re 
TMI-l restart & OHU vs DVW laui'uii Meetinq completely 
doninated by GPU/Hechtel 

OSDDRM. h Affiliation Unknown 03/10/14 DENTON, H R NR( - No 
Detailed Affiliation Owen rpp 2008J 292 24X 

Fiche 50-289. Q3/10/14, 83102401 57 


P Operating licpnsr stage documents It correspondence 


B31O2-00I026 FOIA request for correspondence between Chairman Fallodmo 
Sc DOJ re investigation of alleged fal s i f i cat! on of RCS leak 
rale tests News article dtd 830523 from Patriot News end 
VOIOT.H H LeHoeuf, Lamb, Lei by h MacRae 83/05/26 Office of 

Administration 2pp 20044 2J8 24 X Fiche 5O-*209, 83/05/26, 

0310200026 


83l{>14f}296 Forwards lMI-1 GPU/DI, W lawsuit review or garil lat i on chart 
Overtime for personnel connected w/OPU vs DliW lawsuit 
authOTiied as noted 

RUSSELL, W T by sterna tic Evaluation Program Branch 83/06/28 NR< 
- No Detailed Affiliation Owen ip P0794 095 24X 

Fiche 50-289, 83/06/28,8310140296 


0310140294 Requests estimate of time needed to review documents it 
TM.I-2 accident U to prepare lists Info needed to respond to 
Congressman L/dal 1 request 

CMILK, 5 J afficc of the Seerptary of the Commission 03/06/20 
DTRCKB, k| J Office of the Executive Director for Opciations Ip 
20794 090 24X fiche 50-289.03/06/30.0310140294 


9340130114 Agrees to provide NRC w/accesc to computerlied i vcord of 
vs D 4 iN trial record S. deposition transcripts to check 
completeness of NRC independent review of trial documents 
ARNOLD. R C General Public Utilities - GPU Service Cat p P3/07/08 
DENTON. H R Office of Nuclear Rcactoi Regulation. Dirrctot ip 
30777073 24X Flche 50-289,83/07/00.0310130114 


B3I0130342 Identifies NRR div responsibilities for rivitwing ilDcun>er«ts 
re CPU/I16W lawsuit, per Commission 03O6c’8 directive Review 
ifite by 03O9OJ Overview of general scope S. objectives nf 
lawsuit review task enc 1 

EISENHUT, 0 G Division of Licerwmq 03/07/08 MAT 7 SON, R J 

Division of Systems Integration (post UllOOS) THOMPSON. H I 
Division of Human Factors Safety VOLLMEH.R H Division of 
Ergmeerlng 52pp 20768 200 24X riche 50-209.03/07/09, 

□310130342 


0310570011 Add 1 response to FOIA request for four documents rr TNI 
restart 6 360^-83-900 «. SECY-a3-9aD Items 1.2.4 U b enc I 
Item 3 included within Item 2 Review of Item 6 incomplete 
FELTON, U M Division of Huloi and Records 83/07/15 
DANIELSON, L II MHB Technical Associates Ip 20940 309 24X 

Fiche 50-289,03/07/15,03102/0011 


831iO]SO056 Requests individual to manage S. control access to hai d 
copies of documents for OPU vs Si.W lawsuit review 
flUSSCLLrU T NHL - No Detailed Affiliation Given 03/07/22 
aeSAW.R %J Division of Technical Information & Document Control 
2 pp 20749 352 ?4X Ficho 50-209. 03/07/22, 03101 20058 


8310)30175 Forwards summary of 030721 meeting re CPU vs D 6 W IliwsuI t 
■documents Comments on meeting summary welcomed 
RAVJSON. R J NRC - No Detailed Affiliation Given 83/07/26 
U'AfTTZrtt t Davis, Polk Wordwel I Ip 20777 171 24X 

Fiche 50-2B9, 83/07/26, 8310130175 


— □310130106 Summaru of 830721 mretlno w/Pavis,Polk 6 Uardell in New 
York.NV re info relevant to NRC reviiw of GPU vs BteW lawsuit 
record or to reactor safety in general 

RUSSbLL, W I NRC - No Detailed Affiliation Given 03/07/26 
EISCNHUl D G Division of Licensing app 207// 1/2 JMX 
F»Ch* 50 289.03/07/26 8310130175 


G3 10170043 Summary of 830 21 mvpilng w/IIScW counsel re Tpvieu of GPU V‘ 
BiM lawsuit record V general i eac tor Si>fetg Operator 
reliance b responsibility far procedure wiiting idrntifird 
as possible generic safety iS'Ue 

SUSSElL.W T GPU/BVW Lawsuit Review Tram 03/07/26 ElorNHUl, D G 
Division of Licensing 3pp 20012 l^S 24X Flche 50-209, 03/0//.’6. 
fi3lOl70043 


0310140290 Forwards emergmey planning contentions, ALAB-729. 030429 rept 
□ n NRC requirements for restart & latest status rept on 
TMl-1 restart items W/o enc Is List of documents being 
forwarded enc 1 

MICHAELS. T S NRC - No Detailed Affiliation Given 03/07/29 
HERNAN. R , SUERMANN* U . THADANI.M NR( - No Detailed Affiliation 
Given 2pp 20794 106 247 Fithe 50-2B9, 83/07/29, 031 0140290 


0310140291 Forwards final installment of review packages t* updated list 
matching GPU vs D1.W lawsuit documents u/re spons i b 1 e divs 
Draft input to rept requested within 30 days W/o ends 
EISENHUT, D G Division of Licensing 03/00/02 MATTSON. R J 
Division of Systems Integrati-on <post OllOOS) ThtUMPbON. M L 
Division of Human Factors Safety TAYLOR, J M Division of QA, 
Safeguards t. Inspection Programs (Past 030103) 2pp 20794 iOQ 
24X Fiche 50-209, 83/00/02. 0310140291 


0310140292 Comments on Operating Reactors Assessment Branch 
responsibilities 8 . participation In GPU vs OLW lawsuit 
review Table for disposition of operating experience 
issues enc 1 

MIRAOLIA.F Assistant Director for Safety Assessment 03/00/05 
RUSSELL. W T GPU/D&W Lawsuit Review Team 5pp 20794 JOO ?4X 
Fiche 50-2B9. 03/00/05.0310140292 


0310170717 Memorialiic» 030009 telcon w/H Myers of Congressman Udall 
staff re Chairman palladino 830003 Itr on significant info 
in GPU vs BS<W record 

RUSEELL. U T GPD/Q«<U Lawsuit Review Tt.im 83/00/09 DENTON. H R . 
CASE.E O Office of Nuclear Reactor Regulation. Director 
EISENHUT.D 0 Division of Licensing ip 20790 116 24X 

Fiche 50-509, 03/00/09.8310170717 


0310130326 Forwards list of long-term actions that should be addressed 
in SER Input Only none ertl f ic a ti on items to be addressed in 
revt ew 

EISENHUT.D G Division of Licensing Q3/0B/12 MATlSON, K J 
Division of Systems Integration (post R11005) THOMPQON.HL 
Division of Human Factors Safety JORDAN, E L Division of emergency 
Preparedness 1, Engineering Response (Post 830103) 5pp 20754 332 
S4X Fiche 50-209,03/00/12.8310130326 


0310170751 Informs that D Moriiseau will be acting for F Allenspach as 
leader for GPU vs lawsuit review 

DOOHER.H ft Licensaa Oua I i f i c a t ions Oranch 03/00/12 
THOMPSON, H L Division of Hum, in Factors Safety Ip 20790 219 
24X Flche 50-209.83/00/12.8310170751 


031O13O1OB Forwards list of specific eihibils requested on 830B12 to be 
used in GPU vs DitW lawsuit review 

RUSSELL. W T Division of Licensing \0D/O8/16 LLOYD, R 0 
Debevoisc J. Liberman LLOYD, R D General Public Utilities - GPU 
Service Ct>rp 2pp 20777 071 24X Fiche 50-209,03/00/16, 

8310130100 


8310)70014 Forwards revised listing of subj area contents far GPU vs 
D 6 W lawsuit review, per 030727 & 0005 G 12 lirs 

RUSSELL, W T GPU/BC<U Lawsuit Review Team 03/00/18 HORIS 6 EAU 1 D 
PICKETT, D . HAAS 8 .W NRC ~ No Detailed Affiliation Given Mpp 
20013 2QS 24X Fiche 50-209, Q3/0B/ 10. 0110170014 


0310170747 Identifies OPU vs 0-bVJ lawsuit documents not hrld by NRC b 
recommends no further action to obtain documents 
CAPRA,R A OPU/DbU Lawsuit Review Team 03/00/29 RUSSELL, N 1 
GPU/0bU Lawsuit Review Team 34pp 20/96 31B 24X 

Fiche 50-209,03/00/29,0310170747 


8310170022 Advises of receipt of legible lawsuit documents 
requested of ObW in NRC B30B16 1 tr Documents received 
1 lited 

CAPRA, R A GPU/BbH Lawsuit Review Team 03/O9/OB NRC - No 
Detailed Affiliation Given Jp 20/90 35/ 24X 

Fiche 50-209,03/09/00.831017002? 


0310170032 Requests a-esMtance in arranging resources for production b 
publication of NR< evaluation of GPU vs il&0 lawsuit review 
b impact on IMI-l restart <NUHFG-1020> 

RU5SELL-W T GPU/ObW Lawsuit Review Team 03/09/00 BESAW, M J 

Division of Technical Information b Document Control 3pp 

20790 334 24X Fiche 50-289.03/09/08.0310170032 


0310170001 Forwai di 030900 memo requesting support ftir NRC rept on 
OPU vs lawsuit review Arrangements should be mode to 

accommodate requested schedule 

STEELE, M L Division of Technical Information b Document Contra) 
03/09/09 MCVtAOH, H D Division of Technical Information b Document 
Control JOHANSEN../ Cress Ui anch Ip 20B14 04b 24X 

Fiche 50-209.03/09/09,8310170001 
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— B310170002 flB^uests aa^istancp in arranging resaurcea For prod<ictioo 
it publication oF NRC ev'aluation oF CPU vs B?(W lawsuit 
rtvi»ui it impact on restart of IMI-l iNUREO-loao F I ouj chart 
u/projBctetf milestones one 1 

ftUSSELL.W T OPU/BMJ Lawsuit Review learn 33/07/03 lie^AW W J 

Division of Technical InFornation «.( Document Control 3pp 

20014 049 24X Fiche 50-2B9, 31/07/09- 9310170001 


83100S0144 Discusses 030307 K 17 Itrs re prpssorlied thermal shot V Flnt 
reduction Conuni tmen t to fuel mg t plan for Ci|cle 6 
estlniited schedules for fuel ngt plans to be used in 
subsequent cycles requested in 30 dags 

El&ENHUTiD 0 Division of Licensing B3/07/12 HUKILL, H D 
Oeneral Public Utilities - GPU Service Corp 5pp 20iS»30 209 -t>4X 

Fiche 50-289. 03/09/ 12. B310Q501 44 


0310030419 Forwards SER an generic mods to reactor trip breakfrs foi 
BI(VI plants to provide automatic actuation of shunt trip 
attachments Plant-specific Info should he provided when 
generic design endorsed in response to Generic Ltr 03-2B 
ST0L2#J F Operating RBactor»i Branch 4 63/09/15 MUKtLL. H J) 

General Public Utilities - GPU Service Carp 4pp 20A26 309 ?4X 

Ficha 50-209, 63/09/15. 03100304 ID 


'8310030421 SER on generic mods to reactor trip breakers for Dfc<W plants 
to provide automatic actuation of shunt trip attachments 
a NRC - No Detailed Affili.ntion Civor. 63/09/15 14pp 
20626 313 24X Flche S0-2Q9. 03/09/ 1 S. D3I00304 10 


8310200032 Responds to FOIA request for correspondence lieluieen Chulrniiiii 
Palladlno b DDJ re investigation of alleged falsification of 
RCS leali rata test* Forwards App A documents Portiuns of 
requested documents withheld (ref FOIA Ecemption 7) 

FELTaNiJM Division of Rules and Records 03/09/15 VOIGT. H li 
LfBoeuf) Lamb, Leibij & HacRae B^pp 1*0044 236 {’4X 

F I c h e 50-289, 83 / 09/ 1 5 . 03 1 020 003,’ 


— 0310200030 Aqb receipt of 630517 ltr re DUU I nvest i gat j on into 
allegations re possible criminal wrongdoing Separate NRC 
investigation will be initiated 

PALLADlNOiM J Commi « s loners 03/05/27 JENSON. D L Justice. 
Dept of Ip 20044 240 24X Fiche 50-209, 03/09/15. 83 tOJ00032 


--6310300044 Requttit that DOJ i nvps t i g at i on on allegations re 
f a 1< i f icati on of RCS leak rate tests be completed bq 0305 J 5 
Reiponse uithin 2 wks requested Info partiallq deleted 
PALLADINO.N J Commissioners 63/04/11 SniTH.W F Justice. 
Dept of 2pp 20844 341 34X Fiche 50-289.03/07/15,0310200032 


— 8310200040 Responds to 630411 ltr re THI-1 restart l< DOJ investigation 
Into allsgationi re mgt competence Investigation bfing 
pursued diligently but will not be completed bq requrstrd 
date Info partiaMq deleted 

JENSON. 0 L Justice, Dept of 03/05/17 PALLADINO,N J 
Commissioners 4pp 30044 34J 24XFichc 30-309,03/09/15, 
0310200033 


0310170010 Forwards draft NUREG-IOJO, “0;*U vs QiN Lawsuit Review ti 
Effect on THI-l " Draft does not include Chapter 10 »e mgl 
c ompetence/lntegr i tv Comments or concurrence requested 
U/o end 

RU3SeLL.W T GPU/B6M Lawsuit Review Team 03/09/19 CI6CNHUI.D O 
DivJiion of Licensing NATTSQN.R J Division of Sqstrms Integration 
{post 011005) THOMPSON, M L Divisi an of Human Factors Safety 
2pp 20790 330 24X Fiche 50-209.83/09/19,0310170010 


0310260169 Appsals partial denial pF FOlA request fur c prrespundenr r 
between Chairman Palladmo k DOJ re investigation of alleged 
falsification of RCS leak rate tests 

VOrOT.H H LeSueuf, Lamb, Leibq i. HacRae 03/O9/J9 CHILK. 9 J 

Office of the fffcretarq of the Commission 2pp .’0965 055 J4X 

Fiche 50-269. 03/09/ J 9 . 63 1 0,’00 1 69 


0310310097 Responds to FOtA request that 16 SECVs be placed in PDR 
Forwards App A documents EtCr-02-466 withheld Crff FtJlA 
Eienption 5) 

FELTON. J« Division of Rules and Records 03/09/19 LHOI LY. b C 
Union of Concerned Scientists 3pp IMOOO 146 24K 

Fiche 50-320, 03/09/ 19, 03103 10077 


’-0310310131 Informs of present status of ThI-l restart c ert 1 f i to 1 1 on 
effort Ic provides update on NUHEO-073/ items status 
OIRCKSjN j Office of the Ezecutive Director foi Oprrati-nns 
8ECY-02-403 02/12/09 I6pp 21000 360 24X 

Fiche 50-267,63/09/19.0310310097 


1310170025 Forwards final draft Chapter 10 to NUREO-1020 entitled 
"Mgt Competencr/1 ntegr 1 1 V ■' Changes, comments or cancurrenco 
requested bg 03092? W/o ent J 

EISENHUT, D 0 Division of Lltensing 03/09/20 NArifjDM. R J 
Division of Sqs terns Integration I post 011005) TllUMPbaN, H L 

Division of Human Factors Bafetq TAVIDR, J M Division of QA, 

Safeguards it Inspection Progrnms IPust D3DI03) 2pp 2079H 'I’.J 
SAX Fiche 50-209, 83/09/20. 03J01 70025 


9310040650 Advises that chanqes re sonic flow devico^ mret requ it pmLnl- 
of NUREC-0737. I tem 1 I E I 2. "Auiilianj reedwator 
Automatic Initiation S< F ) nw Indication'* ^ arc acceptable 
based on review of licersee 3J0‘}f’4 ?. OBc 5 Itrs 

STOLZ. J f Operating Reactoi's Hranch 4 83/09/23 MUKILL.H ll 

General Public Utilities - GPU Servicu Corp 5pp 2062/ 319 34X 

Fiche 50-209. 03/09/22. 03 1 004 06*i0 


0310110246 Doard Notification ej-146 forwards info re mpt competence k, 
integrity identified in Duard Notifications 93-71 h Q3-71A 
Addl info re failure to satisfy NRC operator training 
requirements identified in GPU vs Di,M lawsuit required 
EISENHUT. D G Division of Licensing 03/09/22 PALLADINQ.N J . 
GltlNSKV.V , flCJDEJlTS, T M Commissioners 3pp 20692 356 t-4 X 

Fiche 50-289, 03/09/22. 03101 10?46 


8310110356 Forwards marked-up copy of draft NUREG-lUi'O, "GPU VB D*,H 
Lawsuit Review & Lffects on THI-l ” W/i> one I 
THOMPSON, H L Division of Human Factors Safety 93/07/22 

EISENHUT, 0 G Division of Licensing Ip 2077/ ,’0/ *.'4X 

Fiche 50-209, 03/09/22,03101 10 556 


6310110630 Forwards comments on NUREO-1020 le GPU vs 0*«W lawsuit t oviow 
it effects on TMI-I Errors in App D should be correrted tq 
reflect findingis concernlnq relevance l< materiality of 
lawsuit documents 

MATTSON. R J Division of Systems Integration (post 011005) 

83/09/22 EISENHUT. D 0 Division of l.icensinq 3pp 20/14 P/B 
24X Fiche 50-209,03/09/22,0310110630 


8310030571 Board Notification 03-I39A informs of change to previnuslq 
stated position in NUREG-0680, Sup p 1 2 RCS leak rate trsts 
contain inadequac i es 6 deviations from rcqulatoru 6 
procedural requirements 

EIBENMUT, D G Division of Litensinq 03/09/23 PALLADJNIJ. N . 
OILINSKY, V , ROBbRTS.T Commi ssi oners Opp 2060/ j3’j JAX 
Fiche 30-209,03/09/23.0310030571 


0310120057 Forwaids lE/Regian I comments re Subj Area 5 of NUREG-IOJO 
"GPU vs 0&W Lawsuit Review it Fffpct on TMI-I." constituting 
concurrence w/NUREG 

TAYUaFt, J n Division of QA. Safeguards S. Inspection Programs <Pott 
030103) 03/09/23 EISENHUT. I) G Division of Lironting Ip 

20749 354 24X Flcho 50-209,83/09/23.8^10120057 


6310130155 Discusses review of cidd) GPU vs R6U lawsuit documents Nn 
changes to original BER necessary 

MATT60M, n J Division of Safety Terhnoloqy 83/09/2'f 
EISENHUT. D 0 Division of Licensing 2pp 2077/ 170 24X 

Fiche 50-209, 83/09/23. 031O1JOJ 55 


8310030103 Informs of plans to perform analytical evaluation of irati.i nj 
circulation cooldown (Generic Lti 01-21) w/o formation of 
voids in upper head using RC1F1AN computer code, in response 
to 030720 ltr Analysis will be completed in Dec 178'i 
HUKILL, H D General Public Utilities - GPU Service Coi p 03/O9/P6 

STOLZ. T r Operating Reactors Branch 4 Ip 90590 055 P4X 

Fiche 50-209. 83/09/26, 8310030103 


8310030620 Advises that one 1 0&<U rept, "Response to GPU Nuclu.n 
Questions Concerning HPI Actuation at TMI-2 About 5 41 AM 
on 790320. *' completed asscssmr-nt of tDb Nuclear analysis 
Rept provided to util on 840909 & to NH( on 030915 
DIRCKSiW J Office of the Cxpcutivo Iiireclor for Operation*- 
03/09/26 PALLADINO. N Commissioners 3pp 2062A 351 P4X 
Fiche 50'-2D9, 04/09/26.03)0030620 


— 03)0030622 Requests Dt.W be contacted to determine necessary steps foi 
OiiH to complete review & to prepare formal repl 

PALLADINO. N J Commi ss i one? 03/09/06 DIRCKD.WJ Uffirenf 
the Eiecutive Director for Operations Ip 20626 u <4 P4X 
Fiche 30-209. 83/09/86, 8310040620 


0310120054 Concurs in draft NUDEG-1020 "GPU vs B^U Lawsuit Review A 
Effect on TMI-i " 

VOLLMER.RN Division of Engineeiinq 03/07/26 RUOSCLL.W f NJH 

- No Detailed Affiliation Given Ip 40749 355 J4X 

Fiche 50-209. 03/09/86. 0310120054 


831012005 1 Advises that comments re NUnLG-1020 "GPU vs r*i.W Lawsuit 
Review tr Lffect on TMl-l "* U>ei« Faxed to R Capra nu 
030920 

JORDAN.E L Division of Ismerqency Preparedness U E ng | n eer t uq 
Response (Post 8301031 83/09/87 EISENFIUT. D G Division of 

Licensing Ip 20715 327 .MX Fiche 50-20'?. 03/09/87. 031 01 L'OOM 


0310120060 Forwards NUREG-1020 "GPU vs IJ6W lawsuit 6 Effect on iriJ 1 " 
Distribution of Category tO section "Mgt Competence/ 

Integrity" should be limited pending Ofc of 1 nvos 1 1 g.i L i ons 
completion of investigation 

DIRCKS.H J Uffice of the Etrcutive Director for Operatinn' 

03/09/88 PALIADINO.NJ t wmmi ss i onei ^ 8p 80/lb j6;‘ J'lx 
Ficht 50-2D9, 01/09/20.0310120060 
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0310030^03 Foriuaids GPU news release J< EH Stier 8J09e'd I tr to Gl-U 
cDjcinenting nn Df^c of Investigations rcpt. "THJ-2 Allegations 
re Saf e tg-Rc lated ModsiQA Procedoref. fcc Use of Polar Crane " 

Svc list end 

6LAK£> E L Shaw, Pittman, Potts ?< Trowbridge DLAKE, F L 
Hetropo 1 i tan Edison Co 03/09/29 EGl ES, G J , DUCK* J H , KOIII.C N 
Atomic Safety and Licensing Doard Panel 13pp 20601 211 JflX 

Flcho 50-209,03/09/29,8310030^03 


G31OQ40392 Advises that 830929 Itr wranqly captioned Unit 2 instnad of 
Unit J Documents being sent fot Commission use includr 
press release & records on B««W vs GPU lawsuit review Svc 
list enc 1 

BLAKE, E L Bhau, Pittman, Potts Tfowbridge BLAKE, L I 
Hefcropolitan Edison Co 03/09/30 EDI ES, O J , DUCK. J H . KUIU.C N 
Atomic Safety and Licensing Appeal Panel 219pp 20619 JHH ?4X 

Flche 50-989,03/09/30,0310040392 


Q310060390 Discusses results of 010905 testing of onsite safety i elated 
electrical distribution sys Acceptability of voltage 
candltions & undervoltage relay setting on safety electric 
distribution sys reconfirmed 

HUKTLL,H D General Public Utilities - OPU Service Corp OJ/OV/30 
STDLZaJ r Operating Reactors llranch A 5pp 20646 054 24X 

Ficbe 50-209.83/09/30,0310060390 


6310070076 Forwards response to 630025 safety evaluation on plant 
return to svc w/repaired steam generators 

HJKlLLtlf U General Public Utilities — GPU Service Cm p 03/09/30 
STOLZ. J F Operating Reactors Dranch 4 7pp 2065B 240 24X 

FJ Che 50-209. 03/09/30, 0310070076 


— 63LD0700B2 Rev 2 to Procedure TDH 406, **Steam Oenmatnr lube Ruptiirn 
Procedure Guidelines " 

a General Public Utilities - GPU Seivice Corp 03/00/12 ?‘)pp 

20659 255 94X Fiche 50-909.03/09/30,0310070076 


0310270369 Responds to FOIA request for LECY-BS-ayO ti StGY-83-970, 
transmitting D30624 "Rept on Adequacy Oafoy of Relief 
Valve Testing Performance " Forwards requested documents 
FELTON, J N Division of Rules and Recoids 03/10/04 tlElhSif R 
Union of Concerned Scientists Jp 20943 199 94X 

F 1 C h e 50- 9P9. 03/10/04,831 0070369 


— 3307970430 Fortiiards revised certification it noncerti ft cation status 
tables per 030622 request Table i revised to clarify insp 
status of certification items for which inep previously 
noted AS not applicable 

DIRCKSj W J Office of the Executive Director for Operations 
SECV-B3-27B Q3/07/H 43pp 2094J 130 24X 

FI Che 50-209,63/10/04. 0310070369 


D31O1I0S00 Provides results of preliminary evaluation of steam 
generator hot test program Completed series of cooldowns to 
place axial loads associated w/operatlng transients on 
repaired steam generator tubes described 

tilLSON.R F General Public Utilities - GPU Service Corp 03/10/05 
BTOLZ, J F Operating Reactors Branch 4 2pp 20665 306 a4X 
n cha 50-209, 83/10/05, 0310110200 


0310170004 Forwards Amend 87 to License l»PR**50 U safety evaluotlun 
Amend adds limiting conditions of operation it surveillance 
requlremonto for hydrogen recomblner sys per restart 
re quirements 

VAN VLIET/J Operating Reactors Branch 4 83/10/05 MUKILL.M D 

Oeneral Public Utilities - GPU Service Corp 4pp 20796 226 IMX 
Fiche 50-909,03/10/05,8310170304 


— Q3k0l70307 Amend 07 to License DPR-50, add ing limiting conditions of 
■operation & surveillance requirements for hydrogen 
recomblner sys per restart requirements 

STOLZ.U F Operating Reactors Branch 4 03/10/05 7pp 

20796,230 24X Ficho 50-909,03/10/05,8310170304 


--0310170311 Safety evaluation supporting Amend 8/ to License DPR -50 

* Office of Nuclear Reactor Regulation, Director 03/10/05 ?pj» 
20796 236 24X Fiche 50-289,83/10/05,8310170304 


0308300771 Board Notification 03-1204 forwards Equipment Qualification 
Branch conclusions re potential problems w/ASCO solenoid 
va Ives 

E|£ENHUT,D 0 Division of Litensing 83/10/06 HALLADJNtJ, N J , 
GILINSKV.V . ROBERTS, T M CommUsionoi s 31pp 20010 001 IMX 
Fiche 50-000. 03/10/06, 83083007/1 


63LO120395 Forwards info INPO provided to util at INPO conference of 
chief executive officers TMl-i rated as average or In top 
one-slxtJi of all operating plants in U8 Svc list one) 

SLAKE, E L Shaw, Pittman, Potts it Trowbridge BLAKE, E I 
Metropolitan Edison Co 03/10/06 EDLES, G J , DUCK, J H , KUI|L,C N 
Atomic Safety and Licensing Appeal Panel 40pp 90699 057 94X 

Fiche 50-289, 03/10/06, 8310120395 


8310I7069'5 Staff requirements memo re B31006 briefing on results of 
GPU vs 08tW trial matl !, other unenntested matters re TfJI-l 
restart Commission made no requests t< took no action 
CHILK, S J Office of the Secretary of the Commission 03/10/06 
Office of the Secretary of the Commission Ip 20790 158 24X 

Fiche 50-209. 03/10/06, 03101 706-93 


0310180099 Ack receipt of B3091S request for info conccining open 
issues re mgt integrity identified in 030519 b 0715 memos tp 
Commission NRC evaluation of open issues proceeding w/ 
exception of GPU vs Q&W lawsuit record 

DIRCKS, N J Office of the Executive Director for Upeiations 
03/10/07 DtECKAMP.H General Public Utilities - OPU Service Corp 
Ip 20-a24 123 24X Fiche 50-239,03/10/07.8310180092 


— 031010-0099 Requests NR-C provide identification ti evaluation of specific 
concerns remaining or developed as result of evaluation of 
open iBsues Also requests all related recent insp repts & 
basis for concern in other areas 

DICCKAMP.H General Public Utilities - OPU Service Cm p 
83/09/15 DIRCK5,N J Office of the Executive Director for 
Operations 4pp 20834 1 2B a4X Fiche 50-289,83/10/07, 

B3101Q0099 


8310140351 Requests extension to Nar 1904 far response to Item 2 2 P of 
Generic L tr 03-36, "Required Action Based on Generic 
Implications of Salem ATWB Events " Response to all other 
items -will be submitted by 0311OU 

HUKILL, H D General Public Utilities - GPU Service Corp 03/JO/JO 
EI&ENHUT, D G Office of Nuclear Reactor Regulation, Director ip 
20761 331 94X Fiche 50-289, 03/10/10.8310140251 


8310310476 Approves request for withholding Rev 3 to D6N Topical Ropt 
008, “Assessment of TMl-1 Plant Safety for Return to Svc 
After Stoam Generator Repair" (ref lOCFRS 790) 

STOLZ, J K Operating Reactors Branch 4 83/10/11 HUKILL, H D 

General Public Utilities - GPU Service Cotp 5pp 20965 iB3 24X 
Fiche 50-209.03/10/11.0310310476 


8310180347 Comments on NUREG-1O20 re GPU vs DS<VI lawsuit review NRC did 
not make reasonable technical judgments, leaving issues that 
should have been resolved re mgt inteqrity as issues 
potentially involving integrity 

DieCKANP,H General Public Utilities - GPU Service Corp B3/10/14 
PALLADIND.N J , ASSELSTINE, J K . DERNTHAL.F Camml ssi oners 35pp 
30004 301 24X Fiche 50-289,03/10/14,8310100347 


8310260334 Forwards Amend 88 to License DPR-50 b safety evaluation 
Amend revises Tech Spec bo rof new liquid effluent discharge 
monitor RI1-1I2. in lieu of presently referenced monitor RM-6 
VAN VLIET, J Operating Reactors Branch 4 03/10/14 HUKILL, H 1) 

General Public Utilities - GPU Service Corp 5pp 20921 172 24X 

Fiche 50-289,03/10/14.8310260334 


—0310260339 Amend 80 to License DPR-50, rev ising Tech Spec to ref now 
liquid effluent discharge monitor RH*llP,in lieu of 
presently referenced monitor RM~L7 

STOLZ, J r Operating Reactors Branch 4 83/10/i4 Qpp 

20921 177 24X Fiche 50-2S9, 03/10/14, 0310260334 


— 0310260342 Safety evaluation supporting Amend 80 to License DPR-50 
* Office of Nuclear Reactor Regulation, Director 03/10/14 Upp 
20921 165 24X Fiche 50-289,83/10/14,8310260334 


8310200172 Responds to appeal re partial denial of FOIA request for 
correspondence between Chairman Palladino fc DDJ re 
investigation of alleged falsification of RCS leak rate 
tests Info partially withhold Cref FtJlA Exemption 3) 

CKtLK, 8 xf Office of the Seci etary of the Commission 83/10/14, 
VOIOT.H H LeDoeuf, Lamb, Loiby b MacRao 2pp 2096 5 057 24X 

Fiche 30-209, 03/ 10/ 14. 0310200172 


— 0310280179 Comments on questions raised in 030517 Hr to Chairman 
Palladino re communication between agencies DDJ should 
commit to -complptipn date for investigation Supporting 
documentation end 

CUMMrNG3,J, J Office of Inspector Auditor 83/05/31 
JENSEN, DL Justice, p«pt of 4pp 20965 064 24X 

Fiche 50-269,83/10/14,8310200172 


8310210085 Advises that commitments to resolve each apparent 
deficiency indicated In Table 4-1 of 621210 technical 
evaluation rept on environ qual i f lea tion will be provided 
in Jan X'904 

HUKILL, H D General Public Utilities - GPU Service Corp 03/10/17 

BTOLZ, J F Operating Reactors Branch 4 Ip 20057 275 IMX 

Fiche 50-209,83/10/17,8310210005 


83102B0L43 Requests review of encl draft restart licensing conditions 
Public meeting following review suggested to receive add) 

Info it to discuss comments on wording 

STOLZ, J F Operating Reactors Branch 4 03/10/17 HUKILL, H D 

General Public UtlUttes - OPU Service Corp 17pp 28965 JOD 24X 

Fiche 50-289,83/10/17,0310280143 
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&3l020(>2tJ Foru/aTrfs INPD evalt/ations on ufcil mg t Svc list enc) 

BU^KEj E L Shduii Pittman^ Potts & Troubpjdge B3/1O/10 I'DLP'siC v^ 
Atomic Safety and Licensing Appeal Panel 47pp SOS33 391 t'-lX 
Fiche 90“000, Q3/10/ 18, 9310200311 


8310200219 forwards lE Inap ftapts !jO-20V/e3-i0 ^ 30-320/93 - 10 or, 
BG0622-24 & 0711-30 & r>otice of vlolatiun 

MARTlNi T T Region 1* Office of Director 83/09/1^ KANOA* It K 
General Public Utilities - GPU Service Corp 2pp 20030 1P3 24X 

Fiche 50-209.03/09/14, 0310200210 


83lO2i’0249 Feruiards correcked pages to INPO rept provided on SJIOID 
DLAKGi E L Shaiu, Pittcnan, Potts & TrotJbr i dge BLAKC, t L 
Metropolitan Edison Co 03/10/19 EDI PS. G U , DUCK, U M , KO.It.f 
Atomic Safety and Uicen&ing Appeal Panel 6pp 20851 049 24X 

Flche 50“000, 03/10/19,8310210249 


— 6310200237 Notice of violation from in«.p on B306n2“0720 

« Region J< Office of Director 0J/09/J4 Ip 20030 ii’b .'4k 
Fiche 50-289, 63/09/14, 0310200210 


83102S0261 Forwards addl info re NRC Safety Issue D-?4r "Purge VaJvr 
Operability." per MRC 830708 request Items from WRC 830708 
1 tr reriuiplng amend fen Tech Specs will be forwarded as rev 
to Tech Spec Change Request 116 by separate Itr 

HUHILL. H D General Public Utilities - GPU Service Cprp 83/10/3*7 
BTC1LZ,-J F Operating Reactors Branch 4 £?PP 20898 347 S-lX 
Fiche 50-209.83/30/19,0310250261 


831031048? Summary of 830826 meeting ui/iNfcW Du/neri Croup re 
Implementation of Generic Ltr 83-20 conteinlug defenses 
against ATlJS tc proposed ATl^S rule far plants List of 
attendees 8( vieugraphs end 

KADAMQIiP Dperatiing Reactors Branch 4 03/10/20 Operating 

Reactors Branch 4 I3pp 20965 147 24X Fiche 50-000,03/10/20, 

8310310409 


0310260143 Requests guidance re reportabi 1 1 ty of QEIA Sr RHR repts 
tnter-ofe r^emo describing reporting obligations for util 
employees enc 1 

CLARK, P R General Public Utilities - GPU Service Corp 03/10/21 

DENTON. H R Office of Nuclear Reactor Regulation. Director 2pp 

S0915 S43 24X Fiche 50-509.83/10/21.0310260143 


8310270130 Requests review fc concurrence w/proposed post-accident 
shielding alternate solution nod (NUREO-0/37, I ten |i B SI, 
per 030521 6 0615 responses to Generic Ltr 82-05 

HUKILL.H D General Public Utilities - CPU Service Corp 83/10/21 
STOtZ.J F Operating Reactors Branch 4 6pp 20925 022 24X 

Fiche 50-2a?r 03/10/21,0310270130 


0310290100 Forwards application for amend to License DPR-SO consisting 
of Tech Spec Change Request 124 changing manager, p 1 ant 
train! ng. TMl-l position to manager, pi ant training, TMI 
IIUKILL.H D General Public Utilities - GPU Service Corp 83/10/21 

BTOLZiU F Operating Reactors Branch 4 ip 20929 209 F4X 

Fiche 30-209.03/10/21,8310200100 


— 6310200115 Application for amend to License DPB-50, c one l s ting of TeMi 
Bpec Change Request 134 changing manager, p 1 ant training. 

TMI~1 position to manag er. plant tralnlnqrlMl 

HUKJLL, H D General Public Utilities - GPU Service Corp 

03/10/Sl 4pp S0929 210 24X Fiche 90^2&?i 83/ 10/21. 0310200108 


6310310410 Forwards D6N Owners Group Analysis Commi ttes/Core 
Performance Cornnlttec Rept "Dnundlng Analytical Assessment 
of HUWEG-0630 iHodelS on LOCA kW/f* Limits W/Use of FUECSE7 »* 
HUKTLL.H D General Public Utilities - GPU Service Corp 03/10/21 
NDUAKrT Assistant Director for Licensing Ip 20961 001 04X 

Pi Ch*> 50-209, 83/ 10/21,631 03104 to 


—8310310413 "Bounding Analytical Assessment of NUREO-0630 Modele on 
LDCA kW/ft Limits W/Uss of TLECBET " 

e Bebcoek t* tlllcox Operating Plants Duiners Group 77-1 140890-01 
83/09/30 I04pp E096I 002 24X Fiche 50-289,03/10/21, 

8310310410 


9310200123 Respands to 830912 ltr re fuel mgt plan for Cycle 6 l< 
eitlsiatcd schedules far fuel mgt plans used to meet 
pres lu-ri ted thermal ahack flux reifuctlpn Commits to In-out- 
in fuel mgt plan 

HUKILL. N D General Public Utilllle* - GPU Service Corp 83/10/24 
ElSENHUTi D 0 Division of Licensing 2pp 20929 264 24X 

Fiche. 50-209, 83/10/24, 031O2BG123 


Inspection reports* lE Bulletins Sc coTrespondence 


>270290 Appeals denial of FOIA request for placement of IE 
tvestlgablon Kept 1-03-003 in PDR, 

iLCOVNEiU U. Kilcoyne, J U 03/05/31. Office of the Beerptary 
P the Commies I on Ip 20942 356 24X Fiche 50-289.03/05/31, 

310270290 


—8310200270 IE Insp Ropts 50-289/83-18 & bO-320/83-10 on 830622-20 b 
071 |-2C> Noncomp 1 1 ance noted failure to perform quarterly 
fire brigade training 

PAaLINO.R * FLISCO. L . ANDERSON, C J Region 1, Office of Uirpclor 
03/09/06 I9pp 20S30 126 24X Fiche 50-209.03/09/14. 

6310200216 


8300300340 lE Info Notice 03-61. "Alleged Use of Stand-Ins for Uelder 
Qualification Teats '* Bve list end 

dfORDAM, E L Divioion of Einergenty Pt eparodness L bnglnoenr.g 
Response {Past 830103} 83/09/26 Consolidated Edison Co of New 

Vork. Cnt ll7pp 30754 023 24X Fithe 50-000. 03/09/26. OJO03OOJ4O 


8300300342 IE Info Notice 83-62, "Failure of Redundant loxxc Gas 
Ootectors Positioned at Control ftoern Ventilation Air 
Intakes " Svc list encl 

JORDAN, E L Division of Emorgenty Preparedness 6 Engineering 
Response (Post a30l03> 03/09/26 Consolidated Edison Co fi f New 

York, Inc ll6pp 20777 210 24X Fiche 50-000.03/09/26.0308300342 


0308300345 IE Info Notice 03-63, "Petential failures of WestiJighDUS e 
Type SA-1 Differential ndays " Svc list end 

JORDAN. E L Division of Emergency Preparedness h Enginorring 
Response <Pest a30l03> 03/09/26 Consolidated Edison Co of New 

York. Inc llQpp 20778 OOl 24X Fiche 50-000.83/09/26.0300300340 


8310140162 Forwards lE Insp Rept 50-289/03-32 on 030/19*0029 No 
noncomp I ianc e noted 

STAROSTECKI, B Division of Project 6 Resident Programs 03/09/, >7 

HUKILL.H D General Public Utilities - GPU Service Corp 2pp 
20765 078 24X Fiche 50-209.83/09/27.8310140162 


— 8310140166 IE Inap Popt 50-289/03-22 on 030719-0029, No none Otnpl lance 
noted Major areas inspected licensee action on previous iiisp 
findings & shutdown plant operations for steam generator 
past-repair testing 6 restart valve lineups 

CONTE, R . BAUNACK. W , DELL. J Region 1, Office of Director 
G3/09/26 lOpp 20769 080 24X Fiche 50-289. 83/09/27. 031 01401 62 


0308300349 IE Info Notice 83-64. "Lead Shielding Attached to 
Safety-Related Bys W/o lOCFRSO 59 Evaluation " Svc list 
enc 1 

JDRDAN.E L Division of Emergency Preparedness S< tngineerinp 
Response (Post 830103) 03/09/29 Consolidated Edison Co of New 

York. Inc 1 1 5pp 20716 324 24X Fiche 50-000. 03/09/29. 0308300349 


8310270304 Responds to appeal ro denial of FOJA requeet fot II 
Investigation Rept 1-63-003 Forwards document Document also 
available in PDR Portions of rept withheld iref FQJA 
Exemptions d 8r T) 

CHILK, S J Office of the Secretary of the Commission 83/10/03 
KILCDYNB. J J Kilcoyne, J J 3pp P0948 359 24 X 

Flcha 50-209.83/10/03.0310270304 


— B310270324 IE Investigation Ropt 1-03-003 on 030 125 *•021 1 Btatus cJofrrd 
Major area investigated alleged compromise of preemp 1 oyment 
psychological exams 

CHRI3T0PNER, R , HAYES, D B Office of Investigation 83/02/2^ 

Sepp 20942 361 24X Fiche 50-207.03/10/03.0310270304 


03JO18O366 Ack receipt of 030916 ltr informing NRC of stops taken to 
correct violations noted in IE Insp Rept 50^289/03-19 
MARTIN, T T Division of Engineering L Technical ProgT'oms 83/10/0li 

HUKILL,H D General Public Utilities - GPU Service Corp Ip 

20803 lOS 24X Fiche 30-209.93/10/03,0310100366 


— 8310100372 Responds ta NRC 030817 ltr re violations noted in Ifc Insp 
Rept 3 0-209/03- 19 Corrective actions production & QC 
personnel rfrlnstructed in requirements for proper 
installation 8( Insp of supports 

HUKILL,H D General Public Utilities - GPU Service Corp 
83/09/16 HURLEY, T E Region 1. Office of Director ?pp 
20003 103 24X Fiche 50-209. 03/10/05, 0310180366 


>040061 Board Notification 83-132 forwards NRC 030725 Iti Ii If Jnsp 
,pt 30-209/03-13 re emergency preparedness open items 
SENHUT*OG Divifton of Licensing 03/09/09 PALLADINO. M . 
LINSKYiP., ROBERTSiT Commissioners 6pp 20640330 24X 

Che' 30-389. 03/09/09^ 03 1 004006 1 


0308300370 IE info Notice 03-65. "Surveillanca nf Flow in RID Bypass 
Loops Used in Westinghause Plants '* Svc list end 
JORDAN* E L Division of Emergency Preparedness 6 fcnqinccrlng 
Response CPqst 030103) 83/10/07 Consolidated Edison Co nf New 

York, Inr 76pp 20827 213 24 X Fiche 50-000. 03/ 10/07, 03O03O'O37D 
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Q’nC}8300752 lE Info Notice 83~66j "Fatalttq at Argantine Critical 
Faciliti^ " Eve list end 

-JOiiDANi £ L Division of Emergency Mreparedness S< ( np i T»eer mg 
Response {Post B30103) Q3/10/07 Con&al idated Edison Co of Neu 

York. Inc 79pp 20082 02A 24X Pi the 50-000» 03/ J 0/07, 8300300752 


0300300759 IE Info Notice 63-67* "Emergency Use Rofipirator Hatl Defoe t 
Causes F^roduction of Noxious Coses " bvc list end 
JORDAN, E L Division of Emergency Preparedness Engineering 
Response {Post 0301031 63/10/11 Consolidated Edison Co of Neui 

York* Inc I17pp 21043 075 24X Fiche 50-000.03/10/11.8300300759 


0306300761 IE Info Notice 63-68, "Kespiratar User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " Sve list 
end 

JORDAN, E L Division of Emergency Preparedness t Cngineerihg 
Response (Post 830103) 83/iO/Jl Consolidated Edison Co of Nou 

York* Inc laOpp 20027 129 24 X Fit ho 50-000, 03/10/11, 0308300/61 


9310210280 Ack receipt of 031005 Itr informing NRC of steps taken to 
correct violations noted m IE Insp Rept 50-209/83-23 
MARTIN, T T Division of Engineering & Technical Programs 63/lO/M 

HUEtlLL.FI D General Public Utilities - GPU Servite Corp 2pfi 

20840 213 24X Fiche 50-209,03/10/14,0310210260 


— 8310210283 Reapoiids to NRC 030902 Itr re violations noted in IE Insp 
Rept 50-209/03-23 Corrective actions production per ^oniiel 
Lilll be instructed to obtain cnqineciing evaluation & 
direction prior to anchor installation 

HUKILL,H D General Public Utilities - GPU Service Corp 
B3/10/03 HURLEY, TE Region I, Office of Director Ppp 
20040 215 24X Firbe 50-289, 03/ 10/ 14, 0310210200 


R Periodic operating reports related correspondence 


83IO]SO)25 Foruards "TMl Aquatic Btudy, Month ly Rept for Aug 1903 " 
RESSLERrW C General Public Utilities - OPU Service Corp 03/10/0/ 
HICKEY, C NRC - No Detailed Affiliation Given Jp 20696 126 
2411 Fiche 50-209, 83/10/07, 031O13OJ25 


--8310120126 “TMI Aquatic Study , Month 1 ij Rept for Aug 1983 " 

NARDACCIiO A Ichthyological Associates, Inc 63/00/31 13pp 
80696 127 24X Fiche 50-209,03/10/07,0310120125 


8310-120360 Submits quarterly update of steam generatot long-term 
corrosion tost program All Pour test loops at normal 
operating temp for Cycles 2 4 Tuo addl cycles mill be run 

on each loop ft should be completed by 840515 

HUKILLpH D General Public Utilities - GPU Service Coip 03/10/07 
STOLZkJ r Operating Reactors Branch 4 2pp 20699 321 247 

Fiche 50-289,03/10/07,0310120360 


83IOI4O1O0 Submits annual replica simulator status rept per 010027 
partial Initial decision on mgt issues Contract for 
simulator auiarded to Singer-Link Corp Delivery expected 
831223 

KUKILL*H U General Public Utilities - GPU Service Cot p 03/10/10 

STDLZ, J F Operating Reactors Branch 4 Ip 20766 UO 24X 

Fiche 50-209.03/10/10,0310140100 


8310210037 Monthly operating rept for Sept 1903 W/e31014 Itr 

ilUK.ILLi II D f SMYTH, C W General Public Utilities - OPU Service Coip 
03/10/14 MCDONALD, W C Office of Administration 7pp 
20355 323 24X fiche 50-289,03/10/14,8310210037 


S Reportable occunencesi LERb ft related correspondence 


8310200DOE RD B3-25 on 030916, containment Isolation valve Pound open 
uihile containment integrity required No threat to health & 
safety since second boundary remained closed Cause & 
corrective actions expected in 14-day follouiup rept 
TOOLE, n J General Public Utilities - OPU Service Corp 03/09/19 
MUfiLEY, T E Region 1. Office of Director Ip 20030 234 24X 

Fiche 50-269.03/09/19,0310200000 


831020001 1 RO 03' 26 on 830917-10, al 1 main steam safety valves tested 
Akl but one valve lifted above alloued lift point tolerance 
of vlX of setpoint Caused by using incorrect main steam 
h eader 

TOOLE, R J General Public Utilities - GPU Service Corp 03/09/19 
MURLEYi T E Region 1, Office of Director Ip 20030 235 24X 

Fiche 50-209,03/09/19,0310200011 


&31020006i LER 03-017/03L-0 on 830023, flow to condenser exhaust monitor 
nri-A3 shut off when valve i nadver tently closed Caused by 
personnel erroi flow restored Responsible individuals 
instructed W/83092? Itr 

BZCZECHjR a i HUKILL.H D General Public Utilities - GPU Service 
Corp D3/09/2P HURLEY. T E Region 1, Office of Diicctor 4pp 
20036 001 P4X Fiche 50-209,83/09/22,8310200061 


8310190161 LER a3-023/99X~0 tin B30B27, luhi I e locally checking control 
rod drive breakers prior to closing disconnect suii tc h e s, one 
breaker indicated closed by mechanical indicator Caused by 
worn breaker operating mechanism W/a30926 Itr 

STEPHENSON, C J , HUKIU H D Oenerol Public Utilities - GPU Service 
Corp 03/09/26 HURLEY. T E Region 1, Office of Director 4pp 
20021 05J 24X Fiche 30-289,83/09/26.0310190161 


031OL9O164 LER a3-020/03L-0 on 030626, uihi 1 e taking once per shift 
r ead ing B, operator found no sample flow to condenser exhaust 
monitor Caused by moisture condensing in monitor sample 
line Flow increased to blow out moisture W/d30926 Itr 
SZCZECHrR A , HURILL, H D General Public Utilities - GPU Servicr 
Corp 03^/09/26 HURLEY. T E Region I, Office of Director 3pp 
20021 06» 24X Fiche 50-289, 83/09/26, 031 01 90164 


0310250233 LER 03-021/031-0 on B3O025, outbui Idings auxiliary operator 
observad no flow rate on outlet valve RM-L-7 Caused by 
corroaloii clogging valve Flpiny will be replaced 
u/Btainl«ss steel to prevent Tccurrence W/030930 Itr 
SZCZECH.fl A , HUKILL, H D General Public Utilities - OFU Servife 
Corp 03/09/30 HURLEY, T E Region 1, Office of Director 4pp 
20B9B 220 54X Fiche 50-209.83/09/30.0310250253 


0310250509 LER 03-025/0 lT-0 on 830915, duri ng once-through steam 
generator te sting, 3/4-inq h vent valve which serves as 
containment isolation valve found open Caused by personnel 
error Operators counseled W/030930 Itr 

STEPHENSON, C J . HUKILL, H D General Public Util i ties - GPU Service 
Corp 03/09/30 MURIEY, T E Region 1, Office of Director 3pp 
20901 250 a4X Fiche 50-209, 03/09/30,0310250509 


8310070263 RO 83-032 on 030930. thermal 8, seismic stress criteria on 
Instrument tubes not met Fatiiuc characteristics revealed 
allowable number of cycles exceeds actual number of heatup 
5 cooldown cycles experienced 

TOOLE, R J General Public Utilities - GPU Service Carp 03/10/03 
HURLEY, T E Region 1, Office nf Director 2pp 20651 050 P4X 
Fiche 50-2B9, 03/10/03. B310070;’63 


6310250532 RO 03-032 both thermal it seismic stress on instrument tubes 
reevaluated as followup to internal mail nonconformance 
rept Operability stresses belnw ASHE III criteria revealed 
TOOLE, R J General Public Utilities - GPU Service Corp 03/10/03 
HURLEY, T £ Region 1, Office of Director 2pp 20900 312 24X 

Fiche 50-209, 03/10/03.8310350052 


6310250430 LER Q3-026/01T-0 on 030919, while testing main Steam safety 
valves, all valves except one lifted above allowed lift 
setpoint tolerance of -rl’/i Caused by personnel error which 
resulted in defective procodure y/031004 Itr 

KNIGHT, H R , HUKILL, H D General Public Utilities - GPU Service 
Corp 63/10/04 HURLEY, T E Region 1, Office of Director 5pp 
20097 032 24X Fiche 30-239, B't/ 10/04, 0310250430 


0310250606 LER 03-O20/OiT-O on 030920, manual Inside containment 
isolation valve IA-V20 in instrument air ays found open 
Caused by threaded stem bushing backed partially out of 
yoke 8< paint buildup on stem Parts replaced N/031004 Itr 
BZCZECH. R A , HUKILL, H D General Public Utilities - OPU Sorvlre 
Corp 03/10/04 HURLEY. T A Region 1, Office of Director 4pp 
20900 154 24X Fiche 50-289, 83710/04, 03 10P50606 


0310250294 LER e3-024/99X-O an B30B27, while in cold shutdown condition, 
engineered safeguards actuation sys actuation relay 63Z1B/ 

RQ2A call found smoking Prebably caused by end of coil life 
or incomplete puLl-in of armature H/B31010 itr 

KNIOKT, M R , HUKILL, H D General Public Utilities - GPU Service 
Corp 03/10/10 HURLEY, T E Region 1, Office of Director Spp 
20B79 OG0 24X Fiche 50-289,83/10/10.8310250294 


T Hearing transcripts on non-an t i trust matters 


0310130372 Transcript of 631006 briefing in Hash Ihgton, DC re results 
of GPU 4r DliM trial matl Pp 1-42 Bupportlng documentation 
enc 1 

« Commissioners 03/10/06 6lpp 20/70 052 S4X 
Fiche 50-209, 03/ 10/06,8310130372 


8310200109 Transcript of B3I017 prehearing conference re steam 
generator repair in Harrl sb urg, PA Pp 1-179 

* Atomic: Safety and Licensing Board Panel 03/10/17 iB2pp 
20033 077 24X Fiche 50-209,03/10/17,8310200189 


V Operator Examinati ons 


0310070309 Forwards changes to licensed operator requal 1 Picati on 
program, per 020106 meeting Program te be consistent w/ 
current NRC exam administration Exams will be administered 
on 031208,09 7c 10 

HUKILL, H D General Public Utilities - OPU Service Corp 82/12/02 
BECKHAM, D K Operator Licensing Branch 4pp 20652 215 24X 

Fiche 50-209. 63/12/02, 0310070309 
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DOCKETED ITEMS 


DOCKET 50-293 PIL0H1M NUCLEAR POWER BTAflON, UNI? 1 


F Spcunttji niBdical« emer'gpncy t Pire piotcction pl<tn 5 


8310100479 Application for araand to Licerise UPR-35 consistinq nf 
Proposed Change 03“ 1 1 to Tech Specs Proposed mod should be 
treated as thlrtf segment of seven submittals addressing firt 
protection issue Reguests single amend be issued 
HARRINGTON, W D Huston Edison Co fl3/10/13 VASSALl O. D U 
Operating Reactors Dranch 2 2pp 2<^U03 1 &a «!4X 
Flche 50-293.03/^10/13,0310100477 


—831O10O4B3 Proposed Change B J- 1 1 to Tech Specs re Ifaion 1301 Piie 
protection sgS/App A. Section 3 i2 

* Boston Edison Co 03/10/13 5pp 20803 lAO 24X 
Flche 50-293, 03/10/13. B310180477 


8310180435 Forwards Rev O to "Detailed ContraJ Rooni Besign Review 
Program Plan. per NUREG“0737> Supp 1 1 iOeneric Ltr B£-33> 
HARRINGTON, W D Ho Eton Edison Ca 83/10/14 VASSALLD, D H 
Operating Reactors Branch A Ip 20803 353 24X 

Fiche 50-293, 83/ lO/M, B3101B043D 


--0310180430 Rev 0 to Procedure 2 2 11/090783. "Dotal led Conti ol Rotim 
Design Review Program Plpr* '■ 

* Boston Edison Co 03/10/31 lOOpp 20803 359 24X 

Flche 50-293.83/10/14. B31O10D435 


C Adjudicatory correspondence 


6310040401 Petition of UF Doherty to intervene request for hearini^ on 
util requested amend to License 8PR-35 re operation w/one 
recirculation loop out of bvc Certificate of Sve ent 1 
DOHERTY, J F Dohertyi J F 03/09/30 Comml s 5 loners Spp 
20&23 130 24X Tic fie 50-393,03/07/30,0310040461 


63102S0SB6 Response supporting -Ur Dnherbg G30730 petition tn intervrnp 
h for public hearing Standing established based on location 
of resl dance, vacat I on activities in Cape Cod & -consumption 
of fish from Massachusetts Bay W/Cert i f lea te of ^vc 
CHAN, E I Healing Branch 2 83/10/20 Atomic Safety and 

Licensing Board Panel 7pp 20895 35/ 24X Flche 50-393.03/10/20, 

8310250206 


6310260305 Not ice of ASLQ c onsti tution, DP Co t ter. cha i rman 
OA Linenberger £< OH Par i s , mEmbers 

COTTER, B P Atomic Safety and Licensing Board Panel 83/10/21 
2pp 20910 336 S4X Fi< h b SO •*293. 03/ 10/21 , 03102^0305 


K Utility Final Safety Analysis Report (FBAR) It amends 


0310250544 Forwards Rev 3 to updated FSAR Rev -outlines Intention to 
update Chapter 14 t App G List of errors Identified Since 
830719 submittal end Errors will be corrected In 040732 Rev 
4 

HARRINGTON, W D Boston Edison Co 03/10/tl DENTON. H R Office of 
Nuclear Reactor Regulation, Director 3pp 20902 345 24/ 

Flche 50-393,83/10/11.0310250544 


•8310250549 Rev 3 to updated FNAR 

e Boston Edison Co 83/09/30 180pp 20902 348 24X 

Flche 50-293,03/10/11,0310250544 


P Operating license stage documents -i correspondence 


631Q0’70049 Forwards mod to 010113 fe 620119 o-rders extEndlng completion 
date to 050221 for Installation of mods to torus catwalk 
eitension support legs I. ring girder to torus shell welds 
9ASSALLD, D D Operating Reactors Dranch 2 B3/09/22 

HARRINGTON, W D Boston Cdisnn Co 3pp 20671 350 I'lX 
Fiche 50-293,03/09/22.831007004 5 


8310070040 Mod of 910113 h 820119 ordeis eitendlng completion date for 
installation of design mods from mid Lyrle 7 mod outage to 
before restart 

EISENHUT,D G Division of Licensing 03/09/22 Boston rrilson 
Co 5pp 20671 333 24K Flche 50-293, 83/09/22. 031 00/0045 


'tension to Apr 190'4 to comply w/finat rule to IMJ 
M-.iniriq ►' Justification for 

83/09/27 DENT ON. H « Offitr of 
3pp 20592 j40 247 


63L0120307 forwards latest change to NPDLb permit effective tlJOO'lfO, pii 
request 

HARRINGTON. W 8 Dostnn Edison Co 83/10/05 VASSALl 0, D li 
Operating Reactors Branch 2 45pp 20700 320 24X 

riche 50-293. 63/10/05,8310120307 


6310120330 Requests that open time limit on 20-inch containment purge 
V vent valves be extended to 160 h to allow for poBsibility 
of operational problems during planned out age any 
unscheduled outages required prior to bjl 210 shutdown 
HARRINGTON W 1) Boston Edison Co 03/10/07 VAG6ALL0. D U 
Operatinq Reactors Dranch P 2pp 20/00 265 24X 

Flche 50-293, 63/ 10/07, 03 1 0 120J JO 


0310180491 Application to amend License DPR-DS containing Proposed 
Change 03-10 to Tech Specs re a-dmin I strati ve changes iu 
nuclear operatio-ns organ i /a 1 1 nn s 

HARRINGTON, W D Dos ton Edisoll Co 83/10/12 VASSALLO. D It 
Operating Reactors Branch 2 App 20B01 196 247 

Ficlhe 50-293, 83/10/12,8310100491 


G310IB0479 Application for amend to License UPR-35 consisting of 
Proposed Change BD-ll to Tech bpecs Propofud mod should he 
treated as third segment of seven submittals addressing fire 
protection issue Requests sinqia amend be issued 
HARRINGTON. W D Boston Edison Lo 03/10/13 VASSAl-LO, D D 
Operating Reactors Branch 2 2pp 20803 158 24X 

Fiche 50-293, 03/10/13. 03101604/7 


— 6310160483 Proposed Change 63-11 to Tech Specs re Ha 1 on 1301 fiip 
protection sijG.App A. Section 3 12 

« Boston Edison Co 63/10/13 5|ip 20003 160 P4X 
FlChe 50-293, 63/10/13, 63101604/9 


0310260437 Notification of Significant License Meeting 83-90 on H il lOT 
in King of Prussia, PA to discuss refueling outage plans 
OALLO, R M Region 1. Office of nirectoi 63/10/20 Rcqinn 1. 
Office of Director Ipp 20926 335 24X Fltho 50-P93, 83/ 1 0/20, 

6310260437 


0310310144 Provides agenda U list of util attendees far upcoming 
meeting, per 93103U commitment Meeting topics Include status 
of long-term program license amond & update of refueling 
outage schedule 

HARRINOTON.W D Boston Edison Co 63/10/25 VASbALLO, D Q 
Operating Reactors Uranc-h □ 2 pp 20959 009 247 

riche 50-293, GJ/10/25, 0310310444 


0310310290 FoT^uards draft procedure “Single Loop Operation Orratir 
than 24 H Flow bias derived From recirculation pump flow 
measurement Idle loop automatically accounted for in flow 
b las 

HARRINGTON, W D Boston Edison Co 83/10/25 VA 6 &ALLO 1 D D 
Operating Reactors Branch ej I2pp 2HV61 140 H4>' 

Ficbo 50-793, 03/10/25,031 0310270 


0310310306 Responds to 630906 request to reevaluate position tm 
NUREQ-0737, I tom II E 4 2<7I Monitor capable of promptly fn 
reliably providing iBOlatlon signal would not be 
sufficiently sensitive to detect release rates 
HARRINGTON, W D Boston Edison Co 03/10/25 VASfaALUO, D D 
Operating Reactors Branch 2 2pp 20961 22/ 24X 

Flche 50-293,03/10/23,0310310306 


0 Inspection reportsi IE Dulletins & con espondenc e 


G30630D340 IE Info Notice 0J-61, “Alleged Use of Stand-Ins for Wilder 
Qualification Tests " Sve list end 

JORDAN.C L Division of Emerqency Freparednoss Cnqineering 
Response (Post 6301031 03/09/26 Conso 1 i dated Edison Co of Neu 

Vorl!, Inc ll7pp 20754 022 24X Flche 50-000, 83/09/26, 6 JOO.IOOJ40 


6300300342 IE Info Notice 63-62, “Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Qvc list end 

JORDAN, C t Division of rmergancy Preparedness rnginerrinn 
Response (Post 630103) 83/09/26 Consolidated Edison Lti of New 

York, Inc 116pp 20777 230 24X Flche 50-000, 83/09/26, 030310034 P 


6308300345 IE Info Notice 63-63, “Potential Failures of Westing hi, use 
Type SA-l Differential Relays '♦ Bvc list end 
JORDAN, E L Divislen of Emerponcy Preparedness ft Ungineering 
Response (Past 03-0103) 63/09/26 Consolidated Edison Co ef New 

York, Inc llBpp 20776 001 24X Fiche 50-000, 83/09/26, 0300300345 


0308300349 IE Info Notice 63-64, “Lead Shielding Attached to 
Safety-Related Sys W/o 10CFR50 59 Evaluotion “ Sve list 
enc 1 

JORDAN, e L Division of Emerqency Preparedness & Engineerinq 
Response (Post 830103) 63/07/29 Consolidated Edison Lo of New 

York, Inc 115pp 20716 324 24X Fiche 50 - 000 , 03/09/29. 0308300349 
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03IOO7OJ21 Foruiards minutes of B'JObt]! mgt meeting u/util in J ymoutti, MA 
re progre-ss rcpt on imp 1 emen to 1 1 on of performance 
improvement praqram f’roceduro revs uii IJ be revalidated after 
station receipt of design {iocumcni update packages 

S TAROSTCCK 1 j R Division of Project & Kcsident Programs 0'3/09/JO 
HARR1WO10N*H D Doston Editun Co 5pp 20652 I /ti PAY 
F iche 50-29L1. Q3/09/30r B3J0070J21 


aJDC3OO370 le Info MotUe 03-6S, "Surve i ) 1 ai.c e of rii.u in klU tJypast. 
Loops Used in Westmghouso FMants " favi, list end 
■JORDANi E L Division of Crrergency Prcoarednoss & rngit>eerir«q 
Response (Pusfe U30i03) 03/10/0/ Consolidated Edison Co of New 

Vorfc. Inc 76pp 20027 3i3 SAX Fiche 50 -000, BJ/ 1 0/07. 03003003/8 


BTOOSOO/SS IE info Notice 83-66. 'Totality at Argentine Critical 
Facility ” 8vc li»,l one I 

JOflOAN.C I Division of [Imergency FTepjrrdnes s & fng i neprinn 
Response (F’ost 830103) 83/10/07 Cansolldated Edison Cn of New 

York, Inc 79pp 20002 026 SAX Tic he SO -000. 03/10/07, 03OO3OO/'>:' 


a300300759 IE Info Notice 03-67. "Cmergeucg Use Respirator Matl Defect 
C a LI 9 s Q Production of Nojtioos Oases “ Gvc. list enc 1 
sJOFlDAN.C L iJivi'-.ion of Emergency Preparedness h Enginccrinq 
Response (F'ost 030103) 03/10/11 Can^-o 1 1 dated Edison Cn nf New 

York. Inc 11 /pp 210d3 075 24 X r 11 lie 50-000.03/10/11,8300300/59 


B3CQ30O761 IE Info Notice B3-6Qi “Respirotor User Waining Defective 
■bel f "-Conlaincd Breathing Appaiatus Air Cylinders “ Ovt list 
enc 1 

JORDAN,' C L Division of emergency Prenaredness 6 Engineering 
Response U’lpst 030103) 03/10/11 CDiisotidated Edison Co of New 

York, Inc IJOpp 20827 129 *>4X Fuhe 50 -000. 03/ 10/ i 1. 030tJj00/6 1 


6J31 0270225 Ac k receipt of 03090/ Itr informing NRC of steps taken to 
correct vioiatiuns noted in ic Insp Rept 50-293/83-I3 
martin*! T Division of Engineering 1. lechnical Programs U3/10/J(J 
HARRINeiON.U 1> Boston Edison (o Ppp 20924 0/4 24X 

r iche nO''J9j. D3/ 10/20. 031 0270l'r>5 


-''03102/0230 Responds to NRC 83(i8i5 Itr re violations noted in lb Insp 
Rept bO-293/03-lJ Correclivt* actions let.Fi Dpec change being 
prepared to clarify rpvXDig S< approval of vendor (supplier) 
procoduios Change expected by 0J11O1 

ItARRIKOTON. W D Boston Edison Co G3/09/07 STAROGTCLKl. If 

Division of Project V Resident Programs tp 20924 076 24X 

Flthp 50-293, 03/10/20.83102/0225 


R Periodic operating reports 6 lolated correspondence 


03091*70140 Monthly operating ropt for Auq 1983 W/D30913 lit 
tiMjTNEY.G 0 . FfARFflNOTQN. W D Boston Edison Co 03/09/13 
Dirpctor'e Office. Office of Inspection and Enforcement /pp 
204 10 142 24X Tic he 50-293,03/09/13.8309190140 


f}3L01P0ni Monthly operating repts for Sipt 1903 N/B3l0i3 1 ii 
HAMILTON, P , HARRINGTON, W U Boston Ldison Co 83/07/ JO 
Director's Office, Office of Inspection and Enforcement /pp 
20800 164 24X TicFtc 50-293, BJ/09/30, OJl 01801 1 I 


B Repoi table occurrences. LfRs S, lelated correspondence 


(3310200226 Telecopy LER 03-047/niX-0 on B30913, rec i rcu lot ion pump 
lou-low woter trip relay (l6AFt8A) found smoking Power 
tfevtiergirrd Failure of relay contacts due to coating of 
«<riolcd 4* varnish Relay replaced 

MHrTNey,(5 O Oo&ton Edison C« 03/09/15 Region I. Office of 
Director ip 20033 039 24 X FicFic 50-293. 03/09/ 1 5. 03 J0200.;.>6 


0310S90174 I EFI B3-047/OIT-0 on 030913. roc > pc u I at i on pump A 1 DW- 1 ow 
uater level trip relay 16A-K0A found smoking Caused by 
overhtaied relay coll Relay replaced 14/03092/ Itr 

NHITNCV.G 0 . HARRINOTOn.W D Boston bdison Co 03/09/27 Region 
1. Office of Director 3pp 20020 204 24x Fuhe 50 293,03/09/2/. 

03101901 74 


0310060051 PNQ-I-03'100 on 030929, potent i a I over pre ssur i lat ion of 
low pressure piping at pump suction occurred Event 
attributed to malfunctioning cFieck valve Seal leak repaired 
Valva apparontly stuck partially open 

JOHNSON* J OAIUO. R Region 1, Office of Director 83/09/10 Ip 

2064 7 0/3 24X Fiche 50-293. D3/09/30 0310060051 


0310280045 L EH BJ-O40/OK O on 0jO929, while conduciing FIPCl logic 
* ur ve 1 1 I-rtoce , HF'C 1 high suction pressurr alarm I* HPt. 1 area 
smokf detector alarm rprcived Caused by leaking in-line 
check valve \n Kf'f I pump dlsrfiarqe linr 

UHITNEV.G Q Boston Edison Co 03/09/30 Rirqion 1. Uffiie of 

Oirectoi Jp 20929 000 24Xl-iche "iO -293, 03/09/30 031038004 5 


8310250137 LER 83-049 /03L-0 on 030909, dur ing steady-state operation, 
r ec iTCU 1 Ptiori pump A MC set inadvertently tripped While 
Changing out generator brushes on A MO set brush pigtail 
inadvertently shorted out W/Q31005 Itr 

WHITNEY, G 0 , MARRlNOTON, W D Boston Edison Co 03/10/05 Region 

I, Office of Director 2pp 20096 34A 24X Fiche 50-293,03/10/05, 

B3 10250 137 


0310140062 PNO-I-QJ-lOS on Q3 100/, sei smic event occurred in 
northeastern US w/magnitude of 5 2 on Richter scalp in NY 
<<4 0 in NH No damage to equipment identified 

GALLO, R M Region 1, Office of Directot B3/10/07 Ip 20766 116 
24X Fiche 50 000,03/10/07,8310140002 


83102502B2 EER 03-048/OtT-O on 030929, while conducting investigation 
into apparent overpressure condition in HPC I sys, turbine 
stop valve would not operate Caused by failed coil in 
turbine stop valve Coi] replaced W/83i0l4 Itr 

WHITNEY. G , HARRINGTON. W D Boston Edison Co 03/10/14 Region 
1. Office of Director 4pp 20894 25b SAY Fiche 50-293,03/10/14, 
B3102503Q2 


DOCKET 50-295 ZION NUCLEAR POWER STATION, UNIT I 


F Security, medical, emergency firp piotcction plans 


8310110004 Responds to FOIA request for five documents Forwards 
documents Documents also available in PDR 

FELTON. J M Division of Rules and Records B3/07/0L PEDRO, J NU8 

Corp 2pp 20704 137 24X Fiche 50-000,03/07/01,0310110004 


—8310110010 "Appraisal of Fire Effects From Aircraft Crash At Zion Power 
Reactor Fac 1 1 1 ty " 

PINKEL. I 1 Atomic Energy Commission 72/07/17 35pp 
20704 139 24X Fiche 50-000.03/07/01,0310110004 


8310140173 Ac k receipt of 031003 Itr informing NRC of steps taken to 
correct violations noted in IE tnsp Repts 50-295/03-13 
50-304/03-13 

SHAFER, tf D Region 3. Office of Director 03/10/06 REED. C 
Commonwealth Edison Co Ip 20765 001 24X Fiche 50-295.83/10/06. 

83101 40173 


-'8310140175 Responds to NRC 030029 Itr re violations noted in IE Insp 
Repts SO-295/03-13 & 50-304/03-13 Corrective actions 
surve L I lane e conducted on fire pump diesel engine 6 starting 
IB-volt battery tank U chaigei 

LENTINF.F 0 Commonwealth Edison Co 03/10/03 KEPPLER, J Q 
Region 3. Office of Director 2pp Z0765 002 24X 

Fiche 50-293,03/10/06.0310140173 


8310240087 Forwards IE Insp Repts 50-395/83-17 I, 50-304/83-10 on 
830810-0920 8, notice of violation 

NORELIUS.C E Division of Project 6 Resident Programs 03/10/07 
REED* C Commonwealth Edison Co 2pp 20D80 340 24X 

Fiche 50-295.03/10/07.8310240087 


—8310340096 IE Insp Repts 50-295/03-17 I* 50-304/83-10 on 030810-0920 
None amp 1 sane e noted Unit 2 operated w/diesel generators 
2A. 2B h Q inoppiabl# on 630/04-11 & ?l *?7, contrary to 
surveillance requirements 

WATERS. J R , DUNAWAY F R , HARIMANN. P L Region 3. Office of 
Director 0J/IO/O4 1 Ipp 20000 352 24X FiChe 50-395, 83/ I0/07i 

831024000/ 


0310210374 Releases public version of revised emergency plan 
implementing prucedure 

FELTON, J II Division of Rules and Records 83/10/1? Document 
Management Branch Jp 2000? 34? 24X Fiche 50-295,03/10/17, 

8310210374 


— 8310210377 Public version of Rev I to Lmirgency Plan Implementing 
Procedure EPIP 360-4, "Radiodine Sampling Under Accident 
Conditions '* W/830926 Itr, receipt form {. procedure change 
request farm 

PLIML.C Commonwealth Edison Co UJ/09/22 DENTON. H R NRC - Nn 
Detailed Affiliation Given 6pp 20002 350 24x 

Fiche 50-295,03/10/17 0310210374 


8310270326 Releases public version of revised emergency plan 
1 mp 1 aftient 1 ng procedure 

FEETON, J M Division of Rules and Records 03/10/21 Document 

Management Branch Ip 2093/ 216 24X Kiche 50-000,83/10/21. 

031O27O5.>6 


'-031O27O537 Public version of Rev 2 to fmereency Plan Implementing 
Procadur# fcOF-6 "Administration h Logistics Manager " 

W/B3I017 Itr t, receipt f in m 

NELLI b.C A Commonwealth Edison Cn 83/02/10 DENTON, H H NRC - 
No Detailed Affiliation Given 7pp 2093/ 217 24X 

Fjche 50-000,83/10/21 B310,3/05*’6 



116 


DOCKETED ITEMS 


B 3 t 02 B 0307 public version of revised generating ststiQn* 

emergency plan telephone directory 

FELTOM. v/ M Division of Rules and Records 83/10/25 DoCume.'iit 

Manas ement Branch Ip 20^i»3 126 Fiche 50-000. 03/ 10 

a3lO2Q0307 


'—0310200314 RubJic version -of revised Qeneratinq statiOTiS emerqi-Ticy 
plan telephone directory 

G/lLLE, D P Commonuiea I th Edison Co 83/Oa/ll OENUJN.HW Dffici 
of Nuclear- Reactor Regulation* Director 64pp 20963 £2/ e' 4X 
Fiche 50-000*03/10/25-8310280307 


03i02B019t Releases public versLan of revised emergency plan 
implementing procedure 

FELTONi J M Dtvialon of Rules and Rcc-ords B3/10/26 Dficumphi 

Management Branch Ip 20962 266 24X Fiche 50-000. 83/1 0/26, 

8310280191 


— B310280207 Public version of Rev I to Emergency Plan Implementing 
Procedure EQF-J5. "Emergency Operations Facility 
Activation " 

MOORE. R D Commonwea I th Edison Co D3/06/02 50pp 20962 26/ 
Z4K Fiche 50-000.03/10/26.0310200191 


P Operating license stage dcicuments Sc cor respond ence 


8310130415 ForLPsrds FR notice of consideration of issuance of amriids to 
t-lcens*s DPR~39 & DPR-4e to permit operation u/anlg three of 
four primarij coolant loops ir dvc 

VAROA.S A O'perating Reactors Branch 1 B3/09/23 FARR4R, D | 

Commonwealth Edison Co 2pp 20769 00b 24X Fiche 50-295,03/09/21 

B310130415 


—63)0130416 Notics of co-ns idcr a t ion of issuance of amends to LJeense'^ 
DPR-39 6 DPR-46 k proposed N&HC d e t erm i nati on b opportunity 
for hearing 

VAROA. S A Operating Reactors Branch 1 03/09/23 4pp 

20769 010 24X Fiche 50-295.03/09/2 6 03)0130415 


a310))0ll7 Supp ) to 630B08 request for amend to Licenses UPR-JV 6 
□PR-48i r evi a 1 np tech Spec re containment leakage test 
acceptance criteria Info clarifies lOCI hSO App j 
c a 1 c ula 1 1 ons 

LENTINE.r S Cammanwealth Edison Co 03/ 10/05 DENTON. M R Offitu 
of Nuclear Reactor Regulation* Director 5pp 20667 169 SAX 
Fiche 50-295.03/10/05,0310110117 


0310)70042 Forwaids raguest for add! info re use of optmived Furl 
astenblv Response raquired to complete pvaluatlon. 

VAROA. S A Operating Reactors Branch J 83/10/05 FARRAR. 0 L 
Commonwealth Edison Co App 20012 150 24X Fiche 90-295,03/10/05. 

8310170042 


6310200273 Foruards schedules For equipment qua] i f i caiioii test programs 
for f ac i 1 i 1 1 es. per 810520 Itr Dates given for current 
qua 1 1 f ieati on activities should he viaued as "target dates" 
t* not as firm dates 

BARNCSi P L Coamonuealth Edison Co 03/10/05 KEPPLER, J 0 Reg t cm 
3, Office of Director lOpp 20830 0J4 24x Fiche 50-000.03/10/05, 

0310200273 


B3I02001S1 Application for immediate b temporary amend to Llccnies 
DPR-39 If DPR-4B. c hang iti g Tech Specs to allow preventive 
malnt to be performed on tharrd diesel generator O during 
current refueling outage 

LENTINE.F 0 Commonwealth Edison Co 63/10/14 0EM1ON. H R Offici 
of NucEaar Reactor Regulation, Director lOpp 2-0Q36 202 T 4X 
Fiche 50-295,03/10/14.0310200151 


8310310049 Forwardi response to NRC D310Q6 request fui add) Info re 
030822 application for license amend to permit use of 
optimiied fuel assemblies Btruc tura 1 analysis of miied 
reactor core during seismic event enc 1 

LENTINE.F C Commonwealth Edison Co U3/)0/2l DENtOM. )< II Offni- 
of Nuclear Reactor Regulation. Director |4pp 20V5I IJl :*4X 
Fiche 50-295,03/10/21,0310310047 


8310310060 Submits info re Edtsoti rad swap analysis method for review 
6 approval Methods employed in support of control rod worth 
maasUTementi using rod swap technique during reload physics 
testing Criteria tables enc 1 

LENTINE.F Q Commonwealth Edison Co Q3/I0/24 DENTUN.HR Office 
of Nuclear Reactor Regulation, Director bpp 20951 024 24/ 

Fiche 50 000. 83/ 10/2 4. 8310310060 


0 Inspection reports, IE DuJletin.- b c oi i o* pondenc f 


9310)10456 forwards safety evaluation b technical evaluation rupt rt 
util responses to IC Bulletin OQ-11, "Masonry Wall Dosigri " 

Requests actions planned b scheduled for resolution of issue 
within 30 days 

VARGA. 5 A Operating Reactoi«i branch 1 02/09/1;? FARRAR, B L 

Commonwealth Edison Co 4pp P0712 197 24X Fiche 50*295 02/09/ ip 

B310) 10456 


-0306030016 Revised "Masonry Null Design lD-59).Zlon Units i b P, " 
technical evaluation rept 

SUDRAMONIAN, N Franklin I-nstl tute/t rank 1 in Research Cpntor 
NRC-03-ej-l30 TER-CS506-243 ROl 83/0//27 CUDK'^iU , N f Ml<( 

No Detailed Affiliation Given 25pp 2071? 202 ?4X 

Fiche 50-295.03/09/12.8310110456 


0300300340 IE Info Notice 83-61. ■’Alleged Use of Stand Ins ft>l Wl IdOi 
Qualification Tests " Sve list one 1 

JORDAN. E L Division of bmergency Hrepai edness b Engineering 
Response (Post 830103)- 83/09/26 Consolidated Edison <u of New 

York, Inc ll/pp 20754 022 24X Ficho 50-000. 03/09/26. C300 jD034 0 


9300300342 IE Info Notice 93-62 '’Failure of Redundant Toxic Gjs 
Detectors Posttionod at Control Room Ventilation Air 
Intakes " Gve list end 

JORDAN. E L Division of Emergency Frepuredness b Engineering 
Response (Post Q30103> 03/09/26 Consolidated Edison Co of Nru 

York, Inc 11 App 20777 210 24 X Fiche 50-000, 83/09/26, D30Q:(0034.;' 


8308300345 IE Info Notice 03-63. "potontial Failures of Westinqhoust 
Type 3A-t Differential Relays '* Sve list enc 1 

JORDAN, r L Division of Emergency Preparedness b engineering 
F-tesponse (Post 03O1O3> 8 1/09/26 Consolidated Edisori Ce of New 

York, Inc llBpp 20778 001 24X Fiche 50-000. 03/09/26. 030UJ(i034 5 


Q3O03OOJ49 IE Info Notice 63-64, "'Lead Shielding Attached to 
Sa f ety-Related Sys W/o lOCFRSO 59 Evaluation " Svg list 
enc 1 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 81/09/29 Consolidated Edison Co of New 

York. Inc 1 l*>pp 20716 324 24 K Fit he 50~000, G3/09/29. DJOQ U>0:)49 


0310200124 Forwards lE Mgt Meeting Repts 50-010/83- 18, 50-237/03 -BA 
00-249/83-25. 00-204/03-27, 50-265/83-26. 50-295/B3-- 1 9, 

50-304/83-20, 50-373/83-30, 50-374/03-30. 50-4 54/83-44. 
30-455/83-33.50-4 56/83-14 b 50-457/83 13 

NDRELEVS.C E Division of Projoct b Resident Program*^ 83/10/04 
DEED. C Commonwealth Edison Co 2pp ?0834 098 24X 

Fiche 50 000. Q J/ 10/04, 8310200124 


— 0310200148 IE Hgt Meeting RppU 50-020/83-18. 50-237/83-27, 50-249/0 J 
50-254/83-27, 30-265/83 26. 50-295/83-19, 50-304/03-20. 

30-373/83-30. 90-374/G3-3D. 50-454/83-44, 50-455/83 33. 

50-456/83-14 b S0-457/B3-13 

NDRELlliS.C E Division of f^roject b Resident Programs UJ/lO/Oli 
4pp 20Q34 100 24X Fiche 50- 000. 83/ 10/04. 03102001P4 


8310140173 Ack receipt of 031003 Itr informing NRC of steps t.iken to 
correct violations noted in IF Insp Repts 50-J95/Q3'lJ b 
50-304/03-13 

SHAFER, W D ftoq i i»n 3, Office of Director 83/10/06 RLEI), ( 
Commonwealth Edison Co Ip 20765 001 24X Ficht '10-295.133/10/06. 

03)01401/3 


- -03101401 /5 Respond B to NRC 830B29 Iti re violatibnn nnted in If htsp 
Repts 50-295/03-13 b 50'304/03-13 Corrective actions 
surveillance conducted on fire pump diesel engine b starting 
12-volt biittery benk b charger 

LEHTINk.F 0 Commonwealth Edison Co 83/10/03 Kf PPEER. 3 R 
Region 3, Office of Director ?pp 20/65 002 24X 

Fiche 50-295, 03/10/06.8310 1401/3 


8300300370 IE Infa Notice 83-65. "burvv i 1 1 anc c of Flow in RID DgpdSs 
Loops Used in Wcsiinghouse Plants " 8vi list enc 1 
JORDAN. E t Division of Emergency f’r eoar vdness b Ingineering 
Response (Post DDOIOD) 83/10/07 Consolidated Ldison Eu of Ni w 
York Inc 76pp 20B27 213 ?MX Iirhf 50-000, 03/ 1 0/07. ODOinCiOJ 70 


8308300/52 IE Info Notice 83 66. "Fatality at Argentine Cnttiri) 
Facility " bvc list enc I 

JORDAN, E L Division of Emergency F^repar edness b hnqineering 
Response (Povt 0301031 Dl/lO/O/ Cnnsolidated Edison Cn of New 

York. Inc 79pp 2000? 0?6 254X Ficht 50-000.03/10/07 8308300/5? 


031O24OOB7 Forwards IE Insp Repts 50-295/03-17 b 30-J04/01 10 on 
8300)0-0920 b notice uf vinlatibn 

rfORELfUB. C E Divssion t>f F^rojecl b Resident Pram am>^ 03/10/0/ 
REED.C Commonwiaal th Edison Co 2pp .TibBO 34t^ 24 X 

Fiche 50-295. 03/10/07. 03lO?4OOti7 
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- -03 J 0240091 Notice of violation from insp on 830910-0920 

NOREClUEitC e division of Project 8c Reoident Programs 8J/10/07 
2pp 20090 350 2^X Ficbe 50-295,83/10/07.03102^10087 


— 8310240096 IE Insp Ropts 50-295/B3-I7 tc 50-304/83-iB dm 830010 0920 
None 0 (tip 1 1 ance noted Unit 2 oporated ui/die$et generators 
2Ai 2B 8c O inoperable on 030704-11 Ec 21 -S/. contrary to 
surveillance requirements 

HATERS. J fl . DUNAWAY, F R , HARTMANN, P L Region 3, Office of 
Director 03/10/04 llpp 20BB0 302 24X Fiche 50-295, 03/ 10/07, 

0310240007 


8300300739 IE Info Notice 03-67, "Emergency Use Respirator Matl Defect 
Caiises Production of Noxious Oases " bvc list end 
•JORDAN, E L Division of Cmeroency Preparedness 8< Tng inettr irig 
Response (Pust 030103) 03/10/11 Consolidated Edison Cct of Neui 

Vopfc, Inc ll7pp 21043 079 24X Ticbe 50-000,03/10/11.0300300759 


830B30076I IE Info Notice 03-60, "Re5pir.itor User Warning Defective 
Se I f-Canta i ned Breathing Apparatus Air Cylinders '* Sve list 
eric 1 

JORDAN. E t Division of Emergenuy Preparedness It Engineering 
Response (Post 030103) 03/10/11 Consolidated Edison Co of New 

Vorfc, Inc iSOpp 20827 129 247 Fiche 50-000. 03/10/ 1 1, Q30P300761 


8310160110 Advises that plans 8c schedule for resolution of horiionta) 
joint re I nfnrc ing, per IE Bulletin 80-11, “Masonry Walls" 8. 

NRC 830912 Itr.uill be provided by 031111 UtiJ presently 
rvamlnlfig design of 18 walls affected by issue 

LEMTiNE.r G Commonwealth Edison Co 03/10/12 DENTON, M R OfPlc* 
of Nuclear Reactor Regulation, Directoi Ip 20002 250 r>4X 
Fiche 50-295,03/10/12,0310100110 


0310180263 Cliirifies NRC position re ptocedures for admitting NRC 
personnel to facilities List of personnel requiring access 
to vital areas end Updates will be provided every 6 months 
AXELSDNiW L Region 3. Office of Director 03/10/14 REED, C 
CoiPfflonvjeal th Edison Co 7pp 20001 115 a4X FUhe 50-'299, 03/10/1 4, 
&31-0180SQ3 


R Periodic operating reports 8( related correspondence 


83L01SD100 Monthly operating repts for Sept 1903 W/e3i007 Hr 
AUSTIN, 0 , GRAESSEHrK U Commonwealth Edison Co 83/10/07 
Directoir's Office, Office of Inspection and Enforcement 12pp 
20696 B28 24X Fiche 90-295,03/10/07,0310120100 


S Reportable occurrences, LLRs 8, related correspondence 


83101104^0 Responds to FOIA request for four different categories of 
documents described in 830910 1 tr Forwards mat! listed In 
App A, responsive to Items 1, 2 6 4 DOE should be contacted 
for matl requested in Item 3 of 1 tr 

FELTON, J M Division of Rules and Records 03/06/14 HIATT, S L 
Ohio Citizens For Responsible Energy 3pp 20706 002 24X 

Fiche 50-000,03/06/14,0310110430 


--8310110470 Responds, to 030413 Itr requesting info re use of foreign 
matls on valve seating surfaces Lubricants 8, cleaning 
solvents used on valve component surfaces per vendor 
recommendations 6 maint practices 

FARRAR, D I. Commonwealth Edison Co 83/04/22 KEPPLEfl, J 0 
Region 3. Office of Director 4pp 20706 063 24X 

Fiche 50-000, 03/06/ 1 4, 83 1 0 1 1 0430 


G310J 20174 LER B3-O34/03L-0 on 03O9U,MB1V 1C closure time exceeded 
5 s during fISlV full closure test Valve closed in 31 s 
Caused fay nitrogen precharge leak in closing side of 
accumulator Precharge restored W/B3092B Itr 
OAJIC, Z , GRAESBERi K L Commonwealth Edison Co 83/09/20 
KEPPLER.J O Region 3, Office of Director 2pp 20696 001 P4X 
Fiche 50-295, □3/09/20, 8310120174 


0310J70588 Updated LER B2-047/03X-1 on G21205,RCS loop C indication 
c hanged, de ] ta temp pegged low 8, average temp pegged high 
Caused by failed resistance temp detector (RID) Rosemovnt 
I76KF RTD replaced W/B3I006 Ht 

PETRAH. T 0 , GRAE98ER,K L Commonwealth Edison Co 83/10/06 
KEPPL£R,J 0 Region 3, Office of Direr tor 2pp 20780 231 24X 

Fjche 50-295,03/10/06,0310170500 


0310170561 LER 03-O36/O3L-O on 030910, dui 1 ng hot shutdown, penetration 
p r e ssur i «a fc i on Zone 4 found below allowable Tech Spec 
limit of 47 psig Caused by leak in buried channel weld Weld 
channel isolated W/831007 Itr 

KELLY, T , ORAESSER, K L Commonwealth Edison Co 03/10/07 

KEPPLER. J <i Region 3, Office of Director 2pp 20760 225 24X 

FiChe 50-275,03/10/07,8310170561 


0310270389 LER 03-O38/O3L-O an B30921- dur i ng refueling recaUbnLoop A 
of reac tor caolant flou transmitter lFT-414 found out of 
tolerance Caused by instrumentation zero shift Transmitter 
recalibr 6 returned to sve W/031021 It, 

WILHITE, M , GRAFBbFR.K U Commonwealth Edison Co 03/10/2) 
KEPPLER.J G Region 3. Office of Director 2pp 20923 233 24X 

Fiche 90-299,03/10/21.9310270289 


B31O27O304 PNO-t I t-B3-102 on 831020, s ecur i ty officer received bomfa 
threat phone call from unidentified male Shift engineer 
instituted emergency procedures Search of vital areas 
conducted w/negative results Threat determined hoax 
OELANGER, J - CREED, J Region 3. Office of Director 83/10/21 Ip 
20923 287 24X Fiche 50-295,03/10/21,0310270394 


T Hearing transcripts on non-ant i trust matters 


03)0110004 Responds to FOIA request for five documents Forwards 
documents Documents also available in PDR 

FELTON, J H Division of Rules and Records 03/07/01. PEDRO. J NUB 

Corp 2pp 20704 137 24X Ftche 50-000,03/07/01,0310110004 


— 0310110011 Testimony of DO Eisenhub re 2 ion/Waukegan Airport 
1 nterac tion 

M Atomic Energy Commission B3/O7/0J lOpp 20704 174 24X 

Fiche 90-000,83/07/01,8310110004 


DOCKET 50-296 DROWNS FERRY NUCLEAR POWER STATION, UNIT 3 


F Security, medical, emergency 8, fire protection plans 


0310210032 Forwards IE Safeguards Insp Repts 50-259/83-26,50-260/03-26 
6 50-296/03-26 on 830706-0/ 6 notice of violation Notice 
of violation withheld (ref 10CFR73 211 

O'REILLY, JP Region 2, Office of Director 03/09/01 PARRISrHO 
Tennessee Valley Authority 2pp 20655 320 24X 

Fiche 50-299,03/09/01,8310210032 


— 0310210034 IE Safeguards Ihsp Repts 90-299/03-26,50-260/03-26 6 
90-296/03-26 on 830706-0/ Nnneomp I iahcc noted In area of 
access control - vital areas Details withheld 
(ref J0CFH73 21) 

MOORE. D E Region 2, Office of Director 03/07/29 ip 
20055 322 24X Fiche 50-299,03/09/01,0310210032. 


0310040492 Submits central emergency control ctr meteorological data 
availability statistics for Apr-June 1903 Data availablUtg 
repts will be discontinued due to consistently high data 
availability through previous rept periods 

MILLS. L H Tennessee Valley Authority 03/09/20 ADENSAM, £ 
Licensing Rranch 4 2pp 20623 326 24X Fiche 90-000,83/09/20, 

0310040452 


9310110195 Releases public Version of revised emergency plan 
Implementing procedures 

FELTON, J M Division of Rules and Records 03/10/05 Document 
Managemant Branch Ip 20602 1)3 24X Fiche 50-299,03/10/09, 

0310110195 


— 0310110199 Forwards public version of revised emergency plan 
Implementing procedure s, me luding Procedures IP-3 re alert, 

IP“4 re site area emergency I, lP-5 re general tmerjency 
MlLLSiLM Tennessee Valley Authority 83/07/12 DENTON, H R. 
Office of Nuclear Reactor RDgulatlan, Director Ip 20682 114 
24X Fiche 90-259, 83/lO/OS, Q3101 10193 


--Q310li0203 Public version of revised emergency plan Implementing 
procedure ff, includ ing Procedures |P-3 re alert, IP-4 re site 
area emergancy 1< IP-5 re general emergency 
WEDB.HE Tennessee Valley Authority 03/04/07 16Bpp 
2D6B2 115 24X Fiche 50-259,03/10/05,0310110199 


0310310387 Forwards revs to security plan Revs withheld 
(ref 10CFH73 21) 

MiLLSrL M Tennessee Valley Authority 83/10/06 Q'REILLV, J P 
Region 2, Office of Director Ip 20957 327 24X 

F»cho 50-259,03/10/06.8310310387 


83l0170iG9 Forwards IE Safeguards Insp Repts 90-299/83-37,50-260/83-37 
&* 90-296/03-37 on 630927-30 No noncomp ) lance noted 
VERRELI-I.D Division of Project ^ Resident Programs. 03/10/12 

PARRie. H 0 Tennessee Valley Authority 2pp 20786 39B 24X 

Fiche 50-259,83/10/12,0310170109 


—0310170230 IE Safeguards Insp Repts 90-299/03-37,50-260/03-37 It 
90-296/03-37 on 030927-30 No noncompliance noted Major areas 
inspected security organ J i at'ion 6 mgt L personnel response 
Details withheld (ref 10CFB73 21) 

MOORE. D C Region 2, Office of Director 03/10/11 Ip 
20706 360 24X Fiche 90-959,83/10/12,8310170109 
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631024013-9 Forurdrds safctij evdluakion re proposed made !< alter-nact 
eapablltties for achlevirrg safe 5^otdQu^Il, p er l0CFR50.(ftpp R. 
Sections III O 3 & III Li Pint protection rule Prcpa&ed (ttnds 
ac cepta bi p 

VASSALLD, D B Operating Reactors Dranch 3 03/10/13 PARR 1 B. H 6 

Tennessee Valley A-uthoritg 2pp 20084 342 3AX 
Fiche SO-259, 83/ toy 12, 8310240139 


9310240243 Foruaids SER f> technical evaluation rept re NUHEQ-07 37i lte«n» 
I A 2 1 4> "Upgrading of Reactor Operator *c Senior Reactor 
Operator Training" Sr i I D 4 p "'Iraining foi flitioating Core 
Damage " Requ i renieti ts met 

VASSALLOp D 0 Operating Reactors Dranch 2 83/10/12 PARR 1 (i I, 

Tennessee Vajleg Authority 4pp 2D0V1 123 24X 

Fiche 30'?59i 83/10/ 12 p 0310240243 


— B310240141 Safety evaluation supporting proposed mods Sr alternate 
capabilities For achieving safe sbutdDuin>per lOCfRSO, App R, 

Sections 111 0 3 ■& III Ei f Ire protection rule 

« Office of Nuclear Reactor Regulation. Director 83/10/12 7pp 
20384 344 24X Fiche 50-259,83/10/12.031024013? 


B31D210O71 Ack receipt of 830930 Itr informing NRG of steps taken to 
correct violations noted in It Insp Repts 50-259/03-26. 

30-260/03-26 & 50-296/93-26 

O'REILLYpJ P Region 2p Office of Director 93/10/1/ PARRIS, H O 
Tennessee Valley Authority Ip 2065B 192 24X 

Fiche SO-25?, 83/10/ 17. 9310210071 


— 9310210078 Resp-onds to NRC 030901 Itr re violations noted in IC Irtsp 
Repts 30-259/03-26.50-260/83-26 6 50-296/93-26 Corrective 
actloni withheld (ref 10CFR73 211 

HILLS^L H Tennessee Valley Authority 93/09/30 □''REILLY. D P 
Region 2, Office of Director ip 20859 193 24X 

Fiche 50-259. 93/10/17, 0310210071 


8310210362 Releases public version of revised emergency plan 
implemanting procedures 

FELTON, J M Division of Rules and Records 93/10/17 Documrnt 
Management Branch Ip 20993 001 24X Fiche 50-259,93/10/17, 

8310310362 


— 8310210383 Forwards public version of revised emergency plan 
Implementing proc edures, Inc 1 irding Muscle Shoals Emergency 
Ctr Implementing Procedure MSEC IP-9, "Emergency 
Radiological Monitoring Procedures " 

MILLS, L M Tennesaif Valley Authority 83/10/06 DENTON. H R 
Office of Nuclear Reactor Regulation, Directoi ip 20093 00? 
34X Fiche 50-259. 83/10/ J 7, 03 10210362 


—'8310210386 Pub I Ic version of revised emergency plan- implementing 
P rocedures, Includ i rvg Muscle Shoals Emergency Ctr 
Imp Jem an ting Procedure MSEC IP~9, 'Tmrrgency Ra-d i piog 1 c al 
Monitoring Procedures " 

* Tennessee Valley Authority 93/09/22 ISOpp 20003 003 24 X 

Fiche 50-259,83/10/17,0310210362 


P Qperating license stage documents correspondence 


03iOO6O503 Comments on proposed design for compliance i«i/NLfRE 0-073/, 
Item It K 3 13, "Separate KPCJ tt RCfC Jjiitiatlon Levels" 
re automatic restart Proposal acceptabl-r 

VASSALLOjD D Operating Reactors Branch 2 83/09/1? PARBJS.N 0 

Tennessee Valley Authority 3pp 20661 204 2<IX 
Fiche 50-259,83/09/19.0310060583 


8310070060 Reciutsts submittal of final radlolonlcal effluent Tech apect 
it offsite dose calculation manual within 30 days 

VASSALLO.DB Operating Reactors Branch 2 93/09/21 PAnRl*?.H G 

Tenneisea Valley Authority 3pp 20671 334 3AX 
Fiche 50-259,03/09/21,931007006 8 


9310110521 Forwards Amends 90,06 4c 59 to Licenses DPR-OD, DPR-52 & 
DPR-6B, respectively 6 safety evaluation Amends change Tech 
Specs to modify required surveillance interval for standby 
gas treatment syi 

CLARK, R J Operating Reactors Dranch 2 03/09/20 FARRIS. K 0 

Tennessee Valley Authority Opp, 20711 302 24X 

Fiche 50-259.63/09/20 * 0310110521 


-“8310110536 Amends 90,86 |< 59 to Licenses DPR-33. DPR-52 h DPR-60, 
respec tively, revls ing Tech Specs Far testing standby gas 
treatment sys from once per yr to once per operating cycle 
VAS8ALL0, D B Operating Re actors Branch 2 93/09/39 12pp 

20711 305 24X Fichi 50-259,03/09/20,0310110521 


8310110551 Safety rvaluation supporting Amends 90,06 & 59 to Licenset 
DPR-3a, DPfi-as It DPR-69. respectively 

Nuclear, Reactor Regulation, Director 93/09/20 3pp 
20711 317 24X Fiche 50-259, 03/09/20, 03101 10521 


— B2083C0352 '‘Improvements In Training 6 Requal i f i c at i on Proqrarab. As 
Required Dy TMI Action Items I A 2 i 6 J] 0 4 for lirowiis 
Ferry Nuclear F I a nt s , Un 1 1 s 1,2 4, 3," technical evaluation 
rept 

■* Science Ap plications, Inc NRC-0D-B2-096 SAI-186-039 -*jI> 

02/09/25 NRC ~ No Detailed Affiliation Given 15pp 

66230216 ^4X Fiche 50-000,93/10/12.9310240243 


8310280148 Forwards "Analysis of Vessel Wo 11 Neutron Dosimeter finm 
Rrouns Ferry Units 1 , 2 3 Pressure Vessel," in rerponsc 

to NRC request for addl info to support util 830922 request 
to change Tech Specs^ TS 191 

MfLL8i L H Tennessee Valley Authority 93/10/19 DENTON, M N 
Office of Nuclear Reactor Regulation, Director 17pp 20929 063 
24X fiche 50-259,03/10/19,9310290148 


--8310280151 '‘Analysis of Vessel Wall Neutron Dosimeter From llrouins 
Ferry Unit 3 Pressure Vessel " 

NORRIS, E a , LINDHOLM.U S Southwest Research Institute 
79/09/30 /4pp 20929 137 24X Fiche 50-359,93/10/19,0310200140 


O Inspection reports, IE Bulletins 6 correspondence 


6310250229 Updates 930624 response to violations noted in IL Insp lirplf 
50-259/03-14,50-260/83-14 & 50-296/93-14 Extension of 
schedule to eliminate backlog of CARs/IiHs until 830901 
T eques ted 

mills, L M Tennessee Valley Authority 83/08/00 O'HLlLLYi J P 
Region 2, Office of Director Ip 208V9 067 24X 

Fiche 50-259,03/08/08,0310250207 


0310210033 Forwards IE Safeguards Insp Repts 50-259/93-26,50-860/83-26 
6 50-296/93-26 on 03'O7O6— 07 & natice of vinlation Notice 
of violation withheld (ref lOCFn73 21) 

□ 'REILLY, d P Region 2. Office of Director 93/09/01 PARRIS, H(f 
Tennessee Valley Authority 2pp 20855 320 24X 

Fiche 50-259.93/09/01,8310210032 


—9310210034 IE Safeguards Insp Repts 50-259/83-26, 50-260/83-26 f< 
50-296/03-26 on 030706-07 Ntincotnp 1 idne e noted in area of 
access control - vital areas Details withheld 
(ref I0CFH73 21 > 

MQQRE.D C Region 2. Office of Director MCGUIRE, D « Division 
of Engineering 6 Operat i una 1 Programs 03/07/29 Ip 20005 ^33 
a4X Ficho 50-259,03/09/01,0310210032 


9310040265 Ack receipt of 03OB24 Itr infoimlng NRC of steps t.ikon to 
correct violations noted in it Insp Repts 50-259/03-24, 

50-260/03-24 ic 50-296/83-24 

VERRELLI.D H Region 2, Office of Director 83/09/14 PARRIS. li G 
Tennessee Valley Authority Ip 20613 12d 24X 

Fiche’ 50-259.03/09/14. 8310040265 


■0310040271 Responds to NRC 030725 Itr re violations noted in IF li*sp 
Repts 58-259/93-24.30-260/03-24 & 50-296/83-24 Corrective 
actions LMT rKaminers barred From pci forming addl 
1 ntergranu lar stress corrosion cracking exams 

MILLS.L M Tennessee Valley Authority 83/08/24 a'REILLY.vi P 
Region 2, Office uf Director 3pp 20613 124 24X 

Fiche 50-259. 03/09/14, 0310040265 


— 8310040975 Forwards IE Insp Ropts 50-25V/03~24, 50-260/83-24 U 
50-296/83-24 on 830621-24 notice of violation 

VERRELLI,D M Division of Project It Resident Programs 03/07/25 
PARRIS.H 0 Tennessee Valley Authority 2pp 20613 12/ 24X 

Fiche 50-259,83/09/14.8310040265 


— 8310040283 IE Insp Repts 50-239/83-24,50-260/03-24 !< 50-296/03-24 on 
030631-24 Non comp I lane e noted failure to follow IE Bulletin 
03-03 for requiring documented training in Intergranular 
stress corrosion cracking 

COLEY. J L Region 2. Office of Director BLAKE, J U Division of 
Engineering fic Operational Programs 83/07/21 6pp 20613 130 
24X Fiche 50-259. 03/09/ 14, Q31 0040265 


0310240154 Forwards request for addl info re reactor protaetion sys 
power monitoring sys design mod. per 911030 request Model 
Tech Spoci for electric power monitoring & analysis drawings 
not provided Submittal date requested 

VA88ALLP, D fl Operating Reactors Branch 2 03/10/12 PARRIS.H 

lenhaisee Valley Authority 5pp 20Q84 329 24X 

Fiche 50-259,83/10/12,8310240134 


B3O03OO34O IE Info Notice 83-61. "Alleged Use of Stand Ins foi Wt'ldpr 
□ ual i f i cat 1 on Tests " 5vc list end 

kIORDAN, E L Division of Emergency Preparedness it Engineering 
nesp«nse (Post B30103) 03/09/26 Consolidated Edison Co of Npu 

York, Inc I17pp 20754 022 34X Fiche 50-000,83/09/26.0308300340 
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03OE33OOa4a IE Info Notice 63-63* "Fatluro of Redundant loxic Oa*. 
Oetectors Positioned at Control Room Ventilation Air 
Intakes “ Sve list end 

JCflDAM* E L Division of Emergency I'r oparednoss S< Fngineprlng 
Responso (Post B301031 03/07/26 Consolidated Edison Co of New 

York* Inc H6pp 20777 210 a^X Fiche 50-000* 03/09/26, 03003003^2 


G30B300343 lE Info Notice 03-63, “Potential failures of Westinghouse 
Type SA— 1 Differential Relays ” Qvc list end 
JORDAN* P L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103) 03/09/26 Consolidated Edison Co of Neu 

York* Inc llBpp 20770 001 24X Fiche 50-000.03/09/26*0300300345 


G3100404B7 Concurs w/cerrcctive actions taken to rectify violations 
noted in IE Insp Repts 50-259/03-10*90-260/63-10 & 

50-296/Q3-IB Acceptable finding permits initiation of fuel 
etavemcnl; in St out of core 

O'RErULV, J P Region 2* Of fire of Director 83/09/26 PARRI3. H 0 
Tennessae Valley Authority Ppp 2062S 165 24X 

Ficlie 50-239*03/09/26,0310040407 


B30G300349 IE Info Notice 03-64* “Lead Ohioldlng Attached to 
Safety-Related Sys M/o 10CFR30 59 Cvaluatipn *' Sve list 
end 

JORDAN, 6 L Division of Emergency Preparedness & rnglneerinfl 
Response (Poet B301031 63/09/29 Consolidated Edison Co of New 

York* Iric I15pp 20716 324 24X Ficho 50-000,63/09/29.0300300347 


6310250166 Ack receipt of 030926 Itr informing NRC of steps taken to 
correct violations noted In IL Insp Replo 50-259/0J-2/, 
50-260/03-27 90-296/03-37 

tEUrS, R C Division of Project 8* Resident Programs 03/10/04 
FARRIS* ir & Tennessee Valley Authority Ip 20093 ?9l D4X 
Ficho 30-299,03/10/04,0310250166 


— B310250170 Responds to NRC 830824 Itr re violations noted in It Insp 
Repts 50-259/03-27*50-260/03-37 U 50-296/03-27 Cot rec live 
actions test pressure gauges removed* fuse identification 
program being established 8. panel 25-33 cleaned 
HILLS, L M lennosoee Valley Authority 03/09/26 O'REllLY/JP 
Region a* aFfice of Director 9pp 20093 252 24X 

Fiche 50-359* 03/10/04, 0310350166 


— 03JO35OI74 Foruiards IE Insp Repts 50-299/93-27*50-260/03-27 & 
90-296/83-27 on 830626-0725 ^ notices of violation t* 
devta ti on 

LENTS, R C Division of Project Rcsidont Programe 03/08/24 
PARRIS, N 0 lennessee Valley Authority Spp 20093 261 24X 

Fiche 50-259* 83/10/04, 0310350166 


— 8310350179 Notice of violation from insp on 030636-0725 

* Region 2* Office of Director 83/00/24 3pp 20093 ,u»63 24 X 

Fiche 90-259,83/10/04,0310390166 


— 0310390185 Notice of deviation from insp on 030636-0725 

» Region 2* Office of Director 03/00/24 Ip 20093 866 24X 

Fiche 90-259,03/10/04.0310350166 


— 6310250190 IE Insp Repts 50-299/83-37*50-860/03-27 «« 50-296/03-87 on 
030626-0729 None offlp I i anccB noted failure to meet 
requirements for operational safety l< absence of safety 
upires on backup control ctr 

PAULKjG L Region 3, Office of Director CANTRELL, F S Division 
of Project h Resident Programs 03/00/19 lOpp PO093 367 84X 

Fiche 50-259*83/10/04,8310250166 


0308300370 IE Info Notice 03-69* “Ourveinance of Flou in RID Dypass 
Loops Used in Nestinghouse Plants 9vc list end 
JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/10/07 Consolidated Edison Co of New 

York* Inc 76pp 30037 313 24X Ficho 30-000,83/10/07,0308300370 


0308300752 IE Info Notice 83-66* 'Tatality at Argentine Critical 
Facility '* Sve list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 03/10/07 Consolidated Edison Co of Now 

York, Inc 79pp 20002 026 24 X Fiche 30-000.83/10/07,0308300752 


G3I0S50131 Ack receipt of 630016 Itr Informing NRC of steps taken to 
correct violations noted in It Insp Repts 50-259/03-i 1, 
50-360/03-11 & 50-396/83-11 

LEWIS* R C Division of Project 8* Resident Programs. 83/10/07 
PARRIS, H 0 Tennessee Valley Authority Ip 20097 372 ?4X 

Fiche 50-399,03/10/07,8310250131 


— 0310350130 Responds to NRC 030726 Itr re violations noted In It Insp 
Repts 50-259/03-11,50-860/03-11 & 50-896/83-11 Corrective 
actions radiochemical lab manual revised to incorporate 
Reg Oulide 4 15 interim guidance 

MILLS, L.M Tennessee Valley Authority 03/08/16 O'REILLY, JP 
Region 8. Office of Director 3pp 20B97 273 84X 

Fiche 50-259,03/10/07,0310250131 


0310290234 Ack receipt Of 030930 Itr Informing NRC of steps taken to 
correct violations noted in Ife Insp Repts 5O-259/03-2'6* 

50-260/03-20 6 50-296/03-20 

VERRELLI, D M Division of Project ■?, Resident Programs 03/10/07 
PARRIS* H 0 Tennessee Valley Authority ip 20Q99 183 84X 

riche 90-259,03/10/07,0310250234 


— 0310250240 Responds to NRC 030901 Itr re violations Ttoted In lE Insp 
Repts 50-259/03-20,50-260/83-20 & 50-296/83-28 Corrective 
actions req^uirements for receipt iTtsp of OA-level mail 
established S; wire brushes marked 

HrLL3,L M Tennessee Valley Authority 83/09/30 O'RErLLY, J P 
Region 2, Office of Director 4p p 20899 124 84X 

Fiche 50-259, 83/ 1 0/07* 0310250234 


— 0310230847 Forwards IE Insp Repts 50-259/03-20*90-860/03-80 it 
50-296/03-20 on 830725-29 «* 0008 & notice of violation 
LEWIS, R C Division of Project <c Resident Programs 83/09/01 
PARRIS* K 0 Tennessee Valley Authority 2pp 20099 180 24X 

Fiche 90-859,83/10/07*0310230834 


—9310290259 IE Insp Repts 90-259/03-20*90-260/83-88 U 50-296/B3-8B on 
030729-29 & 0000 Noncompliance noted failure of receiving 
insp to control welding filler matls 6 to establish positive 
controls for tools used on austenitic steel 

COLEY.J L Region 8, Office of Director BLAKE, J J Division of 
Engineering ic Operational Programs 03/00/29 7pp. 2009? 132 
24X Flthe 50-239,03/10/07,0310250234 


0308300799 IE Info Notice 83-67, "Emergency Use Respirator Mat I Defect 
Causes Production of Noxious Gases " Sve list end 
JORDAN, E L Division of Emergency Preparedness B, Eng iniscr Ing 
Response (Post 030103) 83/10/11 Consolidated Edison Co of New 

York, Inc llYpp 21043 079 24X Fiche 50-000,03/10/11,0300300759 


0308300761 IE Info Notice 03-69, “Respirator User Warning Defective 
Self-Contained Dreathlng Apparatus Air Cylinders “ Bvt list 
enc 1 

JORDAN* E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/lO/lt Consolidated Edison Co of New 

York* Inc 120pp 20827 1?9 24X Fiche 90-000,03/10/11,0300300761 


0310170189 Forwards IE Safeguards Insp Repts SO-259/03-37i 90-260/03-37 
90-296/03-37 on 030927-30 No noncomp J lance noted 
VERRELLI* D Division of Project 8» Resident Programs 03/10/12 
PARRIS, K 0 Tennessee Valley Authority 2pp 20766 350 24X 

riche 50-299*03/10/12*8310170109 


'-8310170238 IE Safeguards Insp Repts 30-259/03-37,50-260/03-37 £, 
30-296/03-37 oq 030987-30 No none omp 1 i anc b noted Major areas 
inspected security organiiation I, mgt 6 personnel response. 

Details withheld (ref 10CPR73 21) 

MOORE, D E , MCOlliRE, D R Region 2, Office of Director. 63/10/11. 
Ip 80706 360 24X Fiche 50-239,03/10/12, 0310170109 


8310210071 Ack receipt of 030930 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 5O-259/03'-26* 

30-260/03-26 6 50-296/83-26 

□ 'REILLY, JP Region 2, Office of Director 03/10/17 PARR19*H0 
Tennessee Valley Authority Ip 2O0SB 198 54X 

Fiche 30-239,03/10/17,0310210071 


— 0310210070 Responds to NRC 830901 Itr re violations noted in IE Insp 
Repts 50-839/03-26*50-260/83-26 It SO-396/03-26 Corrective 
actions withiteid (ref 10CFR73 81) 

HILLS, L M Tennessee Valley Authority 83/09/30 O'REILLY, D P- 
Reglnn 8, Office of Director Ip. 20858 193 24X 

Fiche 50-259,03/10/17*0310810071 


R Periodic operating reports 6 related corresponde-nce 


8310190106 Monthly operating repts For Aug 1903 W/B30909 Itr 

THOM, T , JONES, 0 T Tennessee Valley Authority 83/09/01 Office 

qf Resource Management, Director 40pp. 80880 163 84X 

Fiche 90-299,03/09/01,0310190186 


6 Reportable occurrences, LERs St related correspondence 


0310810329 Responds to FQIA request for all documents re significantly 
high rate of equipment failures for OE DWH/4 rated at 2,436 
MW Forwards App A documents Documents also available in FDR 
FELTON, J M Division of Rules and Racords 03/07/20 HAFNER, B, 
Suffolk Nuclear Study Group 2pp 20002 223 84X 

Fiche 90-000.83/07/20,0310810329 


— 0308100539 Discusses results of evaluation of LERs for Jul 1901 - Dec 
1902, for 8ALP rept Ouality it quantity of LERs within range 
of average DWR facility 

SEYFRIT, K V Reactor Operations Analysis Branch 03/02/09 
LEWIS, R C Division of Project 6 Resident Programs. 3pp 
80002 897 24X Flch* 50-000,03/07/20*0310210329 
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D31 0030376 Tole-copij JTO on 03091^, Survp * 1 lane & 4 7 A 2 03 determined 
leakage rates exceeded for hSlV lines rt, C l< D Caused b ij 
leakage past main valve seat Beating surfaces modified 
JOMEB. G T Tennessee Valley Authority B3/09/20 Region ?■* 
Office of Eli rector Ip 20593 Ua 5AX Flche 5 0-296< C 3/09/20, 
Q3 100303/6 


0310200350 foruei da advance notification documentation of shipmpTite of 
spent nuclear Fuel to GE Mums Operation after mld-rict Zt 
per 10CFft73 Si regulations paverning safeguards iriFo 
FILANTpJ M Wpbrasfca Public Pouter District 83/09/26 COLLlNC-tiJ f 
Region dj Office of Director KEPPLEW* J G Rnpif’'’ 3, Office uf 
Director KOHMET8CMER, E Nebraska, btate bf 9pp S0D74P61 S1)( 

F 1 c h e 30-?9a. 03/09/ 26. 0310200350 


5310060377 LER 03-05.^/017-0 on B30719 j during refueling outage, uih 1 1 e 
performing leakage test, combined leakage of MSIV lines A, C & 

D excoeded limit Caused by 26-ifich global valve leaking 
past main seat Valve repaired N/B30929 Itr 

HOLDER, E 1 , OREEN, H sf Tennessee Vailfii Authority 03/09/29 
O 'REILLY, J P Regifln 2, Office of Director 3pp 20646 062 24X 

Fiche 50-296.03/09/29,03100603/7 


B310030358 Urges aggressive pursuit of Corrective actions to 
emergency plan itums vital to cafety (identified In 
Enforcement Action 02-1 A ) , me lud ing Item LF*-! re empryeilLy 
planning cooriiinatDr 

CDLHM3, JT Region 4, Office pf Director 03/O9/2G QHAUFEI RENOr l< 
Nebraska Public Power District 2pp 20592 331 24X 

F i c he 50-293, 03/09/23. B3 1 00303*>0 


0310060407 LEfI fl3-053/03X-0 on 330831 , hudrogen analyier declared 
inoperable due to 1 oss-Df-f 1 ou light 76-6 Caused by 
moisture collection in sample lines Lines blown down & 
dried Sgs restored M/e30929 Ur 

GOODWIN. D C , ORCEN. H J Teimessee Valley Authority 53/09/39 
0 "REILLY. J P Region 2, Office of Director 3pp 20641 260 P4X 
Fiche 30-296. 03/09 / 39, 03 1 0060407 


8310310279 Foruiards IE I nap Rept 50-29B/OJ-21 on 030021-26 No 
n Oticnnp 1 lane e noted 

JOHNSON, E H Region 4. Dffitr of Diretlor 83/10/14 PMANl.J M 
Nebraska Public Poujtfr District 2pp 20961 290 24 X 

Fiche 30-293, 03/10/14. 83103102/9 


0310070301 Potential Part 21 ropt re underrangf characteristic pP 
Model N-EllGH transmitter UndorTflnge xero offset may occur 
when trantmitter initially pressurised from atmospheric to 
suppressed xero input End users natlFled 

BERBERIAN.M J Foxboro Carp 03/09/30 Director's Office. Offitt 
of Inspection end Enforcement llpp 20651 064 34X 

Fiche 30-000,03/09/30,8310070301 


5310250063 PNO- 1 1 -03-064 licensee identified & reported bo NRC that 
contractor welding sve employee received 59 mrem 
occupational overexposure during Third Quarter 1983 Licensee 
reviewing all circumstances associated w/evant 

0ED8.B Region S. Office of Director 83/10/20 Ip 20U96 OQS 
a4K Fiche 50-259, 03/ i 0/20, 0310920065 


— 8310310206 IE Insp Rep t 50-290/63-21 an 830021-26 No nunc Ofnp J lai.t P 
noted Major areas inspected public info f< emorgoncy worker 
protection portions of emcrgeticy response program 
HACKNEY, C A . RAIRD. J Q , KUNNICVff.D M Region 4, Office of 
Direr to-r 03/10/14 5pp 20961 292 24X Fiche 50-290.83/10/14, 

0310310279 


8310210302 Forwarife Rev 3 to implementation schedule in 030415 response 
to Generic Ltr 02-33. Sup pi 1 to NUREG-0737, ''Requi i ements 
for Emergency Response Capability " 

WEAVER, d D Nebraska Public Power District 03/10/18 SIEGCL . IJ 
□peratxnp Reactors Branch 2 3pp 20851 061 24X 

Fiche 50-290,03/10/10.0310210302 


P Operating license stage documents cm rospondence 


DOCKET SO-290 COOPER NUCLEAR STATION 


F Security, medicaij emergency it fire proteetjan plans 


□310100156 Forwards IE Insp Rept 5D-29B/G3-11 on 030509-13 Mo 
noncomji 1 lance noted 

MADSEN, G L R-egion 4. Office of Director 03/07/06 PlLANT, J M 
Nebraska Fubliir Power District 2pp 20Q07 093 24X 

Fiche 50-29D, 03/07/06. 83 1 01 001 56 


—0310100161 IE Insp Ropt 5O-290/83''l 1 tin 030509-13 No noncamp 1 lane e 
-noted Major areas inspected radiation protection program 
during refuel Ing. Inc I ifdtng procedures, advanced planning 
prepare t ion, tra ining, e xposure control & ALARA program 
DAER.R E , MURRAYiD , WESTER MAN. 7 F Region 4, Office of Director 
G3/06/29 llpp 20807 ODD S4X Fiche 50-298,03/07/00, 
0310100156 


03103100-17 EOIA request for documents ro integrated leak rate terts fni 
listed facilities to be placed in PDR 

CONNER, L Affiliation Unknown 83/05/02 NRC - No Detailed 
Affiliation Given Ip 21004 270 24X Fiche 50-000,63/05/02 
0310310017 


9310310031 Responds to FDIA request for documents re integrated leak 
rate tests for facilities to be placed in f*DR Porwartlt. 
documents to be place In PDR & list of facilities for which 
repts are unavailable 

FELTQN, J H Division of Rules and Records 03/07/06 CONNER. L 
Affiliation Unknown Ip S1004 271 24X Fiche 50-000. 03/0//OA, 

0310310031 


--0310310096 "Reactor Containment Dldg Integrated Leak Nate Test “ 

* Nebraska Public Power District 76/11/30 250pp 21004 272 

24X Flthe 90-000,03/07/06.0310310031 


10070391 Foruardi eirmptlon from certain 10CFH90 App R V tOCPRSO 40 

requirements Level of protection curreritly provided In 

conjunction w/propos«rf mods proviifee level of fire 

protectloh equivalent to requirements of Section III 0 

VASSALLOi D D Operating Reactors Branch 2 03/09/21 KUNCL. L Q 

Nebraska Public Power District dpp 20601 008 24X 

Fiche 30-298,03/09/21.8310070391 


— 8310070393 Exemption from certain JGCrHSO App fl it lOCFRSD 40 
requlTeirents for 3 h fire-rated boundaries for separatiion of 
fire areas 

EISENHVr. D 0 Division of Licensing 03/09/21 Nebraska Public 

Power District 12pp 20601 012 24X Fiche &0-29U. 03/09/21, 

0310070391 


0180325 Forwards IE Insp Repi 90-S90/83‘'l8 on 830701-0831 it holler 
f vlulatlon 

ADEEM. G L Region 4. Office of Director 03/09/22 PILANT.JM 
ebraska Public Power District 3pp 20Q08 259 24X 

Iche* 50-290, 03/09/22, 0310100229 


3^310180220 Notice of Violation from Insp on 830701-0031 

• Region 4 j Office of Director 03/09/22 Ip 20808 261 ?4X 

Fiche 30-290 . 0 3/09/ 22. 03 1 0 1 00229 


131(3100232 IE Insp Rept 50-298/03-18 on 030701-0031, Moncomp 1 lane c 
noted failure to assure integrity of fire barrier 
penetration seal 

DUPOISiD L r HUNNICUTT, D M Roglan. 4. Office of Director 

03/09/22 0pp 20008 262 24X FI che. 90-290, 83/09/22, 6310100235 


8310110170 Proposed Tech Spec Change 5 tn License DPR '46. all oui tig 
relief from inservice insp requirements of lOCFRSO 55a(g> 

KUNCL, L 0 Nebraska Public Power District 03/09/26 VAG&ALLQ. L D 
Operating Reactors Branch 2 3pp 20665 016 24X 

Fiche S0-29B,B3/09/2A, B3101J017Q 


— 8310110103 Proposed Tech Spec changes. al lowing relief from inservlc-r 
insp requirements of lOCFR^O 5Sa<g) 

» Nebraska Public Power District 03/09/26 6pp 20665 018 
24X Fiche 50-298,83/09/26.0310110170 


031OQ4O574 Requests extension to 031101 to meet shift manning crlteri.i 
of lOCFRSO 55 currently util meets licensed operator 
criteria an five-shift basis In order to effect improvement 
In craw training* s i x-c raw rotating shift desired 
PiLAMTrJ M Nebraska Public Power District 83/09/30 
VASSALLW, D B Operating Reactors Branch 2 3pp 20622 270 24X 

Fiche 50-290, 63/09/30, G3I00405/4 


B310130106 forwards safety evaluation supporting util response to tilt 
I tent n D i, "Safety St Relief Valve Testing " Issue 
T csdI ved 

VASSALLO, D D Operating Reactors Dranch 2 03/07/30 PILANT.J M 

Nebraska Public Power District 17pp 20/77 027 24X 

Fiche 50-298,63/09/30.8310130106 


O31-OL0O569 Forwards exemption from scheduler requirements of lOtPRSO 4V 
re environ qualification of electrical equipment, per 030624 
r equae t 

VASBALLO. D 0 Operating Roactors Dranch B 83/10/03 KUNCL. L 0 
Nebraska Public Pouier District Spp 20827 i 10 24X 

Fiche 50-298.83/10/03.0310100567 
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B3J0te0572 Eic 0 mpt;i[}n from achrdular requirements of lOt-KFOO 49 re 
environ qua 1 i f i ca tion of elect? ical equipment 
CASEj E O Dffice of Mucleor Ueoctor Nequlatinn* Director 
03710703 Nebiastca Public Power District 4pp 2002/ 112 

Ficbe 50-298 83/ 1 0/03. B31 01110569 


8310H01'?0 Informs that splice repairs ccmplcted on essential sgs 
ilryiii«ll pene trat innsi per 630728 commitment- Old tape 8< 
splices removed & new splices covered ui/environmenta 1 1 y - 
quaiiCied heat shrinkable tubing 

PILAMr J li Nobraska Public F'ouier Distiict 03/10/06 
VASS6LLQ. D 0 Operating Reactors Drone h 2 Ip 20762 293 24X 

Fictie 50-29e. S3/1O/06. 0310140190 


8310210101 Informs of decision to refund fee submitted ta/B304.'V 
application for extension of completion date for 
installation of Noi k 1 mods 

MILLERj IrJ O License Fee Hanapement Dranch 83/10/17 PiMKfiJ N 
Nebraska Public Pouier District 2pp 20DB3 331 24X 

Ficfie 50-29B. 83/10/17, 0310210101 


8 Inspection reports. IE Qullctlns & correspondence 


Q310180156 Forwards IE Insp Ropt 50-298/03-11 on 030507-13 No 
noncomp 1 lanc B noted 

MADSEN. G L Ffogion 4. Office of Director 03/07/08 PILANf, vl M 
Nebraska Public Power District 2pp 20R07 093 24/ 

FI Che SO’ 390. 83/07/00. 8310100156 


■93SO10O161 IE Insp Ropt S0-29a/03’-l 1 on 030509-13 No noncemp 1 1 ance 
noted Major areas inspected radiation protection program 
during refuel ing. inc lud inq procedures, ad vanced planninp 8. 
preparationi t? aln ing I ex posui c control & ALARA program 
DAERi R E , MURRAY, a . WESTERMAN. T f Region 4, Office of Diltctoi 
□3/06/20 llpp 20807 085 24X Flche 50-290.03/07/06, 

93101001 56 


Q31004034Q Forwards response to recommendations presented in 1 FlCt 
Consul tantsi I nc rept rc appraisal of site ^ corporate 
nuclear mgt organizations func tions. per 02OBO9 order 

modifying license 

SCMAUFELHEROER Nebraska Public Power District 83/08/15 
COLLINS. J T Region 4. Office of Director 3app 20620 1/7 24X 

FicFie 50-?98i 93/00/ IS. 0310040348 


8310130206 Fgrwaids IE Insp Ropt 50“29S/a3-22 on 030926-27 No 
nancomp ) 1 ante noted 

MADSEN. 0 L Region 4. Office of Director 83/09/13 PJLANI.J M 
Nebraska Public Power District 2pp 20/25 012 24X 

Flche 50*'29a, 03/09/ 13. 0310130206 


— Q310130H11 IE Insp Rept 50-290/03-22 cir» 030026-27 No noncomp Hanrr 
noted Major areas inspected performaiico of containment 
Integrated leak rate test 6 independent review of test 
resul t s 

MUNNICUTT. D M . KALI . R C . NADBLN. 0 L Region 4. Office iif 

Director 03/09/12 4pp 20725 014 24X Fiche 50-296, 03/09/ 13. 

0310130206 


83iO3l03JO Confirms SALP 831004 meetinq in Columbus. NL 

KUWCL,L 0 Nebraska Public Power District 03/09/16 COLLINS. J 1 
Region 4( Office of Director Ip 20961 171 34X 

Ficho 50-298. 93/09/16. 8310310310 


9310180225 Forwards IE Insp Repi 50-298/B3-1B on 030701-0031 6 netife 
of vLolation 

MADSEN. G L Region 4, Office of Director 83/09/22 PILANF.vFN 
Nebraska Public Power District 2pp 20808 259 24X 

Fiche 50-278.03/09/22. 0310180225 


--8310180228 Notice of violation from inr.p on 830701-0031 

• Region 4. Office of Director 03/09/22 Ip 20800 261 24X 

Flche 50-290.03/09/22,8310160225 


— 0310100232 IC Insp Kept 50-298/03-18 on 830701-0031 Noncomp 1 lauce 
noted failure to assure integrity of fire barrier 
penetration seal 

DDBDIS.D L . HUNNICUTT. D M Region 4. Office of Director 

83/09/22 Opp 20008 362 24X Ficlie 50-290. 03/09/22, 8310180225 


0308300340 IE Info Notice 83-61. '^Allogod Use of Btand-Ips for MUdpr 
(iua 1 1 f lent i on Tests ” Sve list end 

■JORDAN, E L Division of Emergency Preparedness 6 Lngineering 
Response (Post 0301031 83/09/26 Consolidated Edison Cn of New 

Yori, Inc ll7pp 20754 022 24 X Fi rhe 50-000. 03/09/26. O.lO0uOO34O 


G308300343 IE Info Notice 03-62. "Failure of Redundant fexic Das 
De-tectors Positioned at Control Room Ventilation Air 
Intakes " 0vc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engir.errine 
Response (Post 0301031 03/09/26 Consolidated Edison Co of New 

York. Inc Il6pp 20777 210 24 X Fiche 50-000,83/09/26,8300300342 


0300300345 IE Info Notice 03-63, “Potential Failures of Westingheuse 
Type SA— 1 Differential Relays Sve list end 
JORDAN. E L Division of Lmergoncy Preparedness 6 Engineering 
Response (Post 030103) 63/09/26 Consolidated Edison Co of New 

Vork. Inc llBpp 20770 001 24X Fiche 50-000. 03/09/26. 0300 (00345 


S31011017B Proposed Tech Spec Change 5 to License DPR-46. al louii ng 
relief from inservice insp requirements of 10CFR50 55a(g> 

KUNCL. L G Nebraska Public Power District 83/09/26 VASBALLO. D U 
Operating Reactors Branch 2 3pp 20665 015 24X 

Fiche 50-298,03/09/26.03101101/8 


-“0310110183 Praposed Tech Spec c hanges. al lowing relief from inservice 
msp requirements of 10CKR50 55a<g) 

* Nebraska Public Power District 03/09/26 6pp 20665 010 
24X Fiche 50-299,03/09/26.8310110178 


0310030350 Urges aggressive pursuit of corrective actions to 
emergency plan items vital to safety (identified in 
Enf ore enio-nt Action 02-16) • 1 nc 1 ud ing ItemEP-l re emergency 
plannln?! coordinator 

COLLINS, J T Region 4. Office of Director 03/09/20 SHAUFELHEReCR 
Nebraska Public Power District 2pp 20592 331 J4X 
Fiche 50-298,03/09/20. 0310 O-SO^ 50 


8300300349 IE Info Notice 63-64. “Lead Shielding Attached to 
Safety-Related Sys W/o 10CFR5O 59 Evaluation " Sve list 
enc I 

JORDAN, £ L Division of Emergency Preparadness ft Enginaering 
Response (Post 030103) 93/09/29 Consolidated Edison Co of New 

Vork. Inc ll5pp 20716 324 24X Tithe 50-000,03/09/29.0300300349 


8310100471 Provides followup response to IE Bulletin 03-03, "Check 
Valve Failures In Raw Water Cooling Sys of Diesel 
Ooncrators. " Item 5 Detallcci insp of sve water check valve 
internals showed traces of rust on seating surfaces 
KUNCL. L G Nebraska Public Pouer District 03/09/30 C0LLIN3. J 1 
Region 4. Office of Director 2pp 20002 026 24X 

Fiche 50-290.03/09/30,0310100471 


B30B300378 IE Info Notice 63-65, “Surveillance of Flaw in RTl) Bypass 
Loops Used in Wcstlnghousc Plants " Svt list enc 1 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Responso (Post 030103) 03/10/07 Consolidated Edison Co of New 

Vork. Inc 76 pp 20627 213 a4X Tithe 50-000. 03/ 10/07. 8308300370 


8300300752 IE Info Notice 63-66, 'Totality at Argentine Critical 
Tacility " Sve Hat end 

JORDAN, E L Division of H.mergency Preparedness rngineering 
Response (Post 030103) 03/10/07 Consolidated Edison Co of Neu 

Vork, Inc 79pp 20662 0;>6 24X Fiche 50-000,03/10/07.0309300752 


8308300759 IE Info Notice 63-67, “Emergency Use Respirator Matl Defect 
Causes Production of Noxious Gases " Bve list end 
JORDAN, £ L Division of Emergency Preparedness Sc Engineering 
Responso (Post 630103) OJ/lO/ll Consolidated Edison Co of New 
York, Inc ll7pp 21043 07S 24X Fiche 50-000.03/10/11,6300300757 


8300300761 IE Info Notice 03-68. “Respirator User Warning Defective 
SbI f-Conialned Breathinq Apparatus Air Cylinders " 8vc list 
enc I 

JORDAN, £ L Division of Emergency Hreoaroitncss & Engineering 
Response (Post 030') 03) 63/10/11 Consolidated Edison Co of New 

York. Inc ISOpp 20027 129 D4X Fiche 50-000,03/10/11.0300300761 


8310160551 Notification of 031021 meeting w/DWR licensees in Uethesda. 
MD to discuss future insps foi intergranular stress 
corrosion cracking 

MIRAGLrA.r J Assistant Director for Safety Assessment 03/10/14 
EISENHIIT,D0 Division of Licensing 5pp 20023 358 24X 

Flcbc 50-000.83/10/14.63)0180551 


8310310279 Foruiaids IE Insp Rept 50-290/03-21 on 630621-86 No 
noncomp 1 lance noted 

JDHN80M.E H Region 4. Office of Director 03/10/14 PILANT.JM 
Nebraska Public Power District 2pp S0961 290 24X 

Fiche 50-290.83/10/14.6310310^77 


— 0310310286 IE Insp Ropt 50-298/03-21 on 030021-26 No noncompliance 
noted Major areas inspected public info tr emergency worker 
protection portions of emergency response program 
HACKNEY, C A , DAJRD, J B , HUNNICUTT, D, M Region 4. Office of 
Director 83/10/14 5pp 20961 29d 24X Fiche 50-298.83/10/14, 

8310310279 


R Periodic operating reports S( related correspondence 


B3t0l90OS4 Monthly operating rapt for Aug 1993 W/03D9O8 1 ti 
BALLINGER. P L , THOMASON. P V Nebraska Public Power District 
03/09/08 NRC - No DetaHatf Affiliation Given 5pp 20022 040 
24X Fiche 50-290,93/09/06.8310190024 
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S Reportable occurrences^ LERa k related correspondence 


G Adjudicatory ccinespondcnLe 


Q3t0060376 Forwards LER B3-'0l3/03L-0 Detailed event analijsii^ cn< 1 
THOMASON, P V Hehroska Public Pou/er Dtstrict e3/09/£<7 

COLLINS. J T Region A, Office of Utroctor tpp 20AAA 001 cAX 

Fiche 30'-29R, 93/09/37, H3t0(56O:i/6 


--8310060331 LER B3-013/03L-0 ciii &30B31 , during local leal rate lest. 
Procedure 6 3! I , 20, p e n etra t i ons found leaking eiceaaivelg 
Caused by discs k seats being lapped Valves repaiied 
WALKEN, M A Nebraska Public Pauer District B3/09/27 fleqjon 

4i Office of Director Ip 206-»6 039 2AX Fiche 50-293.03/09/2/. 
3310060376 


0310070301 Potential Part 21 rept re underrange characteristic of 
Model N-EllQ(i transmitter Undorrange zero offset may occiir 
when transmitter initially pressurized from almoapheri c to 
suppressed zero input End users notified 

BEftDERlAN.M J Fpiboro Coi p aJ/09/30 Director ' s Of f i c t*. tUfici 
of Inspection and Enforcement Hpp 20651 064 SATt 
F 1 c h fl SO- 000. 83 / 09/30 . 83 1 0070303 


8310210174 LER B3-0M/O3L-0 on 33091 S, dot i nq surveillance testiiiq^ 
pressuri 1 ation of suppression chombor air space noted during 
HPCl turbine operation Caused hy en or m vacuum breaker 
des ign/installa 1 1 on Breaker replaced W/L3IQ12 itr 

MACE.E M , THOMASON. P V Nebi aaka Public Power District UJ/tO/J2 
COLLINS. J T Region 4, Office of Director 3pp 20D55 IS3 24X 
Fiche 50-290.83/10/12.0310210174 


V Operator Examinations 


0310040574 Reciuests eitension to 331101 to meet shift mntiJilnq criteria 
of 10CFR50 59 Currently util meets licensed operator 
criteria on five-shift basis In order to effect improvement 
in crew training^ si i-cr ew rotating shift desired 
PlLANT, J M Nebraska Public Power District D3/09/30 
VASSALLO. D D Operating Reactors Branch 2 3pp 20622 275 24X 

Fiche 50-290. 03/09/30, 83 1 0040D74 


B310070156 Forwards Directo'a Docision deny iny OJO909 IOlI M2 .’Oh 

petition re trnnsporfc of spent nucleai furl from 
West Valley 

Davis, J G office of Muclear Material Safety k Saf OflUArds, JJl i cr ten 
0 3/09/30 CEl EHRL'ZZF. A J Oh i « , Siuti of 2pp 20680 3011 lAY 
riche 50-000,03/07/30. 031007011* 


— 03100/0161 forwards Director's Ducisiun 0'J~14, denyina B30824 lOCIRP ,-(i,s 
petition re tiqnspnrt of sprnt nuclein fuel Prom 
West Valley 

DAVIS. JG Office of NulIcut Material BuFciy k 

Saf eg uai ds, Director B3/09/30 8E&NlKtirF,M bieila Club J p 

20600 309 24/ Fiche SO 000, D3/09/ 30, 03100701 56 


— 831007016/ Notice of issuance uf Director's Deciuun 03- 14, deny lug 
State of OH k Bitrra Club 03090V ?. OO.'A. respec 1 1 vr 1 y , 
lOCFRa 206 pitliions re transport ol spent nuclear fuol fi urn 
Meet Valley 

DAVIS, J G Office of Nuclfiiir Materwil Oaf ety k 
Safeguards, Dirac tor 03/07/30 2pp 20600 310 24/ 

Fiche 30-000.03/09/30. 031 00/0 IDA 


—0310070171 Director's Oecisioi, 03 14. denying State of OH k Mcira Club 
830909 k 0024. res pec t ively. lOCI N2 206 petitions ic 
transport of spent nuclear fuel f i cm West Valley Request fni 
hearing fc for preparation of donisd 

OAVIb^ J Q Office of Nucleni M<itoritil ba fety k 
Safeguards. Dir ec t or 83/07 /jO 10(1 p 206GO 3U' 24 X 

Fiche 50-000.03/09/30. 03100/0106 


0310110274 Informs that licensee tui 11 flit response to Wistonniii 
Environ Decade. Inc petition out ved un 030923 by QJlOl/ bve 
list eiir 1 

CHURCHILL. D W Sli.iw. Pittm.m, Putts & Iroubridqe CMURCHnL>!i W 
Wisconsin Clectiic Power Co 03/10/0/ CHILK-S J tlpricc <( f the 
Secretary of the (emmlsston 4pp 20666 200 24X 

Fiche 50-266.03/10/07. 031 01 10.'/4 


DOCKET SO-301 POINT BEACH NUCLEAR PLANT, UNIT 2 
F Security, medicali Bmergencij k fire protection plans 


83 1 01 70493 Ansiuer in apposition to Wise on sin Environ Decade a,i092j 
petition for review of ASLAO 03OVO7 Decision ALAB-/JV. 
apfirmlng ASLB 030204 authorization foi Issuance of licetiso 
amend Issue not raised before ASLAD Ceitificate of Bve oncl 
BACHHANN.RO Hearing Branch 1 03/10/11 Commi si i onoi r J4t'p 

20704 123 24X Fiche 50-266. 83/ lO/ U . 0 <10170493 


8310030141 Advises that 020719 k 0930 requests for NRC to conrui w/ 
intent to move emergency support c tr & associated functions 
from Point Beach Energy Info ftr to Milwauhec unacc ep table* 
per NUREO-0737.Suppl 1 k Oonerle L Ir 02-3i 

EISENHUT.DO Division of Licensing 83/09/14 DDR&IEIN.S 
Wisconsin Electric Power Co 6pp 20604 033 24X 

Fiche 50-266.83/09/14.6310030141 


9310200102 Response opposing Wlfcoiisin Liwiron Decade 030923 petition 
far revicu of ALAO-739 re sicam qcnoraior tubes repaired by 
sleeving Nexus between sloeving k tube failure shown 
Certificate uf Bve enrl 

CHURCHILL. D W Wi scans in Flee trie Power Co CHURCHILL, D W bliaw. 
FMttman. Potts k frouibndge 03/10/1/ Commi ssi onei s Kipp 
20B36 390 24X FithO 50-266.83/10/17,0310200102 


310030609 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J H Division of Rules and Records 03/09/SD Document 
Management Branch Ip 20607 036 24X Flcho 50-266.83/09/20, 

831003060? 


0310190091 Urdor extending time until 031101 foT Commlsrlon to .lit to 
review Uiroctoi's Decision UlJ 03-10 

CHILK*9 J Office of the Bocretnry of the Commlssian 03/10/10 
Commissioners Ip 20022265 24X Fjcho 50-266, Od/ 10/ JO, 

0310190091 


'8310030616 Forwards public version of revised emergency plan 
implementing procedures , inc 1 udlng Froce-durea EPIP 1 3 re 
estimation of source term, LPIP 1 4 rr radioloylc.il dose 
evaluation k EPIP 6 2 re plant evacuation 

FAY, C M Wisconsin Electric Power Co 03/09/ J 9 DLNTQN. H R 

Office of Nuclear Reactor Regulation. Director Ip 20607 037 
24X Fiche 50-266, 83/09/20, 031 003060? 


8310260241 Urder eitondlng time until 831121 for Commission to oi t to 
review Al AD- /39 

CHILK.S i/ Office of the Beciet.iiij of the Commission 03/10/, '4 
Commissioners Ip 20909 266 SAY Tic he 50-266,03/10/24, 
0310260241 


B31OO30624 Public version of revised emergenciji plan imp 1 emont inq 
procedures, includ ing Procedures EIMP 1 3 re eatimaticin of 
source termiEPlP 1 4 re radiological dose evaluation k EPIP 
6 2 re plant evacuation 

* Wisconsin Electric Power Co 03/09/09 
Fiche 50-266. 03/09/28, B3 1 00306 0 ? 


241 pp 20607 03H 


831027029/ Order extending bimr until 031120 for Commission tn oft lo 
revieoj Diroctoi's Decision DD-G3-14, deny ing Sierra Club k 
State of 00 requests 

CKILK.8 J Office of the becietary of Iht Commission 03/10/i'b 
Commissi oners Ip 20923 19D E»4X Fiche 50-000.83/10/25. 
031O27O297 


J3102J0044 Responds to 030914 Itr denying concurrence w/uti 1 plant lo 
move emergency support ctr from Iwo Creeks. MI to corporate 
headquarters in hi luauk ee, approx 100 miles from fariLity 
Potential problems overstated by NRC 

BURSteINiS Wisconsin Electric Power Co Q3/10/14 EJSENHUT.D G 
8310210044^ 30-266.03/10/14. 


J Insurance k Indomnity information 


83t0iL01B7 Forwards endorsement 59 to MAI I U Policy HI -53 k F nrlorf-rmrnt 
72 to NfllA Policy NF-17B 

OUNDAB. M J Wisconsin Electiic J’oLuur Co 03/10/03 NKC - No 
Detailed Affiliation Oiven 'Jpp 20665 Oil 24 X 
Fiche 50-266,03/10/03,0310110187 


8310310370 Forwards revs to modified amended aocur 
withheld fref 10CFR73 2l k 2 790} 

BDRSTEIN, 9 Wisconsin Electric Power Co 03/ 10, 
Office of Nuclear Reactor Regulation, Director 
Fiche 50-266. 03/ J 0/24, 8 3 1 03 J orf 70 


plan Revs 

DENTON. M « 
20961 111 


24 X 


P Operating license stage documents k cm respondener 


8^310110530 "Assessment nf Radiation Hisks. “ ut 1 1-med i c a 1 dlaloqur 
presented at Q009.22-23 In 11 Inst of Baicty k HealtJi 
forum in Math Ingion. DC 

LAPP, R L Internal iona 1 Instituti? of Safety k Health 00/09/23 
32pp PO/14 161 24X Fithv 50 <iOO. 00/09/23, 0310110530 
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B3l027Ob5'5 horwaids safety evaluation suppaiting design of reactoi 
coolant VDiit sys per requirement of 10i»)lL/0 te 

tiUHEC-Orj/. Jiv<n IJ D 1 

MILLER. J R aprrating Reaciois [li oriuh J 63/09/3:* FAV. C U 
Wisconsin tiectiir Power Co /pp 3UV4A 003 34/ 

F iche 50-366,03/09/33. S3103/0s,>‘} 


B310040310 foTiuaids addl info requested in BJODIO telcon re rtunklin 
Research Ctr t3J06J / draft technical eva 1 u«it Ion rept on util 
resp-anse to phnse 1 of tJUPEG -061 P, “Conti nl of hlecivy loads 
at nuclear Power PI ants ' 

FAV, C H Uisconsin Electric Power Co B3/09/38 MlUCfLJ R 
Office of Nuclear Reactor Requlation, Director MILU R. J R 
Operatinq Reactors Dronch 3 Rpp rOA13 096 24/ 

Fithe S0-266.0J/OV/2B, 0310040'! 10 


B31006056B Ffequects remittance of Class ill fee for levieLi a( OJOVOR 
application fot loch Spec chanqe re cnqiponent coolinq HX 

Insp 8c fliaint proflTUFn 

MILLEn.W D Li tolls e Fee Monanement Crunch 03/09/30 JAYiC W 
Misconsin Llectiic Power Co ]p 20661 247 34/ 

Fiche 50-301.03/07/30. 0310060060 


□ 3101300 52 forwards Amends 74 8c /7 to Licences DPR -24 8« OPR -11/, 
respectively 8f safety pvaluatinn Amcnd*^ revise degiadcd 
grid voltage relay setpoint 8< usBociatrd time delay in 1able 
15 3 b-i of lech lipucE 

COLDURMi r G Opciating Reactors Uronch J 03/07/30 f AV. <' W 
Hiscaobin Clectiic Power Co 2pp 20//6 220 24/ 

Fiche 50'-266. 03/09/30. 8310130002 


--03101300*^6 Amends /4 8c 79 to llconsos DPR-24 8( DPn-2/i respect ive) y. 
revising deqradnd qnd vultaqc relay setpoint Sc asseciated 
time delay in Table 15 3 0 1 of Tech Specs 
MELLER. J R Operating Reactors Dranch 3 03/09/30 6p|i 

20776 222 24X Fiche 50-266.03/09/30.0310130052 


--8310130062 bafpty evaluation Btipportinp Amends 74 fc 77 to Lirctiser 
DPR-24 U OPR -2/. respec t i vt>l y 

» Office of Nuclear Reactor Rcqulationi Director 03/09/30 trpp 
20776 238 24X Fiche 50-266.03/09/30,0310130062 


5310240116 Forwards Amends 7/ Sc BJ to licenses DPR-34 & llPR-t2^ 
respectively & safety evaluation Amends revise Tech Specs 
to permit location of spent fuel pool neution absorber 
surveillance specimen adjacent to dividei wall 
COLQURN.T Q OpeTating Reactors branch 3 BJ/lO/Oli I AV. ( U 
Us scons 111 El t ctr I c Power Co L'pp 20891 330 247 

Fiche 50-266. OJ/10/05. 83102401 16 


--S31 03401 Amends 77 8c 01 to 1 1 censes l)PR-24 8c DPR-fiV. respite t ively. 
revising Tech Specs to permit location of spent fuel pool 
nuetron absorber surveillance upecimrn adjacent to spent 
fuel pool divider wall 

MILLER. J R Operating Reactors branch ,J 03/10/17 Vpp 
20091 J40 24X Fiche 50-266.03/10/00.0310240116 


— 8310240125 Baft-tij evaluation supper tinq Amends 7/ 8« B1 to Licenses 
DPR-SA f< DPR '27, re spec 1 1 VC J II 

• UPflCe of Nuclear Reactor Regulation. Directoi 03/10/05 3pp 
20091 347 24X Fiche 50-266.03/10/05.8310240116 


0310130199 For wards Amends 76 8. DO IP Licenses DPR-24 8c DPR-R/. 
respectively 8c safety evaluation Amend clarifies terminol opy 
used in limitinp condition for operation & language re 
perlocJlc calibi interval requirement 

COLBl/RN. T 0 Operating Reactors llram.li 3 03/10/06 f AY. C H 

Ui sconsin Electr ic Power Co 2pp 20777 195 24X 

Fiche r>0 266.03/10/06.8310130199 


--8310130202 Amends 76 80 to Licenses DPn-24 8c UPR-27, respec tl ve) y. 

making administrative chriiiges to Tech Specs to clarify 
terminology used in limiting condition for oporation <« 
language re periodic calibr interval requirement 
rtlLtXR.^ R Operating Rear tor >; Rranrh 9 83/10/06 lOpp 

20777 197 24 X Fiche 50 266.03/10/06,8310130197 


— a3t0i30.'05 Bafcty evaluation suppor^t mn Amends 76 6 00 to Licenses 
DPR-24 ^ OPR-P/i respect ivrlij 

» Office of Nuclear Reactor Rt-quJabi on. Director 83/10/06 2pp 
20/77 20/ r'4X Fiche 00-266,03/10/06.0310130199 


B310JS0490 Application to amend Licenses DPH-24 6 DPK-r27 mndifylno 
Tech Spec Chanqc Request 33 rcflcctinq changes in effluent 
monitoring mstnimentat irn rerultino from recently installed 
Improved tadiaiion mnnitoriTiq sys 

FAV.C 14 HiBCOTisin Electric Power Co 03/10/0/ ULNKIN.HR 
Office of Nuclear Reactor Regulation. Jiircctor 3pp 20/99 1J4 
24X Fiche 50-266.03/ 10/07, 03JOJ 00490 


-- B31 OlBO-492 Proposed radiological effluent Tech Specs reflecting mods 
to radiation monitoring 'yr 

« Wisconsin Flee trie Power Co 03/09/30 47pp 20799 117 24 X 

Fiche 50-266 03/ 1 0/07, B310 1 00490 


--83101B0495 Rev 0 tu ''Qffsito Dii s c Calculation Mamin] “ 

* Wisconsin Flrctnc Power to 83/09/30 6*jpp 20799 J6T 24 X 
Fiche 50-266 . 03/ 1 0/07 , 83 1 0 1 004 90 


--0310100499 Rev 2 tu “Environ Munitprinq Manual “ 

« Wisconsin Floe trie Power Co 03/06/ 10 33pp 20797 229 24X 

Fiche 50-066. 03/ 10/07, 83101 804 VO 


--0310180502 ''pTUieffs Control Prufiiam ” 

0 Wisconsin Electric Power Co 03/09/30 218pp 20799 284 24X 

Fiche SO-266. 03/ 10/07, 835 01110490 


B31O28OO90 Confirms arrangements for NHC site visit on 031101-03 ip 
obtain addl info to cornpjoto evaluation of inservice tpstinp 
program for pumps t< valves 

MILLER, J r? Operating Reactors Dranch 3 83/10/07 FAV. C W 

Wisconsin Electric Power Co 2pp 26V61 360 24X 

Fiche 50-266, Q3/10/07, 831 028 0090 


6310130004 Discusses 031013 meeting to resolve deficiencies noted in 
Franklin Flesearch Ctr technical ovaluatiori rept re environ 
qualification of sa fety-rela tud electrical equipment Agendo 
supporting documentation vne 1 

DURSTEIN, S Wisconsin Electric Power (o 03/10/10 DENTON. H R 
Office of Nuclear Reactor Flequlatien, Director MJLLFR.J R 

Operating Reactora Qranch 3 30pp 20/26 207 24X 

Fiche 50-266, 03/10/10.6310130004 


6310160421 Informs of proposed miner changes to commitments made in 
response to implementation instructions of NUREO-05/0. re 
short-term lessons learned Duty technical advisor quarteis 
will be incorporated in boiiniJary cotitrol ctr 

FAV.C W Wisconsin Electric Puiurr Co 83/10/10 DF.NION, M R 
Office of Nuclear Reactor Ficgulation. Director app 20803 306 
24X Fiche 50-266,03/10/10.8310160421 


6310170079 Notification of 831013 meobing w/util in Reihesda, Mb lo 
discuss method for achieving final qualification of 
saf ety-rc lated electrical equipment Final rept will be 
issued ba^cd on meeting rGsults 

COLDURN, T Q Operating Rear tors Branch 3 83/10/11 MILIER, J R 

Operating Reactors Dr.'tnch 3 3pp 207VD 014 24X 

Fiche 50-266, 03/10/11,6310170079 


63i02002D2 Toruaids addl revieu S, appiovol fees re 030900 application 
concerning Tech 8pec Change Request 9? on component cooliny 
HX 

FAV.C W Wisconsin Electric ('ouei (o QJ/10/14 DLNiUN.fj R 
Office of Nuclear Reactor Regulation. Nirpctor ttlLLFRi W D llci’ti^.r 
Fee Management Branch tp 20834 i?6 24X Fi/he 50-301.03/10/14, 

031O2OO2OP 


6310200147 Forwards B30930 Director's Decision 83-14. deny ing Utaic of 
OH 8( Siorra Club J0CFR2 206 petitions re transportation of 
spent fuel from West Valley fufllitv.per G30930 request 
CUNNINGHAM, R C Division of Fuel Cycle 6 Material 9.ifotij 03/10/1(3 
MILLER, F Environmental Policy Instltutn 2pp 20961 3,^9 24X 

Fiche 50 000.83/10/18,6310200147 


O Inspection reports. IE Bullolin' ^ cot rocpondence 


8:308300340 IE Info Notice aO-6l> "Alleged Uoe of Stand Ins for UeldcT 
Qua 1 1 f 1 CA tlnn Tests *' 8vc liui eucl 

JORDAN, E L Division of Emergoriry Preparedness <. Fnqineering 
Response (Post 030103) 83/09/26 Consolidated Edison Co of New 

York, Inc il7pp 20754 022 24 X Fiche 50-000.03/09/26,0308300340 


8308300342 IE Info Notice 83-62* "Faiiurr of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes ** Bve list enc ) 

JORDAN, E I Division of Emergency iPreparDdness Fngineerinq 
Response (Post 830103) 83/09/26 Consolidated Edison Co of New 

York, Inc ll6pp 20777 210 24 X Fiche 50-000,83/09/26,8308300342 


8308300345 IE Info Notice 03-63. ''Potential Failures of Westlnqhogse 
Type SA-i Differential Relays ■' 6vc list end 
JORDAN, E L Division of Emergency Preparodnoss tt Engineering 
Response (Post 830103) 6J/09/26 Consolidated Edison Co of New 

VoDc, Int llPpp 80778 001 24 X Fit ho 50-000.03/09/2610300300345 


03100304417 Forwards list of Ray Miller pioducts installed at 
fac i li ties, in response to IE Diilletin 03-0/ investigation 
of subtler suppliers in progress 

FAV.C W Wisconsin Electric Fowci Co 03/09/26 KEPPLER, J G 
Region 3. Office of Director 4pp 2P60J 030 ?4X 

Fiche 50-266,03/09/26. B3 1 003044 7 
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83101500B? Responds to IE Info W&tice 0J 01 t< TE OulleCin 0J 07 ip 
iTivest 1 gation of ap p 1 1 c a b 1 1 1 tiy of Ray Miller, Inc frauduJcijt 
practices IdentiFietf itemis have no adverse safetM 
s igntf i cancf} List of installed piodiKtii eii< 1 

C W Wisconsin Electric Fouci Cu B3/'09/2i> KEr'F'LEft, J o 
Region 3, Office of Director 4pp 187 

Fiche 50-266. 03/097 26. Q3 10120087 


a30eD0004'? TE Info Notice 63-64. “Lead Stilelding Attached to 
Safety-related Sys W/o tOCfnSO 59 Evali^ation “ Sve list 
end 1 

JORDAN. C L Division of Efflerijency Prejiaredness & Lng inecr iiip 
Re«pon&e (Fust 930103) 83/09/S9 Consolidated Edison Co of Heii» 

York. Inc U5pp 20716 324 24XFithe 50-000.03/09/29.8 303300*^47 


6310060568 Aequests reimittance uf Class III fee for revieui of 
application for Tpcfi Spec rliannc re centponent cnoljnQ HX 
insp C( maint program 

MILLER. WO License Fee Mana t RrulicK B3/09/30 FAY. ( W 

Wisconsin Electric Pouer Co Ip 2D661 247 24X 

Fiche 50-301.03/09/30. 031006-0568 


8310240001 Forward B IE Mgt Meeting Repfc 50-301/83-11 on BaO03c' l< notice 
qf violation from 1 nsp on 030601-0/31 

N'ORELIUS. C £ Division of Prnjert b Resident Programs 83/I0/05 
BURSTEIN. S Wisconsin Electric Power Lo 2pp 20880 342 24^ 

Fiche 50-301. Q3/JO/05i B310240001 


--‘8310240003 Notice of violation from Insp on 830601-0/31 

NORELlUa.C E D1 vl Sion of Pf o jecl 4< Resident Progrosns llJ/IO/()*» 
IP 20880 344 24X Fiche SO-301. 03/10/05. 931024000J 


—8310240003 IE Mat Meeting Rept b0-30i/«3-U on B30a.'2 Itpms discusfrd 
concerns r« nonconvp 1 iance involving licensee escreding 
limiting canditions for operation re inoperable ladiation 
monitors 

HAGUE, R L . JACKIW, I N Region 3. Office of Director aJ/JO/04 
3pp aOBaO’345 24X Fiche 50-001. 03/10/05, 03I02400DI 


03O83DO37B IE Info Notice 83-65, ^'Survel J Jance of Plow In fl1J> Bypass 
Loops Used in Westinghouse Plants “ Sve list end 
JORDAN. E L Division -of Emerqencv Preparedness t* En() i neen ng 
Response (Post 8301031 83/10/07 Concat Ida ted E-dison Co of New 

York. Inc 76pp S0B27 213 24X Fiche SO-QOO. 83/10/07. B3{>a3007/a 


8308300752 IE Info Notice 03-66. ’‘Fatalltg at Argentine Critical 
Facility Sve list end 

JORDAN, E L Division of Emergency Preparedness te Fnq ineenng 
Response (Post 8301031 B3/10/07 Oonoo ) Idated Edison Lfi of New 

York* rnt 79pp 20BB2 026 24X Fiche 50-000* 83/10/07, 030B3UCVrp2 


8300300739 JE info Notice 03-67i "Emeroency Use Respirator Mntl Defot t 
Causes Production of Noxio-us Oases ” bvc list end 
JORDAN, E L Division of Emergency Preparedness it Fnginsoriiig 
Response (Post B301031 BS/iO/ll Consolidated Edison Co of New 

York. Inc 1 17pp 21043 075 S4X F i ch P 50-000, 03/10/ 11 . 030 Q3007 59 


8300300761 IE Info Notice 83-68, •’Respirator User Warning Iief-ective 
Self-Contained Breathing Apparatus Air Cylinders ” 9vc list 
end 

JORDAN, E L Division of Emergertcir Preoarednes s tt E-nglnecr liiq 
Response (Post 030103) 83/10/11 Consolidated EiTison Co of Nrv 

Yorlf. Int iSOpp 20827 JP9 24X Ft die 50-000. 03/10/1 1* 030030076 1 


9310180261 Clarifies NRC position re procedures for admitting NRC 
personnel to facilities Access should be provided to Region 
III prrsannet listed in end Update will be provided every 
6 rnenths 

AXELSONrW L Region 3* Office of Director 03/10/14 DURSTElK.B 
WistPnsin Electric Power Co 7pp £.‘0002 275 ?4X 

Fiche 5D-266, 03/10/14, 0310180261 


8310270294 Forwards |E Insp Repts 50-266/03-17 l< 30-30 1/0J-16 OU 
830808-0922 it notice of violation 

PAPER lELLO, C J Region 3, Office of Director 83/10/14 
DURBTElNrS Wisconsin Electric Power Co 2pp 20923 196 24X 

Fiche 50-266, 03/10/14. 831027(3294 


—8310270303 Notice of violation from insp on 830000-0922 

PAFER1CLLD,C J Region 3. Office of Director 03/10/13 Ip 
20923 190 24X Fltfie 5(5-366,83/10/14.0310270294 


—8310270313 IE Jnsp Repts 50-266/03-17 6 SD-301/03-16 on 030800 091'? 
Noncanp 1 1 ance noted* fai lura to psrform appropriate 
contamlnatf on survey of radioactive metis shipment 
LOVENDALE, P C , PAUL, R A , HAGUE, R L Region 3, Office of 
Director 83/10/12 Bpp 20923 199 ?4X FJehe SO-266, 0J/ 1 0/14 , 

8310270294 


3310240042 Ack receipt of a3f)93x' Itr infniming NHT of sttp*-. tvikfu Ic 
correct violations, noted in It Insp Repts 50-266/QJ 13 
30-301/B3-IJ fuel handling truinmq mud be completed by 
831201 

SHAFER, W D Reqion 3. Office nf UiieclDr 83/10/JB RUHSitiN. 

Wi aeons in Electi it Power Cii Jp 2OD0J idO 24X 

Fiche 50-266, 03/10 / IB. 83 1 03400^2 


— 8310340051 Responds to IJRC 030023 I li i l> violation' Tinted in It Ji.tp 
Repts 50-266/83-13 & 50-301/03-13 Coirettive aetjone 
supervisor iristructed on osr of proctduiea tt qomi 
engineering practices when operating refueling eyuicmerit 
CASSIDY. I J Wisconsin Clfttiic Power Co D3/09/22 KCPPI f II, v) i 
Region 3. Office of Director Jpp 20001 349 *,'4X 

Fiche 50-266. 03/10/10. 0310240012 


R Periodic operating reports tt t elated < un'espondenc r 


8310180119 Monthly oporatinq repts foi Sept 1903 W/03iOlO 1 ti 
FAY.C W Wisconsin Electric Power (o 03/10/0*5 NUf - Nu 

Detailed Affiliation Given 7pp 20307 1/5 24 X 

Fiche 50-266.83/10/05*8310100119 


S Reportable occuri ences. LtRs t< i elated correspondriirt 


83(0060428 PMa-1 11 -03-089 on 830929, temporary restraining order 
requested to pi event shipment of spent leactor fuel thi ough 
State of OH denied Pretrial conference set for 0J1OO6 Loial 
govts alleged inadequate preparation by local agencies 
S TRASH A, J Reg i OR 3, Office of DiTecint 03/09/30 Ppp 
20641 221 34X Fiche 50-000. 03/07/30, 0 3 10060420 


8310070301 Potential Part 21 rept re underrariqe charac ter i s ti i of 
Model W-fcllGM transmitter Underrangp zero offset may otev'r 
when tranflmitttfr initially prcsaurlied from atmospheiic to 
suppressed zerd input End usri s notified 

DERBEBIAN.M J Fnxbriro Coip 03/09/30 Dlroctni's Office, Office 
of Inspection and Enforcement llpp 20651 064 «’4X 

Fiche 50-000.03/09/30. 8310070 J03 


831O1703B0 Updated LER 03-01 1/03X-1 on 0J(>BI7,F?HR pump Her land 

inoperable due to high bearing vihrotion levels Unit placed 
in degraded mode Cause uncertain failed pump replaced 
14/831005 Ur 

FAY.C H Wisconsin Electiic Howt'T Co 03/10/05 KLFf'Lirn, vJ G 
Region 3. Office of Director 4pp 20785 012 24/ 

Fiche 50-301, 03/10/05. 8310170300 


8310140255 PND-l r 1-83-094 on 830930. con temi nation found on empty 
spent fuel cask shipped from facility Irailer used to 
transport empty spent fuel casks experienced broke problrmc 
an 831005 All shipments under insp 

LOVENDALE.P , OREOER.L R Region 3, Office of Directoi OJ/ 10/06 
2pp 20759 23U 24X Fiche 50-266. 03/ 10/06, 0310140850 


V Operator Exami nat i ons 


8310070303 Requests oxtensitin of effective date of compliance u*/ 
lOCFRSO re licensed operator staffing to 071010 
FAY,C W Wisconsin Electric Fewer Co 03/09/30 pENlON. H H 
Office of Nuclear Reactor Regulation. Director 0pp 20651 07Li 
a4K Fiche 50-266.83/09/30,83100/0303 
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F Security. mediraJ* emergency & fire piotoction plans 


03JOO4O466 Ack receipt of 830909 Itr informing NRC of steps taken ti> 
correct violations noted in Ih Insp Kept 50-302/B3-J3 
LEMiSfR C Division of Project it Resident Programs 83/09/JJ 
WILGU6.WS Florida Power Cor p Ip 20623 100 24X 

Fiche 50-302.03/09/23.8310040466 


—8310040472 Responds to HRC 030010 Itr re violations noted in II Insp 
Rept 50-302/03-13 Corrective actions INPU contacted to 
request rapid dase assessment procedures which will he used 
as guidelines Procedure EM-204 will be revised by 031101 
MEBTAFtH.O R Florida Powur Corp 03/09/09 D'RLILLY.J P 
Region 2, Office of Director 4pp 20623 iOl S4X 
FUha □0-302*03/09/23,83100404 66 


— 8310040475 Forwards IE Insp Rept 5O-3O2/03'13 on a306P/-0701 tc notjtr 
of violation 

LEWlSiR C Division of Project !< Rohidopt Programs 03/OD/iO 

NILOUO.WS Florida Powei Corp ?pp 20623 105 24X 

Fiche 50-302,03/09/23,8310040466 


~“a3l-0040477 Notice of violation frbm innp on 030627-0701 

a Region 2, Office af Director 83/08/JO Ip 20623 107 P4X 
Fiche 50-302,03/09/23,0310040466 
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— .S3]0040'1GD IE Iruip Rept 50“30t.VQ3"ia uii C3lJ0627^0701 Noncomp I o 
nated failure to establish prot-edure i mp 1 ement i nq etTierqcnt ^ 
plan requiremPTit for prompt iio 1 1 f i c oi > oil 

HUFFHrtN, 0 N Region 2 . Office of Dnicfcor JENKINh»0 R Oi vision 
of Emergency Preparedness ^ Materials Safety OO/OB/O*? lOpp 
20623 JOB 24X Fiche 50 -301* 03/09/23. Q310040466 


83100-40420 Confirms that technical suppoi t t tr dcsiqticd to b i> 
continuously habitable for JO dags follouiing post accident 
release described in Reg Guide 1 4. Rev 2. dtd June 19/4 
Shielding conforms ui/NUREG-07 37. I temfi 11 R 2 ?« Ill f\ I 2 
WESTAFERiG tt Florida Pouicr ( oi p BJ/09/30 DENiUN. H H Office ii < 
Nuclear Reactor Regulation. Director Ip 20619 040 24/ 

F i t h e 50'302. Q3/09/30. S3 i Q0404 JO 


B3tOlB-0025 Determines that refund appropriate for revieu of BOOl 1 J h 
B20ai9 applications for amend t» License nPR-/2 re environ 
sampling analysis for detection capabilities & securiiij 
training & q ua 1 1 f i c at i on plan 

HILLER. W D License Fee Manaqemcnt Branch 03/10/07 UlLOUS. M 3 
Florida Power Corp Ip 2002& 054 247 Fiche 50-302. 83/10/07, 

8310100025 


J Insurance Sc indemnity information 


03]Ci4O'26O Poriiiardo Endorsement 60 to NLi lA Policij NF-195 8< Endorsement 
46 to MAPLO Policy MF-91 

DtJCIIi, J R Marsh «< McLennan, Inc 03/10/06 SALT /MAN Dffite of 
State Programs. Director 3p|> J0/6i w33 24X 

F Iche 30-302. 83/ 10/06. B310140JA0 


P Operating license stage dneuments ^ tor re»pondencr 


B31C0SO377 Foruaids safety evaluation on installation of RC5 high point 
vents pel NUrtEG-0/37. I tern II U i. "RTS Vents" !c final 
technical evaluation rept Vent sys acceptable subj to post 
implementation audit 

BTOLZ.J F Operating ReactUT-> Branch 4 U3/0B/08 W1LQU3.W 3 

Florida Power Corp Opp 20650 057 24 X Fit he 50-302. 03/OB/00. 

63 1 00 S 0277 


0310050304 Safety evaluation supporting installation of FifU high ppinl 
vents per NUFieo-0737. Item II B 1. '■Rr'-i Vents " 

♦ NRC - No Detailed Affillntion Giver. 83/03/26 lOpp 
20650 0*0 C4X Fiche 50-302. 03/08/08. □310030297 


— B3060Q010* "Selected Dpeiaiinq Rpacior Issues Progiam II R(.l» Vent:. 
>(NURCG''0/3/j 1 tern II B ll." final technical evaluation rept 
ilELO-. J T Energy Incorporated l-iLLl), J 1 Lawrence Livermore 
Laboratory FlNA-0250 rr-37O/0SI/A 03/03/14 ALBeiimAl.O 
Division of Licensing 6pp 20630 070 24X Firhe 50-302, 

63/OB/OB, 8310050277 


8310050060 Foruaids BER accepting Arkansas Puwer I< Light Co (AFM-) 
B3060/ pi oposed mods to leactoi trip breakers for Ut<W 
plarits Requested info should bp provided when APi gpnertr 
design endorsed in response to Orneric Ltr 83-20 
OTOLZ.vF F Operating Reactors Branch 4 83/09/12 W1LGU5, W 5 

Florida F'ower Corp 2pp 20639 322 24X Fiche 50-302.83/09/12, 

6310050060 


0310210116 Forwards notice of denial of amend to License DPR' /2 ^ 
opportunity For hearing ie 630331 amend application 
concerninq Cycle 5 rel oad. ex tend ing time interval for 
shutdown surveillance to once each 24 months 

SlERNANrR Operating Reactors Branch 4 8J/09/20 W1LGU3. W 3 

Florida Poucr Corp 3pp 2OU03 33J 24X Fiche 50-302.83/09/20. 

D31C210U* 


-- QDIO-Bi 0 1 19 Notice of denial of amend to License DPR-72 opppriunity 
for Fioaring re 83033] amend application concerning Cycle 5 
reload, ex tend i ng time interval for shutdown surveillance to 
onci; each 24 months Inadequate justification provided 
ST0L2, J r Operating Reactors Branch 4 83/09/20 app 

20003 334 24X Fiche 50-302.83/09/20,8310210116 


B3IO040301 Foruaids DteW "Bounding Analytical Assessment of NUREO 06J0 
Models on LOCA kW/Ft Limits N/Gse of FLFC8F1, " completing 
response to NUKEO-0630 Compen«.a ti ng models documented Sr 
lu^ii f i cat i on for model use piovided 

WEETAFER.O R Florida Power Cot p 83/09/29 STOLZ, J F (Jprt atiiiq 
Reactors Branch A 2pp 20612 227 24X Fiche 50-302,83/09/29. 

B3I004030I 


— 8310040304 "Bounding Analytual Assessment of NUREG-0630 Models on I Ii( A 
kW/Ft limits W/Use of FLFCGF T " 

M Babcock S, Wilcox Co 77-1140890-01 83/09/30 109pp 

20*12 229 24X Fiche 50-302,83/09/29.8310040301 


83100404*3 Modifies 791109 comm i tmont for nuclear suppoi t sves dept to 
perform multiple equipment failure analysis Plant staff, 
rat-her than nuclear support sves dept. will perform review 
WESTAFER.On rionda Power Lorp 83/09/29 EIEENJUT. D G 
Division of Licensing 2pp J0623 1 2h 24X Fiche 50-302.03/09/29. 
8310040463 


8310130421 Forwards safety evaluation 6 technical evaluation rept le 
NUREG-073/, TMI Items II K J 1, "Automatic FOfiV Isolation" 
t II K 3 2. '"Rept on PORVs Requirements met 

STDLZ.J F Oppratlng Reactoi & Dranch 4 83/09/30 WILGU&.W 3 

Florida Pauicr Corp 3pp 20/69 167 J4X Fiche 50-302.03/09/30. 
8310130421 


0310130070 Notification of 831019-2(1 meetings ui/util k Gilbert Assoc in 
St Peter aburg, FL to inspect present emergency feedwater sys 
& associated sys & to discuss planned emergency feedwater 
sys upgrade project 

HERMAN, R Operating Reactors Dranch 4 83/10/06 STDLZ. J F 

Operating Reactors Branch 4 2pp 20776 155 247 

Fiche 50-302,03/10/06.8310130070 


Q31O1B0436 Informs that util will respond to all applicable sections of 
Ooneric Ltr B3-28 re ATWS events at Salem by 831104 
w/exception oF bertion 2 2 2 Requests extension until 
840302 

SIMPSON. E C rioiida Powci Coip 03/10/06 EISENHUT. D G nivision 
of Licensing 2pp 20802 161 24X Fiche 50-302.83/10/06. 

031010043* 


83102000*4 Forwards SER re NUFIC<J-0737, 1 tem Jl K 3 17, "Rept on Outages 
of ECCS Review comp lete. however, improvement needed in area 
of LPIS availability Response requested within 90 days of 
ltr receipt 

STDLZ.J f- Operating Reactors Branch 4 03/10/06 HILGUO. W S 

Florida Power Forp 5pp 20044 277 24X Fiche 50-302.83/10/06. 

0310200064 


—0306160602 "ECCS Kepts (F-47) IHl Action Flan Requirements, i I oi i da 
Power Corp. Crystal River Unit J* " technical evaluation 
rept 

VOSBURY, F W , OVERDECK. G J . LUDINGTDN, D W Franklin 
I nst 1 1 ute/Frank ] 1 n Rrsearch Center NRC-O3-01-1PO rER-C5506-272 

83/06/13 CHDH.G NRC - No Detailed Affiliation Given iOpp 
20G44 202 24X Fiche 50-302 03/10/06,8310200064 


0310120191 Forwards info re NURbG-0 737, Hem It F 2. "Instrumentation 
for Detection of Inadequate Core CoollriP, ''' in response to 
830906 request Addl info will be submitled by 840215 
BJMPSON.E C Florida Power Cot p 03/10/0/ STOLZ, J F Operating 
Reactors Drancli 4 6pp 20695 320 24X Fiche 50-302.83/10/07. 

8310120191 


0310120307 Submits status of required 1 trms to upgrade seismic 
capability oF emergency feedwater sys, per 830009 request 
V Generic Ltr B1 14 Schedule for completion of seismic 
upgrades to emergency feedwatui sys enc 1 

SIMPSON, EC Florida Power Corp 03/10/07 STOLZ, JF Operating 
Reactors Branch 4 7pp 20699 121 24X Fiche 50-302.03/10/07, 

8310120307 


8310180029 Determines that refund appropriate for review of BOOlil Ir 
820319 applications for amend to License l)PR-72 re environ 
sampling analysis for detection capabilities 8< security 
training Sc qualification plan 

MILLER, VJ 0 License Fee Management Droncli 63/10/07 WILGU5, W 0 
Florida Power Corp Ip 20025 054 24X Fiche 50-302,83/10/0/. 

83I0IBDO25 


0310140079 Forwards "Reactor Containment Bldg Integrated Leak Rale 
Test." Jul 1903 

WESTAFER. O R Florida Power Corp 03/10/11 DENTON, MR Office of 
Nuclear Reactoi Regulation. Director Ip 20766 297 24X 

Fiche 50-302r 03/10/ i I, 0310140077 


— 6310140000 "Reactor Contalnmont Uldg Integrated Leak Rate lest," 
Jul 1903 

DLESSENG. J . SMIRK, R E Oi U crt/Commonwcal th Cor CQtLlNS. M E 
Florida Powei Corp 83/07/31 SQpp 20766 298 24X 

Fiche 50-30^03/10/11.8310140079 


63l0aS0143 Concurs that repeat of Cycle 5 in-tore vs ex-core detector 
imbalanco correlation ver i f i ca tenn tasting unnecesrary 
STOLZ, J r Operating Reactors Branch 4 63/10/13 WILOUDiN 3 

Florida Power Corp 3pp 20003 352 24X Fiche 50-302,03/10/13, 

8310210143 


6310180473 Responds to 831006 request For addl info re changes to 
emergency 6 abnormal procedures following review of 
Preliminary Safety Concern 22-82, "Potential for Ptessuriiod 
Thermal ShocTi " 

NESTAFER. G R Florida Power Corp 83/10/14 DEYOUNG. R C 
Director's Office. Office of Inspection and Enforcement 2pp 
20802 020 24X Fich* 50-302.03/10/14,8310)80473 
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B 310310«144 r?CVI£W) OF CHVSTAL mvCft NUCLEAR GE HERAT IIJG blATiDN UNll 3 
EMEflOEMCy FEE&WATEH SrSTEM REL lAQlLITV" ArMLYSTB 

VOl/NOOL-ODD. n I PAPAZQGLDUi I A Brookhaven iNafcion.al Laboratnrg F- 1 N 
^-3393 NUREG/CR^aoai 93 / 10/31 Hiviaion of Safety TethnoJnqg 

Available at NRC *3 V 5 2 IOOJ 016 24 X 

Flche SO- 303 . D 3 / 10 / 31 * 031 (> 31 O 44 4 


0 Inspection reports- IB Bulletins L correspondence 


63102S045B Advises that commitment to redrau eiisting flow diagifma on 
computer aided drafting sij*; cornplete per IE Insp Rrpt 
50-*ao-2/92-i I Drawings incorporate Refuel IV mod Si me 1 udinj 
field verification walJfdown marlines 

WE5TAFER-G R Florida Power Corp Q3/0G/04 O'FiEJLl V, J F llegioii 
2, Office of Diraetor Ip P0Q^7 056 P^AX Fichs 50-302i 03/00/04, 
B31025045G 


0310040476 Confirms 831020 fni|t ^meeting In St Peter s burg* Fl- to reyioin 
results pf first p/iaae of annual regulatory performance 
appraisal 8 ALP Board assessment for Uul 1962 - June 19 fi 3 
will be forwarded Proposed agenda enc I 

LEWIS, R C Division of Project 6 Resident Programs 03 / 09/21 
WiLtJUS, W 8 Florida Power Co» p 2 pp 20623 IJB 24 X 
FI Che S 0 ~ 302 . 03 / 09 / 21 . 031 00404/6 


03100404&6 Ack receipt of B 3 fi ?09 Itr informing NRC of steps taken to 
correct violations noted in lE Insp Rep t 50 “ 302 /a 3-13 
LEWIS. R C Division of Project ?< Ilesident Programs 63 / 09/23 
WfLOUS. W S Florida Power Corp Ip 20623 100 24 }f 

riche 30 - 303 , 03 / 09 / 33.8310040466 


-- 93 l 00 'lO 472 Responds to tZRC 830810 Itr re violations noted in IF Irisp 
Rept 50 * 3 D 2 /G 3 -*J 3 Corrective actipns fNPO contacted to 
request rapid dose assessment procedures which will be usod 
as guidelines Procedure EM ~204 will be revised by 031101 
WEBTAFFR.GR Florida Power Corp 03 / 09/09 O'REILLY, j P 
Region 2 , Office of Director 4 pp 2065-3 lOl 24 X 
FiChe 30 - 303 . 03 / 09 / 23 . Q 310040«166 


—03 1 0040475 Forwards IE Insp Rep t 50 - 303 / 03-13 on 030627-0701 Jt, nolicr 
of VioJatipn 

LEWJG,ff C Dlyisiori of Project & Resident Programs 03 / 00/10 
WrUOUS. W 6 Florida Power Corp 2 pp 2 D 623 105 24 X 

Fiche 50 - 302 . 03 / 09 / 23 . 0310040466 


—0010010477 Wot ice of violation from insp on 030627-0701 

» Region 2 » Office of Direr tor 03 / 08/80 Ip 20633 107 ? 4 X 

Fiche 30 - 303 . 83 / 09 / 23.0310040466 


-0310040400 IE Jnsp Rept S 0 - 302 /Q 3-13 an OJ 0637-0701 Noncomp l jafit e 
noted failure to establish procedure implementing emergency 
plan requirement for prompt notlficatlcn 

HUFFMAN.O N Region 2 . Office of Director JENKINS. Q R Division 
of Emergency Preparedness & Materials Safety 0 J/O 8 /O 5 JOpp 
20633 100 24 X Flrhe 30 - 30 ?. B 3 / 09 / 2 J. 03 1 0040466 


33003003^0 IE info Notice 83 “ 6 l, “Alleged Use pf Stai»d-Jns for Welder 
Qual i f 1 c ati nn Tests " Sve list enc I 

JORDAN, E L Division of Cmerfiency Preparedness 6 Engineering 
Response epost 030103 ) 03 / 09/26 Conso 1 i dated Edison Co of New 

York. Inc Jl 7 pp 20794 022 24 X Fiche 50 - 000 . D 3 / 09 / 26 , a 30 aau 034 0 


B 3 O 03 OO 342 IE Info Notice Q 3 - 6 S, ’’Failure of Redundant lone evas 
Detectors Positioned at Control Room Ventilation Air 
Intakes ” 3 vc list encl 

JQROAN.E.l Division of Emergency Preparedness t Engineering 
Response (Post 030103 ) 03 /O 9 / 2 & Consolidated Edison Co of New 

York, Inc (J 6 pp 20777 2 J 0 24 X Fiche 50 - 000 , 03 / 09 / 26 , 0300300342 


13 QQ 300345 IE Info Notice B 3 - 63 . '’Potential Failures of Wes t i tighou*ic 
Type BA -1 Differential Relays " Sve list cue I 

JORDAN. E L Division of Emergency Preparedness bngineering 
Response IPoit 030103 ) 83 / 09/26 Consolidated Edison Co nf Now 

York. Inc llflpp 20770 OOl 34 X Fltho 50 - 000 , Q 3 / 09 / 36 . 8 JO 03 OO 34 5 


1308300349 IE Info Notice 03 - 64 , "Lead Bbieldiny Attached to 
GafekV'''^'lAtEd Sys W/o iOCFRSO 57 Evaluation " Svc list 
tnt I 

JCFtDAN.E L DiviBsen of Emergency Preparednes s & Fnginepru.g 
Response (Past 8301 D 3 ) 83 / 09/29 Consolidated Edison Co of New 

York, Inc | 15 pp 20716 024 24 X Fiche 50 - 000 , 03 / 09 / 29.0308300349 


310130070 Notification of 931019-20 meetings w/util t ffilhert Assoc i ri 
at Petersburg, FL to inspect present Bmergency fBediJat<^r sys 
it asioclattd sys to dlicuss planned emergency feedwater 
ays upgrade project 

HEBNAN, 0 Operating Reactors Branch 4 03/10/06 STOLZ. J F- 

Bperating Reactors Branch 4 Spp 20/76 1 5S 24X 
Fiche 50-302,03/10/06,0310130070 


0308300370 IE Info Notice 03 - 65 , "bur vo 1 1 lance of Flow jii RID Dijpob... 
Loops Used m Westinghouse Plante " Svc list enr 1 
JORDAN, E L Division of Emergency Proporad no 55 5 < Inqinocnng 
Response (Post 830103 ) 03 / 10/07 vonso 1 1 d ate d Ldison un pf Nrw 

York. Inc 76 p p 20827 2 J 3 SdX Fiche '■. 0 - 000 , 03 / 10 / 07 , 83003003/0 


0308300752 IE Info Notice 03 66 , "Fatality at Argentine CiitM.il 
Facility “ Svt list encl 

JORDAN. C L Division of emergency Pt t*parrdnP 6 $ 6 fnqmepring 
Response (Post 830103 ) 83 / 10/07 f onso 1 i d a t e d Edison Ln of Nrid 

York. Inc 79 PP 20002 026 24 k Fiche 50 - 000 . 03 / 10 / 07 , 8300300/52 


831 OJ 30136 Comments o-n apparent increase in scope of frt-i’dulenl ^ 
substandard activities bg unecrupulous suppliers Rpli.'ihilitU 
emp hasi t ed 

SCOTT. L H Flunda Power toip 83 / 10/10 DeYOL/NG, R ( Dlrintoi's 
Office. Office of Inspection and Enforcement ]p 20726 JliO 24 X 
Fiche 30 - 302 . 03 / 10 / 10.8310130136 


8308300759 IE Info Notice 53 - 6 ?, "Cmorgency Use Respirator Mat! Defc*ct 
Causes F’raduction of Noxious Oases " Svc list encl 
■JORDAN, E L Division of Emergency F^r ep aredne s s !< Lnqi r.eer » iiq 
Response (Post 030103 ) B 3 / 10/11 Consolidated tdison Cri of Mow 

York. Inc 117 PP 21043 075 24 X Flthe 30 - 000 . 03 / 10 / I 1 . 030030075 '/ 


B 30 B 300761 IE Info Notice 83 - 60 , "Respirator User WarJUtiq Defrrtivr 
Self-Contained Dreathing Apparatus Air Cylinders " bvt Int 
encl 

JORDAN, C i Division of Emergency Freporodness it Eng i neor mg 
Response iPost 830 i 03 ) 03 / 10/11 Consolidated Edison Co of Mew 

York, Inc I 20 pp 20027 129 24 X Fit he 50 - 000 , OJ/ 1 0 / 1 1 , 0300300 /6 J 


8310250350 Ack receipt of 630909 Itr informing NRC of steps tjken to 
correct violations noted in IE Insp Rept 50 - 302 / 02-29 
Violation A re functional test Of LSF sys withdrawn 
O’REILLY, jp Region 2 , Office of Dirt<.tor 83 / 10/13 W 1 UUul-„W b 
Florida Power Corp 2 pp 2 OD 90 077 24 X Fiche 50 ^ 302 , 83 / 10 / j 3 , 

0310250350 


— B 3 I 0250374 Updates response to NRC 030210 lti re violations noted in IL 
Insp Rept 50 - 302 / 02-29 Violation A re failure to peiFoim 
5 Ur vel 1 1 ance testing denied 

WESTAFER,© R Florida Powci Cot p 03 / 09/09 O'RLULY, J P 
Region 2 , Office of Director 4 pp 20 Q 96 079 24 X 

Fiche 30 - 302 , 03 / JO/J 3 , 0310250350 


R Periodic operating reports & lelated correspondence 


9310140243 Forwards Rev 1 to monthly operating rept for Aug 19 CJ 3 t, 
monthly operating rept for Lep t 1 90 J 

WESTAFEff, G R Florida Power Corp 83 /JO/il DEYOUNG, R C 
Director's Office, Office of Inspection and Enforccmenl )p 
30761 231 24 X Dcbe 50 - 302 , 03 / 10 / 11,0310140243 


--0310140266 Rev 1 to monthly nperotmg rept for Aug 1903 

DGGART, A rioritfa Power Corp 83 / 09/01 Ip ? 0/61 233 VAi 
Fiche 50-302 03/ 1 0 / 1 1 , 031 0140243 


—8310140268 Monthly operating rept for Sept 1983 

GRAHAM* D , FIELDS, D Florida Power Corp 03 / 10/04 4 pp 
20761 233 24 X Fiche 50 - 302 . 03 / 10 / 11,8310140243 


S Reportable occurrenc es. LfcRs c. related correspond! nc r 


0310070306 LEr 83 - 035 / 03 L -0 on B 3 O 03 O, s tc am genera to? water Iryel 
exceeded Tech Spec 3 4 5 re<juirement Caused by misaligned 
linkage arm EWP- 2 A manually ti ipped allowing water level to 
drop within limits N/ 03 O 9 S 7 Ur 

BUFE, J L , CULl ENi D F , 'WESTAFER Florida Power Corp 83 / 09 / 2 '/ 
O'REILLY, J p Region 2 . Office of Director 3 pp 20652 203 )' 4 X 

Fiche 50 - 302 , 03 / 09 / 29.8310070306 


0310070307 RO 03-023 responding to NRC 8 JO 017 Itr re fire damper 
discrepancies Fire protection sys designed per 10 C)~R 50 App R 
mods to protect safe shutdown sys Audit verifying fire 
protectipn criteria implemented performed in early Bept 
NESTAFER. G R Florida Power C 01 p 83 / 10/03 LEWIS, R C Division 
of Project Resident Program^- Bpp 206 S 2 206 24 X 

Fiche 30 - 302 , 03 / 10 / 03.8310070307 


0310120301 Updated LER 83 - 023 / 01 X -2 on 030613 , per sanne 1 dir.coveTCd f i 1 i 
damper FD-B 6 missing Caused by personnel error Enginorrinq 
evaluation eipectod by 840331 LR -3 fire protection do'viqn 
considered adequate M/ 83 l 00 a Itr 

THOMPSON. P H r WESTAFER, G R Florida Power Corp 83 / 10/03 
O 'REILLY. J p Kegion 2 , Office of Oircclor lOpp 20690 33 N J 4 7 

Fiche 50 - 302 , 03 / 10 / 03,8310120301 
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B3I0I40107 'L£ft S3-0Jij/01 T-0 tin 0309*?! # f ut* I storage pool area survey*, 
discovered oot performed at least once every ^4 h from 
&309lS''3l Caused by personnel erroi Hrotccltires ui 1 1 be 
revised 1^/031005 Itr 

BUFE«J L « HJGHEB. P G . WlLGUb, S Mon da Pouter Cot p G 1/10/09 
CfiEILLY.x/ P Region 2. OFFice oF Uiiector 4pp 20764 dJ & 24X 
Fiche 50-302.03/10/05,0310140107 


—0310210377 Public version of Kev 1 to tmergency Plan Imp lemrn Ling 
Procedure EFMP 360-4, '‘Radindine Sampling Under Accident 
Conditions " W/030926 I tr, re-t ei p t foim ?< procedure change 
request form 

PLlMLrG Commonujea Ith Cdison To Q3/09/22 DENlDN, H R ►yftC - No 
Detailed Affiliation Given 6jip 20002 330 24X 

Ficho 50-295, 63/10/17,03102103/4 


03LO14O123 LER 03-030/011-0 an 630922, Fol I ouiup investigation of quality 
audit finding uncovered procedural inadequacy atloiuing 
requirement for surveillance of certain fire barrier 
penetration seals to be overlooked W/031006 Itr 
BUFE. J L , SIMPSON, E C Florirfa Power < o) p 03/10/06 

C 'REILLY, J P Region 2, OFFife of Director 4pp 20764 009 24X 

Fiche 50-302. QJ/ 10/06, 831 01401 PJ 


B310140233 LER 03— 037/03L-0 fin 630907, dui i ny performance of 
SurveLllanca Procedure 5P-340 re ECCS pump operability, 

DHV-llO breaker tripped while cycling valve from open to 
closed Cause unknown Breaker icp laced 840922 W/B31007 It? 

BUFE,J L , IIUGHES,P 0 . SIMPSON, E C floTlda Power Corp 9J/10/07 
O'REILLY, U P Region 2, Office of Ullector 3pp 20762 04,'^ 24 X 
Fichc 30-302, 63/10/07, 0310140233 


0310170319 Updated LER G3-034/O1X-1 on 630812, dtir ing 
SP-nO.ttPti functional testinqihoth reoc tor coolant 
nonitors Foi RCP* IT bypassed, contrary to Tech Spec 
Caused by inter ini change W/031010 1 Ir 
CARfiEINEHvR E , WCSTAFER, ft R flnrida Power Coi p 
0 NEILLV, J P Repion 2, QfFife of Dneutor 4pp 
Fiche 30-302, 03/10/07, 8310170919 


per For maiice 
pump 
3 3 11 

00/10/0/ 
20784 242 


24 X 


8310210021 LER a3-O39/03L-O on 830913, dui i ng Mode 4 «,ui vei Uaricr 
t rating , tue I ve instruments discovered nut of calibi Cause 
under inves t i gat 1 on Instruments will be recalibr Irannmittei 
replaced (4/Q3L013 Hr 

BUFC, J L , CLPLLENrD P , WESTAIER.G R rioilda Powei Coi p 00/10/13 
a 'REILLY, J P Region 2, Office of Dnector 2pp 20B95 136 P4X 
Fiche 50-302,83/10/13,0310210021 


8310270526 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J M Division of Ruler and Records 03/10/21 Dpi ument 

Management Branch tp 2093/ 316 24A Ficbo 50-000,03/10/21, 

0310270526 


— 8310270537 Public version uf Rev 2 to Emergency Plan Implementing 
Procedure EOl -6, "Administration ■& Logistics Manager '' 

W/031017 Itr fc' receipt form 

NELLIS, C A Commonwealth Edison Co 03/02/18 DENTON, W R NRC - 
No Dofcailed Affiliation Given 7pp 2093/ 217 24X 

Fiche 50-000, 03/10/21, 831 02705P6 


8310200307 Releases public version of revised generating stations 
emergency plan telephone diractoiy 

FELTON, J H Division of Rule© and Records 03/10/25 Dncumetit 
Management Branch Ip 20963 ici6 24X Fiche 50-000,63/10/25, 
B3IO20O3O7 


— S310280314 Public version of revised generating stations emergtTicy 
plan telephone directory 

GALL£,D P Commonwealth EiIisoti Co 83/06/11 DENTGN,H H OFficf 
of Nuclear Reactor negulation. Director 64pp 20963 127 ?4X 

Fiche 50-000, 83/10/25, 031 0280 307 


0310260191 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J M Division of Ruloo and Rocordn 03/10/26 Document 
Management Branch Ip 20962 266 24X Fiche 50-000,03/10/26, 

0310280191 


DOCHET S0-3D4 ZION NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency S, fire piotcction plans 


83101)0004 Responds to FOIA request for five documents raruiartls 
documents Documents also available in I DR 

PEL 7 DM, J M Division of Rules and Records 83/07/01 PEDRO, J NU9 

Corp 2pp 20704 137 24X I'lcht' 50-000.83/07/01,8310110004 


--8310110010 "Appraisal of Fire rffects I i om Aiicraft Crash At Zien I'oumi 
Reactor Facility " 

P3NKEL, 1 1 Atomic Energy Commission 72/07/1/ 35pp 
20704 139 24X Fiche 50 000, 03/07/01, B310J 10004 


8310140173 Ack roceipt of 631003 Itr informing NRC of steps taken to 
correct violations noted in IL Insp Repta 50-295/D3-13 & 
50-304/03-13 

SFfAFERi W D Region 3, Office of Director 03/10/06 RFED, C 
Cojnmoncjflalth Edison Co Ip 20765 001 24X Fiche 50-295,83/10/06, 

0310140173 


*-0310140175 Responds to NRC 830029 Itr re violations noted in IF Insp 
Repts SO— 290/03-13 6 50-304/83-13 Coircctlve actions 
surveillance conducted on fire pump diesel engine & starting 
12-volt battery bank ti chai'ger 

iENTINE,F G Oommonwealth Edison Co 83/10/03 KfPPLEH.J (t 
f^egien 3, Office of Director 2pp 20765 002 24X 

Fiche 50-295.03/10/06,83101401/3 


0310240007 Forwards IE Insp Repis 50-295/03-17 It 50-304/63-10 on 
Q30810-OV2D itaiice of violation 

NORELIUSi C E Division of Project S< Resident Progi oms O3/10/07 
REED, C Commonwealth Edison Co 2pp 20880 348 24X 

Fiche 50-295,03/10/07,8310240087 


--.9310240096 IE Insp Repts S0-«>95/B3-17 ^ 50-304/83-18 on 030810*0920 
None o-mp 1 ia nc e noted Unit 2 opei oted u/diesel generators 
SA.SG 0 inoperable on 030/04-11 & 21 -2/, contrary to 
surveillance raquiroments 

WATERQ. J R I BOYD.D C Region 3, Office of Director 83/10/04 
1 Lpp 20880 352 24/ Ficht 50-295,03/10/07,0310240007 


—0310280209 Public version of Rev 1 to Emergency Plan Implementing 
Procedure EOF-15, "Emergency Operations Facility 
Activation " 

MOORE, R D Commonwealth Edison Co O3/0B/02 SOp p 20962 267 
24X riclie 50-000.83/10/26,0310200191 


P Operating license stage documents cur respondencp 


0310130415 Forwards FR notice of c ons idor a bi an of issuance of amends to 
Licenses DPR-39 & DPR-40 to pcrniit operation w/only three of 
four primary coolant loops in sve 

VAROA. 8 A Opeiating Reactors Branch I 83/09/23 FARRAR. D L 
Commonwealth Edison Co 2pp 20769 ODD 24X Fiche 50-295, 83/09/231 
031013041 & 

/ 

—0310130416 Notice of consideration of issuance of ame-nds to Licenses 
DPR— 39 8< DPR-48 proposed NSHC determination it opportunity 
for hearing 

VARGA, S A Operating Reactors Branch 1 03/09/23 4pp 

S0769 010 24X Fiche 50-275. 03/09/23, 03101 3041 5 


8310110117 Biippl to 03OBO8 request for amend to Licenses DPR-39 & 
DPR-48, revl sing Tech Spec re containment leakage test 
acceptance criteria Info clarifies lOCf RSO App J 
calculations 

UENTINE,r O Commnnwcalth Edison Co 63/10/05 DEN10N> H R Office 
of Nuclear Reactor Regulation, Director bpp 20667 169 24X 

Fiche 50-295,03/10/05,03101)0117 


0310170042 Forwards request for addl info re use of optimlierf fuel 
assembly Response required to cumpleto evaluation 
VARGA. S A Operating Reactors flraneb J 03/10/05 FARRAR, D L 
Commonwealth Edison Co App 20012 150 24X Fiche 50-295.03/10/05, 

0310170042 


8310200273 Forwards schedules for equipment qualification test program!, 
for f ac i 1 i ties I per 010528 Itr Dates given for current 
qua 1 1 f i ca 1 1 on activities should be viewed as "targot^da tes" 
not as firm dates 

BARNES, P L Commonwealth Edison Co 83/10/05 KEPPLER, J G RegioTi 
3, Office Qf Director lOpp 20830 034 24X Fiche 50-000,33/10/05, 

0310200273 


9310210374 Releases public 
Implementing preceduro 
FELTON, J H Division of 
Management Branch Ip 
0310210374 


version of revised emergency plan 

Ruler and Recordr 63/10/17 DoruniPrit 
20BB2 349 24X Fiche 50-295.83/10/17, 


8310200151 Application for immediate it temporary amend to Licenses 
DPR-39 8< DPR-4B, Chang i ng Tech Specs to allow preventive 
maint to be performed on shared diesel generator O during 
Current refueling outage 

LENT1NE*F 0 Commonwealth Edison Co 03/10/14 DENTDN, H R OPfici 
of Nuclear Reactor Regulation. Diroctoi lOpp 20836 202 PAX 
Fiche 50-293,03/10/14,8310200151 
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0310310049 Forurards response to NrtC B3100& request For addl info tc 
630B3S application For license atnenif to permit use of 
optimized Fuel assemblies Structural ausl^sis o-f mi led 
reactor tore <furin;g seisailc event encl 

LE/iTINEiF 0 Cammoniuealtb Edison Co 03/10/21 DEllTON. H 1< OTFifi 
oF Wucjear Reactor ReBuJation* Director J4pp 20951 131 P'^X 
Fiche 30-29S, 83/10/21, B3 10310049 


8310310060 Submits info re Edison lot! swap anali/sis method for revsew 
& approval Methods employed in support op tonbrol rod uioi th 
measurements usin? rod swap technique durins reload physics 
testing Criteria tables end 

LENTlNErF 0 Comflionwealth Edison Co 03/10/24 BEMlON.Wk tUFui 
of Nuclear Reactor Regulation, Director 8pp 20951 024 24Jk 
Fiche SO'ODO, 03/ 10/34, 331031 D060 


Q Inspection reports, le Bulletins ir cof r er pcndence 


B310110456 Forwards safety evaluation & technical evaluation repl re 
util responses to IE Bulletin 80-11, "Masonry IVall Design 
Requests actions (ilanned 6 scheduled For resolution of issue 
within 30 days 

VARGA, a A Dperatinfl Reactors Branch J 63/09/12 FARRAR, D L 
Commanuealth Edison Co 4pp 20713 19> 24X Fiche 50-295, ^■3/09/ J 

8310110456 


■8308030016 Revised "Masonry Wall Oosiqn IB-99>,Zlaii Units 1 & 2, ” 
technical evaluation rept 

SUDRAMONIAN, M Franklin Inst J tute/Fi ani 1 I n Research Center 
NRC-Oa-Bl-iaO TER -C 550^-243 RO I 83/07/27 CHOKSHI.Nf fiRC 

Ko Detailed AFFiUatlon Given 25pp 20712 202 24X 

Fiche 90-293j 83/09/12, 83101 10456 


830B300340 IE Info Notice 63'*6|, "Alleged tfse of Stand-Ins Foi Ubldf'T 
Gua 1 If ication lasts " 5vc list end 

JORDAN, E L Division of Emergency Preparedness t* Engineering 
Response IPost 830103) 63/09/26 Consolidated Edison Co of Nrw 

Vork, Inc U7pp 20734 OPS 24X Fiche &0-000, Q3/0 9/26, 03003 fJ0340 


830B300342 IE Info W&tiee S3-62, ''Failure of Redundant Teslc Gas 
Detectors Positioned at Contral Rdofo Ventilation Air 
Intakes “ Svc list encl 

JORDAN, E L Division of Energencii Preparedness & Engineering 
Response (Post B30103) 83/09/26 Consolidated Edison Ce of Mew 

York, Inc U6pp 20777 210 24X Firhe 5 D-000, 03/09/26. 0300 J0031 2 


8300300345 IE Info Notice 63-63, "Potential Failures oF Westing huusu 
Type 8A-1 Differentia) Relays *' Svc list end 
JORDAN, G L Division of Emergency Preparedness & Engineering 
Response (Post B30103) 83/09/26 Consolidated Edison C'o of New 

York, Inc liapp 20770 OOJ S4X Fiche BO-OOOi 83/09/26, 0303300345 


B308300349 lE Info Notice B3-64, "Lead Shielding Attached to 
Safety-Related Gys W/o I0CFR50 59 Evaluation '• Svc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineerihg 
Responie (Post 830103) 83/09/29 Consolidated Edison Co of New 

York, Inc I15pp 20716 324 D4X Fiche 50-000, 83/09/29, 0300 TOO J4 7 


8310200124 Forwards IE Mg t Meeting Repts 50-010/83-10, 50-237/83 
50-249/83-25, 50-254/03-27, 50-265/03-26, 50-^295/03-19, 

50-304/83-20, 50-373 /03-38, 50-374/03-30, 50-4 54/63-44. 
50-455/83-33,50-456/03-14 L 50-457/03-13 

NDRELIUS, C E Division ef Project 8, Resident Progrornf 63/10/04 
REED, C Comnvonweal th Edison Co 2pp 20834 096 24 X 

Fiche 50-000,83/10/04,8310200124 


—8310200148 IE Mgt Meeting Repis 50-020/83-10, 5O-23//03-27, 50-249/03-, 
50-254/83-27, 50-265/83-26, 50-295/03-19. 50-304/03-20. 
50-373/83-38,50-374 / 03-38 , 50-4 54 /83-44 , 50-4 55/03-33, 

50-456/83-14 k 50-457/83-13 

NDREHUSiC L Division of Project & Resident Programs D3/10/O3 
4pp 20934 100 24X Fiche 50-000. 03/10/04. B3iO20O|24 


8310140173 Ack receipt of 831003 Itr informing NRC of steps taken to 
correct vidUtions noted in IE Insp Rents 50-295/03-13 6 
50-304/03- n 

SHAFER, H D Region 3i Office of Director 03/10/06 RECO, C 
Commonwealth Fdison Co ip 20765 OOJ 24X Fiche 50-295,03/10/06, 

8310140173 


8310140175 Responds to NRC 830829 Itr re violations noted in It Insp 
Repti 50-295/83-13 fc 50-304/03-13, Coi roc ti ve actions 
surveillance conducted on fire pump diesel engine ?< starting 
12-velt battery bant & charsor- 

LENTINE, F. 0 Commonwealth Edison Co 83/10/03 KFpPLER, J C 
Region 3, Office of Director app 20765,002 243( 

Flcbe 50-295,03/10/06,8010140173 


8308300378 IE Info notice 83-65, "Surveillance of F U'u’ ii, IflO 
Loops Used in We *i 1 1 ng house Plonti " Svt list em 1 
JORDAN, E L Divisian of CmeryEncy Preparrdiieaa & Lrtginopring 
Response (Post 830103) 03/10/0/ Consolidated Edison Co of New 

York, Inc 76p p 20027 213 SdX Fiche 40-000,03/10/07.8300300378 


0308300752 IE Infa Notice 83-66, "Fatality Argentine Ciittca) 
Facility " Svc list encl 

JORDAN, E L Division of Lmerqency F-reparedness L E-nginemiig 
Response iPost P30103) 83/10/07 Consolidated Edison Cti iif Npw 

York, Inc 79pp 20082 026 24X Fiche 50-000, 03/ 10/07, 03{)03()07M' 


03)0240007 Forwards IE Insp Repts 50-295/83-17 fc 50-304/83-10 on 
030810-0920 6 notice of violation 

NORELIUB.C E Division of F’roject ?< Hrsident Proqram*^ 33/10/0/ 
REED, C Commonuteal th Edison (o 2pp 208G0 348 r.’4X 

Flcbe 50-295. 03/10/07. 3310240007 


— 8310240071 Notice of violation from Insp on 03OBlO"O9pn 

NBRELIDS, C E Division of F^roject & rVosident Programs 63/10/0? 
2pp 20BB0 330 24X Fiche 50-295,03/10/07,0310340087 


—B3J 0340096 IE Insp Repts 50-,'395/03-l 7 !, 50-304/03-10 on 830010 O'A’O 
Noncomp 1 ) anc e noted Unit 2 opetatod w/diesel gonoraturs 
2A, 28 6 0 inoperable on 030704-11 6 Pi -27. contrary to 
surveillance requirementfi 

WATERS, J H , DUNAWAY, F 0 . HARTMANN, F' L Reg i on 3. Q f f i c r o f 
Director Dl/lO/04 llpp 20080 O'!..' 24XFlcho 50-295,03/10/0/. 
8310240007 


0300300759 IE Info Notice 03-67, "Emergenry Uso Respirator Mall Defrrt 
Causes Production of Noxious Gasoc " Svc list encl 
JORDAN. E L Division of Lmergency Preparedness 6 Fnginorrinfl 
Response (Pust 830103) 83/10/11 Consolidated Edison Cu of New 

York, loc 117pp 21043 075 24X Tic ho 50-000, 83/ 10/ U. &300300/5V 


0300300761 IE Info Notice 83-60, "Respirator User Wai ning Deflective 
Self-Contained Breathing Apparatus Air Cylinders " Hvr list 
enc 1 

JORDAN, E L Division of Emergency F^reparodness 6 rnginemnn 
Response (Post 030103) 83/10/11 Consolidated Edison (.o r. f New 

York, inc isopp 20827 129 24X Fiche 50-000, 03/10/1 1 , 8300300/61 


03101001 1 0 Advi sq« that planq 6 schedule for resolution of hoi i ii’ii tuJ 
joint r einf-orclng , p er IE Dulletin 80-11, "Masonry Walls" *< 

NRC 830912 Itr.uiU be provided by 831111 Util presently 
ezamlning design of 18 walls affected by issue 

LENTINE, F O rommonwealth Edison Co 03/10/19 UENFUN, Fi H UFfui 
of Nuclear Reactar Regulation, Directoi ip 20802 258 24X 

Fiche 50-295.03/10/12.0310180110 


0310160283 Clarifies NRC position re procedures for admiitinq NRC 
personnel to facilities List of personnel requiring acteris 
to vital areas enc I Updates will be provided every 6 months 
AXELSOM. W L Revlon 3. Office of Director 83/10/14 RCUIL C 
Commonuioal th Edison Co 7pp 20001 115 94X Fiche 50-295.63/10/14, 

8310100263 


n Periodic operating reports & related correspondence 


631012010B Monthly operating repts for St p t 1983 W/03i007 Ur 
AUSTIN, 0 , <3RAES6EFl, K L CammonwGa 1 th Edison Co 03/10/0/ 
Director's Dfflcu. Office of Inspection and Enforcement i2pp 
20696 220 24X Fiche 50-295,83/10/07,8310120100 


5 Reportable occurrences, LERa ?< related correspondence 


63101 10430 Respond 9 to FQIA request for four different catcqoi Irs of 
documents described in 830510 Itr Forwards matl listed in 
App A, responsive to Items 1.2 h 4 DDE should be contacted 
for mat! requested in Item 3 of Itr 

FELTON, J M Division of Rules and Hecordr, 03/06/14 HIATT, f» I 

Ohio Citizens for Respnnsible Energy Jpp 20/06 OuJ 24>, 

Fiche 50-000, 03/06/14,63101 10430 


— 83101104/B Responds to 830413 Ur requesting info re use of foreign 
metis (in valve seating surfaces Lubricants cleaning 
solvents used on valve component lurfaces per vendor 
recommendations L maint practices 

FARRAi?, D L Commonwealth Edison Co 83/04/22 HEPPLER, J C 
Region 3, Off Ice of Director 4pp 20706 063 24X 

Fiche 50-000,03/06/14.8310110430 


0310140256 LER 03-O34/O3L-O on 030906, unit operated during fiist half 
of Cycle 7 u/nnnconservati ve IH channel 2N36 setpoint*, for 
high flux trip Si rodstop Caused by inadequate quidcltnns 
leading to new setpoints Ouldelines developed W/831006 Ur 
OEOROErD E , GRAESSER.K L Commonwealth Ed lion Co 63/10/06 
KEPPLER^ JO Ration 3, Office of Director 3pp 20761 337 ..4X 

Fiche SO -304. OJ/ 10/06, 03 101 40256 
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B310170AD-9 LER a3-036/03L-0 on 830911.511-0(11 generator 2B levoJ chanri€?l 
aL-3-49 tpiksd high repeatedly Deviation nonconservat i ve foi 
-Itram. generatai level Caused by plugging of sensing line 
i-lTie blown down channel returned to svc W/03100& It? 

CANTHELL.P F ' GRAESSER.K L Commonwealth Edison Co G3/lfi/0A 
KEPPLER. J Q Region 3« Office of Director 2pp 20782 170 PAX 
Fiche 50-304. 63/10/06. 031O17OAO9 


0310170579 LER G3-033/03L-0 on 830914. dm in g heat trace sut vei I lent e. 
hc-ater failure alarm discovered on disrharge Prom bot ic acid 
filter 2 to boTOn injection tank Caused by deteriorated 
trece on discharge line Troce replaced W/B31011 1 ti 
VAPLAHtB i GRAESSCR.K L Commonwealth Edison Co 83/10/11 
KEPPLER.J 0 Region 3. Office of Director 2pp 20/80 327 L4X 
Fiche 50-304,63/10/11.83101705/9 


B3tO170S57 LEH Q3-0a5/03L-0 on B30912. dot ing performance test on dirtel 
generator 2A. output breaker tripped open Operator unable to 
increase ar decrease load Caused by eriatlc motor Motor 
replaced It test rerun W/031012 Iti 

FAP^MrMO.O . GRAEBBER. K L Commonwea 1 th Edison Co Q3/10/12 
KEPPLER.J 0 Region 3. Office of Director 2pp 20780 34/ t4X 
FIcho 50- 304. 83/10/12. 8310170557 


0310310210 LER Q3-037/03L-0 on 830915. dui ing instrument mechanic 
surveillance testing of passive gas failure oionitor 
2ftT-PR13,no flow observed through monitor Cause unknown 
t nves ti gf) t Ion underway U/Q3I014 1 tr 

KUECHLEiC . GRAESSER. K L Commonwealth Edison Co 83/10/14 
KEPPUER.J 0 Region 3, Office of Director 2pp 20053 O/V r»4X 
Fi<h0 50-304. D3/10/14, 031O21O2JD 


931037D3Q4 PNO-llI-83-102 on 631020. securl ty officer received bomb 
threat phone call from unidentified (na)e Shift engineer 
Instituted emergency procedures bearch of vital areas 
conducted w/negative results Ihreat determined hoax 
BELAMOER, J , CREED. J Region 3. Office of Dlrectoi 03 / 10/21 Ip 
20933 207 24X Fiche 50-295.03/10/21.0310270384 


7- Hearing transcripts on non-anti trust matter^ 


0310] 10004 Responds to FDIA request for five documents Forwards 
documents Documents also available in FDR 

FEUTON. J h Division of Rules and Records 63/07/01 PEDRO, vf NU^ 

Corp 2pp 20704 137 24X ("icbo 50-000,03/07/01.6310110004 


--B310I10011 Testimony of DO Eisenhwt re /lan/Uaukogan Airport 
interaction 

> Atomic Energy Cornmissiun 83/07/Oi lOpp 20/04 174 24X 

FI Che 50-000.83/07/01.8310110004 
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r Becurityi furdlcal. emergency fire piotoction plans 


G310L400D2 roTwards IE Insp Rept 50-305/03-13 on 030027 0902 Nu 
n oncomp I i anc e noted Protective action weaknesses in 
energeTicy plan discussed 

PAPERlEUUa.C J Region 3. Office of Director 83/09/20 
OIESLER.C U Wisconsin Public Bervice Corp 4pp 20768 036 24X 

Flche 50-305^ 83/09/28.8310140002 


— 83L01400I3 m Insp Rept 50-305/63-13 on 630029-0902 No noncoinp H anr e 
noted Major areas inspected emergency preparedness pi ogram. 
including actions on previously identified 1 terns. emergency 
•dttBction & class if ication public info program 
GffELL. (4 0 , LICKUSrR M . PHILLIPS, M P Region 3. Office of 
Director 03/09/28 I6pp 20760 040 24X Flche 50-305.03/09/214. 

D31 01 40002 


6310120206 Forwards 830621 revs to emergency plan implementing 
procedures Index end 

BAETSEN. L A Wisconsin Publir Service Corp 83/09/29 BMIfH. M 
R«g.]on 3, Office of Director 6pp 20692 239 24X 

F Ithe 50-305. 03/09/29. 8310120206 


--6310120209 Rev C to Procedure EP-AD-I 1 "Emergency Radiation Controls " 
MAFCHI.M L Wisconsin Public Service Corp 83/06/21 Opp 
;20692 245 24X Fiche 50-305,63/09/29.0310120206 


— 8310120-214 Rev H to Procedure EP-ENV-3A "Environ Protection Dii ector 
Actions it Directives " 

MARCH!. M L Wisconsin Public Service Corp 03/06/21 17pp 
20692 253 24X Flche 50-305.63/09/29.0310120206 


—8310120216 Rev b to Procedure bP-ENV-3» "EM Team Actions " 

HARCHlrM L Wisconsin Public Service Cprp 03/06/21 Ppp 
20692 2/0, 24X Fiche 50-305.63/09/29,0310120206 


—0310120220 Procedure EP-ENV— 3C "Pridiary Dose Projection Calculation - 
IBM Personal Computer ” 

HARCHI.M L Wisconsin Public Service Corp 83/06/21 4pp 
20692 276 247 Fiche 50-305. 03/09/29. 03 10120206 


—8310120223 Procedure EP-ENV-3D "Primary He t ermi na 1 1 pn of Meteorological 
Data ” 

MARCHI.M L Wisconsin Public Service Corp 83/06/21 3pp 
20692 2B2 24 X Fiche 50-305.63/09/29.0310120206 


' — 8310130227 Rev E to Procedure LP-ENV-3C "Manual Determination of X/0 
(KNPP Mebeoral og ica 1 Data) 

MARCHI.M L Wisconsin Public Service Corp 03/06/21 6pp 
20692 2Q5 a4X Fiche 50-305. 63/09/29. 03 J 01 20206 


— B310120232 Rev D to Procedure EP— ENV-3F "Manual Determination of X/8 
(Green Bay Meteorological Data) " 

MARCHI.M L Wisconsin Public Service Corp 03/06/21 7pp 
20692 291 24X Fiche 50-305. 63/09/29, 03 J 01 20206 


— B310120235 Rev D to Procedure Ef*-ENV-3G “Manual Projection 
Calculation " 

MARCHI.M L Wisconsin Public Service Corp B3/06/D1 Qpp 
20692 298 24X Fiche 50-305.63/09/29,8310120206 


— B31012023B Rev B to Procedure £P-ENV-3H "Protective Action 
Recommendations " 

MARCHI.M. L Wisconsin Public Service Corp 03/06/21 6pp 
20692 306 a4X Fiche 50-305.83/09/29,0310120206 


—0310120240 Rev A to Procedure CP-RET-3D "Contairunent Air Sampling 
Analysis Using GASP " 

WINSOWBKI.WS Wisconsin Public Service Corp 03/06/21 6pp 
20692 312 24X Fiche 50-305.83/09/29.0310120206 


03101)0027 Releases public version of revised emergency plan 
lihplement i ng procedures 

FELTON. J M Division of Rules and Recurds 63/10/05 Document 
Manageniont Branch Ip 20666 130 24X Fiche 50-305.83/10/05. 

0310110027 


— 0iJlOllOO2B Forwards public version of revised emergency plan 
imp 1 eaien ting pracedur es. inc lud ing Procedures EP-AD-7 re 
notification of unusual event. EP-AO '0 re notification o-f 
alert it EP-AD-9 re notification of site emergency 
0IE8LERiC W Wisconsin Public Service Corp 83/00/31 
DENTON.H R Office of Nuclear- Reactor Rogulatiqni Director 2pp 
20606 J39 P4K Ftche 50-305. 03/10/05,0310110027 


— 8310110031 Public version of revised emergency plan implementing 
procedures, includ ing Procedures EP-Ali-? re notification of 
unusual event. 6P-AD-e re notification of alert ?< EP-AD-7 
re notification of site etnergency 

« Wisconsin Public Service Coi p 03/00/16 I24pp 20686 Ml 
24X Fiche 50-305.83/10/03.6310110027 


8310120241 Ack receipt of 030811 exercise objectives for emergency 
exercise schedirled for 831101 Objectives acceptable CD(nments 
will be provided re 030916 detailed exeiciae scenario 
PAPERIELLO. C J Reyion 3. Office of Director 03/10/06 
OIESLER.C W Wisconsin Public Service Corp Ip 20692 164 P4X 
Flche 50-305. 03/10/06, B3l 01 2034 I 


— 0310120244 Forwards list of objectives for 031101 emergency exercise, 
per 820112 request for advance notice of scheduled exercise 
objectives 

0IE8LER.C W Wisconsin Public Service Corp 83/08/11 

KCPPLER. J Q Region 3, Office of Director 5pp 20692 J65 P4X 

Fiche 50-305.03/10/06.8310130241 


0310210309 Releases public version of revised emergency plan 
Implementing procedures 

FELTON. J M Division of Rules and Records 03/10/17 Documffnt 
Management Dranth Ip 20383 279 24X Fiche 50-305.83/10/17. 

8310210369 


— 0310210394 Forwards public version of revised emergency plan 
Implementing procedures. inc I ud ing Procedures EP-AD-3 re 
vnueual event, GP-AD-4 re alert h CP-AD-5 re site Ksergency 
OIESLER.C W Wisconsin Public Service Corp 03/10/05 
DENTON. H R Office of Nuclear Reaettir Regulation. Director Ip 
20802 280 R4X Flche 50-305, 83/10/17.8310210389 


— 0310210396 Public version of revised emergency plan Implementlnq 
procedures, including Procedures EP-AD-3 re unusual event. 
EP-AD-4 re alert l( EP-AD-5 re site emergency 

a Wisconsin Public Service Corp 63/09/29 46pp, 20002 261 

a4X Fiche 50-305,03/10/17.8310210309 
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8310310335 Disco5Be3 IE Emeraen^y Preparedness Insp Repl SO-305/03 13 
on 8308a'?-090a forwards notice of violation 

HIND, J fi Region 3> Office of Director B3/10/10 GlESLEN^C M 
Wisconsin Public Service Cerp Spp 20961 114 24JC 
Fiche 30-303/33/10/18,8310310325 


— 8310310333 Notice of violation frem insp on B3O029-O-9Oa Nenc ornp 1 1 anci 
noted shift svpervisaPE incopable of determining uhen 8, uihat 
type of protective measures should he considered outside 
site boundsrv doe to- inadequate training in procrduiee 
HIND, J A Region 3, Office of Director 03/10/lB Ip 
20961 116 24X Fjche 50-305,03/10/18.0310310325 


P Operating license stage documents U correspondence 


8310040068 Foruards safety evaluation closi-ng DHR Issue based on 
800620,810713,030824 & 0909 submittals 

VAROAi S A Operating ReactorB Oranch I 63/09/20 GlESLEFj, C Vi 
Wisconsin Public Service Corp 2pp 20640 325 a4X 
Fiche 30-305,83/09/20,0310040060 


--6310040072 Safety evaluation closing DHR issue (ref IE Qulleitn OO'i,') 
» NRC - No Detailed Affiliation Given 83/09/20 llpp 
20640 327 24X Fiche 50-30b, 03/09/2-0. 8310040060 


6310040617 Requests eitension tn 040701 for imp I emetita 1 1 on of 
10CFR30 54((n)ii) it (ill) requirements re licensed operator 
staffing One addl group of candidates must be prepared h 
examined to provide two senior reactor operators per shift 
OJEELER.C N Hi scons In Public Service Corp 03/09/30 DENI UN, H U 
Office of Nuclear Reactor Regulation, Director 5pp 20626 176 
24X Fiche 50-305, 03/09/30, 03JOO4OA 1 7 


031O1SO337 Forwards revised Surveillance Procedures SP 34-|l45(' t, 

SP 34-145D re low temp avarpressure p rotec t ion# Inadvertently 
detached from B30923 Itr 

OIESLER.C N Wisconsin Public Service Corj) 83/10/05 VAHGA, S A 
Operating Reactors Dranch 1 Jp 2D700 233 24X 

Fiche SO-OOS, 03/ 10/D3, 0310120337 


— 0310120341 Rev 0 to SurveiUatice Procedure SP 34-1450/ "RUR Suction 
Pressure Interlock Test fc Calibr for Valves RHR-1 A/ IB, 2A, 

20 $< 11 " 

ffACSWAlNiD H Ulficansin Public Service COrp B2/05/31 I4pp 
20700 234 24 X FiChe 50-305,03/10/05/0310120337 


—0310120343 Rev C te Borveillance Procedure SP 34-145C, ^^RHR Suction 
Pressure Transmitter PT 419 U PT 420 CaJibr “ 

MAOSNAIN, D H Uisconsm Public Service Corp 82/07/30 bpp 
20700 240 g4X Fiche 50-305, 83/10/09, D3J0I20337 


0310180503 Forwards Amend 90 to License DPR-43 & safety evaluation 
Amend adds requirement for secondary water chemistry program 
ii deletes previous Lrater chemistry requirements 

OROTENHOId. N Operating Reactors Branch I 83/10/06 OIESLER, C M 
Nisconsin Public Service Corp 2pp 20824 030 24X 

Fiche 90-305,03/10/06,0310100983 


—0310180909 Amend SO to License DPR-43 p ad ding requirement for srcoiidai g 
water chemistry program & deleting previous water chemistry 
requirements 

VAROA, 8 A Operating Reactors Branch 1 83/10/06 5pp 

20824 032 P4X Fiche 50-305,83/10/06.8310180503 


— B3I0180996 Safety evaluation supporting Amend SO to License DPR -43 
e Office of Nuclear Reactor Regulation, Director. 03/10/06 3pp 
20024.037 24X FJche 50-305.03/10/06,0310180983 


0 Jnipection reports, IE Bulletins & cot respondenc e 


8310040031 Forwards safety evaluation of 830308 it 0719 requests for 
relief from exam of reactor coolant pump Relief from 
impractical requirements granted Notice of granting of 
relief end 

VAROA. S A Dperating Reactors Branch I 83/09/16 GIESLER. C W 
Wisconsin Public Service Corp 2pp 20640 330 24X 

Flch* 50-303,03/09/16,0310040091 


—6310040056 Safety evaluation granting relief from eiam of roactni 
coolant pump 

• NRC - No Detailed Affiliation Given 83/09/16 Spp 
20640 352 24 X Fiche 50-305,83/09/16,8310040031 


-8310040060 Notice of granting of relief from ASME Code XI requi i omen I s 
re Ifiservice tnsp program Relief effective as of 800916 
VARGA, 8 A Operating Reactors Branch 1 03/O9/T6 2pp 

20640 337 24X Fiche 50-305, 83/09/16. 0310040051 


6310040068 foruards safety evaluation closing DHR is'ue bai>ed or, 
800620,810713,830024 0907 aubmittajs 

VAROA, S A Operating Reactors Branch 1 83/09/20 GIEliLER, C W 

Wisconsin Public Service Corp 2pp 20640 325 24/ 

Fiche 50-305, 03/09/20. 8310040060 


— 8310040072 Safety evaluation closing DHR issue (lef 16 Bulletin BO J,^l 
* NRC - Ma Db tailed Affiliation Civur. 83/09/20 Upp 
20640 327 S4X Fiche 50-305, 83/09/,:0, 0310040060 


0309300340 IE Info Notice 83-61, "Alleged Use of Stand-Ins foi Welder 
dual 1 f 1 cation Test-i " Sve list eilt 1 

JORDAN. E L Division of rmergoncy PrPUuredness it tng i ne er i ng 
Response (Post 8301031 83/09/26 Consolidated fcdison Lci tif Nru 

Voric, Inc n7pp 20754 022 24/ Fithe 50-000,83/09/26.0300^^00340 


8300300342 JE Info Nabice 03-62, "railuio of Redundant Toxic 
Detectors Positioned at Control f?oom Ventilation Ait 
Intakes Sve list end 

JORDAN, E L Division of Efliergenry Preparedness 5 tnq » tiopr mu 
Response (Post 030103) 03/09/26 Consolidated Edison To uF Ni-u 

VGTk, Inc Jl6pp 20777 aio 24X Fiche 50-000,03/09/26,830830034/ 


8300300345 IE Info Notice 83-63, “Potential Failures of Wertmghnuso 
Type SA-i Differential ITelays " Sve list end 
JORDAN, E L Division of emergency Preparedness it Lnq motfi'iiiq 
Response (Post 030103) 83/09/26 Consolidated Edison Cn of Nei<i 

Vork. Int Jl8pp 20'»7Q 001 24X Fiche 50-000,83/09/26,0308300345 


B310I40002 Forwards lE Insp Rept 50-305/83-13 on 830829-0902 No 
noncompliance noted f*rotective action weaknesses in 
emergency plan dii,cussed 

FAPERJELLD, C J Region 3, Office of Director 83/09'P8 
01ESLER,r W Wisconsin Public Service Corp 4pp 20/60 OJA ,'4X 
Fiche 50-300,03/09/28,8310140002 


— 031 0140013 IE Insp Rept S0-30S/D3-13 on 830829-0902 No none (imp 1 1 a i>f i* 
noted Major areas inspected emergency preparedness program, 
IncludlnQ actions on previously identified 1 terns, emergency 
detection & classification E, public info program 
BMELL, M 0 . LICKWS.R M , PHILLIPS, M P Region 3, Office of 
Director 83/09/28 16pp 20768 040 24X Fiche 50-305,83/09/1^(1. 

0310140002 


8308300349 IE Info Notice 83-64, "Lead Shielding Attached to 
Safety-Related Sys W/o lOCFRSO 59 Cvalifotinn ■’ Bve list 
enc I 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/09/29 Consolidated Edison Co of New 

York, Inc lISpp 207)6 324 24X Fithe 50-000, 83/09/29i B10CJ0034 7 


8310060330 Act receipt of 930B2P Itr informing NRC of Stops token to 
correct violations noted in Ib Insp Rept 50-305/83-09 
Suppi emental response describing certification program for 
Reg Guide 1 58 compliance requested 

SPESSARDi R L Division of Engincerinq 83/09/30 GIESLER, C W 
Wisconsin Public Service Corp 2pp 20646 020 ?4X 

Fiche 5 0-30 5.03/09/30,831 0060330 


“8310060334 Responds to NRC 030720 Itr re violatlono noted in IF Insp 
Rept 50-305/83-09 Corrective actions formal revieui of Tech 
Specs i* license conditions will be perfarmed to ensure thnt 
all appropriate requirements Included in procedures 
OIESUER, C W Wisconsin Public Service Corp 83/03/22 
STREETER. J F Region 3. Office of Diioctor Bpp 20646 030 24X 

Fiche 50-305, 83/09/80, 6310060330 


8308300378 IE Info Notice 03-65, "Survei HaricO of Flow in RID Dypziss 
Loops Used in Westmghouse Plants 8vc list end 
JORDAN, E L Division of Emergency Preparedness it Enyineerinq 
Response (Post 830103) 83/10/07 Cunsalidated Edison Co nf New 

York, Inc 76pp 20827 213 34X Fiche 50 - 000 , 03/10/07, 03083003/8 


8308300752 IE Info Notice 03-66, "Fatality at Arpentine Critical 
Facility *' 6vc list enc 1 

vTORDAN, E L Division of Emergency Preparedness 6 Enginoerinq 
Response (Post 830103) 03/10/07 Consolidated Edison Co of New 

York, rnc 79pp 20882 026 24X Fiche 50 - 000 , 03/1 0/t>7, 0308300752 


0310120276 Confirms 031017 mgt meeting in Olen Ellyn, IL to discuss uti) 
830923 response to IE Insp Rept 50-305/83-1 1 , p er 831004 
t elcon 

HIND.J A Division of Radiological & Materials Safety Program' 
03/lO/'O7 GIESLER.C W Wisconsin Public Service Corp Ip 
20691 OSO a4X Fiche 30-305,03/10/07,8310120276 


0308300739 IE Info Notice 83-67, "Emergency Use Respirator Matl Defoe t 
Causes productinr of Nostious Oases *' &vt list enc 1 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/10/11 Censul idated Edison Co of New 

York. Inc U7p|> 51043 075 24X Fiche 50-000,83/10/11,0300300757 
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E30B300761 I£ Info Notice "Respirator User Uarninq Defective 

Sol f'^Conta 1 ned Breathing Apparatus Air Ciilindors " Give list 

e nr 1 

x^QRDANi E L Division of Lrnergency Preparedness & EngineerinQ 
Response (Past 830103) GJ/lO/ll Consolidated Edison Co of Neii) 

York. Int I20pp 30827 129 2^XFicrio 50-000,03/10/11.0300300761 


031O37O43D Forwards IE Insp Rept 50-305/03-14 on 030912-16 No 
f ar c ojnpl ianc e noted 

STREETER. J F Region 3. Office of Director 83/10/13 OIESlEll.r U 
Hiscansln Public Service Corp 2pp 20923 031 24X 

Ficlle 50-305,03/10/13.8310270430 


--S310270440 IE Insp Rept 50-305/83-14 on 030912-16 No noncomp 1 lance 
noted Major areas inspected maint program. imp 1 ementat ion of 
mairst program ii nonroutine reporting program 

CHOULES.M C . KJaH, J N . HUNTER. D R Region 3. Office of l>irPCtoi 
83/ to/ 12 9pp 20923 033 24X Fiche 50-305.03/10/13,8310270430 


0310180205 Clarifies NRC position on procedures for admitting NI^C 
personnel Site-specific orientation re issuance of badges, 
escort duti es. secur i ty briefings & emergency evaluations 
shbould be available to listed Region III personnel 

AXELStlN.W L Region 3, Office of Director 03/10/14 OIERLER. C U 
Hisconsln Public Service Corp 7pp 20000 324 24X 

Fic^e 50-305, 03/10/14. 03iO18OPO5 


0310310325 Discusses IE Emergency F^reparednecs Insp Rept 50-305/03-13 
on 030829-0902 forwards notice of violation 

HIND. J A Regions. Office of Directoi 83/10/10 OlEBLER. C !>! 
Hisconsin Public Service Corp 2pp 20961 114 24X 

Fiche 50-305. 03/10/ i0i 83l03l03c»5 


—8310310333 Notice of violation from insp on 830829-0902 None omp 1 lane e 
noted shift supervisors incapable of determining when 6 what 
type of protective measures should be considered outside 
Site boundary due to inadequate training in procedurus 
HtMO. JA Region 3, Office of Director 83/10/10 Ip 
20961 116 24X Fiche 50-305.83/10/10.8310310325 


R Periodic operating reports U rolatcd correspondence 


8310170341 Monthly operating rept for Sept 1903.^1/831010 Ur 

RlflTEK. 0 H , OIESLER.C W Wisconsin l^Ublic Service Corp 03/O9‘/3O 
Director's Office. Office of Inspection and Enforcement 5pp 
20706 157 24X Fiche 50-305.03/09/30.8310170341 


S Reportable occurrences, LERs ^ related correspondence 


0310070301 Potential Part 21 rept re ondorrange characteristic of 
KodeL N-EllGM transmitter Underrange irro offset may occur 
when transmitter initially pressurized from atmospheric to 
suppressed zero input End users notified 

DERQERIAN.M J Fozboro Corp 83/09/30 Director's Office. Office 
of Inspection and Enforcement llpp 20651 064 24X 

Fiche 50-000.03/07/30.0310070301 


0310210304 LER 03-Oi9/O3L-O on 030916. component cooling water pump lA 
ia:ken out of sve on 3 separate occasions to perform 
corrective maint on inboard bearing oil seal leak Caused by 
misalignment of motor to pump Pump realigned W/93i0l4 1 br 
BERNllDFT. S L . OIESLER.C W Wisconsin Public Bervice Corp 
03/10/14 KEPPLER.J 0 Region 3. Office of Director 2pp 
20831 070 24X Fiche 50-305.83/10/14.0310210304 


8310210317 LER 03-01Q/03L-0 on 030915. bonnet set screws on valve 
MS-IOOA failed to close Caused by loose electrical 
Insulating matl Matl l< contact cleaned W/031014 Ur 
BERNKDFT. 3 L . TMDROERSON.J 0 . OIESLER.C W Wisconsin Public 
Service Corp 03/lO/i4 KEPPLER. J G Region 3. Office of Director 
2pp 20031 161 24X Fiche 50-305.03/10/14.0310210317 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION. UNIT 2 


F Security, medical, emergency << fire protection plans 


6310 1 20269 Ack receipt of 830614.17 It 0720 Urs forwarding changes to 
Rev 6 to corporate emergency plan Ik Rev 3 to plant emergency 
plan Changes accep tab 1 e. p er lOCTRSO 54(q> requirements 
PAPER lELLDiC U Region 3. Office of Director 83/10/06 
EARBON.C^E Northern States Power Co Ip 30690 348 24X 

Ficha 50-000.83/10/06.0310120269 


B31031O123 Forwards safety evaluation based on util submittals re 
NUREa-073/i 1 1 D 2. "Design Review of Plant Ghieldlng Access 
to Vital Areas Requirements met 

fdlLUER.U R Operating Reactors Branch 3 83/10/12 MUSOLF. D N 

Northern Btates Power Co 3pp 20965 324 24X 

FI Ch P.50-202. 83/10/ 12, 0310310123 


031O16D19S Clarifies NRC position rc procedures for admitting NRC insp 
personnel to facilities Lists identifying NRC personnel 
requiring escorted & unescorted access to vital plant areas 
enc] Update will be provided every 6 months 

AXELSQN. W L Region 3, Office af Director 03/10/14 LARbQN, C E 
Northern States Power Co 7pp 20809 054 D4X 
Fiche 50-282.83/10/14.8310100195 


0310250530 Forwards final SALP 4 Rept 50-263/83-17 for Jul 1982 - June 
1903 

KEPPLER.J G Region 3, Office of Director 03/10/20 LARSON. C E 
Northern Bbatea Power Co 2pp 2090? 143 24X 

Fiche 50-000. 03 / 10 / 20 . 031O25O53B 


— 0310250561 Submits comments on 030921 meeting w/MRC to discuss 8Al P 
Rept 50-263/83-17 for Jul 1902 - June 1983 Valuable insights 
gained on improving performance 

OILDERTS. D E Northern States Power Co 03/09/30 KEPPLER. J 0 
Region 3. Office of Director Ip 20902 173 24X 

Fiche 50-000,03/10/20,0310250530 


J Insurance & Indeninity infarmatkun 


8310250239 Farwaids Endorsements 56 It 57 to flAELU Policy HF-51 & 
Endorsements 60 l< 69 to NELIA Policy NF-174 far Honticella tt 
Endoraemeiits 48 t. 49 to HAELU Policy Ml -68 & Endorsements 
56 S. 97 to NELIA Policy NF-19/ for Prairie Island 
JOHNGONfR 0 Nurthern States Power Co 03/10/20 DINlTZ, I 
Division of Engineering 9pp 20899 036 24X Fiche 50-000. 

03/ 10/20. 8310250237 


P Operating license stage documents & correspondence 


0310110496 Forwards safety evaluation re extended fuel burnup reload 
methodology based on Exxon assessment of potential 
radiological consequences for high exposure fuel 
•J’ust 1 f ication acceptable 

MILLER, J R Operating Reactors Branch 3 83/09/27 I1U80LF, D 11 

Northern btates Power Co 2pp 207J4 319 24X 

Fiche 50> 282. 03/09/27. 03101 10470 


— 0310110507 Safety evaluation supporting extended fuel burnup reload 
methodolagy based on Exxon assessment of potential 
radiological consequences for high exposure fuel 
« NRC - No Detailed Affiliation Given 03/09/27 5pp 
20714 3?1 a4X Fiche 50-20?. 03/09/27, 0310110490 


8310130072 Forwards Amends 66 It 60 to ti censes DPR-42 tt DPR-60, 
respectively it safety evaluation Amcnifs change limit of core 
local flux ratio allowing localixed linear heat generation 
rate increase factor for power uncertainty 

DIIANNliD C aperating Reactors Branch 3 03/10/03 MUSOLF. D H 

Northern States Puwer Co 2pp 20776 137 24X 

Fiche 50-282, 03/10/03, 031013 0072 


—8310130076 Amends 66 8< 60 to Licenses DPin-42 6 DPR-60. respect I vely. 
changing limit of core local heat Flux ratio allowing 
localixed linear heat generation rake increase factor for 
power uncertainty 

MILLER, J n Operating Reactors Dranch 3 03/10/03 llpp 

20776 139 24X Fiche 50-282.83/10/03,0310130072 


— 83101300/9 Bafetij evaluation supporting Amends 66 It 60 to Licenses 
DPn-42 8c DPR-60. r espective ly 

s Office of Nuclear Reactor Regulation. Director 03/10/03 &pp< 
20776 150 24X Fiche 50-202.83/10/03.8310130072 


0310170339 Notification of 031013 meeting w/util in Bethesda.HD to 
resolve seven open items in Inservlce test program for pumps 
|< valves 

DIlANNIrD C Operating Reactors Branch 3 83/10/11 MILLER, J R 

Operating Reattors Branch 3 2pp 20^75 274 24X 

Fiche 50-202,83/10/11.8310170329 


0 Inspection reportsi IE Bulletins it correspondence 


B3OB300340 IE Info Notice 03-61, "Alleged Use of 9tand-Int far Welder 
Qua 1 i f i ca t iun Tests " Sve list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 630103) 03/09/26 Consdidated Edison Co of New 

York, Inc !l7pp 20754 022 24X Fiche 50-000. 03/09/26, 0308300340 


0300300342 IE Info Notice 83-62, ’Talluro of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 83D103) 83/07/26 Consolidated Edison Co of New 

York, Inc n6pp 20777 210 24X Fiche 50-000.03/09/26.0308300342 
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G30B300349 IE Irifp Notice SG-AX "Potential Fajlu-res of ingititaiso 

Tgpe SA-i t>i Ff e r ant i J 1 Relays " 6vc li«t encl 

»VQRDAN« E L DivJ«tOfi of Emergency Preparedness & Eng i necr mrh 
Response <Past B30i03> Q3/09/3A Coaso 1 »<l a ted Edison Co of Netu 

/or If I Ine lISpp 2077B 001 24Jf Fiche SO-0 00. 03/09/26. 83 O0'«OO3^ S 


—0310250204 Forwards 
For 830721 meetjTi 
20 days fol Inuring 
HIND, J A Pivisi 
83/07/16 CILQER 
20090 3Ja a4X F 


SALP rippt For Jul 1902 - Jiine 190 
9 Written <-Oinments mag be provided 
mee ti ng U/o t ep t 

on of Radioloqjcel C< Materials 6a F 
TS. D E Northern Qtates Pouier Co 
iche 50-282.83/10/20.0310230275 


* in prepat «Ttj Dll 
b' 1 th 1 n 

uly Progr*iTjS 

3pp 


8300300349 IE Info Notice Q3-64- "Lead Ghieldtng Attached to 
Saf ety^-Re ta ted Sys Ul/n 10CFR50 59 Evaluation " Svc list 
enc 1 

JORDAN. E L Divisipn of Emergency Preparedness & Engineering 
Response (Post fi301O3J 83/07/29 Consolidated Edison Co of Neui 

York* fnc U5pp 20716 324 24X Tithe 50”000, 03/09/29. 830030034 9 


--B31 0250200 Comments on B30921 mop ting w/NHt 
Jul 1902 - June 1903 

QILPERTS* 0 E Northern Btatrs Potjer Co 
Region □, Office of Director Ip 20895 
F i c h e 50 -202 -83/10/30.83102^.02/5 


re BALP repts F(?l 

83/07/30 KEPPLEf<,J 
331 24 X 




0310240086 Forwards IE Insp Repts 50-202/03-15 & 50-306 /83-Ib on 
030811-0910 No non c amp 1 1 anc e noted 

SHAFER. H D Region 3. Office of Director 03/JO/O5 LARSnN. C C 
Northern States Pouer Co 2pp 20081 318 24X 

FI Che 50-202.03/10/05.0310240006 


0310250530 Forwards final SALP 4 Rept 5O-263/03-17 for Jul 
1983 

KEPPLER.J G Region 3, Office of Director 03/lO/L'O 
Northern States Tower Co 2pp 20902 143 24X 

F Ichfi 50-000. OJ/ 10/20, 0310250530 


1982 - JuT*r 
LARbON. C t 


— B3I0240102 IE Insp Repts 50-202/03-15 8. 50-306/03-15 on B30BI J 0710 No 
noncofnp] ianc e noted Major areas Inspected plant operatioiiol 
safety . malnt. surve i I lance, foj 1 owifps of reactor trips. 

IE bulletin l< LERs 

FEIERADEND.C D , WILLIAMS. D L r JACK I M. I N Region 3. Offitp of 
Director 83/10/04 Opp 20801 320 24X Flche 50-202,83/10/05. 

03IO24QO86 


0308300370 ZB Infa Notice 03-65, "Surveillance of Fl«u in R7D Bypass 
Loops Used in Uestinghouse Plants " Sve H&t end 
JORDANtE L Division af Emergency Preparedness & Engineering 
Response (Post B30103) 03/10/07 Consolidated Edison Cci iiF New 

Yort. Ine 76pp 20837 213 24X Flche 50-000.80/10/07.83003003/0 


0308300752 IE Info Notice 03-66. "Fatality at Argentine Critical 
Facility " Sve list enc I 

JORDAN. E L Division of Emergency Preparedness it Enqinecring 
Response (Post 030103) 83/10/07 Cnnsolirfated Edison Co of New 

York. Inc 79pp 20802 026 24X Fiche DO-ODO. 83/ 10/07, 8300300752 


830B300759 IE Info Notice a3-67j "Emergency U%e Respirator Mail Defect 
Causes Production of Noxious Cases " 8vc list end 
JORDAN. E L Division of Emergency Pr eparedn^ss it Engineering 
Response (Post 830103) 03/10/11 Consolidated Edison Co oF Neiu 

Yorki Inc 117pp 21043 075 24X Fiche SO-OOO. 83/10/ 1 1. 83003007 5V 


8308300761 IE Info Notice 83-68. “Respirator ifser Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " Sve list 
end 

JORDAN. E L Division of Emergency Preparedness !« Engineering 
Response (post 030103} -03/10/11 Consolidated Edison Co of New 

'orkj Ine 120pp 20027 129 24X FUhe 50-000,03/10/11,0300300761 


10173 Forwards safety evaluation & FR notice re 030684 request foi 
lef from ASNt Boiler 6 Pressure Vettei Cod* concerning 
ervice insp of reactor coolant pump casing welds Request 
nted 

LER. J R Operating Reactors Branch 3 03/10/12 Ml/SOLF. O H 

them States Power Co 3pP 20965 278 24X 

he. 50-282. B3/ 10/ IS. B31031 0173 


310310176 Safety evaluation granting util 83-0624 request for relief 
from ASHE Boiler 8< Pressure Vessel Code concerning Inservlcr 
insp of reactor coolant pump casing uields 

♦ Office of Nuclear ffeaetpr Regulation. Director 03/10/12 5pp 
20965 201 24X Fiche 50-202.03/10/12.0310310173 


— 6310310177 Notice of granting of relief Prom ASME Code Section XI 
Inservite insp requirements 

MILLER, JR Operating Rooctors Branch 3 83/10/12 2pp 

20965 2B6 24X Flche 30-282.03/10/12.8310310173 


— 8310250561 bubmi ts comments on 030921 rreeting w/NRC tp discuss 6Al P 
Rept 50-263/83-17 for Jul 1902 ■ Jutio 1903 Valuable insights 
gained on improving performance 

OILDERTS.D B Northern States Power Co 83/09/30 KEPPI.Ef}, v' G 
Region 3, Office of Director ip 20902 175 24X 

Fiche 50-000. 80/10/20.8310350530 


R Periodic operating reports & i elated correspondence 


8310190055 Monthly operating repts for Aug 1983 W/830912 Itr 

DUCrSTAD.D < MUSOLr, 0 Northern States Power Co 83/09/02 CJffiti 
oF Rosouice Mariag ement. Dii ector 9pp 20823 109 L'4X 
Flche 50-202,03/09/02.0310190055 


S Reportable occurrences, LtUo ?< related correspondence 


0310370340 FOIA request for placement of listed LbRs in FDK 

(7RA0EN.L D NJS Corp 03/09/08 Division of Rules and RucuidL 
2pp 20938 090 34X Flche 50-000.03/07/08,0310270340 


03LO19Q34O Responds to FOIA request for documents ra degradation of 
fuel assemblies while In spent fuel pool in U8 nuclear power 
plants Forwards App A documents App D documents available in 
PDR 

FELTON. J M Division of Rules and Recoi ds 83/09/15 MAXWELL . R 
Rochester Post Bulletin. Rochester. MN 5pp 20844 050 P4X 
Flche 30-?82,G3/09/ I 5. B3i0190340 


—8304200240 Forwards mail presented by util during B30P2D mortlnq re 
fuel assembly failure in spent Fuel pool Review establishinq 
NRC position on listed issues requested Working meeting 
scheduled for 030420 End withheld 

OllANNl.D C Operating Reactors Branch 3 03/04/00 WD. P NIIC 

No Detailed Affiliation Oivon 2pp 20044 129 24X 

Fiche 50-202.03/09/15. 0310190340 


—0305050044 Describes plan for review of Northern States Power Co 6 
Westtnghouse submittal on fuel assembly degradation while 
in spent fual storage pool. prompted by fuel assembly 
cracking incident at Prairie Island 

WU. P Chemical Engineering Drench 03/04/20 DFNAROYA.V 
Chemical Engineer i-ng Branch 2pp 20044 131 24X 

Flche 5D-2B2, 03/09/13,0310190340 


—8305240300 Advises oF informal preliminary review of potential softty 
issues that may exist as result of in-core fuel assembly 
noixle separations WestinghoUse analysis indicates no 
prob 1 cm assad la ted ui/prevention of control rod insertions 
TOKAR.M Core Performance Dranth 03/05/16 WU. P ChejnUal 
Engineering Brai.ch 2pp 20844 154 24/ Flche 50-202. 03/09/ 1&> 

8310190340 


10180195 Clarifies NRC position re procedures for admitting NBC Insp 
personnel to facilities Lists identifying NRC personnel 
requiring escorted 1, unescort-ed access to vital plant areas 
end Update will be provided every 6 months 

AXEL90N.W L Region 3. Office of Director 03/10/14 LARBOM. C E 
Northern States Power Co 7pp. 20B09' 054 24X 

Flche 50-282.63/10/14,6310100195 


•^-8308180258 Forwards 830617 SER re fuel assembly corrosion in spent fui‘) 
pool & draft info notice addressing corrosion problems at 
ONRs it PNRs Fuel assembly bulge joint 011216 failure w/o 
precedent 8c lU/u determined cause W/o ends 

DENAROYA. V Chemical Engineering Branch 83/00/02 HOLAHAN. C 
Operating Reactors Assessment Branch 2pp 20844 156 24X 

Flche 50-202,03/09/15.8310190340 


1310250275 Forward* SALP Repts 50-202/03-16 it 
1902 - June 1983, 

KEPPLER.J, G Region 3, Dfficu of Director. 
Northern States Power Co 2pp, 20095 292 
riche, 50-282 . 03/ 1 0/20. S3i 025027 5 


50-306/03-17 for JuJ 

03/10/20. LARSON. C 
24X 


f 


-6310230270 SALP Repts 50-202/03-16 «. 50-306/83-17 for JuJ 1902 - Jump 
1903 Overall rating of Gateqorv I assigned 

» Region 3. Offlc* of Director 83/10/20 24pp 20893 294 XMX 
Flche, 50-262. 63/10/20. 83 J 0250275 


— B31019033D Forwards safety evaluation of fuel assembly failure event 
during fuel handling in spent fuel pool In Dec 1901 Evidence 
Insufficient to deduce generic effect 

JOHNSTON, W V, Assistant Director foi Matls. Chem it Environ 
Technology (Poai 030201), 03/04/20 LAINAS.OC Assistant 

Director for Operating Reactors 4pp 20B44 133 24X 

Flche 50-202. 83/09/15. 03JO19O34O 


— 8310190360 Safety evaluation concluding that evidence ihsuf f i c i emt 
to draw generic conclusions from Dec 19B1 fuel pool assembly 
failure event 

e NRC - No Detailed Affiliation Oivon 03/04/20 17pp 
20044 137 24X Fiche 50-282,83/09/15.0310190340 
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Q3-IQ1 20340 L£R G3-0c?0/03L-'0 on Q30829<maint oir lack daor exhibited 
I ea lea 9 6 of .>1 < 000 seem exceeding Tech Spec limit Ceutied bg 
■I e t er 1 ora t i an of Orafoil packing at inboai d shaft seals 
Packing uill be replaced prior to startup 1<I/Q3092/ Itr 
Ht^NSTADiA A . MUSULF*D Northern States Pou/er Co Q3/09/J7 
Region □» Office of Director 3pp 20700 229 24X 

Tiche S0*-306. Q3/09/27* 0310120340 


8310270347 Responds to FOJA request for release of 23 LtHs to PDR 
Faru-ard^ 12 LLRs to be released Documents also avai label in 
PPR- One LER canceled Eight LtRs not received 

FELTON, J M Division of Rules and Records 83/09/29 GRAIICR. L 0 
MUS Corp Ip 20930 060 24 X Fiche 50-000. 03/09/29, 0310270 J47 


— 3310270429 LER 83-OO0/O3L-O on 8304 10» right hand stop valve failed 
Caused separation of valve disc Prom clapper arm disc 
tr'alve repaired U uill be replaced at next refueling outage 
Left hand stop valve also itispected W/830510 Itr 
HUWSTADi A A i MOBDLF. D Noi them States Pouier Co 83/05/10 
Region 3, Office of Dlrcrtor 3pp 2093Q 09B 24X 

Fiche 50-000-83/09/29.0310270347 


S^3S00703Q1 Potential Part 21 rept re underrange characteristic of 
ffodel N-El lOM transmitter Underrange zei o offset may occur 
ufhen transmitter initially preasurized from atmospheric to 
suppressed zero Input End users notified 

BERSEFtlAN’* M J Foxhoro Corp 03/09/30 Director's Office. Offin' 

of tnspcction and Enforcement Hpp 20651 064 24X 

Fiche 50-000.03/09/30.0310070301 


8310170641 LER 03-Oa2/O3L-O on 030909. steam flow transmitter foiii.d out 
gf cal Ibr lou by 1/. Cause unknoun Transmitter returned to 
vendor far analysis Rosemount Model 1153HA6 differential 
pressure transmitter replaced W/B31004 Itr 

MUNSTADriN A . MUOOLFi D Northern States Pouier Co 83/10/04 
Rsgiion 0, Office of Director 2pp 20782 068 24X 

Fiche 50-306. 03/10/04. 8310170641 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F Security, medicali emergency t* fire protection plans 


— 8310110069 Public version of revised emergency plan implementing 
procedure s. inc lud Ing Procedures 2 50 1 r e notification of 
unusual events. 2 50 2 re alort 6 P 50 3 re site area 
emorgency 

* Maine Yankee Atomic Power Co 03/08/26 164pp 20687 134 

24X Fxche 50-307,83/10/05.0310110064 


0310170163 Ack receipt of 630915 Itr supplementing response to 
Confirmatory Action Ltr 62-27 Long-term corrective actions 
win be examined during future insps 

5TAR05TECKI . R Division of Project f< Resident Programs 03/10/07 
RANDAZZA. J D Maine Yankee Atomic Pouier Co Ip 207B6 361 24X 

Fiche 50-309,03/10/07.0310170163 


— 031O17O16B Suppls 821221 response to Confirmatory Action ltr 82-27 re 
equipment tampering Incident End withheld (ref 10CFR73 21) 
WHITTiFft, O D Maine Yankee Atomic Power Co 03/09/lS 
MURLEV, T E Region I, Office of Director Ip 207G6 362 g4X 
Fiche 50-309.03/10/07,8310170163 


03JO21O265 Forwards IE Insp Rept 50-309/83-14 an 830023-25 No 
noncomp 1 i ance noted 

MARTIN. T 1 Division of Engineering & Technical Piogroms 03/10/07 
RANDAZZA. J B Maine Yankee Atomic Power Co 2pp 20055 250 24X 

Fiche 50-309. 03/10/07, 8310210265 


— 8310210266 IE Insp Rept 50-309/B3-I4 on 030823-25 No noncompl lance 
noted Major areas inspected public prompt notification sgs 
COHEN, I . CROCKER, H W Region 1. Office of Director 83/10/03 
5pp 20855 260 24X Fiche 50-309.03/10/07,0310210265 


B310270039 Releases public vorsion of change to emergency plan 

FELTON, O M Division of Rules and Records 03/10/20 Document 
Management Branch ip 20940 226 24X Fiche 50-309, 03/1 0/S0« 

G 31 0270039 


--S310270042 Public version of Change 5 to emergency plan W/D31007 
ltr it receipt form 

MARK! . D Yankee Atomic Electric Co MARKT. D Maine Yankee Atomic 
Power Co 03/09/01 Document Han.igomcnt Dranch 59pp 

20940 237 a4XrichB 50-309.03/10/20,8310370039 


0310370300 Provides objectives for 1903 full-scale cmei gency 
preparedness exercise scheduled for 03 J 02.'*''. per B1 1036 
r eqires tr c onsti tuti ng first milestone in dovelopment of 
ererclse scenai io package 

<JARftrTY,J M Maine Yankee Atomic Powei Co 83/00/00 MURIEY, T b 

Region !■ Office of Director SPARKES. D M Fedora) Cmergnncy 

rtanagement Agency 3pp 20934 197 ;'4X Fiche 50-309,03/08/08. 

3310270200 


0 Adjudicatory correspondence 


0310130169 Forwards util latost submittal on reactor vessel 
embr i bt 1 ament, p er 831005 telcon request Document being 
reviewed by NRC U/o enc 1 

OODDARD.R J Hearing Drench 3 03/10/11 STERN. P Maine. State 

of Ip 30734 297 24X Fiche 50-309, 83/lO/n , 8310130169 


— 3310270208 Forwards “1983 Maine Yankee Emergency Response bxercisc b 
Evaluation Plan” for 031023 emergency pieparedncss exercise 
Exercise objectives (Attachment A of plan) revised to 
clarify objectives, per 030836 meeting w/NRC S( FEMA 
WHITTIER. 0 D Maine Yankee Atomic Power Co 03/09/12 
HURLEY, T E Region 1. Office of Director SPARKS, D M Fpdrral 
Emergency Management Agency Spp 30924 300 24X 

Fiche 50-309. 03/00/08, 0310370200 


— 8310370216 "1903 Maine Yan)(ee Emergency Response Cxcrtisc & Evalualiun 
Plan " 

* Maine Yankee Atomic Power Co 03/10/09 29pp 30924 302 ;»4X 

Flcha 50-309. 83/00/00, 0310270200 


0310100336 Order extending time until B3103B for Cammission to act to 
review Director's Decision DD-aa-lS 

CHILK.B J Office of the Secretary of the Commission 03/10/17 
Comtiilse loners Ip 20B03 001 24X Fiche 50-307.83/10/17. 

0310180330 


0310200225 Forwards NUS Corp rept, '*Veri f icatlon of OFLOW Computer Code 
Using Experimental Data From Maine Yankee Bpent Furl Storage 
Pool *’ Rept referenced in Stuhmiller 6 Sargis testimony 
GALLO. J Isham, Lincoln b Deals OALLO. J Consumers Power Co 
83/10/17 BLOCH. P D . PARIS,!] H . SKON. F J Atomic Safety and 
Licensing Board Panel 84pp 20033 262 24X Fiche 50-307.83/10/17, 

0310200225 


83L0060053 informs that based on FEMA 030811 memo tt rept. def Ic ienc ics 
identified in 021311 emergency exercise adequately 
addressed or corrected during B3060I mini-exercise No 
enForcement actions re deficiencies will be taken 

MUflLEV, T. E Region I, Office of Director 03/09/27 RANDAZZn, J D 
Meiine Yankee Atomic Power Co 2pp 30647 056 24X 

Fiche 50-309,83/09/27,8310060053 


03LO1BOD2O Forwards comments on 020018 detailed control room design 
revieu program plan Plan unacceptable per NUREO-073/, 

Swpp) 1 Comments it response will be basis for telcon within 
L 5 day s dF ltr date 

HILLER, J R Operating Reactors Branch 3 03/10/04 GARRITY. J H 

Halne Yankee Atomic Power Co iOpp 20025 055 24X 

Fichu 50-309,03/10/04.8310100020 


{13] 01 18064 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J M Division of Rules and Records 03/10/05 Document 
Hanagement Branch Ip 3068/ 153 34X Fiche 50-309.83/10/05. 

93101 10064 


— B310110066 Forwards public version of revised emergency plan 
implementing proc edures. me J ud ing Procedures 2 50 1 i e 
notification of unusual events. 3 50 3 ro alert 3 50 3 re 
«< i t« area emergency Receipt form enc) 

a Maine Yankee Atomic Power Cn 03/09/07 Document Mnnagcmeiit 

□ranch ip 20687 153 34X Fiche 30-309,03/10/05.8310110064 


P Operating license stage documents h correspondence 


8310110493 Requests brief summary of key points made during 030818 
telcon it results of flux reduction program due to revised 
results for surveillance wall capsule 263 Submittal 
requested within 130 days of Itr receipt 

MILLER, J R Operating Reactors Branch 3 83/09/24 OARRITY, JH 

Maine Yankee Atomic Power Cd 3pp 30714,357 24X 

Fiche 50-309,03/09/24,8310)10492 


B310040339 Informs that state finds no objections to proposed mods to 
Tech Bpecs re fuel handling accident inside containment 
MARTIN. R 0 Maine, State of 03/09/27 MEITNER. K. Office of 
Nuclear Reactor Regulation, Director Ip 20617 2/0 24X 

Fiche 50-309,03/09/27.0310040339 


0310070202 Forwards sketch depicting current auxiliary Feedwater sys 
w/planned mods (THI Item II E J D.per 03D932 ltr 

WHITTIER, 0 D Maine Yankee Atum-ic Power Co. 83/09/20 MILLER. J R 
Operating Reactors Branch 3 3pp 20659 117 24X 

Fiche 50-309. 03/09/ 38. 0310070302 
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B310J40273 Foriuard» interim reguldtor^ positinr an 10CFFI55 a"! fe) le 
reactor operator ■& senior reactor operator ^unctiam* 
manager or designee should revieui qual a -f i cations of 
operators returning to licensed functions 

STARQSTECKI* I? Division of Project & Resident Programs 0J/09/ri(l 
RANDAZZAiJ fi Maine Vankee AtoniJC Pouer Ca 4pp S07&1 3J9 ?4X 

Fiche 50-309.63/09/30,0310140372 


B310070159 Foruiards schedule for proposed changes to lech Specs tt 
listing of Tech Spec changes under revleui fag NRC Requests 
schedule for completion oi revieu 

MHiTTlEfi.'G D Maine Yankee Atonic Power Co B3/10/04 MlLLUi- J tt 
Dperatlng Reactors Drarveb 3 3pp 20i.59 004 24X 

Fiche 50-309, 83/ i 0/04, 0310070159 


0310170708 Advises that requirements of NUREO-0737, I tern II K □ ? re 
rept on PORV* met ui/eiistlng POR'/ safety valve &t reactor 
high pressure trip setpoints Automatic PORV ssotaiioo sys 
ntem II K 3 I) not needed 

MILLER. JR Operating Reactors Branch 3 83/10/04 GARRITV, JH 

Maine Yankee Atomic PoweT Ca 3pp 20813 200 24K 

Ficho 30-309,83/10/04, 831 01 70708 


8310260429 Forwards request for addl info re valve inservLce testing 
program based on review of 830800 submittal Response 
required within 30 days of receipt of I far 

MILLER, J R Operating Reactot s Branch 3 03/10/07 GARRITY, JH 

Maine Yankee Atomic Power Co 7pp £0926 328 2<1X 

Fiche 50-309, 03/10/07. 0310260429 


8310250677 For wet ds SER re 030437 submittal on MUREG-0737, I tem 
Item n K 2 17 re voiding in RCS during anticipated 
transients in C-E plants Yolds generated in RCS accounted 
for in present analysis mades Review complete 

MILLER. JR Operating Reactors Branch 3 83/10/11 GARRlTy.xIJi 

Maine Yankee Atomic Power Co lOpp 20908 339 ?4X 

rich* 80-309.83/10/11.8310250677 


8310240216 Requests fine) suh/iisslon Of radiological effluent Tech 
Specs using NR£ comments in 820901 Hr & end Draft 7 ef 
Rev 3 to NUREO'‘0472 as guidance Buhmittal schedule requested 
in 60 days \4/o end 

MILLER, J R Operating Reactors Qranch 3 83/10/12 OARRITY, J J1 

Maine Yankee Atomic Power Co Dpp 2090/ 015 24X 

Fiche 50-309,83/10/12,0310240216 


8310200225 Forwards N-8S Corp rept* "Verification of OFl OW Computer Code 
Using Eipf rlmental l>eta Frum Maine Yankee Spent Fuel Storage 
Fool " Rept referenced in Stuhinlller it Sargis testimony 
OALLO, J Ishara, Lincoln it Beale OALLO. J Consumers Power Co 
03/10/17 DLOCH.P 0 , PARIS.DH , SMOM, F J Atomic Safety and 
Licensing Board Panel B4pp 20833 262 24X Fiche 50-309,83/10/17, 

8310200225 


9310260358 Grants 030826 request for withholding "&e i smol oglca 1 & 
Geological Studi ts, Mlrami ch Area.New Brunswick & Central New 
Hampshire" Vols 1 1. 2. " from public disclosure per 
0CFfl2 790 

ILLER, J R Operating Reactore Oranch 3 83/10/17 CARftITY,>JH 

line Yankee Atonic Power Co 3pp ^0918 340 24X 

iche SO-309, 83/10/17, 83 1 0360358 


1230063 Responds to 831004 comments on util 830812 detailed control 
oon design review plan NRC comments will he addressed In 
inal rept 

JHITTIEW.O D Maine Yankee Atomic Power Co 03/10/19 Mill Eft, J ft 
Jperating Reactor* Branch 3 2pp 20B96 076 24X 

*icht 50-309,03/10/19.0310350063 


Inspection reports. IE Bulletins & cot respond enc« 


8308300340 IE Info Notice 03-61. '^Allejed Use of Stantf-lns for Welder 
Dual Iflcation Tests ” Sve list etsci 

JORDAN, E L Olvloior of Emergency Preparedness it Engineering 
Response fPost 8301031 83/09/26 Consolidated Edison Co of New 

York, Inc U7pp 20754 022 24X Fiche SO'OOO. 03/09/26, B30D 300340 


0300342 lE Info Notice 03-62, "Failure of Redundant Tusic Oas 
eteetors Positioned at Control ftoom Ventilation Air 
ntakei " Sve list enc 1 

JORDAN, E L Division of Emergency Preparednees $t Engineennq 
Response iPoit 030103* 83/09/26 Consolidated Edison Co of Neu 

York. Inc ll6pp 20777 210 24 X Fiche 30-000,83/09/36,8308300342 


108300345 lE Info Notice 63-63. "Potential Failures of Nestinghnuse 
Type SA-l Differential Relays " avc list end 
JORDAN, E L Division of Emergency Prepared ness |< Engineering 
Retponie (Past 8301031 03/09/26 Consolidated Edison Co qf New 

York, Inc llGpp 20778-001 24X Fi c he 50-000, 83/09/26, 9308300343 


6308300349 lE Infa Notice 03-64, "Lead Shielding Attached to 
fiafety-ftelated Sys W/o 10CFR50 59 evaluation " Sve list 
end 

JORDAN, E L Division nf Emergency Prepai ednpss it End mcer iitq 
Response* (Post B30103* 03/09/29 Consolidated Edison Co of Ncu 

Yurie, Inc USpp 20716 324 24X Fiche 50-000, 83/09/29. 0308300349 


8310190139 Forward* IE Insp ftept 50-309/83-10 on 830703-0904 6 i,{*t>cp 
Of violation 

STARDSTECKI, R Division of project & Resident Programs 03/10/04 
RANDAZZA,J D Maine Yankee Atomic Power To 2pp 20020 347 24X 

Fiche 50-309.03/10/04.8310190137 


— 8310190143 Notice of violation from insp on 830703-0904 

» Region 1, OffiCB of Director 03/10/04 Ip 20820 J49 24X 

Fiche 50-309, 83/10/04, 8310170139 


— B310190ID9 IE In-sp Rept 50-309/03-10 on 030703-0904 None omp 1 x ant e 
noted failure to perform safety evaluation re secondary 
component coding HV B in 3 h In accordance W/10CFR50 59 
SWETLAND.P , KOLDEN, C F < TRIMBLE, D Region 1, Office of Diiecloi 
83/10/03 11 pp 20820 250 24X Ficbe 50-309,83/10/04, 

8310190137 


8308300378 IE Info Notice 03-65, "Surveillance of Flow in RTD Dgpati, 
Loops Used in Wcstinghouse Plants " Sve list end 
JORDAN, E L Division of Fmergencg Preparedness & Engineering 
Response fPost 630103) 83/10/07 Consolidated Edison Co of New 

York, Inc 76pp 20027 213 24 X Ficho 50-000,03/10/07,83003003/0 


0308300752 |E Info Notice 83-66, "Fatality at Argentine Critical 
Facility " Sve list end 

JORDAN, C L Division of Emergency Preparedness & tnqinoering 
Response (Post 830103) 03/10/07 Consolidated Edison Cn of New 

YorR. Inc 79pp 20082 026 24X Fi che 50-000, 03/10/07, 0300300/52 


0310170163 Ack receipt of 030915 Hr supplementing response to 
Confirmatory Action Ltr 03-27 Long-term corrective actions 
will be examined during future insps 

STAROSTECKJ, R Division of Project & Resident Progranis 03/10/07 
RANOAZZAi J D Maine Yankee Atomic Pouei Co Ip 207S6 361 24X 

Fiche 50-309,83/10/07,0310170163 


— 0310170168 Suppls 021221 response to Confirmatory Action Ltr l)P-P/ if 
equipment tampering incident Enel withheld (ref 10CFR73 21) 
WHITTIER, G D Maine Yankee Atomic Power Co 03/07/15 
HURLEY, T E Region 1, Office of Director Ip 20706 362 t4X 
Fiche 50-309, 03/10/07, 8310170163 


0310210265 Forwards IE Insp Rept 50-309/01-14 on 030823-25 No 
noncoffip 1 iance noted 

martin, T T DJvlsian of Engineering 6 Technical Programs 03/10/0/ 
RANDAZZA. J 0 Maine Yankee Atomic Power Co 2pp 20055 250 24X 

Fiche 50-309,83/10/07.8310310265 


—8310210266 IE Insp Rept 50-309/83-14 on 030823-25 No noncomp I ion ce 
noted Major areas inspected public prompt notification sys 
COHEN, I , CROCKeR,H W Region I, Officp of Director 03/10/03 
SPP 20055 260 24X Ficho 50-309, 03/10/07, 8310210265 


8300300759 IE Info Notice 93-67, "Emergency Use Respirator Matl Defect 
Causes Production of Noxious Oases " &vc list encl 
J'aRDANf, £ L Division of Emergency Preparedness it Enginaering 
ftespanse (Post 830103) 83/10/11 Cansalidated Edison Co of New 

York. Inc U7pp 21043 075 P4X Fiche 50-000, 83/ lO/l 1 , 0300300757 


8300300761 Z£ Info Notice 83-68, "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " 8vc list 
enc 1 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/iO/ll Consolidated Edison Co of New 
York, Inc I20pp 20027 129 24 X Fiche 50-000, 83/10/ 11 . 030830076 i 


6310210185 Ack receipt of 030908 it 1003 Hrs informing NRC of steps 
taken tq correct violations noted in IF, Insp Rept 
50-309/83-06 

5TAR0STECKI. n Division of Project 8< Resident Programs 83/10/17 
RANDAZZA.J D Maine Yankee Atomic Power Co Ip 20053 105 ?4X 

Fiche 50-309.83/10/17,0310210105 


— >8310210194 Responds to NftC 630008 Hr re violations noted in IE Insp 
Rept 50-309/03-06 Corrective actions sys drawings will bo 
placed in control room for ref Operators & engineers 
reviewed containment integrity valve list 
WHITTIER. 0 D Maine Yankee Atomic Power Co 03/07/08 
HURLEY, T E Region 1. Office of Director 3pp 20055 106 PAX 
Fiche 50-309. 83/ 1 ■0/17,8310210105 
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— 031CJ21O2O-B F^rovidps addi in response to B308013 Itr tc violation* 

riQted in It Insp Hept SO’-Zid/BI-Oh Rcc omrnendati Dns resulting 
frotn broad scope operations revieuis will bu included in 
quality improvement program 

iJHlTTIER.Q 1) Maine YanJeee Atomic Pcuiei Co 33/10/03 
MURLFV>1 E Region 1, Office of Director ip 20B55 lOV 
Fiche &0-309, G3/10/17, 3310210105 


G3t02l02Bi Ack receipt of 830902 Itr informing NRC of steps taken to 
correct violations noted in IL Insp Rept 50-309/03-12 
KA'ITIN^ T T Division of Englnceilnq 5c Technical Piograms 03/10/1/ 
PANOA7 2Ac j D Maine Yankee Atomic Powei Co Ip P004B 20/ 2dX 
Fiche 50-309.ai/l0/17c 0310210206 


--0310210294 Responds to NRC B30B02 Itr re violations noted in U Insp 
Rept 50-309/83-12 Corrective actions procedures fnr contiol 
6 implementation of inscryice testing activities developed & 
operation dept procedures revised 

GARFIITY, H Maine Yankee Atomic Pouer Co 03/09/02 MURLtY. 1 I- 
Rogion L, Office of Director 4pp 20848 200 24X 

Fsche SO-309. B3/10/i7. Q3102102D6 


n Feriodic operating reports 5< related correspondence 


6310190033 Monthly operating rept for Aug 1903 VJ/B3090Q Ur 

SArTERBON* S ^ GRACE« R H Maine Yankee Atomic Poucr Co 03/09/00 
HARTFIELD^ R A Management Information [Jranch 5pp 20823 249 PAX 

Fiche 50-309,03/09/08.0310190030 


S Repartafale occurrences. LERs related correspondence 


611.0030300 Foriiiards response to LI30B16 memo re B30125 main feedunter 
line break Response based on NURCO-0910. NUREG-0691 (< 
proposed rev to J.-rn-Mar AO rej‘t 

DIRCKB.il O Office of the Executive Director for Operations 
03/09/21 ASSELBTINE.J K Commissioners 13pp 20604 0J9 ?4X 

FUrie S0-309i 03/09/21. 831 003030Q 


--Q3060203&7 Operating Reactor Event Memorandum 03-01 re 830125 Joss-of- 
main-f eedtuater event uihleh i>esulted in rupture of main 
fpeduioter line 2 Plant-specific PRA studies addressing 
Generic Issue A-01 on uiater hammer recommended 
EISENHUT. D G Di vi sion of L i cens ing 83/09/20 SPEIB.T 
Division of Safety Technology t/OLLNER. R Division of 
Engineering MATTSON. R Division of Systems Integration (post 
enOOD) 17pp 20604 092 24X Ficho 50-309, 03/09/21, 8310030300 


--8310030316 Requests responses to iisted questions re main fpodmatei 
itne braak due to uiaier hammer 

AS5EL8T1NE.J K Commi ssianers 83/0B/16 DIRCKS.il J Office of 
tfio Esecufcive Director for Operations Opp 20604 071 24X 

Ftche 50-309. 83/09/21, 031 0OHO3OQ 


&310040435 PNO-I-B3-099 on 030930, con tree t for bargaining unit 
<Util Workers Union of Amor lea, Local 49/1 expires If strike 
occijrs. insp uiill be provided to confirm of plant transition 
liy aigt personnel 

HOLDEN, C , HIOOINS.J r QREENMAN, E Repion I, Office of Director 
83/09/29 Ip 20623 325 24X Ftche 50-309. 83/09/29. Q31 0040490 


8310190233 LER 83-031 /03L-0 on 830B30. uh 1 1 o at steady-state full pouicr 
operat i on. e xcecs ive packing leakage discovered in HPSI loop 
injaictian stop valves Caused by loss of packing Related 
events ocevnad on 630031,0912 & 19 tl/830929 Ur 
MCALLISTER, 0 A . WHITT lER.O J> Maine Yankee Atomic Power Co 
83/09/29 HURLEY. T E Region 1. Office of Director Dpp 
2081G 052 24X Fiche 50-309.03/09/29,0310190231 


B31 0250584 Forwards LER 83-031 /03L-0 re HPS! valve repairs W/o end 
WHITTIER, O D Maine Yankee Atomic Power Co 03/09/29 MURLEV. T h 
Region 1, Office of Director ip 20VOO 362 24X 

Fiche 50-309^83/09/29,0310250584 


3310060344 Updated PNO-1-03-O99A on 830930. negotiat ions continuing 
betueen util 6 Util Workers of America to settle terms of 
contract ojepiring at midnight Plans in place for NRC insp 
coverage of operations to ensure smooth mgt transition 
HOLDEN, C r H10GIN3, J , GREENHAN, E Region I, Office of Director 
B3/O9/30 Ip 20646 127 24X Flcho 50-309,03/07/30,0310060344 


6310060253 PND-I-83-009D on B30930. U censee |< Util Workers of America 
nagotia t i ons Failed to produce settlement (Jperations turned 
o-ver to supervisory personnel Settlement approved by union 
dsemborshlp on 031001 

HGLDEN,C r H1QG1N8.U. GREENMAN. E Region i. Office of Director 
03/10/03 Ip 20647 033 24X FUhe 50-309,83/10/03,0310060253 


0310120165 Provides addl mfo rc instancec where design of main 
feedurater trip did not meet single failure criteria reported 
in LER a3-028/OlT-i Continued operation until next shutdown 
justified 

WHITTIER. D Maine Yankee Atomic Pourr Co 03/10/03 MULbH.J R 
Dperatinp f?eactoTS Branch 3 4pp 20695 354 24X 

Fiche 50-309,03/10/03.8310120163 


0310200108 LER a3-033/03L-0 on B30906, cool ing water outlet stop valve 
8CC-M-16S to RHR HX failed to open by use of control switch 
from main control board Caused by internal valve mpchonlcal 
problem Upgraded maint program dovelopcd U/B31006 Ur 
STEVENS, -J L , WHITTIER, 0 D Maine Yankee Atomic Power Co 03/10/06 
MURLEY.T E Region 1, Office of Director 4pp 20B37 090 24X 

Fiche 50-309, 83/ 10/06, 03 10200 lOQ 


0310140002 PNO-I-B3-105 on B31007. s« i ami c event occurred in 
northeastern US ui/magnitude of 5 S on Rtchler scale in MY 
^ 4 O in NH No damage to equipment identified 

GALLQ.R M Region 1, Office of Director 03/10/07 Ip 20/66 116 
24X Fiche 50-000.63/10/07,8310140082 


6310250200 LER B3-034/01T-0 while at steady-state Pull power 
operatlans, conta inment integrity i nadvertentl y compramised 
when Inner personnel hatch door opened No containment 
weight of tilr deviations encountered 

WOOD.E C Maine Yankee Atomic Power Co 03/10/14 Region i. 
Office of Directfri Ip 20094 231 ?4X Ficha 50-309,83/10/14, 

0310250200 


V Operator D xamina ti ont* 


8310040616 Request extension to Jul 1904 For compliance w/increased 
shift manning rulr 10CFR5D 54 due to ineligible senior 
reactor operator license candidates Region I evaluation not 
final 

WHITTIER. O D Maine Yankee Atomic Power Co 03/09/30 MILLER. J R 
Operating Reactors Branch 3 2pp 20626 101 24X 

Fiche 50-309,83/09/30,0310040616 


DOCKET 30-311 SAUCM NUCLEAR GE MEN AT I NO STATION, UNIT 2 


F Security, medical, emergency 8( fire protection plans 


0309190260 Forwards correct page revs to security plan b security 
training it qualification plan Page revs withheld 
fref 10CFR73 21 > 

* public Service Electric Gas Co of Neu Jersey 03/09/12 
MARTIN. T T Divlr-ion of Engineering 5. Technical Programs Ip 
30415 362 24X Fiche 50-272.03/09/12,8309190260 


0310210195 Forwards marltetf-up revised 1903 emergency exercise Rev 
incorporates NRC FEMA comments from 830004 meeting Addl 
info re aperational data S, engineering problems will be 
submitted S wks prior to exercise 

MOELLER, P A Public Service Electric tc Oaa Co of New Jersey 
03/09/12 MURLEY.T Region I, Office of Director t43pp 
20846 147 24X Fitho 50-272.03/09/12,0310210195 


0310250312 Forwards IE Safeguards Insp Repts 5O-272/a3'20 Sc 
50-311/03-30 on 83O907-09 No noncompliance noted 

MARTIN,! T Division of Engineering & Technical Programs 03/10/04 
UDERIT2,R A Public Service Electric k Oas Co of Now Jersey 2pp 
30901 092 24X Fiche 50-272, 03/10/04,0310250512 


— 8310290529 IE Bafeguerds Insp Repts 90-272/03-20 8, 50-311/03-20 on 
03O9(}7-O9 No noncomp I ianc e noted Major areas inspected 
security sys power supp 1 y, de tec 1 1 on elds — vital area* it 
licensee implementing procedure evaluation 
SMITHrO C Region 1. Office of Director 03/10/03 2flp 

20901 054 a4X Fiche 50-37;>. 83/ 10/04, 0310250512 


K Utility Final Safety Analysis Report iPSARi tc amends 


3310180251 Forwards Rev 2 to updated FSAR. ceniis ting qP drawings 
updated since 830002 Rev 1 

LIDEN.E A Public Service Electric it Gas Co of New Jersey 
83/10/13 VARGA,S A Operating Reactor* Branch 1 2p p 20009 23 B 

24X Fiche 50-272,03/10/12.0310100351 


— 0310100253 Rev 2 to updated MjAR, c on* Lstlng of drawing* updated since 
B30BO2 Rev 1 

« Public Service Electric U Oas Co of New Jersey 03/09/23 
39pp 20009 240 24X Fiche 50-272.03/10/12.8310100351 
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Operating J Icen^a stiag? documents & c nr rcEpondenfP 


031005015? Forwards "Plan for ImprovB'ment of Nucleot' Dept tlperat J tinB* ” 
In rsspflnse to Daslc Energy Technology Inc rept !« 

cross raf document! "Rapt on Tteview of Corractive Action 
Program re F^eactor Trip Breaker PailureE " 

LfDERlTZi FI A Public Service Electric & Oas Co of New Jersey 
83/08/S6 S/ARQ-A# 5 A Operating Reactors Drone h 1 2pp 170 

34 X Flche 30-273. B3/oa/26r 031 00501 59 


■"^0310030164 "'Plan far firipro vemcn t of Nucl ear Dept Operations " 

» Public Service Electric & Oas Co of New Jersey Q3/0R/P6 
S9PP 20633 J0O 34X Fiche 50-372! 03/00/26. 03100301 59 


0310070097 Forward! safety evaluation of design of fiCS vents Design 
conforflis ui/requiremerits of NUREO-OTS?. Item II B i^ODC 
I4i00 It 31 & I0CFF50 44ic><3)filll w/exceptlon of positive 
valve position indication 

VAftOA.S A operating Reactors Dranch 1 83/09/27. UDERIT2. f? A 

Public Gervlcv Electric tr Gas Co of New Jersey 3pp EOi?*! 049 
24X Ficiie 30-272, 03/09/2 7 1 0310070097 


-8310070103 Safety evaluation of RCS vent design Design complies w/ 
NUREG-0737, Itam II D 1. ADC 1.2,4.14,30 «< 31 6 J0CFR50 44 
» NRC -No Detailed Affiliation Given 03/05/17 6pp 
20673 3Sa e4X Fiche 50-272. 83/09/27. 03 10070097 


—0306000112 "selected Operating Reactor Issues Progiam U RC& Vents 
(N0REG-O737. 1 1 am II fl il»" Pinal technical evaluation rept 
far Salem 162 

HELD, J, T Energy Incorporated FIN A-02SO- TF-343/08O9A 

03/02/33 AUBEHTHAU. 0 Division of Licensing 6pp 20673 3DB 
24X Fiche 50-272.03/09/27.0310070097 


0310070166 Advises t4at automatic PORV isolation will not be provided ?< 
FORM & block valve control sys will not be mad i fled. based on 
"Probabilistic Analysis It Operational Data in Response to 
NUftEO-0737, Item 11, K 3 2 for Westlnghouse NSSS Plants " 

LJDEN< E A Public Bervice Electric & Gas Co of New Jersey 
83/09/27 VARGA, S Operating Reactors Drench 1 2pp 20659 JOB 
a4X Fiche 50-372,03/09/27.0310070166 


0310060327 Application to amend License DPR-75. cFiang inS surveillance 
tost requirement for ffliintal-ning control raum at positive 
pressure of l/4-i7)ch tP l/6-inch W 0 relative to outside 
a tmosphere 

LIDENjE a public Service Electric it Gas Co of New Jersey 
83/09/20 VARGA. 8 Operating Reactors Branch 1 6 pp> 20646 02J 
24X Fiche' &0-3M. 83/09/28, 031OO6D327 


—0310060328 Proposed Tech Spec re surveillance test requirement for 
malritalning control room at positive pressure of i/4-ifich to 
l/8-lhch N 0, relative to outside atmosphere 

^ Public Service Electric I< Gas Co of New Jersey G3/G9/28 Jp 
20646 027 S4X Fiche 50-311.83/09/20.0310060327 


^60325 Application t» amend License DPR-ZS. dele tl ng generic 
Irenent for steam generator upper insp ports 
Irement previously determined unnecessary by N/tC 
I. E A Public Bervice Electric it Gas Co, of New Jersey 
1/29 VARGA. 8 Operating Reactors Branch 1 3pp 2064 6 018 
I Che 50-311.63/09/29. 8310060325 


003 Forwards remittance for License Change Requests 93-07.03^10 
1 1 

l.E A Public Service Electric Gas Co of New Jersey 
//30 VARGA. 9 A Operating Reactors Branch 1 Ip 20656 
=ichB 50-272.03/09/30.0310070003 


/0G39 Forwardi 9ER 6 technical evaluation rept re Jlcensie 
ponses to NVfl£0-0737, Itema II K 3 I. '•Automatic PORV 
ilation" 6 fl K 3 2. "Rapt on POBVs " 

ROA.a A Operating Reactors Branch 3 03/10/05 UBCRITZ, H A 

ubllc Gervie* Electric ic Gas Co of Now Jersey 3pp 20812 162 
4X Fiche 50-272.83/10/05.0310170039 


1310 Forwards "Reactor Containment Bldg First Inservice 
rated Leak Rate Test 6 Type D 6 C Surveillance Test." 
rmed during first refueling outage on S30523 Summary of 
leak prior to first Inservice Type A test aleo rncl 
.E A Public Service Electric & Gas Co of Now Jersey 

/13 VARGAi 8 A Opersting Reactors Branch 1 5pp 20D30 15'/. 

Fiche 50-311.83/10/13.6310200318 


30323 "Reactor Containment Dldg First Inservice Integrated Leak 
r Test 6 Type B & G Surveillance Test " 

*061 Ic Service Electric 6 Gas Co of New Jersey 83/05/31 
I, 20830-164 24X Fiche 50-311,83/10/13.0310200310 


0310310285 Forwards addl fee required far Class I amend re r<ev i to 
License Change Request 79-01 Unginal foe paid for single 
Class HI amend only 

LlDEN.E A Public Bervjce Eiertnc !# Cas Co oF Npw Jersey 
03/10/13 VAllOA, S Operating f?eflctorfi Branch 1 |p 2005S «.^65 
24X Fiche 50-272. 03/10/13. 031 OJl 0205 


0 Inspection reports. IE Bulletins ii coi respondenc c 


B3103103S5 Foruaids "Rept of Exams. Insp s U lusts Condutled Duriuci 
1903 Fust Refuellnq of Salem 2. " per IE Circular /6 -06 
LTDENjE a Public Service Electric 6 Gas Co of New Jersey 
83/09/21 NURLF/, T E Region 1. Office of Director 2pp 
20947 231 24X Fiche 50-3i 1, 03/09/21 . D310310225 


— 031031022? "Rapt af Exams. Insps 6 Tests Conducted Out mg 1V8'J Piist 
Refueling of SaJam a “ 

* Public Service Electric & Oas Co of New Jersey G 3 / 07 / 1 S Ip 
20947 232 24/ riche 30-31 1 . 63/07/PI . 0310310225 


0308300340 IE Info Notice 83-61, "Alleged Usr of Stand Jns for WeJdrr 
Oua 1 1 f i ca tlon Teat?, " Sve list curl 

JORDAN. E L 01 vision of Emergency Preparedness S. Fng i necrinq 
Response (Post 830103) 83/09/26 Consolidated Edison Co of Niw 

Vort. Inc lirpp 20734 022 a4X Fiche 50 "000, G3/0V/26. 8300300340 


8300300342 IE Info Notice 03-62, "Failure of Redundant Toxic Gq^ 
Detectors Fasiticined at Control Room Ventilation Air 
Intakes '* 6vc list end 

JORDAN. E L Division of Emergency Preparedness I. Engineering 
Response Ipust BSOIGS) 83/09/26 Consolidated Edison Co of New 
York. Inc llApp 20777 210 24X Fiche 50-000. 83/09/26. 030830034.' 


B308300345 IE Infu Notice 83-63. "Potential Failuies of Westinghpuse 
Type SA-1 Differential Relays “ favc list end 
JaRDAN. E L Division of Emergsrity Preparedness i< engineering 
Response CPost 030103) 83/09/26 Consolidated Edison <n of Nrw 

York, Inc ilBpp 20778 001 24 X Fit he 50-000,83/09/26.0300300345 


6310140003 Discusses IE Insp Rept 50-3U/B3-1D on 030509-10 8. foriuardt 
notice of violation insp conducted to review loss of reactor 
vessel overpressure protection 

MURLEY, T E Region 1. Office of Director 83/09/26 UDEHITZ- ft A 
Pubiic Bervice Electric 6 Gas Co of New Jersey 3pp 20/67 001 
24X Fiche 50-311.03/07/36.8310140003 


—0310140004 Notice of Violation from Inrp on 030509-10 Noncamp 1 iance 
noted RCS not dep r essuri j pd w/des 1 giiated RCS vent of grrafpi 
than or equal to 3 14 square inches 

» Region 1. Office of Director 03/09/26 3pp 20767 004 24X 

Fiche 50-311,83/09/26.0310140003 


8310140276 Forwards IE Insp Repts 50-372/83-25 ?« 50-311/83-26 on 
030010-0906 No noncorip 1 lance noted 

STAROSTECKl. R Division of Fioject it Resident Programs P3/09/P6 
UDERITZ.R A Public Service Electric 8< Gas Co of New Jersey 2pp 
20761 214 24X Fiche 50-272, 83/09/26. 03101 40276 


—0310140279 IE Insp Repts 50-272/03-25 & 50-311/83-26 un 030810-0906 Nu 
noncompliance noted Major areas Inspected conformance u/Tech 
Specs, lag 6 record r evl ews. fa 1 louups on previous insp 
items it review of licensee events 

LINVILLE, J C . SUMMERS, R J , JACOBS. H H Region 1. Office of 
Director 03/09/26 iSpp 20761 216 24X Fiche 50-272.03/09/26, 

0310140276 


8300300349 IE Info Notice 03-64. "Lead Shielding Attached to 
Safety-Related Sys M/o 1OCFR90 59 Evaluation " Bve list 
enc 1 

JORDAN. F I Division of Emergency Preparedness it Pngineeritig 
Response (Post e30IO3> 83/09/29 Consol Idated Edison Co of Now 

York. Inc 115pp 30716 324 24X Fiche 50-000. 83/09/29. 03OO3DO349 


8310060329 Application to amend License DPR-75, deleting generic 
requirement for steam generator upper insp ports 
Requirement previously determined unnecessary hy NRC 
LIOEN. E A Public Service Electric it Gas Co of New Jersey 
03/09/29 VARGA, S Operating Reactors Branch 1 3pp 20646 018 
24X Fiche 50-311.03/09/29.0310060325 


8310110301 Discusses util 830706 tc 0722 responses to B30505 notice of 
violation Sc proposed impoaltion of civil penalty identified 
during review of ATWS events an 830222 8< 29 Order end 
Imposing civil penalty in amount of 4050.000 
BEYaUNO.R-C Director's Office. Office of Inspection and 

Enforcement 83/09/29 UDERITZ.R A Public Service Electric ?< Gas 

Co of NdW Jersey 2pp 20713 201 LMX Fiche 50-272,83/09/29. 
831G1103B1 
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031O11O3Q7 Order imposing civil monctaru penalties in amount of 
4050.000 re violation of loth bpet 3 3 11 requiiing two 
reactar trip breakers to be operable when reactor operating 
in Modes 1 2 

PEVQUNGpft C Director's Officpi Uffico of Inspection and 
Enforeemojit Dl/09/29 Mublic Service Electric h Cos io of Ni'ui 

-Jer seyi 14pp 20713 283 24 X Ficbp 50-272.83/09/29.0310110:181 


10250512 Forwards IE Safeguards Insp flepts 50-272/03 26 & 

50-31 t/93~2G on B30907-09 No nancomp 1 irnc e noted 

BIARTIN. T 1 Division of Enginoerinq & Technical Programs 83/10/04 
UDERltZ.n A Public Service tllectiic Gas Co of New Jcri.c>g J*pp 
2090k 052 2-1X riche 50-373.83/10/04,8310250512 


0310330529 IE Safeguards Insp Repls 50-273/83-38 U 50-311/03-28 ini 
830907-09 No noncompliance noted Major areas inspected 
4«curitg sys power supp Ig. ilctcc 1 1 on aids - vital areas !< 
Ifcetisee implementing procedure evaluation 

SMITH. C C . GODVj A T Region 1* Office of Director 03/10/03 
app 20901 054 34 X Ficho 50-372,83/10/04.8310250513 


]i0]G03?I Ack receipt of 830829 & 0922 Itrs informing NRC of steps 
t,aken to correct violations noted in lb Insp Kepts 
5 0-272/63-13 8< 50-311/83-19 

STAROSTECKI, R Division of Project Resident Programs 03/10/05 
JPERlTZiR A Public Service Electric Oas Co of New Jersey Ip 
20803 313 S4X Fiche 50-272.03/10/05.0310100391 


i3l0i8039B Responds to NRC 830/29 Itr le violations noted in IL Insp 
Repts 50-272/83-13 & 50-311/03-19 Corrective actions ECCS 
throttle valve positions coirected h veiified TF^l£j 
luorlisheet footnote revised rp FCC3 throttle valves 
LlPEMib A Public Service Electric S< Oas Co of New Jersey 
e3/09/22 SFAROSTECKI . R Division oi f*roject 1. Resident Programs 
Opf 20803 314 24X Fiche 50-272.83/10/05.8310100391 


3S300376 16 Info Notice 63-65. *'8urve 1 1 lance of Flow in RTD Bypass 
-o-Dps Used in Nectinghouso Plants " Sve list end 
JORDAN, b L Division of Lmergoncy F'r eparedness t. Engineering 
i« 5 pons« ePost 830103) 83/10/0/ (.onsol 1 dated Edi'-Dn Co of Mt i.« 

fori. Inc 76pp 20827 213 24X Fiche 50-000.83/10/07.83003003/11 


>0300752 IE Info Notice 83-66, ’Tatnlity at Argentine Critical 
'^icilitg Sve list encl 

IORDAN. E L Oiviffion of Emergency Preparedness & Engineering 
Je^ponse (Post 830103) 83/10/0/ Consolidated Edison Co of New 

fcirl> Inc 77pp 20982 026 24X Fiche 50-000.83/10/07.8308300/5? 


)B300-759 IE Info Notice 83-67. "Fmergeticy Use Respirator Natl Defect 
:dws«s Rroduction of Noxious Gases " 3vc list end 
IORDAN. E L Division of Emergency F-*reparedness Engineering 
iHBsponsc CPost 830103) 83/10/11 Consolidated Edison Co of Mew 

forl» Inc li7pp 21043075 24K Ficho 50-000.03/10/11,0300300759 


)B30076t 16 Info Notice 03-68. "Resplri^tor User Warning Defective 
ie] f-Contained Breathing Apparatus Air Cylinders " Bve list 
! nc 1 

PORDAN.E L Division of Emergency Preparedness 4< Engineering 
l^aponse IPost 830103) 83/10/11 Consolidated Edison Co of New 

'or%. Inc 120pp 20827 129 P4X Ficho 50-000,83/10/11.0308300761 


0260119 Forwards ♦'1903 Inservico Exam of Class 1 2 Components 

Sys of Salem Generating Station. Unit 2.” final rept. 

'^ols I Cc 2 

■10EN,E a Public Gervice Electric t Gao Co of New Jersey 

i3/'10/2O VARGA. 8 A Operating Reactors Branch 1 IBpp 

10929 201 24X Fiche 50-31 1. 03/ 10/20. 0 il02Q0l 19 


>3t02B0122 "1903 Inservice Exam of Selected Class 1 f< ? Componentt; 
tt Sys of Salem Oeneratinq Station, Unit 2," final rept. 

Vdb 1 US 

RICHTEKi 8 W Southwest Resparch Institute FUACHrW 1 Public 
Service Electric 6 Oas Co of New Jei sey 03/07/31 1054pp 

30929 299 24X Fiche 50-311.03/10/20.8310280119 


Pe-riodlc operating reports I. lelated correspondenc p 


D3I0225 Forwards "Rept of Exams. Insps U Tests Conducted Dui mg 
^33 First Refueling of Salem 2." per IE Circular 76-06 
[DEN.E A Public Service Electric U Gas Co of New Jersey 
3/^09/21 MURLFY, T E Region I. Office of Dlroctoi 2pp 
0947 231 24X Fiche 50-311.83/09/21.0310310225 


310310229 "Rept of Exams. Insps U Tests Conducted During 190j Fust 
Re-fueling of Salem 2 " 

* Public Service Electric Gas Co of New Jersey 83/09/15 Ip 
20947 ?32 ?4X Flchp 50-311,83/09/21.8310310225 


0310180114 Revised monthly operating rppt for Aug 1903 W/a30920 J tr 
miller. L K , ZUF’KOi J M Public Service Electric 6 Gas Co of New 
Jersey 03/10/10 Directoi 's Office. Office of Inspection ond 

Enforcement Spp 20007 173 24 X Fiche 50-311,03/10/10,0310100114 


0310210041 Monthly operating rept for Sept 1903 W/B31010 Itr 

MILLER, L K , ZUPKO, J M Public Service Electric U Oas Co of New 
Jersey 03/10/10 Director's Office, Office of Inspection and 

Enforcement ISpp 20955 340 24X Fiche 30-311,03/10/10, 

8310210041 


S Reportable occurrences, LlRs t< related correspondence 


Q31-00SO139 Forwards "Plan for Improvement of Nuclear Dept Operations, " 
in response to Basic Energy Technology Assoc, Inc rept t, 
cross ref document, "Rapt on Review of Corrective Action 
Program ro Reactor Trip Breaker Failures " 

UDERITZ,R A Public Service Electric & Gas Co of New Jersey 
83/08/26 VARGA, S A Operating Reactors Branch 1 2pp 20632 170 
24X Fiche 50-272,03/00/26.0310050159 


0310190178 LER B3-038/03L-0 on 030827, vital bus 20 hydrogen anolyier 
channels 12 22 failed to restart Caused by voltage 

transient Channel circuits replaced U restarted St oction 
statement terminated W/a30926 Itr 

TRAHM. FI • ZUPKO, J M Public Service Electric Sc Oas Co of New 
Jersey 83/09/26 MURLEV, T E Region i. Office of Director 4pp 
20020 207 24X Fiche 50-311,83/09/26.8310190178 


0310250407 LER fi3-O40/ODL-O on 630927 , a t tempts to demonstrate 
operability of pressurlrer overpressure protection sys 
valves failed Caused by problems w/valve position 
Indicators PORV circuitry modified M/030927 Itr 
FRAHM.R 1 ZUPKO, J M Public Service Electric 6 Gas Co of Npu 
Jersey 03/09/27 HURLEY, T b Region 1. Office of Director 5pp 
20097 240 24X Ficha 50-311,83/09/27,0310250407 


0310250470 Supplemental LER 83-oa4/03X-l on 820501 . d ur ing routine 
o p cratl on, two feedwater sys snubbers seized Caused by 
excessive shock load on sys Snubbers replaced W/Q30937 Ifcr 
FRAHM.R I ZUPKO, J M Public Service Electric 6 Gas Co of New 
Jersey 83/09/27 HURLEY. T E Region t. Office of Director 5pp 
20097 120 24X Fiche 50-311.83/09/27.0310250470 


0310250567 LER 03-047/031-0 on 83002-9. vai i ous 2A safeguaids equipment 
control iSEC) alarms received On Q30830 vital bus 2A tripped 
w/o automatic transfer Cause under investigation SEC channel 
reset Power restored to bus W/£130927 Itr 

FRAHM.R * ZUPKO. J M Public Service Electric & Gas Co pf New 
Jersey 03/09/27 HURLEY, T E Region 1. Office of Director 5pp 
2O90J 016 24X Ficbe 50-311.83/09/27,8310230567 


0310040213 PNS-I -03-019 on 03092.3, 1 i C ensee contract security 
organitatlon suspended two security guards Guard admitted to 
bringing illegal substance an site Other guard did not rept 
incident Both guards terminated 030926 

HADDEN, W , GOD/. A Region I, Office of Director 03/09/20 If 
20614 273 34X Fiche 50-272,03/09/30.8310040213 


031011017? Notification of Significant Licensee Meeting 03-07 on 83101J 
at site to discuss ATWS event corrective action program 
KISTER, H D Region 1. Office of Director 83/09/29 Region 1. 
Office of Director ipp 20607 333 24X Fiche 50-272.83/09/29. 

0310110179 


0310140038 PND-I-03-106 on 031007, plant shutdown from I00)i power due to 
apparent hydrogen Leakage into generator stator watrr 
cooling sys Similar occurrence on 030019 resulted in D-wk 
outage States of NJ U DE informed 

LINVILLC. J . JACOQSrR . NBFIRHOLH. L Region 1. Office of Director 
83/10/07 Ip 2076B 003 24X Fiche 50-311.83/10/07.0310140038 


0310200279 LER 63-049/017-0 on 830923, c onta i hment compressed air 
supply isolation valve discovered not locked closed Caused 
by personnel ei ror during verification of equipment status 
during mode change Operators counseled W/e3l007 Itr 
FRAHM.R . ZUPKO, J M Public bervice Electric L Gas Co of New 
Jersey 03/10/07 HURLEY. T C Region 1. Office dF Director 5pp 
20029 322 24X Fiche 50-31 1 . 83/10/07. 8310200279 


8310230244 LER 03-O5O/O3L-O an 030916, pre ssure drop test surveillance 
of containment isolaiion valves 2VCS U 2VC6 revealed that 
leakage past valves greater than max range of test 
equipment Caused by deformed elastomer lining M/B310J2 Itr 
FRAHM.R . ZUPJtP. J H Public Gervice Electric & Oas Co of New 
Jersey 03/10/12 MUHLE/, T E Regmii 1, Office of Director 4pp 
20099 146 24X Ficbe 50-311.113/10/12,0^10230244 


0030346 "NPDES Discharge Manitortnp Rept for Aug 190U " M/H30V06 
tr 

] LLER. 1 K Public Service Fluctiic 4. Gas Co of New Jersey 
3/09/23 21 pp 20590 164 24X Fiche 50-272,83/09/23.8310030346 
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B310250257 R&sponds to J Ou-ty telcon re licensed operator 
r equal i fi cat ion TTaining Procedure TP-305 Erem will be 
completely changed at least every h lulis. 

LlSENiE A Public Service Electric U Gas Co qf Neu Jersey 

03/10/17 5 A Operating Reactors Qranch 1 (?pp 30Q7& J07 

2AX Fiche 30-272,63/10/17,6310350237 


DOCKEr 50-312 RAMCHD SECO NUCLEAR GENERATING STATION 


E NRC Sa-^ety Evaluation Report (SERIj suppls 8 , correspondence 


631009043^1 Eoruarifs legible Pages 35 If 37 to SER transmitted on BSOVt-*? 
LESSViR P Hearing Branch 3 Q3/09/3B ROSENTHAL. A 3 . DUCK. J « . 

KCHLi C N Atomic Safety and Licensing Appeal Panel 3pp 
20633 337 24X Fiche 50-3 1 2, 03/O9/23i 8310090436 


F 5ecurity> medical, emergency l< fire protection plans 


8310030602 Forwards evaluation of 620526 request for exemption front 
Subsection 111 O 2 of App R re electrical penetration area 
of auxiliary bldg Level of fire protection does not meet 
requirement Exemption denied 

EISENHUT.O 0 Division of Licensing 93/09/19 RODRJGUEZrR J 
Sacramento Municipal Utility District 8 pp 20626 289 24X 

Flcb« 90-312, 63/07/ I9i 9310030602 


6310050119 Requests schedule for completing responses to Generic Ltr 
Sl-lS re alternative shutdown capabl 1 1 ty. schedule for 
installing mods 6 compensatory measures to achieve hot 
standby St cold shutdown Info requested within 2 whs 
STOLZiJ F Operating Reactors Branch 4 63/09/19 RODRIGUEZ, K 

Sacramento Municipal Utility District 9pp 20650 204 24X 

Fiche 50 - 312 . 83 / 07/1946310050119 


8310060021 Forwards "Control Room Design Review Program Plan. per 
830415 li O7S0 commitments In response to 8 upp) J to 
NUReO-0737 

ROORlGUEZhR J Sacramento HunicfpaJ Utility District 03/09/30 
GT0LZ*J F Operating Reactors Branch 4 ip 20649 262 P4X 
Fiche 50-312. 93/09/30.8310060021 


—0310060022 "Control Room Design Review Program Plan " 

* Bacramenta Municipal Utility District 63/07/30 14pp 
20649 263 34X Fiche 50-312,93/09/30.8310060021 


0 Adjudicatory correspondence 


9310030401 Forwards util 630721 Ur to NRC reporting on radiographic 
insp of IIPI noizles C 6 D 9vc list end Related 
correspondenc e 

TRAVIESO-OIAZ Shaw, Pittman. Potts tr Trowbridge TRAVIE80-DI AZ 

eacramentu Municipal Utility District 63/09/27 ROSENTHAL. A S . 

BUCK. J H . KOHL. C N Atomic Safety and Licensing Appeal Panel 4pp 
20593 070 24X Fiche 50-31 2i B3/09/27. 0310030401 


6310050512 Responds to ASLAD request for NRC final position on review 
of upgraded auxiUarv feedwater sys & related questions Iftil 
rescheduled completion of upgraded sys to refueling Outage 0 
currently estimated in Apr 1986 

LEBST. R P Hearing Branch 3 63/09/27 ROSENTHAL, A S . BUCK. J J1 . 

KOHL. C N Atomic Safety and Licensing Appeal Panel, 3pp 
20634 050 34X Fiche 50-312, a3/09/27» 0310050513 


--3310050517 Affidavit of 6 Hitter re A 6 LA 8 quistlnns on Ins tal la t ion of 
upgraded auxiliary feedwater tys Util rescheduled 
Ini ta nation completion for refueling Outage 0restlmated in 
Apr 1966 

MINER. S Operating Reactors Branch 4 83/09/27 4pp 20634 053 

24X Fiche 50-312.03/09/27,031005051? 


6310050521 Affidavit qf ED Sylvestar re A9LAB questions on installation 
□f upgraded auxiliary feedwater sys per TMl Item II E 1 1 
Upgraded design will not meet current rellabliity 
guidelines 6 ER end 

SVLVEBTER.E D Auxiliary By stems Branch 83/09/27 46pp 
20634 076 24K Fiche 50-312,63/09/27,6310050512 


0310050436 Forwards legible Pages 35 tt 37 to 9ER transmitted on D309P/ 
LESSy.R P Hearing Branch 3 93/09/20 ROSENTHAL, A 8 . BUCK. J H . 

KOHL.C M Atomic 8 afety and Licensing Appeal Panel Hpp 
20633.337 24X Fit h ej 50-31 2, 93/09/29. 03 J0050436 


P Operatinq Licrnsc stage documents tor respnndencp 


8310030611 Fprwaids 5EH -on genui ic mods to reactor ti ip bi eakers roi 
t}$iV 4 plants to provide automatic actuation of shunt trip 
attachments Plnnt-sp ac i f » c info should be provided when 
generic design endorsed in ref,pon 5 e to Generic Ltr S3 '..’B 
STOLZ.J r Operating Reactors Branch 4 83/09/12 RDDRIQUE/.R L 

Sacramento Municipal Utility District 2pp 20607 .298 24X 

Fiche 50-31 2. 63/09/ 1 2, B3 1 0030* 1 1 


0310250591 Forwards Std Order for DDL Work "Operating Rearlars 
Licensing Actions - Tech Specs foT HgdisuJic Mechdniral 
Snubbers for Irojan it Rancho tiero " 

ADAMS.C Energy, Dept of F IN D-8559 83/09/16 nARrifJ, JH 

Region 3. Office of Directoi Ip 20V00 124 24 X 

Fiche 50-000, 83/09/16. 031O2QOD91 


— 63)0250600 Std Order for DDL Work "Operating Reactors Liccnsiifp Action 
Tech Specs for Hydraulic 6 McchanlcaJ Snubbers for iTOjan U 
Rancho Seco, " issued to ILL 

MARTIN, J D Ropion 5. Dfficp of Director MACRUSKY, J Lawrence 
Livermore Laboratory FIN D~B559 03/08/31 ip 20900 12ti L'4X 

Fiche 50-000,03/09/16, a3J02'^0591 


—6310250625 Furuiards project budget proposal for NRC work "Upriatniq 
Reactors Licensing Actions Tech Specs for Hydraulic L 
Mechanical Snubbers for Trojan & Rancho Seco " 

STUART, K J Lawrence Livermore Laboratory FIN D-Q562 Ul/DR/UJ 
BISKOP.T W Rep ion Office of Director Ip 20900 126 ,MX 
Fiche DO-OOO. 93/09/16. Q3102;i0591 


-6310250631 Project it budget proposal for NRC work "Operating Rc.n kai s 
Licensing Actions Tech bpecs for Hydraulic Sc Mechaniiai 
Snubbers fur Irojan !, Racic ho Seco " 

CLBLAND.L L . WHITG. R , JO) INbON. J H Lawrence Li vex more 
Laboratory FIN 11-6562 03/08/16 PADOVAN, M L . 7WET2I«,G 

Region 5, Office of Director 2pp 20900 i27 24X 

Fiche 50-312.03/09/16, 83J02!'>059I 


831OO40S47 (4i thdraws 790920 request for proposed Rev 1 to Tech 'specs 
Amend 45. per conversation between S Miner & R Colombo 
RODRIOUE/rR J Sacramento Municipal Utility District 03/07/20 

EISENHUT.DO Division of Lltenslnp Ip 20623209 24X 

Fiche 50-312. 83/09/20, 831004004/ 


8310070133 Forwai ds, for consi d ei ati on, pro jeet S< budget proposal, 
"Operating Reactors Licensing Actions Tech Specs for 
Hydraulic 6 Mechanical Snubbeis for Trojan 84 Rancho Seco 
Facilities " 

TUSZKA. M E Lawrence Livermore Laboratory FIN D-8562 61/09/PD 

BISHDP, T W Region Office of Director lOpp 20659 03*1 24X 

Fiche 50-000, 83/09/90. 6310070103 


8310210038 Submits results of plant revirw committee investigation of 
Cycle 6 administrative operating limits Addl conservatism 
of retaining penalty for 30 EF PD imposed 

RODRIGUEZ, R Sacramento Municipal Utility District 63/09/20 
MINER. 8 NRC - No Da bailed Affiliation Given 2pp 208S6 004 
Fiche 50-312,03/09/20,8310210030 


63100483)7 Application for amend to License DPK-54, ex tend ing deadlmr 
to B3060) for Implementing lOCFRSO 54 changes re shift 
staffing 

RODRIGUEZ. R J Sacramento Municipal Utility District 63/07/22 
STOLZ.J F Operating Reactors Branch 4 9pp 20620 219 24X 

Fiche 50-312. 03/09/22, 831004 03)7 


B31D040033 Confirms procedure for estimating core damage since restart 
From recent outage in response to NRC 830902 ltr Rrocedurc 
not formalized, but will be incorporated as normal plant 
operation procedure 

LATHAM, M K Borramento Municipal Utility District 63/09/26 
8TOL2, J F Opeiating Reactors Branch 4 Ip 2060B 1?4 24 X 

Fiche 50-312.83/09/26.0310040033 


83101)0471 Forwards safety evaluation of util responses to NUREQ 0/37, 
Item Util. "Auxiliary Feedwater Sys " Item 1 re 
protection from iniernal missiles unacceptable Requests 
commitment to NRC position within 30 days 

STOLZ.J r Operating Reactors Branch 4 83/09/26 RODRICUEZ. R J 

Sacramento Municipal Utility District 46pp 20711 3.i’0 24/ 

Fiche 50-Jia. 03/09/26, 8310)104 /1 


0310110476 Forwards safety evaluation supporting installation of RfR 
high point vents per NUREQ-073/. I tern II D 1 

STOLZ.J F Operating Reactors Branch 4 B3/09/27 RODRIQUEZ. R J 

Sacramento Municipal Utility District 9pp 20712 263 24X 

Fiche 50-312,63/09/27.63101 104/6 
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"0 j060B0OT>b "Selected Operatnip Reactor Isaues ProqTaru II HCli Vents 
1 riLlREQ -0/37-1 1 ierrt 11 0 J)<" final technical evaulatinn 
rept for Ranrha Sec o I 

liEUD, J 1 Cnerjjy Incorporated FIN A-025() Tr-a67/0Bl7A 
03/03/14 ADEHTKALi O NRC - No Detailed Affiliation Given t/pp 
&0-7ia P4X Fiche 50-31;’, 03/09/2/, 03101 10476 


&31OO3OA0S FoTUjards schedule for responding to 830024 i equest for add 1 
Info an Inadequate core cooMnq instrumentation sq!j>p(i 
NUflEO-O/iJ/* Iteco II F 2, ‘'Inadequate Coi e toolinQ " 
nOORIOUE Z» n J Sneramonto Municipal Utilitg Dlstiict 03/09/^(i 
STDLZ. J P Operating Reactors Hranrh 4 2pp 20601 O// 24X 

Fiche DO-31 P, 03/09/28, 031OO3O4OD 


B3lO|EO'394 Forwards response to 830824 it quest for addl info ia 
CooplGlB revleui of spent fuel pool expansion Turbine oantnj 
uill bo us-ed to move loads in ^ out of spent fuel bldg 
KATTtMUCi. J 3 Sacramento Municipal Utllitij District 03/10/03 
SrOLZi J f Operating Roaclors Di anch 4 5pp 20/00 J91 HAY 
Fiche flt>-3ia,03/10/03i 83I01203V4 


83-00300771 Board Notification 83-1284 foTiuaids Equipmenl tiual i f i rutt on 
Branch cone lu-S 1 ono re potential problems u/ASCQ solenoid 
\ »l v« s 

e tSENllLiT„ D 0 Division of LitenBinfl 03/10/06 PALlADlND.N J 
Comfflis,e i oners 31pp 20818 001 ..’4X Firho 50-000,83/10/06, 

830B3007/S 


0310120087 ForuiaiUs rosponsp to 830831 request for addl info re pump ?, 
valve in«Drvice testing program Revised request foi relief 
Irgtn AQMn. Section Xt Code tt revised Suction 4 of valve 
(esti-ng program included 

ROOREGUE/iN J Socromento Municipal Utility District 83/10/06 
STOLZi J r Pppiating Reactors Cronch 4 L’Vpp 20696 194 r*4X 
F lehe DO-nsa. D3/JO/06i 8310IPQ007 


631014014-3 r oruoT ds proprietary "Rancho been Cycle 7 Reload Rept ' 

Wol 1 - Marl D2 Fuel Assembly Design i<ppt, " in support of 
velnad planned for lote 1984 Ri>pi withheld 
<r*f lOCI ftS 79t>> 

It/CKEPliH D Diite Power Co 83/10/0/ DENTON. 8 R DPfico of 
Nuclear llractor Regulation, Director STQLZ, J r Opeiotlnn Reactoi 
aranch 1 2pp 20766 067 24 X Ficho 50-000.03/10/07,8310140143 


--03IO14OM5 hoTurards proprietary "Rancho Qpco Cycle 7 Reload Rrpt 
Vol ] - Mark D/ fuel Assembly Design Ropt, " Apr 1983 
Affidavit supporting determination of proprietary nature of 
rept entl 

TA«.OM. J M Ufllicock t Wilcox Co 03/09/15 MINCRrS Office of 
Nuclear Reactor Regulation, Director Opp 20/66 06? 24X 

Fie ho 50-000, 03/10/07. Q3JOI40i4J 


OllO^lOO^O Forwards proprietory voislon t.f “Rariche &t>CD Cycle 7 Reload 
RcptrVol IiMotIc 82 Fuel Assembly Design Rept " Vol 2 will be 
ivbmittod in Fall 1984 Rept wiihhelii 

MATTlMOi;^ J >J Sacramento Municipal Utility District 83/10/18 
EISENHUT^D O Division of Licensing ip 20858 POl 24X 
F ic h e 50 63/10/10. 8310210020 


8310250210 Uithdrauis proposed Amend 81 to License DPR-54 re Genetic 
It«at B-24, "‘Containment Isolation Dependability," per NRC 
8-30914 rc*q.ue£t UtH utU continue to use equalitlng line 
valves, whan qualified 

HATTlIiOU, J J Sacramento Hunitinal Utility District 03/10/18 
STOLZ.-J r Operating Reactors Branch 4 Ip 20092 362 ;>4X 

Fi eh e 58-312. B3/10/10, 83i02b02l0 


8310-310409 Summary of 030026 meeting ui/Dt<W Owners Group re 
1 mp I eimoTi tffl-t loti of Generic Ltr 83-28 concerning defenses 
against ATW8 U proposed A fWb lule for Dt.W plants List of 
atiendoo-s &< viewgmphs end 

KADAKDI.I* Operating Reactor*-, Uronch 4 03/10/20, Operallriq 

Reactors Wranch 4 13pp 20963 14/ 24X Ficho 90-000, 83/ lO/PO, 

0310310409 


©GtOSGOO?? Forwards D&W Owners Group rept “Rounding Analytical 
A^ie-ssmant: of NUniG-0630 Models on LtJCA kW/Ft Limits W/Use 
OF FL£C5t.r ■■ 

RDDPI<9U[:Z. R U Dneramento Municipal Utility District 83/10/21 
STOLZrvf F Dporatlng Reactors Branch 4 ip 20735 212 24X 

Ficho 50-312, 03/10/21, 0310280099 


631026007^ Notification of B3U09 meeting w/util in DetbesdarMD to 
discuss mothodology used to prepare integrated living 
sc hedixt e 

MlisnE-R.S Operating Reactors Branch 4 63/10/26 &TOLZ, J F 

Oparatlno Reactors Branch 4 2pp 20964 1 10 24X 

Ficha 50-312, 83/10/26,03102800/2 


Q Inspection reports. IF QuJletinc L coi respondent e 


0310170674 Forwards IE In-sp Rept 50-313/03-16 on 030606-10,13 & 21-22 
No none amp 1 lance noted 

WENSLAWSKI/F A Region- 5, Office of Diiector 03/09/16 
RODRIGUE/, R J Sacramento Municipal Utility District 2pp 
20779 295 24X Fiche 50-312,03/09/16.0310170674 


—0310170670 IE Insp Rept 50-312/03-16 on 830606-10,13 h 21-22 No 
noncomp] lance noted Major at eas inspected environ 
protccti on, fol lowup on RDs, info not ices, onai te events, 
noncompliance items 6 HU HE0-'0737, Items J 1 D 3 E< 11 F 1 
NORTH, H S , WENSLAWSKIiF A Region 5, Office of Director 
83/09/16 lOpp 20779 297 24X Fithe 50-312.03/09/16,0310170674 


0310040300 Forwards IF Insp Rept 50-312/03-24 Portions of post-accident 
sampling sys <NUREG-0737, I torn II D 3) inoperable Reasonable 
degree of sys reliability remains undemons trat ed 

UENSLAWSKI.F A Region 5, Office of Director 83/09/23 &TOLZ. J T 
Operating Reactors Branch 4 Ip 20612 330 24X 

Fiche 50-312.03/09/23,3310040300 


--031OO4O3OB Forwards IE Insp Rept 50-312/83-24 on 030912-16 Mg L 
attention should be directed to insp findings ro post- 
accident sampling sys 

WENSLAWSKIrF A Region 5, Office of Director 03/09/26 
RODRIGUEZ, R J Sacramento Municipal Utility District Opp 
20612 339 24K Fiche 50-312.83/09/23,8310040300 


—0310040311 IF Insp Rept 50-312/03-24 on 030712-16 NoncompUance noted 
licensee unable to sample containment atmosphere using povt- 
accident sampling sys, hydrogen monitors or reactor bldg 
atmosphere monitor 

NORTH. H S . YUHAS.G P Region 5, Office of Director 
UENSLAWSKI.F A Region 4, Office of Director 83/09/23 IPpp 
20612 341 24X Fiche 50-313.83/09/21.8310040300 


830B300340 lE Info Notice 83-61, "Alleged Use of Stand 'Ins far Welder 
Qualification Teats " Sve list end 

JORDAN. E L Division of Emergency Preparedness tc Engineering 
Response iPost 030103) 83/09/26 Consolidated Edison Co of New 

York, Inc I17pp 20754 022 24X Fiche 50-000,03/09/26,8300300340 


0300300342 IE Info Notice 03-62* "Failure of Redundant Toxic Gos 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Gve list end 

JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response (Post 630103) 03/09/26 Consolidated Edison Co of New 

York. Inc 116pp 20777 210 24X Fiche 50-000.83/09/26.0300300342 


6308300345 IF Info Notice 83-63, "Potential Failures of Uestinghouse 
Type SA-1 Differential Relays " Sve list end 
JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of New 

York, Inc llBpp 20770 001 24X Ficho 50-000,03/09/26,030830034 5 


6310030401 Forwards util 030921 ltr to NUC reporting on radiographic 
insp of HPI noizlos C &. D Sve list end Related 
correap ondcnce 

TRAVIESD-DIAZ Bhaw, Pittman, Potts tc Trowbridge TRAVIESO-DlAZ 
Sacramento Municipal Utility District 03/09/27 ROSENTHAL, A 8 , 
DUCK. J H , KOHLrC N Atomic faafety and Licensing Appeal Panel 4pp 
20593 070 247 Fiche 50-312.83/09/27,0310030401 


030B3D0349 IE Info Notice 03-64, "Lead Shielding Attached to 
Safety-Related Sys W/o 10CFR5O 59 Evaluation “ Sve list 
cnc 1 

JORDAN, E L Division of Emergency Preparedness «c Engineering 
Response (Post 830103) 03/09/29 Consolidated Edison Co of New 

York, Inc llSpp 20716 324 24X Fiche 50-000,03/09/29.8308300349 


8310140249 Suppls response to IE Dulletin 02-02 "Degiadation of 
Threaded rastaners In RCPO of PWR Plants " Maint procedures 
revised to include requirements for torque valves k gasket 
installation 

MATTIHOE.J J Barramento Municipal Utility District 03/10/04 
MARTIN, J D Region 5, Office of Director 6pp 20761 325 24X 

Fiche 50-312,03/10/04,0310140249 


8310120355 Acfc receipt of 830921 ltr informing NRC of steps taken to 
correct violations noted in IL Insp Rept 50-312/63-12 
UENSLAWSKI,F A Region 5, Office of Director 03/10/06 
LATHAM, W K Socramenfco Municipal Utility District Ip 20700 207 
24X Fiche 30-310,83/10/06,0310120355 


— 831012035B Responds to NRC 030517 4, 0801 Urs re violations noted In 
IE Insp Rept 50-312/03-12 Corrective actions Administrative 
Procedure AP 1 re responsibilities & authorities revised to 
emphasiie necessity for procedure adherence 
LATHAM, W Sacramento Municipal Utility District 03/09/21 
MARTIN, J D Region 5, Office of Director Ip 20700 210 24X 

Ficho 50-312.03/10/06,0310120355 
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83O03OO37Q 3E Tnffo Notice B3-65i *'0urve i ) lance of Flou iii RTfj Dupi«5»& 
Loops Used in t i ngh o os e Plants “ Svc list end 
OORDANi E L Division of Cmerqencg Preparedness & Lngirieeriiii} 
Response <Posfc B301O3) 03/10/07 Tqusd 1 idated Edison Co of Noij 

Yo-rt, Inc 76pp 20B27 213 24 X Fiche 50-000* 03/ 1 0/07 » 03083003/0 


0308300752 IE Info Notice B3-A6i "fatality at Argentine CritlraJ 
Facility " five lipt end 

JORDANi E L Division of Cmergencij Preparedness & EngineeTins 
Response IFost 030103} 03/10/07 Consolidated Edison Co of New 

York# Inc 79pp 20092 026 24X Flcfie 30-000. 83/ 10/07. fi30B300752 


0300300759 IE Info Netice 03“i7j "Emergency Use Respirator Hatl Defrc t 
Causes Production of Noiious Oases " Gve list end 
JORDAN. C U Divisien o# Emergency Preparedness U Engineer uiq 
Response (Post 8301031 03/10/11 Consolidated Edison Co of Ne?u 

Yorlc. Inc ii7pp 21043 075 24X Fiche 50-000. 03/ 10/ U» Q30030075V 


03OB3OO761 IE Info Notice B3**6S^ "Respirator User Earning Defective- 
Self-Contained Dreathing Apparatus Air Cylinders *' Eve list 
enc 1 

JORDAN. E L Division of Cmenjency Preparedness Engineering 
Response (Post 030103} 03/10/1 L Consolidated Cdi&on Co of Neui 

York. Inc I20pp 20027 129 P4X Fir ho 50-000.03/10/11.0300300761 


0310310401 Forwards lE Insp Repl® 50-312/02-41 on B2J I 16-03021 7 No 
noncomp 1 iance noted 

BJSHGPj T N Division of Res ident. Reac tor Project it Fiigineeriiiq 
Programs. 83/10/12 ROoRIGUEl!.H J 3acramenfco Municipal utility 
District 2pp 20959 297 24X Fiche 50-312.03/10/12.0310310401 


— 0310310405 IE Insp Repts 90-312/82-41 on 821 1 16-030217 Mp non comp J i ante 
rtoteif Major areas inspected safety-related concrete 
placement tr electrical installation 

DMWOELOtA J . YOUNG, T Region 5. Office of Director 03/10/11 
4pp 80959299 SdX Fithe 50-312.83/10/12.0310310401 


0310310296 Forwards IE Insp Dept 50-312/03-05 on 930516-20 Wo 
noncainp Uance noted 

BISHOP. T W Division of Rea i dent. Rractor Project 6 Engineering 
Programs 63/10/13 RODRlGUEZi R J Sacramento Mu-ntcipal Utility 
District 2pp 80961 127 2dX Fithe 50-312. 03/10/ J 3. 031 0310296 


— B310310304 JE Insp Rept 50-318/03-05 on 630516-20 No noncamp 1 lanfe 
noted Major areas inspected allegations associated u/weldmg 
activities performed by Nuclear Pouer 6ys 

D'ANGELO. A . VQUNG.T Region 5. Office of Director 63/10/11 
5pp 20961 129 24X Fithe 50-318. 0J/ 10/ 13. 6310310896 


6310180094 Advisee that final submittal re implcmentat ion of envlroif 
qualification equipment upgrades, per S3u780 6 0920 litrs & 

IE Bulletin 79 OlD.wIlL be delayed until 831031 duo to 
unexpectedly high post-outage Lrorkload 

RODRIQUEZ. R J Sacramento Municipal Utility District 83/10/14 
STGLZi J F Operating Reactors Branch 4 Ip 80007 153 PAX 
Fiche 50-312.83/10/14.0310180094 


Periodic operating reports 6 related correspondence 


0040419 Monthly operating rept for Aug 19B3 M/B30909 1 tr 
OLOMBO.R. . ROCRIGUEZiR J Sacramento Municipal Utility District 
3/09/31 Director's Office. Office of Inspectlnn and Enforcrmeii t 
7pp, 20619 021. 24X Fiche 50-312. 03/O0/3I. 0310040419 


il0l20l60 Forwards corrected Table 2B listing liquid effluent batch 
node Isotopes in "Semiannual Effluent Release Rept.Jnn- 
June 1903 " 

RODRIGUEZ.R J Sacramento Municipal Utility District 03/09/16 
MARTIN. J B Region 5. Office of Director If 20676 023 24X 

Flche 30-312.03/09/16.0310180160 


— 6310120161 Corrected Table 2U listing liquid effluent batch mode 
Isotopes in "Semiannual Effluent Release Rep t. Jan-June 
1903 " 

ft Sacramento Municipal Utility District, 03/06/30 Ip 
20696.024 24X Fi c he. 50-313. 03/09/16. 03101201 60 


310170216 Monthly operating rept for Bept 1983 M/0aiOO7 |ti 
COLOHBO.R . RODRIGUEZ. R J Sacramento Municipal Utility Dl&trirt, 
63/07/30 Director's Officer Office of Inspection and Enrarcemont 

6pp 80787 001 34X Ficlie 50-312. 03/09/30, 0310170816 


spr Power Station Unit 1 Quarterly Repts 
IIDiO Itr 

cipal Utility District 03/09/U0 
ip 20H99 323 24 X 


S Reportable occurrences. LhUs I' i elated cur respondenc e 


6310070279 RO 83-07 on 030810. heat iraclnq for hydrogen moiii tor i nq 
sys found deenprqized Tracing reenerg i } ed . t e s t or 1 ng sys to 
operable status Ctipck of hudrogen monitor operability on 
shift frpquency imp lementod 

HOORlGUEZiR J Sacramento Municipal Utility District 03/09/13 
MARTIN. J B Rralfin 5. Office of Director Ip 2065/ OPb .-'IX 
Ftche 50-312.03/09/13. a3l0070.*/5 


0310120145 LEft n3-030/03L 0 on 0 30029, week 1 y surveillance of nitroyen 
gas syc discovered Xe— )31 contamiTiati on Caused by metalled 
spool piece left In place Spool piece i emovBd 6 opnatinq 
procedures rewritten W''a3<}V?t3 Iti 

-COLOMBO. R N . RODF^IOUEZ.R J Barramonto Municipal Utility OiftrKt 
83/09/27 MARI IN. J □ Roqlon 5. Office of Direcfeoi app 
20696 016 247 Fithe 50-312. 0J/O9/27. OJ1OI20145 


9310120167 LEH a3-033/03U-0 on B309O1. Sul voi 1 lance Test SP 203 0/A f«, 
WSRN pump A incorrectly signed acceptaLlc Caused by 
personnel misinterpretation of data Forsonnel cautioned 
W/a30930 Iti 

COLOMBO/ R N . RODKIOUE/.R J barramentu Municipal Utility Di’>iiirl 
63/09/29 MARTIN, J D Region 5. Office of Director 2pp 
20696 035 24X Fjche 50-312, 03/09/29. 0310120167 


6310120150 LER 83-O32/OIT-0 un fjj09| /, RUB unidentl F i ed leakage cxteidprl 
1 gpm Caused by leaking tube /B-2 In once-threugh steam 
generator A Tube plugged 6 syr stabilixed W/a30730 J ti 
COLOMBO, R W . HATriMDE, J J bacramento Municipal Utility Distticl 
83/10/03 MARIIN. J D Reqmii 5. Office of Director 3(ip 
20696 0 09 24X Ficho 30-312.63/10/03.0 310120190 


8310120106 LER 03-O2B/OIT-O on 630919, PURV failed open li could not be 
closed Caused by weight of pointer attached to pilot valve 
actuating arm Painter removed t< alternate method to observe 
arm position uned (1/631003 Iti 

CGLDMDO.R N . MATllMOErJ J Bacramento Municipal UbiUty Dictint 
93/10/03 MARI IN. J D Region 5. Office of Uirectui Jpp 
20695 328 24 X Tithe 90-312, 03/ 10/03. 0310120186 


0310120251 PNO-V-03-O3QA on B309J7. p loot shut down following distovny 
of steam generator A tube leaf One inop lane tubp 170“P> 
plugged on B30927 Tuio of 360 tubes inopected shewed 
locallted thinning of approx 25/ 

JDHNSON.P , YOUWO. 1 Region 5, Office of Director B3/10/0J ip 
20692 107 24X Tic he 50-312.03/10/03,0310120251 


63(0120321 PNO-V-03-O39A on 030919, PORV opened at 29 psig due in ad <11 
weight of indicatsng rod added to operotlng handle during 
recent refueling outage Rod removed POf<V closed on 83092? by 
placing U nitrDqen bubble in pressur i i cr 

JOHNSON. P , YUOWe, 1- Region ft, Office of Director 03/10/03 Ip 
20700 299 24X Fiche 50-312.03/10/03.0310120321 


0310250390 LER 03-034/03L-0 on 030912, monthly auxiliary feedwater sys 
valve Surveillance SP 210 010 not performed in correct time 
interval OporatJens personnel instructed re schedule to 
perform surveillance test M/03l0il Jtr 

COLOMOOiR U . LAIHAU.M K Sacramento Municipal Utility District 
03/iO/ii MARllW.J B Region 3. Office of Director 3pp 
30900 359 24X Tlcho 50-312. 03/ 10/1 1, G.i 10250590 


6310270451 LER 83-03&/03L-0 on 830920. component cooling water shewed 
presence of tri 1 1 um. Xe- 133. I-j 3 l 6 I-I33 Caused by apparent 
leak in letdown conler P Cooler isolated W/a3lO10 Itr 
COLOMDO. R U , RODRIGUEZ/R Sacramento Municipal Utility Dictiict 
03/10/10 MARIIN. J D Region 5. Office of Dlrectoi 3pp 
20923 13/ ?dy riche 30-312,03/10/10,0310270451 


6310270452 LER a3-036/03L-0- on 830919. outboard seal in dfcay heat pump 
B (P-26Jll> fa i led, resul t i ng in minor leakage Cause 
attributed to normal & expected wear on seal Seal i emoved 
replaced N/B11O10 Itr 

COLOMBO, R W , HDPRIGUEZ.R J Sacramento Municipal Utility Dl strict 
83/10/IQ MARTIN. J D Reginn ft. Office of Director 2np 
20923 097 24 X Fiche 50-312,63/10/10,0310270492 


0310270206 Part 2l rept ra engine mounted electrical cabten Dnfectivc 
cable not Installed as 93092/ Itr stales Parts shipped 6 
installed on Gulf Stated Rivei Bend Site (Engine Sui i«l 
74039/40 USR 49> Instruct Ion for cable changeout due in Nov 
BOYER. R fc 1 rarnsamer I ca Delavol, Inc 03/10/20 Directnt 'f 

Office, Office of Inspection and Enforcement Ip 20V24 IQB r'4X 
Fiche 50-000, 63/ 10/ 20. 0310270^06 
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V Cp'ffrator C taraiiiaf 1 one 


93 lC<i 403 l 7 p 1 1 c-d 1 1 on for dmMid to Liceti&e LiPK e x toiid log dead} me 

l^c for 1 rmonti np 54 thanges ro shiTi 

s ^ i.n 9 

QJ^RIOUE^^ vJ Bacramenlo Municipal Utility Dislrirt B3/09/t;«? 
STaL2p J I Uptiatinp Reactor^ Branch 1 Spp 20620 ^19 24/ 

Fiche 50-212. D2/09/22. 8310040'1J7 


a3tCX'3£>l49 Requests schedule, bti 83103B, for requal i f ication troininq b 
e Ed.'is fai 1984 in order to coordinate Region V audit oF 
operator requa 1 l f lea tion prorirams 

S ISHOP.^ T U Division oF Res ident» Rear tor Project rnglneerinq 
Rrc grams 83/09/26 RODFUGUtZ/. R J BncTamento Municipal Utility 
Otstnet 2pp 20590 033 24/ Fi che 50-312* 03/09/26, 0310030149 


WKHfT 3D-DJ3 An«Afjn4S NUCLEAR UNC* UNIT I 


r Stcurity# mpdical, eniergencg fc fire protection plans 


0310060520 torwards c lar i f i cation oF NHC positions on certain 
r e^qulreironts of App R to tOCf Rt*0 48 

STtX,Z. J r , rilLLLR.J R OpiMiiting Reactors Dranch 4 03/09/J4 

GF11FFIN--J M Artonsas Power *< Light Co Bpp 20663 139 24X 

F nhB 50-313/ 03/09/14. 8310060520 


03100304161 bubmits addl info re mods to I ire Zones SJOD-Z & 2101 ■‘AA. 
p 830/13 request for App R schedular exemption Delivery 
o-f puTp ■suiitchqear expected in late Uan 1984 

MFiRSHALL/J H Arkansas Pouio? 8« LlyJ(t Co 03/09/27 STOLZ, J F 

□ peratlng F^eactors Dronch 4 MILLER* J R Operating Reactorb Dranch 

3 2pp 20593 166 24X Fiche 50-313.03/09/27*8310030416 


S31O06O24Z3 Releases public version oF revised emerqency plan 
implementing procedures 

FELTPNi>J II Dlvicion of Rulor. and Recof ds 83/09/30 Documenl 
Management Dranch ip 20660 2/6 24X Tichc 50-313/83/09/30* 

0310060243 


— Q3I0060250 F^ubjic version of Rev 4 to Imergency Plan Imp 1 emoniing 
Procadure 1903 01* "Organl lati on t Uce of Emergency Plan 
lirp 1 e men 1 1 ng Procedures" & Rev 10 to f’rocedure 1903 10/ 
*‘Efne-rsenc u Action Level Response " 

LEVINL/J M Arkansas Poiiioi «< Light Co 83/09/19 32pp 
20660 277 24X Fiche 50 -313/ D3/09/30* 831 0060243 


631006059/ Releases public version of revised emergency plan 

FELTDM* J M Division of Rulot and Rocutds 03/10/05 Document 
flanade/npnt Branch ip 20661 092 24 X Ficho 50-313*83/10/05/ 

Q3J006O5V7 


— B310060601 Public version of Jfev 8 to rmcrqency plan W/830922 It? 

MARSHALL* J R At kaiisas I'uwet «< Light Co 03/09/14 COLLlNvf. J T 
Re^gjian 4* Office of Director D6pp 20661 093 24X 

Fiche DO-313. 03/10/05. 031006059/ 


6310110437 Releases public version of i ev to emergency plan 
j mplementlTiij procedure 

FELTON* J M Divicion of Rules and Hetuids 83/10/05 Document 
rranagriffiunt Dranch Ip 20704 353 24) Fiche 50-313/83/10/00, 

03JOJ 104:^7 


—6310110440 Public version uf Rev 5 to fmergency Plan Procedure 
1903 r’S* "File or Explocion " W/0J03K Itr receipt 
f orjT- 

LEVIML. J M Arkansas Power I* Light Co 83/00/11 NRf. - No 

Detailed Affiliation Given Zlpp 20/04 354 24X 

Fichu 50-313/ 83/10/05. 0310110437 


031O2SO559 Withdraws request Fot schedular exemption until 830501 to 
complote installation of certnin 1 h rated fire barriers 
I4 d<{« completed by 030422 

MARSHALL. U H Arkansas Power h Light Co 83/10/07 STOLZ. J F 

Operatlrrq Reactors Dranch 4 MILLCR/U R Operating Reactors Branch 

3 Ip 20900 346 247 Tichc 50-313. 03/ 10/07. 0310250559 


S3lOl'9029I Releases public vorsion of amend to emergency plan 

FELTON. J M Division of Rules and Recoi ds 03/10/14 Document 

liianage/naDt Dranch Ip 20840 143 24X Fiche 50-313,83/10/14, 

0310190291 


— B3l0l'9OS92 Public version of Amend 0 to emergency plan 

* Arkansas F'ouer 6 Light Co 83/09/14 60pp 20840 144 24X 

Fichu 30-313/83/10/14. 0310190291 


0310190294 Releases public version of revised emergency plan 
Inplementing procedure 

FELTON, x/ H Division pf Riilec and Recui ds 83/10/14 Document 

Managertient Branch Ip 20841 341 24X Fiche 50-313,83/10/14* 

e3lOl9'0294 


“0310190295 Public version oF Rev 11 to Emergency Plan Imp 1 cment i iig 
Procedure 190J 10* "Emergency Action Level Response " 

M/ 03 iOOc' Iti tec Dipt f 01 m 

LEVINE. vl M Ai konsas Pouiei 8/ light Co 03/10/01 7<Jpp 
20041 342 24X riche 50-3 £3. 03/ lO/ 14 , 8310190294 


B310250274 Updates present status £< describes tasks performed over 
previous & moiitho per requirements oF Generic Ltr 82-33 
Suppl 1 to NURl 0-0/37 re control roam design review Figure 
2-2 end 

MARSHALL, J H Arkansas Power f. Light Co 83/10/20 FISENHUT. D G 
Division of Licensing 4pp 20V02 340 24X Flthe 50-313,03/10/20* 

S3 10250274 


J Insoraiico v indomnity information 


0310240035 Foruiaids Endorsements 53,54 Sc 55 to NELIA Policy NF-210 {< 
Endorsement B 46 fc 47 to MALI U I’ollcy M! 74 

MARSHALL, J R Arkansas Power & Light Co 03/10/12 DINITZ* 1 
Assistant Director for State It Licenser Relations 6pp 20001 353 
24X Fir he 40-313,83/10/12*8310340035 


P Operating licrnse stage documents -fc cot respondencr 


0310060402 roiwaidb NPUES Permit AROOOl 392, effective 830606 - 060705* 
per NRC 830311 ltr t< util 030520 conF irniatlon 

MARSHALL* J R Arkansas Power l( Light Cr 03/06/10 COLLINS. J T 
Region 4. Office of Director 3|ip ^0641 239 S4X 
Fiche 50-313, O'l/06/lO. 8310060402 


— -0310060406 NPDES Permit AR0001392. issued to Arkansas Pouor 6 Light Cp 
KNUD80N, H D EnvironmentaL Protertion Agency 83/05/06 SOpp 
20641 232 P4X Fiche 50-31:1,03/06/10.8310060402 


031OOSOO49 f arwards safety evaluation accepting Arkansas Pawei tr Light 
030607 proposed mods to reactor trip bieakors Schedule for 
submittal of plant-specific info needed in 10 days 
STOLZ, J r Dpprating Reactors Branch 4 83/09/12 GRIFFIN. J M 

Arkansas Pouiei 6 Light Co ftpp S0650 122 24X 

Fiche 50-313,83/09/12,8310050049 


0310030353 Torwaids Dt(W Owners Group final rept. "Bounding Analyticol 
Assessment at NllRLG-0630 Modols on LDCA kW/ft Limits H/LPse 
of FLECBE7 " Approval requested 

MARSHALL, J ft Arkansas Power & Light Co 33/07/23 ST0L2. J f 
Operating Reactors Branch 4 Jp 2057*' POO 24X 
Fiche 50-313. OJ/09/33, 03 S 0030 <53 


— 0310030356 "Doundina Analyticol Assessmenk of NURhG-0630 Models on 
LOCA kW/ft limits W/Uso of f-LrCSCT " 

* Babcock ^ Wilcox Operatinq Plants Owners Group 77-1140078-01 
83/09/30 109pp 20592 201 24X Fiche 30-313.83/07/23, 

8310030353 


8310110472 Forwards Franklin Receai ch Ct* "Operating Reactor PORV Repli 
(F— 379TH1 ActloTi Plan Requlrnmcnts Oenrric Rept-B6W Beslgnod 
Units," technical evaluation rrpt t* NRR safety evaluatlen 
accepting IN<W response to TMI I tarn 11 K 3 2 

BTOLZrU F Operating Reactors Branch 4 03/09/26 GRIFFIN* JM 

Arkansas Power Light Co 3pp 20/IP 004 24X 

Fiche 50-313, 83/09/26. 8310U04VP 


0310110472 Foiuaids Franklin RascaTch Cti "Operating Reactor PORV Repts 
CF-37)TMI Actlnn Plan Requirements GeniM ic Rept-D6W Designed 
Units," technical evaluation rept it NHR safety evaluation 
accepting DVM renponso to fNI Item II K 3 2 

STOLZ, U F Opeioting Reactors Dranch 4 83/09/26 GRIFFIN* J M 

Arkansas Powai It Light Co 3pp 2071P 004 34X 

Fiche 50-3 1 3* 03/09/26. 63101104/2 


— 03OQ31O422 Ferwards safety evaluation accepting DtiW licensee cuiitentlon 
that requirements of NURF 0-0737, Item 11^32 met w/exksting 
PORVi safety valve i* high pressure reacter trip setpoints 
RQW8DMF, F 14 Assistant Director far Technology Review 03/0B/24 
LAINA0* 8 C Assistant Director for Operating Reactors 14pp 
20712 007 24X Fiche 50-313,03/09/26*8310110472 


—0307250463 "Operating Reactor PORV Ropts (F-D?) TMI Action Plait 
Requirements Generic Rept - DltW Desipned Units," tec-hnIcaJ 
evaluation rept 

OVERBECK, G J * BtLGAlZQ.T J Franklin Insti tute/Frank 1 in Research 
Center NRC-a3-0i- 130 TEH-C5506-4 J 0 03/07/20 CHOW.E NRC - 

No Detailed Affiliation Given 50pp 2-0712 019 24iX 
Fiche 30-313* 03/09/26. 03101 J04/P 


8310030332 Updates 030520 request fur extensian nf deadline far 
environ qiial 1 f i cation of equipment Status of specific items 
anumerateii 

MARSHALL, J R Arkansas Power h Light Co 03/O9/2B STOLZ* J F 

Operating Reactars Dranch 4 MILLER, J R Operating Reactors Dranch 

3 4pp 20592 311 aax Fiche 50-313. B3/09/28. 831003033E 
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8310120447 HflsporuJs to 930<?iy ri-qupst foi scheilule for providjnq infp 
rs reactor trip brC'^fcor auiomattc shunt trip actuation mods 
Info -wi 13 be provided as pai fc of J2‘(l-dsu rtsponsc to Ceiioi ic 
Ltr B3-20 

MARSHALL, J R Arkanods Paujer 8< Light Co Q3y09/PV S7DLZ,J i 
Operating Reactors flran-ch 4 Ip ?0£»96 PSD 24X 
FI Che 50-313-33/09/27,0310120447 


6310110613 Summary of 630023 meeting u/ubil in Qethesda, Ml) re lifh 
Spec« for me-chanical hydraulic snubbirs Agenda & mai Iced-up 
Tech Specs enc 1 

VISSIND-Q S Opeiating Reactors Branch 4 03/09/30 Opi*ratn»p 

Reactors Bratic h 4 I3pp 20715 l&O 24X Fichp 90-31 3i D3/O7/30i 
8310130610 


031O12OO77 Forwards updated radiological effluent loch Specs tr offsite 
dose calculation manual, per 830510 request Implementation 
date of flSOlOl established 

ORIFFIN, J M Arkansas Power ft Light Co 03/09/30 5rOL?. J 
Operating Reactors Branch A MILLER, J R Operailnq Reactors Qranch 
3 3pp 20696 241 24X Fi the 50-313. 03/09/30, BJJ 0120079 


— 83101200B1 Revs tn radiological effluent fech Specs 

* Arkansas Power ft Light Co 63/07/00 ii6pp 20696 244 P4X 
FIcte 50-313, 63/09/30, 83 JO 1P0077 


--6310120083 Revs to upfsite dose caltukatian manual 

* Arkansas Power ft Light Co Q3/09/30 99pp J0696 3fj0 24X 
FI Che 50-313, □3/09/30. 8310120079 


8310140225 InPerms that Tech Specs Pot lew temp overpressur i lation 
protection sys uill he submitted bi/ 031121, in response to 
KRC 630826 request for submittal schedule 

MARSHALL. J R Arkansas rower ft Light Co 83/09/30 ST0L2, J f- 
Operating Reactor* Branch 4 Ip L’0/61 1/4 24X 

Fiche 50-313,03/09/30, 031OJ4Of>W5 


6310180611 Forurards SER accepting licensee responses to N0REG-0>3 /j 1 iiun 
n E 1 I re emergency feed-water sys Two open, items re 
redundant flou paths ft tOTTiadn missile protection i cmain 
Compliance schedule needed orithiTi 30 days 

STOLZ, J F Operating Reactors Branch 4 03/10/06 GRIFFIN, J M 

Arkansas Rower ft Light Co 29pp S0824 001 24X 

FJche 50-313, 83/10/06. 6310100611 


8310170096 Forwards Amend B1 to License ftPR-Sl ft safety evdluatlc,n 
Amend changes Tech Specs re schedules ft locations of 
insertions of property capsules into reactor 

HISSING, 0 S Operating Reactors Sranch 4 S3/iO/07 GRIFF IN, si M 

Arkansas Power ft Light Co 20813 12/ 24X 

Fiche 50-313, SJ/lO/07. 0310170096 


— B310170100 Amend 01 to Licensp DPR-51 , changing Tech 9pec5 re srhcdnlrs 
ft lacatio-ns of insertions of vessel mstl property Capsuler. 
into reactor 

0TOLZ,J F Operating Reactors Branch 4 83/10/07 3pp 

20013 129 24X Fiche 50-313. 33/10/07/ 831 0170096 


— B310170106 Safety evaluation supporting Amend 61 to License BrR**5l 
* Office of Mud! ear Reactoi' Regulation, Director 03/10/07 ?p|, 

20013 133 24X Fiche 50-313,03/10/07,8310170096 


83102000S4 Requests written confirmation of current plectrical 
distribution sys conf i gurat i on as discussud on 830709 as 
result of toad shedding proceis »iet being utillced ft one 
unit being locked off of startup transformer 2 

STOLZ, J F Operating Reactor,. Branch 4 83/10/12 GRIFFIN, J M 

Arkansas Power ft Light Co 3pp 20844 225 24X 

Fiche 50-313. 83/10/12. 8310200054 


03tO21-OO8O Requests remittance of fee due far 830215 application le 
deletion of terrestrial monitoring programs within 15 dags 
MILLER, H O License Fee Management Branch 83/10/17 GRIFFIN, J M 
Arkansas Power ft Light Co Ip 20BB3 251 24X 

Fiche 50-3131 03/10/17, 6310210000 


8310310489 Bununarg of 830826 meeting w/hftH Owners Group re 
implementation of Generic I tr B3-2B concerning defenses 
d^gainst ATMS ft proposed ATWS lulp foi l^ftW plants List of 
attendees ft vlewgraphs and 

KADAMDliP Operating Reactors Branch 4 83/10/20 Operating 

Reactors Branch 4 I3pp 20V65 147 24X Fjche 50-000, 83 / 1 0 /po, 

8310310409 


Q Inspection reporis, IF Dullelint ft coi re«>poniJeilc c 


0310250141 Responds to lE Bulletin 82-0?, "J’cqradat ion i>f Ihii^sdcd 
Fastenerr, in F«,PU of F>WR Plants,*' Action Item 4 Commiimcnl,; 
re future insps withdrawn Jnsp will continue as ap|irijpi i.ito 
under applicable cades ft std* 

MARSHALL, J H Arkansas Powoi Light (u 03/07/25 (OILINL. J 1 
Region 4> Office of Director 4pp 2^,096 356 24X 

Fi the 90-J13, 83/07/25. B3i0250HJ 


8310060020 Fopwaid*. IE Insp Repli 50 *31 3/D3-13 ft 50- <6b/03-i3 un 
830606-10 No none omp 1 1 anc e noted 

SEIBLE/M C Ffegiuri 4, Office of Director 03/00/01 GRIM IN, J M 

Arkancas F’ouiei ft Light Co 2pp 2064/ I J,6 24X 

Fiche 50- 3 1 3 . O J/08/ 0 1 , 03 1 0060{U'0 


—03100-60026 IE Snsp Repts 50-313/83-13 ft 50-368/03-13 on 030606 1C Ni. 
noncompliance noted Major areas irisorcted action on provinns 
violations, onsite radiation protection organ i lotj on, staff 
qua 1 if 1 cat 1 ons ft fcraini nq, exposure control ft ALARA proqr.un 
CHANEY, H D , HOI 1 EY. W L * MURFiAY, B Region 4, OFflcr of Ullttiol 
03/07/20 19pp 20647 158 24/ Fithe 50-3 1 3- 03/00/01 , 831 


63I02501S3 Provides status of work accomplished in response to 31 
Bulletin 79-02, '"Pipe Support U.t‘.e Pluto Designs Ur. mo 
Concrete Expansion Anchor iJoltfc,*' ft IL Bulletin /9-J4 
"Seismic Analyses for As-Duilt Sof ety-Rointed Piping Sys " 
MARSHALL, J R Arkansas Power ft Light (o 83/08/01, tOLLINil, J T 
Region 4, Office of Director Ip 20UV6 343 24/ 

Ficho 5O-3l3.0?/OO/O5.a3l 02501 53 


8310130220 Forwards lE Insp Repts 50-313/03-15 ft 50-360/83-15 on 
030701-31 No none omp 1 i ance notfd 

SEIDLE.W C Hcgien 4, Office uf Director 83/00/10 GnlFTUL^) M 
Arkansas J’owar ft Light Co 2pp 20/24 105 24 X 

Fiche 50-313. 03/08/ 10. 831 01 30220 


— 0310130226 IE Insp Repts 50-313/83-15 ft 50-360/83-lb on BJO/OJ -31 Nn 
no-ncorfip 1 lance noted Major ai ras inspected operatioiiul soft t g 
verification. 5U1 veil lancD, maint ft followup on previously 
identified items 

CALLAN.L J , CUMMINS, J E , vJOMNSDN, W D Region 4. Office cf 

Directot 03/0Q/G5 I2pp 20724 10/ 24X Fiche *>0-313,03/00/10, 

6310130220 


B3102504J7 Forwards "Eiam of OncG~1hrouqh Steam Generatot Tubrs 07^ 0 ft 
fllI2-19 From ANO-l, " final rept Insp adequote to dpiennine 
conditions ft will provide sufficient data to fuither 
evaluate failure mechanism 

MARSHALL, J R Arkansas Power ft Light To 03/09/15 BTilLZ, nF I 
Opera tinq Rea c tors Pr.inch 4 3pp 20V02 l76 24 X 

Fiche 50-313,03/09/15,8310250417 


— 0310230424 "Exam of Once-Throuph Steam Generator TubPh n73-B ft □ 1 1 19 
From AN0~1, " final rept 

INMAN, S C Bab cot Jf ft Wile ex Co F?DD 84 5303-04 O? B3/ii6/IO 

I6lpp 2090? 179 24X Fiche 50-313, 03/09/1 5. 031 0250417 


8310130330 Forwards IE Insp Ropts 50-313/63-21 ft 50-368/03-21 uli 
030001-31 ft notice of violation 

BEIDLE, W C Region 4, Office of Director 83/09/16 GRIH JN, J M 
Arkansas Power ft Light Co 2pp 20719 J43 24X 

Fiche 50-313,03/09/16, 0310130330 


— 0310130333 Notice of violation from insp on 830801-31 

a Region 4* Office of Director 83/09/16 4pp 20/19 345 ?4V 

Fiche 50-313. 03/09/16, 8310130330 


—0310130335 IE Insp Repts 50-313/83-21 ft 50-360/03 21 on 830801 3J 
None amp 1 lance notad failure to properly identify calculation 
ft design change, to perform maint activities w/wntien 
procedure ft to install electrical cables per procedures 
CALLAN.L J , CUMMINS. J C , >;UHN30N, W D Region 4, Office of 

Director 03/09/15 llpp 20719 349 g4X Fiche 50-313,03/09/16, 

6310 130330 


0300300340 IE Info Notice 83-61, "Anepud Use of Stand-Jns foi Wt'ldci 
Qua 1 i Fi cation fests " Sve list unci 

JORDAN. E L Division ef bmergency Preparedness ft Engineoniig 
Response (Post 030103) 03/09/26 Consolidated Edison Cn of Ni u 

York, IfiC ll7pp 20754 022 24X Fiche 50 - 000 , 03/09/26, OJOO JOOCMO 


8300300342 IE Info Notice 83-62, "Failure of Redundant Toiic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Sve list end 

JORDAN, C L Division of f^mcrqBncy Pr eoaredness ft F ny i neer ing 
Response (Post 830103) 83/09/26 ConsoHdated Edison Co rl New 

York. Inc ll6pp 30777 210 04X Fir he 50 - 000 , OJ/09/26, OSOQC'OOJd!' 
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IV° Fa.lg,», of Hoot.nohoui. 

T^p p J»A I DifforGiii^cil Ricloyfi ” Svc ) i ^ t a nr } 

JORDAN. I- L UivUjon t,f UmPrcor.ry Ur^plrvdno%s t ihqinerrn.q 

<Po6t D30103) Q3/07/r->A Consolidated Uison Co of Nlw 

Voria Inr llfJpp 20/70 001 2qx Fiche 50-000. 03/09/26. OJOO’'iOO id 


— " a 

Manoge^en? Brancr^^Tp'^' 83/07/30 Cr * . 

a 3 l 0 O 6 O 4 /d ^ PichB 50 - 315 , RT/rr,, ■ 


“^'^''•‘"'••‘•‘*'•11 u/utu l)„ttn-.d...MU iiiuu. 

* insp, fnc lallui ftic^l e-KEf, of tubes pulled h. 

D«c 19U..> inhp.iPMilts OF Jol J9£i3 ui&p, ta.-sa of toUo 
tfegradaiiQii & roircctive ai turns VieugiaDhs end 
VJBSING.G a Renttora firaocb 4 e3/09/I>7 Operating 

GDlOlSoido"'''" ' 30-313. 03/09/??. 

0300300347 }E: HiFu NuUce 03-64. "lead Slhioidinq Attarhed to 
Qafotv-FtplAtpd Syf W/o 10CIU90 59 Evoli-ntion » Sve list 
and 

JORDAN, 0 i Blvlnion of Lmorflenev ProparednesB & I nq itieprinq 
ne*ppr.B« CPUS 030103) 03/09/29 Consalldated Ldispn I? of n,. 

York, ]nr ll.>pp J07 I 6 3?4 24? Fit ho 50-000. Q3/0V/29. O3On:.0O:<4V 

0300300170 IC InFo Nnfcico 03-65. ‘’Surve I Uante qf Flow in RID HgposB 
Loops Used In Westi ng-houso Plniits '■ &vl list end 
JDRDASf, C L of Umernencij PreporednesB 8r Fnqlneerji.p 

R.spanso fPiis t 030103) B3/10/O7 ( ortGoUdated Cd Uon Co of New 

Vork, Inc 76j>p <.0027 2J3 ^4X Fiche 50-000. 03/ 10/07. 03(tO3OO37O 

0300300752 JC Infa Notice 03-66. "latalitg at Argentlnp Critical 
Fad 14 tg " 0vt ll&l cn< I 

JORDAN. L L Division op Lmurqency PrepsrednesB l« Engl necriiiii 
HrBfOnso <Pu5l 030103) 03/10/0/ Consolidated Edison Co of Nem 

Torkj. Inc 79pp 2OG02 0P6 24 X Tic he 50-000. 03/ 10/07, 03OO'1OO75? 

D3O03OQ759 IC Info Notice 03-67. "hdiergency Use Respirator Natl Defect 
CdtisO'S F'roductlun of Noxloun Oases '* £»vt list end 
JORDAN, C I. Division of Lmergency PToporedness Fngineerino 
Response CPost 0301031 03/10/11 (Consolidated Edison Co of Ncbi 

Vorli Int ll7pp 21043 07b y4X Fit he 50-000, 03/10/1 1 , 0308300759 

0300300761 IE Info Notice 03-60, "Respirator User Waiuinq Defective 
Sol f -Coniia inod Dreathing Apparatus Air Cylinders ** Sve list 

KJTlt 1 

JClROAN, C L Division of Emergency Preparedness li t ng ineering 
Rospenso (post 030103) 03/10/11 Consolidated Edison Co of New 

VorV, I IK taopi, 2002/ J39 ?4X Fit he SO-ODO. 03/10/1 1. O3O0a(JO/61 

R iPerlodic operating ropcii te 6 i oloted con* espondenre 

Qtll0l90ll7 Monthly tiperatinq rept for Aug 1903 W/830Vlb Iti 

rTARSllALLi 3 R , MORIDN. K U Ailcaiisas Pi wor & Light Co 03/09/15 
0AS'&CTT»ll B IJivislori of Dato Automation 6 Management Infnrmation 
7pp 20020 333 24 X Fit: he 00-313.03/09/15.0310190117 

B Report-able occurrences. LtRs telatod correspondence 

O31OO40S94 Lcn 03-On0/03L-0 on 030020. too d hydrogen putge fan V El -374 
in-dicotod loui output flow Caused by debris colloctod at 
valve HPA-n3 Vfllvo Intornalr, cleaned W/e30920 Itr 
naOEna.P . MARBHALL, J n Arjenttsas Powoi & eight Co S3/07/20 
SCIDLE.M C Region 4. Office of Director 2pp 20600 03/ ,'4X 

FJ Che 50-313, 03/09/20. 8310040154 


DOCKET SO- 315 DONALD C COOK NUCLEAR ROWCR PLANT. UNIT J 
F Orcurltij. m-Dilii.Tl, eniergoTicy li firu piotection plans 

0310030391 rorwoiiJs deocription of Clu&s A ladlation dost assessmi-nt 
model, per util 030415 Itr Muteorol og i cal Info ?< dose 
asse-ssoient sys Clas^ A (AClUOiJ) program will be primaiy 
■dosp asseosment model in emergericy operations facility 
ALEXEC11,H P Indiano h Mirhiyan Electi ic Co 83/09/27 DENI ON, H R 
Office of Nuclear He*actor Regulation, Director /pp 20593 056 
34 X FlCho 50-315.03/07/27.0310030391 


83100*0174 -“‘0 178 S',* 50-315 BJ..,, 


”^Se'9*n^.'’pUrpp„ndllJL''""°" m., t" App * r., 

Dr“‘:i"";p»^ llll; -5 B^;>C70= op 

0310110433 ^..7 24K Fiche 50-315. e3/lO/w‘ 

—0310110434 Public Persian dF Rev 8 to Pages 9a I. 9 b of 

plan procedures. App a Receipt Form encl ^ ^ *"* 3*> . 

* Indiana 5 Michigan Electiic Co m/m y an * t— ^ 

34X Fiche 50-315.03/10/05.0310110433 

^^B3o52r0909*'NrJ'' 50-.3l5/0a-14 & 50-316/03-15 or. 

B3O722-0909 No honcomp 1 lance noted 

SHAFER. N D Region 3, Office of Director 03/JO/O5 DOLAfj . « 
American Electric Power Service Corp DDLAN, J E Indiana 
Electric Co 2pp 20BBI 005 24/ Fiche 50-315,03/10/05 G3i v , » .w 

— B310240100 IE Insp Repts 50-315/03-14 k 50-316/03-15 on 030*2/ .. 

noncompuance noted Major areas inspected operational 
safety. maint. survei lUnce. LCRb. design changes, fire 
protection/prevention program t, refueling activities 
8WANS0N.E « . DUBRY.N E . BOYD, D C Region X Offxcn Of Uirrr * 
03/10/03 lOpp 20891 007 24/ Flthe 50-315.03/10/05 D3iC *1, 

B310S50391 Forwards FEMA 83D92B Itr providing status of final fx* 
of offsite preparedness State fc local plans 8, preparedness 
adequate to protect public 

PAPERIELUa. C J Region 3. Office of Director 83/10/21 
American Electric Power Service Corp DOLAN. J E Indiana «, 
Michigan Electric Co ip 80B97 280 24X Fiche 50-315 B3/l^.«.X 

03 1 0250391 


-0310250401 Comments on status of offsite emergency preparedne«i 
local plans h preparedne5<i adequate to protect health k 
safety of public Approval conditional on verificAtlcn of 
public alerting t< notification sys per NUREO-0654 
MCLAUGHLIN. D Federal Emergency Management Agency B3/Qf9/«''> 
DIRCKS.W J Office of the Executive Director for Operatinr,* 
20097 201 24X Fiche 30-315.03/10/21,5310250391 


B310270190 Ack receipt of 830916 & 30 Itis transmitting serpe I, 
objectives For 831130 emergency preparedness exercise 
Exercise scenario should be submitted by 831211 b completed 
controller package by 840105 

PAPERIELLQ. C J Region 3. Office of Director 03/10/24 
ALEXICH, M P Indiana k Michigan Cloctric Co ALEXICH.M P A 
Electric Power Service Corp 2pp 20924 105 24X 

Fiche 50-315.03/10/24.8310270190 


-0310270196 Forwards scope i« objectives foi 031130 eaergenty 
preparedness exercise Scenario will be submitted by B310t/ 
k completed controlUr/prompter package by 031)10 
ALEXICH, M P Indiana k Michigan Electric Co 03/09/16 
KEPPLER, J G Region 3. Office of Director 7fp 20924 
Fiche 50-315,83/10/24.0310270190 


vl Insurance Indemnity information 

B3l02401i9 Forwards Endorsement 5 to NELIA Certificate* N-45 k •* ** 

MAELU Certificates M-45 k M-64 

BUCKLES, J A Marsh McLennan, Inc S3/I0/J2 SALTZeWf. J « 

Assistant Director for State 8< Licensee Relations 5pp 
24X Fiche 50-315.83/10/12.0310240119 


Dtlk0030564 Releasos public version of revised emergency plan <F9AR 
Chapter 12 □) 

rCLTON, J M Divtfliun of Rules and Records 83/09/20 Oncument 
Mlana.gpment Uranth Ip 2060ti ajB D4X Fichc SO-SI S. 03/09/20, 
a3100JO&64 

“-93100303/9 Public version of liev 2 to imeigency pl,in (I BAN 
Chapter la 3) W/ea<)9l6 Ui 

ALEXtCH.n P Indiana k Michigan Electric Co 03/07/16 
DENTaN«)l R Office af Nuclear Reactoi Regulaiioti. Dircctur 
417pp 20605 339 a4X Fiche 50-313,03/09/28,0310030564 


K Utility Final Safety Analysis Report (FSAR) k amends 

B310030364 Releases public version of revised emargeney plan 
FELTON, U^M ^ Division of Rules and Records 

Manage/oont Branch Ip 20605 33fl 24X Fich. 50-31 5. 83/ OK?/.,- it,) 
0310030564 

— B310030579 Public version of Rev 2 to emergency plan (FS«< 

ALEXICH. Jndiana^6* Michigan Electric Co 03/09/16 

DENTON, H R Office of ^ ”"1/2^031 ^ 

4l7pp 2060S 339 24X Fiche 50-315,83/09/20.0310030564 
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P QiP&ratingi license stage documents -Si corres^andenc t 


G310310017 FDIA request for documents re integrated lealt rate tects fui 
listed facilities to be placed in I’DR 

CONMEfli t. Affiliation Uninouiu B3/05/02 NRC - Nn Detailed 
Affiliation Given Ip 2100^ 2/0 24)C Fiche SO-OOO. 03/05/02, 
831031001 7 


B3103I0031 Responds to FQIA request for documents re integrated leek 
rate tests for facilities to be placed in PDF Foruiards 
documents to be place in PDR & list of facilities for uhich 
repts are unavailable 

FELTOMi J H Division of Rulcb and Records 63/07/0/>- (OfJNE3il 
Affiliation UnknouJn Ip 21004 ?7J 24X Fiche 50-000, 83/0/ /06, 

G310310031 


— 0310310077 "fl-eactor Containment Dlrfp Integrated Leal Rate Test ” 

a iTidlara «c Michigan Power Co 75/02/26 67pp 21007 215 PAfi 
Fiche 50-000,83/07/06.8310310031 


B31C05Q563 Addendum to B3051 1 applicatiPn to amend License pPR-50 re 
Circle 0 startup operations Addendum includes revs to Q305II 
proposed Tech Specs Attachments B-M include safety 
evaluation replacement 6 answers to hIRC questions 

ALEXICH, rt P Indiana & Micbipan Electiic Co 83/07/29 DFNTUN. H Jf 
Office of Nuclear Reactor Regulationi Director 'Ipp 20633 001 
a4X Fiche 50-315,03/07/29,8310050563 


--B3100SOS67 Proposed Tech Spec revs reanalyiing worst las ge break LDCA 
case using initial fuel rod conditions determined fi om 
currently approved PAD fuel thermal safety modci Attachments 
B-H enci 

^ Indiana t Michigan Electiic Co 03/07/29 ISOpp 20633 00{. 

24X Fiche 50-315.03/07/29,8310050563 


S3IOOSOIOS Advises that 830900 submittal of revised calrulation resulti 
re cladding strai n, o v i dation pellet cladding interaction 
using RDDEX2 code meets requirements of license condition 
Request for extended license condition unnecessary 
VAROArS A nperating Reactors Branch 1 03/09/30 D0LAN*O 

Indiana Michigan Electric Co DOLAN, J American Electric 2&uiei 

Service Corp 2pp 20630 240 24X Fiche 30-315,03/07/20* 

0310050102 


8310070408 Forwards SEA re control of heavy loads based on util 
response to 801222 generic Itr Guidelines in NURE0-06J2. 
Section 5 1 1 if 5 3 satisfied 

VAROA,e A Operating Reactors Branch 1 83/09/20 DOl AM, J 

Indiana ic Michigan Electric Co 2pp 20675 332 24X 

Fiche 50-315* 83/09/20, B3 10070400 


— 6310070409 Safety evaluation re control of heavy loads Oul del 1 ties in 
Kl/RE0-06l2,Section 5 l 1*53 satisfied 
* NRC - No Detailed Affiliation Oiv<n 83/09/20 2pp 
20675 334 24X Fiche 50-315,03/09/20,8310070408 


--0309060263 "Control of Heavy Loads (L-IC) Indiana I, Michigan Electrii 
Co, DC Cook Nuclear Plant (Jnlts i |c 2* “ technical evaluation 
rep t 

VOSDURy,F U * BDMBEROEff, C R Franklin I nstl tute/Fronkl i n Reseai ch 
Center NRC-03-ai -130 TER “C 5506 -344 / 345 03/09/01 i?JNGH,A 

NFC - No Detailed Affiliation Given a3pp 206/5 336 24X 

Fiche 50-315, 03/09/20, 83I0070400 


110110333 Forwards Amend 74 to License pPR-50 safety evaluation 
Amend approves Cycle 8 reload it c.hanges related Tech Specs 
WIOOINTPN, D L Operating Reactors Branch I 03/09/20 DQI AM, J 
Indiana hf Michigan Electric Co DDL AM, J American riectrlc Power 

Service Corp 3pp 20685 359 y4X Ficho 50-315,83/09/20* 

B31 01 10333 


--B310110334 Amend 74 te License OrR-DB* approving Cycle 8 reload fc 
changing related Tech Specs 

VARGA, 3 A Operating Reactors Branch I 03/09/20 65pp 
20685 362 24X Fiche 90-315.03/09/20,0310110333 


'0310110335 Safety evaluation supporting Amend 74 to License PPfl~50 
« Office pf Nuclear Reactor Regulation, Director 03/09/20 
24pp 20605 326 24X Fiche 50-319.83/09/20,0310110333 


1310030386 Suppls & amends B30520 S, 0810 requests For eitensicins 
required in lOCPRSO- 49 re equipment environ qua 1 i f ica ti on 
ALEXICH, M P Indiana & Nicblgan Electric Co 03/09/26 DENION, H R 
Office of Nuclear Reactor Regulation, Diiector 4pp 20572 323 
24X Fiche 50-315,03/09/26,9310030306 


031OG6OO20 Summary of 030913 meeting w/util In Bethesda^iHD re environ 
qualification of electrical equipment L hydrogen control 
WIGOINTON, D Operating Reactori Branch I 03/09/27 Operating 
Reactors Branch 1 lip 20664 110 24X Fiche 30-315.83/09/27, 

B3 1 0060028 


8310060546 Approves 030902 icqutst to ust* later editions of At*Mt 
Section XI Codr for test temp rcquiremint for hydrostatic 
tests Of Class 1 & 2 austenitic stainJess steel piping Kt 
c oenponent s 

VARGA, S A Opel a ting Reactois Dianch 1 83/09/20 DOLAN, J 

Indiana 6 Michigan Electric Co DOLAN. J American ‘ilectilr T'rwei 

Service Corp 3pp 20661 204 24X Tic hr 50-315,03/09/20, 

0310060546 


031013031/ Forwards Amends /5 6 56 to Licenses DPR-58 (t rPfl-74. 
respectively Amende change Tech Spec tu require redundant 
containment hydrogen analyzers to satirfy requirements of 
NURE0-0737*TH1 Action Item 11 F 1 6 

VARGA, B A Operating Reactors Branch 1 03/09/30 DDLAN* J 

Indiana $< Michigan Ele-ctrir Ch DGl AN, 3 American Electric Phwci 

Service Corp 3pp 20777 100 24/ Fiche 50-31 5. 03/09/30. 

Q31013021 / 


— 0310130222 Amends 75 «. 56 to licenses DFR-5D t< DPR-74, r e s pec 1 1 vrl lj> 
changing Tech Spec to require redundant rontainment hydroqcn 
analyiers to satisfy requirements of NURfcO-0737. TMl Action 
Item II F 1 6 

VARGA, 0 A Operating Reactois Branch 1 B3/09/''J0 9p p 

20777 1B3 24 X Fiche 50-315,03/09/30,0310130317 


0310060006 Application to amend License |'PR-5B, revi si ng Tech bper 
4 5 2 f to increase total flow limit to four branch lines 
from 470 gpm to bOO gpn on boron injection sys (single 
centrifugal charging pump) 

ALEXICH.M P Indiana 6 Michigan Electiic Co 03/10/03 OLNIO/I.H R 
Office of Nuclear Roactor Regulation, Director VARGA. 6 A NRC * 
No Detailed Affiliation Given 3pp 2064b 266 24X 

Fiche 50-315,03/10/03,0310060006 


— B3I0060329 Proposed Tech Spec re ECC.& 

» Indiana Michigan Electric Co 03/10/03 2pp 20645 *?69 
24X Fiche 50-31 5* 83/ j 0/03, 031 0060006 


0310140040 Forwards response to SA Varga 020730.0916 J< BJO01O rtquesti. 
for addl info re hydrogen cembustion control during 
degraded core accidents 

ALEXICH.H.P Indiana «. Michigan Electric Co 83/10/10 DE.NTUN.il R 
Office of Nuclear Reactor Regulation! Director 59pp 20/60 OIID 
24K Fiche! 50-315, 03/10/ 10. 0310140040 


—0310140042 "Fog Inerting Analysis for PWR Ice Condenser Plantb 
TSAJ.g 0 WcstlnghousB Electric Corp 01/11/30 I09pp 
2076Q 145 24X Fiche 50-315.03/10/10,8310140040 


— 0310140046 Speech entitled ^Tog Inerting Criteria for My droq rn/Aii 
Mixtures*" presented at 021003-0/ Second Inti Workshop on 
Impact of Hydrogen en Water Reactor bafety in Albuquerque, 

NM 

TSAI*S B , LIPARULO, N J Wostinghousp Electric Corp 82/10/03 
iSpp 2076B 255 24X Fiche 50-315,03/10/10.0310140040 


0310210036 Summarizes actions taken during scheduled refueling outage 
beginning 030715 Eddy current exam performed on steam 
generators before refueling activities Westinghouse rept on 
steam generator tube degradation mechanism awaited 

8MITH,(4 Q Indiana ^ Michigan Electric Co B3/10/10 KEPPLCH* J G 

Region 3, Office of Director 5pp 2(>u56 006 24X 

Fiche 50-315*03/10/10.8310210036 


8310200150 Requests extension until 03121b to submit rept on 
plant-specific evaluation of relief I. safety valves 6 
associated piping sys.per NURFG-0737, Item !I D 1 2 

ALEXICH.M P Indiana ?. Michigan Electric Co 03/10/14 DENTliM.H R 
Office of Nuclear Reactor Regulation. Director 2pp 20036 31^ 
24X Fichu 50-315,03/10/14,0310200150 


Q Inspection reports. IE Bulletins 6 coi r ospondenc c 


0310120293 Ac k receipt of 030906 Itr infofming NRC of steps tukun tn 
correct violations noted in It Insp Repts 50-31 5/a3"l2 & 

50-316/03-13 

SHAFER, M D Region 3, Office of Director B3/09/J9 DOLAN* J E 
American Electric power Bervlce Corp DDLAN. J E Indiana ^ MichipEin 
Electric Co Ip 20692 341 24X Fiche 50-31 5, 03/09/ 19, OJJ OJ 20273 


0310130025 Forwards SER 8< technical evaluation rept re responuos to II 
Bulletin 00-11, "Masonry Wall Design " Joint reinforcement 
masonry walls not well established Structural elemrrib not 
acceptable Response requested 

VAROAfS A aperatifig Reactors Branch J 03/09/20 DDLAN. J 
Indiana ti Michigan Electric Co DOLAN, J American Electiic Puwex 

Service Corp 3pp 20772 146 ?4X Fltho 50-315,03/09/20, 

0310130025 


— 0310130026 Safirty evaluation supporting mods re It Bulletin 00-11, 
"Masonry Wall Design " 

Office of Nuclear Reactoi Regulation, Director 83/09/20 f''pp 
20772 149 g4X Fiche 30-315,03/09/20,0310130025 
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-- 03'OflO3 03613 Revised "Masonry Wall Ucsign (H-b9)<l)L (ook NulIiiJt 
L inifcs 1 J* 3i " Irchnical E?valuatiDn rrpt 

TRIGLO-S , COM< V N Ftanklin Ins 1 1 tute/hrank 1 1 n Huspai th Cpnin 
NRC-Oa-e 1-430 TER-C5506-24J RO I 83/07/S7 ('HOKSMI.N N'<f - Ho 

Detailed Af^f illation Given 3Bpp ^0775 151 ,'AX 
Flche 50-315, 03/09/20. 03101300^*5 


ft Herjodii. operating reports tc related c orrcspondencp 


8310190070 Month 
OIULCTT. W T , 
Co 03/09/14 
[ nformatian 


ly operating rep fc for Auq 1983 W/030914 1 tr 

SMITH, W G SVkMbSUl^, D A Indiana tc Michigan EUctric: 

Division of Data Autimation & Monagement 
6pp 20022 2QH 24X Ficho 50-315,03/09/14,8310190070 


0300300340 IE Info Notice 03-61, "Alleged Use of Stand Ins foi iJtldei 
Oijal 1 f 1 cati an Tests " Svc list enc 1 

JORDAN, fc L Division of Lmergency Mreparedness it bngineerme 
Rrsp-onse (Post 030103) 03/07/J6 (nnsulidated Ldison Co of Nein 

Ynrt, Inc ll7pp 20754 023 24X fir ho 30-000, 03/09/26. 9 10G’-«00J4(j 


0300300342 IE Info Notice 03-62, "failure ol Redundant loiic (<a^ 
Detectors Positioned at Control Room Ventilation An 
Intakes " Gvt list enc 1 

JORDAN, E I Division of Lmeryency Preparedness ?, Lng i neeriiid 
Response (Post 830103) 83/09/26 Conso 1 1 dated Edison Co pf Mpuj 

Yarfc, Int 116pp 20777 ?10 24 X Fiiho 50-000, □ J/09/26, 0 


0300300345 IE Jnfo Notice 03-63, "Potential (allures of Westinghoube 
Type SA-] Differential Relays " bvc list ciic 1 

-J-DRDAN, C I- Division of Lrnerqoncy Preparedness it Engineering 
Rvaponse (Post 030103) 03/09/26 Consolidated Edison Co of Neui 

York. Inc ll8pp 20778 001 24 X Fir he 50-000,03/09/26.8308300345 


S Reportable occori c nc es, LtRs t. Telated correspondence 


8310120260 LER 83-091 /OJL-0 on 030829, dui lng refueling outage, fire dom 
leading ta contractor access area i nadvertonti y damaged uihen 
door closed ut/piece of steel b-etueen door jam & edge of 
door Caused by personnel error Door repaired W/B30928 Itr 
WEUCHER, D K . SMITH, W G Indiana U Michigan Electric Co 03/09/28 
AEPPLER,J 0 Region 3, Office of Director 2pp 20693 008 24X 

Fiche 50-315.03/09/20, B310l20t*60 


8310120343 EER a3-0B9/03U-0 on 830638. 3 1 -day visual verification of 
blind flange over fual transfer tube wPN-1 deleted from all 
revs Caused by verification deleted in 7SO407 rev Change 
sheet untton to include CPN-1 in procedure W/830927 Itr 
STEPHENS. 7 R , SMITH, W G Indinno & Michigan Electric Co 03/09/28 
KEPPLER, J 0 Region 3. Office of Director 3pp 20700 260 24X 

FI Che 50-315,03/09/28, 83 10 120343 


0308300349 IE Info Notice 03-64, "Lead Ghiclding Attached to 
Saf etij-Rplatcd Sys W/o lOCFRSO 59 Evaluation " Svc lift 
« nc t 

•JORDAN, £ L Division of Emerqonctj Preparedness & Lnginccrinq 
Response (Post 830103> 03/09/29 Consolidated Edison Co nf Neu 

York, !nc Jl5pp 20716 324 24X Fiche 50-000, 03/09/29, 8300 Jt)OJ4 7 


3310060369 HO on Q30929, dur lng insp of containment lomer vol, one drop 
per sec ortii ~lfla k discovered on nonessential svc ufster sys 
Leah originated at packing on manual inelation valve 
Follouup rept ulll be submitted uithin 14 days 

SMITH, W O Indiana & Michigan Electric Co 03/09/29 KEPPLER, J 0 

Region 3, Office of Director Ip 30646 120 24X 

Ficho 50-315,0 1/09/29.0310060369 


03 1 0240093 Forwards IE Insp Repfcs 50-315/03-14 it OQ-JlA/Oa-IS on 
B30722-0909 No none omp I i anco noted 

BHAFER.g D Region 3, Office of Director 03/10/05 Dfll AN, J I 
Akncrican Electric Power Service Corp ODLAN, J E Indiana Michigan 
Electric Co 2pp 20851 005 24 X Fiche 50-315,03/10/05,0310240093 


--0310240100 !E Insp Repts 30-315/03-14 ?« 50-316/83-15 on 030/22 0709 No 
none oinp I lance noted Major ai eas inspected operational 
safety, (Saint, surveillance, UL(|s, desiqn changes, fii v 
protoctl on/pTfivention program St refueling activities 
SW4NSDM, E R , DUBRY, N E , DllYD, D C Region 3, Office of Dirpctnr 
03/10/03 lOpp 20001 007 24X Fiche 50-315,83/10/05,0310240093 


B30830037B IE Info Notice 83-65, "Surveillance of Plow in RTD Bypass 
1.0Dps Used in Wostinghouse Plants " Svc list one I 
JORDAN, E L Division of Lmergency Preparedness 6 bnqineerini) 
Response (Past 8301031 83/10/07 Coneotidatod Ldlson Ln <if New 

VoTl. Inc 76pp 20027 213 24 X Ficho 50-000,83/10/07,8308300370 


B3O03OO75a IE Info Notice 83-66, 


"Fatal itg at Argentinr Critical 


Facility ” Svc list end 
JDRDAN.E L Division of 
R«sfonse (Post 030103) 
VoTkr Inc 79pp 20002 


Emergency 
83/10/07 
026 24 X 


Pieparedness 6 Inqineerlnp 

toneolidated Edison Co of New 
Fiche 50-000, 63/ J 0/07, 0300300/52 


0J1O21OO36 Summariies actions taken during scheduled refueling nutape 
^aglnninq 830715 Eddy current exam performed on steam 
generators before refueling activities Wes I inghouae rept on 
V team gertcratoi tube degradation mecitanism awaited 

SMITH. M G Indiana 6 Michigan CJcctrlr Co B3/l0/i0 KEPPLl R, J V 

Region 3, Office of Director 5pp 20US6 006 24X 

Fiche 50-315,03/10/10,8310210036 


0308300759 JE Info Notice 03-67, "Emergency Use Respirator Matl Defect 
Causes Prodvetion of Noxious Gases " 8vt list oritl 
JCfiDANi C L Division of Emergency Preparedness t, Enqineennp 
Response (Post 030103) 03/10/11 Consolidated Edison Co oF New 

YcrI. I nr I17pp 21043 075 P4X Ficho 50-000,83/10/11.8300300759 


B3D03OO761 IE Info Notice 83-60, "Respirator User Warniny Defective 
Se If-Conla Ined Breathing Apparatus Air Cylinders " Bvr list 
BT.: J 

JORDAN, E L Division of Lmergency Preparedness it Eng ineonng 
Response (Post 830103) 03/iO/ll Consolidated Edison Co of New 

YerX, Inc 120pp 20827 129 24 X Ficho 50-000,03/10/11.8300300761 


0310100376 Clarifies NRC position on procedures for admitting NRC 
pcrs-onnel ta facility Access to vital areas should be 
afforded to listed Region 111 personnel Update will he 
pr-evided ev&ry 6 months 

AXEL5GN.W L Region 3, Office of Director 03/10/14 DOLAN, J J 
American Electric Power Oervice Corp DULAN,J E Indiana St Michignii 
Electric Co 7pp 2Q803 185 24X Flcha 50-315,83/10/14,0310180376 


0310120197 RQ on 830930, while makinq pre-startup valve lineups, 
discovered pump reversal on component cooling water supply it 
return piping far containmon.t H sampling sys Sys being 
reviewed to determine effect during accident conditions 
SMITH, H G Indiana 8< Michigan Clectrir Co 03/10/03 KEPPLER, J O 

Region 3, Office of Director Ip 20696 103 24X 

Fiche 50-315,03/10/03.8310120197 


0310140099 Updated LER B3-054/OJX-1 on 030526, ilur ing surveillance valve 
lineup on diesel gencratgr lAD.fuel oil day tank level 
column high side laolatiqn foiind closed Cause unknown 
Investigation continuing H/03J00D Itr 

KRAUSE, D r , SMITH, W G Indiana S< Michigan Electric Co 83/10/05 
KEPPLERjJ 0 Region 3, Office of Director 3pp 2076S 080 24X 

Fiche 50-315.03/10/05. 0310140029 


0310140064 LER (|3-09a/O3L-0 on 030912, es sent lal svc water pump iW relay 
timer exceeded Tech Spec tnlnancc Caused by instrument 
drift Timer rocalibr 11/831005 Itr 

PALMER, R A , SMITH, W 0 Indiana St Michigan Electric Co 83/10/05 
KEPPLER. J 0 Region 3, Office of Director 2pp 20766 295 24X 

Fiche 50-315,03/10/05,8310140004 


0310170367 NPDEB noncomp I iance notification on 030917,34 h composite 
sample from turbine room sump not collected Caused by stuck 
valve Nntificatlon to State of MI entl 

SMITH.W O Indiana & Michigan Electric Cn 03/10/05 KEPPLEH,J G 

Region 3, Pfflce of Director 2pp 20705 031 24X 

Fiche 50-315.03/10/05.0310170387 


0310170357 RO on 031007, wrong valves used fur EplZ) in-tore detector 
computer code during Cycle Vlll operation 

9MITH,U Q Indiana it Michigan EU-ctric Co 03/10/10 KEPPLt H, J 0 

Region 3, Office of Director Jp 2D7b4 319 24X 

Fiche SO-315. 03/i0/ 10. 83101703^7 


0310310137 RO on 831003,24 h rept notification made le incorrect 
installation of containment hydrogen monitoring sys Oys 
modified & reinstalled correctly on 031005 

SMITH, g 0 Indiana U Michigan Electric Co 83/10/H KEPPLLR, J Q 
Region 3, Office of Director Ip 20Ub6 099 24X 

Fiche 50-315, 83/10/ 1 1, 8310210137 


8310210040 LER Q3-095/OIT-0 on 03O92B. 3-i nc h gate valve manual 
isoiation ta 1-ClT-l containmrnt cleanup for charcoal bed 
spray noiiles found u/packing look Caused by packing wear 
Adjustment stopped leak Leaks unavoidable W/831012 Itr 
PIEHL.n H , SMITH.W 0 Indiana S< Michigan Electric Co 83/10/12 
KEPPLER, J 0 Region 3, Office of Director 2pp 20855 330 24X 

Fiche 50-315,83/10/12.0310210040 


8310210187 Forwards updated LERi 03-O43/O3X-1 6 S3-055/03X-1 it LFRs 
83-093/03t-0 It 03-094 /03L-D 

SMITH.W 0 Indiana it Michigan Electric Co 03/10/12 KEPPLER. J Q 
Region 3« Office of Director ip 20U56 100 24X 

Fiche 30-313, 83/10/12, aOloaiOlO? 
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— B310210191 Upddt^d LER 03'O43/oa)C-l on S30S-13. control room pmcrii«nrg 
prpssur » latiOTi charcoal filter Fir p/trouib J e alarm activated 
Caused high prealarm tr alarm resistance settings Settings 
adjusted 

PALHERrR A Indiana It Michigan Electric Co fl3/10/l2 Reg i nii 

3. Office Df Director Ip 20B5fi 101 a4)C Fiche SO-31 5, 63/40/1 .J. 
8310310167 


—0310210197 Updated LER 83-0&!i/03X-l on 030529, west motcir-drl vr« 
auxiliary feed pump low suction pressure suiitches failed 
Cause unlnown Reset values high out of spec Switch replaced 
PAUMER, R A Indiana tr Michigan Electric Ca 03/10/12 Region 

3, Office of Director Spp POBSfi 1 &2 24X Flche 50-315* 

83/10/12*6310210107 


—0310210199 LER B3-093/03L-0 on 030915/ false event recorded on diesel 
generator CD raom peak recording acee 1 erometer Cause not 
stated Personnel cautioned 

PALMER/R A Indiana %, Michigan Electiic Co 03/1D/12 U'<fic/ii 

3/ afPiCB Df Director 2pp 20B5A 104 24X Fiche 50-31^*, 

83/10/13, 0310310187 


3310210202 LER 03-O94/O3L-O on 830922/ 4-kV loss of voltage rnlags 
27~1”UJD & 27-3-1110 eiteoded tolerance Caused by 
Jjis-truintnt drift Relays reset 

PALMER»R A Indiana Michigan Electric Co 83/10/12 9ryion 
3* QFfice of Director Ip 20356 106 24X Flche 50-315*03/10/11'* 

8310210107 


8310200-165 Part 21 rept re static temp caltbr chacli on Iransmi t tor r. 
Initially reported on 031013 Caused by irregular setpoint 
for pressurLzer pressure safety injection function Neui 1.039 
pslg setpoint recommended 

RAHE. E P Hestinghoose Electric Corp 33/10/13 DEVCUMQ, R q 
Director's Offlct. Office of Inspection and Enforcement 2pp 
50834 078 24X Flche 90-000. 33/10/1 3* 0^102001 65 


8310210115 Interim deficiency rept re calitr technique for temp 
c ompens ation on Darton transmitters Ues t i nghouse Port 2l 
rept descriheif undefined errors at abnormal Sr accident 
temps*Nett rapt in 14 days 

SMITH* W 0 Indiana L Michigan Electric Co 83/10/14 KEPPLl Hr J 0 

Region 3i Office of Director ip 2Q856 254 24X 

Fic he- 50-315. 03/10/14/ 0310210119 


8310270204 Forwards updated UBR fl3-077/O3X-J te LERs 03-096/031-0 U 
03-O97/O3L-O 

SMITH/ W O Indiana <c Michigan Electric Co 03/10/16 KEPRLCM. J Q 

Region 3. Office of Director Ip 2D9.53 262 24X 

Fiche 50-315/ 63/10/16. 8310270204 


'*310270213 Updated LER 83-077/03X-1 on 030810, tuo nonessential svc. 
water valves missing From containment integrity procedure U 
one cap needed Instrument isolations identified on air 
lock Cauied by personnel error 

KRADBE. D F Indiana 6 Michigan Electric Co 83/10/10 Rrqlun 
3* Office of Director 2pp 20923 283 24X Flcho 50-315/ 

83/10/10. 0310270204 


10270823 LER B3-096/03L-0 on 03D924i duf i ng refueling outage. Fire 
Door 517 would not latch properly between contractor access 
control & auxiliary bldg Cau«e<f' by loose active leaf 
latching mechanism Mechanism tightened 

W1ZNBR,D 0 Indiana fc Michigan EJectilc Co 83/10/16 Region 
3i Office of Director Ip 20923 28b 24X Ftche 50-31 3* 83/10/ 1 U. 

8310270204 


-0310270271 LER 83-097 /03L-O on 030921 . dur i ng refueling outage/ Fite 
Door 073 wouid not latch properly to 591 elevation 
vestibule area Caused by sticky latch mechanism Mechanism, 
adjus ted, lubri cate-d. tested it returned to sve 

PIEHLjR H Indiana 6 Michigan Electric Co 83/10/18 Rouior/ 3. 
Office of Director ip 20923 206 24X Fiche 50-315*83/10/10. 

1310270204 


^0326 LER 03-O90/O1T-O on 831006, noti fied by vendor that urnng 
jes for Ep!Z> used for in-core detector computer code 
iseif by failure of personnel to update input data set card 
E to reflect Tech Spec changes 6/831019 Itr 

KER/R A , SMJTH/W 0 Indiana h mchlgan Electric Co 03/10/19 
PLER.J 0 Region 3. Office of Director 4pp 20924 036 24X 

he 50-315, 03/10/19* 831 0270226 


DOCVIET 50-316 DONALD C COOli NUCLCAR POWrn PLANT, UNIT P 


F Security, medical, emergency T. fire protectinn pl./ns 


0310030371 Ferujards description of Class A ladiation dose as sc 4 men I 
model, per util 0304 15 Itr Meteorol og i c«j 1 info S< dote 
assessment sys Class A (aCRICU) program will be pijinaiy 
dose assessment model m emergency opevctions facility 
ALEXICH.M P Indiana e< Michigan Electiic Co 83/09/27 DL'NUIK. H il 
Office Of Nuclear Reactor Regulation, Director /pp ?0b93 056 
24X Fiche 90-315.03/09/^7,0310030391 


031OO3OS64 Releases pub-iic version of revised emergencu plan {I CA.y 
Chapter K' 3) 

FELTON. J M Division of Rules and Recoi ds 03/09/20 Dotumrnt 
Management Dranch Ip 20605 330 24 X Ficho 50-315.03/09/23. 

8310030564 


— 8310030579 Public version of Rev S to emergency plan IFSAR 
Chapter 12 □> W/e309l6 Ur 

ALEKICM. MP Indiana 6 Michigan Electric Co 03/09/16 
DENTON, H R Office of Nuclear Reacto? Regulation, hirecbut 
4l7pp 20605 339 24X Flche 50-315.03/09/28,0310030564 


6310060474 Releases public version of revised index fur plant maiiagei 
procedures 

FELTON* J M Division off Rules and Rccuid.- 83/09/30 Docuciiprit 

Management Dranch ip 20660 172 24X Fiche 50-315.03/09/30* 

83J00604/4 


3310060479 Public version of leviscd index foT plant maiiaqoT 
procedures H/B30919 Itr 

* Indiana *< Michigan Elcctiic Co 03/09/19 NR( - No Ooluilfil 
Affiliation Given ISpp *'*0660 173 24X Fiche 50-310,83/09/30, 

8310060474 


83101)0433 Relea&es public voision of revised pages to App A uf 
emergency plan procedures 

FELTON. J M Division of Rules and Recoi dp 03/10/05 Dncumeiit 
hanagcfflent Dranch Ip 20704 357 24X Ficho 50-313.83/10/05, 

8310110433 


— 6310110434 Public version uf Rev 0 to Pages 9a 9h nf emergency 
plan procedures. Ap p A Receipt form enc 1 

a Indiana 6 Michigan Electric Co 03/07/20 4pp 20704 350 
24X Fiche 50-313, 03/10/05. aj|0ll04JJ 


B310240093 Foruaids IE Insp Kepis 50-315/03-14 L 0O-316/B3- 10 on 
030722-0909 No noncompliance noted 

SHAFER, g 0 Region 3, Office of Director 03/10/05 DOLAN, J E 
American Electric Power Service Corp 2pp 20001 005 24X 

Fiche 50-315.03/10/05,8310240093 


—8310240100 IE Insp Repts 50-315/03-14 L 50-316/03-15 on 830722“0909 No 
noncompliance noted Major areas inspected operational 
safety, malnt. suTveillancp.LFRs, design changes, fii e 
protection/prevention program & refueling activitiob 
SWANSON. ER Region 3, Office of Director 83/10/03 lOpp 
2OB01 007 24K Fiche 50-315.83/10/03,8310240093 


8310250391 Foluiards FEMA 830920 Itr providing status of- final finrtiiigs 
of offsite preparedness St*»te li local plans prepai pdness 
adequate to protect public 

PAPERIELLO, C J Region 3, Office of Director 83/10/21 DDl-AN. J I 
American Electric Power Service Cot p DIJLAN. J E Indinna & 
Michigan Electric Co Ip 20897 200 S4X FicJie 50-315. BJ/ 10' L'i- 
6310230391 


— 8310250401 Comments on status of offsite emergency preparedness *4to ti L 
local plans C. preparedness adequate to protect health ?« 
safety of public Approval conditional on verification of 
public alerting 8/ no 1 1 f icati on sys per NURHQ-0654 
MCLAlfGHL I N, D Federal Enrergency Management Agency 83/09/28 

OIRCKS, W J Office of the Executive Director for Operatiuns Ip 
20097 281 24X Flche 50-315*03/10/21,0310250391 


B3ID270190 Ac k receipt off 830916 6 30 Itis transmitting scope tt 
objectives for 83tt30 emerqency preparedness exercise 
Exercise scenario should be submitted by 031211 b romploted 
controller package by 040105 

PAPERIELLQ*C J Region 3. Office of Director 83/10/24 
ALEXICH*M P Indiana 4 Michigan Electric Co ALLXICH.M P Amnicar* 
Electric Power Service Corp 2pp 20924 105 24X 

Flche 50-315.83/10/24,8310270190 


■B3J02701'96 Foiuiards scope 4 objectives for 8JiI30 emergency 
preparedness exercise Scenario will be submitted by 83101/ 

4 completed controller/prompter package by 031110 
ALEXICH.M P Indiana 4* Michigan Electric Co 83/07/16 
flEPPLERrJ 0 Region 3. Office of Director 7pp 20724 107 i'4X 
Fiche 50-315,83/10/24.6310270190 
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J rriv^jfancf ?< indomnity inrorm.Ttinn 


S31&240H9 FuriuartJs Endorsement b to NLUIA tertiflcaies M 6^ 

J-AELU CeitifxcatoD M-^5 t\-hA 

BUS:i4LE5. J Hai sh ^ McLennan. Ji»c BCi/lO/ia &AL r /HAN. vJ 

Ai&%istant Director For State t* Licenser Relations ’ipp aODBl 140 
a:4K Fithc S0-3li3, G3/10/1?. S310;M0U7 


* LPtlHty Final Safety Analysis Repoi I (FSAR) ft anietids 


8310030564 Releases public version of revised emcrgenLy plan (1 '.Ai< 
Chapter IS J> 

FEL,TONi J M Division of Rules and Records 83/09/20 Document 
Management Branch Ip 20605 338 24/ Fiche 50-31 -i. 03/09/20, 

a31 0030564 


--©310030379 Fublic version of Rev S to emergency plan tfSAR 
Chapte-i 12 3) W/S30916 Itr 

Al,eKICH,M P Indiana t Michigan Electric Co Ql/09/16 
DENTON^ K R Office of Muclear Reactor Regulation, Dlrectoi 
4t7pp 20605 339 24 X Fiche 50-315,03/09/28,8310030564 


P Operating license stage documents ?c cot re«-.pondence 


8GlO3iO017 roiA request for documents re integrated leak rote lota foi 
li Sited facilities to be placed in RUM 

COrirjER. L Affiliation Unknown 03/05/02 NRL - Nu Detailed 

AFfiUatJon Given Ip 21004 2/0 24X Ficlie 50-000,03/05/02. 

G31 0310017 


8310310031 Responds to FOIA request for documents re integrated leak 
rate tests foi facilities to be placed in HDR Foruiai ds 
documents to be place in F'DR tt list of facilities for which 
repts are unavailable 

FELTON, J M Division of Ruler, and Records 83/07/06 ( ONNCR. t 

Afff I nation Unknown Ip 21004 271 24X Fiche 50-000. 03/0/ /06, 

©31 0310031 


— 0310310080 “neactor Containment Dldg Integrated Look Rote Jest 
< Preoperat lonal > “ 

e Indiana & Michigan Power (o s Amei lean Eloctiic Power Co j 
Inc 78/04/10 121pp 2100/ 203 24X Fiche 50-000, 83/0//06. 

9310310031 


SllDOSOlOS Advises that 830908 submittal of revised calculation resultr 
Ts cladding strain, oxidation pel let -c 1 add inq interaction 
using RCDEXS code meets requirements of license condition 
R&quest for extended license rendition unnecessary 
VARGA. B A Operating Reactors Uranch 1 83/09/20 DOLAN, J 

Indiana 8. Michigan Electric Co DOLAN, U American Llectric Powei 

Service Corp 2pp 20650240 24X fiche 50-315,83/09/20, 

03X0000102 


BJJOD7040Q Foruraids SER re conbtol of heavy loads based on uti) 
response to 801222 generic lii Guidelines in NURCG-06J2. 
Section 5 1 1 8. 5 3 satisfied 

VARGA, B A Op prating Reactors Rranch J 83/09/20 DOUAN, 
Indiana & Michigan Electric Co 2pp 20675 332 24X 

Fiche 50-315,83/09/20.8310070400 


— B3J 0070409 Safety evaluation re control of heavy loads Guidelines in 
/JUHEG'06i2i 5bc tion 5 1 1 8< 5 3 satisfied 
« NRC - No Detailed Affiliation Givun 83/09/20 2pp 
SG675 334 24X Fiche 50-315,83/09/20.8310070400 


— 0309060263 "Control of Heavy Loads (C-lOl Indiana & Michigan Clectrii 
Co. DC Cpok Nuclear Plant Units 1 & 2* " technical evaluation 
r ep t 

VOSBURY.F W J DDMBEROER.C R Franklin Inst J tuto/F rank I j n Research 
Canter NnC-03-Bl-130 TER -C 5506-34 4/34 9 83/09/01 SINGH, A 

hfRC - No Detailed Affiliation Given OOpp 206/5 336 y4X 

Fiche 50-315,83/09/20, 8310070408 


©3] 00-30386 Suppls it amends 03OS2U 0810 requests for extensions 
required in lOOFRSO 49 re equipment environ qual i f 1 cati pn 
ALEXICH.M P Indiana it Michigan Elcctiic Co 83/09/26 DENTLIN. H R 
af=flca of Nuclear Reactor Regulation. Director 4pp 20592 323 
a4K Fiche 50-315,03/09/26.0310030386 


8310060028 Summary of 830913 meeting w/util in Dethesda.MD re environ 
q.uo| i f i cat i Qfi of electrical equipment & hydrogen control 
4i!GGrNT0NiD Opeiating Reactors Branch 1 83/09/27 Opriatmg 

Reactors Branch 1 lip 20664 HO 24 X Fiche 50-315,03/09/27. 

033 0060028 


8310060546 Approves 830902 request to use later editions of ABHf 
Section X3 Code for test temp requirement for hydrostatic 
tests of Class 1 !. 2 austenitic stainless steel piping t( 
c ompanent s 

VARGA, S A Operating Reactors Branch 1 83/09/20 DOLAN. J 

Indiana & Hichlgan Electric Co DOLAN, J American Electrii Power 

Service Corp 3pp 20661 284 24X Tithe 50-315.83/09/28, 

0310060546 


0310070225 Notification nf 831013 meeting ui/util & Exxon in Dethesda.MD 
to discuss resolution of license conditions imposed on Cycle 
4 Dporation & content of Cycle 5 reload submittal 
WIOGINTON, D Operating Reactors Branch 1 D3/09/30 VARGA, S A 

Operating Reactors Branch I 2pp 20664 360 24X 

Fiche 50-316. 83/09/30. 831 0070D25 


8310130217 Forwards Amends 75 k 56 to Licenses DPR-58 8c PPR-74, 
respectively Amends change loch lipec to require redundant 
containment hydrogerii analyiers to satisfy requirements of 
NUREG-0737. TMI Action Item 11 h I 6 

VARGA. 8 A Operating Reactors Dranch 1 03/09/30 DOLAN, J 

Indiana it Michigan Electric Cn DOLAN. J American Electric Flower 

Service Corp 3pp 20777 iao 24X Fiche 50-315,83/09/30. 

B310130217 


— 8310130222 Amcndis 75 9t 56 to licenses OPR-SB Sr DPR-74, r esper t i vel y, 
changing Tech Spec to require redundant containment hydroqen 
analyiers to satisfy requiremonts of NUHB0-O737. THl Action 
Item II r 1 6 

VAROA.Q A Operating Reacturs Branch I 83/09/30 9pp 
20777 1D3 24X Fiche 50-31 5. 03/09/30. B310130217 


8310140040 Forwards response to SA Varga 820730.0916 (< 830810 requests 
for addl info re hydrogen combustion S< control during 
degraded core acciderits 

ALEXICH.M P Indiana it MUhiqan Electric Co B3/10/1D UENTCIN. H U 
Office of Nuclear Reactor Regulation. Director 59pp 20/68 GB5 
24X Fiche 50-315,83/10/10.8310140040 


0J1O20015Q Requests exte-nsion until 831215 to submit rept on 
p i ant-spec I flc evaluation of relief 6 s.ifefcy valves it 
associated piping sys, per NURX G- 073/. Item II D 1 2 

ALEXiCH.Ii F Indiana V Michigan Electric Co 83/10/14 DbNTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 20836 313 
24X Ficho 50-315.03/10/14, B310P00I 98 


Q Inspection reports. IE Dullatins it cori espondence 


8310120293 Ac k receipt of 030906 Itr informing NRC of steps taken to 
correct violations noted in IC Insp Repls 50-315/8J-12 b 
30-316/03-13 

SHAFER. W 0 Region 3, Office of Director 83/07/19 DOLAN. .1 E 
American C.lactt ic Power Service Corp DOLAN. J E Indiana t< flichignii 
Electric Co Ip 20692 341 24X Fiche 90-315.03/09/19.8310120293 


B310130025 Forwards &ER t< technical evaluation rept re responses to IL 
Dulletin 00-11. "Masonry Wall Design *' Joint reinforcement 
masonry walls not well established Structural element riot 
acceptable Response requested 

VARGA. 8 A Operating Reactors Dranch J 03/09/20 DOLAN. J 
Indiana << Michigan Electric Co DOLAN, v* American Electric Power 

Service Corp 3pp 20772 146 24X Fiche 50-319. 03/09/20. 

8310130025 


— B310t30026 Safety evaluation supporting mods re IE Bulletin 00-11, 
"Masonry Mall Design " 

» Office of Nuclear Reactor Regulation, Director 83/09/20 Ppp 
20772 149 24X Fiche 50-31 5, 83/09/20. 0310130029 


— 8300030382 Revised "Masonry Wall Desiqii (D-59).DC Cook Nuclear Plant. 
Walts 1 I. 2," technical evaluation rtpt 

TRIOLO.S , CONrV N Franklin Insti tute/Frank 1 in Research Center 
NRC -03 -SI -1 30 TEn-C5306-24l ROl 83/07/27 CHDKBHI.N NRC - Nu 

Detailed Affiliation Given 30pp 20772 151 24X 

Fiche 50-313. 03/09/20, 0310130025 


0300300340 IE Info Notice 83-61, "Alleged Use of Stand-Ins for Welder 
Oiual i ficaiion Tests " 8vc list one 1 

JORDAN. E U Division of Emergency Preparedness & Engineering 
Response tPnst 8301031 83/09/26 Consolidated Edison Co of New 

York. Inc lITpp 20754 022 24 X Fiche 50-000. 03/O9/26i 03OQ3OO34O 


0300300342 IE Info Notice 83-62. "Failure of Redundant Toxic Gas 
Detectors Positioned at Contrnl Room Ventilation Air 
Intakes " Sve list encl 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response CPost 8301031 03/09/26 Consolidated Edison Co of New 

York, inc 116pp 20777 210 24X Fiche 50-000,03/09/26,0300300342 
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0308300345 JE Info Motic-p B3-i63, “Potential Failures of Mo'^t i iiah€»i»!it 
Type eA-r Differential R-eloys ” Svc li&t end 
J0f?DANj E L Division of Emergency Preparedness h En 9 ) netr iiti) 
Response iPost 830103) 03/09/36 Consolidated Edison Co nf iWew 

Vprii Jtic llBpp S077a 001 DAX Fiche 50-000.03/09/36.0300300340 


0306300349 IE Info Notice 83-64. "Lead Shielding Attached to 
aafety-Relatfid 8ys tf/o I0CFR3O 59 Evaltiation ■' Svc list 
ere 1 

JDRDANi E L Dlvfsldn of Emergency Preparedness t Engineer iitg 
flesponse (Post 030103) &3/09/39 Censolldaterf Edison Co oF New 

'fork. Inc llSpp 30716 334 24XFlLhe 50-000, Q 3/09/2 9. 8303300347 


9310240093 Forwards IE Insp Repts 50-315/03-14 «c 50-316/B3-I5 on 
030722-0909 No o oncamp 1 i anc fi noted 

SHAFER. W 0 Region 3. Office of Director B3/I0/05 DOLAN. * T 
American Electric Power Serv^ice Carp DOLAN, J E Indiana fc Nlthlg.ii* 
El BC trie Co 2pp 2OS01 005 24X Ficha 50-3 15, 03/10/05. 0310240093 


—0310240100 IE I nap Repts 50-315/03-14 h 30-316/03-15 on 030 '22 0909 No 
nancoiflpl ianc e noted Major areas inspected operational 
safety; mamt; survei llance. LtRs.desiqn changes, fire 
protec tion/pr even 1 1 on pragraa & refueling activities 
SWANSDNiE R I DUBRV, N E , D0VD, D C Region 3. QPfiCf of Uirertni 
63/10/03 jOpp 20001 007 24X Fichc 50-315,03/10/05.0310240093 


6309300370 IE Info Notice 63-65, “Surveillance of Flow iii RID Ogp^ss 
Loops Ueed in NestJtigh ouse Plnnts " Sve list enc I 
xIORDAN, E t Division of Eeiergencg Preparedness «f Eng ineoring 
Response (Post 930103) Q3/10/07 Conso 1 1 dated Edison Co of How 

Tort. Inc 76pp 20627 213 24X Fiche 50-0(30. 63/ 10/07, 03003003/8 


9300300752 IE Info Notice 03-66, '^*Fa tol i ty at Argentine Critical 
Facility " Sve list encl 

JORDAN) E L Division of Emergency Preparedness f( Fngineermg 
Rtfspanie (Post 9301031 03/10/07 Consolidated Edison Co of New 

York. Inc 79pp 20002 02* 24X Fiche 50-000, 93/10/07, &3O0noO752 


9306300757 lE Info Notice 03-67, "Emergency Use Respirator Hat! Defect 
Causes Production of Noxious Oases “ Sve list end 
JORDAN, E U Division of Emergency Preparedness 6 Engineering 
Response (Past 030103) 83/10/11 Consolidated Edison Co of New 

York. Inc IJ7pp 21043 075 24X Fiche 50-000,93/18/11,0300300757 


6306300761 IE Info Notice 63-66, "Respirator User Naining Defective 
Bel f-(rontai ned Dreathlnj Apparatus Ait Cylinders “ 9vc list 
one 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103} 03/10/11 Consolidated Edison Lo nf New 

Vorl, Inc 120pp 20627 127 24 X Fiche 50-000,03/10/11.0300300761 


0310190376 Clarifies NRC position on procedures for admitting NRC 
personnel to facility Access to vita! areas should be 
afforded to listed Region II] personnel Update will be 
provided every 6 months 

AXELBDNrU L Region 3, Office of Director 63/10/14 DOLAN, J E 
American Electric Power Dervlce Corp DOLAN, J E Indiana U MlchlgAit 
Electric Co 7pp 20903 J B5 a4X Fiche 50-31 5, 83/ 10/14. 0310 J 00376 


R Periodic operating reports U related correspondence 


B310J90064 Monthly operating rept for Auy 1903 Ul/830914 1 ti 

(31LLErT,W T , SMITH, W 0 Indiana 6 Michigan Electric Co 83/09/M 
Office af Resource Managemeiiti Director Upp 20022 320 24X 

Fiche 50-316,03/09/14,8310190064 


S Repartable occurrences. LERs t, related torrespondence 


B3I0110430 Responds to FQIA request far four different categories of 
documents described In 830510 I tr Forwards mail listed in 
App A, responsive to Items 1.2 l< 4 DOE should be coniactad 
fqr matl requested in Item 3 of 1 tr 

FELTON.xf H Division of Rules and Records 83/06/14 HIATT, S L 

Ohio Cltlxens for Responsible Energy 3pp 20706 002 24X 

Fiche 50-000. D3/(?6/ 14, 8310110430 


— 0318110443 Forwards PNO & morning rapt re faulty Borq-Warner valve 
radiographs Problem may be generic Related info cnc 1 
LlTTLErH a Region 3, Office of Director 03/04/13 PDTAP0V9, U 
Region 4, Office of Direttor I5pp 20706 003 P4X 
Fiche 50-000, 03/06/1 4, B3lOi 10430 


6310120193 RO on 030726. carbon dloeide sys for diesel generator room 
left In isolated condition u/no perionnel in attendance Upoi. 
d i icover y. sy s Immediately returned to operable status 
8MITH,N. 0 Indiana V Michigan Electric Co 03/09/27 KEPpe.ER,J8 
Region 3, Office of Dlrectar Ip 20693 333 24X 

Fiche* 50-316,03/09/27. 03JO12O173 


0310120234 R0 on 830927, d ur inq r^mplinq pr uloso, samp 1 G valve on boion 
Injection tank found partially open anowinq borir ot-id 
solution to drain out Caused bu personnel error Boi on 
injection tank brought back into spec 

SMITH, M G Indl,sna «, Mich i gan CJ ec ti » t Co 83/09/27 KEPPLKm, J f 
Region 3, Office of Director Ip 20*91 Ja7 24X 
Fiche 50-3J6,Oi/O9/S7, 831 0120, M4 


0310 120443 Forwards lERs G3-0B4/03L -0, 83 '08l,/03L-0 & 03 036/031 t> 
SMITH.W 0 Indiana *« Michigan Electiit fp 83/09/20 KEPPLCN, J G 

Region 3, Office of Director Ip J06Vn i2l 24 X 
Fiche 50-316.03/09/29,8310120413 


—8310120445 LER a3-<ja4/03L-0 ui, 030901 , during conti oiled shutdown „1 
approx lOt-S power,! average decreased below Tech Spec min 
of 54 1 f Conldown terminated at 535 )' Temp would not return 
to 54J r within |5 minutes Kcuctor tiip breakers opened 
DRAPER, D M Indiana Michiaan EJectiic Co 03/09/28 Rroii'N 
3, Office of Director )p 20698 32t 24X FichP 50-J16, 8 d/09/r’!L 

8310120443 


6310120440 LER 93-085/03L-0 on 030902, during startup at 20V, powewofln 
turbine generator paralleled w/sys gi i d. generator load 
increased to prevent motor ing, resul ti ng in pressure drop 
bclaui Tech Specs Caused by heater bi cakcr trip 

HURPHY.C E Indiana liichigaT) Electric Co 03/09/20 (rgioii 

3, Office of Director Ip 20698 323 24X Fichu 50-316.83/09/2(1, 

0310120443 


— 8310120449 LER B3-066/O3L-0 on 030905, chart paper on contajnmpnl sui, p 
flow monitoring recardei 1 CS-OOl , wou J d not advance Cause i.ut 
determined Chart paper adjusted U rer order verified 
operable Design change submitted 

STEPHCNS, T R Indiana * Mirhigan Electric Co 03/09/23 Regiui. 

3, Office of Director Ip 20690 J.M a4X Fiche 00-316, (33/07/, >0. 
6310120443 


8310120100 LER &3-087/03L-0 on 830904, pre ssuri i er level chuniml J 
(NLF-151 ) indication drifted high Caused by water leaking 
from low side drain valve an pressorixcf told calibr level 
transmitter (NLl-lSl) Valve tightened W/B31004 Ur 
PALMER, R A . EMITH, W 0 Indiana & Michigan Elect) ic Co 03/10/04 
KEPPi.ER.J<? Region 3, Offtte of Director 3pp 20u92 236 1*4)' 

Fiche 50-316, 63/10/04.0310120180 


B310120379 RD on 931004, steam jet air ejector munitor (SRA-P'/OSI 
determined Indperable A 0 h grab sample not completed 
i/ithin required time frame Followup rapt expected within 
14 days 

SMITH, M O Indiana i* Michigan Electric Co 03/10/04 KEPPLf-H.j C 

Region 3, Office of Director Ip 20699 200 24/ 

Fiche 50-316. 83/10/04. 03 1 01 SOU /9 


8310140137 Forwards LERs 83-OBg/03L-0, 83-0S9/03L-0i B3-090/03L-0 Ik 
03-091 /03L-0 

SMITH, M G Indiana Michigan Electric Co 03/10/05 KEPPLEN. J 0 
Region 3, Office of Director Ip 20763 052 24/ 

Fiche 50-316.83/10/05,8310140137 


— 0310140130 UER 8a-OaB/O3L-0 on 0JO912, nonf uncti ona) fire seu) 
discovered Caused by- fire seal pulled while installing 
another cable Fire seal repaired & contractor personnel 
retra i tied 

SMITH.H L Indiana it Mlchiqan Electric Co B3/10/03 Region 3, 
Office of Director Ip 20/63 053 24X FUhe 50-316. BJ/ 10/(55, 

0310140137 


— 9310140139 LER B3-Oa9/O3L'-0 du 0JO9t5,uPBt containment spray pump 
discharge valve position lights noted out 6 breaker open 
Cause could not be determined No corrective action planned 
FRAUSE. D F Indiana t« Michigan Electric Co 83/10/05 Rcglpri 
3, Office of Director Ip 20763 054 24X Fiche 50-316,03/10/05, 

8310140137 


— B310140I40 LER a3-070/03L-0 uii 030920. during aurve i ) lance teat on 
solid-state protection sys, two logic positions tested 
unsatisfactorily Caused by defective universal card A-311 
Logic card replaced 

PALMER, R A Indiana 8. Michigan Electric Co 03/10/05 Reqinn 
3r Office of Director Ip 20763 055 24X Fiche 50-316,83/10/05, 

0310140137 


— 0310140141 LER a3-091/03L-0 un 030906, pressuri ler pressure dropped 
below Tech Spec llnlt Caused by combination of individual 
pressuriier heater circuit breakers tripping & high valve 
seat leakage Load reduced 

PALHER.R A Indiana 4 , Michioan Electric Co 83/10/05 Rcqiuii 

3, Office of Director 2pp 20763 056 24X Fiche 50-3J6. 

83/10/05, 0310140137 
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&3HH703a7 .MPDES tiouc omp 1 i one g notlficstion on 83091/, 20 h corttposi t p 
iddiplG^ fram turbine room suotp not collected (,ausod by %tuck 
NotiFication to State of Ml em 1 

SMITH. H G Indiono *4 Michigon Hlectrxc Co B3/10/05 KEPPL'^fU vl C 

Region 3. Office of Director 2pp 20785 031 20X 

Flc^e 50-3X3. 03/10/05, 8310170^8/ 


&3101 70607 Foruard^ LERb 83-092/01 f-0 DJ-093/01T-0 

SMITH. W O Indiana (< Michigan Electric Co 83/10/10 KEPPLCR. J G 

Region 3.- Office of Director Ip 20782 094 24/ 

FlchG 50-316-83/10/10.0310170607 


"”331-0170611 LEH B3-092/01T-0 on 030926- during routine sampling t»f boi nii 
injection tanV- samp 1 mg valves at tank outlet loft partially 
■□pen Caused by personnel error Appropriate administrative 
actions taken against individual involved 

PALKEHi R A Indiana % Michigan Eleciilc Co 83/10/10 Region 
3- Office of Director 2pp 20702 095 24X TUho 50-316, 

S3/I0/10< 8310170607 


— 0310X70619 LER D3-093/01T-0 on 03O9S6- during noraial operation- set ur i ty 
officer found carbon dioxide suitch for diesel generator 
room in isolate position 6 unattended Cause being 
inves tigated 

RICHARD- D D Indiana 6 Mithigati Eloitric Co 03/10/10 Region 
3. Office of Director ip 20/B2 09/ SAX Fitbu 50-316-03/10/10, 
B3I01 70607 


B310SI0306 Foruards updated LEH B3-072/03X-1 i, LER 03-O94/O3L-O 

SMITH. W Q Indiana 6 Michigan Cloctrir Co 83/10/12 KEPF'LEH.J O 

Rvglon 3. Office of Director Ip 20Bi>S OQl 24X 
Plche 50-316. 03/ 10/ 13- B3 102 10206 


— 8310210212 Updated LER 83-07g/03X-i on 030730- b loud own containment 
isolation valve 2-DCR-320 found ui/coupling separated from 
valve Item if valye stem bent Probablp cause is sys 
vibration Coupling valve stem 6 packing replaced 

PtCHL- R K Indiana Sc Michigan Cloctilc Co 03/10/12 Region >i« 
Office of Director Ip 20052 0B2 24X Flche 50-316,83/10/12, 

B310210206 


— fi3l02l-0ai5 LER B3'-094/03L-0 on 030914- d ur mg normal operation, Loop 4 
steam line pressure Channel 2 removed from sve because of 
IndlcaiionB instrument lino obstructed Cause not stated 
Instrument isolation valvo bonnet removed 

UIZNERkD O Indiana Michigan Electric Co 03/10/12 Region 
3, Office of Director Ip 20B52 063 24X Fiche 50-316, 83/ 10/ 1 

8310210206 


8310210120- LER 03-095/01T-0 on 031003, d iscovered that ladiation monitor 
for turbine condenser evacuation sys Inoperable due to 
sample pump feed breaker tripping open Caused by operator 
failure to recognlie monitor failure alarm M/B31014 Itr 
rtURPHV,C E I SHITH,W G Indiana It Michigan Electric Co 03/10/14 
KEPPLER,J 0 Region 3, Office of Director 3pp 20858 251 24X 

Flche 50-316.03/10/14,8310210120 


0310210122 PNQ**! 11-03-099 on 031015, unit shut down for stoam generalor 
tube leak exam repair Unit will be shut down for 2-3 wks 
Region U resident inspector will monitor course of action 
BOYO 4 D , EHAPEHiW Region 3, Office of Director 83/10/17 Jp 
2OB50 250 a4X Flthe 50-316,83/10/17,0310210122 


631027017S LER 83-096/03L-0 on 8309X0- dui Ing attempt to rectify order 
Of pracodural steps re containment spray surveillance tests 
concerning lineup of valve A-uater drained to containment 
Caused 6 g personnel error W/B3101B Itr 

MRAUSE. D F , BMITHiW 0 Indiana «, Michigan Electric Co 83/10/18 
KEPPLERiJ Q Region 3. Office of Director 2pp 20925 001 24X 

Fiche 50-316-83/10/10-8310270172 


DOCKET 50-317 CALV/ERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 


F Security, medical, emergency It fire protection plans 


&31C040449 Accepts, in part, revs to safeguards plans addressed in 
license* 030223 t 0316 Itrs Certain sections not acceptable 
k should be modified Corrected page revs requested within 
30 days Safeguards Info withheld (ref 10CFR73 21) 

MARTIN, T T- Division of Engineering 6 Technical Programs 03/09/93 
BDWMAKER,N J Daltimore Gas i, Electric Co 4pp 20625 276 24 X 

Fiche 50-317-63/09/23,8310040449 


0310050340 Releases public Version of revised emergency plan 
Implementing procedure 

FELTON, J II Division of Rules and Records 03/09/26 Document 
Management Dranch Ip 20635 047 24X Fiche 50-317,03/09/26, 

0310050340 


— 83X0050344 Public version of Hev 10 to Emergency Plan Implementing 
Procedure CRPIP 3 1 j 'IrB-ncdiato Action Procedures '• 

W/830915 lti 

WALL. C F , RUSSELL. L 0 Baltimore Oos l< Electric Cn 93/0B/3X 
Director's Office. Office of Inspection and Enforcement aGpp 
20635 040 24X Fiche 50-317, Q3/09/56, D31-0050340 


0310200099 Forwards IE Insp Repts 50-317/03-21 & 50-310/03-Sl on 
□30809-0913 t notice of violation 

8 TAROSTCCKI . R Division of Project & Resident Programs 03/10/03 
LUNDUALL.A C Daltlmore Oas ^ Electric Co 2 pp 20837 103 24X 
Fiche 50-317.03/10/03,0310200-099 


- B31 0200 107 IE Insp Repts 50-317/83-21 «, 50-310/83-21 on 030009 0913 
Nancompl i ance noted failure to follow chemistry procedures 
ARCHlTiEL.R E . TRIMDLE.DC , hlQOlNB, J C fiogiun I, Office of 
Director 83/09/29 J9pp 20B37 106 24X Fiche 50-3X7.03/10/03, 

8310200099 


8310110244 Releases public vei'sion of revised emergency plan 
Im-plemcn t i ng procedures 

FELTON, J M Division of Rules and Records 83/10/05 Document 
Management Dranch Ip 20605 350 24X Fiche 50-317. 03/ 10/05, 

8310110244 


--83I0110254 Forwards public version of Rev O, Change l.to Emergency Plan 
Implementing Procedure ERPIP 4 1 22 1, "CR/TBC Plant 
Parameter Rept" Rev 10, Change 3, to ERPIP App 0 1, 

’'Emergency Response Plan Implementation Procedures " 

U 8 I,V Daltimoie Gas & Electric Co 03/09/27 Assistant 
Director for Operating Reactors Ip 20605 351 24X 

Fiche 50-317,03/10/05.8310110244 


--8310110358 Public version of Rev O, Change X, to Emergency Plan 
Implementing Procedure CRPIP 4 1 23 I , “CR/TBC Plant 
Parameter Ropt” S, Rev 10, Chang* 3, to ERPIP App B 1, 
“Emergency Response Plan Implementation Procedures " 
RUSSELL. L 0 Qoltimore Oas & Electric Co 63/09/31 15pp 
2068& 352 24 X Tiche 50-317.03/10/05,0310110344 


8310130312 Releases public version of licensee Itr foiwarding notice 
canceling emergency plan implementing procedure 

FCUTON, U 11 Division of Rules and Records 63/10/06 Document 
Management Branch Ip 20754 337 24X Fiche 50-317,80/10/06, 

0310X30312 


—6310130313 Forwards public veislan of 830927 notification canceling 
Emergency Plan Implementing Proetdurp ERPIP 4 2» 

’■Notification “ 

Usr,V Oaltimore Gas Electric Co 03/09/29 Assistant 
Director far Operating Reactors 2pp 20754 330 24X 

Fiche 50-317,63/10/06,0310130312 


6310170003 Releases public version of revised emergency plan 
implementing proceduras 

FELTON, J M Division of Rules and Records 63/10/06 Document 
Hanegement Branch Ip 20614 031 24X Fiche 50-317.83/10/06, 

8310170003 


— 8310170005 Forwards public version of Rev 1 to Emergency Plan 
Implementing Procedure 4 1 22 I, “CR/TSC Plant Porameter 
Rept" B( Rev 10 ta ERFIP App 0 1 Receipt form end 
USl, 9 Baltimore Oas 84 Electric Co B3/09/27 Director's 
Office, Office of Inspection and Enforcement Ip 20814 032 24X 

Fiche 50-317, 03/10/06,8310170003 


6310270401 Releases public version af revised emergency response plan 
FELTON, J M Division of Rules and Records 63/10/21 Documen-t 
Management Dranch Ip 20930 104 24X Fiche 50-317,83/10/21, 

8310270401 


— 8310270405 Public version of Rev 2 to emergency response plan W/Q20819 
1 tr 

a Baltimore Oas it Electric Co 02/OD/31 KANTOR^F EP Licensing 
Branch 33lpp 20930 105 24X Fiche 50-317,83/10/21,0310270401 


8310310014 Faruards safeguards Jnfa End withheld (ref 10CFR73 Pll 
JOLLEY, J R Baltimore Oan 4 c Electric Ca 03/10/24 CLARK, R A 
Operating Reactors Branch 3 ip S095i 145 34X 

Fiche 50-317,83/10/24,8310310014 


0310310095 Forwards revs to security plan 4t training It qualification 
plan Ends withheld <ref 10CFR73 21 > 

BOWMAKER, N J Baltimore Gas 4< Electric Co 03/10/24- DENTON, H R. 
Office of Nudsar Reactor Regulation, Director. 2pp 20950 339 
24X Fiche 50-317,93/10/24,9310310035. 
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DOCKETED ITEMS 


P Operating stage cJocum^^nts ft correspondence 


B3103100&3 FOIA request for dacurwents re ccnsi? 3f operatlDn of C-T 
plants List of info required submitted 

BELL.W Coalition for Bafe Pou/er B3/03/J1 Office of 

Administration Jp 20998 1/3 ^4XFiche5D-O00.B3/03/31- 

03103100^3 


0310070176 Foruaidi Amends B7 ft 69 to Licenses DPfl-53 & DPR-69 ft sofetif 
evaluation Amend revises Tech bpecs re required containment 
isolation valve response time 

JAFFE.D H Operating Reactors Branch 3 03/09/23 LUNDVALL.A t 

Oaltimore Gas ft Electric Co 2pp 20660 277 StX 
Fiche 30-317,03/09/22. 0310070176 


~-B3l0070l79 A'nends 07 ft 69 to I icenses l<PR-53 fti DPfi-.69# re f 1 er t| ng mod to 
valve J (21-SV-6529 response closure time 

HILUER, J n Operating Reactors Branch 3 63/09/22 0pp 

20600 279 24X Fiche 50-31 /, 03/07/22. 83I007OI 76 


031O21O1S7 Informs that refund 1 nr 
for th coming 
miller. W □ Licence Fee Hana o t 

Daltimarp Gas ft Llectnc Co Jp 
Fich 0 30-317. 0^»/lO/H> 03102101 


lip |i |3 1 I. r II I 1 rid 

nriinch 03/10/ I a I VJrai'/rM I A i 
t'Oin-jJ :i6J 247 


T ev i rJ I 0 ^ 042 / 


0310240134 Provides status of mods lequiit'd for Gunei l c 1 Li IJ-p .M (r 
inadequate core cooling i n *■ tri'rnen to 1 1 on ft NUJILO- 0 /.< / - I t urn 
II F 3 Is&ues include eriviion quo lificn lion of tuiu l^fl 
subsystem' ft installation of core eiit t li iirmod Dup 1 L 
LUND'/ALL. AC Baltimore Oa 5 ft riectrirf'o 113/1 0/14 

Operating Fteaetors Branch 3 3pp JOtRil l6/i *,MX 
Fjche 50-317,03/10/14.0310240134 


831024016 S Notifies of resolutiiiii of NURl « “ 0 / 3 /. 1 Ml Actlnn Pluii I L « m. 
ir K 2 17. "Pdtpntial for Voiding in b Dm iriq rmnrjnntt 
Results of analysis presented in CLN ' 1 77 .ippllcablr l<i 
facilities (u/stated exceptlun 

LUNDVALU. A E BaltifTiore O.is ft i: lee tilt C<i 03/ 10/1 ‘7 fllllljl. ,i U 

Operating Reactors Branch J Jp 2UfJDl 312 24X 

Fiche 50-317. 03/10/17. 63102401*2 


— 0310070160 Safety evaluation supporting Amends 07 ft 69^ td License! 
OPR-53 ft DPR-69 

* Office of Nuclear Reactor Regulation, Director 03/07/22 2 

20600 2B9 24X Fiche 50-317,03/09/23,8310070176 


6310040000 Foruards Page 4, Section 11 I of procurement ft stornge 
manual covering Level A ft Level C items 

HOPPAi J L Dal tiJBore Oas ft Electric Co 03/09/26 MEYERiG Region 

1. Office of Director 2pp 20608 001 241C Fiche 50-317,63/09/26. 

8310040080 


8310310303 Foriifaids response to NHC questions ie rolo.id aubmitlul im 
Cycle 7. per 031014 tclcon Inttiiml rod prrusifro bolnuJ 
nominal sys pressure throuftbout Cyrle / 

LUNDVALL. A t Baltimore Ojs ft LJectrit Co 03/l(>/JA Nil M V. .p If 
Operating Deacturs Branch 'J Jpp 20^/61 227 *’4/ 

Fiche SO- 317,03/10/24. 0310310303 


0 Inspection veporlsr IE Dulletirn. ft cot < b< pondonc o 


B3100403S3 Forwards “Ptessori ler Relief Valve ■Qualification." ft Rev 1 
to "Pressurirer Safety Valve Operability Rept, " per 
NUREG-0737. I ten 11 D 1 Design load stresses on pipina ft 
fittings Within allowable limits 

LLTNOVALLjA E Baltimore Oas ft Electric Co 63/09/20 MlLtER.%i R 
Operating Reactors Branch 3 4pp 20615 036 PAY 
Fsehe 50-317,83/07/28.8310040353 


—0310040355 "Presjuriier Relief Valve Discharge Fiping Qualif irot I on. " 
rept on Task 05QQS 

SMlTWxV V I VENTURA. J C Dec h tel Carp 83/09/ 2 j I 54pp 

20615 040 34 X Fiche 50-317.03/09/20.8310040353 


8300300340 IE Infp Notice G3-6i, "Allogud lii.r uf lUouil - iDo fiii Hi I il i i 
Qualification Tests " Sve list enc I 

JORDAN. E I Division of Cmerqencij Freporudno^s ft 1 tiR i neeri n p 
Response (Post 830103) 83/07/2* Consul ida ted fill son io nf tUi. 

York. Inc Il7pp 20754 022 J4Xrirho .lO-OOO. QJ/OV/TJ*. (1 ((IdJ i « c- 


6306300342 lE Info Notice 83 *2. "Follure Of lleduridaiit fuxir DA'S 
Detectors Positioned at Control liopm Vetit i 1 at i on A»t 
Intakes “ 3vc list end 

JORDAN. E L Division of Cmerpency F’rcpar udnoss ft I ng i kdut I ng 
RespnnsB <Pp5t 630103) 03/09/26 Con so 1 i dated ESef I sun (o nf ttrn 

York, Inc U*pp 20777 210 24X Fiche 'iO-000. OJ/07/26, El’IOlt mti i4.' 


8310040357 Rev I to "Pressuriier Safety Valve Operability Rept " 

« Ccabustion Engineering. Inc CEN-248(B| ROl 03/09/30 IOOpd 
20615 194 24X Fiche SO-317, 83/07/26. B3I00403 53 

1310130137 Approves 830731 request on behalf of C-E Owners Group Par 
withholding From public disclosure App A to "Response to 
Questions on RCS Asymmetric Loads Evaluation Program. " per 
lOCFRS 790 

CRUTCHFIELD. D Operating Reactors Orarich 5 03/10/03 

LUNOVALL.A E Baltimore Oas ft Electric Co 6pa 20777 06'i i'AX 
Piehe 50-000.63/10/03-6310130137 

consideration of issuance of amend to Lirense 
JPfl-53 ft proposed NSHC determination ft opportunity for 
Files''^ 'determination available in Central 

®'**‘*'* Affiliation Olvan 

» 9 A 5 34 ? ‘J* ■-.941 D.r.cto. B3/J0/OS 

I6pp Z0765 341 24X Fiche 50-317.83/10/06.8310310479 

8310340072 Application For amend to Licenses DFR-SS ft DPR-69 revisino 
Surveillance Requirement 4 7 6 1 ft replacine P-oe 3/4 3 -SI 
incorporating mod f measurement ranje Sai T 

Marked-up Tech Specs end 

LUNDVALL.A E Baltimore Oas ft Electric Co 83/10/13 MILLER. J f? 
Operating Reactors Branch 3 7pp 20681 32 B iav niLiER. J r? 

Fiche 50-317.83/10/12.8310240073 

mill™ Tb ^ on PORVs Requirements met 

Fuhe 50-317,03/10/12. 8310310100^^ ° 

OroutJi Corr.latloni ■' 


030630034 5 IE Info Notice 63-63. "f^otenliol Fai lines i» f tJon t i nn him 1 . 1 
Type SA-i Differential Relogs " Sve list end 

JORDAN* E L Division of Emergency J'reparedness ft F ng iiiour i ng 
Response (Post 830103) 01/07/2* Cpniiol 1 d ated Ldittin <.(i of Npw 

York. Int. llBpp 20776 001 24XFirhc‘ OO-OOI). on/O*?/.?*. H'lflfJ ruf) l 

8300300349 lE Infn Notice 83-64. "Lead DMiolding Attnfbeil to 
Safety-Related Sys W/o lOCFROO 57 F-vnlunlinn •• Bve I i 1 . 1 
enc I 

JORDAN. C L Divifiion of Emergency Prop^rntfooo s ft ( ngi norrjDn 
Response (Post 030103) 81/09/29 ConoDli dated Idannii Cn of Mrw 

York. Inc lljpp 20716 324 24X Fiche 00-000, 01/0*7/2?. CIIOJI l|K) « V/ 

‘)0-Ji;/03- 21 ft '>0-310/03 21 m, 
830009-0913 ft iiplice of vinlation 

Frojoct ft Nesitfont F'cngrAni-o IJJ/LO/O' 
LUNDVAULi A E Baltimore Oas ft Lloctiic Co 2pp L’OPJV 103 I'AK 

Fiche 50-317.03/10/03,0310200079 f- « iw.i * nn 

6310200103 Notice of violation from Into o-n D30D09 091 J 

* Region 1, Office of Director OJ/lO/03 In ^’0113/ i(i»i 
Fiche 50-317.03/10/03.8310200079 

—0310300107 IE Insp Repts 30-317/03-21 ft 50-310/03-21 tin 11 J (1130? OVr < 

Chemistry oc edm o/ 

'sSb37'i?;;' ^4x”??ihe D0.3W.'t,:VHI/(n 

“iHSS;-"-"’-""'"" 

LUNDVALlJ^a! B altimn”" ^ Resident Programn 

LUfNuvflLU, A* fc Baltimore Gas ft Electric Co 2n n -lOn*,*! tij a v 

Fiche 50-317, B3/I0/05, B3i02j0P0/ ^ *-00^5 11 / ^4X 

;; is;:; j;;;;;;;- > 

starostccm'^h “dIvi"”' *' oa/o'f/i* 



DOCKETED ITEMS 


1B1 


&JOa30D37l3 IE Info Notice 83-65. "Survt; 1 1 1 ai«c b of Floiu m RIJJ 
Laops UspiJ in WeEtmghouse Plant* " Eivt li&t end 
>^^DROAN. E L DiviGipn of Cmerflency Preparedness tnginocring 
HEsponsc (Post 630103) D3/10/07 Consolidated Edison Cn of Neu 

Vo-rlc. Inc 76pp 20827 2J3 2*1 X Tic ho 50-000.03/10/07.0300300370 


0308300752 IE Info Notice 03-66. 'Tatalitg at Argentine Critical 
Facllitij " Svc list oncl 

JORDAN.E I Division of Emergency Preparedness tt Engineering 
Rrs^onse (Post 830103) 83/10/07 Consolidated Edison Co of New 

Varfc. Inc 7*?pp 20002 026 24X Fiche 50-000.83/10/07.8308300752 


93OS300759 JE Info Notice 03-67. "Emergenty Use Respirator Matl Defect 
Causes Production of Noxious Oases Qvc list end 
JORDAN. E L Division of Emergency Preparedness S< Engineering 
Response iPost 030103) 83/10/11 Lonsolldatod Edison Co of New 

Varl. Inc li/pp 21043 075 24X rich e 50-000. 03/ 10/ 1 1. 030QJ007 57 


0308300761 IE Info Notice S3 68. "Respirator User Naming Defective 
Se^l f-Contamed Dreathing Appaiatus Air Cylinders " Svt li*t 
en-c I 

JOFIDAN.E L Division of Emergency Preparedness Engineorlnq 
Fie^sponse <Pust 030103) 83/10/11 Consolidated Edison Co nf New 

Vork. Inc jaOpp 20827 129 24 X Fiche 50-000.03/10/11.8300300/61 


B31 0310227 roruiards IE Enforcement Conference Repts bO-3l7/03'22 
50-318/03-22 on Q30902 

STAROSTECill. n Division of Pioject fc Resident Programs 83/10/13 
LUNDVALL.A E DaltlDdre Oas ^ Electric Co 2pp 20747 224 P4X 
FlcPis SO- 317. 83/10/131 8310310227 


— B3103102JO IC Enforcement Conference Ropts 50-317/83-22 & 50- J 10/03**; ’2 
on 830902 Major areas discussed results of NRC special Insp 
iiiMch Identified violation of Tech Spec limiting conditions 
for oppiation re emergency (Uescl generators 

HICOINS. J . ARCNITJIEL.R . IRIMDLE. D Region 1. Office of Director 
83/09/27 5pp 20947 226 24X Fiche 50-317.83/10/13.831031022/ 


n Periodic operating reports i elated correspondence 


031O'!9O140 Monthly operating repts for Sept 19B3 W/031014 1 ti 

LOTITO. E M QaUimore Gas it Electric Co 83/10/14 Directoi's 
Office. Office of Inspection and Enforcement 12pp 20020 22/ 24X 

Fiche 30-317.03/10/14.0310190148 


S Reportable occunences. LERs it related correspondence 


B31O370541 Reepands to FOIA request for three categories of documents 
re 830606 gas leak at facility forwards App A documents 
FELTON. J N Division of Rules and Rocoids 83/07/22 ARGYROB. D L 
ChamSin. Schettlandi Rosen. Covanagh 8( Uliana 2pp 20937 2Ph 24X 
Fiche 50-000.03/07/22,0310270041 


— 03 1 0270 347 Submits morning rept for Region 1. listing 830606 !< 07 
«venl s 

ALLAN. J M Region 1. Office of Director 83/06/07 BLAHA. J 
Program Support Uranch Ip 20937 228 24 X Fit he 50-000. 

83/07/22,83102/0541 


831D250410 LER 03-O49/O3L-O on 830818. while performing post-maint 
testing an flow path from condensate storage tank 12. 
auxiliary feedwater pump 11 found inoperable Caused by 
“stage 6 shaft piece-balance'* froien in place W/8309i6 Itr 
PORTER, rt . FARRELt.E V . RUSBFUL. L D Baltimore Gas h Elect! ic Co 
83/09/16 MURLEY.T E Region 1. Office of Director 2pp 
SOS'?? 234 24X Fithe 50-017,83/09/16,8310250410 


G31D2D0DBI Updated LER G2-035/01X-1 on 820717. di screpancy noted li. 
narrow-range & ulde-rangc indications for safety injection 
tank IID Narrow-range indication sub sequeritly dropped 
o-fPscale Caused by sticking Indicator U/030921 Itr 
AriDRDBiK, R . RUSSELL, L 0 Daltlmore Gas L Electric Co 03/09/21 
MLkRLEV, T E Region 1. Office of Director 3pp 20935 074 24X 

Fiche 50-317. 83/09/21. 0310200001 


B3IO20DH7 LER 83-047/03U-0 on 830822, dur Ing normal operati on, control 
room air conditioner compressor 12 would not run when start 
■stgnal initiated Investigation revealed compressor tripped 
on high pressure High pressure control reset W/030922 Itr 
JUNCE.H A . HAUaN. C R . RUS0ELL, L D Daltlmore Gas it Electric Co 
83/07/22 MURLFY. T E Region 1. Office of Director 2pp 
20836 292 24X Fiche 50-317. 83/09/22. 8310300147 


3310120262 RD on 030031. reactor it turbine manually tripped due to laige 
i.a«p ingement epi sode. c logg ing travelling screens Detailed 
eip lane tion, in util 830914 rept to Stair of MD Ofc of 
Environ nrograms. end 

B/^UEREIS,b J Baltimore Gas it Electric Co 83/09/33 Rep ion 1, 
Office of Director 0pp 20693 137 24X Fiche 50-317,03/09/2 1. 

03X0120262 


0310040542 RD oyster samples collected during Aug 1903 from Camp Conoy 
location showed presence of Ag-lJOm concentration of 110+/- 
BpCl/Kg Cuiet) Monthly percent capacity factors listed Doses 
considered insignificant consequence to public health 
FUHHMAN. O R Cal ti more Gas U Electric Co 83/09/26 Region J. 
Office of Director 2pp 20623 30i ?4X Fiche 50-317, 03/09/36, 

8310040542 


8310350587 LER B3-04S/03L-0 on 830839. cohta inment atmospheric gaseous 
if particulate radiation monitor discharge solenoid valve 
found d amaged, vent 1 ng portion of flow to auxiliary bldg 
Cause under investigation Uelve replaced U/B3093G Itr 
JUNGE.M A . ANDROSIK. R . RUSSELL, L B Daltmore Gas it Electric Co 
83/09/20 MURLEY.T E Region I, Office of Director 2pp 
209Oi 256 24X Flche 50-317.03/09/20.0310250507 


9310070301 Potential Part 21 rapt re underrange characteristic of 
Model N-El lOM transmitter Underrange rero offset may occur 
when tran&mittar Initially pressurixed from atmospheric to 
suppressed loro input End users notified 

BFRDERIAN.M J roxbord Corp 83/09/30 Director's Office. Office 
of Inspection And Enforcement ilpp 20651 064 24X 

Fiche 50-000.83/09/30,8310070301 


9310250249 LER B3-050/03L-0 on 030913, dui ing normal operation, h ydrogen 
analyier 13 found inoparable Caused by out of adjustment 
reagent gas flnw controller Controller readjusted 
Surveillance procedures revised U/831012 Itr 

PORTER, R . SYDNOR. R , RUSSELL.L D Baltimore Gas 6 Electric Co 
83/10/13 MURLFY, T E Region I. Office of Difectoi fipp 
30099 ISO 24 X Fiche 50-317.03/10/12,0310250249 


B310340267 Responds to G3D906 memo re AEOD/T314, "Improper 81 le of 
Inlet Piping to Primarg Safety Valves at Millstone S tc 
Calvert Cliffs 1 t. 2 " Flow limiting devices for code safety 
valves 1 7/0-lnth bore diameter discussed 

EISENHUT, D C Division of Licensing 83/10/18 THOMPSON. H L 
Division of Human Factors Safety Ip 30907 330 24X 

Fiche 50-000.03/10/18.8310240269 


DOC«CT 50-310 CALVERT CLIFFS NUCLEAR PDWtR PLANT, UNIT P 


F Security, medical, emergency fire protection plans 


8310040449 Accepts, in part, revs to safeguards plans addressed in 
licenocc 830233 it 0316 Itrs Certain sertioni not acceptable 
tt should he modified Corrected page revs requested within 
30 days Safeguards info withheld (ref 10CFR73 21) 

MARTIN. T T Dlvioion of Engineering & Technical Programs 83/09/33 
ODWMAKER.N J Baltimore Gas 6 Electric Co 4pp 20625 276 24X 

Fiche 50-317,83/09/33,8310040449 


B3I00S034O Releases public version of revised emergency plan 
implementing procedure 

FFLTQN, J N Division of Rules and Records 03/09/26 Document 
hanagoment Branch Ip 20635 047 34X Fiche 50-317,83/09/36* 

6310050340 


— 0310050344 Public version of Rev 10 to Emergency Plan Implementing 
Procedure ERPIP D 1, "Inunediate Action Procedures " 

W/Q30915 Itr 

HAUL, C F . RUSSELL. L B Daltlmore Gas it Electric Co 03/08/31 
Director's Office* Office af Inspection and Enforcement 33pp 
20635 040 34X Fiche 50-317,03/09/26,8310050340 


0310200099 Forwards IE Insp Repts 5Q-317/B3-21 h 50-310/Q3-21 on 
B30B09-09I3 it nutice of violation 

STAROSTECKl, R Division of Project fc Resident Programs 03/10/03 
LUNDVALL.A £ Baltimore Gas h Electric Co 2pp 20037 103 24X 
Fiche 50-317,83/10/03,8310300079 


— 0310200107 IE Insp Repts 50-317/83-21 it 5O-3ia/03“21 on B3O0O9-O9J3 
Noncomp 1 lance noted failure to follow chemistry procedures 
ARCHITZEL. R E Region 1, Off ice of Director 03/09/29 J9pp 
20837 106 24 X Fiche 50-317,83/10/03.8310200099 


8310110244 Releases public version of revised emergency plan 
implementing procedures 

FELTON* J M Division of Rules and Records 03/10/05 Document 
Management Branch Ip 20685 350 24X Fiche 50-317,83/10/05. 

031OUO244 


— 8310110254 Forwards public version of Rev 0* Change 1, to Emergency Plpn 
Implementing Procedure ERPIP 4 I 22 1. "CR/TBC Plant 
Param-eter Rept" Sc Rev lO.Change 3, to ERPIP App D 1. 

"Emergency Response Plan Implementation Procedures " 

USI.V Baltimore Gas tt Electric Co 83/09/27 Assistant 
Oireetpr for Opeiating Hvactars ip 20685 351 24X 

Fiche 00-317,03/10/05,0310110244 
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— 6310110258 Public vcruon of Hev Change lito Emer-gencij F'lan 
Implementing Proce^Jwre ERPIP 4 1 2? 1 , "Cfl/TSC Plant 
Parameter Pepf' & Rev IOj Change 3t tu ERPIP fi 1> 

"Emergency Response Plan Inp 1 cm-entat i on Procedure* " 
RUSSELLiL D Baltimore Gas & Electric Co 83/09/21 l*ipp 
20£G5 aS2 SAX Fiche 50-3l7> 83/ 10/05/ 83101 1 0244 


B3101303J2 Release* public version of licensee 1 tr forurarding notice 
canceling etTvergeticy plan Inp 1 cmentl ng procedure 

PELTONj J H Division of Rules and Records 83/10/06 Documrtit 

Management Branch Ip 30754 337 24X Fiche 50-31 7/ 03/1'0/06» 

8310130312 


—8310130'313 Forward s public verBion of B30927 nat 1 f Icat 1 on canceling 
Emergency Rian Implementinq Procedure ERPIP 4 2, 

"Not iflcation " 

USI.V Daltimore Gas U Electric Co 03/09/29 Assistant 
Director for Operating Reactors 2pp 20754 33B 24X 

Fichr 50-317/83/10/06/8310130312 


8310170003 Releases public version of revised emergency plan 
imp Isment ing procedures 

FELTON, J « Division of Rules and Records 83/10/0& Document 
Management DrancN Ip 20D14 031 SAX Fiche SO-SI 7, 83/10/06. 
8310170003 


—0310170005 Forwards public veision of Rev 1 to Emergency Pleir 
Implementing Procedure 4 1 22 1, *XR/TSC Plant Parameter 
Rept" tt Rev 10 to ERPJP App H I Receipt form end 
DSI/V Daltimore Gas I, Electric Co 03/09/27 Directoi's 
Office, Office □# Inspection and Enforcement ip 20814 03id 24X 

Fiche 50-317/ 83/10/06. B31 0170003 


S31D2704B1 Releases public version of revised emergeneg response plan 
FELTON/ J h Division of Rules and Records 83/10/31 Document 
Management Branch Ip 20930 1Q4 24K Fiche 50-31 7. B3/10/31 . 

8310270401 


-8310270485 Public vSTSion of Rev 2 to emergency respanee plan W/QP0019 
1 tr 

♦ Baltimore Cae * Electric Co 02/00/31 KANTOH. F EP Llcpnsiiifi 
Branch aSlpp 20930 105 24X Fiche 50-317/83/10/21/0310270481 


8310310014 Forwards safeguards Info Enel withheld Iref 10CFR73 2J ) 
JOLLEV/d R Oaltifflors Gas h Electric to 83/10/24 CLARK. R A 
Operating Reactori Branch 3 Ip 20951 145 24X 

Fiche 50-317/03/10/24.6310310014 


0310310093 Forwards ravs to security plan k training it qua 1 1 fi cat i an 
plan Ends withheld Iref I0crtt73 21) 

BGWHAHER. N J Baltimore Gas 8r Electric Co 03/10/24 DENTON. II R 
Office of Nuclear Reactor Regulation, Direttor 2pp 20950 33v 
24X Flcfie 30-317.03/10/24/0310310093 


P Operating license stage documents I* correspondence 


0310310063 FOIA request for documents re const It operation of C* C 
plants List of Info required submitted 

BELL.N Coalition for Safe Power 03/03/31 Office of 
Administration Ip 20990 173 24X Flcbc 30-000.83/03/31. 

8310310063 


8310070176 Forwards Amends 07 I. 69 to License* DPR-53 fc PPR-69 It safety 
evaluation Amend revise* Tech Bpecs re required containment 
isolation valve response ti<ne 

JAFFE. D H Operating Reactors Branch 3 83/09/22 LilNDVALL.A E 

Baltimore Oas |r Electric Co 2pp 20680 277 24X 

Fiche 90-317. 03/09/22/ 0310070176 


--031OO7OI79 Amends 07 |« 69 to Licenses UPR-53 it DPR-69. ref Uc t Ing mod to 
valve l<2>-SV-6329 response closure time 
HILLER.J R Operating Reactors Branch 3 83/-09/22 Opp 

20600 279 24 X Fiche 50-317.03/09/22,8310070176 


— 0310070180 Safety evaluation supporting Amends 87 I. 6«? tu Licenses 
DPn-53 It DPR-69 

♦ Office of Nuclear Reactor Regulation. Director 83/09/22 Pop 
20600 209 24X Fiche 50-317.03/09/23.8310070176 


8310040060 Forwards Page 4, Sectinii 11 1 oP procurement It storage 
manual covering Level A & Level C Item* 

HOPPA/,/ L Baltimore Gas St Electric Co 83/09/26 MEYER, 0 Regicii. 

It Office of Director 2pp 20608 001 24 X Fiche 50-317,03/09/26. 

8310040080 


0310040353 Forwards "Pr essu r i z ei Relief Valvo Qua 1 1 -f i cat i on. " Rev I 
to "Pre aaur I i er Safety Valvo tipernb 1 1 1 tij Hept." pei 
NUHEC-0/'37. I tem J1 D 1 Design load stresses on piping h 
fittings within allowable limits 

LUNDVALL.A E Baltimore Gas k Cl ec trie Co 83/09/28 MlLl C'?, vMt 
Operating Reactnrs Dranch 3 4pp 20615 036 PAX 
Fiche 50-317/03/09/28,83100403*13 


— 0310040357 Rev 1 to "Pressurizer Safety Valve Operability Rept “ 

a Combustion engineering, Inc rEN-24B(B) ROl 8J/09/3O IOOpl 
20615 194 24X Fiche 50-317,83/09/28,0310040353 


0310130137 Approves 830731 request on behalf of C-E Uuiiiers Grciup For 
withhuLdinq from public disclosure App A to "Respunsc to 
Questions on RC& Asymmetric Loads Evaluation Program,*’ per 
10CFR2 79D 

CRUTCHFIEL D, D Operating Reactors Branch 5 03/10/03 

LUNDVALL.A C Daltimore Oas 8, Electric Co 6pp 207/7 065 ?4J 

Fiche 50-000.83/10/03.8310130137 


0310240072 Application for amend to Licenses DPR-53 & J)PR-69 revisirp 
Surveillance Requirement 4 7 6 1 !< replacing Page 3/4 3-26 
incorporating mod to measurement range for gasenub 
particulate activity monitors Marked-up loch Specs end 
LUNDVALL.A E Baltimore Gas 1, Electric Co 83/10/12 MILLER, J F) 
Operating Reactors Oranch 3 7pp 20881 320 24X 

Fichfl 50-317.03/10/12,03102400/2 


0310310180 Forwards safety evaluation based on roytew of util response* 
to KUREG-0737. Items II K 3 1, "Automatic PORV Isolation" 6 
I I K 3 2. "Rapt on PORVs *’ Requirements mol 

MILLER. J F< Operating Reactors Branch 3 83/10/12 LUNDVALl . A F 

Baltimore Oas It Electric Co |4pp 21000 03/ 24X 

riche 50-317,03/10/12.8310310160 


0310210157 Informs that refund for review of B30427 amend appplication 
f orthcoming 

HILLER. N O Licerise Fee Management Brunch 03/10/14 LVNDVAl I , A I 
Baltimore Oas h Electric Co Ip 20803 361 24/ 

Fiche 50*317,03/10/14,0310210157 


0310240)34 Provides status of mods required for Generic Lti 0^- ..'b le 
Inadequate core coollrig instrumentation 6 NUREG-07J/. 1 tern 
II F 2 Issues include environ qualification of two ICC! 
subsystems it tnstal la^tl on of core exit thermocouple 
L8NDVALL.A E Daltimore Oas U Clactric Co 03/10/14 MILL t9/ J R 
Operating Reactors Branch 3 3pp 20801 166 24X 

Fiche 50*317.03/10/14,03)0240134 


0310240162 Notifies of resolution uf NURE«-0;3/, TMI Action Plan I Iffw 
II K 2 17, "Potential for Voiding in NTS During Transients *' 
Results of analysis presented in CCN-19V applicable to 
facilities u/stated exception 

LUNDVALL/A E Baltimore Gas Jt< Electric Co 03/10/19 HILLER, J \i 
Operating Reactors Branch 3 ]p 20881 312 24X 

Ficho 50-317. 03/10/19, 8310240162 


Q Inspection reports. IE Bulletins & coi respondence 


0308300340 IE Info Notice 03-61, "Alleged Use of Stand-Ins foi ileldrr 
Qualification Tests *' Sve list end 

JORDAN. E L Division of Emergency Preparedness it Engincerirkg 
Response (Post 830103) 03/09/26 Consolidated Edison to of Ney 

York. Inc 117pp 2G754 022 24X Fiche 50-000,03/09/26,0308300340 


8308300342 IE I n Fo Notice 83-62, "Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Sve list end 

JORDAN, E L Division of emergency Preparedness fenqineeniig 
Response (Post 630103) 83/09/26 Consolidated Edison Cn nf New 

York. Inc I16pp 20777 210 24X Fiche 50-000, 83/09/26, 030D'^00n4,' 


6306300345 IE Info Notice 83-63, "Potential Failures of Weslinghouse 
Type SA-1 Differential Relays " Sve list end 
JORDAN, E L Division of Emergency Preparedness it Fnbineering 
Response (Post 030103) 03/09/26 Consolidated Edison Co of N*w 

York, Inc I IGpp 20770 001 24X Fiche 50-000.83/09/26,830330034:. 


03OB3DO349 IE Info Notice 03-64. "Lead Shielding Attached to 
Safety-Related Sys W/o 10CFR50 59 Evaluation " Sve list 
end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 03/09/29 Consolidated Edison Co af Nfu 

York, Inc 115pp 20716 324 24X Fiche 50-000.03/09/29.03003003^9 


8310200099 Forwards IE Insp Repts 50-317/83-21 U 30-518/83-21 on 
030009-0913 $( notice of violation 

STAROSTECKI, R Division of Project it Resident Programs 83/10/03 
LUNDVALL.A E Baltimore Oas it Electric Co 2pp 20DJ7 103 E4X 
Fiche 50-3! 7. 83/10/03, 0310200097 
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— 6310200107 JE Inap Repts 50“3l7/B3“21 8c 50-310/83-21 on 030007- 0VI3 
ri^mcocnpl lijncc noted failure to fallouj chcmiatri; prncrdurco 
ARCinrZEL./? r , TRIMBLE, D f , HJQOINS. J C Region 1, Office of 
Director B3/Q9/29 I9pp 20037 106 24X Fiche 50- 317. 03/ lO/OJ. 

6310200079 


E-31021D207 Ac k receipt of D30916 Itr informing NRC of steps tskeii tu 
correct violations noted tn JI Insp Repts 50— 31 7/03-2..' it 
50-31B/Q3-P2 

STAHDSTECKI, R Division of Project 8. Resident Programs QJ/10/05 
LUVDVALL. A t Ua) timore Oas 8. LI pc tr it Co 2pp 20855 11/ r^X 
Fi Che 50-317- PJ/10/05, 0310210207 


— 83lCj2L0210 Responds to NRC J ti re violations noted in 1C Insp 
Repts 50-317/03-22 !< 50-310/03-22 Coirective actions 
training in areas of sgs d esc rip tl onsi staff ing. fac 1 1 i 1 1 es I* 
feedback of plant events upgraded 

CUHDVALL.A C Hal timore Oas 8, Eloctlic Co 03/09/16 
STARGSTECh 1 1 R Division nf Project 8i Resident Programs 4np 
20055 119 2AX Fiche 50- 31 7. 83/10/07. 031021020/ 


B3O83OO370 IE Info Notice 03-65i "&urvG i 1 lance of Floie in ftlD Dgoass 
Loops l/st'd in Westlnghouse Plants " 3vt list end 
JORDAN- E L Ulvlr.ion of Lmergency Prenaredness 8. Lnoinecrliig 
Response (Past 030103) 03/10/07 ronsolldated Edison Co of Neu 

Vort, Inc 76pp 20027 213 24X Fiche 50-000,03/10/07,0308300378 


8300300752 IE Info Notice 83-66, "Fatality at Argentine Critical 
Facility " Gve list enc 1 

JORDAN, E L Division of Emergency Preparedness 8< Engineering 
Response (Post 830103) 03/10/07 Consolidated Edison Co of New 

Vort, Inc 79pp 20002 026 2AXFlcho 50-000,03/10/07,0308300752 


0303300759 IE Info Notice 83-67. "Emorgency Uso Respirator Natl Defect 
Causes Production of Noiiaus Oases " live list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/10/11 Consolidated Edison Co of Neia 

YorJe, Inc ll7pp 21043 07S 24X Ficho 50-000,03/10/11.0300300759 


8308300761 IE Info Notice 83-60, "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " 5vc list 
e nc 1 

JORDAN, E L Division oF Emergency Preparedness & Engineering 
Response (Post 030103) 83/10/11 Consolidated Edison Co of New 

York. Inc 120pp 20027 129 24X Piche 50-000, 03/ 10/ 1 1, 0300300761 


0310310227 Forwards IE Enforcement Conference Repts 50-317/03-22 8( 
50-318/03-22 on 030902 

STAROSTECR I , R Division of Project 8i Resident Programs 03/iO/lD 
LLTNDVALL.A E Dal timore Oas ?c Electric Co 2pp 20947 224 24 X 
Fiche 50-317,03/10/13,8310310227 


— 8310310230 IE Enforcement Conference Repts 30-317/03-22 & 50-3JB/83-22 
on 030902 Major areas discussed results of NRC special inrp 
uihich. identified violation of Tech 0pec limiting conditions 
for operation re emergency diesel generators 

HKOINS. J , ARCHITZEL.R , IRIMDEE, D Region i. Office of Director 
03/09/27 5pp 20947 226 24 X Fiche 50-317, 03/ 10/ 13, 031031022/ 


R Periodic operating reports 8. related correspondenre 


G31O1901AB Monthly operating repts for Gept 1983 N/031014 Itr 

LOTITQ, E « Dollimore Gas 8< Electric Co 03/10/14 Directoi's 
Office. Office of Inspection and Enforcement tSpp 20820 22/ 247 

Fiche 50-317. 03/10/14, 8310190140 


S Reportable occurrences, LERs related correspondence 


G310250221 LER 03-045/01T-0 on 830906, d Isc harge dampers to both 
penetration room exhaust fans failed to open during 
surveillance testing 8. dampers declared inoperable Caused by 
failure of pressure controller W/030916 ItT 

PEERlNOER.f , RAYNOR, J W , RUHSELL. U B Baltimore Gas 8t Electric Co 
83/09/16 MURLEY, T E Region 1. Office of Director 3pp 
20099 085 24X Fit ho 50-318,83/09/16,0310250221 


8310200004 Updated LER a3-002/03X-l on 030101. pressure indicator 
PIC-103 failed lou) Caused by transmitter leads inadvertently 
I i f tedt rend er ing EnV-'402 inoperable Personnel counseled 
W/830922 Itr 

RAYNOR. J W r RUSGLLL, L B Dal timore Oas it Electric Co 83/09/22 
MURLEY. T t Region 1. Office of Director 2pp 20037 010 £4X 
Fiche 50-310,03/09/22.0310200004 


83102000-47 LER B3-044/03L-0 on 030823, motor driven auxiliary feodwatei 
■flnu indication declared inoperable Caused by low lero 
ref Zero ref recalibr W/83092P Itr 

PIERINOER.P . RAYNDR-J W , RUBSElL.i D Dal timore Oas it Electric Co 
03/09/2? MURLEY, T E Region 1. Office of Director 2pp 
20037 006 24X Fiche 50-318.03/09/22,0310200047 


0310200154 LER 63-04B/03L-0 on B30901, hydrogen recombiner 21 found 
inoperable Caused by loose hex nut ollcuiing terminals on 
back of potentiometer to be twisted pulled Potentiometer 
replaced W/a30922 Itr 

PORTER, n . BASSO, L F . RUSSELL, L B Baltimore Gas (i Electric Co 
03/09/22 MURLEY. T E Region 1, Office of Director 2pp 
20036 319 24X Fiche 50-318,03/09/22,0310200154 


83)0040542 HO oystei samples collected during Aug 1903 from Camp Coney 
location showed presence of Ag — 110m concentration of ilB'^/- 
SpCi/Kg (wet) Monthly percent capacity factors listed Doses 
considered insignificant consrquence to public health 
FUHRMAN, G R Baltimore Gas it Electric Co 83/09/26 Region 1. 
Office of Director 2pp 20623 301 24X Fiche 50-317,03/09/26, 

0310040542 


9310250411 LER 83-051/03L-0 on 830901, dose equivalent 1-131 determined 
to be 1 05 uCl/g Caused by smnl 1 number of leaking fuel pins 
It change In power level Sampling frequency increased 
W/B30927 Itr 

JUNGE.M A . RUSSELL. L B Baltimore Oas it Electric Co 03/09/27 
MURLEY, T E Region 1. Office of Director 8pp 20097 219 24X 

Fiche 50-318.83/09/27.8310250411 


6310250207 Updated LER 83-022/03X-1 on 0JO4 1 1 . au i i Uary feedwater 
actuation sys channel 2F setpoint for steam generator delta 
pressure found out of limit Caused by deterioration 
of high speed switching transistor W/8J0929 Itr 

PIERINGER.P A . BASSO, L F , RUG SELL. L D Daltimore Oas Electric 
Co 03/09/29 MURLEY. T E Region 1, Office of Director 2pp 
20095 355 24 X Fiche 50-318.03/09/29,0310250207 


B3102S0369 LER •03-04 6/03 L-0 on B30906, p enetrat i on room exhaust fan 21 
would not start on CIS signal while performing Surveillance 
Test BTP-a-23 Caused by malfunctioning CIS logic module it 
associated power relay U/630929 itr 

LOHR.J . BASSO, L F . RUSSELL. L D Daltimore Gas tr Electric Co 
03/09/29 MURLEY, T E Region 1. Office of Director 2pp 
20090 064 24X Fiche 50-318,03/09/29,0310250369 


6310070301 Potential Part 21 rept re underrange characteristic of 
Model N~EI IGH transmitter Underrange zero offset may occur 
uhen transmitter initially pressurized from atmospheric to 
suppressed zero input End users notified 

HERDER 1 AN, M J Foxboro Corp 63/07/30 D i roc tor ' s Of f i c o , Office 

of (nspoctlon and Enforcement lipp 206S1 064 24X 

Fiche SO -000, 03/09/30, 8310070301 


0310250443 LER 03-049/03L-0 on 030909. pin hole leak discovered in 
reactor caolant charging line weld at reducing Insert on tee 
in discharge header Caused by vibration of line Repair ueld 
completed U/a3100/ Itr 

PIERINGER.P , UNKLEi T J . RUB&ELL. L D Baltimore Oas & Electric Co 
03/10/07 MURLEY. T E Region 1. Office of Director 3pp 
20097 0S3 24X Fiche 50-310.03/10/07,0310250443 


0310250599 LER 83-053/03L-0 on 030914, contra 1 power fuse for starter 
cabinet b lew, causing containment cooler 21 to trip Caused by 
Rowan 2004-EPRI-l 120 indicating light socket short circuit 
Socket replaced W/831007 Itr 

JUNGE.M A . DABBO. L F , RUSBELL, L D Baltimore Oas 6 Electric Co 
83/10/07 MURLEY.T E Region 1. Office of Director Spp 
20900 310 24X Ficho 50-310.63/10/07.0310250599 


8310160467 PN0-1-03-IO7 on 831011. trip from full power occurred when 
nain feedwater pump 22 tripped Containment sump pumping 
frequency increased due to stopping Sc restarting of reactor 
coolant pump Plant cooldown began 031012 to repair seal 
TRIMDLEjD . SNCTLAND, P Region 1. Office of Director 83/10/12 
Ip 20B0S 031 D4X Fiche 50-310,03/10/12.0310100467 


0310240269 Responds to 830906 memo re AfcUO/TDM, '♦Improper Size of 
Inlet Piping to Primary Safety Valves at Millstone 2 
Calvert Cliffs 1 L 5 ♦* Flow limiting devices for cod* safety 
valves i 7/B-iinch bore diameter discussed 

EISENHUT. D 0 Division of Licensing 83/10/18 THDMPaDN.H L 
Division of Human Factors Bafety Ip 20907 330 24X 

Fiche 50-000.03/10/18.0310240269 


DOCKET SO- 320 THREE MILE ISLAND NUCLEAR STATION. UNIT 2 


F Security, medical, omergency fire protection plans 


8310200216 Forwards IE Insp Repts 50-209/03-10 U 50-3BO/G3-10 on 
830622-54 it 0711-20 tc notice of violation 

MARTIN. T T Region 1. Office of Director 03/09/14 KANOA, D. K 
General Public Utilities - CPU Service Cerp 2pp 20B30 123 24X 

Fiche 50-287.03/09/14,6310200210 
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—6310200270 IE Insp flcpfca 50-207/03-10 8» 5C-330/a3“10 on G3062?-Z'4 «. 
0711-20 Woncomp I lance noted failure to parfarm (^oarterly 
fire hrligade training 

PA01_IWa,R Region 1- Office of Director a3/07yofi i9pii. 

20B30 12^ 24 K Fit he 50-209,03/09/14,0310200210 


031O17OO2Q Faruards GPU vs D&U lausuit revieu SER Input for emergencij 
planning Documents do not contain, info u/potentiai to alter 
contluilons on restart certification issue 
KATTHEW3# D D Efnergency Preparedness Branch 03/09/19 
RUSSELL, W T GPU/DliW Laufsult Review Team 3pp 20790 3^3 24X 

Fiche 50-209,03/09/19,0310170020 


B31011D102 Releases public version of revised emergency plan 
i tnp lerrventing procedure 

FELTON", J W Division of flulec and Records &3/10/05 Oocumenl 
Management Branch Ip 20A07 321 24X Fiche 30-320,03/10/05. 

0310110102 


— S31011010& Public veriion of Rev ] to E>(nergency Plan Implcmentiiiq 
Procedure 1054 22, "Tornado/High Minds 

KANGA.D K General Public Utilities - GPU Service Corp 03/09/ JV 
7pp 20607 322 24 X Fichc 50-320,03/10/03,0310110102 


0310200437 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 63/10/17 Document 
Management Branch Ip 20059 295 24X Fich* 50-320, 83/10/ 1 7, 

8310200-137 


— 6310200443 Public version of revised emergency plan ImplemeTit i tty 
proc eduresj inc lud Ing Procedures 1054 10 re otis i te/of Pel te 
radlolugical monitoring & 1034 30 re activation of environ 
assessment command c tr 

BRADY, J A I STANOE, 6 U General Public Utilities - GPU Service 
Corp 03/09/23 36pp 20859296 24XFicbe 50-320,03/10/17. 
8310200437 


8310270393 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J M Division of Rules and Records 63/10/21 Documeint 
Management Branch Ip 20943 0B9 24X Fi cfie 50-289. 03/10/21 , 

8310270393 


—"8310270396 Public version of Rev 7 to Emergency Plon Implementing 
Procedure 1004 6. ''Unit S Onsite Emergency Response 
Directory” it Rev 2 to J004 32, "Activation of Annei to 
Nears Ite Emergency Operations Facility (Crawford Station) " 
BRADYrJ A , STANOEj B J General Public Utilities - CPU Service 
Corp 03/10/10 21pp 20943 090 24X Fiche 50-209,83/10/21, 

0310270393 


B3l03l0i61 Act receipt of 830902 ti 09 Itrs informing NRC of steps taken 
to correct violations noted in IE Insp Rep t 50-320/03-00 
Responsible technical reviewer process implemented 039010 as 
independent review of administrative controls 

STAFiaBTECHI , R Division of Project 9( Resident Programs 03/10/25 
KANOA, D K General Public Utilities - GPU Service Corp 2pp 
20959 050 24X Fichc 50-320,83/10/25,8310310161 


— B310310I64 Responds to NRC B30C03 I tr re violations noted in IE Insp 
Rapt S0-320/D3-08 Corrective action# admlni sfera t 1 ye 
procedures modifieif so only one temporary change notice mny 
be effective on any given procedure 

KANGA, D K General Public Utilities - CPU Service Corp 03/07/02 
MURLEY, T E Region I, Office of Director 4pp 20939 OS? ?4X 
Fiche 50-320.83/10/25,8310310161 


G Adjudicatory correspondence 


6310110632 Eipresses appreciation for meeting to review oru vs BfcVf 
lausuit document record 

RAMSON, R J Office of the Executive Legal Director 03/07/2? 
WrSErR F Davis, Polk it Marduell Ip 20714 343 34X 

Fiche 30-267. 83 / 07/22 , 03 1 on 0632 


0310140302 Forwards listing of lawsuit documents by subj area 
significant to GPU vs record to support position to 
reopen restart hearing Evaluation of documents contained In 
8ER requested 

EISENRUT, D Q Division of Licensing 83/00/15 NATr80N,H J 
Division of Systems Integration (post G11005I THONP30N.HC . 
TAYLOR, J L Division qf Human Factors Safety 22pp 20793 360 
ZAX Fiche 30-289.83/08/1518310140302 


8310l70Di2 Forwards NRC produced transcripts of RM Keaten taped 
Interviews Tape entry Into document control sys a« B2(M 
Eihibits 347o-347o requested M/o encl 

RUSSELL, M T CPU/B6W Lawsuit Review Team 03/08/24 SCATTUllNl.L . 
SDUDEFjJ Public Document Branch BLUME. M Office of the Guneral 
Counsel Ip 20798361 24^ Fiche 50-209,83/08/24,8310170012 


0310030419 Forwards draft NURCO- 1020, Vo 1 1, "GPU vs Di<W lawsuit 9cvjfui 
5 Effect on TMI-J ” Portions of Category iO withheld since 
info pertains to ongoing investigations 

CHILH.S J Office of the Secretary of the Commission 03/O9/;if> 
Atornlc Safety and Licensing Board Panel lllpp 2060,1 lOD P4)( 
Fiche 50-289,83/09/30,0310030419 


0310130020 Notice of NRR 830919 issuance of amend to 790720 6 DOOPJ 1 
orders & motion to conform proposed loth bpecs re chanqer to 
adminis trati VO controls Certificate of Sve end 

WILCOVE.M N Hearing Grant h P* 03/ JO/ 11 6pp 20725 077 rdX 
Fiche 50-320.03/10/11.8310130020 


8310210200 Rasporise to NRC 83101 J motion to conform pi oposed Tvtfi 'jpeti. 
in accordance w/amend to 800211 order Motion not oppostd 
Certlficata of Bve end 

TROMORIDGt.G F Metropolitan Edison Cti TROMBRIDGEiO F Shaiu 
Pittman. Potts Trowbridge 83/10/19 Atomic Safety and 
Licenslnq Board Pane! 5pn 20056 00,' 24X Fiche 50-320, UJ/ 10/ n, 

0310210200 


8310250040 Memorandum & ordei* granting NRC motion to conform propond 
Tech Specs u/030919 amend of 800211 order 

MOLF, J F , PARIS, 0 H , SHON, F J Atomic Safety and Licensnio lioaid 
Panel 03/10/20 Office of the Executive Legal Director 3pp 
20094 I5i 24X Fiche 50-320,83/10/20,0310250040 


H General c arre spond enc e 


8310040403 Expresses futility of NRC 830927 meeting in Mi dd Ictuuiii. I'A n 
polar crane safety Few positive or enlightening results 
gained from meetings 

LEE. J Affiliation Unknown 03/09/27 PALLADINO.N J , GILIN3KY,V, 
R0BFRT8, T Atomic Safety and Licensing Board Panel 2pp 
20623 123 24X Fiche 50-320,03/09/27,8310040483 


8310120171 Forwaids Resolution 70-83 calling for decontamination 
plant closing 

MINNICH, J C . HETRICK, N P , HOCKENDDNCR, L Dauphin County. PA 
B3/J0/04 PALLADINO.N J Commissioners 2pp 20696 003 ?4X 

Fiche 50-320, 83/10/04. 8310120171 


0310240159 Comments on 030727 public meeting in Mlddletaun, PA re 
TMI-1 restart tf GPU vs B&M lawsuit Meeting completely 
dominated by OFU/OechteL 

OSBORN, M Affiliation Unknown 83/10/14 DENTON, H R NR( - No 
Detailed Affiliation Given 2pp 20381 292 24X 

Fiche 50-209,03/10/14.0310240159 


P Operating license stage dacuments cot re spondance 


0310310017 FOJA request for documents re integrated leak rate tests lei 
listed facilities to be placed in PDR 

CONNER. L APfill.-ition Unknown 03/00/02 NRC - No Detail rd 
Affiliation Given Ip 21004 270 S4X Fiche 50-000,03/05/0?. 
031031081/ 


03I01G0537 Forwards License Amend Request 3 requesting deletinn of 
Section 2 E(3> of License DPR ~73 re reserve tankage 
r equirements 

ARNOLD, R C General Public Utilities - GPU Service Cut p H-3/06/t'/ 
SNYDER, B J TMI Program Office ip P0799 095 24X 

Fiche 50-320,03/05/27, 0310180537 


— 8310160548 License Amend Request 3, requesting deletion of Brctinn 
2 E<3) of License DPR— 73 re reaer/e tankage requirements 
Class III fee enc 1 W/Cer 1 1 Ficate of Sve 

ARNOLD, R C General Public UtilitieT - GPU Service Corp 

ARNOLD, R C Metropolitan Edison Co ARNOLD, R C Jersey Contrcil 

Power t* Light Co 03/05/27 Dpp P0799 096 ?4X 

Fichc SO- 320, 63/05/27. 80J 0100537 


6310270035 FOIA request for all documents containing info re emissicir, 
of radio-active iodine it other fission products during 
accident at Parility 

ROGERS. H A Affiliation Unknown 83/06/07 Office of the Gritfia] 
Counsel ! j> 20940 344 24X Fiche 50-320.83/06/07,83102700.16 


8310140296 Forwards TMl-l GPU/U«<M lawsuit review organiiatiun chart 
Overtime for personnel connected w/OPU \s D6W lawsuit 
avthoriied as noted 

RUBSELL, M T Systematic Evaluation Program Branch 03/06/20 Wli( 
- No Detailed Affiliation Given Ip 20/94 095 24X 

Fiche 50-209,03/06/28,0310140296 


6310140294 Requests estimate of time needed to review documents re 
TI1I-2 accident 8t to prepare lists Info needed to respond to 
Congressman Udall request 

CHlLKi 5 J Office of the Seci etary of the Commission 83/06/30 
DIRCKBjM j Office of the Executive Director for Opeiatioiis Ip 
20794 078 24X Fiche 50-289,83/06/30,8310140294 
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03JO27OO4O Responds to FOIA reqtiest for dacinnents containing jnfo rr 
emission of radioactive iodine S« other fission products 
during reactor accidents foTuards App A documents App D 
documents can be purchased Fi om NRC 

FELTQM- J M Division of Ruies and Records 83/07/06 ROGf HSi 1 1 A 
Affiliation Unknown 4pp J(i940 345 ;?4X Fiche 50- 3S0, D3/O//06. 

S3l0a'700d0 


-'S3l<3?7004l Forwards draft ''Comparison of Iodine Dehavior During TMI 
Accident N/Fi ed ic ti ons Dased an WASII-1400 Meihodologg " 

A K Denton Citg Tprhnologg 0<^/04/IJ PAbbDAG/ 11 1 
Accident Evaluation Dranch 4ipp L'0940 349 34X 

Fiche 50-320. 03/07/06. 03103/0040 


B310170717 Memorial 1 1 es 03OBO9 telcon cu/H Myers of Congressman Udoll 
staff re Chairman Palladino 830803 1 tr on significant info 
in GPU V5 D«<W record 

RUSSELL. W T CPU/Be.U Lawsuit Review Team 03/00/09 DENTOM, H R . 
CA5E.E Q Office of Nuclear Reactor Regulation. Director 
EIBENHUr, D G Division of Licensing Ip 20799 116 24X 

Fiche 50-209. GJ/OB/ 09, 0310170717 


0310170751 Informs that 0 MoriS'-eau uiill be acting for f Allenspach ac 
leader for GPU vs Dt;U lawsuit review 

flODHER.M R Licensee Oual i f icati ons Dranch 03/OB/12 
THOMPSON, H L Division of Human Factois Safety Ip 20790 219 
24X Ficho 50-209.03/08/12.0310170751 


-"B3iC>270044 Draft "Comparison of Iodine Behavior Duiing IMI -t.' 
Accident W/Pred ic tlont Dasrd on WASJt”14U0 Methodology " 

PQSTMA.A K Denton City Terhnolony 8.V04/13 40pp 20940 360 
24X Fir ho 50-320.03/07/06.0310270040 


8310310031 Responds to TOIA request for documents re integrated leak 
rate tests for facilities to be placed in POR Forwai do 
documents to be placed in POR list of facilities for which 
repts are unavailable 

FELTON. J H DiviRion of Rules and Records 83/07/06 C ONNC^. I 
Affiliation Unknown Ip 21004 271 24X Fiche 50-000.03/07/06. 

8310310031 


0310130100 Forwards list of specific exhibits requested on G30B12 to bn 
used in GPU vs DS)W lawsuit revieui 

RUSSELL. WT Division of Licensing 83/00/16 LLOYD. R D 
Debevoise 6 Liberman LLOYD. R D General Public Utilities - CPU 
Service Corp 2pp 20777 071 24X Fiche 50-209. G3/0Q/16, 

0310130100 


0310170014 Forwards revised listing of siibj area contents for GPU vs 
D!«H lawsuit review, per B30727 1< 0005 6 12 Itrs 

RUSSELL. M T GPU/Dt<N Lawsuit Review Team 83/00/10 MDRISSEAU, D 
PICKETT. D . HAASS, U NRC - No Detailed Affiliation Given 14pp 
20013 205 24X Fiche 50-289. 83/00/ 10. 03 10170014 


6310130114 Agrees to provide Nf(( w/access bn computer ized record of 
GPU vs DBiW trial record 6 deposition transcripts to check 
completeness of NRC independent review of trial doruments 
ARNOLD. R <.' General Public Utilities - GPU Service Corp nJ/07/08 

oeNTQN. H fl Office of Nuclear Reactor Regulation. Director Ip 

20777 073 24X Fjche 50-287.03/07/00.0310130114 


6310170747 Identifies GPU vs 8S.N lawsuit documents not held hg NRC fi< 
recommends no further action to obtain documents 
CAPRA. R A 0F>U/Dt.l4 Lawsuit Review Team B3/0B/2? RUSS ELI , IT T 
OPU/OSiU Lawsuit Review Team 34pp 20796 318 24X 

Fiche 50-2D9. G3/0B/29. 831 01 70747 


8310130342 lilontifios NRP div responaib 1 1 i ti es for reviewing ttocuntenis 
re GPU/DtiU law<>uit.per Commission 030628 directivs Review 
due bg 830901 Uvcrview of general scope objectives of 
lawsuit review task end 

eiSENHUT.D G Division of Licensing 03/07/00 NATTbON, R J 
Division of Systems Integration (post 011005) TII0MP5DN.NL 
Division of Human Factors Safety VOLIMER. R H Division of 
Engineering 52pp 20760 280 24X Fiche 50-289.83/07/08. 

8310130342 


9310120058 Requests individual to manage control acress to haril 
copies of documents for GPU vs 8T<W lawsuit review 
RUSSELL. N T NRC - No Detailed Affiliation Given 83/07/22 
BESAW.W J Division of Technical Information Document Control 
2pp 20749 35P 24X Fiche 50-287.03/07/22.8310120050 


03] 0130175 Forwards summary of 830/21 moeting re GPU vs D!(N lawsuit 
do-cuments Comments on meotlnq summary welcomed 
RAWSON.R j NRC - No Detailed Affiliation Given 03/07/26 
WARTZ.M E Davis. Polk t VJavdwell Ip 20777 171 24X 

riche 50-289.03/07/26.0310130175 


031O17OOS2 Advises of receipt of legible lawsuit documents 

requested of PLW in NRC 830016 Itr Documents received 
I Isted 

CAPRA. R A 0PU/U6W Lawsuit Review Team 83/09/00 NRC - No 
Detailed Affiliation Given Ip 20770 357 24X 

Fiche 50-209,03/09/08,8310170022 


9310170032 Requests assistance in arranging resources for production 8# 
publication o-f NRC evaluation of GPU vs Qf<N lawsuit review 
& impact on TMl-1 restart <NURF0-IO20) 

RUSSELL. W T GPU/DtW Lawsuit Review Team 83/09/00 DE9AW. W U 

Division of Technical Information 4c Document Control 3pp 

20798 334 24X Fir he 50-289.03/09/08.0310170032 


8310170001 Forwards 83090B memo requesting support for NRC repl nn 
GPU V5 ChW lawsuit review Arrangements should be mode to 
accommodate requested schedule 

3TEELE.N L Division of Technical Information & Document Control 
03/09/09 HCVLAGH. H 0 Division of lechiiical Information it Document 
Control JOHANSEN. J Cress Dranch Ip 20014 048 24X 

Fiche 50-209.83/09/09.0310170001 


— 0310130186 Summary of B30/S1 mooting w/Davi Si Pol k & Hat dell In New 
York, NY re info relevant to NRC review of GPU vs U(<M lawsuit 
record or to ro.ictor safety in genera) 

RUSSELL, W 1 NKC - No Detailed Affiliation Given 03/0//26 
EISENMUl.D G Division of Licensing 3pp 2077/ 172 24X 

Ficho 50-289.83/07/26.8310130175 


—8310170002 Requests assistance in arranging resources for production 
8c publication of NRC evaluation of GPU vs UhH lawsuit 
review $t Impact on restart of THI-l (NUHbO-1020) Flow chai t 
w/projectod milestones end 

RUSSELL. M T OPU/D&H Eawsult Review Team 03/09/08 DB8AH» W J 

Division of Technical Information h Document Conlro) 3pp 

20014 049 24 X Flche 50-289. 83/09/09. 03 10170001 


G31OL7O043 Summed y of 030721 meatlnq w/D&W counsel re levicw of GM) vs 
BtU lawsuit record h general reactor safety Operator 
reliance responsibi 1 i ty for procedure writing identified 
as passible generic safety issue 

ROSSCLL, IT T GPO/S&H Lawsuit Review Toam 83/07/26 EISENHUl.D O 
Division of Licensing 3pp 20812 iSb 24X Fiche 00-207, 03/0 //26, 
33SO170D43 


B31020D032 Responds to FOIA request for correspondence between Chnltman 
Palladino h DOJ ru investigation off alleged fal si f lea tl on of 
RCS leak rate tests Forwards App A ctoci'ments Portiiins of 
requested documents withheld (ref FOIA Exemption 7) 

FELTON. J M Divioion of Rules and Records 83/09/15 VaiGT.II M 
LeDoeuf. Lamb. Lelby 6 MacRae ?pp 20044 236 24X 

Fiche 50-209.83/09/13.0310200032 


8310140291 
Hatching 
Draft in 
E ISENHUT 
D i vision 
Division 
Sal eguar 
2AX Fitb 


Fortiiards final installmpnt of review packages & updates 
GPU vs D6W lawsuit documents w/responslb 1 e divs 
put to rept requested within 30 days W/o encls 
.D G Division of Lironsing 83/08/02 MAT! SDN, R J 
of Systems Integration (post GllOOS) THOMPBnN, H L 
of Human Factors Safety TAYLOR, J M Division of OA 
ds & Inspection Proqrams (Post 830103) 2pp 20794 108 
e 50-289. 03/08/02, 8310140291 


1 ist 


8310140292 Comments on Operating llpactors Assessment Branch 
r espons 1 h i J 1 tl cs 8/ parti c i pat mn in GPU vs D^W lawsuit 
review Table for disposition of operating experience 
1 s sues eiu 1 

MJRAQLIA.F Assistant Director for bafetg Assessment 03/(10/05 
RUSSELL. W T GF8/B6W Lawsuit Review fram bpp ,'0794 JOO .^4X 
Fiche 50-289, 83/08/0*^^. 8310140292 


— B3I0200D3B Ack receipt of 030517 Itr re DOJ investigation Into 
allegations re possible criminal wrongdoing Separate NRC 
investigation will be initiated 

PALLADINO, NJ Commissioners 03/05/27 JEN&DN. D L -Justice. 
Dept of Ip 20044 240 24X Fiche 50-209,83/09/15.8310200032 


— 0310200044 Requests that DOJ invest igati on on allegations re 
fals 1 f ica t ion off RCS leak rate tests be completed by 830515 
Response within 2 wks requested Info partially delated 
PALLADINO. N J Commissioners 83/04/11 SMITH. H F Justice, 
Dept of 2pp 20B44 241 24X Fiche 50-209. 03/09/15. 83 J 0200032 


— 0310200040 Responds to 030411 Itr re TMI-I restart 6 DOJ investigation 
into allegations re mgt competence Investigation being 
pursued diligently but will not be completed by requested 
date Info partially deleted 

JENBON. D L Justice. Dept of 83/05/17 PALLADINO. N J 
Commissioners 4pp 20844 243 24X Fiche 50-289.03/09/15, 

8310200032 
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8310170010 Forwards draft NURE(?-t020. "GPV vs DI<W Lawsuit Revieui 
Effect on TMI-1 “ Draft does not include Chapter 10 re mg I 
c ompetence/ intcgri ty Comments or concUrreiico r«(ioe&ted 
N/o enc ) 

RUSSELL^W T OPO/D«(UI Lauiaui t Revjeui Team 03/07/19 ElSC^'KUl^ JJ Q 
Division of Licensing MATTStlNfi R J Division of Systems 1 n tc'qra ti nii 
(post DIJOOD) THOMPSON* H L Division of Human Factors Safottj 
2pp 20798 358 24X Fiche 50-289*83/09/19*0310170018 


8310280169 Appeals partial denial of FOtA roquesi for cor respondcnc c 
Detueen Chairman Palladino & UOJ re 1 rives t i pation of alleged 
fal si fi cation of RC5 leak rate bests 

VOIGT. H H LeDaeuF. Lamb. Leiby & flacHae 83/09/J9 CHILK. S J 

Office of the Secretary of the Commission 3pp ?0V65 055 ;MX 

riche 50-289.03/09/19.03102001^9 


0310310097 Responds to FQIA request that Ifi SECVs be placed in HDR 
Faruards App A documents SECV-'B2“4fi6 withheld Jref FDIA 
Exemption 51 

FELTON* J M Division of Rules and Records 83/09/ IV SHDLLT* fa C 
Union of Concerned Scientists 3pp 21000 146 24X 

Fiche 50-320*03/09/19.0310310097 


— 8204070171 Advises of current status of studies assessing poientml 
technical* rcaulatory t. sac laecoiiomlc impacts of proposed 
alternatives for accident water disppslttan 

* Office of the Executive Iilrectar for Operations SECV-U2-12J 
82/03/18 I3pp 21000 149 24 X Fiche 50-320. 83/09/19. 0310:11 009 / 


0310170025 Forwards final drjft Chapter 10 to NUREG-1020 entitled 
"Mgt Competence/lnt egrl ty Changes, comments or concurrence 
requested bg 830922 W/o end. 

EI8ENHUT. D 0 Division of Licensing 03/09/20 NATTSON.ttJ 
Division of Systems Integration Ipost 0110051 7HUMPB8N.M L 
Division of Huffian Factors Safety TAVLOR* J H DIvliiion of 8A. 
Safeguards t« inspection Frogtams iPosfc 830103} 2pp 207911 nji3 
24X Fiche 50-299.83/09/20.0310170025 


8310110556 Forwards narked-up copy of drrtft RURE0-1O20. "CFU vs D$eM 
Lawsuit ttevieu S« Effects on TMl-1 " Vt/o end 
TNOHPSDN.HL Division of Human Factors Safety Q3/09/22 

EISENHUT. D 0 Division of Licensing Jp 20777 ?99 J4X 

Fiche 50-289.03/09/22*8310110556 


8310110630 Forwards comments on NUREO-1020 re CPU vs fftW lawsuit- tevlew 
& effects on THI-1 Errors in App B should be corrected to 
reflect findings concerning relevance % materiality of 
lawsuit documents 

KATTSON.R J Division of Systems Integratlan (post Q110051 
03/09/32 EISENHUT* DO Division of Licensing DpP 20714 2/8 
24X Fiche 30-209.03/09/23,0310110630 


8310120057 Forwards IE/f?eglon 1 cammants re Subj Area 5 of MURC0-JO20 
"GPU vs B&H Lawsuit Review & Effect on TMI-l. " constituting 
concurrence u/NUREO 

TAVLOR. UM Division of QA. Safeguards & Inspection Programe (Po*it 
800103) 83/09/23 EJSENHUT.D Q Division of Licensing Ip 

20749 354 24X Fiche 50-209.83/09/23.8310120057 


8310130130 Faruards Rfv 4 to Procedure I35Q7-2-LOI -lOOi "‘Design 
Criteria Documents." containing changes committed to m 
030525 Itr u/eiceptipn that Bechtel nuclear flA manual will 
still be referenced 

KANOA* B K GanBral Public Utilities - OPU Service Carp 03/09/23 
SNYDER, fl U TMI Pragram Office Ip 20726 351 24X 

Fiche 50-320,83/09/23,8310130130 


— 6310130141 Rev 4 to Procedure 13507-2-1 Dl-lOO* "Design Critet to 
Documents " 

* General Public Utilities - GPU Service Corp 83/00/11 faBpp 
20726 352 24X Fiche 50-320. 03/09/23, 03101 30130 


8310130155 Discusses review of addl OPU vs RSeW lawsuit documBntc Np 
C hanges to original SER necessary 

rtATTSDN.R J Divislan of Safety Technology 03/09/23 
EI8ENH0T.D 0 Division of Licensing 2pp 20777 17B ?4X 

Fiche 50-289,03/09/23.8310130155 


83 1 0120054 Concurs in draft NUnEG-1020 "GPU vs DitU Lawsuit Review tc 
Effect on TMI-I, " 

VOLLMER.R H Division of Engineering 03/09/26 RUSSELL. H 1 NIH 

- No Detailed Affiliation Given ip 20749 355 24X 

Fiche 50-209, 83/09/26* 83 1 oi 3005 4 


8310120051 Advites that comments re NURtG-1020 ”GFU vs Dt«W Lawsuit 
Review 1, Effect pn TMI-l, " were faxed to R Oapra on 
030920 

JORDAN. G I Division of Emergency Preparedness tf Enpineerinq 
Responit (Poit 830103) 03/09/27 EI8GNHUT.D0 Division of 

Licensing ip 30715 327. 24X Fiche 50-289,03/09/27.0310120051 


0310110531 Requecits <jddl info oit pular ci ^ne i ef ut b i ^hmpnt Util shoiild 
perform review of polar crane mods t,'etinq prior to 
routine op era 1 1 an.i ) use 

BARRETT, I H TMJ Program Office 03/09/20 KANGA, (t K Grnci.-jl 
Public Utilities - GPU Seivicc Cnrp lip 20/04 340 .MX 
Fiche 50-330, 03/09/28, 93101 10031 


0310120060 Forwards NUREG-10/0 "GPU vs U?<W lawsuit 8. Lffcct on IMI | ' 
Distribution of Category 10 section "Hgt Competence/ 

Integrity" should be limited pending fJfc of Inves ti gat i oris 
completion of investigation 

DfRCKS, W J Office of tho Eiocutivo UiiectDr for Upci at lans 
03/09/28 PALLADINO, N J Commissioners 2p 20/15 362 24X 

Fiche 50-209* 03/09/28*8310120060 


0310030500 Faruards safety evaluation foi first pass detensioiung t, 
removal of up to Five studs in reactor vessel First p.iss 
d etensl oning can be accomplished w/o undue risk to publU 
Fee for evaluation of safety issue to be provided 

KANGA, D K General Public Utilities - CPU Service Cot p 03/0^/ti'f 
SNYDER, B J TMI Program Office 3pp 20601 197 24X 

Fiche 50-320* 03/09/29*8310030500 


0310130005 Furwards for review tt approval* SfaF< re engelng c aiTtai nmint 
bldg decontamirtati on ^ dose reduction activities Evaluetioii 
addresses in-conta i nment deconiaminat ior, t< dose reduction 
activities foT Temainder of 19Q3 all of 1904 

HAMOA. D K General Public Utilities - CPU Service Coi p U')/07/j'^ 
SNYDER. B J TMJ Program Office 2lpp 20723 214 P4X 
Fiche 50-320.03/09/29,0310130000 


B310050053 Recovery Operations Plan Chatiyc Request .^P* submi btf'd in 
conjunction w/lech Spec Change Request 43 

KANGA. B K General Public Utilities - GPU Service Corp 03/07/ iO 
BARflETT.L H TMI Program Office 7pp 3062Q 310 PAX 
Fiche 50-320, 03/09/30. 0310050055 


”•0310050061 PToposed Tech Specs 4 1.4 3 1 4 7 re recoveiy opeiavioii. 
plan 

• General Public Utilities - GPU Service Corp 03/07/30 I'dpp 
20620 317 24X Fiche 50-320,03/09/30*0310050055 


B3101300Q2 Requests extension until funding for 1904 established to 
allow time to prejjare apprapriate plan X* schedule for ALARA 
ciceptian to Tech Spec surve* 1 1 lance Delay due to uncertainty 
of funding project in 1984 

KANOA.O K General Public Utilities - C-PU Service Corp □3/0'/, dU 
SNVDEH. D J TMI Program Office 2pp 20725 061 P4X 
Fiche 50-320. 03/09/30* 0310130002 


8310130000 Forwards application for amend to License DPR -/O* c unsi st ir<g 
of Tech Specs Change Request 43*deleting sys no longer 
necessary for present/future plant conditions & refs to 
occupational exposure considei ati ons 

ARNOLD, fl C Orncral Public Utilities - GPU Service Corp Q3/07/JO 
SNYDER, D J TMI Program Office ip 20/26 177 24X 

Fiche 50 320.03/09/30,8310130080 


— 8310130093 App 1 1 c at 1 on for amind to License DPB-73* cons is t ing ofluh 
Spec Change Req^iest 43* deleting sys no longer necessary for 
presenti/f uture plant conditions t. refs to occupational 
eepoGure conn 1 d ora tlons 

» General Public Utilities - GPU Seivico Corp 03/07/30 i*n> 
20726 170 24 X Fiche 50-320*03/09/30*0310130080 


— 0310130099 Proposed Tech Spec re deletion of sys no longer tiecessnry 
for present/ Future plant conditions U rev to recovery 
operations plan deleting refs to occupational exposure 
» General Public Utilities - GPU Service Corp 03/07/30 27pp 
20726 180 24 X Fiche 50-320* 03/09/30. 0310130000 


6310190245 Advises that Generic Ltr 01 '38* "Storaqe of Lou Level 
Raduastes at Power Plant Reactor Sites," applicable to 
facility F/esporise due within 30 days advising how uti) rneet^ 
guidance in generic ltr 

BARRETT.L H TNI Program Office 83/09/J0 KANGA. D li General 
Public Utilities - GPU Servict Carp Z'pp 20030 085 .'4X 

Fiche 50-320, 03/07/30. 8310190245 


0310)30064 Forwards fee for first pass stud detensloning SLR. pel 8209,-^^ 
Ltr Detex minati on of fee based on single safety Issue 
KANOA. 8 K General Public Utilities - GPU Service Corp 0*1/10/01 
SNYDER, B J TMI Program Office Ip 20726 293 24X 

Fiche 50-320.03/10/04.8310130064 


031O1BDO46 Forwards Info on callbr of Dillon load cells fa/N 443 h I iOl i 
to be used in polar crane load test, pei 030920 discussim* 

Load cell data accurate 

POINDEXTER.T C TMf Program Office 03/10/04 MORRIS, A L 
Lancaster, PA 4pp 20825 02ff 24X Fiche 50-320,83/10/04. 
6310180046 
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■310140025 rie^igits as chairman of Advi^oiiy Hand Por Dcr rtntami nnt ion uF 
TMI'-IS! Fflcilltg should b» clnsrd Hubiic de' prves Fastor 
1 1 ran.u p 

MIMJICH. J E Advisory Council for Decontamination of TMI Unit ? 
e-J/J0^05 PALIADINO. FJ J C omm i c j onor * Ip 20/&B 077 rJdv 
Fich* 30-J3O. e:j/ 10/05. B310M0a..*5 


SjlDt704>'?5 Staff requirements memo re D31006 briefing on results oF 
CPU vs BiiH trial matl h. other unrontested matters re lMI-1 
res-tart Cnm/ni ssl on made no requests f< tt‘o1< no action 
Cl+ILK-S J Ufflce of the Societary of the Commission 03/10/06 

Office of the Secretary of tho Commission ip 30/90 1 5Q t'^X 
F I Che 50-aaV, D3/10/06i 8310170695 


93(0130400 Staff roqulrements memo re 830916 periodic meeting in 
U a $ h 1 ng- ton. DC w/Advlsory Hanoi on decontamination of (Ml— 3 
CHILK.S J Office of the Secretary of the Commission 83/10/07 
OlFlCKSi H J Office of the fcxecutive Director for Upei otion* 
rCHJCHARD. J J Office of Public Affairs FRALEY* R F ACR3 - 

Advisory Committep on Reactor' Safeguai’ds 2pp 20769 348 34K 

Ficht 50-320. Sa/lO/O?* 8310I3040D 


S3l 0180092 Aerlt receipt of 830915 request for info concerning open 
tssives re mgt intognty identified in 0J0519 * 0715 memos to 
Coe-nissiori NRC evaluation of open issues proceeding u/ 
erceptlon of GPU vs U&tJ lausuit record 

OtHCKSi W J Office of the Liecutive Director for Uperatione 
93/10/07 DIECKAKP.H General public Utilities - OPU Service Coi p 
Ip 20024 125 24X Fiche 50-289.03/10/07.8310100092 


* 93I-0190099 Requests NRC provide identification 1. evaluation of spiciFJt 
cancerns remaining oi developed as result of evaluation of 
gpen Issues Also requests all related recent insp repts 

basis for conrern in other .ireas 

DIECKAMH. H Seneral Public Utiliiier - OPU Service Carp 
B3/D9/15 DIRCKS.N J Office of the Executive nirecior for 
Oparationp 4pp 20824 120 24X riche 50-207,03/10/07. 

ea 1 0100093 


F5l'0l706-3'? Forwards Rev 3 to "SIR for Removal of TMl-2 Reactor Vessel 
Heatfp ’* per Tech Spec Chongo Request 41 

KANO A, 9 K General Public Utilitieo - GPU Service Corp 03/10/U 
S«rDER. 0 J TffI Program Office Ip 20790 139 24X 

Fiche 50-320.83/10/11.8310170637 


"6310170647 Rev 3 to "SER for Rrmoval of TMl-S Reactor Vessel Head " 
a General Public Utilities - GPU Borvice Corp 1 D737-2-G0/-10;> 
fi03 03/10/3! 130pp 20/90 140 ^4X Fiche 50-320.03/10/11. 

a3lD|70639 


□ 10180200 Submits partial response to request for info re polar crane 
T efurblshment -Na matl or design problems found Mods, testing 
\ refurbishment under careful scrutiny Supplemental info 
f or tlKComing 

K^NGAiB K General Public Utilities - GPU Service Corp 03/10/11 
eARFFETF.t H TMl Prodram Office 3pp 20009 043 P4X 
F I chff 50-330. CJ/iO/ 11. 8310100200 


831018034/ Comments on NUREO-1020 rc GPU vs D6W lausuit levieiu NRC did 
hot make reasonable technical judgments. leaving Issues that 
shoulrf have been resolved re mgt inteerity as issues 
p 0 1 eriii al ly invalvinq integrity 

GieCKAHP.H Denaral Public Utilities - GPU Service Car p U3/10/14 
PALLADINO. N J I ASSeUSTlNE. J W . DERNIHAL.F Commissioners Obpp 
20804 301 24X Fiche 50-209.03/10/14.0,310180347 


81102S{>L72 Responds to appeal re partial denial of I OIA request for 
Correspondence between Chairman Pallndino & DOJ re 
investigation of alleged falsification of RCS leak rate 
ttst 4 Info partially withheld (ref F01A Cxcmplian 3) 

CiitLHp S J Office of the Secretary ef the Commission 03/10/14 
VOIGT. HH LeQoeuf. Lamb. Leiby ^ hacRae 2pp 20965057 24X 

Fiche 50-209.83/10/14.0310280172 


—6310230179 Comments on questions raised in 830517 Itr to Chairman 
Palladino re communication between agencies DOJ should 
coeunit to completion date for investigation Supporting 
doc uirentat i on end 

CilttHINOS.J J Office of Inspector & Auditor 83/05/31 
JEWSEN. D L vlustice. Dept of 4pp 20965 064 24X 
riche SO-320, 03/10/14. 83J02f(0172 


□I10<340356 Advises that Rev 2 to QA plan acceptable for imp 1 ementati on. 
subj to completion of enumerated Items 

SHVDER.Q J TMI Program Office 03/10/17 KANGA, D K General 
Public Utilities - OPU Service Corp Hpp 20907 35/ I'4X 
F 1 HE h le 50-320. 03/ 1 0/ 1 7 . 83 1 024 0256 


8310310213 Responds to 930914 Itr requesting NRC to stop lift of 
reactor vessel head Once polar crane qua 1 1 fled, rear tor 
vessel head lift would not occur until util safety 
evaluation reviewed 6 approved by NRC FR notice end 
DENTON. H R Office of Nuclear Reacto-r Regulation. Director 
83/10/19 LEWIS. M I Afflliatinn Untnuwii Ip 20965 299 P4X 
Fiche 50-320. 83/ 1 0 / 1 9. 83 103 I OP i 3 


— 3310310214 Notice of receipt of ML Lewis request for action under 
10CFR2 P06 to btcfp lifting of rea'Cfcur vessel head 
DENTON. H W Office of Nuclear Reactor Regulation. Director 
83/10/19 2pp 20965 300 24X Fiche 50-320.03/10/19,9310310213 


0310260102 Updates status of Items 2 3 in util 831011 Itr ro polar 

crane refurbishment ECMs approved & available for insp Test 
working group approval of polar crane no-load test formally 
documented 

KANGA. Q K General Public Util i ties - GPU Service Corp 03/10/25 
BARRETT. L H TMI Program Office Ip 20935 204 24X 

Fiche 50-320. 83/10/25. G3I02B0102 


Q Inspection reports. IE Bulletins & c ai r espondence 


B31020021B Forwards IE Insp Repts 50-209/63-18 Ic 50-320/83-10 on 
830622-24 (< 0711-20 t* notice of violation 

MARTIN, T T Region 1. Office of Director 83/09/14 KANGA. D K 
General Public Utilities - GPU Service Corp 2pp 20B30 123 24 X 

Fiche 50-289. 83/09/ 14.8310200218 


“83102002/0 IE Insp Repts 50-PQ9/83-18 I, 50-320/03-10 on 030622-24 
0711-20 None omp ] 1 anc e noted failure to perform quarterly 
fire brigade training 

PADLINO, R . PLISCQ. L , ANDERSON, C J Region 1. Office of Directoi 
03/09/06 19pp 20030 126 24 X Fiche 50-209.03/09/14. 

0310200210 


8308300340 IE Info Notice 03-61. ^'Alleged Use of Stand-Ins foi Welder 
Qua 1 1 f icati on Tests " Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/09/26 Consolidated Edison Lp of New 

York. Inc il7pp 20754 022 24X Fiche 50-000.03/09/26.83 0 0300340 


8300300342 lE Info Notice 83-62. “Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Ah 
Intakes “ Qvc list enc 1 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/09/26 Consolidated Edison Co of New 

York. Inc 116pp 20777 210 24X Flcho 50-000.03/09/26.0300300342 


8300300345 IE Info Notice 80-63, "Potential Failures of Westlnghousc 
Type 8A-1 Oi f f eron tial Relays ’’ Sve List end 
JORDAN. E L Oivioion of Emergency Preparedness & rngineering 
Response (Post 030103) 03/09/26 Consolidated Edison Co of New 

York. Inc llDpp 2077B 001 24X Fiche 50-000.03/09/36.030030034 5 


8310140132 Forwards IE Insp Repl 50-320/03-12 on 830009-0905 & notice 
of violotion 

5TARDSTECKI. R Divislan of Project t. Resident Programs Q3/09/87 
KANGA. 0 K General Public Utilities - GPU Service Coi p Dp p 
20763 001 24X Fiche 50-320.83/09/37.8310140132 


--8310140134 Notice of violation from insp on 83D0O9-O9DS 

« Region I. Office of Director 0J/O9/27 Ip 20763 003 24X 

Fiche 50-320,03/09/27.8310140132 


— B3I0140170 IE Insp Rep t 5O-a2O'/03- 1 2 on 0JOBO9-O9O5 Noncomp I i ance 
noted failure to- provide indoctrination training program 
for persocinel performing saf ety -rc loted activities It failure 
to mointain implement procedures por Tech Spec 6 0 1 
WIEIIE. J . OARRiK . MDSLAK. T Ruffian K Office of Director 
83/09/27 lOpp 20763 004 24 X FI (he 50-320.03/09/27.0310140132 


8300300349 lE Info Notice 03-64, "Lead Shielding Attached to 
Bafety-ReUted Bys- W/a lOCFRSO 39 Evaluation " Sve list 
enc I 

JORDAN. E L Division of Emergency Preparedness b Engineerinp 
Response (Post 630103) 03/09/29 Consolidated Edison Co of New 

York. Inc lISpp 20716 324 24X Firhe 50-000,03/09/29.8300300347 


0308300378 IE Info Notice 83-69. '"Surveillance of Flow In RTD Bypass 
Loops Used In Westinghouse Plants '* Bve list end 
JORDAN.E I Division of Emergency Preparedness Ic Fnqlnecring 
Response (Post 030103)' 93/10/07 Consolidated Edison Ct> of New 

York. Inc 76pp 20827 213 24 X Fiche 50-000,03/10/07.8308300370 


B308300752 IE Info Notice 03-66. "Fatality at Argentine Critical 
Facility " Bve list enc 1 

JORDAN. E t Divioion of Emergency Pxpparedness 6 Engineering 
Response (Post 030I03I 03/10/07 Consolidated Edison Co of New 

York, I nr 79pp 20082 026 24 X Ficliu 30-000,03/10/07,8300300752 
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DOCKETED ITEMS 


831O14002C] Fariudid^ Ofc of Inves 1 1 gafci Dnsi rept* "THI fJutJ«ar Geiipi at i fiii 
Unit 3 Allpgatiorib re Saf ety-Rie 1 a ted ^uds#OA Procedures 
Use of Polar Cr.ant» Prcmpt attention should he gjveti to 
ng t controls over Uechtel cleanup activities iti/a «iiC 1 
PALLAOtND, fJ J Camrtii asionera 03/10/07 K0HM5. W General Public 

Utilities ” GPU Service Corp 3fip 207£i7 347 24 X 

Pic he SO-D^O- 63/ 10/07. 031014 0026 


6310200454 Commenta on results of 1«1"2 investigation on allegert 
procedural Sr managerial lasues Rept ccriprehens 1 ve)y 
ad'dreases technical issues Commissiun should conduct special 
team insp to provide overall assessment of OA progracn 
GALLAGHER, E J Office af Policy Evaluations B3/J0/O7 JIAVCS. II R 
Office of Investigation Ip 20D57 341 a4X Fiche 50 '320, 63/ 10/0/. 
6310200454 


0306300759 IE Infp Notice B3-67, ••Enjerqency Use Respirator Ma 1 1 Defect 
Causes Production of Noiious Gases ’* 6vc list encl 
JORDAN, E L Division of Emergency Preparedness 8f Engineering 
Response (Poafc e 30103 > 63/10/11 Consolidated Edison Co of New 

Vort, Int ll7pp 21043 075 24X Fiche 50 '- 000 , 03/10/ 1 I, 0303 ^ 0075 '/ 


03OD3OO761 IE info Notice 63-66, “Kespirator User i/arning Defective 
Self-Contained Oreathing Apparatus Air Cylinders " Svc list 
enc J 

JORDAN, E L Diviflion of Emergency Preparedness h Lngineermq 
Response (Past 030103) 63/10/11 Cunsa 1 i dated Edison Co of Neiv 

Vorl. Inc iSOpp 20627 127 J4X Fiche 50-000,03/10/11.0306300761 


8310310161 Ack receipt of 030902 G 09 Itrs informing IIRC of steps taken 
tu correct violations noted In IL Insp Repl 50-320/0306 
Responsible technical revieuer process implemented 631010 
Independent revteu of administrative controls 

STAflOSTCCKI . H Division of Project C< Resident Programs OJ/ 10/35 
KANGA, D K General Public Utilities “ -C-PU Service Corp 2pp 
20959 050 24X Tithe 50- 320, 63/10/25. 0J103i0l6i 


>'~631 03 10164 Responds to NffC 630603 1 tr ie violations noted iir It 
Rept 50-320/83-06 Corrective actions admini s trat i ve 
procedures modified so only one temporary change notice mag 
be effective cn any given procedure 

KANOAi 3 K General Public Utilities - GPU Service Corp 03/07/02 
hURLEV, T E Region I, Office of Director 4pp 20959 052 247 

Fiche 50-320, 03/10/25, 8310310161 


R Periodic operating reports & related con espond ence 


8310050146 Foruards TMl Program Dfc lueekly status rept for uik of 
830820-0902 

BARRETT, L H 7f1I Program Office 03/09/02 DENTUN. H Ft Office of 
Nuclear Reactoi Regulation, OIroctoi SNVDTR, D J 1M1 F'roqr-,n, 
Office lOp 2(3639 338 24XFlthc 50-320.03/09/02,0310050146 


931006(3181 Forwards TM| Program Uft weekly status rept for wk of 
630903-10 

BARRETT.L H THI Program Office B3/09/I2 0EN1UN. H H Office nP 
Nuclear Reactor fteguJatioA* Director 5NVDBR, 6 J IMJ F^rogj am 
Office 7pp 20660 314 24 X Flthf 50-320. 83/07/ J P, DJlOOAOlFil 


8310060164 Forwards FMf Program Ofc ueeklii status rept fur wk nf 
030911-17 

BARRETT’, L Jf TNI Program Office 03/09/19 DENTON, H R Office of 
Nuclear Reacto) Ifegulation, Dnoctoi GNTOER. D J 1M| Trogiam 
Office 12p 20660 333 24X Fiche 50-320.83/09/19,0310060164 


8310050326 FoTwards TNI Progiam Ofc weekly status rept for wk a f 
830916-24 

BARRETT.L H TNI Program Offite 83/09/26 DEN10N,HH Office of 
Nuclear Reactor Regulation. Director SNYDER, D J 7HI Program 
Office llpp 20639 34B 24 X FichP 50-320, 03/09/26. 931 00 '1031*6 


B31D1SQJ22 Forwards TMI Program Oft weekly status rept for wk of 
630935-1001 

BARRETT, L H TN! Program Office 03/10/03 DEMTUN*H FI Office of 
Nuclear Fieactor Regulation, Director SNYDER, D J TMJ F^roqrom 
(Office 12pp 2082 7 096 24Xrich« ’>0-320, 03/ 10/03, 0310 10012P 


0310120125 Forwards “TNI Aquatic Study. Na nth Jy Rept for Aup iVB J " 
RESSLER.g C General Public Utilities - GPU Service Corp *3/10/0/ 
HICKEVrC NRC - Wo Detailed Affiliation Given Ip 20696 J26 
24X Fiche 50-209,83/10/07.0310120120 


—8310120126 ”THJ Aquatic Study, Month 1 y Flept for Aug 190J “ 

NARDACClrO A I c h th y t> I ag 1 col Associates, Jnc ■0J/OD/31 I3pp 

20696 127 24X Ftche 30-209, 03/ 10/07. 0310120125 


6310180007 forwards TMI Program ufe weekly status rept for wk of 
831002-00 

BARRETT, L H TMI Program dffite 63/10/10 BENION.H R Uffitc of 
Nuclear FJeactor Regulation, Dlrettor SNYDER, D J TMI Progron. 
Office 9pp 20GP5 079 24X Flchc 50-320.03/10/10,0310100007 


S Reportable octunences IJ Us 6 iel,iteil cm r eapondmet 


0310190060 LE.R 03-039 /OlL-0 un 0JO02O, sever,* 1 hourly fnc uatchrs 
determined not performed during rep lac r ment of deteriorated 
fire hairier seds Caused by personnel error PeraonneJ 
counseled T, roviiiq fire watch established W/830917 1 t» 

ONAPLFN, S . KANf A, B K Genera) f'uhlic Utilities - GF*U Service toip 

83/09/19 MURUfy, r E Rpyini* 1. Office of Director Jpp 

20022 331 24X Fit he 50-320, □ 1/09/ 1 9. QJ 1 01 90060 


8310190075 LER 03~O4O/O1L-O nn BJOHIO, a tanii by pressure rontrul 
surge tank J eve* 1 transmitter SF'C-LT-JA f,i])cd low <au»rd by 
loose terminal h 1 uC k resistor New resiLtoi terminal blocits 
uiM be installed h procedure wi)l be rhanqed W/0Jf>9lV Iti 
GOULD. T I . KANOA, D K General F’ublxc Utilities - G)‘U Service t or p 
03/07/19 MURLEY.l C- Replon 1, Uffice of Directoi J)>p 
20022 279 24/ Fiche 50-320. 01/09/ I 9. 031 01 90075 


0310200095 LEfi Q3-O30/OIL-0 on BJ0Bt9. hourly firewatr-h not m pJfeci 
for penetration fiic seal 4 -065 -BO in au* iJlary bldg Beal 
n-onfunc 1 1 one 1 pending replacement Caused by inaccuiatp 
c a mmun 1 cat 1 n n s T iri’ watch reestablished 1//03O921 1 tr 
GOULD, T I . KANGA.U K Generul F'ublic Utilities - CF’U Service Coi p 

03/09/21 MUftLCY, T E Region I. Office of Director 3pp 

20017 OOt 24/ Tithe 50-320,03/09/21,0310200095 


8310200155 LFTR 03'044/03L-0 nn H3O022. coricrpte bloc If acc identci 1 I y 
dropped nn transtermor for lighting panel LPF-4E & feid 
breaker Tor paiicl iPF-AE did not trip before feed breaker 
For panel PDP -,?F( tripped M/8J0V21 Itr 

CHAPLIN, 0 D . FtANGA* 0 K General Public Utilities - GPU Soivtic 
Corp 03/09/21 MURLEV, f E Region 1. Office of Direitur 4p|i 
20036 3I& 24X Tithe 30-320, 03/09/21 , 0J 1 0200 1 55 


0310190173 LER 0 vl- 043 / 03 L -0 on 030027,20 l> 0912 , air int,.ke tuimf*) H.tIpii 
sys partially disarmed Caused by interim protective arlinn 
during lightning lifcQfms Air iritake tuiinol structure luuveis 
installed M/ 03 OV 2'1 Itr 

GOULD. T L . KANGA. 0 K Oener.il J'ublic Utilities - (JPU Service Coip 

83/09/23 MUni FV. T E Region 1, Uffire of Director 4pp 

20821 090 24 X Fiche 50-320,03/09/23,0310190173 


8310250317 LEFI 03i-045/03L -0 on 03002/, r e.Ti t DT bldg pressure trotismlilei 
DS-PT-4JB0“2 found out of calibr Caused by instrument drift 
Transmitter reralibr 6 returned to svc W/B30923 Itr 

OOULD, T t , KANGA. U K General Public Utilities - GPU Service Corp 
03/09/23 MURLTV, T E Region 1, Office of Director 3pp 
20890 014 24X Tithe 50-320,03/07/23,0310250317 


0310190205 Updated l.ER 03-029/0 JX-l on 0JU717, standby pressure control 
pressure transfii 1 1 ter- SRC PT-lO failed low ?< declared 
inoperable Disconnected wire interrupted current loop, 
causing transmitter to fail low Wire cnnnrcted W/030926 iti 
GOULD, T L , KANGA, D K Gener.il Public Utilities - GF»U Service Coip 

03/09/26 ftURLTV, T E Fteqioii I, Office of Director 3pp 

20818 in 24X Fiche 50-320, 01/09/26, Dj10190205 


0310250629 LER 03 -046/OJL -0 tin OjOQSI k, 090 1 . 6 tand h y pitssurp col.trr.l 
surge tank level tronsmittci bPC-Ll-SA failed tow Lauccii hi| 
loose or brolcan conductor between level transmitter fr 
junction boi/loral indicator W/830930 1 tr 

GOULD. T L . /ANCA, D R Geiiorjl Public Utilities - (iPU Borvj c e Coip 

03/09/30 MUHLFY. T E Repion 1, Office of Director 4pp 

20900 209 ?4X Tithe 50-320,03/07/30,0110250629 


8310250434 L CH S3— 042/OlL-O un 03090 1 , d i r t over ed that only one pf two 
required isolation valves botwten RCb nnn-HCS grade water 
siources clo&ed on three occasions during Feed & blred 
op erati ons, c ontrar y to approved SfcR W/B31003 Itr 
CHAPLIN, S n , KANOA. 0 / Gpneial Public Utilities - GPU Seivi^i’ 
Corp 01/10/03 MURtEV,T fc Flog i on 1, Office of Di lector 4pr 
20 6 97 0 75 24X Fitho 50-320, OJ/IO/03, 0310250434 


031 02S0470 Updated LtP 03-036/OjX-l on 830000. boom of hydraulic truck 
crane struck A Grounded 230 kV bus 4 feed I me, resul t ing in 
loss of patuer from unit auxiliary transformer 2A Caused by 
personnel error W/031004 Iti 

COULD, T I , RANGA. 0 K Genor^.l Public Utilities - CPU Service Cnrp 
B3/10/04 MUflirV.T E Region 1, Office of Director 4pp 
20B97 09F1 24 X Fit he 50-320, 0J/ 1 0/04, 0310350470 


T FTearing trarscripls oi> non-ant i tru*it mitiers 


0310040117 franscript of B30V16 meeting w/Advisory Panel on 
Decontaminat ion of TI1T-2 in Wash 1 ng ton, DC Pp 1-65 
• Commissioners 03/09/16 69pp 20A34 252 24X 

Fiche 30-320,03/09/16,03100401 1/ 


B310170312 Iranscript of B10V2/ meeting in Mi dd 1 etawn. PA re reacioi 
bldg polfir crane Pp 1-72 Vieugiaphs eriC ] 

e NR( “ No Detailed Affiliation Given 03/09/27 L'lOpp 
20795 279 24 X Tithe 50-320.03/09/27,0310170312 


DOCKETED ITEMS 
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e3J0l*?0341 Transcript of B30^2/ public meeting in Mitld 1 otoiDO. f’A re 
reactor hide polar crane Pp 1-J7** Supporting documentation 
ercl 

• Commissionei 5 03/09/27 212pp ?0tl^2 306 VAY. 

FtthB 00-320,^3/09/27. 03101903^1 


--B31 0270023 IE Safeguards I nap Repts 50-321/83-26 h 50-366/03-23 on 
830926-30 No none om^P 1 lance noted Hajor areas inspected site 
or i en tation. r e vieciJ of secuiity plan ?« procedures & security 
organization Details ufithhcld <iof lorfR/3 ?i > 

HALL. B L . MCGUIRE* D R Rcfl i o»i 2. Office of Director 03/10/20 

Ip 20924 333 2'»X Fiche *V0-32l , 83/ J 0/20* 83103/0012 


0310200347 Transcript of Advisory Panel for Decontami nai i on of fMI V 
83O'730 public mooting in Harr i sburg * PA Pp 1-109 Supportinq 
<f Q c unten ta 1 1 un encl 

♦ Advisory Council for Dec ontamination of TMI On 1 1 2 01/09/20 

207pp 20 B 73 095 24X Flthe D0-320i Q3/O9/20, 03lOrJ003d7 


0310130372 Transcript of B31006 bi lefinq in Wash ington* liC re results 
of CPU it ntw tiia) matl Pp 1-^2 Supporting documentation 
enr 1 

♦ Commissioners 03/10/06 6Ipp 20/70 052 ?4X 

Fiche 50 - 209 , 0 : 1 / 10/061 BJ10J30J/2 


O Adjuditaloig con c sp nndeiiuc 


0310100364 Furuards info re util questioning of validity of notice of 
violation for violating 10CFH20- 301 Util requested official 
interpretation & claimed NftC transferred regulatory 
authority tn btdte of SC 

l-tEOE(?MANi J Refiional Operations & Enforcement Division 03/10/13 
□LMSTCAD, I* ftepulot i ons Division 32pp 20803 04^ 24X 

El Che 50-321.03/10/13, BSlOiaOJAl 


U Congress 1 Qiial/t lec ut ive Correspondence 


J insurance & indemnity information 


E3IO17O60A Responds to 330914 I tr expressing concern ro proposed 
release of raduiaslg uater containing Significant amounts of 
tritium into LiiRQUehanna Jliver Proposal for disposal of 
processed accident uatcr not yet rereivcd 

DlRCWSiH J Office of the Executive Director for Qpefations 
03/10/03 SAROANEB.P S Senate 4pp 20798 166 P4X 
Eiche 50-320* 03/10/03, 8310170606 


8310030301 forwards Endorsements □! t 02 to NEL 
Endor sentcrits 66 & 67 to HAH U policy HT -/R 
rrELDER.^ Marsh i, McLennan, lur 03/09/26 
Director for State & Licensee Rolations 5pp 
Fiche 50-321,83/09/26.8310030301 


A Policy Nr -215 8* 

SALT2MAN* J Assistant 
20591 OOB 24 X 


P Operating license stage documents ?< ccirrespondsnce 


0310170690 Expresses concern re pioposcii release of raduasto watoi 
eontalninq signlfirant amounts of tritium into Susquehanna 
River, citing potential imparl on Cheiapeate Day 

SARSANES, P 9 Snnate 03/09/14 PALLADINU. N J Commi ssi oiiei r, 
Ip 20798 J/0 24 X Tic he 50-320,03/10/03,0310170606 


9310070279 Applicatlan to amend License l<PR-57r chang mg Tech Specs to 
allou inrreased flexibility in care design for core 
reconstitution schedule for Nov 1983 replacement of damaged 
fuel 

HEAD. O F Oeorgio Power Co 113/09/2V 5TCL2,J F Dporatirg 
Reactors Branch 4 3pp 20657 002 e'4X Eiche 50-321,03/07/291 
83100702/9 


rOCFET 50-321 EDWIN I HATCH NU( I FAR PUAm , UNIT 1 
F Security, trtedicali emergenry h fire protection plans 


B3L0040351 Forwards technical support ctr S< emergency operotianr 
facility flooi plans, route maps to emergency response 
facilities 6 telephone llstmos Reiiuests update of info 
submittal of personnel access dacumontv 

DANCE, H C Division of Project !< Resident Programs 03/07/1,' 

KELLV,f* J Georgia Rawer Co 8 pp 20620 323 24X 

El Che 50-321, 03/07/12, 8310040351 


0310040356 Ac k receipt of 03O81P Ur informing NRC of steps token in 
correct violations noted in It Insp Repts 50-321/03-17 & 

&0-3*6/8:i "17 

LEWIS, R C Division of Project & Resident Programs 03/07/19 

t^ELLV.R vi Gcaiyia Power Co Jp 20625 304 24X 

E iHC h e 50-33 l^OJ/07/19,031 0040356 


— 0310040499 IE Insp Repts 50-321/03-17 & 50-366/03-17 on 830523 
rienc emp t iance nuied Failure to dispose of radwaste per 
lOCFRHO 301 

KAHLEjU Q Heqion 2, Office of Director DAHR, K P Division of 
Engineering Operational Progiamr, D3/06/20 /pp 20625 312 
H4X Fiche 50-32J . 03/09/19, ajl0040356 


83L017-0/41 Releaiifs public version of revised emei gency plwn 
I np loment 1 n<? precrdures 

FELTON, J M Division of Rules and Records 03/10/06 Documi’ni 
rtaragemenl Branch Ip 20797 272 a4X Fiche 50-321,03/10/06, 
B3101/0741 


— B310I70743 Forwards public version of revised emergency plan 
implecfiont J ng procedures, inc 1 ud i ng Priicodures HNP-0OJ4 le 
contaminated tool storage control 6 HNP-4861 re emrrgemy 
noti Ft c,i 1 1 on netuorV 

NIX, H C , SORRELL, E C Ocoigia Power Co 03/09/ 1 /♦ Dfflte of 

Nuclear Reactor Regulation, Director 4pp 3077/ 273 P4X 

Fichu 50-321,03/10/06, 03101/0741 


— 0310170746 Public version of revised emergency plan implementing 
p^rocodur esi includ ing Procedures IINP-8034 re contaminated 
tool storage 8 t control J< HNP-4061 re emergency noli f 1 cati nn 
n E t wo r k 

aREENE, 1 , RdGERB, W H , NIX,Jf C Oeorgia Power Go 03/09/14 
Stpp 20797 27/ 24X F'lfho 50-33J , 03/ 10/06, 83101 70741 


0310270012 PoTwaids l£ Safeguaids Insp Repts 
50- 366/03-28 on 030926-30 No noncomp 1 lance 
DAncCtH C Division of Project i< Resident 

KELLV.R J Georgia Power Co 2pp 20924 

Fiche 50 321 , 03/10/20, 83102/0(H2 


50-321/0 1-26 U 
noted 

Programs 03/10/20 
331 24X 


--0310070280 Proposed changes to Tech Spies re MAHLHGM curve design for 
core rer oust 1 tut I on 

e Georgia Potuoi Co 83/09/29 16j,p 20657 OOh 247 

Fiche 'iO-321, 83/09/29, 831 00/02 /V 


0310110442 li^forms that commitment to add high radiatjnn sign.il For 
purge & vent valve Isolaitlon meets requirements af 
NURE0-0 7J7, Item II £427, -'Primary Containment High 
Radiation to Close Vent ^ Purge Valves ” 

STOLZpJ F Operating Reactors Dranch 4 □3/09/29 BECKMAN, J T 

Georgia Flower €□ 3pp 20706 319 a4X Fiche 50-321.03/07/37, 
0310110442 


031OO7OS64 Forwards proprietary "Dr 
Suppression Pool icmp Response," 
Station Units 1 & 2 dupprossitm P 
I B30D25 mcotliiy viewgraphs Repts 
PFCPFERLCN, H C General Electric 
Operating Reactors Branch P 6 lp 
Fiche 50-000,83/07/30,8310070264 


Bsden 2/3 Nuclear Generating Plant 
-CJ Hutch Nuclear Power 
ool Temp Response'* 8f Hai * 
withheld <ref lOCFR? 790) 

Co 83/09/30 VASSALLO, D B 
p 21 .8 II 292 24 X 


031007030/ Roqufltts that 810226 lti re pioposed Tech Spec changes 
concerning scram discharge sys be superseded by 03(l?i9 
submlttAl 

GUClfAi L T Goorqia Power Co 83/10/0,1 laTOLZ, J F Operating 
Reactors Dranch 4 Ip 2065N 162 24X F’lcho 50-32li 03/10/03, 

831007028/ 


0310110126 Withdraws proposed amend to Tech ^pecs changing requirements 
for HP*C I ii RCIC syti to requirr operability at pressure 
greater than ibO psig,per 820405 lti 

GUeWA, L T Georgia Power Cci DJ/IO/OJ STOLZ.J F Operating 
Reactors Dranch 4 Ip 20666 298 24X Fiche 50-3?l, 03/10/03, 

83101 ID1,>6 


0310140341 Provides schedule For plant 
w/rcci rc u la t Ion piping insp required 
83-02, as discussed at B309J0 meeting 
piping planned for Unit 2 View-qraphs 
MIX. H C Georgia Power Cq 03/10/05 
Reactors Branch 4 l23pp 20761 345 
a31014024I 


outages & activities associated 
by IE Bulletins 02 >03 T, 
w/NRC Replacement of 
eric 1 

bTOLZ, J F Operating 
E4X Fiche 50 - 321 , 83 / 10/051 


0J1OI2026S Application for amend to Licenses DHR-57 U NFF-3 revising 
Tech Specs by traneferrinq radiological effluent lech Specs 
from App A to App H, per 70l2?^l submittal Marfced-up Tech 
Specs enr 1 

HEAD, 0 F Georgia Power Co 83/10/06 BtOLZ, J F Operating 
|< eat tors Branch 4 1 SSpp 2069Q 092 24X Fiche 50-321,83/10/06. 

8310i20c'M* 


0310310439 Flespoiids to 030907 request for mad to NRC 030701 order 
confirming util cummi tmen ta to implement certain pnst-TMl- 
f elated items act forth in NURE0-O737 to 01 tend camp It^ti on 
date for Item 11 R 3 to 031201 Request acceptable 
STDLZ.J r Opoiatiny Reactorc Uranrh 4 83/10/14 BECKHAM, J T 

Georgia l-'uwcr Co 2pp 24X I iche 50-321,83/10/14,0310310439 
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Order granting oxtruaion unfs l 931201 to ccmplpti. 
itetii 119 3 , "1*05 t-Acc J rftsnt Bamplln^ ” <. amml tmp t>ts on 
applicable NU(fliG-0737 renuirenjents from Generic 1 tr a?-05 
BfJC J 

EISGNMUTjD 0 Division of i.icen9im> 03/10/14 Georgia Pourr 
Co 5pp 3096S 1&4 Piche 50 yoi, 03/10/ 14, Q3103J O^D'? 


aai0S10570 AppHcatiofi for amrnd to Uic^nses DPR~57 I* NrE^** 
transferring ra il i a 1 og i c a I ofFJuent Tech Spec from App B to 

App A r rr 

OUCWJ.LT Georgia Power Co 03/10/17 STOLZ, J F Opei ating 
Reactors Branch A &pp 20946 390 24X Fithe 50-331-03/10/17, 

6310210270 


-0310210277 Proposed Tech Spec fcransf err i ng radiological effluent lerh 
Bpec From App B to App A 

* Georgia Power Co 03/10/17 1 2011 p 20846 296 24 X 

Fiche 30-321, B3/ 10/17, B3102J0270 


■0310210279 era Foi facilifci|.s 

♦ Ofiorato Pou/tr CP 83/10/1/ 21 pp 20047 063 24X 

Piche g0-321i 00/10/17. 03IO2J 0270 


6310310300 Clor I f icat J on to 030929 application to ainpnd License DF*R-57, 
revising Tech Specs to support planned shiibdoupn fpt coi b 
reconstitution 

GUCMA,L T Georgia Power Co 63/10/24 STOLZ, J F Operatlno 
Reactors Branch 4 Ip 2096J 226 PAX FJehe ao-323, 63/10/34, 
8310310300 


Q Inspection repo-rts, lE Bulletins le cm reepoodenc e 


03 100400 IS For war dt lE Insp Repts &0-3ai/G3-24 If 50-366/B3-aD on 
630617-19 No none otnp i ian c e noted 

DANCEiH C Division of Project 8« Resident Programs 03/O9/OR 

KELLY# R J Georgia Power Co 2pp 20600 113 24 X 

Fiche 50-321,03/09/03,0310040012 


0310040042 IE I nap Repts S0-321/63-B4 6 50-366/03-25 on 030317-19 Nf. 
ji one omp 1 lane e noted Major areas Inspected licensee actioTi 
on previous insp findings, followup on II Bulletin 0(»-lJ u 
review of bldg settlement data 

UENAHANi J J Region 2# ■Office of Dliector CONLON, T B Divifioh 
Pf Engineering U Opsrafcional Prograeis 63/07/06, 4pp 20600 115 
S4X Fiche 30-321,03/09/00, 0310040012 


8310040174 Forward I IE Enforcement Conference Aepts 50-321/63-22 t, 
50-366/93-27 on 0306 JD 

□'REILLY, U P Rejion 2, Office of Director 63/09/15 KELLY, R J 
Georgia Power Co Ip 20600 222 24X Fiche 50-321,03/09/15, 

0310040174 


— 0310040170 IE En-Porcement Conference Repts 50-321/^3-22 U 30-366/03*27 
on 030010 Hajar areas discussed MSIV leakage sycHPCl main 
flow valve II ATH3 recirculation gump trip signal 
DANCE, H C Division of Project 6 Resident Programs 03/09/12, 

Spp 20600 223, 24X FUhe 50-321,03/09/15,0310040174 


3310040356 Ack receipt of 83O0i2 Itr informing NRC of steps taken to 
correct violations noted in IL insp Repts 50-321/83-1/ R 
50-366/03-17 

LEWIS, R C Divieion of Project 6 Resident Programs 03/09/19 

KELLYi R -J Georgia Power Co ip 20625 304 24X 

Fiche 50-321.03/09/19^0310040356 


-8310040366 Resends to NRC B30713 I fcr re violatiens noted in IF liifrp 
Ripts 50-321/03-17 <( 50-366/03-17 CoiTective actions boxes 
prep^ared for shipment elevated on ono end w/draln plug 
rttnoved for 04 h to ellow for liquid drainage 

NIX,H C Oeorttia Power Co 03/08/12 O'REILLY, J P Reqiau 2, 
Office of Director 4pp 206S5 305 04X Fiche 50-321,03/09/19, 

0310040356 


0310040466 Forwards IE Insp Repts 50-321/03-17 6 50-^66/03-17 nn 
030323-27 6 notice of vlplation 

LEWIS, R C Division of Project 6 Resident Programs B3/07/I3 

KELLY, B J Georgia Power Co Spp 20625 309 J?4X 

Fiche 50-321, 63/09/17. 0310040356 


0310350519 Farwaids IE Traininq Ascug .smen t Repts 50 -32 1 /OD-D i 
So- 3 6 6/8 J -24 on CJt)B02-'05 No mnir omp 1 i, ncr noted 
LEUlStR r Division of Project 6 Resident Program'. 63/09/17 

KELLY,!? J Oemqia Power Co 2pp F6V01 Opi ,'4X 

f IchB 50-331, Q3/09/19.0310250M7 


— 0310250560 lE Training Assrsameiita Rep Is 50-32 1 /BJ-L ? 1,0-366/63 24 

B3D80 -05 No tioncomp I lancc noted Majpi ai rap in spec ted 
licensed I# nonlicensed operatoi tra ini nq, requa 1 1 f i <’'«tinn 
proqrams K onsh i f t/rea 1 "timr tvaininq 6 mqt training 
HEHL, C W . MVERB, D 0 , SKINNLR, P H RohJOu 2, Office of DiTBctor 
03/09/15 lOpp 20901 02J P4X Fiche 50-321 . 03/09/19- B nOP'iOf.J 9 


930B300340 lE Info Notice 03-61, "Alleyerl Use of Stand 'Ihs for Wilder 
□■ual I f 1 c ation Tests " Sve list eiif i 

JORDAN, ET L Division of Emeiqpncq Pt eparednoss l< hnqinecTing 
Response IPost 030103} aJ/09/26 (ontolidated Edison Co pf Now 

York., Inf 117pp 20754 022 24 X fithc SO-OOO. 8 ?/0V/26, DJ0a.J(i0'?40 


8300300342 IE Info Notice 03-62. ‘'Failure of Redundant Toxic (at. 
Detectore^ Positioned at Control Noom ViMiti lation Ait 
tntakns " Gve libt sncl 

JORDAMp C L Division of Emerntncy Preparedness & rrigihocriiiq 
Response fPost 830103) &3/09/26 Consolidated Ldison Co of New 

York, Inc I 16pp 20777 210 D4X Fiche DO-000. □3/09/26, 0300500343 


8300300345 IE info Notice 03-63. “Potential Failures of Westinqhnuse 
Type SA-1 Differential FlelayS " hve list eric 1 
JORDAN, E L Division of (nerqeiic.y Preparedness 6 tng i riopT itiq 
Response (Post 030103) 03/09/26 Censol 1 dated Edison Co tif New 

York, Inc 1 |0pp 20778 001 24XFlcho 50-OOO, 03/09/26, B30B;<OOU4U 


6303300347 IE Info Notice 03-64, “Lead 0hie)dlnq Attached to 
Safety -Related Sys M/o JOCFROG 59 Evaluation " Sve li&t 
tfnei 

JPRDAN, E L Division of Emeiqeiicy pToporedhess h hng inecr iiiq 
Response fPost 830103) 83/07/2V rpiisol idated Edison Cn of Nfu 

York, Inc il5pp 20716 324 24/ fiche 50-000, 83/09/29, a.3OQJ0O34 7 


0310140241 Provides schedule for plant outages S< activities associated 
W/recircula ti on piping insp required bq It Dulletins 62*03 t< 

83-02* as discussed at 63092B meeting w/NRC Replacement of 
piping planned for Unit 2 Vietugrophs etitl 

NlXpH C Georgia pouier Co 03/10/05 STOLZ, J F Operating 
Reactors Branch 4 23pp 20/61 345 24X Fiche 50-321,03/10/05, 

6310140241 


0300300370 IE Info Notice 03-65* "Surve I J lance of Flow in RTD Dqpass 
Loops Used in Westlnghouse Plants “ bvc list end 
JORDAN, E U Division of emergency Preparedness 6 Engineering 
Response (Post 83D103) 83/10/07 Consolidated Edison Cn of New 

York, Inc 76pp 20827 213 24X Kicho 50-000,03/10/07,0308300370 


0308300752 IE I-nfo Notice 03-66, “Fatalitij at Argentine Critiia) 
Facility “ favc list end 

JORDAN, € L Division of Emerqency Preparedness J< Engineering 
Response <Post 030103) 63/10/07 Consolidated Edison Co of New 

York, Inc 79pp 20082 026 24 X Fiche 50-000, 83/ 1 0/07, 03OB3OO7»>2 


0306300759 l€ Info Notice 03-67, “Emergency Use Respirator Mntl Opfect 
Causes Production of Noxious Gases '* Sve list end 
JORDAN, E L Division of Emerijency Preparedness 8, hng i nerring 
Response (Post 830103) 8J/10/1J Consolidated Edison (*n of Now 

York, Inc HVpp 21043 075 24X Fuho 50-000, 83/ 10/1 1, 03OD3OO75'; 


8300300761 JE Info Notice 03-60, “Nespirutoi User Waining Def-ectivo 
Self-Contained Drnathing App,iiatus Air vijlinders “ Svr list 
enc 1 

JORDAN* E L Divi«iion of Emergency Preparedness 6 Engineering 
Response (Post 830103} 03/10/11 (.onsa 1 1 dated Edison Co, of New 

York, Ini i30pp 20827 129 24X Fiche 50-000,83/10/11,0300300761 


8310180364 Furwaf ds infd re util questisning of validity of netice uf 
vlaiation for viol atl ng ' lOCFRDO 301 Util requested official 
Interpretation 6 claimed NHC transferred regulatory 
authority to btate of SC 

LIESEBMAN,J. Regional aperations U Enforcement Division 83/10/13 
□LMSTEAD, D Regul ati ons Division 32sp 20803 044 24X 

Ftche 50-323,03/10/13. 83 lOI0O,rA4 


-S3J0040479 Notice of vioUtian frum Insp on 030523-27 

«- Region 2* Office of Director 83/07/13 Jp 20625 31 1 P4X 
Fiche 50-32 1,93/ 09/ 1 9( 0310040056 


-8310040499 IE insp Rept* S0-33J/D3-17 (# 30-366 /B 3 -I 7 pn 830523-27 
Npneomp 1 lance noted ; fai lure tp disppsp o-f radwasfce per 
lOCFRao 301 

KAHLEjJ D Region 2 j Office of Director BARR, K P- DavJsien o# 
Engineering li QperatjdTiei Progroms 83/06/20 7pP 206P5. 312 
24 X Fiche 30-021,03/09/19*0310040356 


0310180531 Notification of 031031 meeting w/DWR licensers in UeLhrsda, 
MO to discuss future Insps fm inbergranular streM 
corrostun irrac k Ing 

11IRA0LrA,r J Assistant Diretfcor for Safety Assessment 03/10/14 
EISENHUT, D O Division of Licensing Opp 20B23 3biJ 24X 
Fiche 50 000,03/10/14,8310100551 


8310270019 Forwards IE Safeguards Insp Repts 50-321/8J D6 
50-366/B3-2S on 830926-30 No noncomp 1 innce noted 
DANCE, H C Division of project 8, Resident Programs 03/ 10/ JO 

KELLY, R J Georgia Power Co Dpp 21F/24 3,11 24X 

riche SO -Oa-l, 83/10/20, 83102/00) P 
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— 63102700^3 IE Safeguards Inap ficpts 50-321 /8J‘‘26 & &0-'366/ 63-311 uii 
Q30926-30 No none amp 1 1 anr r noted Major aroas inspected site 
on entatloHj T evi eu of sctuntij plan & procedures t< securitu 
organization Details uiithhold (ref 10LrH73 21) 

HALL* D L * M{GinriE*D D Ropion 2* Office of Dirrctoi 63/10/30 
Ip 2092d 333 a4X Flche '»0-321i 03/ 10/20. 631 02/00 J 2 


R Periodic operating repot ts t< related rcrrespondenc r 


B31Q190014 Monthly operating repls for Srpt 198J W/030910 1 Ir 

CURTISi C M , NIX.IH C CfOargio Priwer Cp 63/10/10 Dlrocloi'r 

Office. Office of Inspection and Enforcement 14pp 20623 204 34)' 

Fiche 90-321. 03/10/10. 83101900J4 


S ftcportable occun ences. LLNs i elated corrospondmet 


0310210329 Responds to PQIA request for al) documentr. re s i gni f 1 cariil y 
high rate of equipment Failures for Gt 6UN/4 rated at 2.436 
MU Foriiiards App A documents Documents also available In PUK 
FELTON. J M Division of Rules and Records 03/07/26 JIAFNC^. I) 
Suffolk Nuclear Study Group 2pp 2i)Hb2 223 P4X 
F j Che 50-000. 03/07/38. 8310210329 


—0301180513 Evaluates LERs foi Jul 19B1 - Oct 1982 in sup pot I of 
upcoming HAL P rcvieuj LERs minimal lij adequate in narrative 
sections Large number considered mqt defic lency -related 
SEYFRIT.K V Director's Office 83/01/12 LEWIS. H Division ol 
Project & Resident Programs 5pp 20DB2 225 24X 

Fxchc 30-000. Q3/07/2S. B3J 02 J 0327 


8310030304 Updated LER 83-023/03X-1 on 030224.25 h 0624. var 1 oni. 
valves on reactor mater cleanup sys failed to either open ui 
Close as required by lech bpet s Cauoed by limit sioitch out 
of adjustment J. burned up motor W/B307rir' Itr 

TIPPS.S B , NIX.H C Georgia Power Co 03/09/22 O'REILLY. v)P 
Region 2. Office of Director 3pp 20591 003 24X 

riche 50-32 1 . 03 /09/aD. 83 1 0030304 


0310030410 Updated LER 63-0B4/03X-'l on 830813. main steam line radiation 
ffianitors found to have high srtpoinfc greater than throe 
times normal operating background Caused by procedural 
inadequacy Procedure changed VJ/830922 Hr 

TIPPS. S D . NIX.H C Georgia Power Co 03/09/22 O'REILLY. J P 
Region 2< Office of Director 5pp 20L93 127 24X 

Fiche 50-321.83/09/32,8310030410 


0310030401 LER 03-O86/O3L-O on 830830. dui ing routine control panel 
ch ec k. c ontrol room air intake monitor indicated downscale 
tt alarmed Caused by monitor radiation source located too far 
from sensor Source repositioned W/830?yP Hr 

TIPPS. S □ , NIX.H C Georgia Power Co 83/09/22 0 'REILLY. J P 

Region 2. Office of Director 4pp 20601 067 24X 

Fiche 50-321. 83/09/22. 0310030481 


G310030247 LER a3-090/03L-0 on 830825. dui ing performance of RCIC pump 
operability Procedure HNP-J -3405. RC JC tripped on low bearing 
Dll pressure Caused by setpoint drift & component failuir 
W/830926 Hr 

NlX.H C . TIPPS. 8 B Georgia Power Co 83/09/26 O'REILLY. J P 
Region 2. Office of Director 9pp 20‘-.71 064 P/iX 
FJehe 50-321. 03/09/26.8310030247 


B310040524 LER B3-099/03U—0 on B30901 . drijwet 1 torus recoidpr indicated 
downscale & declated inoperable duo to lack of power Caured 
by personnel erroi Power restored by closing power link 
W/B30927 Hr 

TIPPS. 8 B , NIX.H C Georgia Power Co 83/09/27 O'REILLY. J P 
Region 2. Office of Director Opp 20624 230 24X 

Fiche 50-321. 83/09/27. 8310040024 


8310140014 LER a3-0B8/03L-0 on 030913. fire protection instrumentation 
supervisory circuit panel 1Z43-P001 gave trouble light it 
alarm 4c could not be reset Sc cleared Caused by Improperly 
closed relays Relays adjusted W/831006 Hr 

TIPPS. 5 B . NIX.H C Georgia Power Co 03/10/06 O'REILLV, J P 
Region 2. Office of Director 5pp 20768 060 24X 

Fiche 90 321,83/10/06.8310140014 


0310140144 LER G3-095/03L-0 un 030913. dui ing hydrogen Ic oxygen analyzoi 
instrument procedure. ana I y zer A 1P33-N002A found out of 
calibr Caused by instrument drift Analyzer recalibr H/fl31006 
I tr 

TIPPS, 9 D , NIX.H C Georgia Power Co, 03/10/06 O'REILLY. J P 
Region 2, Office of Director 4pp 20763 021 24X 

Fiche 50-321,83/10/06,0310140144 


0310170397 LER 83-097/03L-0 on 63091B, operating personnel determined 
that position of control rod 14-43 could not be ascertained 
Caused by failed position switch in position indicator 
probe Rod moved to Position 18 W/031006 Hr 

TIPPS, S B , NIXiH C Georgia Power Co 03/10/06 O'REILLY, J P 
Region 2, Office of Director 4pp 20703 071 24 X 

Fiche BO-321. 83/10/06. 8310170397 


031O17O5B2 Updated LER 63-096/OlX-l on 030616. drywel 1 sve air primary 
c Dfita inment inboard isolation valve 1PD1-F514 opened during 
plant shutdown it not closed prior to startup on 030616 
Caused by procedural inadequacy Valves closed U/S31006 Hr 
TIPPS. S D . NIX.H C Georgia Power Co 03/10/06 D'REJLLY. J P 
Region 2. Office of Director 4pp 20700 331 24X 

Fiche 50-321, 03/10/06. 0310170582 


0310310297 LER e3-094/03L-0 an 830929. HPCI steam line pressure suiHthes 
C4iD actuated below Tech Spec requirements Caused by setpoint 
drift Switches recalibr W/031020 Hr 

TIPPS- 3 D . NIX.H C Georgia Power Co 03/10/20 O'ftEJLLY. J P 
Region 2. Office of Director 4pp 20761 270 24X 

FichP 90-321.83/10/20,8310310297 


V Operator Examinations 


0310250519 Forwards IE Training Assessment Repts 90-321/83-23 
50-366/03-24 on 030802-05 No noncompliance noted 
LEUIS. R C Division of Project 8c Resident Programs 83/09/19 

KELLY. R J Georgia Power Co 2pp 20701 021 24X 

Fiche 90-321.03/09/19.0310250519 


— 0310250560 IE Training Assessments Repts 90-321/03-23 8( 50-366/03-24 
03000-05 No noncompliance noted Major areas inspected 
licensed 8< nonlicensed operator training. requaUfication 
programs it onshi ft/real-time training t< mgt training 
HEHL. C W , MYERS. 0 0 . SKINNER. P H Region 2, Office of Director 
03/09/15 lopp 20901 023 24X Fiche 50-321.83/09/19.0310250519 
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A App 1 icat ion/construc tlon stage documents 8. correspondence 


8310180597 FOIA request for list of mods to containment undertaken by 
util in response to NUREG-048/ 

HAFNER.D Suffolk Nuclear Study Group 83/04/25 Office of 
Administration Ip 20827 124 24X Fiche 50-322,83/04/25, 

8310100597 


8310110436 Responds to FOIA request for RFP RS-0RM-B3-50O it 
SECY-S3-J57 RS-aRM-83-500 placed in PDR fiECY-83-l57 
partially withheld (ref FOIA Exemption 5) 

FELTON{ J M Division of Rules and Records 03/07/20 ORABER, L 
NU8 Carp 2pp 20706 308 24X Fiche 50-322.83/07/20.8310110436 


— 8310110439 Requests approval of proposed order re low power license 
fac 1 1 1 ty 

PLAINE, H \t Office of the General Counsel BECY-83-1S7 
83/05/02 4pp 20706 310 24X Fiche 50-322.83/07/20.8310110436 


8310180600 Responds to FOIA request for jnfo re mods to containment 
undertaken by util Info contained In Rev 5 to Plant Design 
Assessment Rept Util not required to rept changes but must 
comply u/acceptance criteria in Rev 5 

FELTON, J M Division of Rules and Records 03/09/06 HAFNER. B 
Suffolk Nuclear Study Group Ip 20827 125 24X 

Fiche 50-322,83/09/06,8310100600 


6310030590 Forwards request for addl info on proposed Tech Specs re 
Instrumentation trip setpoints, al lowab 1 e values 6 on-line 
testing capability Response within 30 days requested 
5CHWENCER.A Licensing Branch 2 03/07/23 POLLOCK, M S Long 

Island Lighting Co 2pp 20607 341 24X Fiche 90-322, 83/09 /P3 j 

8310030990 


8310050443 Forwards Region I morning repts re emergency diesel 
generators for 030909-26 

OQDDARD, R Hearing Branch 3 83/09/28 BRENNER, L . 

FERGUSON, G A . MORRIS, P A Atomic Safety and Licensing Board Panel 
5pp 20631 349 24X Fiche 90-322,83/07/28,0310050443 


8300300357 Board Notification B2-i05A forwards evaluation of 
allegations re design deficiencies in Class I piping sys 
Info applicable to Diablo Canyon 1 h 2. Fermi 2 h Callaway 
EIBENHUT.D G Divl sion of Ll< ensing 83/09/29 PALLADINO.NJ 
Commissioners 3pp 20632 001 24X Fiche 50-000,83/09/29. 

8308300357 


0310060300 Forwards "Preliminary Metallurgical Evaluation of railed 
Crankshaft From Diesel Generator 102 " 

EARLEY. A F Hunton b Williams EARLEY. A P Long Island Light li 
Co 83/10/03 BRENNER. L . MORRIS, P A . FERGUSON. G A. Atomic S. 
and Licensing Board Panel t5pp 20646 181 24X 

Fiche 50-322. 83/10/03. 03 10060300 
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6309300771 Board f Icat i on 6:i-12BA foru/tartfs Equipment Qualification 

Branch concIuKions re potential problems w/ASCO a-olenDld 
valves 

EISEMHUT. D 0 Division of Licensing 93/10/06 PALLADINO< N J 
Co/Timi ss loners 31pp 2OB10 001 24)C Flthc SO-000* BS/IO/OAi 

930^3007/1 


8310190003 Foruards revised FSAR Section 13 1 3 SS re qualification 
requirements for techniciansi revl sed in response to concern 
of NRC resident Inspector Info tjill be inc orporateif in next 
FSAR emend 

SniTHi J L Long Island Lighting Co 93/10/17 OENTOW. H R Office 
of Nuclear Reactor Regulation! Director 3pp 2095P 102 SIX 
Flche 50-322i 83/10/17.8310190003 


E NRC 8afetv Evaluation Report {SER)i suppls li correspondence 


0310070116 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF Tl !F 
8H0REHAM NUCLEAR POWER STATION. UNIT NO 1 DOCKET NO 50-322 
(Long Island Lighting Company/) 

# Division of Licensing NUEEO-0420 S04 93/09/30 71 pp 

Available at NRC *4 50 2067i 122 24X Ficho 30-322.63/09^30. 

6310070116 


0310170009 Forwards Suppl 4 to NURfcG-0420* "SER re Operation of 
Shoreham Nuclear Power Station. Uni t I 

SCHWENCER.A Licensing Branch 2 83/09/30 POLLOCKiH S Long 
Island Lighting Co 3pp 20914 067 24 X Ftche 50-322.63/07/30! 
8310170009 


0310120264 Forwards Rev 14 to list of active safety-related equipment 
at qualification! level for Sept 1963. per 921123 cammitment 
List includes balan<e-of-p 1 ant tr NOBS equipment to ass-ist 
NRC In review of SBR Issue 0 

SMITH. J U Long Island Lighting Co 83/10/05 DENTON. H R DfFicr 
of Nuclear Reactor Regulationr Oi rector B2pp 20693 02i P4X 
Flche 50-322. 83/10/03. 0310120264 


6310140231 Submits conf irmatory info to facilitate NRC closeout of SEN 
Outstanding Issue 8 Nods to RCIC turbine completed Detailed 
NSSS qual i ficati on documentatj on delivered to site for 
placement In permanent site file 

SMITH. J L Long Island Lighting Co 93/10/07 DENTDN. H K Off let 
of Nuclear Reactor Regulation. Director 3pp 20762 043 24X 

Fiche 50-322. 93/10/07. 9310140231. 


F Security, medical, emergency t« fire protection plane 


6310050379 Forwards NRC memo requesting FENA Regional Assistance 
Committee (RAC) review of applicant transition plan bi/ 

831201 Hearings on admitted contentions moy commence as 
scheduled on 931205. in absence of completion of RAC revieiu 
BORDENICK.B M Hearing Branch 3 03/09/26 LAUREN30N. ..f A ^ 

LlUfNOSTON.H, 3 r KLINE. J R Atomic Safety, and Licensing Huord Panel. 

3pp 20632 348 24X Fi che' 50-322. 93/09/26. 931 0050376 


9310050437 Forwerds EL Jordan 930715 Itr requesting Regional Assistance 
Committee review of util transition plan of offsite 
emergency preparedness Findings U determinations expected by 
931201. 

REPKA. D A Hearing Branch 3 83/09/29 ROSENTHAL. A 9 . EDLES.O J , 

WILBER. K A Atomic Safety and Licensing Appeal Panel 3pp 

20630 360 24X Fiche SO-322. 03/ £>7/20. 8310050439 


6310050427 Forwards T Urbanik 030915 Itr correcting inadvertent 
failure to mark as adequate Section HI C. “Traffic 
Capacity - Adverse Weather Conditions." of evaluation of 
evacuation time estimate 

BDROENlCKiB H Hearing Branch 3. 63/07/30 BIRKENHEIER. J 

Kirkpatrick. Lockhart. Hill. Christopher & Phillips 3pp 
20633 167 24X Fiche 50-322.63/09/30.9310050427 


10140027 Urges Commission to reject util emergency preparedness plan 
State of NY will not impose radlologscal emergency 
preparedness plan on Suffolk County County will refrain 
from implementing plan Public safety cannot be assured. 

CUOMO, M New York, State of 63/10/04 PALL ADI NO. N, J 
CommlssionerE 2pp 20767.349 24X Flche 50-322.03/10/04. 

9310140027 


Adjudicatory correspondence 


10050359 Forwards NRC 930920 memo re "Huber allegations W/u tin.1 
BOROENICK, E h Hearing Branch 3 03/09/26 BRENNER. L.j 

FEROUSON. 0 A . MORRIS. P A Atamtc Safety end Licensing Board Panel 
2pp 20627 361 24X Fiche 30-322, 93/09/26. 8310050357 


6310030456 Notice of resolution of diocovery dispute w/util uhirh uu<> 
subj of Suffolk County 630916 & 23 motions to compol ansmer 
to interrogatory on local emergency response organization 
worliers to depose uiorters Certificate of Sve end 
LETSCHE, K J Suffolk County, NY LETbCMb. K J Kirkpatrick. 
Lockhart. Hill. Christopher h Phillips 03/09/26 4pp 20601 044 
24X Fiche 50-322. 83/09/23. B3100304D6 


8310050370 Forwaids NRC memo requesting FLMA Regional A<v&lbtancr 
Committee (RACJ rev i eui of applicant transition plan by 
83L20J Hearings on admitted contentions may co/nmcncp as 
scheduled on 831205, in absence of completion of RAC revieuj 
DORDENICK.n M Hearing Branch 3 63/09/28 UAUREN&DN. J A , 

LIVINOSTON.M S , KUlNE. vP /? Atomic Safety and Licensing Doord F’atieJ 
3pp 20632346 24X Fiche 50-322,83/09/20,0310050370 


Q310050437 Forwards EL Jordan 630915 Itr reque-^tmg Regional Assistant i 
Committee review of util transition plan of offsite 
emergencij preparedness Findings & deter minations expected by 
03 1201 

REPKA. D A Hearing Dranch 3 83/09/20 ROSENTHAL, A S , EDLCUi J , 

WILDER. H A Atomic Safety and Licensing Appeal Panel 3pp 

20630 360 24X Fiche 50-323.03/09/28.0310050439 


03IOO5O443 Forwards Region I morning repts re emergejrcy diesel 
generators for 030909-26 

GODDARD, R J Hearing Dr a rich 3 03/09/38 BRENNER. L . 

FEROUSDN. G A . MORRIS, F A Atomic Safety and Licensing Uoai d Fotk 1 
5pp 20631 345 24X Fiche 50-322.83/09/20,6310050443 


0310030496 Decision ALAB-743, affirming ASLD 830726 Older LDP-83-4i* 
denying Cifcizone for Orderly Energy Policy petition to 
intervene Petition untimely Judge Edles dissenting opinion 
enc 1 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel H3/0V/39 
5lpp 20601 116 24 X Flcho 00-322,83/09/29,0310030496 


0310040199 Response to requests for admissions Certificate of &vc 
enc 1 

LETSCHE.K Suffolk County, NY LETSCHb, K Kirkpatrick. Lockhart. 
Hi 111 Christopher L Phillips 83/09/29 Long Island Lighting Co 
9pp 20615019 24X Flche 50-322.63/09/29,0310040197 


0310050395 Forwarifs Transamerica Dalaval 830921 Itr re potential defect 
in cemponent of standby diesel generator & in mounted furl 
oil line 

BOROENICK, B M Hearing Branch 3 83/09/29 BRENNER. L , 

FERGUSON,© A , MDRRiS.P A Atomic Safety and Licensing Boat d Panel 
4pp 20629 339 24X Fiche 50-322,03/09/29,0310050395 


8310040196 Order ruling on objections to ABLD 630819 special prehearing 
conference order Intervener objections denied as to 
Contentions 22,12,13.26 6,35-36 43 Obioction to Contention 

65 granted R contention admitted 

LA17REN50N.J A Atomic Safety and Licensing Board Panel 03/09/30 
Suffolk County, NY 8pp 20608 325 84X Fiche 50-322.03/09/30, 

0310040196 


B3I0040202 Memorandum order demanding NRC explanation of pocsible 
delay of completion of hearing due to FEMA review of util 
transition plan 

LAUftENSON. J A Atonic Safety and Licensing Board Panel 03/09/30 
Office of the Executive Legal Director 2pp 20614 274 HAY 
Fiche 50-322,03/09/30, 03 1 00 4 0202 


0310040206 Order dismissing Suffolk County motions to compel util 
response to Interrogatory Sc production of local emergency 
response organization workers for deposition Second 
discovery conference scheduled for 831003 canceled 
LAtIRENSON. J A Atomic Safety and Licensing Board Panel, 83/09/30 
Suffolk County. NV 2pp 20613 360 24X Flche 50-322,83/09/30, 

0310040286 


0310040618 Forwards LlLCP counsel 030927 Itr re resolution of pending 
discovery dispute, Enel itr accurately leflects resolution, 
hi/llsted clarifications Certificate of Sve end 

OYNNER. A ft Kirkpatrick, Lockhart, Hill, Christopher & Phillips 

DVNNEft, A R Suffolk County, NY 83/09/30 BRENNER, L . 

FEROUSPNfO A . MORRIS, P A Atomic Safety and Licensing Board Panel 
7pp 20623 337 24X Fiche 50-332,83/09/30,8310040618 


0310040630 Rept on mod automatic depressurization sys logic in 
response to ASLD request A8L0 should defer further 
consideration pending status rept on implementation of 
PptioTi 3i due by 8401 IS Certificate of Hve enc 1 

ELLISf T S Long Island Lighting Co ELLIS, T 8 Hunton 8( Williams 
63/09/30, 7pp 20626 055 24X Flcbc 50-322, 03/09/00, 63 1004 06 '70 
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B3i0O50127 Forujfli ds T Urbanih 8^0915 Itr cot racting inadvai fceiit 
faili^rc ta mark as adequate Gection III C, "Traffic 
Capacity - Adverse Weather Canditionst" of evaluation of 
evaciration time esiimabe 

BORDENfICK.D M Hearing DrancJi 3 83/09/30 B IRKENMEIER* J 

K i r k patr 1 c k r Upckhar-t* Hillj Christopher t* Phillips 3pp 
20633 1B7 adX Fiche 50-322, B3/09/30, Q3 10050^27 


8310050416 Responses to 830B25 interrogator i os request for product! oti 
of documents Si to 830919 mtevrogator ies Certificate of Svc 
enc I 

LETSCHE. K J Suffolk County, NY LEIbCHE, K J Kirkpatrick, 
Lockhart, Hill, Christopher tt Phillips 83/10/03 Long Island 

Lighting Co 31pp 20634 017 24X Tiche 50-322,83/10/03, 

0310050416 


8310050537 Memorandum It order granting util request to defer further 
consideration of mod to automatic depressurization sy*, 
logic pending receipt of util status rept on progress of 
imp lernentation of mods by 840116 

BRENNER, L Atomic Safety and Licensing Hoard Panel B3/10/03 
Long Island Lighting Co 4pp 20629 354 24X Fiche 50-32,', 

83/10/031 0310050537 


B31D060200 Poru^ai ds "Preliminary Metallurgical Evaluation of failed 
Crankshaft From. Diesel Generator 102 " 

EARLEY, A F Huntori it Williamt. EARLCY.A F Long Island Lighting 
Co 83/10/03 BRENNER, L , MORRIS. P A , FEROUBON, 0 A Atomic Safety 
and Licensing Hoard Panel iSpp 20646 101 24X 

Fiche 50-322. 83/10/03. B310D603()0 


0310060192 Memorandum order confirming rulings made during 83092/ 
telcon re Suffolk County B30B26 motion to compel discovery 
on diesel crankshaft failure Util did not give timely notice 
of opportunity to observe disassembled diesel genoiatnrs 
BRENNER. L Atomic Safety and Licensing Board Panel D3/10/04 6pp 
20647 037 24 X Ficho 50-322,03/10/04.0310060192 


S310130D35 Foruards deposition of ED Liehcrman contentions ro 
evacuation shadou phonomenon in preparation for testimony 
Tostunony duo B31118 Draft should be submitted earlier for 
r Bvi Bu M/o enc 1 

REPKA. D A Hearing Branch 3 03/10/06 URHANIK. ( Toxos 

Transportation Institute 2pp 20/20 075 24X 

Fiche 50-322,03/10/06.8310130033 


931 0 1201 17 Foruavds util diesel generotor status rept, per 030912 
c onuni tm ent 

EARLEY, A F Hunton it MiUiems LARI EV, A F Long Island Lighting 
Co 83/10/07 BRENNER, L Atomic Safety and Licensing Hoard Panel 
Lp 20696 I4f) 24 X Fiche 50-322.03/10/07.8310120119 


0310170401 Prehear 
conclusions of 1 
comprehensive X< 
LAURENSON, J A 
app 20705 085 


ing order re proposed preliminary 
au Preliminary findings should be 
precise in order to narrow 8i defi 
Atomic Safety and Licensing Board 
24X Ftcha 50-322,03/10/13,83101 


find 

no 1 5 
pane 
70401 


ings of Pact 
sues 

1 83/10/13 


it 


8310190056 Requests util provide Suffolk County w/prior no t I f t ca t i on of 
drills it practice exercises which are part of local 
emergency response organ! ration training program County 
representatives request permission to observe 

BIRKENHEIER, J Kirkpatrick. Lockhart, Hill. Christopher Zc Phillips 

eiRKENHEIEB. J Suffolk County, NY 83/10/14 MONAGHAN, J A Hunton 

«t Williams MONAGHAN. J A Long Island Lighting Co Ip 20823 222 
24X Fiche 50-322,03/10/14.8310190056 


0310240160 Informs that sys of advisors to each operating shift uill be 
replaced w/sxperiencod BWR operators 

LfHLi W □ Long Island Lighting Co 03/10/14 ABBELSTINE. J K 
Commts 9 loners Ip 20B80 020 24X Fiche 50-322.03/10/14. 

6310240160 


8310190209 Exceptions to A5LAD 830921 Partial Initial Decision 
LBP-03-57 Certificate of Svc end 

LANPHER.L C Long Island Lighting Co LANPHER.L C Kirkpatrick, 
Lockhart, Hill. Christopher it Phillips 03/10/17 Atomic Safety 
and Licensing Appeal Panel 94pp 2Obl0 130 a4X 
Fiche 30-322,03/10/17.0310190207 


8310200105 Informs that Shoreham Opponents Coalition will join in 
Suffolk County exceptions for ABLB 030921 partial initial 
decision Certificote of Svc end 

DOUGHERTY. J B Dougherty. J 0 DDUGMERTV, J 8 Shoreham □pponents 
Coalition 83/10/17 ROSENTHAL. A S , EDLE8, O J , WILBER. H A 
Atomic Safety and Licensing Appeal Panel 3pp 80836 064 24X 

Fiche 30-322,83/10/17,0310200105 


8310200217 Corrected Certificate of Svc to Suffolk County 03JO17 
exceptions to partial initial decision 

LANPHER.L C Suffolk County. NY LANPHER.L C Ki r kpatrlc k. 
Lockhart, HlU. Christopher U Philllpa. B3/10/1B Atomic Safety 

and Licensing Appeal Panel 4pp 20B33 065 B4X 
Fiche 30-322.83/10/18.8310200217 


8310200262 Motion for 60-ilag extension to file appeal brlaf it for 
permission to oxceod page limitation re A8LD B31017 Partial 
Initial Decision L0P-B3-57 Decision voluminous it issues 
complex Certificate of Svc end 

LANPHER.L C Long Island Lighting Co LANPHER.L C Kirkpatrick, 
Lockhart. Hill. Christopher l< Phillips 03/10/18 Atomic Bafety 

and Licensing Appeal Panel 9pp 20830 069 24X 

Fiche 50-322.83/10/18.0310200262 


— □310120121 DlQsel generator status rept 

* Long Island Lighting Co 83/10/07 6pp 20696 HI 24X 
Fiche 50-322,83/10/07.0310120119 


D310140016 Advises that util believes funl load can occur during late 
First Quarter 1904 or early Second Quarter 1984 

REVELEY.N T Hunton i Williams REUELbY. W T Long Island Lighting 
Co 83/10/07 BRENNER. U , FCROUSON. Q A i MORRIB.P A Atomic Safety 
and Licensing Board Panel Ip 20768 035 24X 

Fi c he 50-322. 83/10/07, 0310140016 


B31O130243 Response to ASLB 030930 memorandum 8( order requesting NRC 
explanation of possible delay in hearing completion NRC 
does not anticipate that FEMA review will delay hearings 
Certificate of Bye encl 

DQNDENIGK.B M Hearing Branch 3 B3/S0/il 6pp 20723 247 24X 

Fiche 50-322,03/10/11. 0310130245 


B3)0170365 Bchedule for completion of training mails Initial set of 
drill scenarios should be completed by B31021 Certificate of 
Svc one 1 

CHRISTMAN, U N Long Island Lighting Co CHRISTMAN. J N Hunton it 
Williams 03/10/11 5pp 20786 177 24X Fiche 60-322.83/10/11, 

8310170365 


6318170409 Exceptions to ASLB 830921 partial initial decision 
Certificate of Svc end 

ELLIS, T B Louisiana Power it Light Co ELLIS. T S Hunton h 
Williams 83/iO/li Atomic 9ofety and Licensing Appeal Panel 

5pp 20784 325 24X Fiche 50-322.83/10/11.0310170409 


S31O1705OO Response opposing Suffolk County 830919 motion to compel 
discovery re emergency planning Mail not relevant but is 
subj to privilege Requisite showing for privilege made 
Unexecuted affidavit it Certificate of Svc end 

OLASBtS H Federal Emergency Management Agency 83/10/12 Atomit 
Safety and Licensing Board Panel Bpp 20784 001 24X 

Fiche 50-322,03/10/12.8310170500 


8310250491 Forwards final FEMA rule on review li approval of state it 
local radiological emergency plans preparedness Rule 
effective 831028 

DORDENICK. B M Hearing Branch 3 03/10/10 LAURENSON. J A , 

KLINE, J R . BHONiF J Atomic Safety and Licensing Board Panel 
i5pp 20097 127 24X Fiche 50-322,03/10/10.8310350491 


0310240160 Supplemental response supporting Suffolk County 830919 
motion to compel FEMA to produce certain documents re 
emergency planning FEMA 831012 response falls to comply 
w/prlvl lege assertion Certificate of Svc end 
LANPHER.L C Suffolk County. NY LANf'HER. L C Klrkpatrlcki 
Lockhart, Hill, Christopher it Phillips 03/10/19, Atomic Safety 
and Licensing Board Panel Mpp 20001 294 24X 

Fiche 50-322,83/10/19.8310240160 


0310250122 Forwaids util 030811 application for amend to Matl/Dy product 
License 31-17432-01 h draft Amend 7. permitting removal of 
neutron sources from shipping casks !< storage In spent fuel 
storage pool M/Certificate of Svc 

DORDENICK, 0 M Hearing Branch 3 03/10/19 BRENNER, L , 

FERGUSON, 0 A , MORRIB.P A Atomic Bafety and Licensing Board Panel 
7pp, 20099 269 24X Fiche 50-322.03/10/19,8310250122 


8310310128 Forwards diesel generator status rept per 030912 commitment. 
Related correspondence 

EARLEY, A F Hunton & Williams EARLEY. A F Long Island Lighting 
Co 03/10/20 BRENNER, L Atomic Safety and Licensing Board Panel 
lp 20949,099 24 X Fiche 50-322.83/10/20.8310310128 


—0310310133 Diesel generator status rept 

# Long Island Lighting Co 03/10/20 7pp 20949 lOD 24X 
Fiche 50-322.83/10/20.0310310128 


8310270239 Joint scheduling submission of ut i 1. NRC, FEMA it Suffolk 
County re emergency planning issues Expeditious ASLB action 
requested Certificate of Svc end 

REPKAtD A Hearing Branch 3 MCCLE8KEY.K E Long Island Lighting 
Co GLASS. 8 M Federal Emergency Management Agency, 03/10/21 
6pp 20924 062 24X Fiche 50-322. B3/10/21> 8310270239, 
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8310310124 Rip lij supporting SuPfolk Coviiity G31018 motion For exirnslont 
tp fils brief re Contention 7U Pa^e limit sftpuld not be 
raised Certificate of Svc end 

IRWIN. D P Long Island Lighting Co IRWJNi [) P Huntoti & Williams 
63/10/23 Atomic Safety and Licensing Appeal Panel Gpp 
20949 16*? 24X Fiche 50-322. 03/10/25. B3103 1 01 24 


8310280118 Order establishing briefing schedule & page limitations 
for appeals to ASLO 630921 partial initial decision 

SHOEMAKER»C J Atomic Safety and Licensing Hoard Panel 63/10/26 
3pp S0929 217 24X Fiche &0-322i 83/ 1 0/26. 0)3102801 IG 


6310310246 Order revising schedule contained in 630630 revised special 
prehearing conference order All parties ordered to submit 
proposed sehidwle for filing cross-motions for summarg 
disposition pf Contentions j~10 

LAlfRENBDN. J A Atomic Safety and Licensing Board Panel 63/10/26 
Atomic Safety and Licensing Board Panel 4pp 20947 !7B 24X 

Fiche 50-322.63/10/26.6310310248 


8310310190 Amended notice of hearing Wearing will commence on 631206 & 
B40103 In Hauppauge.NY it on G31212 in Riverhead. NY 

LAUR8NBDN. J A Atomic Safety and Licensing Board Panel 03/10/27* 
tp. 20958 360 24X Fiche 50-322,83/10/27,8310310190 


H General correspondence 


6310260217 Forwards school board 830929 resolution Identifying 
weaknesses in emergency evaluation plan Licensing should not 
be permitted until plan assures adequate protection for 
children it school personnel 

D'AMICO. L, Middle Island. WY 03/10/03 LAURENSQN.J A Atomic 

Safety and Lfcrnsing Board Panel* 4pp S0912 109 24X 

Fiche 50-322,63/10/03.8310260217 


Q Inspection reports. lE Bulletins V correspondence 


830B300340 IB Info Notice 83-61. “Alleged Use of Stand-'lns for Welder 
Guali f 1 cation Tests “ Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response iPost 6301031 83/09/26 Consolidated Edison Co of New 

York. Inc il7pf 20754 023 24 X Fiche 50-000.03/09/26,8300300340 


6300300342 IE Info Notice 63-62. ''Failure of Redundant Toxic Gas 
Detectors Positioned at Oontrol Room. Uentl lat i o>n Air 
Intakes " five list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response IPost S30103> 63/09/26 Consol idateif Edison Co of New 

York. Inc 116pp 20777 210 24X Fiche 50-060,63/09/26.8306300342 


6300300348 IE Info Notice 63-63. •'Potential Failures of Wes tinghouse 
Type 5A-1 Differential Relays " Svc list end. 

JORDAN.E L Division of Emergency Prepar ednee s L Engineering 
Rffiponie (Post 630103) 63/09/26 Consolidated Edison Co of New 

York, Inc llOpp. 20770 001 24X Fiche 50-000.03/09/26,0300300345 


0306300349 IE Info Notice 83-64. “Load Shielding Attached to 
Saf ity-Related Sys M/o iOCFRSO 59 Evaluation " Svc list 
end 

JORDAN. E L Dlviaion of Emergency Preparedness 1. Engineering 
Response (Post 030103) 83/09/29 Consalidatcd Edison Co of New 

York, Inc U3pp 20716’324 24X FI c he 50-000. 83/09/29. 030030034? 


6306300370 IE Info Notice 63-65, “Gurve 1 1 ) ance of Flow In RID Bypass 
Loops Used in Uestlnghouse Plant* Bye list end 
JORDAN. E.L Oivlsion of Emergency Prepererfnes# fc Engineering 
Response (Post 030103). B3/i0/07 Consol j dated Edison Co of New 

York. Inc 76pp 20627*213* 24X Fiche* 50- OOOi 83/10/07. 0308300378 


8308300752 IE Info Notice 83-66. “Fatality at Argentine Critical 
Facility " avc list end 

JORDAN, E L Division of Emergency Preparedness <( Engineering 
Response (Post 030103). 03/li>/O7, Consolidated Edison Co of Mew 

York. Inc 79pp 20862 026 24X Fiche . 50-000. 03/10/07. 0300300752 


6306300759 IE Info Notice 03-67, “Emergency Use Resplratar Mat! Defect 
Causes Production of Noxious Oases*'* 9vc list end, 

JORDAN. E, L, Division of Emergency Preparedness it Engineering 
Response (post 630103) 03/10/11 Consolidated Edison Co of Nrui 

York, Jnc H7pp, 21043 075. 24X Fit h e- 50-600, 03/10/ 1 1 . 8306300757 


8306300761 IE Info Notice 63-68. "RsspiratoT User Warning Defective 
8f if-Contained Breathing Apparatus Air Cylinders “ Svc list 
end. 

JORDAN. E* L Dlvliian of Emergency Preparedness Ic Engineering 
Rtsponse iPest 630103), 63/IO/il Oonselfdated Edison Co of New 
York. Inc l2Dpp 20037 )29 24X FI the: 50-000, 83/10/1 1 , 830630076 1 


G3i0310222 Ack receipt of 83D915 1 tr informing NRC of steps tokrri tn 
correct vloiatioms noted in It Insp Repl 50-322/03-21 
STARDSIECKI.B Division of Pioject $< Resident Programs 03/iO/*;& 
POLLOCK, M S Long Island Lighting CP 2pp 20947 2'JJ 24X 
Fiche 50-323,83/10/25. 831 031 Oc'c»2 


— 6310310224 Respoxids to NRC 830615 Itr rc violations noted in IT Insp. 
Kept 50-322/83-21 Corrective actions util performing 
complete ualktfown of relay room to ensure that method used 
to Identify separation violations adequate 

MJ5ELER. W J Long Island Lighting Co 63/09/15 B7ARQSTECK1 , R 
Division of Project it Resident Programs 5pp 20947 235 ?4X 

Fiche 50-322,03/10/25.0310310222 


B Reportable occurrences, LERs related correspondence 


B30B310D30 Board Kfotl Fica ti on 63-160 provides info re 830Q12 failure of 
main crankshaft an one of thi ee Transamcri ca Oelavol 
emergency diesel generators at Shoreham 

EISENHUT, D G Oiviaion of Licensing 83/10/14 PALLAD1NU,N v) , 

OtLlNSKY, V , nODERTS. T Commissioners i5pp 20966 312 24X 

Flcne 30-000.83/10/14.8300310050 


— 8310310454 “Shoreham Emergency Diesel Generator lOP Crankshaft Tallore 
Ana 1 y si s/Recovary Master Plan •’ Stop work author i xations 
enc 1 

HILL I GAN, M H . ROSE. J T , YOUNGLING, E J Long Island Lighting to 
63/08/23 I7pp 20966 330 24X Fiche 50-322.83/10/14.6308310050 


T Hearing transcript^ on non-anti trust matters 


8310250375 Forwards transcripts of T Urbanik it JR Sears 830914 
depositions It errata sheets W/o tianscripts 

REPKA. D A Hearing Branch 3 83/10/13 DILLINGSLYrWE Alduison 

Reporting Ip 20897 298 S14X Fiche 50-322,83/10/13,6310250375 


—6310250301 Errata sheet for T Urbanik 830914 deposition 

URBANIK. T NRC - No Detailed Affiliation Given 83/09/30 Ip 
20B97 299 24X Fiche 50-322.63/10/13,8310250375 


—8310250384 Errata sheet for JK Sears 830914 deposition 

SEARS, JR NRC - No Detailed Affiliation Given 83/10/13 Ip 
20897 300 24X Plche 50-322.83/10/13.8310250375 


ir Congre ssional /Ex ecu tive Correspondence 


8310S60L44 Ack receipt of 830926 Itr to President Reagan re offslbo 
emergency preparedness Emergency plan. which does not i equiri 
participation of Suffolk County govt. under review by FENA 
Fuel load $< low power license not permitted by A8LB 
CUNNINGHAM. G H Office of the Executive Legal Dlrectoi B3/10/P5 
DEHAN. J L New York, State of 2pp 2092? 046 24X 

Fiche 50-322,63/10/25,03)0280144 


— B31028014& Forwards JL Behan 830926 request for Info from President 
Reagan re offsite emergency preparedness Direct response 
requested 

KELLEY, 8 President of US tt Executive Offices 83/10/U NHC - 
No Detailed Affiliation Given 6pp 20929 057 24X 

Fiche 50-322.03/10/25,6310880144 


X Onsite Starage of Low Levc) Waste 


8310350122 Forwards util 830011 application for amend bo Matl/Dy product 
License 31-17432-01 6 draft Amend 7. permitting removal of 
neutron sources from shipping casks it storage in spent fuel 
storage pool W/Certif icate of Svc 

BOHDENICK.B M Hearing Branch 3 83/ JO/19 BRENNER. L . 

FERGUSON. 0 A , MORRIS. P A Atomic Safety and Licensing Board Panel 
7pp 20699 269 24X Fiche 50-322,03/10/19.8310250122 


POCKET 50-323 DIABLO CANYON NUCLEAR POWFR PLANT. UNIT 3 


A Applicatien/canotruction stage documeitts it correspondence 


0310110034 Further response to FQIA request for record* r* NUHEO-O06P 
Investigative rept t* investigations concerning facilities 
Forward* App A documents Commissioner Bradford 811217 memo 
withheld (ref FOIA Exemption 5) 

FELTON. J M Divloion of Rules and Records 03/06/15 REYNOLD?, J 
Center for Law in the Public Interest 4pp 20713. OQJ 84X 
Fiche 30-275,83/06/13.6310110034 
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— 020001001^ Requests issuance final statement clearing RL Cloud 
/^ssaciates from allegations of tjronqdoing in pre(>aiation of 
"Pre! iininary Rept* Seismic Verification Program." per NRC 
investigation results in NUI<tG-0862. 1 ssoe 3 
CLDUD. R L Robert L Cloud Associates. Inc 83/09/24 
PALLADINO. N v) Cotrmi ss loners 3pp 30713 033 34X 

Fiche 50-275. B3/0A/15. B310J 10034 


— 8310110037 Forwards draft 1 trs to Subcommittee on tnetgg ic Lnvkron i< 
Subcommittee on Energy Conservation l< Power transmitting NRC 
revieu; of NUREG‘-0B62 Comments requested by B3DB1J 
KAMMERFR.C Office of Congressional Affairs 03/OB/O9 
DICKWIT.L Office of the Genoral Counsel CUMMINGS. J Office of 
inspector It Auditor F I TZGfR ALD. J Office of Investigation 5pp 
20713 OOD 24X Fiche 50-275.03/06/15.0310110034 


— 0310110046 Responds to 01121/ 1 tr expressing concern re delogs in 
licensing process Immediate issue conceins acceptability of 
util proposed audltors.RU Cloud Assoc Investigation 
scheduled for completion on 021100 030301 

liATI MERER. C Office of Congressional Affairs 92/01/10 

RQl/SaCLUT. J H House of Rep Ip 20713 013 34X 

Fiche 50-275.83/06/15.8310110034 


--0310)10048 "Chronolgy of Events ” 

« Affiliation Untnouin 83/06/15 Bpp 2071J 015 24X 

Fiche 50-375.83/06/15.8310110034 


--0310110057 Draft Itrs re adequacy of NHC Investigation into development 
of RL Cloud Asfioc rept. per NUnEG-0B6P. "Insp Kept of 
Preliminary Rept. Betsmi c Reveri f Ication Program at Diablo 
Canyon Nuclear Power Plant " 

PALUADINO. N Commissioners 03/06/15 UDALL. M K House of Rep . 
Interior It Insular Affairs OTTINOCR. R . DINGELl.J House of 
Rep f Energy Commerce 7pp 20713 0P4 24X 

Fiche 50-275.03/06/15.8310110034 


—0310110095 Forwards RL Cloud 020824 request for final statement on 
conclusions nf Cloud/gtil investigation to clear Cloud prof 
reputation Matter presented in NUREO-0862 it SECY-08-Q7 
Comailsslan guidance requested 

D1RCK0.M J Office of the Executive Director for Operations 
B3/O9/O0 PALLADINO. N Commissioners ip 20713 031 24X 

Fiche 50-275.03/06/15.8310110034 


—8310110107 Forwards summary documenting record actions of peer revieui 
group 

REHMj T a Office of the Executive Diroctor for Operations 
82/02/18 PALLADINO. Nj 0ILIN8KY.V. BRADFORD. P CommisPi oners 
ip 20713 036 24X Fiche 50-275.83/06/15.0310110034 


--0310110111 Forwards summary of Region V peer review group afiSistance w/ 
investigation of RL Cloud Afsoc Related info end 
CORNELL. E K Office of the Executive Director for Operations 
CABEj E G Office of Nuclear Reactor Hegulatian. Directoi 
SNIEZEKjJ H Director's Office. Office of Inspection and 
Enforcement 82/02/18 DIRCKB.Vf J Office of the Executive 
Director for Operations /4pp 20713 037 24X 

Fiche 50-275.83/06/15.0310110034 


0310270255 FOIA request for PolJc U Schicrllng 030210 memo to Knighton f< 
Lear re reveri ficat ion program to be placed in PDR 
DUCKLES.R NUS Corp 03/06/30 Division of Rules and Records 
Ip 20943 066 24 X Fiche 50-275.03/06/30.0310270255 


0310270250 Responds to FQIA request for Polk 8. Schierling 030218 memo 
to Knighton 8< Lear re reveri fi cation program Memo placed in 
PDR 

FELTON. 3 M Division of Rules and Recoi ds 03/Q7/15 DUCKLE0. R. 
KU3 Corp ip 20943 065 24 X Fiche 50-275.03/07/15.0310270250 


0310100609 FOIA request for complete set of BNL repts on seismic design 
0 f fac 1 1 i ties 

CALSOVAS, C D Affiliation Unknown 03/08/16 Region 5, Office of 
Director 4pp 20824 315 24X Fiche 50-275. 03/00/ 16. B3101 00609 


8310180610 Responds to FOIA request for complete set of BNL repts on 
seismic design of facilities Documents listed in opp 
available In PDR 

FELTON. J M Division of Rules and Records 03/09/01 CALBOYASi ( D 
Affiliation Unknown 2pp 20024 319 24X Fiche 50-275.03/09/01. 

0310180610 


8300300355 Board Notification B3-66A advises that position re rpd drop 
issue revised to require each Nestinghovse plant owner 
provide statement that required plant-specific calculations 
have been performed for first cycle 

EISENHUT. 0 O Division of Licensing 83/09/29 PALLADINO. N J . 
QILINBKY.V . RORERTS. T M Commissioners lOpp 20632 106 24X 
Fiche 50-000. 83/09/29. 0308300355 


8308300357 Board Noti f Icat i on 02-1O5A forwards evaluation of 
allegations re design deficiencies in Class J piping lys 
Info applicable to Diablo Canyon 1 U 2.Fermt 2 Sc Callaway 
EISENHUT. D 0 Division of Licensing B3/09/29 PALLADINO.N J . 
OILINEKY. V . ROPERTSiT Commissioners 3pp 20632 DOi 24X 
Fiche 50-000.83/09/29.8300300357 


8300300358 Board Notification 03-150 forwards listed repts re facility 
1 DVP Info will be considered in final evaluation of 
verification of plant mods & matters to be completed for 
1 LC ense activities 

erGENHUT. D O Division of Licensing 03/09/30 PALLADINO.N J . 
OrUINbKY.V . ROBERTS. T M Commissioners 3pp 20644 032 24X 

Fiche 50-275,03/09/30.0300300358 


03OB3CO763 Board Notification 83-151 provides info re desirability of 
current ECCS actuation logic for Hestinghouse plants, in 
light of recent info concerning steam generator tube rupture 
procedure for Dorssele Nuclear Power Station 

EISENHUT, D G Division of Licensing 03/10/04 PALLADINO.N U 
Commissioners 2pp 20690 033 24X Fiche 50-000. 63/10/04. 

0308300763 


0300300771 Board Notification e3-120A forwards Equipment Qual i f Ication 
Branch conclusions re potential problems w/ASCD solenoid 
va 1 yes 

EISENHUTpD Q Division of Licensing 83/10/06 PALLADINU. N J . 
GILINSKY.V . ROBERTS, T H Commissioners 31pp 20018 OOl 24X 
Fiche 50-000. 83/10/06. 830030077 1 


0310170471 Forwards design review effort description discussing 
Interrelationship of design verification program u/Unit 2, 

Review provides assurance that design conforms w/licensing 
c omml tments 

SCHUYLER. J O Pacific Gas i Electric Co 03/10/06 EISENHUT. D 0 
Division of Licensing 12pp 20703 272 24X Fiche 50-323.83/10/06. 

0310170471 


0310170489 Forwards addl info re alternate methods of statistical 
evaluation of Buperstrut spot weld shear strength test data, 
in response to NRC request Tost data evaluation presented in 
03D7O1 rapt remains reasonable S. valid 

SCHUYLER. U O Pacific Gas It flectric Co 83/10/07 EISENHUT. D G 
Dlvisian of Licensing 3pp 20703 315 24X Fiche 50-275.03/10/07. 

0310170409 


8310210227 Forwards "Seismically Induced 6ys Interaction Program 
<St&IPl Completion of Containment Activities '* 

SCHUYLER, tl O Pacific Gas «. Electric Co 83/10/13 EISENHUT. D 0 
Dlvisian of Licensing ip 20BS2 112 24X Fiche 50-275.83/10/13. 
8310210227 


—8310210229 ♦'Seismically Induced Sys Interaction Program iSlSlP) 
Cumpletlon of Containment Activities " 
a Bechtel Carp 03/10/13 262pp 20B52 113 24X 

Fiche 50-27S. 83/10/13.8310210227 


03Oa3OO77& Board Notification a3-135A foiwards 830919 revised draft of 
"QA Case Study Working Paper - Case C. " L cover I. 
transmittal marsos re Diablo Canyon 

EISENHUT, D G Division of Licensing 83/10/14 PALLADINO.N U . 
CILINBHYiV . ROBERTS. T Commissioners 3pp 20799 001 24X 

Fiche 50-000.03/10/14,8300300775 


— B3I018050S Informs that working papers for three QA case studies 
complete, per 830923 memo Case G re Diablo Canyon. dtd 830919. 
la rev to 03O7i9 draft transmitted in Board Notification 
03-135 on 830902 Papers 8. transmittal Urs forwarded 
TAYLOR, J M QA Branch 03/09/28 EIBENHUT.D 0 Division of 
Licensing 2pp 20799 004 24X Fiche 50-000.83/10/14.83003007 


—8310180511 Forwards case study working papers for site, per reviei 
program for plant design !< const Final Congressional rept 
will contain consolidated summary of case study conclusions 
TAYLOR, J M QA Branch B3/O0/O2 NANEATI8. G A Pacific Gas 
Electric Co Ip 20799 006 24X FiChe 50-000. B3/10/14, 

8308300775 


—0310180517 Forwards revised draft of "QA Case Study Working Papei 
Case C '* 

ALTMAN, W D NRC - No Detailed Affiliation Given 83/09/27. 
-No Detailed Affiliation Given Ip 20799007 24X 

Fiche: SO-DOG, 03/10/14. 8308300775 


— 8310180521 Revised draft of "QA Case Study Working Paper - Case * 
» NRC - No Detailed Affiliation Given B3/09/I9 NRC - No 
Detailed Affiliation Given 42pp 20799 000 24X 

Fiche* 50-000. 03/10/14. 8308300775 
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0310170197 that qualification tents for special ro-ds !« cojplerr 

revealed straight ro-ds removed Prom Urn t 2 rupture 
restraints had heat exhibited due ti 1 tiif s lees than desiqn 
Rods hJtil be rcannealed or rojilaced 

aCKUYLER.J □ Pacific Gas & Electric Co BO/lO/OA EISENHU1*1) fc 
Division t>f Licensing 2pp 20910 10? 24X Flche 50-275.93/10/14, 

9310190177 


8310170054 pQruards documents NRC delivered to ConmiEs i oner Oilinnty 
during 831017 brlefing^ on plant design revert f i c a tiun 
OlLlNSrtV^V Commis-s loners 03/10/17 Office of the Executive 

Legal Director 30PP 20823 259 24X Fiche 50-275.83/10/17, 

8310190054 


Q30B310029 Hoard Kpti f i c a t i an 83-161 foruiards anonympus 1 ti alleging 
errors in desipn/rfacumentati on of safety-related sys* 
structures & components at Unit 1 

EISENHUT.D 0 Division of tireiising 93/10/18 pALLADINO.If , 
OILINSKYrV , RODERTSiT Coouniss i oners 4pp 20900“ 075 D4X 
Fiche g 0-27 5i 03/10/18. 9309310027 


G Adjudicatory c orre spondent e 


8310^60277 Contentions on design QA re verification of samples foi 
IDYP 

STROMWABBER. M California, Gfcutr Of HEYNDlPS. J Joint 
Intervenors-DJab lo Canyon RtYNaLOS, J Center for Law in the F*uM m 
I nterest S3/07/0B Atomic Safety and Licensing Appeal r'antl 

103pp 20711 037 24 X Fiche 50-275,03/09/08,83102602// 


0310050371 Confiims 930720 telcon re Governor Dduhmejian 830702 request 
for documents List of requested documents will be sent by 
831004 „ , 

HCOURREN. H J Hearing Branch 3 03/09/26 DURBIN, S Cal i foi rtia. 

State of Ip 20630 354 a4X Fiche 50-275, 03/09/26. 03 J 0010 i? 1 


8310050454 Respcftise apposing Joint Interveners 830926 request fox 
hearing on lifting of license suspension No legal basis 
presented to support hearing Certificate of Sve enc 1 
CHANDLER, L J Hearing Branch 2 83/09/26 Commi ss looern 15pp 

20630 040 24 X Fiche 50-275, 03/07/26, 8310050454 


* Security, medical, emergency fire protection plans 


1310040221 Forwards IE Insp Repts 50-275/83-25 ?c 50-323/83-10 on 
030716-22 & 0916 No nnne pmpl ionce noted 

NOftDERHAUOiL R Region 5, Office of Director 93/07/20 
SCHUYLER, J □ Pacific Oas & Electric Co 2pp 20617 250 24X 

Fiche 50-275.83/07/20,0310040221 


-8310040226 IE Insp Repbs 50-275/03-25 fc S0-323/H3-1G on a307l0“&2 6 
0918 Ne noncPflipJ lance noted Major area< inspected emergency 
preparedness program, including emergency detection 
classification & protective action deci s 1 onmaJt ing 
BCQHN.K Region S, Office of Director 83/07/19 13pp 
20617 252 SAX Fiche SO-275. 03/09/20, fi3J 0040221 


1310180620 Advises thJt 830803 proposed changes to Rev 11 to physical 
security plan fc Rev 2 to safeguards contingency plan 
acceptable per lOCFRSO 54<pl Ends to I tr withheld 
(ref 10CFR73 211 

KNieHTaN.O » Licensing Branch 3 03/10/12 SCMblVLER, J O Pncifw 

Oas fc Electric Co 3pp 20817 336 24X Fiche 50-275,83/10/12, 

8310180620 


310270566 Releases public version of revised corporate emergency 
rssponi* plan fr revised emergency response plan implementing 
p r QCidures 

FELTON. J H Division of Rules and fteenrds 83/10/25 Document 
Management Branch Ip 20945 007 24X Fiche 50-275.03/10/25, 

0310270566 


-0310270572 Poruards public version of Rev 2 to corporate emerq ency 
response plan li revised emergency response plan implementing 
procedures 

BCiiUYLERrJ 0 Pacific Oas h Electric Co 03/10/10 MARTIN, J » 
RegioTi 3i Office of Director Opp 20945 009 »4X 

Fiche 50-275,83/10/25.0310270566 


-0310270575 Public version of Rev 2 te corporate emergency response 

BCHUYLER, J, D Pacific Cas & Electric Co a3/09/l» BSpp 
20945 Oil 24X Fiche 50-375. B3/10/2&, 031 0270S66 


-8310270590 Public version of revised corporate emergency response plan 
Implementing pr ocedur es. i nc ludl ng Procedures 3 1 r® 
governmental rila(blnnsi3 X re corporate commun 1 cafcians dept 
Sc 3 3 re law 

SCHUYLER, J 0 Pacific Ga» Electric Co 03/10/04 300pp 

20945-096 34X Fiche 50-275, P3/ 10/25, 9310270566 


I103705B2 Releases public version of revised emergency plan 

Implementinj procedures 

FELTON, J M Division of Rules and Records 93/10/25 Doc up 
Ifanagement Branch iP 20946 097 24X Fiche 50-575. 83/10/25, 

8310270592, 


8310270386 Forwards public version cf revised emergency 
Implsmentlrg protedurts. incl gdi ng procedures 2 l re p 
maintiS 4 re insurance I, 3 6 re security 
aCHUYLER. J O Pacific Oes I, Electric Co 83/09/12 
Region 5, Office of Director 3pp 20946 100 24X 

Fiche' 50-275/ 83/10/25, 03102/0392 


plan 

lent 

HARTJN. J D 


0310270388 Public version of revised emergency plan Implementing 
procedur ee, Inc lud Irg Procedures 2 1 re plant maint.3 4 re 
insurance fc 3 6 re security 

SCHUYLER, JO Pacific Oos 1< Electric Co 83/00/16 JSOpp 
20946- 103, 24X Fiche 50-275,93/10/25,0310270582 


83-10040251 first supplemental responses to interroQator i es 
Certification of counsel 6 Certificate of Sve end Relati d 
c orrespondance 

LUBBOCK, D G Pacific Gas Sc Hoctiic Co 83/09/20 CalifuTiiia, 

State of 7pp 20613 042 24X Fiche SO-275, 03/09/28, a3100402hl 


0310040209 First supplemental answers to tnird set of interrogatories 
Prof qualifications S« Certificate of Sve end Related 
correspondence 

STR0MWA5faE8,M California, State of 03/09/28 Pacific Gas h 
Electric Co 26pp 206t4 169 24X Fiche 50-275.83/09/28, 

8310049280 


9310050396 First supplemental response to third set of interrogalon es 
Certificate of Sve end Related correspondence 

LUBDDCE.D O Pacific Gas & Electric Co 03/09/28 Califoiiuo, 

State of 66pp 20634 186 24X Fiche 90-275,03/09/20,0310050396 


0310030304 Notion far sanctions against Governor Deukmejian S< Joint 
Intervenors for failure to suppl interrogatories seasonably 
Intervenora have engaged in concrete course of conduct to 
delay proceedings Certificate of &vc encl 

CRANE. P A Pacific Oas 6 Electric Co B3/09/29 Atomic bafeti; 

and Licensing Appeal Panel I8pp 205v3 154 34X 

Fiche 50-275,03/09/29.8310030384 


63 1 0040209 Motion for mod of schedule eslablisheil in A8I R 03OV(j/ oi de> 
re design QA hearing Delay in completion of IDVP renders 
schedule impossible to meet 

KAUFMAN. P H California. State of 0.3/09/29 Atomic Safety and 
Licensing Appeal Panel I7pp 20614 335 24X Fiche 50-275. 

83/07/27, 8310040207 


— 9310040212 Addl contentions on de&ign DA 

KAUFMAN, P H California, State of REYNOLDSiJ Joint 
Intervenors-Diab 1 o Canyon REYNOLDS, J Center for Law in the 
Public Interest 83/09/29 Atomic Safety and Litensinq Appeal 
Panel 4pp 20614 332 24X Fiche 50-275,03/09/29,831004020? 


— 8310040219 Application for expedited ruling on motion for mnd of 
hearing schedule Motion should be ruled on quickly since 
testimony due 831008 Certificate of Svr end 

KAUFHANiP h California, State of 03/07/29 Atomic Jjafpty nnd 
Licensing Appeal Panel 6pp 20614 3S6 24X 

Fiche 50-275, 83/09/29, 0310040209 


8310040339 Supplemental response to second set of intqrrogatoi ies 
Certification of counsel 8. Certificate of Sve end Related 
corresp ondence 

HAVIAN, E fl Joint Intervenors-Diab lo Canyon HAVIANiE R Center 
for Law in the Public Interest 03/09/29 Pacific Oas If Electric 
Co 7pp 20624 019 24X Fiche 50-275,83/09/89,8310040539 


6310040302 Order extending time until 831007 for Commission to act to 
review AUAB-720 

CHILK, 6 J Office of the Secietary of the Commission 03/09/30 
G oinmi S 5 1 oner s Ip 20614 160 24X Fiche SO-373, 03/07/30, 

031DO4O3O2 


0310040525 Forwards author notice of appearance Certificate of Sve 

LUBBOCK. D G Pacific Oas t< Electric Co 83/09/30 Docketing 
Services Branch 4pp 20624 226 24X Fiche 50-275,83/09/30, 

8310040925 


8310070207 Staff requirements mrmo re S3098V dlscussian of proceeding 
■cherfule Commission will hold 031020 public meeting in 
Washington, DC re issues related to fuel looding 

CHILK,S J Office of the Secietary of the Commission 0 1/07/J0 
Office of the Becretary of the Comniisslon Ip 20676 36S 2IX 
Fiche 30-275. 03/09/30. 93 1 0070,709 
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B3lOOS045t F-diirth supp Icmcntdl rcupoh^c to First sot of 
i ritfiprogatar i 05 Ct»i t i F itatu of Bvt oncl 

iREYMDLD3»J Joint Infcervonorr -Oiah 1 o Canyon REYNDL US. J trntei 
lor Looi in kho Public InlorcHk 03/10/03 Pacific Oos & tlpctTii 
Co 9pp 20630 334 34X riche SO-a?*?* 33/10/ 03i 031 00!i04£'l 


031O11QQS3 Ancuior opposing util motion for oanctiona for dllefied 
failures to suppl interr oqatoi y an&uier seasonably Motion 
■uhol I'y unfounded should be denied Uorlaration of counsel 
& Certificate of Bve end 

STftJMWASbERi M r.i 1 1 f orn i a, State of U3/ 10/04 Atomic Safety anu 
Licensing Appeal Panel L'lpp 20660 24 4 94 X Fit he 00**27&» 

D3/IO/04i 03101 100ti3 


03 1011005^0 rorwaids Page of Nuclear Svts Corp audit of Pullrriiin 
Ppuipr Products filed u»/Joint Intervonors 030909 suppl to 
atation to reopen i ecord on const OA ia&ue 

REYNOLDS# J Center For Law In the Public Interest REYNOLUS# J 
■Joint J ntervenors-Diab J 0 Canyon 03/10/04 Atomic Safety and 
Licensing Board F’ariel 2pp 2066Q 239 ?4X Flche JjO-B/Sj 03/10/04, 

03101 10000 


03 10110073 Refiponse opposing Governor Deirkmejlan ?« Joint Intervenors 
030929 addl coritentions on OA Contentions lack specificity 
t«/or fail to meet criteria for late-filed contentions 
Certificate of Svt end 

LOCKERi R r Pacific Oa» Electric Co 03/10/04 Atomic Safety 
■anul Llcensinfl Appeal Panel 6pp *10'»*7 299 24 X 

FI Che 30~S79. 03/ 10/04# 03101 10073 


0310110120 Response opposing Governor Deukmejian 030907 motion to 
■modify! schedule for conduct pf hearings Motion is only 
another unsubstantiated ploy for delay Certificate of Sve 
end 

NQRTQffj 0 Pacific Gas 6 LI dc trie Co NORTON, D Norton# Bui ke# 
Berry & Troneh 03/10/04 Atomic Oofety and Licensing Appeal 
Panel lOpp 20666 213 24X Tiche 50-275# 63/10/04# B3101 10120 


B310110127 Response opposing licensee motions for sanctions aneinst 
Oovernor Deukmejian & Joint Intervcnorr# Intervenors 
supplemented interrogatory ansuers in timely mannei 
Certificate of Bve end 

REYNOLDS# J Joint lntorvenor<’#-Diab lo Canyon KEYNGLP0# J Centet 
for Law in the Public Interest 03/iO/O4 Atomic Safety ond 
Licensing Appeal Panel 6pp 20666 204 24X Flchc 50-273# 03/10/04# 

a:3ioi 1012/ 


03101 |'0'317 Response supporting Governor Dcukmejian 030929 motion for 
mod of hearing schedule Deposition schedule not completed 
time for filing contentions oiplied prior to issuance of 
IDVP repts Cbrtlflcate of Bve end 

nEVNQLDSj J Joint Intervenors-Oiablo Canyon REYNOLDS, J Center 
for Law in the Public Interest 03/10/04 Atomic Safety and 
Litenaing Appeal Panel 6pp 20665 350 24X FlcFte 50-275# 03/10/04# 

03101 10317 


B31O12O410 Renponso of IDyP to Interrogatory 57 in third set of 
interrogatories Certificate of Sve one 1 Related 
c OT- rc9p ond ence 

RABKINj D 0 Lnwonstein# Newman# Reis, Axelrod 6 Toll 03/10/05 
STRUrMWAOSER# M Californio# Btate of 9pp 20699 044 24X 

F icho* 50-279# 03/10/09# 8310120410 


0310130017 Response opposing Oovernor Deukmejian 630929 motion for 2-wk 
extension of discovery schedule set in A8I AB 630907 order 
Oovernor began discovery process only 3 uiks before hearing 
Ex tens Inn would delay hearing 

CHANDLERpL J Hearing Branch 2 03/10/05 Atomic Bafety and 

Licvnslng Appeal Panel 7pp 20725 191 a4X Fiche 50-275# 83/10/05# 
0310130017, 


8310130019 Response supporting licensee 030929 motion for sanctions 

upon Oovernor Deukme^ lan/Jo} nt Intervenor* Depositions of 
Ap'Oetolak is# Kempthorne S< Hubbard should be held during wk of 
03l€>iO-l4 Certificate gf 0vt end 

CHANDLER# L J Hearing Branch 2 03/10/05 Atomic Safety and 

Ltcensin-g Appeal Panel 6pp 20729 196 24X 

Ptche. 50-275# 03/10/05, 0310130017 


B3l 0130163 Response to 830902 document request consisting of computer 
printout listing documents In docket since 011101 Documents 
to b» copied should be identified 

HCOURRENi H J F-learing Branch 1 03/10/09 DllRDIN#Sl California# 

atato of 4pp 20724 280 ?4X Ficho 50 - 275 # 03/10/05, 0310130163 


6310110290 Application for subpoena for 0 Apostolakis for 03101 J 
deposition 8( production of documents 

NDRTaN# 0 Pacific Gas ># Electric Co NORTON# B Norton# Burk*# 
Berry &< Trench B'J/10/06 Atomic Bafety and Licensing Appeal 
Panol 4ipp 20666 100 24X Fiche 90-275# 03/10/06, B3101 10098 


—0310110301 Notice of G Apostolakis deposition on B310J1 in Ban 
FranciscoiCA Certificate of Sve end 

NORTON# B Pacific Gas t Electric Co NORTON# 0 Norton# Burks# 
Berry S, French 03/10/06 4pp 20666 104 24X 

Fiche 50-275,03/10/06,0310110290 


0310120376 Second supplemental ansuprs to first set of interrogatories 
Cer ttf i cation of counsel 8# prof quat i f ications end 
DURBIN, S L California, State of 03/10/07 Pacific Gas 8# 
Electric Co 2Bpp 20699 132 24X Fiche 50-275,03/10/07# 

0310120376 


— 3310120301 First supplemental ansuers to second set of interrogatories 
Certification of counsel end 

DURBIN# S L California. State of 03/10/07 Pacific Gas & 
Electric Co I7pp 20699 160 24X Fiche 50-275,03/10/07# 

0310120376 


—8310120306 First supplemental ansuiers to fourth sot of interrogatories 
Certification of counsel 8# Certificate of 6vc end 
DURBIN# S L California# State of 03/10/07 Pacific Gas Sc 
Electric Co Bpp 20699 17/ 24X Fiche 50-275,93/10/07# 

8310120376 


83101203B5 Order confirming 031005 oral rulings during telcon re 
reopened proceeding on design QA Oovernor Deukmejian 030929 
motion for mod of schedule granted in part 

SHOEMAKER# C J Atomic Safety and Licensing Appeal Panel 03/10/07 
8pp 20699 105 24X Fiche 90-275# 03/ 10/07# 0310120305 


8310120412 Order extending time until 031017 for Commission to act to 
review ALAll-728 

CHILK#8 J Office of the Secretary of the Commission B3/10/0-7 
Commissioners Ip 20690 052 g4X Fiche 50-275# 03/10/07# 
0310120412 


03(0130243 Fifth supplemental response to first set of interrogatories 
Portions of RB Hubbard 8< FJ Samaniego 021221 direct 
testimony 8# Certificate of Sve end 

REYNOLDS# J Joint Intervenor s-Diablo Canyon REYNOLDS# J Center 
for Law in the Public Interest 03/10/07 Pacific Gas 8< Electric 
Co 19pp 20723 293 24X Fiche 50-275# 03/10/07, 0310130243 


8310100160 Motion for leave to file reply to NRC 8( util responses to 
Joint Interveners 030909 suppl to motion to reopen record on 
const QA Responses raised defenses 8# relied on documents not 
previously part of record Certificate of Sve end 
REYNOLDS# J Joint Intervenors-Diab lo Canyon REYNOLDS# J Center 
for Law in the Public Interest 03/10/13 Atomic Safety and 
Licensing Appeal Panel 6pp 20009 147 24X Fiche 50-275# 03/ 10/ 10, 

8310180160 


5310100240 Response to Governor Deukmejian# NRC & utLl replies to Joint 
Intervenors 830909 suppl to motion to reopen record on const 
QA NSC audit rept provides irrefutable evidence of breakdown 
in Pullman QA program Certificate of Bve end 

REYNOLDS# J Joint Intervenors-Diab lo Canyon REYNOLDS# J Center 
for Law in the Public Interest 03/iO/13 Atomic Safety and 
Licensing Appeal Panel 12pp 20002 320 24X Fiche 50-275# 

83/10/13# 0310100240 


8310190219 Motion for order of enforcement of ABLAB 931007 order 
directing Governor Deukmejian 8( Joint Intervenors to suppl 
interrogatory responses 8< documents requested Parties failed 
to provide required documents Certificate of Bve end 
CRANE# P A Pacific Gas «< Electric Co Q3/10/13 Atomic Safety 
and Licensing Appeal Panel Spp 20010 037 24X 

Fiche 50-275,83/10/13# B31019021 9 


8310100328 Second supplemental response to third set of 
interrogatories Certificate of Sve end Related 
correspondence 

LUBBOCK, D G Pacific Gas << Electric Co 03/10/14 DEUKMEJIAN 
California, State of 14pp 20006 162 24X Fiche 90-275,83/10/14, 

8310100320 


0310210228 Forwards pj Kempthorne h FI Samaniego testimony 

REYNOLDS, J R Center for Law In the Public Interest B3/10/L5 

MOORE# T 8 Atomic Safety and Licensing Appeal Panel Ip 

20052 042 24X Fiche 50 - 275 # 03/10/15# 0310210220 


— 8310210242 Exhibit list Certificate of Bve end 

REYNaLDS#J Joint Intervenors-Diahlo Canyon REYNOLDS# J Center 
for Law In the Public Interest 03/10/15 6pp 20052 065 24X 

Fiche' 50-275# 83/10/15. 0310210220 


0310200170 Testimony of RB Hubbard re design OA Verification program 
has not yet demonstrated plant design complies w/alj 
appllceble NRC regulatory requirements 8< all util licensing 
criteria Related correspondence 

HUBBARD, R B California# State of aj/iO/16 77pp 20035 129 
34X Fiche 50 - 275 # 03 / 10 / 16 # B31O2OO170 
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— a3I0300J?5 List Qf enhiiits identified per ASLAQ 631007 order 
Certificate of Svc and 

STflUMWASSErt. M California. State af 03/10/16 9pp 2003^ 207 
24X Flche 50~375r a3/10/l6.a3j0200l7fl 


031O17OO9-4 Forwards documents NHC delivered to Commi ss i oner OillnfakV 
during 83ID17 briefing on plant design reverJ f 1 cati on 
OILINSKY.V CoffifnsBS i oners B3/10/I7 Office of the Eiecutivo 

Legal Director aopp 20023 299- 24X Fi che- SO-375. 33/10/17. 

8310170054 


6310170261 Order ertendlng time until 031029 for Cammission to art to 
review ALAll-720 

CHILKi S J Office of the Secretary of the Cdaitnission 03/10/17 
Commissioners Ip 2O01B 002 P4)( Fiche 50-275.03/10/17, 

0310190261 


0310270530 Forwards addl copies of direct testimony S* accompanying 
matli Sty Caurler & Eastern Airlines lost original 
transmittal# Inconveni ence regretted 

ernUMWASSeR. M California. gfcateoF 03/10/17 HODRE, T S Atomic 
Safety and Licensing Appeal Panel ip 20923 302 2AX 
Flche- 90-273. 03/10/ 17,6310270330 


—0310870348 Answer opposing util B31013 motion for order of enforcement 
l/tlj violated order several time# Grounds for rei^^uosted 
relief noneilstent 

BTRUHWASGERi M California. State of. 83/10/17 Atomic Safety 
and Licensing Appeal Panel 7pp 20V23 303 24X 

Flche 90-275.83/10/17.8310270336 


—0310270377 Affidavit of RQ Hubbard re safety-related aspects of QA 
progrens Prof qua 11 f ica tians ft Certificate of Sve end 
HUflBARO. ft B Callfarnla. State of 63/10/21 17pp 20783 - 310 . 
a4X Flche* 90-375. 03/10/17. 8310870330 


6310890203 Forwards UB Court of Appeals. DC C ircu 1 1, 031-007 amcniled 
apinidn affirming NRC denial of Atty General Bellottl 
petition to intervene 

CHANDLER, L J Hearing Branch S 03/10/10 CHJLK, 9 O Office of 

the Becretery of the Commission S3pp 20974 233 ?4X 

Flche 90-27 9, 03/ J 0/ 1 B , 931 02 90203 


0310240190 Motion for revocation of License 6PR-76, or i« alternative, 
for continuation of susponelon Continuing nature of matl 
false statemertts tc unresolved questions re adequacy of const 
unacceptable Certificate of Sve end 

RCVNOLD0, J Joint Intervenors-Dlab lo Canyon. REYNOLDS, J Center 
for Law In the Public Interest 03/10/20 Commi esloners 6Bpp 
20861 224 84X Flche 50-279.83/10/20,6310240130 


8310840174 Objection to Joint Intervenors proposed Exhibits 186 tc 189 
9, State of CA Oovernor Exhibit II re design OA Exhibits 
irrelevant & immaterial to proceeding Certificate of Sve 
end 

CRANE.P a Pacific 8as 6 Electric Co 63/10/80. Atomic Safety 
and Licensing Appeal Panel 4pp 2O0DO 030 24X 

Flche 50-879.63/10/20.0310240174 


9310290043 Object ions to util & NRC exhibits b testimony. per ABLAD 
031007 order Certificate of Bve end 

HAVIAN, E. Joint Intervenors-Diab I d Canyon HAVIAN.H Center for 
Law In thr Public Interest 83/10/20 Atomic Bafety and Ljeensinp 
Appeal Panel 6pp 20094 001 ?4X Flche 50-279,83/10/20, 

0310890043 


310250467 Comments on Joint Intervenors ft Governor Deulmejjaii 
teetlmony k proposed exhibits, per A8LD 931007 order, Oavernor 
Exhibits 27-31 not provided far review Exhibits 187 *< 132 
accep tab J e 

CHANDLER. L J Hearing Branch 5 03/10/21 NOaRE, T S . DUCK, J N , 

JOHNSON, M R Atomic Safety and Licensing Doard Panel 8pp 
20097 102 a4X Flche 50-875.03/10/81,631025^467 


0310260236 Submits suppl to 030901 comments on IDVP final rep fc 1. 

S8ER 18 rt relssuance of suspended license for fuel 
loading k low power optratlon License reissuanca opposed 
CertiPUata of Sve encj 

REYNOLDS, J R Center for Law in the Public Interest REyNOLDSt J 8 
Joint I nterven dts-D I ab i o Canyon 03/10/84 PALLADiND. N J . 
OILINSKY, V . RaBERTffi T Commi is Ipners Mpp 80912 192 24X 

Flche 50-275, 63/10/24.031 0860236, 


33J0260270 Order denying Joint Intervengrs 630510 ft Governor 
Deukmajlan 030917 motions to reopen record re adequacy of 
applicant const OA program. Notions fall to meet itds 
BHOEMAKER.C J, Atomic Safety and Lltsnslng Appeal Panel 03/10/24 
Joint Intervenors-Dlab lo Canv“>»i 8pp 2 09 U. 309. 24X 

Flf ha‘ 50-275, 00/10/24. 8310260270 


6310310141 Notice of withdrawal of Contoni i nns 3c . d. e. g. i, j, k S, n rp 
design GA fal lui cc Contentions found to be within licensing 
criteria or were resolved by addl technical info Certificate 
o f Bve enc 1 

DURBIN. S L. California, State of REYNOLDS. J R Joint 
I ntervanors-Daab lo Canyon ntYNOLDS, J R Center for L au m the 
Public Interest 03/10/24 J6pp S0V59 OlV 24X 
Fiche 90-275. 03/10/84, 9310310141 


6310870263 Answer opposing Joint Intervenor 031020 motion for 
revocation of OL or for contlmuat i on of suspension Applicant 
has not misrepresented or failed to disclose facts 
Certificate of Svr end 

CRANE.P A Pacific Gas I' Electric Co 83/10/25 fommi ss i oner! 

J3pp 20922 020 84X Fiche SO-275. 03/10/25. 0310270263 


0310270359 forwards Joint Intervener fi Governor Deulmejian tevisid 
contentions on design QA. replacing Exhibit 1 transmitted 
w/631024 Ut 

REYNOLDS, J R Center for Law in the Public Interest REYNOLDS. J R 
Joint Intervenors-Diablo Canyon 63/10/85 PALLADINU, N J , 
GJLINSKY, V , RODERTB.T Commissioners ip 20923 894 S4X 
Fiche 50-273, 93/10/25. 9310870350 


— B31037036I Issues to be contested by Governor Deukmejian Ic Joint 
I ntervenot s 

a Joint Intervenors-Diab 1 0 Canyon 03/10/24 /pp 80983 295 
24X Fiche 50-275,03/10/25,0310270350 


0310260097 Reply to util objections to Joint Intervenors proposed 
exhibits Objections should bo overruled Certificate of Sve 
enc 1 

HAVf AN, t Joint Jn tervanors-Dlab 1 o Canyon HAVIAN, E Center foi 

Law in the Public Interest 03/10/85 Atomic Safety and LlcensliKi 
Appeal Panel Spp 20935 066 84X Fiche 50-275,03/10/25, 

0310200097 


0310310181 Requests DC Treppa end □31021 Itr be placed in PDR I, coplei- 
served on parties to proceeding 

SHOEMAKER, C J Atomic 0afe ty and Licensing Appeal Panel 83/10/2/ 
Docketing k Services Branch Ip 20950 361 24X 

Fiche 50-275. 03/10/27,8310310101 


— B310310184 Expresses concern re reissuing low power test license fct 
facility License should be revoked Sc facility ordered to 
shut down 

TREPPA.D C Affiliation Unknown 83/10/21 ROSENIIfAL,A 0 NRC- 
Ho Detailed Affiliation Given Ip 20950 368 24X 

Fiche 50-275,83/10/27,0310310161 


H General correspondence 


0310160270 Clarifies position of inter jut i sd |c ti onal planniny 
committee for ageiicles surrounding fac i 1 i ty, emphadi x ing 
Importance of FEMA coordination of federal agency responses 
to nuclear plant accidents 

COLEMAN, n J San Clemento. CA 03/10/10 NRC - Nn Detailed 
Affiliation Given 2pp 20007 050 24X Fiche 90-275,03/10/10, 

0310100270 


031O2OO17S Responds to &2071P & 030020 Itrs re safety redundancy of 
valve failure modes IE Insp Repts 90-875/08-26, 

50-383/82-13 ft 50-275/02-48 end further investigation 
revealed tracking k documentation of repts out of date 
BISHOP. T W Division of Resident, Reactor Project !< Engineering 
Programs 03/1O/I7 COPPER, J H Affiliation Unknown 2pp 
80835 316 84X Fiche 50-275,83/10/17.0310200175 


G Inspection reports. IE Bulletins fi< coT^r espondence 


63(0250416 Forwards std order for DDE wot k, '*8pec iai i zed Insp 
Support - Technical ABsistanci* for Diablo Canyon - Design 
Verification Program 

ADAM3.C Energy, Dept of FIN B-B552 83/09/16 MARTIN. J D 

Region 5, Office gf Director Ip 30097 184 24X 

Flche 50-279.03/09/16,0310250416 


— B3102904I13 etd order for DOE work ''Spec ta 1 i led Insp aupport - 
Technical Assistance for Dipblo Canyon - Design Verification 
Program.” issued to LLU 

MARTIN, JD Region 9, Office Of Director HACRUBKY, J Fnergy. 
Dapt of FIN D-a552 03/09/16 ip 20097 IBS 24X 

Fiche 50-279,83/09/16.8310850416 


8310040221 Forwards IE Insp Rept# 50-279/03-89 k 90-323/83-10 on 
830710-23 k 0018 No noncompliance notdd 
NOROERHAUG, L « Region 9. Office of Director 03/09/20 
SCHUYLER, J 0 Pacific Gas Si Flectric Co 2pp a06i/ 290 ?4X 

Flche 50-279.93/09/20.0310040821 
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-03 10040^36 IE Insp Rept^ -iO -375/83-25 *< 50-323/B3-1B on 830/1 H ^ 
C318 No nunc omp J 1 anc& notod Major ai i is inspertorl emfrgenry 
preparedness, propram, inc 1 ud ' ng emerg»»ncij dcfcection ?« 
class 1 f ) ca t i on protective action decisionmaking 

SCCCilNi K » ECHUSTER) M D Rodion 5/ Office of Director 03/09/19 
13pp 20617252 24/ Ticht 50-275.0^/09/20-0310040221 


^310]7047^ Forwaids IE Insp Repts 50-275/03-28 50-324/03-20 on 

030733-0903 Wo none omp 1 1 anc e rioted 

0IB>lOPiT W Division oF Res Ident. Reac tor Project 8< rnqlneeiinp 
Programs 03/09/22 SCHUYLER. 4 0 f’atific Gas t Electric Co 
30703 305 24X Fiche 50-37S. 83/09/22. 83J0170473 


— 0310310354 "Insp Hepts. '■ Aug 1903 

« EG&O. Inc fin 0-8522 B3/O0/31 NRC - No Detailed 

Affiliation Given 21pp 20960 336 24X Fiche 50-275.03/10/13. 

0310310312 


0310200100 Ack receipt of 03092/ Itr informing NRC of steps taken to 
correct violations noted in IF Insp Repts 50-275/03-24 & 
30-323/03-17 

OISHOP.T M Division of Resident. Reactor Project ft Engineering 
Programs 03/10/14 SCHUYLER. J □ Pacific Gas & Electric Co Ip 
20835 072 24X Fiche 50-275, 03/10/14. 0310200180 


-33JOI70479 JF Insp Ropts 50-275/03-28 «« 30-323/83 20 on 830731 0703 No 
noncemp L lane e noted Major areas Inspected plant operations, 
surveillance testing , ma xnt. i ndependent insp & foHouiup of 
rone omp I lane es. open i terns, al lega tion ^ preoperational tests 
CARLSON, 4 D , HEND0NCA.f1 M . KIRSCH. I) T Region 5, Office of 
Director 03/09/21 Spp 20703 307 24X Fiche 50-275. 03/07/P2- 

B3 101 70473 


0310200103 Responds to NRC 830826 Itr re violations noted in lE Insp 
Repts 50-275/03-24 ?< 50-323/03-17 Coirective actions locking 
devices on Unit I pipe support 46-99 existed on both 
spring cans lurnbuckles verified by Pullman Power Products 
SCHUYLER, J 0 Pacific Gas «« Electric Co 03/09/27 MARTIN. 4 B 
Region 5. Office of Director 6pp 20035 073 24X 

Fiche 50-275.83/10/14.8310200100 


3O03DO34O IE Info Notice 83—61. ^'Alleged Use of Btond— Ins fcri Ucldei 
Qura i t f i ca tion Tests *' Sve list end 

4€RDAN. E L Division of Emergency Hrepai edness & bnqlnoenng 
Response iPost 830103) B3/09/26 ionsolidated Edison Co of Neur 

Vork. Inc I17pp 20754 022 24 X Fit he 50-000. 83/09/26. QJ00300340 


9310310246 Forwards IE Insp Repts 50-275/03-30 l< 50-323/03-22 on 
830904-1001 No noncompliance noted 

BISHOP. T W Division of Rcsl dent. Reactor Project & Engineering 
Programs 03/10/14 SCHUYLER. J 0 Pacific Gas fc Electric Co 2pp 
20947 102 24X Fiche 50-275.83/10/14.0310310246 


300300342 IC Info Notice 03-62, "Failtiie of Redundant Toxic Ga*i 
Detectors Positioned at Control Room Ventilation Air 
Intakes '* 5vc list end 

40RD^. E L Division of Emergency Preparedness Engineering 
Response (Post 630103) 83/07/26 Consolidated Edison Co of New 

VoTl. Int 116pp 20777 210 24 X Elche 50-000.03/09/26.0300300342 


—8310310251 IE Insp Repts 30-275/03-30 U 50-323/03-22 on 030904-1001 Na 
none omp 1 1 ance noted Major areas Inspected surveillance 
testing, moint, independent Insp. followup of open items 6 
allegations, prooperationol testing/rcsul ts ii plant tours 
MENDONCAi M M . KlRSCH. D E Region 5. Office of Director 
83/10/13 lOpp 30947 184 24X Fiche 50-275. 83/10/14. 8310310246 


30830034S IE Info Notice 63-63. "Potential Failures of Westlnqhoose 
SA-1 Dafforentiol Relays " Sve list end 
JORDAN. E L Dlvlaion of Emergency Proparodness E Engineering 
Hesponso (Post 030103) 83/09/26 ConcoUdated Edison Co of New 

Vpri. Inc liBpp 20770 001 24X Fiche 50-000.03/07/26,8300300345 


0310260036 Ac k receipt of 830916 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-275/G3-13 i 
50-323/03-10 

BISHOP, T W Division of Resident. Reactor Project & Engineering 
Programs 03/10/21 SCHUYLER. J 0 Pacific Gas E Clecti ic Co Ip 
20934 325 24X Eiche 50-275,03/10/21.0310280036 


30B300349 IE Info Notice 03-64, "Lead Shielding Attached to 
Safety-Related Sys W/o lOCFHSO 57 Evaluation " 8vc list 
e nc 1 

JORDAN, E L Division of Emergency Preparedness tc Engineering 
Response (Pnst 83Q103) 03/09/29 Consolidated Edison Co of New 

York, Inc 115pp 20716 324 ?J4X Tirhc 50-000.03/09/29.8308300347 


— 0310200048 Responds to NRC 830519 Itr re violations noted in IE Insp 
Repts 50 •'275/03-13 6 50-323/83-10 Corrective actions sys foi 
maintaining welder qualification files revised Only 
qualified weldors on active list allowed to draw rods 
SCHUYLER. 4 0 Pacific Oas t* Elpctiic Co 83/09/16 MARTIN, 4 B 
Region 9. Office of Director 5pp 20934 326 24X 

Fiche 50-275,03/10/21.0310280036 


iOB30037G IE Info Notice 03-65. "fiurveinance of Flow in RTU Bypass 
Laops Used m Hestinghouse Plants " Svr list end 
JORDAN. C L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 03/10/07 Consolidated Edison Co of New 

York. Inc 76pp 20827 213 24X Fiche 50-000.83/10/07.8308300370 


30S3D0V52 IE Info Nutice 03-66. "fatality at Argentine Critical 
Facility " Sve list end 

JORDAN. E E Division of Emergency Preparedness Engineering 
Response (Post 030103) 83/10/0/ Consolidated Edison Co of New 

York. Inc 79pp 20882 026 24X TUhe 50-000.83/10/07,0308300/52 


30B300759 IE Info Notice 03-67. "Emergency Use Respirator Matl Defect 
Causes Production of Noxious Gases " 3vc list end 
JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 03/10/11 Consol idated Edison Co of New 

York, Inc ll7pp 21043 075 ?4X Tithe 50-000,83/10/11,0300300757 


0310310274 Torwai ds Allegation RV-03-A -0047 re RHR sys Allegations 
previously addressed in IE Insp Rept 50-275/02-42 in 
response to B20B20 Itr Task interface agreement suggested 
BISHOP. T W Division of Resident. Reactor Project It Engineering 
Programs 03/10/26 EISENHUT.D 0 Division Of Licensing 2pp 
20961 303 24X Tiche 50-275.03/10/26.0310310274 


—831031 0281 Ack 
facility RHR 
IE Insp Rept 
COOPER. J H 
of Resident, 
20961 305 


receipt of NRC response to 620820 allegations 
sys Allegations paraphrased by inspectur in 
50-375/02-42 misinterpreted 
Affiliation Unknown 83/10/20 BISHOP,! U 
Reactor Project It Engineering Programs 8pp 
e4X Fiche 50-275.83/10/26,8310310274 


re 


Division 


R Periodic operating reports t< related correspondence 


J00300761 IE Info Notice 03-60. "Respirator User Warning Defective 
6 elf-Cantained Breathing Appmatus Air Cylinders " Bve list 
enc I 

JORDAN. C L Division of Emergency F^reparedness It Engineering 
Response (.Post 030103) 83/10/11 Consolidated Edison Co of New 

York. Inc laOpp 20027 127 ?4X Fiche 50-000. 03/10/ 1 1. 0308300761 


) 1 0310332 Farwaids IE Insp Repts 50-275/03-29 It 50-323/03-21 on 
S30B29-I0902 l< 06-09 No npncomp 1 i anc c noted 

BISHOP, T W Division of Res ident. Reactor Project It Engineering 
Pregrams 83/10/13 8CHUYLER. J 0 Pncific Gas It Electric Co 2p|i 
20960 3)1 a4X Fiche 50-275.83/10/13,0310310332 


-B3103S0341 IE Insp Repts 90-2/5/03-29 It 50-323/83-21 on 030827 0702 It 
06-0? No none omp I lance noted Major arras inspected const 
act i VI t i es, inc lud Ing licensee artion on previous insp 
findings. IE Info notices It def i c lenc i rs under 10CFR50 55 b 
HERNANDEZ. G H . KlRSCH. D F Region 5. Office of Director 
63/10/07 Jlpp 20960 313 24 X Fiche 50-275. 03/10/13, 83103103J!> 


-03110310346 "insp Repts," Jul J7D3 

* EClcG, Inc TIN D 0552 83/07/31 

Affiliation Given I2pp 20960324 
6310310332 


NRC - No Detail ad 
a4X Fiche 50-275.83/10/13, 


830B300781 Board Notification 0J-156 forwards RL Cloud Assoc It Teledyne 
Engineering Sves repts re IDVF* 

EISENHUT.D C Division of Licensing 03/10/14 PALLADINO.N . 
01L1N8KY, V . ROPERTS. T Commissioners 4pp 20875 122 24X 
Fiche 50-275. 03/10/14, B30B300/B1 


03I02102B4 Forwards Rev 14 to ' 
Final Rept " 

SCHUYLER. J □ Pacific Gas It 
Division of Licensing 2pp 
8310210284 


'Design Verification Program Phase I 

Electric Co 83/10/14 EISENHUT.D 0 
20B50 232 24X Fiche 50-275. 03/10/ J 4. 


— 03102102BB Rev 14 to "Design Verification Program Phase 1 
» Pacific Gas It Electric Co 03/10/14 17ipp 20850 
Fiche 90-275.83/10/14.8310210204 


Final 

334 


Rep t 
24 X 


5 Reportable occurrences, ELRs I, related correspondence 


8310120066 PN0-V-B3-O44 on 031003, employee suffered heart attack during 
work Personnel taken to hasp No news release planned 
MORRILL, P J Region 9. Office of Director 03/10/04 Ip 
20696 157 D4X Fiche 50-275,03/10/04.8310120066 
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T Hearing transcripts on n on~^ n I v trua fc matters 


0310050442 Transcript of Commission 030937 brief inq in Wash i nq totii nC it 
faclHtg schedule Pp 1-34 Vieu^raphs & supporting 
documentation end 

* Commissioners 03/09/27 52pp 20*40 218 24X 

Flche 50-275103/09/27*03100504 42 


8310100354 ForLfartfs IDVP testimony 

AXFLRADiM Louenstein* Neuman* Reis. Axel rad ^Tull 03/10/14 
HDORFr T S . DUCK. J H . JOHNSON* W R Atomic Safety antf Litenslnfl 
Appeal Panel 2pp 20804 J 04 24X riche 30-275.83/10/14, 

6310100354 


—0310100361 Testimony of HE Cooper. RL Cloud, JE Krechting & RP Reedy ni. 
helialf of IDVP re Contentions 1.2 t( 5 -b Describe*; role of 
ID9P ID verification of design uiorlr of plant k hou IDVP 
performed uort 

COOPER. W E , CLOUD. R L . KRECHTlNfiiJ E LouiensteiOj Newm.*n, Reis. 
Axel rad h Toll 83/10/14 59pp 2<>004 106 24X 

Fiche 50-275.03/10/14.0310100354 


— 8310160 369 Testimony of HL Cloud* JH Dtgg$,MJ Holley Si R Wray an behalf 
of IDVP re Contentions 3 Si 4 m n Discusses allegations of 
internal technical program use of improper engineering side 
to determine if license criteria met 

CLOUD. R L , DIOOSi J f1 . ItOLLEVi J Louanstein. Neuman* Kejs,. 

Axelrad Sr Toll 03/10/14 33pp S0b04 165 24X 

Flche 50-275.03/10/14*8310180354 


—0310180375 Testimony of JE Krechfcing & WE Coopar on behalf of !0VI> n 
Cantention 4 a -i & o -u Discusses o1 legations that IDV1* 
accepted deviations from licensing criteria u/o adequate 
engineering justifications Certificate of Svc end 
KRECHTING.J £ . CDOPER.WE Louenstein. Neumanr Rejs* Axolrad h 
Toll 03/10/14 71pp 20CD4 198 24X Flche SO-275* 03/lO/H. 

0310180354 


8310210350 Foruards NRC testimony- 

MCGURREN.H J Wearing Branch I B3/IO/t4 MOORE, 7 0 . DUCK,J M , 
J0HNS0N*W R Atomic Safety and Licensing Appeal Panel 5pp 
20049 140 24X Flche 50-275.83/10/14*0310210350 


— 0310210355 Testimnny of IP KnJ ght* HE, Schiet 1 ing ft JS Wermiel on 
Cavernor Deufcinejlan 6 Joint Intepvennrs Contentions la-e 
KNiOHTiJ p Assistant OlTfictor for Comp & Structures Enqiiieeriny 
(Post 630201) SCHIERLINO, H E. Division of Licensing 
HERfllEL, J 5 Auxiliary Systems Branch 83/10/14 32pp 
20049 145 24X Flche 30-275,83/10/14,0310210350 


— B310210357 Testimony of JP Kniffht.HE Schierling h JS Hermiol on 
Governor Deukmejlan h Joint Interveners Contentions SaiBb Ir 
2c 

KNIOHT.jp Assistant Dirertor for Comp & Struetura* EnglneoTing 
(Post 0302011 9CHIERLINB.fr E Division of Licensing 
WERMIEL.J 0 Auxiliary Systems Branch B3/IO/14 9pp 
20049 177 24X Flche 50-275.83/18/14*0310210350 


“6310210356 Testimony of JP Knight. P Kuo* HE PoU.CA HineriAJ 
Phi 1 i ppacopoulos* C J Constantino h PC Wang re Oovernor 
Deukmejlan h Joint tntervenors Contention 3 

KNIGHT, J p Assistant Director for Comp It Structures Engineering 
(Post 030201) KUQ. P * POLKfH E Structural li Oeotachnical 
Engineering Branch 03/10/14 25pp 20849- 186 24X 

Flche 50-275.03/10/14.0310210350 


'8310210371 Testimony of JS Wermiel on Oevernor Deukmejlan ■!< Joint 
Intervenors Contentions 4a. 4h* 4p. 4q, 4r S< 4s 
HERMIEL, j s Auxiliary Systems Branch 83/10/14 lOpp 
20049 211 24X Fiche 50-279, 83/ 10/ J 4, 8310210350 


63)0210302 Testimony of JL Knox re Oovernor Deulrmejlan 4i Joint 
Intervenors Contentions 4bi 4ci 4gi 4o. 4t !< 4u 
KNOX. J t Division of Systems Integration (post 0JJOO51 
03/10/14 Bpp 20049 221 24X Fi ch e 50-275* 83/10/1 4. 63I02J 0350 


6310210392 Tistlmony of TO Dunning re Oovernor Deukmejian 8. Joint 
Intervenors Contention 4. Parts d, e & f 

DUNNINO. T 0 Instrumentation & Control Systems Branch 83/10/14 
lOpp 20049 229 24X Fiche 50-275.83/10/14.8310210350 


6310210390 Testimony of DJ Kub i c k i on (Jovernor Deukmejian S. Joint 
Intervenors Contentions 4£. 4j U 4k- 

KUBICKI.D J Chemical Engineering Branch 93/10/14, Hpp 
20049 239 24 X Flche 50-275,03/10/14.0310210350 


B3102J0391 Teitimony of P Kuo 8i HE Poljr on Oovernor Opuktnejian b Joint 
Intervenors Contention 4n 

KUO.P * POLKiH E Structural ie Qeotechnical Engineering Hranch 
63/10/14 3pp 20849 253 24X Flche 50-275,83/10/14,0310210350 


— 6310210376 leslimrny of PJ Moi r 1 1 1 on (.avernor Deukmejian 2. Joint 
Intervenors Contentions b 0 

MORRILL. P J Division of He s i <( en t. Reac tor Project & Eng i nc ct ii,g 
Programs 03/10/14 6pp 20849 256 24X Fiche SO -275. 83 / 1 0/ 1 4* 

83 1 02 J 0350 


— 8310210381 Testimony of HP Ha/.ss on Governor DeuJtmejian L Joint 
Intervenors Contentions 6 «< 0 

HAASS. W P OA Branch 03/10/14 4pp 20049 262 24X 

Flche 50-275.03/10/14.0310210350 


— 8310210305 Testimony of JP Knight h HE Scliierltng on Governor 
Deukmejian Joint Intervenors Contention 7 

KNIGHT. J p Assistant Director for Comp t* Btructures tng inecr my 
(Past a3020I> SCHIERLlNGi H fc Division of Licensing 0J/1O/14 
6pp 20049 266 24X Fiche f, 0-275. 0J/ 10/ 1 4. 031 021 0350 


— 8310210307 Testimony of JS Weimiel on Governor Deukmejian Joint 
Intervenors add] contentions on desion QA. Contenti on 9 
HERMIEL, J S Auxiliary Bystems Branch 03/10/14 16Bpp 
20047 273 24X Fiche 50-2/5.03/10/14.8310210350 


031021022B Foruaids PJ Kempthorne J. FI Samaniego testimony 

REYNOLDS* J K Center for Law in the Public Interest REYNOLDS. J R 
Joint Inicrvenors-Dxab lo Canyon 83/10/15 MOORE, T B , 

JOHNSON. W n I Dl/LK. J H Atomic Safety and Licensing Appeal Panel 
Ip 20852 042 24 X Fiche 50-275. 03/ 10/ 15. 8310210228 


— 8310210241 Testimony of PJ Kcmpthorne & FJ Bamaniego re Contenlioi. J oi, 
IDVP conclusions in light of sampling methodology Prof 
qua] 1 f icfltions oriel 

KEHPTHORNE'P J . SAMANIEOO. f J. Joint Intervenors -Dlab lo Canyon 
63/10/15 2app 20052043 flAXPlrhe 50-275.83/10/15,0310210220 


0310200170 Testimony of RB Hubbard re design QA Verification program 
has nut yet demonstrated plant design complies j/all 
applicable NRC regulatory requirements I, nil util licensing 
criteria Related correspondence 

HUBBARD, R □ California. 3tatc of HUDDARD. R D HMD Technical 
Associates 03/10/16 79pp 20835 129 24X Flcho 50-370.03/10/16 

8310200178 


-•'8310200184 Testimony of G Apostolakis re design QA IDVP weak since 
program fails to recognlxc implications of decision to cart 
IDVP in probabilistic terms it fails to use appropriate 
probabilistic analysis principles Sr methods 

APOaTOLAKlS. G California. Stoteof APOSTOLAKIS. G California, 
Univ of. Los Angeles, CA 83/10/16 21 pp 20835 208 24X 

Fiche 50-273,03/10/16.6310200178 


— 8310200190 Testimony of JH Rocsset rs adequacy of Uti) seismic modeling 
of structures & soils it of review of util work by IDVP Four 
issues remain requiring further verification Affidavits of 
qual 1 f i cations end 

ROESSET. J M Caliifornia. Btata of D3/10/16 6lpp 20035 229 
a4X Fiche 50-275,03/10/16,0310200170 


031 0250326 Forwards corrected Pages 5. 6 8 to NRC 031014 testimony o( 

JP Knight. ME Schiorling I. JS Wermiel on Governor Deukmwjlan 
fc Joint Intervenors Contentions Pa-e frrors due to 
difficulties w/uord processing 

MCGURRENiH J Hearing Branch J 03/10/19 MQDRE. T G , BUCK. J M , 
JOHNGDN,W R Atomic Safety and Licensing Appeal Panel 2pp 
20897 340 24X Fiche 50-2/ 5. 83/1 0/19, 0310250326 


—8310250332 Corrected Pages 5. 6 & 8 to JP Knight, HE Schierling !i 
J8 Wermeil testimony on Governor Deukmejian 8< Joint 
Intervenors Contentions 2a-r 

KNIGHT. J P . SCHIERLINO.H C , WERMIEI , J s NRC - No Detailed 
Affiliation Given 03/10/19 3pp 20897 342 24X 

Fiche 50-275* 03/10/19, 0310250326 


03(0250176 Forwards H Schierling, W Haass 8c D Kobicki depositions 
Corrections to deposition transcripts W/o depositions 
HCGURREN. H J Hearing Branch 1 83/10/20 Tayloe Associates 

Ip 20092 354 24 X Fiche 50-275,83/10/20,8310250176 


—8310250102 Corrections to WP Haass 030921, DJ Kubicki 030920 h 
ME Schierling 030921 depositions 

HAASS. W P , KUOrCKliO J . SCHIERLING. H E NRC - No Detailed 
Affiliation Given 03/09/21 4pp 20892 355 24X 

Flche 50-275. 03/ 1 0/ 20, 03 1 0250 1 76 


0310200057 Transcript of witness testimony, prof qua 1 1 f icationc & 
exhibits for reopened hearing re design OA Certificate of 
Sve end Related correspondents' 

* Pacific Gas Electric Co 03/ 10/27 554pp 20935,320 P4X 

Fiche 50-275, 03/ 1 0/27 , 83 1 0200057 
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O CongresBiona 1/Lx pcuti C ot rPBpondpntp 


&Jl01l0n4 Ac k receipt of can^merits on plant licensinq Commission 
deferred final consideration of matter until after NRC 
completes analysis of final IDVP t ept 

CHlLKi 5 J Off ire of tho Secretary of Ifie Commission 83/10/05 
HART. G K . CHACON. P . DAUlS. O Califoima. State of Jpp 
20668 131 24X Pichc 50-275, OJ/10/03. OJlQl 101 14 


8310200442 Responds to 83092P 1 tr re NRL handling of several ujorkitK] 
papers for case studies being conducted to support NR( rept 
to Congress per Section 13 of NRC Author i rat i on Art Three 
trfOT king papers enr 1 

PALLADINU.N J Commi ss 1 oners 83/10/07 FORD. W M Senaip 3pp 
20871 295 24X Fiche 50-000. 03/ 10/07, G710200442 


--031O2OO469 bxpi esses disappointment re release of draft study on OA 
programs at Diablo Canyon trj licensee Full explanation 
requested 

MARKEY. L J Hou'^e of Rep , Interior U Insular Affairs 03/07/<Jl 
PALLADINQ. N v» Comml ssionerB 2pp 20872 217 24X 

Fiche 50-000.83/10/07.831020044? 


8310240169 Advises that State of CA legislator Itrs rcquestinq delays 
in licensing do not represent policy of CA legislature 
License issuance recommended 

ALQUIST.A C California. State of 83/10/17 PALLADINQ. N J 
Commiss loners Ip S 0 B 8 O 037 24X Fichc 50-273. 83/10/17. 

0310240167 


B3L02S0045 Urges NRC to proceed la/o delay u/iegulatoiy steps necessary 
to allobi fuel loading, low pouei testing it commercidl 
operation 

DILLS. R C California. State of 83/10/19 PALLADINO. N J 
Commissioners 2pp 20B94 087 24X Fichc 50-275.83/10/19. 

0310250045 


V Operator examinations 


8310030285 Informs of periodic audits of licensed opriator 
requal i fi cation programs Schedule for requal 1 f icatinn 
training & exams requested by 83I02Q 

BISHOP. T W Divinlon of Res 1 dent. Reac tor Project !< Engineering 
Programs 03/09/26 SCHUYLER. J Q Pacific Oas *e Electric Co ?pp 
20591 039 24X Fiche SO-275, 03/09/26. 8310030205 


DOCKET 50-324 BRUNSWICK 9T6AM ElFCTRlC PI ANT, UNIT 2 


F Security, medico), emergency it fire protection plans 


83 1 0250120 Foruiards addl info re pending requests for exemption from 
lOCFRSOiApp R 10CFH50 48 Info clarifies request for nine 
exempt! ons, schedul e for alternate shirtdotun study it completed 
mods 

HOWE.P W Carolina Pauer it Light Co 83/05/02 VASSALLO. D D 
Operating Reactors Branch ? 21 pp 20899 24Q 24X 

Fiche 50-324, 83/05/02. 0310250120 


83101i01b7 Ack receipt of 030420 Itf transmitting Rev 0 to physical 
security plan Portions inconsistent u/lOCFRSD 54{p} End 
comments should be accomodated to modify plan Comments 
withheld irof |0CrR73 21> 

LEWIS. R C Division of Project it Resident Programs 03/07/12 

UTLEY. E E Carolina Power it Light Co Opp 20666 279 24X 

Fiche 50-324.03/07/12.8310110157 


8310070273 Forwards IE Bafeguords Insp Repts 50-324/83-24 8 c 
30-325/03-24 on 030707 notice of violation 

O'REILLY. J P Region 2. Office of Director 83/09/01 UTLEY, t F 

Caroiina Power it Light Co 2pp 20656 347 24X 

Fiche 50-324.03/09/01.83100702/3 


-'-0310070282 Notice of violation from insp on 830707 

e Region 2. Office of Director 83/09/01 Ip 20656, GM 24X 
Fiche 50-324.83/09/01.83100/0273 


— 0310070294 IE Safeguards Insp Repts 50-324/83-24 I. 50-325/03-24 on 
83070/ Noncompliance noted authorlied employee entered 
protected area w/o badge it w/o being physically searched 
Details withheld (ref lOCFR/3 21 } 

HALL. D L Region 2i Office of Director MCGUIRE. D R Division i»f 
Emergency Preparedness it Materials Gnfety 03/08/01 Ip 
20656 352 24 X Fiche 50-324.03/09/01.0310070273 


8310040347 Requests update of end info re layout of technical suppoi t 
c tr» emergency operations facilities 

VERRELLl.D M Division of Project ?< Resident Programs 03/09/1? 
UTLEY. E E Caiolina Power it Light Co 17pp 20625 103 24X 

Fiche 50-000.03/09/12.0310040347 


8310250565 Forwards IE Insp Repts 50-324/03-29 6 50-325/03-29 on 
830815-19 No noncompl lance notrd 

□ 'REILLY. JP Region 2, Office of Director 83/09/21 UTLEY. E E 

Carolina Power it Light Co 2pp 2070? 057 24X 
FtChe 50-J24, 03/09/31.8310250565 


—0310250370 IE Insp Repts 50-324/83-29 & 50-325/03-29 on 830813-19 No 
noncomp 1 lance noted Major areas inspected emergency 
preparednoss 

CLINC.W E Region 2, Office of Director JENKINS. 0 R Division 
of Emergency Preparedness & Materials Safety 03/09/13 9pp 
20902 061 24X Fiche 50-324. 83/09/Sl . 8310250565 


8310040298 Ack receipt of 830030 Iti infoTitiing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/B3-26 Sc 
50-325/8J-26 

VERRELLl.D H Division of Project Ic Resident Programs Q3/09/«.!2 

UTLEY, E C Carolina Power it Light Co Ip 20621 001 24X 

Fiche 50-324 , 83/09/22. 03 1 0040270 


— 8310040306 Responds to NRC 030801 1 kr re violations noted in IC Insp 
Repts 50-324/83-26 & 50-325/03-26 Coirective actions fire 
protection sys walkdown will be performed to verify sys 
drawings Revised drawings will be prepared as needed 
DIETZ. C R Carolina Power & Light Co 03/08/30. D'REILLY. J P 
Region 2 . Office of Director 2pp £0621 002 24X 

Fiche 50-32 4 . 83/09/22. S3 1 00 4 0290 


—8310040321 Forwards IE Insp Repts 50-324/83-26 it 50-325/03-26 on 
830613-0715 8 c notice of violation 

VERRELLl.D M Division of Project !< Resident Programs 83/08701 
UTLEY, E E Carolina Power Light Co 2pp 20 621 004 24X 

Fiche 50-324.83/09/22,0310040298 


— 8310040326 Notice of violation from insp on 030615-0715 

a Division of Project it Resident Programs 83/00/01 Ip 
20621 006 24X Fiche 30-324, 03/09/32. 0310040290 


—0310040332 IE Insp Repts 50-324/83-26 tt 50-325/03-26 on □□0615 0715 
Noncompliance noted Fire Protection Proredure OP-41 
inadequately established 

MYEBa.D 0 , GARNER. L M . ORDERS. W T Region 2. Office of Director 
83/07/29 lOpp 20621 007 24X Ficho 50-324.83/09/32. 

0310040290 


0310050451 Notification of 831006 meeting u/util In Dethesda.MD to 
discuss progress rept on fire protect ion. al ternat ive 
shutdown sys. assoc lated c ircu I ts. cab 1 e routingiaddl 
analyses, field veiiflcation & spi Inkier sys 

MACKAY. S D Operating Reactors Dranch 2 03/09/29 VASSALLO. D tt 

Operating Reactors Branch 2 2pp 20650 037 24X 

Fiche 50-324. 03/09/29. B3 1 00504 51 


8310060535 Releases public version of revised emergency plan it 
emergency plan implementing procedures 

FELTON. J M Division of Rules and Records 03/09730 Document 
Management Dranch Ip 20663001 S4X Fiche 50-324. 03/09/30, 
0310060555 - 


— 8310060561 Forwards public version of Rev 9 to emergency response plan 
U revised emergency plan implementing procedures , inc lud ing 
Procedures PEP-03 4 1 re initial dose projections 6 
PEP-App A re emergency response resources 
ZIMMERMAN. S R Carolina Power it Light Co 03/07/15 
O'REILLY, J P Region 2. Office of Director 2p p 20663 002 24X 

Fiche 50-324. 03/09/30. 8310060555 


— 8310Q6D564 Public version of Rev 9 to emergency response plan 
BOYER, L E Carolina Power it Light Co 03/06/16 29pp 
20663 004 24X Fiche 50-324.03/09/30.8310060555 


— 8310060567 Public version of revised emergency plan implementing 
procedures, me 1 ud ing Procedures PEP-03 4 1 re initial dose 
projections PEP-App A re emergency response resources 
BOYER, L Carolina Power 8 < Light Co 83/06/22 a 8 pp 20663 033 
24X Firhe 50-324.83/09730.0310060555 


8310070291 Forwards ''Position Poper on Reg Guide 1 97" St "Response to 
NURE0-Q737. 8 uppl J It Reg Guide 1 97 Application to 
Emergency Rosponso Facilities " 

ZIMMERMAN. 3 R Corolina Power it Light Co 83/09/30 VASSALLO. D D 
Operating Reactors Branch 2 Ip 20655 177 34X 

Fiche 50-324,03/09/30.0310070291 


—8310070293 "Position Paper on Reg Guide 1 97 " 

BROWN. W E I WA 8 ENKO 1 M Carolina Power 6 Light Co 03/00/09 
33pp 206 55 1 78 24X Fiche 50-324.03/09/30.0310070291 


—0310070395 "Response to NUREO-0737. Supp 1 1 6 Reg Guide 1 97 
Application to Emergency Response Facilities " 

BROWN. W E . WASENKO.M Carolina Power it Light Co 83/00/09 
77pp 20655 211 24X Fiche 50-324.03/09/30.031 00 70291 


.1 
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6 j 31 C 070311 Aik rectipt of 63092 / Ur in^arniTig NRC of steps taken to 
corrsct violations noteJ in It Insp Repts 50 ' 324 /a 3-24 & 
30 - 3 a 5 /Ql- 2 > 

O'fiElLl/, JP Reqion 2 , Orfice of DiTectoT B 3 / 10/05 UTLEV, £ I 
Carolina Pou^er it Light Co Ip 20659 124 24 X 

riche 30-221 QJ/IO /05 6310070^41 


6310040365 Application for amend to Licensee IJPri*'6j2 I)PR“/1 . c h fttig Iriq 
Tech Spec re feedwater f* mom turbine tr Ip/bijpao^ bijb 
HQUEjP W Carolina Power Liqht Co 03/OV/P7 VASliALLD, IJ II 
Qperatmq Reactors Dranch 3 3pp 20AJ / J09 y/)X 
Fichfl 50-324.63/07/29, S3l0040:i65 


--Q 31 C 070246 Responds to NRC 030901 Ur re violations noted n, IF Insp 
Repts 50 - 324 / 63-24 i 50 - 325 / 03-24 Corrective actions 
withheld (ref 10 CFR 73 21 10 CFR 2 790 > 

UTLEt^E Z Carolina Po-ier ft Light Co 83 / 09 / 2 ? O'REILLY. ,J P 
Region 2 . Office of Director 2 pp 20659 125 24 X 

Fiche 50-324 63 / 10/05 6310070241 


S 3101 B 0427 Provides supplenental response to Generic Lti 02-33 re 
fiiergency response capabilitg Addl interim milestones h 
c lar If i cat ion of 030415 response re safety parametei display 
lys Ic emergency operating procedures provided 

UTLEV, E £ Carolina Power L Light Co 03 / 10/14 VASSALLQ, D B 
Operating Reactors Branch 3 Opp 20003 300 a 4 X 
Ficht 50 - 324 . 03 / 10 / 14.3310160427 


6310210064 Forwards IE Safeguards Insp Repts 50 - 324 / 03-33 t* 
50 - 325 / 03-33 on 0 ^ 0927-29 

VERRELLl.O Division of Project tt Resident Programs 83 / 10 / 1 / 
UTLEY, 6 E Carolina Power L Light Co 2 pp 20657 266 24 X 

FiCh* 50 - 324 . 03 / 10 / 17,0310210064 


-8310210070 IE Safeguards Insp Repts 50 - 324 / 03-33 fc 5 O- 325 / 03 - 3 J on 
030927-29 No noncomp 1 lanc e noted Major areas inspected 
review of licensee action to correct prior violations & 
testing Details withheld (ref 10 CFR 73 21 ) 

TQSIN, W J , MCGUIRE, D R Region 2 , Office of Director 03 / 10/14 
Ip SOBS/ 260 24 X Flcha 50 - 324 , 03 / 10 / 17,0310210064 


0310240000 Summary of 030907 meeting w/util in Bethesda,HD re 
outstanding items & util progress on alternate shutdown 
capability assessment ti mods required by 10 CFR 50 ,App ft 
MACKAY, s Operating Reactors Branch 2 83 / 10/17 Operatino 

Reactors Branch 2 4 pp 20903 205 S 4 X Fich* 50 - 324 , 03 / 10 / 17 , 
B 3102400 BO 

0310200129 Notification of 631103 meeting u/util in Bethesda,MD to 
alscuss alternate shutdown sys. associated c ircul ts, add J 
analyses, field veri f ication, App R deviations 6 options 6 
nigh-loftf pressure interfaces 

R»«tors Branch 2 B 3 /I 0/25 VASSALlO. P B 

aperating Reactors Branch 2 2 pp 2 D 964 026 24 X 

Fiche 30 - 324 . 03 / 10 / 25,0310200129 

P Operating license stage documents & correspondence 

to PSARs fc mgt capability rept will be forwarded when 
c onp 1 et sd 

B3/07/)3 DENTON. II R 

rich. 30-OOo'B3w"lxM;OMOlit““"’ "■ 

r„.ruciuv.,„ 

J'mon 2 . o, Dir.ctor B 3 / 09/22 OTLEY.E E 

e* Power tt Light Co 2 pp 20620 33 J 34 X ^ ^ 

Fuhe 50 - 000 . 03 / 09 / 22.8310040304 


•Y. <w«Ee!o737.u'i”rri“r‘’" 

Fiehf 30 - 324 . 83 / 09 / 22.0310060031 


-0310060043 Amend 01 Jq Licensp DPR— a 3 ri. 

2046, i 03° Br.na 2 03/09/22 s,p 

103 24X Piche 50-324.83/09/22,0310060031 

-B3100M049 g, Li..,,.. DPR -6? 

B0664 lOB ^PP 


— B31OO4O3B0 Proposed Tech Spec changes ro feedwater /main turhiiir ti Ip 
sys actuation instrumentation 6 mam turbine ti ip sy^ 

* Carolina Power & Light Co 83/09/^9 L'tlpp ,’061/ JU’ i'4X 
Fiche 50-324,03/09/29, 6310040305 


0310060054 Application for amend to Ljconses DPR-71 OPR -/iP, i u v I r, i ng 
la-month interval surveillance requirempnts 8c prim,-irij 
containment leakage requirements 

HOWE, P H Carolina Power 8< Light Co 03/10/03 N/AfiLALlO, J| II 
Operating Reactors Branch 2 3pp 20647 04 J c>4X 
Fiche 50-324, 83/10/03, 0310060054 


--6310060066 Proposed Tech Spec changes for primary c ontaiiiinoiit le.ilinqi 
testing 

* Carolina Power «< Light Co 83/10/03 lOpp 20647 04f» I'lX 
Fiche 50-324,83/10/03,6310060054 


6310340138 Forwards notice of consideration of issuance oP ami ml In 
License DPn-62 k opportunity for prior hearing on [120603 
application re Tech Specs to permit operation up to 50'/. of 
rated thermal power w/one recirculation pump out of svr 
MACKAY, B D Operating Reactors Branch 2 83/lO/Olf UTLCV, U ff 
Carolina Power U Light Co 2pp 20084 3»1 24X 

Fiche 50-354,03/10/05,0310240130 


‘8310240144 Notice of consideration of issuance of amend to 
DPR-62 ii opportunity for prior hearing rev to Toth Bporc 
to permit reactor operation at pouor levels up to 507, of 
rated thermal peuier w/one recirculation pump nut of evt 
VASSALLO, D B Operating Reactors Pranch 2 83/10/0 'j 

20004 353 24X Fithe 50-324, 83/ 10/00, D3i 02401 30 


1 i r Ffk* 1 


5 pp 


addressing NUREO-0737 item H K 3 
ECCB '* Requirements met 
VASSALLO, D 0 Operating Reactors Branch P 
Carolina Power «< Light Co App 80965 250 
Fiche 50-334,03/10/14,0310310137 


Rept on Outapes of 


63/10/14 
84 X 


UTI GY, I 


Sl.a» EUttric Plant, UnU. I X. If," t.tftnlcal avalu.itio„ 
rep t 

^ Prank Hi. Instl tule/Frank 1 i n H, 

M NRC-03-01-130 TCR-C5506-174/173 03/06/13 ClIDH, T 

Affiliation Given 22pp 2096 ‘i 254 i»4K 

Fiche 50-324,03/10/14,0310310137 


intentions tb installation of offltiPiu 
monitoring instrumentation referenced in 821213 prouosed 

'"“'I?'"”" 

erMNERMrtN.S ft Carolina Power k Light Co 63/10/17 VASGai I fl. n li 
Operating Reactors Branch 8 4pp 20bli6 003 24i VA&oALLfl, D b 
Fiche 50“324, 0J/ 1 0/17, 8310200000 


info re electric distribution 


030901 request for addl 
Voltages 

ojeratind t P3/10/17 VASriALLD, Ih 1) 

peracing Reactors Branch 2 ip 80834 127 24x 

Fiche 50-324,03/10/17,0310200006 


Chang.. 6 .u„„ar,j „f r.Jr.nE' pi-npa.ao 

v.dmllo,d n 

F.ch. 5O-3Z4,03/|O7l7,B31oaiO264 

-8310310268 Prnpo.., chan,., to radloUg.c.l .ffluont foch £,p„r. 

Topical Reefc r ^ i criteria of Dechtr] 

5‘«?orr8r::'; l °%pb9?'^%*° VAS.ALU<i,I. 

Fiche 50-324,03/10/20,0310250036 ® 
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0*310260141 Faruaids program outlinesi "Demon strat ion of Raychrm Cable 
for OualtPicd Use in Class IE- Svc " If "Measure of Voltage 
Withstand Level on Ragchem Cable Samples After Exposure to 
Simulated LOCA " Programs expected to begin by Jan 1984 
HOWE. P W Carolina Poiuer l< Light Co 03/10/20 VAS9AU O, D R 
Operating Reactors Branch 2 2pp 20913 197 a4X 
Fiche 50-324,03/10/20,0310260141 


— 0310260145 Rev 2 to "DemonEtratinn of Raychent Cable for Qo.ilifled Utr 
xn Class lE Sve Primary & Secondary Containment for 
Brunswick Steam Llocfcrlc Plant, Units 1 fc 2 " 

PARKS, D , WAlDOHFiJ Carolina Power I, Light Co 03/00/24 2/pp 
20915 199 24X Ticha 50-324, 03/10/20, 0310260141 


— 0310260148 Rev O to "Measure of Voltage Withstand level on Raychem 
Cable Samples After Exposure to Simulated LOCA ’* 

PARKS, B , WALDORF, J M Carolina Power & Light Co 83/00/24 Dpp 
20915 226 24X Ficho 50-324,03/10/20,0310260141 


3 Inspection reports, l£ Bulletins Ir correspondence 


33100 4 0 1 82 Forwards IE Inop Rep Is 50-324/03-28 l< 50-325/63-20 on 
030301-05 No noncompliance noted 

VERRELLl,D M Division of Project I. Resident Program*^ QO/OU/CfO 
UTLEY, E E Carolina Power ti Light Co 2pp 20617 241 24X 

Ficho 50-324.83/00/30,0310040102 


—8310040203 IE Insp Repts 50-324/03-20 tt 50-325/83-2B on 030001-05 No 
noncampnanea noted Major areas Inspected licensee action on 
previous enforcement mattersfOA program annual review <i 
audit program Implementation 

DEDQAOF, A 0 Region 2, Office of Director UPRIGHT. C M Divisiuii 
of Engineering If Operational Programs 03/08/25 7pp 20617 243 
24X FI Che 50-324,03/00/30,0310040102 


1310070273 Forwards IE Safeguards Insp Repts 50-324/03-24 8« 
50-329/03-24 on 030707 tt notice of vtolation 

0 'REILLY, J P Region 2, Office of Director 03/09/01 UTLEY, F fc 

Carolina Power it Light Co 2pp 20656 349 24X 

Fiche SO' 324, 03/09/01, 03100702/3 


-0310070202 Notice of violation From insp on B30707 

a Region 2, Office of Director Q3/09/0I Ip 20696 351 24X 

Fichp 50-324,03/09/01,03100702/3 


-0310070294 IE Safeguards Insp Repts 5D-324/03-’24 i, 50-325/03-24 on 
□30707 Noncompliance noted authorized employee entered 
protected area w/o badge it w/o being physically searched 
Details withheld <rof iOCFR73 2i ) 

HALL, H L Region 2, Office of Director hCOUlRh. D h Division of 
Emergency preparedness it Materials Safety 03/08/01 Ip 
20656 352 24X Fiche 90-324,03/09/01.8310070273 


1310250569 Forwards IE Insp Repts 90-324/03-29 8« 50-325/93*29 on 
830815-19 No noncomp I lanc e noted 

□ ♦REILLY, J P Rogion 2, Office of Director 83/09/21 UTLEY, C F 

Carolina Power it Light Co 2pp 2090? 097 24X 

Fiche 50-324, G3/09/21 1 8310290565 


-03102505/8 IE Insp Ropts 50-324/03-29 If 90-323/03-29 on 830019-19 Nu 
noncompl iance noted Major areas inspected emergency 
prep aredness 

CLINCiW E Region 2, Office of Director JENKINS, 0 R Division 
of Emergency Preparedness I# Materials Safety 83/09/13 9pp 
30902 061 24X Fiche 50-334,03/09/21,8310230365 


3I004029B Ack receipt of 030830 Itr informing NRC of steps taken to 
correct vlalatlons noted in IE Insp Repts 50-324/03-26 l< 
50-323/03-26 

VEflRELLl.D M Division of Project h Resident Programs 83/09/22 

UTLEY, E E Carolina Power it Light Co Ip 20621 001 24X 

Fiche 50-324, 03/09/22. 8310040298 


-0310040306 Responds to NRC 030801 Itr re violations noted in IE Insp 
Repts 90-324/03-26 it 50-325/03-26 Corrective actions fire 
protection ays walkdown will be performed to verify sys 
drawings Revised drawings will be prepared as needed 
DTET2,C R Carolina Power 6 Light Co. 03/00/30 O'REILLY, vT P 
Region 2, Office of Director 2pp 20621 002 24X 

Fiche 50-324,83/09/22,8310040298 


-5310040321 Forwards IE Insp Rapts 50-324/03-26 |< 50-325/03-26 on 
830619-0715 h notice of violation 

VERRELLI.D M Division of Project l< Resident Programs 03/00/01 
UTLEY, E,E Carolina Power it Light Co 2pp 20621 004 24X 

Fiche 50-324,03/09/22,0310040290 


^03 10040326 Notice of violation from insp on 830615-0715 

* Division df Project l< Resident Programs 83/00/01 Ip 
20621-006 24 X Fiche 50-324. 03/09/22. 0310040290 


"8310040332 IE Insp Repts 90-324/03-26 U 50-325/83-26 on 030615-0715 
Noncompliance noted Fire Protection Procedure □P-41 
inadequately established 

MYERS, D 0 . GARNER, L W , ORDLRb, W T Replon 2, Office of Director 
03/07/29 lOpp 20621 007 24X FlchO 50-324,83/09/22, 

S31004029D 


0300300340 IE Info Notice 03-61, "Alleged Use of Stand-Ins for Welder 
Qualification Tests " Svc list cue 1 

JORDAN, E L Division of Emergency Preparedness li Engineering 
Response (Post 830i03) 83/09/26 Consolidated Edison Co of New 

York, Inc 117pp 20754 022 24X Fir he 50-000,03/09/26,03013300340 


8308300342 lE Info Notice 03-62, "Failure of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
IntaVes " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/09/26 Consolidated Edison Co of Now 

York. Inc 116pp 20777 210 24X Flthe 50-000,03/09/26,6308300342 


8300300345 IE Info Notice 03-63, "Potential Failures of Westinghouse 
Type SA-1 Differential Relays " Svc list one I 
JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post 030103) 03/09/26 Consolidated Edison Co of New 

York, Inc llBpp 20770 001 24X Fiche 50-000,83/09/26,8308300345 


0308300349 IE Info Notice 83-64, "Lead Shielding Attached to 
Safety-Related Sys W/o 10CFR50 59 Evaluation " Svc list 
•end 

JORDAN, E I Division of Emergency Preparedness I, Engineering 
Response (Post 830103) 03/07/29 Consolidated Edison Co of New 

York, Inc llDpp 20716 324 24X Fiche 50-000,03/09/29,0300300349 


0310070241 Ack receipt of 830927 Itr informing NRC of steps taken to 
<orr«ct violations noted in It Insp Ropts 50-324/03-24 & 
50-325/83-24 

O'REILLY. JP Region 2, Office of Director 03/10/05 UTLEY, F E 
Carolina Power it Light Co Ip 20659 124 24X 

Fiche 50-324, 03/10/05,8310070241 


— 8310070246 Responds to NRC 030901 Itr re violations noted In IE Insp 
Repts 50-324/83-24 8, 50-325/03-24 Corrective actions 
withheld (ref I0CFR73 21 8, 10CFR2 790) 

UTLEY, E E Carolina Power & Light Co 03/09/27 O'REILLY, J P 
Region 2, Office of Director 2pp 20659 125 24X 

Fiche 50-324,83/10/05,8310070241 


8300300370 IE Info Notice 03-65, "Surveillance of Plow in RTD Bypass 
Loops Used in Westinghouse Plants " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/10/07 Consolidated Edison Co of New 

York, Inc 76pp 20027 213 24X Fiche 50-000,83/10/07,0308300370 


8308300752 IC Info Notice 03-66. "Fatality at Argentine Critical 
Facility " Svc list end 

JORDAN, E u Division of Emergency Preparedness 8, Engineering 
Response (Post 030103) 03/10/07 Censolidated Edison Co, of New 

York. Inc 79pp 2O0Q2 026 24X Fiche 50-000,03/10/07,8300300752 


0306300759 IE Info Notice 03-67, "Emergency Use Respirator Matl Defect 
Causes Production of Noxious Gases " Svc list end 
JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Past 030103) 03/10/11 Consolidated Edison Cp of New 

York. Inc llVpp 21043 075 24X Fiche 50-000,03/10/11,0300300759 


0300300761 IE Info Notice 83-60, "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " Svc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness Ic Cnglniering 
Response (Post 830103] 03/10/11 Consolidated Edison Co of New 

York, Inc i20pp 20027 129 24X Flthe 50-000,03/10/11,0300300761 


B3102S0474 Ack receipt of 030983 Iti informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO-324/03-23 it 
30-325/03-23 

□ ♦REILLY, J P Region 2, Office of Director 03/10/11 U1LEY, E E 
Carolina Power U Light Co Ip 20900 061 24X 

Fiche 50-324,83/10/11,0310350474 


— 8310250400 Responds to NRC 830025 Itr re violations noted in IE Insp 
Rspti 50-32^/83-23 U 50-325/03-23 Corrective actions 
procedure will be Implemented by 031130 to ensure revs to 
certificates of compliance will be identified 

HOWE, P W Carolina Power L Light Co 03/09/23 O'REILLY, J P. 
Region 2, Office of Director 3pp 20700 068 : 

Fiche 50-324,03/10/11,83102504/4 
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--8310250400 Forwards IE Insp Repts 50-334/83-33 i 50-325/03-23 on 
B30&26-30 It notlcB of violation Requests response to 
circumstances surrounding radioactive matl shipment to 
another llcaniec.per 830727 enforcement conference at site 
O'REILLY, JP Region 2* Office of Director B3/0B/S5 UTlfV.E L 
Carolina Pouei b Light Co 3pp 20900 0&9 24X 

Fiche 50-324183/10/11,0310350474 


0310250371 Comments on detection of dcficlpnclpfl in qufiiitg rpr^ijlUfiQ 
from suppliers fraudulent ac tionsi de sci i bed in IL liifn 
Motices 03-07 b 03-01 5c IE Bulletins Ul-O/i & 133-0/ Dsf of 
addl insp 5i testing during receipt inspf* investigated 
MCDUFFIE, ri A Carolina Power b Light Co 03/10/21 HEVUUNU.If < 
Director's Office, Office of Inspection and Enforcemonl ip 
2 0900 347 24X Fichc 50-000, 03/10/2 1 , 0 il 02'jO 5 71 


—0310250493 Notice of violatian from insp on 830626-30 

• Region 2. Office of Director 03/00/25 Ip 20700 067 r4X 
Fiche 50-324.03/10/11,8310250474 


—8310250501 IE Insp Repts 50-324/03-23 b 50-325/83-23 cn 830626-30 
Noncompliance noted large quantity shipment in CNS-O-bO 
shipping cask not leak tested prior to deliverg of package 
to carrier for transport 

ALBRIGHT,R H . BARR. K P Region 2, Office of Director 03/00/05 
7fp 20900 068 24X Fiche 50-324.03/10/11,6310250474 


R Periodic operating reports 6 lolated c r,i re spend eru t* 


0310130124 Month lij operating repts for Dept 1983 W/Orjl006 1 tr 
HARRISON, F , DIET/, C R Carol! no Potuei b tight Co fU/10/06 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement i4pp 20726 311 24X fiche 50-324.03/10/06, 

0310130124 


S Reportable occurrenc e*. LERs {, i rioted currospundcncr 


0310200166 Forwards Rev 13 to Engineering Procedure ENP-I*, "Procedure 
for Administrative Control of Inscrvice Insp Activities '* 

List providing status of existing rel lef/exempti on requects 
enc 1 

HOHC.P M Carolina Power b Light Co 03/10/ J2 VASbALLCJ,D tf 
Operating Reactors Branch 2 2pp 20820 001 24X 

Ficfie 50-324,83/10/12.0310200166 


0310210329 Responds to FOIA roquosi for nil document!, ro s ignlf ! i nntl 
high rate of equipment failures for GE nWR/4 rated at 2,436 
MW Furwards App A documents Dociimontb also avail ah le in PDR 
FELTON, J M Division of Rules and Rocordfl 03/07/20 MAFNL.'i.D 
Suffolk Nuclear Study Group 2pp S08LJ5 233 34X 

Fiche 50-000,03/07/20,8310210337 


—8310200160 Rev 13 to Engineering Procedure ENP-16, "Procedure for 
Administrative Control of Inservlce Insp Activities " 

» Carolina Power b Light Co 03/00/26 seOjip 20828 003 r4X 
Fiche 50-324,03/10/12.8310200166 


B310200I43 Responds to 630026 confirmatory order re intei granulai 
stress corrosion cracking insps of BWR stainless steel 
piping List of recirculation b reactor water cleanup s^s 
welds to be inspected in Nov 1983 b Mar 1984 end 
UTLEY, E E Carolina Power 6 Light Co 03/10/14 OENTWf, H R 

Office of Nuclear Reactor Regulation, Director llpp 20836 326 
24X Fiche 50-324,03/10/14,6310200143 


0310210064 Forwards IE Safeguards Insp Repts 50-324/63-33 b 
50-323/03-33 an 830927-29 

VERRELLIjD Division of Project b Resident Programs 83/10/17 
UTLEY, E E Carolina Power b Light Co 2pp 20057 266 84X 

Fiche 50-324,83/10/17,0310210064 


—8310210070 IE Safeguards Insp Repts 50-324/63-33 b 50-325/63-jJ on 
030927-29 No noncomp 1 1 anc e noted Major areas inspected* 
review of licensee action to correct prior violations I, 
testing Details withheld (ref 10CFR73 21) 

TOSINiW J , MCGUIRE. D R Region 2. Office of Director 03/J0/1^ 
Ip 20857 268 24X Fiche 50-324,63/10/17,0310230064 


8310250431 Ack receipt of 030004 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/83-18 U 
Violation re worker whole body count remains 
□ REILLY, J p Region 2. Office of Director 03/10/17 UTLEY. E F 

Carolina Power 6 Light Co Spp 20697 OBl 24X 

Fiche 50-324, 83/10/17* 8310250451 


—8310250457 Ac k receipt of 030804 Ur informing NRC of steps taken 
Violations noted in IE Insp Repts 50-324/03-18 b 
"0—325/83—1 0 

iiff^pv'2 e Project b Resident Pragrams 83/00/30 

UTLEY, E E Carolina Power 6 Light Co Jp 20897 003 24X 

Fiche 50-324,03/10/17,8310250451 ^ 


—0303240341 Summarlies evaluation of LERo for 1902 IIR suhmiilnJi 
usually acceptable Potential mrjt uuafinooD indicnlud by laifis 
number of procedural def 1 c icnc i os. lor k of rollowup lepts 
committed to 6 possible training prnlilc/n& 

SEVFRIT, ti V Reactor Operationa Analysis tiranch 01/03/1 D 
LEWIS, R C Division of Project b Her. j dent Programs 4pp 
20002 269 24 X Fiche 50-000. 03/07 /2U, 03 IOC* 10329 


8310040362 LER 03-O78/O3L-O on 03000/, dui i ng startup , retictor 
rec ire ulat ion sys jot pump operability diocovorod not 
performed while in Mode 2, in violation of 1ei.h Opet 
requirement Cause by misinterpretation M/fJJ0906 1 1» 

PASTVAiM J , DIETZ, C R Carolina Potuor & Light Co 03/09/06 
0 'REILLY, J P Region 2, Office of Director 2pp 20620 23 J 24 X 

Fiche 90-334,03/09/06.8310040362 


0310040993 RO 2-83-03 on 830905, uoe k 1 y fire protection test d e t o i m I i.r J 
valve 2-FP-V39 shut 6 under clearance Cloaranre valve tag 
inadvertently placed on wrong valve Valve opened 
Investigation pending 

DIETZ, C R Carolina Power b ( iglit Co 03/09/06 O'RriLLV, .1 
Region 2, Office of Director ip 20625 324 24 X 

Fiche 50-324,03/09/06, 0310040593 


Q309200175 LER 02-123/O3L-2 on 821010, while ottomptlng to automat I ce 1 l« 
transfer bus 2D to startup transformer, I oss of 4l60‘volt 
emergency bus L -3 occurred Diesel geneialor 3 deburminod 
inoperable Caused by breaker failure to dost* W/BJ09JP Ur 

^ Carolina Power b Light Co 01/09/ U’ 

0 REILLY, J P Region 2, Office of Director 
Fiche 50-324, 03/09/12, 0307,200 1 7 D 


4pp 20431 160 


VAV 


pl.TLt' I I IN 


0310030202 LER 03-O69/O3U-O on 030025, wli i 1 o attempting to 
room coolers 2A b 20 into sve, neither room cooler would 
start Caused by fan start switch of 2A out of a(fjustm«‘nt 
mechanically binding W/83092i Ur 
"1 n C R Carolina Powoi & Light Co CU/OWPJ 

a REILLY, J P Region 2, Office of Director 3pp 20590 '140 
Fiche 50-324. 83/07/21, 031 0030202 ^ 


--831OS50460 R.i.Qnds td NRC 830705 Ur r, violation, notad in It Iik 

corr.u.v, aouon, : .Ju " 

filelanV ^ r ^ 83/00/04 O'REILLY, J P 

Region 2. Office of Director 4p|) 20897 064 24X 

Fiche 50-324.63/10/17,0310250451 


,7 7 “-wwfc.,--, M ^ wt uvoruu aucomavic 

depressurization sys initiation logic A switch 2C 1 1 *Pfi -NO! 6 j 
vooH not rospon, to appUod tost oiBnol roujoct bB corro.iin 
of switch internals b setpoint drift W/830921 Ur 
n^npii Pv” Carolina Power b Light Co QJ/09/1 

Region 2, Office of Director Spp l»0590 I 
Fiche 50-324,03/09/21.0310030209 


,''4X 


IE Insp Repts 50-324/03-18 b 50-325/83-10 on 
830523-27 b notice of violation 

UTLEv!e E r '’'"/'.‘J ‘‘ "'•'■‘'"t '■.•jraa,. 83/07/05 

Fiat. !>0-3a4"B5uiu7faS;S2=o«?'“ 


““ln2?MUon^of‘‘r^2T“'-*? 030884, borini, jurv.l 1 lanta, ln,troaw.„t 

Indication of reactor water cleanup oys differential flow 
indicator 2-031-R6I5.0E Model IQO, IndJcafcod hlJE Caused by 
PASTVa'^m'^ soneing lines W/B30921 Ut 

□ 'REILLY J P & Light Co 03/09/, '’J 

Fi?he 5O-i4.03/O?)S^03lSo3O;22"' 


-6310250473 of violation from insp on 030523-27 

" 208,7oyo ?4x 


^^spec3^u/vaiSe°Df^-26°25 ^ J ‘^Fpr oss 1 nn pool level exceeded 

specs u/vaiue of -26 23 inches Caused by failure of oneratnr 

Ipsti’umentatlon out of svi 

PABTVA ^ returned to specs W/G30929 Ur 

O^ReTlly j P ^ Co 03/09/I'V 
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3310060383 LER 03-0QO/O3L-0 on H30B31 1 f oH aiuing 3crom> uh i Ic utilizing 
HPCI sgs as heut sink for rcac toi , suppi ess ion pool uiator 
level exceeded Tech Specs Caused by KPCI pump min flow valve 
failing in open position Valve closed W/03092? 1 tr 
PASTVA/ M vJ » rOULK. n M . DlETi:»C ft Caiolina Poioer tt Liqht Co 
83/09/29 O^nClULYiJ P Region P. Office of Director ^pp 

20646 06S 24X Fit ho 50*324, 03/09/29. 0 J100603Q3 


— S310070294 lE Safeguards Insp Ropfcs 50-334/80-24 «« 50-035/30-34 ou 
80070/ Noncomp 1 lance noted authoriicd employee entered 
protected area u/o badge !< u/o being physically searched 
Details withheld (rof !OChft70 21 1 

HALL. D L Region 3i Office of Director 83/08/01 ip 
30656 353 24X Fiche 50-324.80/09/01.0010070273 


3310060075 LER 83-OQ4/03L-0 on Oo0902. rod uiorth minimi zei ueni tt< 
control 1 od Group 4 uh i J e last tuin (oniiol rods of Group 0 
still fully insei ted Cause to he determined during future 
reactor startup M/B30930 1 tr 

PQULK, R M , Dinz.C R Carolina Power Light Co 8.1/09/3(1 
O'REILLY. J P Region 2. Office of Diroctor 2pp 20647 149 24X 

Fiche 50-324.83/09/30.83100600/5 


0310120426 LER 93-070/03L-0 on B30907. core spray or RHR pumps rurniinq 
annunciation received w/no abnormalities or pumps running 
Caused by microsuiitch NB20A failure buiiich replaced 
H/8310D3 Iti 

PASTVA. M J . D1CT7.C R Carolina Powei & Light Co 83/10/03 
O'REILLV. J P Region 2. Office of Director 2pp 20698 2/8 24X 

Fiche 50*324. 80/10/03. 8310120426 


6310170604 LER 83*OB6/03L*0 on Q009I6i during power operation. mam steam 
line radiation monitor 2-D12- L RM-K603D showed indication 
less than indicated by redundant instrumentation Caused by 
instrument drift Channel recalibr W/831006 Itr 
PASTVAi H J , DIET/.G R Carolina Pouiei Light Co 83/10/06 
O ‘REILLY. J P Region 2. Office of Director 2pp 207B2 105 24X 

Fiche 50-334. 83/10/06. 6310170604 


831004034/ Requests update of end info re layout of technical support 
ctrs 6 emergency operations facilities 

VERRELLl.D M Division of Project tc Resident Programs 83/09/1? 
UTLEY, E E Carolina Power & Light Co I7pp 20625 183 24/ 

Ficho 50-000,03/09/12,8310040347 


0310350565 Forwards IE Insp Repts 50-324/B3-29 8c 50-325/03-29 on 
030815-19 No noricomp 1 lance noted 

□ 'REILLY, J P Region 2. Office of Director 03/09/21 UTLEY, F E 

Carolina Pouiei & Light Co 2pp 3090? 059 34X 

Fiche 50*324. 83/09/31. B3 10250565 


— B3102S057B IE Insp Repts 50-j24/Q3-a9 8. 50-325/03-29 on 830815-19 No 
none omp 1 lance noted Major areas inspected emergency 
prepar edness 

CLINE. W E Region 2, Office of Director 03/09/13 9pp 
20702 061 24X Fiche 50-324.83/09/21.8310250565 


B310040290 Ack receipt of 830830 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-334/83-26 tr 
50-325/03*26 

VERRELLI.D N Division of Project t* Resident Programs 03/09/23 
UTLEV. e E Carolina Power 8. Light Co Ip 20621 001 24X 

Fiche 50-324 . 83 / 09 / 22. 83 1 0040290 


0310170576 Updated LER 83-069/03L-1 on 031)035. uh 1 1 e attempting to plan 
•RHR roofii coalers 2A 2D into sve, neither coaler would 
start Caused by fan start limit switch out of adjustment i' 
mechanical binding of airflow dampers W/031OB7 Itr 
PASTVA. H J . DIET/. C R Carolina Pdwoi «c Light Co 03/10/07 
O'REILLY. J P Region 2. Office of Director 3pp 207B2 110 24X 

Fiche 50-324. 03/10/07. B310I70D96 


—0310040306 Responds to NRC 030801 Itr re violations noted in IF Insp 
Repts 50-324/63-26 50-325/03-26 Coirective actions fire 

protection sys walkdawn will be performed to verify sys 
drawings Kevised drawings will be prepared as needed 
DIETZ. C ft Carolina Power t* Light Co B3/OB/30 O'REILLY. J P 
Region 2. Uffice of Directpi 2pp 20621 002 24X 

Fiche 50-324, Q3/09/22, B31 004029B 


831019023B Updated LER 81-U8/03L-I on 011201. five secondary 
containment fire seals unable to meet test acceptance 
cnierla & declared inoperable Caused by degradation due tn 
cracking or shi inking Beals ropaiied M/U3i011 Itr 
ALLEN. M 1 , DIbTZ.C ft Carolina Power h Light Co 83/10/11 
O 'REILLY. J P Region 2. Office of Director 2pp 20010 080 P4X 
Fiche 50-324. 03/10/11. 0310190230 


3310350237 Updated LER B3-042/03L-1 on 030330. supprecs l nti pool level 
indicators 2-CAC-L1-2601 -1 . 2601 -3 U 2-CAC-LI-3342 showed 
upward trend In level indication Caused by closed 
d emineral t led water root valve Valve leapened W/031017 Itr 
PASTVAj M J , DIFTZ.C R Carolina Powet i< Light Co 83/10/17 
O'REILLY. J P Region 2, Office of Director 2pp P0L<99 060 ?'4X 

Ficho 50-324. 03/ 10/17. 0310250237 


B310250396 Updated LER 03~OS4/O3L-1 on 030530. following high/lew alaim 
annunc 1 atlon. KTGD suppression pool level indicator 
2-CAC~LI-2601-l. 3 & 2-CAC-LI-3342 levels found below Tech 
Spec limit Caused by spraying water W/031017 Itr 
PASTVA. W J . DIETZ. C R Carolina Power & Light Co 03/10/17 
O'REILLY.JF Repion 2. Office of Director 3pp 20P97 293 ?4X 

Fiche 00-324 J 03/ 1 0/ 1 7 . S3 1 0250396 


DOCKET 50-325 BRUNSWICK STEAM ELECTRIC PLANT. UNIT I 


F Security, medical, emergency & fire protection plans 


B3lOS50i20 harwards addl info re pending requests for exemption from 
LOCFRSO.App R & 10CFR50 40 Info clarifies request for nine 
e lempbionsi schedule for alternate shutdown study it complpted 
nods 

HOHE.P W Carolina Power 8< Ljpht Co 03/05/09 VA&5ALL0. D J1 
Operating Reactors Dranch P 2lpp 20899 240 24X 

Fiche 50-324.83/05/02, 0310250120 


0310110157 Ack receipt of 830420 Itr transmitting Rev B to phiisical 
security plan Portions inconsistent w/JOCFRSO 54(p) End 
comments should br accomodated to modify plan Comments 
withheld <rcf 10CFR73 21 > 

LEWIS. R C Division of Project Resident Programs 03/07/12 

UTLEY. E E Carolina Power 8< Light Co Opp 20666 2/9 24X 

Fiche 50-334.03/07/12.0310110157 


— 8310040321 Forwards IE Insp Repts 50-024/03-26 it 50-325/03-26 on 
030613-0715 it notice of violation 

VERRELLliD M Division of Project it Resident Programs 03/00/01 
UTLEY. E C Carolina Power 6 Light Co 2pp 20621 004 24X 

Fiche 50-324.03/09/22.0310040290 


— 0310040326 Notice of violation from insp on 030615-0715 

a Division of Project •& Resident Programs 83/00/01 Ip 
20621 006 24X Fiche 50-324.03/09/22.0310040290 


— 031004033? IE Insp Repts 50-324/03-26 6 50-325/03-26 on 030615*0715 
Noncomp I tance noted Fire Protection Procedure OP-41 
Inadequately established 

MYERS. D 0 Region 2, Office of Director BEMI9. P R Division of 
Project it Resident Programs 03/07/29 lOpp 20621 007 ?4X 

Fiche 50-324.03/09/22,0310040298 


8310050451 Notification of Q31006 meeting u/util in Dethesda.HD to 
discuss progress rept on fire protec tion. alternative 
shutdown sys. associated c Ircui ts. cable routing. addl 
analyses, field verification St sprinkler sys 

MACKAY. S D Operating Reactors Branch 9, 03/09/29 VASSALLO. D W 

Operating Reactors Oranch 2 2pp 20650 037 24X 

Fiche 50-324.03/09/29.0310050451 


8310060555 Releases public version of revised emergency plan h 
emergency plan implementing procedures 

FELTDN. J M Division of Rules and Recoi ds 03/09/30 Document 
Management Branch Ip 20663 001 24X Fiche 90-324.03/09/30. 

03 10060555 


— 0310060561 Forwards public version of Rev 9 to emergency response plan 
Ct revioed emergency plan implementing proc edures. inc lud Ing 
Procedures PI P-03 4 I re initial dose projections it 
PEP-App A re rmergency response resources 
ZIMMERMAN. S R Carolina Power It Liglit Co 03/07/15 
0 'REILLY. U P Region 2. Office of Director 2pp 20663 002 24X 

Fiche ?j0-324. 03/09/30. 0310060555 


— 8310060564 Public version of Rev 9 to pmargeney response plan 
DOVER. L E Carolina Powei It Light Co 83/06/16 29pp 
20663 004 24X Fiche SO-324, 03/09/30. 8310060555 


6310070273 Forwards IE Safeguards Insp Repts 50-324/03*24 It 
30-325/83*24 on 030707 S' notice of violation 

O'REILLY. J P Region ?, Office of Director 83/09/01 UTLbY. F E 

Carolina Power IcLightCa 2pp 20656 349 24X 

Fiche. 50-324.83/09/01-83100702/3 


— 8310060567 Public version of revised emerg»ncy plan implementing 
procedures. including Procedures PhP~00 4 I re initial dose 
projections It PCP-App A re emergency response resouices 
BOYER, L Carolina Power St Light Co 0J/O6/22 3DpP 20663 033 
a4X Fiche 90*324.03/09/30.0310060555 


— 0310070202 Notice of violation from insp on 030707 

e Region 2. Office of Director 83/09/01 Ip 30656 JM 24X 
Fiche 50-324,03/09/01,83100/0273 
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0310070291 Foruai ds “Position Paper on Heg Ooide 1 97*' & “Rcspotise to 
Ni;fiEG‘'0737< Su P P I 1 U Reg Cuitlt i 97 Application to 
Ertiorgencg Response Facilities ” 

ZIMMERMAN, S R Carolina Power A, Light Co 03/09/30 VAEBALLO. D B 
Operating Reactors Branch 2 Ip 20/i5& 177 24X 

Fiche 50-324. 03/09/30. 0310070291 


— 0310070293 '‘position Paper on Red Ouide 1 97 “ 

DRQWM.M E . WASENKO.M Carolina Pnwet h Light Co 83/08/09 
33pp 20£i55 170 24X Fichc 50-324.03/09/30.0310070291 


—0310070295 ■‘RC'^ponse to NURE0-07a7. Sijppl J 8t Reg Guide 1 97 
Application to Emergency Respoii&e Facilities " 

QflOMN. W E . WASENKO.M Carolina Power & Light Co 03/00/09 
77pp 20659 211 24X Ficht 50 - 324 , 03/09/30. 03100/0291 


0310070241 Ack receipt of 030927 Itr informing NRC of steps taken ta 
correct vloiationc noted in IE Jnsp Repts 50-324/83-24 8. 
50-325/03-94 

O'REILUV.J P Region 3, Office af Director a3/10/<k5 UTLEY. F F 
Carolina Pouer & Light Co Ip 20659 124 94K 

Fiche 50-324,03/10 /05.0310070241 


— 0310070246 Responds to NrtC 030901 Itr re violations noted in IE Insp 
Repts 50-324/83-24 8, 50-325/03-24 Coirectlve actions 
withheld <ref 10CFH73 21 & 10CFR2 770) 

UTLEYiE E Carolina PotuDr U Light Co 03/09/27 O'RLILIY. J T* 
Region 2. Office of Director 2pp 20659 125 24X 

Fjche 50-324,83/10/05, B3I0070241 


8310180427 Provides si^pple^ental response to Generic Utr 02-33 re 
efltergeficg response capability Addl interim mllesteries 
c lar If icakion of 830415 response re safety parameter display 
sys 6 emergency operating procedures provided 

UTLEYiE E Carolina Pouier & Light Co 83/10/14 VASSALLO. U P 
Operating Reactors Branch S 3pp 20603 300 24)^ 

Fithe 50-324.03/10/14.0310100427 


0310210064 Forwards IE Safeguards insp Repts 50-324/03'*33 6 
30-325/03-33 on 830927-29 

VEfiRELM.D Division of Project U Resident Programs B3/10/I/ 
UTLEY, E E Carolina Power Sc Light Co 2pp 2005/ P66 24X 

Fiche 50-334.03/10/17.8310210064 


— 8310210070 IE Safeguards Insp Repts 50-324/63-33 & 50-325/0J-3J oii 
030927-29 Mo none omp 1 lane e noted Major areas inspected 
review of licensee action to correct prior violations -h 
testing Details withheld (ref lOCFRVa 21) 

TOBIN. (4 J Region 2. Office of Direr Lor 83/10/14 Ip 
20057 260 24X Fiche 50-324.03/10/17.0310210064 


8310240000 Summary n F 030907 meeting u/util in Bethesda.MD re 
outstanding items Ic utij progress on alterneta shutdaun 
capahiliky assessment nods required by |0CFR50.App R 
MACKAV. S Operating Reactors Qranch 2 83/10/17, OperaLins 

Reactors Branch 2 4pp 20903 205 24X Fiche 50-334.83/10/17. 

8310240000 


8310230129 NotiFication of 031103 meeting w/iitiJ in Reihesda.HD to 
discuss alternate shutdown sy s, assoc 1 ated clrc u i ts. add ) 
anal yses, fi eld van F i cat i on, App R deviailnns & options L 
high-low pressure interfaces 

MACKAY. S D Operating Reactors Drench 2 83/10/25 YASBALLO, 1> B 

Operating Reactors Dranch 2 2pp 20764 026 24X 

Fiche 30-324.83/10/25.0310280127 


P Operating license stage documents U cm rcspondence 


0310030161 Advises that organ! cat lonal changes for DA program h changer 
to F&ARs 6 mgt capability rept will be forwarded when 
c ompleied 

UTLEY. E b Carolina Power Light Ce 83/0-9/13 DENfONili |( 

OfFice of Noclear Reactor Regulation* Director Ip 20590 OPH J»4X 
Fiche 50-000.83/09/13,0310030161 


6310040354 Bummariies B308J1 meeting w/util re plans for restructuring 
corporate organ! ration 

O'REILLY, J.P Region 2, QfFice of Director 03/09/22 UTLEY* F F. 

Carolina Power & Light Cp 2pp 20620 331. 24X 

Fiche 50-000. 83/09/22. 03 J 004 0354 


0310040305 Application for amend to Licenses DPR-62 Ic DPR-71. chatig lug 
Tech 0pec re feedwater ^ main turbine trip/bypass sys 
HOWE. P W Carolina Power ft Light Co 03/09/29 VAS8ALL0, D n 
Operating Reactors Dranch 2 3pp E0617 209. 24X 

PichS' 50-334. 03/09/29^ aai(j0403as 


— 9310040308 Proposed Tech Spec changes re feedwa ter/mai ii turhins trip 
sys actuation instrumentation fi main turbine trip sys 
e Carolina Power ft Light Co 03/07/29 20pp 20617 21L' :4X 

Fiche 50-324.03/09/29.0310040305 


0310060054 Application For amend to Licenses DPR-71 Iii'R-62. n- , m 
10-mDnth interval surveillancr rcqvn omc>nl>, L pnmoiy 
c onto in mm t leckrigs* r equ j r emetilfi 

HOWE.P W Carol jnu Fower J?, Ljqlit Co 83/10/03 VA&irALU), EJ ti 
Operating Reactor s Branch Jpp 2064* 043 cM/ 

Fiche 50-324. 03/10/03, 8310060054 


— 0310060066 PrnpoGod Tech Spec changes for primary t onta 1 nmur t ler.tpiii 
testing 

♦ Carolina Power *< Light (o 03/10/03 lOpp 2064/ 040 J 
Fiche 50-324. 83/10/03, S3 J 0060054 


8310310137 Forwards safety evaluation re review of olil Gutimiit.il 
addressing NUJ(EG~0/37 Item II K 3 17, "Repl on Outugns of 
^CCS *' RequiT eflii fi t s met 

UASSALLO. D D Operating Reactors Qraiic h A 83/10/14 UlLLV.I L 
Carolina PouiieT LLight Co 4pp 20965 2*>0 24X 

Fiche 30' 324, DJ/1O/I4,03IOJ1OI3/ 


--03O616O5J3 "ECCS Repts (F'47) TMI Actmn Flan Requi r emmks. hi iinswic I 
Steam Electric Plant, Units 1 ?«?,'' trchnical cvaluatinn 
rept 

VOSDURY.F U . OVEHDECK.G J Fianklin I n s t ] tu te /( ran k I ) n e h 

Center NRC-03-81- 130 T!:h-C 3506“ I 74/ 1 75 83/06/13 f HOW. t 

liflC - No Detailed Affili.ition Oivon 22pp 30965 r'54 ,"4/ 

Fiche 50 -324, 03/10/14, 0310J10137 


e3L02000SG CiririTies licensee Inteiitiens re in<,ta t laiinn of eff lueiil 
monitoring instrumentation referenced in 021213 proposed 
radiological effluent Tech Specs bummarij of ins kal lati on 
schedules end 

ZIMMERMAN.S R CnroUna Powci & Lipht Co 03/ 10/ J 7 VA35AL Uf«, l> tr 

Operating Reactors Branch 2 4pp 20 Uj6 005 24/ 

Fiche 50-324. 03/10/17, 031O2OOO5D 


031020020-6 Requests eitension until 831130 to provide rpf.pnnse to 
030901 request foi Jddl info ie electric distribution sijr 
/-ol fcage s 

HGWH.P M faro line Power S< Light C« 113/ 10/ 17 VA5iirtLl U, D R 

Operating Reactors Dranch 2 Ip JO0 J4 12? 24X 

riche 50-324, 83/10/17, 8310200206 


0310210264 AppllcatiDR for amond to Licenses DFR-71 8, DPR -62, i evUifu 
radifllog 1 call effluent Tech Specs Justification for proposed 
changes 2* sunmary of revs end 

HOWE.P M Carolina Power ^ Light Co 83/10/17 VAbUALi 0. D H 
Operating Reactors Dranch 2 I5pp ^(0048 282 24 X 

Fiche 50-324, 83/ 10/17, 8310210J64 


— 8310210266 Proposed changes to radiological effluent 1 rch bpecs 

» Carolina Power ft Light Co 03/10/17 200pp 2AD4FI PV/ P-iX 

Fiche ti(}-324, 83/10/17,8310210264 


8310250036 Requects approval to per for tn bhoi t duration in kepi .) t ed Nek 
rate test (Type A) Test would meet criteria of Dechtel 
Topical Kept Nll-lIJP-l , Tech Specs, lOCFR 1,0. App J ft ANSI Ltd 
N45 4-1972 ApproVfil requested by Q40l0i 

HOWE. P M Carolina Power 5t Light Co 03/10/20 VASSALUP* R l« 
Operating ReactOTo Dranch 2 L'pp 2GPvS 272 24 X 

Fjche 50-324. GJ/i 0/20, 8310250036 


8310260141 Forwai ds program outlines. "Demonstration of Raychiim (able 
for Qualified Use in Class IE bvr “ ft "Nrasuro of Veiltage 
Withstand Level on Raychem Cable Samples After Exposure to 
Simulated LPCA " Programs cxpeitod to begin hy Jan 1904 
HOWE, P W Loroliiiu Power 8, Light Co 83/10/20 VABEJALLP, D R 
Operating Reactars Branch P 2pp 20715 197 24X 

Fiche 50-324.03/10/20.8310260141 


—8310260145 Rev 2 tp “Demonsti otion of RaEjehem Coble fni Qualified 
in Clats lb Cve Primary !< breondary Containment foi 
Brunswick Steam Electric Plant, Units 1 Ite 2 “ 

PARKS, D J WAlDOWFiJ Caiolina Power Light Co 03/08/24 .'/pp 

20915 199 24 X FIChe 50-32/1,03/10/20.8310260141 


— 0310260140 Rev O to "Measure Of Voltage Withstand Levul on 
Cable Samples After Exposure to Simulated LDCA ” 

PARKS, B . MALDDNF. vl M C-mlina Power «, Light Co D3/08/.J4 
20915 22^ SAX FiChe 50-324,03/10/30.0310260141 


Q Inspection reports. IF Bulletins t< cot respondenco 


031OO4OJ82 Forwards IE Insp Repts 50-324/83-28 !« 50-325/83-/8 on 
830B0J-05 Nd noticomp I iance noted 

VERRELLI.D M Division of Project ft Resident Programr. 03/OD/jO 
UTLEV.E k Carolina Power it Light Co app 20617 241 ii4X 
Fiche 50-324.03/00/30,0310040182 
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— 631004020:^ IF In*,p Repts ^Q-37l^/Q3-nii ^ on 930001 -Ob No 

noncocip ! xahco noted flajor aitaa in&pettcd licensee action on 
provxoiJ*! enfor r Djnent mattpr''iQA prooi am annual > evjeo.' ?< 
audit program implementation 

DEllBAGI-iA 0 FU 0 1 on Office of Elnector l/PRlGiniC M DJvi»^ltin 
of Enqineerinq ’< Operational fM ogram» 03/00/25 /pp »’0A1/ *.*4 i 
24X riihe 50-324- 03/OB/3O. 0 j1004O1'12 


Q3SO070273 Foiuiaids IF Sefeguordt Insp Repts 50-324/03-24 l< 
30-325/91-24 on 030707 notice of 'yiolotion 

a 'REILLY. J P Region 2. Office of Dnector 03/09/01 UfLCV. 1“ f 

Carolina f‘ou)ei ?< light Co 2|ip 2065* 349 24X 

F tche 50-324. 03/09/01. 03100702/3 


--831007O2QJ Notice of violation fi on iru p on B3070V 

* Region 2# Office of nirerioi 03/09/01 Ip 20656 351 24X 

Fiche 50-324. 03/09/01. 831 00/02/3 


— 8310070294 IE Safeguards Insp Repts 50-324/03-24 t* 50-325/03- 24 on 
030707 Noncomp 1 lancc noted authorized cmplogee entered 
protected ai eo u/Q badge S> n/o being physically srai cFied 
Detai 1 c withhJ'ld (ref 10CFF(/3 3I) 

HALL. D L Rrq 1(111 2. Office of Director HCOUIRF, D R Di virion of 
Emergency Prrpaicdness & Matcilals Safety 03/08/01 Ip 
206S6 352 24 X Fiche 50-324.03/09/01.0310070273 


0310250365 Forwards IE Insp Flop to 50-324/03-29 it 50-325/03-29 on 
830015-19 No noncpmp I lance noted 

O'REltLY. JP Repion 2, Office of Director 03/09/21 UTLLY.t C 

Carolitia Power Light Co 2|ip 2(l90i‘ 059 24 X 

FUhe 50-324. 03/07/21 . 831 0r>90».65 


— B 310250570 IE Insp Repts 30-324/83-29 ^ 00-325/93-29 an 030015-19 N(. 
nniicomp 1 lance noted riajor areas jiispected emergeitry 
prepai edner s 

CLINE. H E Rofiian 2. Of fire of Director* JENKINS. 0 R Division 
Qf tmergency Preparedne s*-. It Materials Safety 03/09/ JJ 9pp 
20902 061 24X Tiche 50-324. Qj/09/21 . 0310250565 


C31004029O Act receipt of 030830 Itr inforniing NRC of steps talren to 
correct violations noted in 11 In-'p Repis 50-324/03-26 & 

50-325 /QJ 26 

VERREULI.D M Division of Project ft Resident Programs S3/0V/i'r* 

UTLEY.E L Carolina Power h 1 igl*t Co Ip 20621 001 24X 

Fiche 50-324.83/09/22. 0310040290 


— B310040306 Rusponds to NRC 0J(i0Ol I ti re violations noted in IF Insp 
Repts 50-324/BJ-26 it 50-3a5/03-?6 Corrective actions fire 
protection syr walkdown will be performed to verify sys 
drawinciB Revised drawings will be prepared as needed 
DIErZ.C R Carolina Power ft l.ight Co 03/08/30 D'REILLY.J P 
Region 2. Office of Director Z'pp 1*0621 002 t'4X 
Ficho 50-324, 03/09/22. B310040290 


* 931004 0321 Forwards IE Insp Ropta 50-3 '4/63-26 8« 50-325/83-26 on 

B306i0-07ib notice of violatioir 

VERREU I.D M Division of Project If Resident Programs 03/08/01 
UTLEY, e L Carolina Power ?« Llnht Co 2pp 20621 004 24X 

Fiche 50-324.03/09/22.8310040290 


— 0310040326 Notice of vlolatioti from insp on 830615-0715 

• Division of project 5 Rot»}di*nt Pronrams 03/00/01 Ip 
20621 006 24 X Fiche 50 -324. 03/09/ r2i>, 0310040290 


—9310040332 IE Insp fiepts 50-324/83-26 it 50-325/03-26 on 830615 0715 
Noncompliance noted Fire Protection Procedoro OP-41 
inadequately established 

MYERS. D Q . OARNCR. L W . ORDERb. W T Region 2. Office of Director 
83/07/29 JOpp 20621 00/ 24X Tithe 80-324.83/09/22. 

0310040290 


830B300340 lE Info Notice 03“61i "Alleyod Use of atand-lns fai Welder 
Oua 1 i f t cation Tests " Sve list ent 1 

JORDAN. U L Division of Emerqt'niij J*f eparednoss 8< Lnplnemiig 
I?espiin 9 e (Pcist 830103) 03/09/26 Consolidated Edison Cn of New 

Yort. Inc il/pp 20794 022 24 X Fit ho 50-000. 03/09/26* 0300300340 


930B300J42 IE Info Notice 83-62, "Failure of Redundant Toclc Gas 
Detectors Positioned at Control Rooni Ventilation Air 
rnfcakec. " 3vt lisl end 

JORDAN. E I Division of Emergency Preparedness Si Errg inoering 
Response (Post 0301031 03/09/26 Consolidated Edison Co of Nrui 

YorV. Int ii6pp 20777 210 24 X Fiche 50-000, 03/09/26* 0300300342 


S30B30O345 lE Info Notice 03-63. "Potential Failures of West inphouse 
Type BA“I Oi J'f eronl ial Relays '* Bve list ericl 

JORDAN. C I Division of Lmergency Preparedness & r.ngineer iiiq 
Response (Post 830103) BJ/OV/26 Consol idatid Edison Co of New 

York. Int liBpp 207fG 001 24X Tithe 50-000. a j/09/26. 0300300345 


0308300349 lE Info Notice 03-64. "Lead bin elding Attached to 
Safety-Related Sqii W/o lOCFRSO 59 Evaluation ” Bve list 
enc 1 

JORDAN, t I Division of Emerqtnty Preparedness I. tnginecruio 
Response (Pr.st 030103) 03/09/39 Consolidated Edison Cn of New 

York, I in iJbpp 20^16 324 24/ Fnhc 50-000.03/09/29,0300300349 


831007Or>4l Ack receipt of 030927 Itr informing NRC of steps taken to 
correct violations noted in U Insp Repts 50-324/03-24 6 
50-335/03-24 

□ 'REILLY. JP Roqion 2, Office of Dnector 03/10/05 UTIFY,t I 
Carolina flower % Light Co Ip 20659 124 24X 

Fiche 50-324 . 03/ 1 0/05. 831007024 1 


--83100/0246 Responds to NRC □30901 Itr re violations nolod in IE Insp 
Repts G0''324/QJ^24 tt 50-325/83-24 Coiroctive actions 
withhold (Tof 10rFR73 21 e« J0CrR2 790) 

UTLEY. E E furolina Powot 6 Light Co B3/09/27 O'REILLY. vF P 
Region 2. Office of Director 2pp 20659 1S5 24X 

Ficho 50-324. 03/10/05. 03100/0241 


0300300376 IE Info Notice 03-65, "Surveillance of Flow In RTD Bupass 
Loops Usud in Ucstinghouse Plants " bve list end 
JORDAN. C L Division of Emergency Prcoaredncss & Engineering 
Response (Post 830103) 83/10/07 Consolidated Edison Co of Nru 

York. Inc 76pp 20027 213 24X Fiche 50-000,03/10/07.0300300370 


8300300752 IE Info Notice 03-66, "Fatality ai Argentine CriticBl 
Facility " Sve lisi ond 

JORDAN. L I ajivinion of Lmergency Preparedness 8< Engineering 
Responso (Post 030103) 03/10/07 Consolidated Edison Co of New 

York. Inc 79pp 20082 026 24X Fiche 50-000.03/10/07,83003007 52 


0300300/59 IE In(o Notice 03-67. "Emergency Use Respirator Matl Defect 
Causes Production of Noxious Gases '* Sve list end 
JCRDAN.C L Division of Emergency F*r eparetfness ti I ng i neering 
Response (Post U30103) 03/10/11 Consolidated Edison Cn of New 

Vopk. Inc ll/pp 21043 075 24X Fiche 50-000.03/10/11.0308300759 


0300300761 IE Info Notice tiJ”6d, "Respirator User Waining Defective 
Self-Contained Breathing Appaiatus Air Cylinders " Sve list 
enc 1 

JORDAN,!. L Divifion of Lmorqency Preparedness if engineering 
ResponGe (Post 030103) BJ/lO/ll CansDlldated Edison Co of New 

York* iHf i2(lpp 20827 129 P4X Flihe 50-000.03/10/11.0300300761 


0310250474 Ac k receipt of 83092V Itr infoiminq NRC of steps taken to 
correct violation* noted in ll Irisp Repts 50-324/03-23 5< 

50-325/09 -23 

□ '■REILLY. J P Rrqion 2. Office of Director 03/10/11 UTLEYi C t 
Carolina Power i, Light Co Ij. 20900 061 24X 

Flchc 50 324, 0.1/ ID/ 11. 83102504/4 


—8310250400 Responds to NRC 030625 Itr re violations noted in JE Insp 
Repts 50-324/OJ 23 V 50-325/03-23 Cmrcttlve actions 
procedure will be implemcntod by Q31130 to ensure revs to 
certificates of compliance will be identified 
HOWE. P W CaioHna Powoi ft Light Co 03/09/23 O'RCILLV.J P 
Region 2. Office of Direcioi 3pp 20900 062 24 X 

Ficho 50-324,03/10/11. 03102504/4 


'8310250409 Forwards IE Insp Repts 50-334/83-33 8< 50-325/03-23 on 
030636-30 t* notice of violation Requests response to 
circumstances surrounding radioactive mail shipmrnt to 
another liconsoe.per 03072/ enf ore emniit conference at situ 
O'REILLY. J P Region ?. Uffico of Diiector 03/00/23 UTl EY, E E 
Carolina Power ft Light Co 2pp 30900 065 24X 

Ficho 50-324, 03/ i 0/1 ) . 0aiO2‘.O4/4 


— 0310350493 Notice of violation from Insp on 030626-30 

a Region 2. Office of Director BJ/'O0/25 Ip 20700 067 24X 

Ficho 00-324. 83/10/11. 0310250474 


—0310230501 IE Insp Repts 3O-324/0J-23 it 50-325/83-23 on 030626-30 
No nc omp 1 lancc noted large quantity shipment in CN8-3-55 
shipping cask not leak tested prior to delivery of package 
to carrier foi tiansport 

ALBHlOHf.R M . DARR.K P Htgion 2, Office of Director 83/00/05 
7pp 20900 060 24X Fiche 50-324, Q.r/iO/l 1. 0310250474 


B3i0200166 Forwaids Rev 13 tu Lng iTieerinfl Procedure fcNP-16r "Procedure 
for Administrative Control of Inservlcp Insp Activities *' 

List providing status of exisbine ro 1 i e F/ex»mp tton requests 
enc 1 

HOWE. P W Carnliiiu Power Light Co 03/10/12 VA8SALL0, D R, 
Operating Reactnis Dranch 2 2pp 20(f*:?B 001 24X 

Fiche 50-324. 03/10/12. 0310200166 


— 031OSOO160 Rev 13 to Englnoerinq PruteiJure ENP“16i ''Procedure for 
Administrative Control of Inservice Insp Activities ” 
e Carolina Powei S< Light Co 03/OU/26 20Opp 20020 003 r4X 
Ficho 50-324.03/10/12. 8310200166 
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33101100551 Nofeification of mcetinq u/aWH Jicensef>5. ir> Hethesda, 

MD to discuss future irsps foi intergranular stress 
corrofiion cracking 

MIRAGLIAjF J Assistant birettot for Ssafetij Assessment O'J/10/14 
E1SENH0T>0 C Division of Licensing 5pp 20Q3J 35U L'4X 
FicAe 50-flOOi B3/10/14. 6310180551 


0310210064 Forwards IE Safequai ds Insp Wepts 50-324/03-33 h 
50-325/03-33 on DJ0927-29 

VERRELLIjD Division of Project f« Resident Program*; 03/10/17 
UTLEY. E E Carolina Power U Ligfit Co 2p}i 20857 266 24X 

Fiche 30-324,03/10/17.0310210064 


—8310210070 IE faafeguarda Insp Repts 50-324/03-33 fr 50-32b/D3-3J on 
030927-29 No none omp 1 i anc e noted Major oreas inspected 
review of licensee action tn correct prior violations 8* 
testing Details withheld (ref IDChR/l 21) 

TOQIN. W J . HCCUIRE. D R Ffcqion 2. Office of Director OJ/lO/14 
Ip 20657 26B 24X Fich« 50-324.83/10/17.0310210064 


0310250451 Ad receipt of 830804 Itr infor/ning NRC of steps taken to 
correct violations noted in It Insp Repts 50-3241/03-10 it 
30-325/03-ia Violation re worker whole body count remains 
O^REILUY.J P Reqlon 2. Offiie of Onectoi 03/10/17 UTLEY, E E 

Carolina Power i Light Co xTpp 2009/ 001 24X 

Fiche 50-324.83/10/17. 0310250451 


— 8310250457 Ad receipt of 830004 Itr informing NRC of steps tAkrn in 
correct violations noted in 1C Insp Hepts 50-324/03-10 ^ 
50-335/83-10 

LEWIS, n C Division of Project it Resident Programs &3/0B/3O 

UTLEY. E E Carolina Power A Light Co Ip 20097 0D3 24X 

Fiche 50-324.83/10/17. 0310250451 


—0310250460 Responds to NRC 030705 Itr re violations n-ote<l in H Insp 
Repts 50-324/03-18 t< 50-325/03-18 CoTreclive actions special 
ventilation hood installed from MEPA Filtration unit in bag 
cifttlng/insp station 

DIETZ. C R Carolina Powoi it Light Co 03/08/04 O'REJILYjU P 
Region 2. Office of Director 4pp 20097 084 24X 

Fiche 50-324.03/10/17.6310250451 


--B310250468 Forwards lE Insp Repts 50-324/83-18 ti 50-335/03-10 on 
830523-27 & notice of violation 

LEWIS.R C Division of Project t« Re^-idcnt Programs 03/07/05 
UTLEY. E E Carolina Powei ic Light Co 2pp 20097 088 24X 

Flchfl 50-324.03/10/17.8310250451 


— 8310250473 Notice of violation from insp on 830323-27 

• Region 2. Office of Director 83/07/05 Jp 2P097 090 24X 

Fiche 50-324.63/10/17.8310250451 


-8310250477 IE Insp Repts 5O-324/D3-10 ft 50-325/03-10 Of. 830023-27 
No nc omp 1 lance noted Failure to perfoim adequate njr 
samp ling 

ALDRIOHl.R 11 . QARRj K P Kigiod 2. Office of Director B3/07/0J 
7pp roe97 091 24X Fiche 50-324,83/10/17 . 8310250451 


6310250571 Comments on detection of defiriencios in q,uality resulting 
from suppliers fraudulent at t i ons. deset i bed in IE Info 
Notices 83-07 1. 03-01 I. IE Dulletins 03-06 & 83-07 Use of 
add] insp L testing during receipt Insps investigated 
MCDUFFIE. M A Carolina Power fc Light fo 83/10/21 DEYOUNG. H C 
Director's Office. Office of Inspection and Enforcement Ip 
20900 347 24X Tithe 50-000, 8u/ 10/21. Cjl0?5057l 


"eriDdic operating reports & 1 elated correspondence 


8310040412 LCR nJ-0^//OJL-0 nn HJCJUJl . c out rc.l rod lU-3'> did init Imvc 
full -out inrfi ration while fu)iu withdr.wn v,aui.Bil tm 
defective position indiration uwitch Indicatiiin will be 
repaired durma Future unit outooe W/fJ tOV.'U Itr 
PASTVA, N J . DU T/. C H Curolin*. I'owei S. Linhl Co H’i/0V/.4t 
O^RElLLY. J P Region p, Uffici of Dn 1 1 - toi 2p p 1 / J60 ,■'■'1 X 

Fiche 50- 325. 0*1/09/28. RIJ 00404 I 


B3100405B2 LER BU-03J/031 0 uu dm i nu powei up t i ,.i i on. di '^c ovc i d 

primary rontalumonl isolntion r.i|r leattur low love) 

Instrument 1II2J -L I M -N024n- J siiuwjnq hinbei level ilmn 
expected Caused bij instrument drift W/M3'0‘/i''fi It? 

PASTVA. M J , DILT/. C R Guiulina Powei *. Ll<lht (o 03/09/, »ri 
O'REILLY. J P Region 2 Uffirr of Diipctni 2pp 2(>6S'j J."**, n4X 
Fiche 50 325 . 03/09/28. 83 1 00401.U.'’ 


0310060210 RO re HP( 1 sys. report rd on 030909 Cnnditiuii drberminocl nni 
repor taibl ( 

DIETZ. C H Cuiolina Powei ?. ( iijht To 03/09/30 U'riLIIlY. 3 1' 
Region 2. Office of Directoi Ip 2064/ 09'J 24/ 

Fiche 50-325. 03/09/30. 8310()60,MO 


0310120300 LER 03-042/03L-0 on 0^0909. rod full-out puLiiion ind n ct J uii 
did not work when t od fully withUiew Cwubod by position 
indication probe connector or po*^itioii indication i red 
switch problem W/UJ1003 Iti 

PASTVA. M J . DU-f/.C R Tiiiolinil Powoi & I Iqht Co li*l/lO/<n 
O'REILLY. 3 P Region 2. Dffiii. uf Dnretor 2pp P0A91 0J4 :'4X 

Fiche 50>325. 0 1/10/03, 031OU»O;i(iO 


8310140011 Updated I LR 03 036/0'Ji -1 on ailOGOr*. d ur ing vu.irlur i tm tup. 
control power supply fuse on motor opniutor breakoi of sij. 
flow control valve 1-E11-FO60 bltw Coiu utf by (irnkeii open 
position lamp fuse replaced U/(13J004 1 ti 

PASTVA. M J , DIITZ.C R Carolina Pdwdi it light Co 03/10/04 

0 'REILLY. 3 p Region 2. Office Of t>i tec till 2pp L'O/6/i 36(1 f*4X 

Fiche 50-325, 01/10/04, 0310140(11 I 


8310140053 Updatid IIR 02-025/031-1 un Ot'Or’lQ. f u nnwniy lOiirtur *,finfn. 
RCIC sys iutbine automatically sburted on reactor low level, 
but Immediately tripped on high turbliu oxhaust prtooure 
Caused by calibt di screpahc i or> W/031004 1 ti 

PASTVA. t1 \f . DltT/. C H C/iiiillna f^owvi f< 1 iylit Lu U(>/10/(i4 

O'REILLY. J P Region 2, Off itr of 1)1 roc fcui app P(i/6/ OH J'AX 

Fiche 50-325. 03/ 1 0/04. 83101 40053 


6310(70414 LER 03-044 /03L*0 rm fiJOVl /. i one ioi f ec 1 1 cu 1 nil on pump JH 
motor generator set tripped Caused by hl^h motot grurTatoi 
set fluid drive temp Control uiv to valve istilaiuil W/U’lKlOb 
1 tr 

PASTVA, h J , OICT/. C H Caiolina Powei St Light Co 03/10/09 
O'REILLY, J P Roqion 2, Office of Uiirciui 2pp ,»0/79 1 /f ;'-4X 
Fiche 50 325. OJ/10/08. 03101704 14 


031 01 901 41 LER □3-049/03L-0 on 0309 19 & #^4. while perform] ng martin 
vessel level loop c al ibr, inboard RCIV stodfri supply to RClC 
sys E5l-r007 would not reopen pa&L dual open-close position 
Cause unknown 100/ repaired W/0JlOil lli 

PASTVA. M il , DHT/.C R Caiolinu l»owei & Uiglii Co 03/10/11 
O'REILLY, vf P Region ?, Office of Ui rector 2pp 2(»I<20 IMT. T'4X 
Fiche DO 32lj.8'l/10/U, 031Or/OJ4i 


0310190227 LER Q3-03V/03L ’0 un 0J09P3. dur 1 ng equipment 5 Instrifiri nt 
channel checks, Pr-01 14 revealed dryueli L suppresnion 
chamber water temp indications differed Caused by mlSiinqiiLd 
point indicatai rR*-7/8 Indicator adjusted R/D3I011 1 Li 
PASTVA. M vl , UlET/.C R Carolina f’ouei t, Light On 03/10/11 

O'REILLY, 3 p Region 2, Office of Durr tin app L*OCflB 040 »MX 

Fiche 50-325. 03/10/ 1 1 . 831 01 90^.'2/ 


D130124 Monthly operating repts Foi &ipt 1983 W/a3l006 Itr 
ARRISQN, F , DILTZ.C R Caro lino Power I. Light Co 03/10/06 
lEYOUNO.R C Director's Office, Office of Inspection and 

Enforcement 14pp 20726 3! J 24X Ticho SO-3 24. 03/1 0/06. 

0310130124 


Reportable occurrences. LF.Rs S< related correspondence 


0310350521 Updated I ER 83-010/031-1 on 030503, d uri ng refueling oulAfir. 
average power range monitor U dlscaveiod Inoperable due to 
failed power supply Caused by defective d > ode. thy ri s ter & 
capacitor W/63101/ Iti 

PASTVA. M J , I'OULK.R M , DJLT/,C R Cnro)jna Powei (t Light <’ti 
03/10/17 0'RblLLY,3P Region 2, Ufflcu of Directoi Jpp 

24X riche 50-325.83/10/17.0310250521 


20901 273 


10210329 Responds ta FOJA request for all documents re significantly 
high rate of equipment failure® for GL DWR/4 rated at 2,436 
2c. ^ documents Ooruments also available in POP 

e . Division qf RoIbf and Record-t 83/07/2B HAFNFR, » 

Suffolk Nuclear Study Group 3 pp 20082 223 24X 

Fiche 50-000. 03/07/28, 83 i 021 0:fP9 


0310270224 PNO~n-83-O05 during ultrasonic eiam of au-inth 
recirculation sys discharge pip ing. suspec t tndicatloni. 
identified in two welds Add! analyses of data for pi opir 
categorization continuing Dtatr of NL inPormrid 
BLAKE. J , HARDIN. A Region 2, Office of Director 03/10 
20924 044 24X Fiche 50-325. 83/ J 0/Sl , 0olO27OH24 


Ip 


8303240341 Summariies evaluation of LbRs fqr 1902 I ER suGmtltoH 
usually acceptable Potential mgt weakness indicated by laiqt 
number of procedural def ic i cncies. lack of followup repfc® 
committed to & possible training problems 

Operations Analysis Branch 03/03/15 
Division of Project ft Reuident Progromt 4pp 
20602 269 24X Fiche S0-0<H>. 03/07/20. 83102 1032'7 



DOCKETED ITEMS 




noCKFT so 3P/ arouoyAH hani. i)ni i i 


F Security* medico), emei tjeiicy lire pi c^tct ti on pl.i ib 


B310040*lij«2 Submits reiifcral emerqiitry control cti me teoi ol oq ir>il duttj 
availability statistic s for Api xtuno 1M?3 Data availability 
repbs uill be disconiiinied (Jut ti> coiisi>tuiitly hiqli data 
a va 1 lab 1 1 1 ti| throuqh pioviuus ri»pt peiJoil<> 

hrLLS»L M Toriricnsoe Valli’y An th only B"l/09/S0 ADLNSAM>E 
Lice-nsiny Itianrh ^ ?’pp POKll :i?h ?ax Tiche 50-000. OJ/OV /n , 
03100^0^'-.' 


8310Jil009it HeK*a‘i»s public viMuiim ut rovistd emei Qeiiru pl.m 
1 mp 1 ement IrQ pTOfi'tlUfri 

TELTONi J M Ut vis ion ot JlnltM. aucJ J<ccnid« 03/10/05 Ontnmint 
Manoqemont Urant h ip .lOAO/ 307 ,»4> Ficho /, 03/ 10/0'., 

O31On0f>7b 


O31O11O1Q0 Public version oP Ocv 1 to I merqenci^ Plan Imp) emi n L lup 
Procedure SON-IP-19, "Radiological l.(iiL‘rqency Plan Traimnq " 
W/S307.»l Hi 

CRAWLEY. D L , K AN ML' ft, 0 S tpnTies«ee Valley Authority U 1/07/ 16 
DENTON, M R Office of Niirltui Reuctcit Kequldtion, Oirpctiir Ajip 
a 0607 xMO c'4X Pic he 50 □.»/, 03/ lO/O'), D3J 0U0O96 


0JIO25OD63 Toruiaids IL Ittsp Heplr, SO -J;/ 7/03 -M *. *>0' 330/03 21 on 
H30913-J6 Mo none t«mp 1 lane e noUil 

VEHRHLLI,0 M Division of Pinjort ti Rmtleni Hroqt «ff»t EIJ/ 10/06 
P ARRIS. II 0 UTiTios&ee Valleij Auihontg ^pp PUVOI J44 LMX 
Tie ha 50-32'. 0')/ 10/06, 0310,^50563 


- 0310350569 IE Insp Repfes 50 * j;v/03 -21 Tt 5O-J20/Q3-r21 tin 030713-16 Nti 
noncanp 1 lance noted Majoi aims inspirted fire pi otection/ 
prevention program 6 inip 1 rmrntati uii 

OIUDDNa. I U Rt>qltin 2, Office ot Diiector COMI ON, T I Division 
of EnqineerinD ?( flpe rational Di ogram'- 03/10/04 Opp ,'*0701 JA6 
24 K riche 50- tv/, 03/10/06, 031 OPSO't VI 


P Operating license stage dacumeni>^ roi resppndenre 


S310030604 forwardD btR re rosptnise to Oeneric Ltr UJ-HI, "Natui al 
Circulation Looldouin " Upon acrepiablc imple/nentati on of 
emergency rosponce gui del inos, procedurei, uiill be adequate 
to perParm safe natural c ii tul atxon cnuldnuin 

NOVAH. T M AsBlBlant Diiertoi foi Uiccnsinq H3/09/D3 r*AR7I£?,H< 

Tennesseo Valley Authority r'pp 20607 20H ?4X 

F I c h o SO -000. 03/07/ 23i 83 1 0030604 


--B3 10030607 SEN accepting 011,701 responr.e to Oonenr L tr 01-21, ^N.ttuiiil 
rirculation CuoldDiun *' 

^ NRC - Np Oot,iiletl Af filiatitiM Given 03/09/?/ 1 Opp 
20607 S90 24X Tiche 50 '000, 03/09/23, 0310030604 


G3101H<J043 roYwauls Amends 31 8< 22 to liccni-es DPR-7/ fc DPR-7V, 
respectively T< safely evaluation Amende, revise dieM'l 
generator surveillance requirements to reflect actiial 
as-debigned logic 

ADCNSAH. L 0 Licensing Drunrh 4 0.3/07/30 PARRlbiMG iennessee 

Volley Authority 3pp 20/5J 257 ?>4K Kichc 50-327,03/09/30. 

0310120043 


— Q310J 20046 Amends 31 & 2? to I » reuses DPR-77 ?< DPR -79, i esper t i vel ij . 
revising dim, cl yeneralor surveillance requirements t<i 
rofloct actual as-des i pnod logit 

ADENSAfl.C Q Licensing I/ianch 4 03/07/30 Bpp L'0/51 262 24X 

FlcJjc 50-327, 03/09/30, 8310120043 


--B31OI2004G Safely evaluation supporting Amends 31 ?< ri.'i to l.icen^ev 
DPR-77 8< DPR 79, i ccpec t » vel ij 

* Office of Nuilear Rear toi Regulaiinn, Directoi D3/09/30 I'pf 
EO/31 270 24X FI Che 50-327.83/09/30,8310120043 


--□310120050 Request*, FR publication of notice of consideration of 
issuance of ametids to Licenres DPR-// f« DPR-77 proposed 
NSHC dc tei minati on h opportunity for hearing on 0JC16I5 !< 

0729 requests re diesel qonmator suivei) lance requirements 
ADENBAMri: Q Licensing Drant h 4 GJ/10/04 MlUfW. JR 

Oparatinq Reactors Dranch J Ip 2b/3i 272 24X 

Fiche 50-327, 03/09/30, e3J0i;>0043 


□310120056 Requests FR publication of notice of c Otis iderabion of 
issiianie of amends to Lie antes DPR-// 8< DPR-79 ?< pruposed 
NSHG d c terminati on X. opportunity for hearing on 0JO615 
request rc diesol qeneiatur survei 1 lorice requirements 
ADENSAM.r 0 L> conn mg Rronch 4 BJ/0//2? CLANK, R A Upeiatiim 

Reactors Dranch J 2pp 20751 27J ?J4X riche 50-327.03/09/30, 
e310lP0043 


S31D190197 forupaids safety evaluation re ubil response to Generic I ti 
01—21 “Natural Citculation Caoldoun “ Upon acceptable 
implementation of emergency response qui drl ines, procedures 
adequate foi safe natural cuculation ceoldouin 

NOVAK. T H Assistant Director for Licensing 83/09/30 fULKTR, H R 
Duke Pouier Co L'pp 20030 098 24/ Ticho SO-OOO, 03/09/30, 

0310190199 


— 8310190200 SER re response to Generic I tr Bl'-21 "Natural Ciiculatlon 
Cooldohin “ Response acceptable 

* NHC - No Detailed Affiliation Givin 83/09/30 Opp 
30038 100 24K Tiche 50-000,03/09/30,9310190199 


6310170133 Forwards notice of considei ati on of issuance of amend to 
Licenses OPR-7/ I, DPR-79 & propased NDH{ d e tormina 1 1 on t 
oppartuRity for hearing Amerid*-, change loch Specs re DN11 
parameters Ic hydrogen igniter curve 1 1 Icnce tost 

ADENSAMi E O Licensing Branch 4 03/10/11 PARRIS, H 0 Tonnesseu 

Valley Authority Spp 20013 044 24X Fiche 50-327.83/10/11. 

83I01/01J3 


— 0310170254 Notice of consideration of issuance of amend to Licenses 
DPR-77 ?< DPR-79 i< proposed NSHC determination 6 opportunity 
for heal inq 

ADENSAM, E G Licensing Branch 4 83/10/04 6pp 20Q13 046 ?4X 

Fiche 50-327.83/10/11,0310170133 


0310170261 Forwards NRC comments on TAYCO igniter spray environ piogiani 
to be performed by Factory Mutual Response requested prior 
to test program completion 

NOVAK. T M Assistant Director for Licinsing 03/10/IJ PARR I B, N 0 
Tennessee Valley Authority 4pp 20/V6 261 24X 

Fiche 90-327, aJ/l0/n,B3l0l'/0, *61 


031O1SO443 Requests extension until 840120 to submit final summary 
technical rept on results of survei 1 lane c capsule i in 
reactor vessel testing 5 analysis 

KAMMER. 0 8 Tennessee Valley Authority 83/10/13 ADEN5AM, F 
Licensing Branch 4 Ip 20002 123 24X Fiche 50-327,03/10/13, 

0310100443 


0310260021 Application for amend to Licenses DPR-77 8< DPR-79 changing 
Tech Specs 3/4 7 9 fpr snubbers, ref to tables & deletion of 
ref to *?I'l62 

MILLS, L M lerinessee Valley Authority 03/10/24 ADENGAti, E 
Licensing Dranch 4 Spp 20734 IQJ 24X Fiche 30-327.03/10/24, 
8310280021 


— 0310280040 Proposed Tech Spec*! re Tables 3/4 7 9 on snubbers, d e I etlon 
of Tables 4 7 9a, 4 7 9b I, 4 /9c from Limiting Condition foi 
QperatJOn 3 / 9, ref fco tables deletion of ref to 01-16?* 

» Tennessee Valley Authority 03/10/24 13pp 20934 100 24X 

Fiche 50-32/, 03/10/24, 83102110021 


0310200022 Forwards proposed Tech Bpecs, l evising 030019 amend request 
re accident monitoring instrumentation 

MIULB, L M lerinessee Valley Authority 03/10/24 ADEN5AM, E 
Licensing Dranch 4 Ip 20734 179 24X Fiche 50-327,03/10/24. 

B31O20OOP2 


—0310200027 Proposed Tech Specs, rcvi sing 830019 submittal re accident 
monitoring instrumentation 

# Tennessee Valley Authority 03/10/24 3pp 20734 180 84X 

Fiche 50-327.03/10/24,8310200022 


0310310429 Application for amend to Licenses DPR-77 li DPR-79r changing 
allowable value for diesel generator start St load shed 
t imer 

MILLS, L M Tennessee Valley Authority 03/10/24 ADENBAM, E, 
Licensing Dranch 4 2pp 20959 107 24X Fiche 30-327,83/10/24. 

83t03J04P9 


— 0310310430 Proposed Tech Spec?,, chang ing allowable value for diesel 
generator start St load shed timer Blgnlficant harards 
determination corisider ati on enr 1 

a Tennessee Valley Authority 83/10/24 5pp 20959 189 24X 

Fiche 50-327,03/10/24,0310310427 


Q Inspection reports, IE Bulletins S» correspondence 


0310040442 Discusses WD DeFord discrimination case arising from 
unlawful actions against employee for par tici pat i nn in Jul 
1980 NBC insp described in IL Insp Repts 50-327/00-24 It 
50-320/80-15 dtd DO0BO6 tc forwards notice of violation 
□ 'REILLY, J P Region 2, Office of Director 83/09/20. PARRIS. H 0 
Tennesseo Valley Authority 2pp 20619 040 24X 

Fiche 50-327,03/09/20,0310040442 
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DOCKETED ITEMS 


— 0310040^'lii Natjce of violation arising fron MD Def ord discrimination 
case re unlauftil actions against amployeP for p ai tie ipa ti nn 
in Jul 1930 N/IC insp 

O'REILUV.J R Region 3. DPPict of Dirertoi Ba/O'J/rt) ^*pp 
20619 050 24X Ficfte 50-327.83/09/20-0310040/142 

8300300340 IE Info Notice 03-61, "Anege^l Use of Btai.d-Jns foi v^r 1 ili r 
Qualification Tests " 5vc list Piirl 

JORDAN, E L Division of Lmerqency Preparedness St (-nqinaer j iig 
Response (Post D30103> 07/09/26 roiisol i dated Edison Cn of New 

York, Inc ll7pp 20754 022 24X Fjrhe 50-000* 07/09/26, DJ0ajCJt>.J4 0 


B30Q300342 IE Info Notice 83-62, "Failure of Redundant loxic Cjs 
D etectors Positioned at Control Hnon Vpiitilatlon Air 
Intales Sve list enc I 

JORDAN- E L Division of Emergency Preparedness & Engineering 
Response {Post 030103) 03/09/2* Tinsalidated Edition Ed oF Nriu 

York, Inc ll6pp 20777 ?10 24XFlche 50-000, 03/09/26, □30a'Hi034 2 


0300300345 IE Info Notice 03-63, ■‘Potential Failures oF Wes 1 1 iiqbouse 
Type SA-1 Differential Relays " bvc list end 

JORDAN, E L Division of Emergency Preparedness It Fugineerinq 
Response (Post 030103) 03/09/26 Consolidated Edison Cn of New 

York, Jnt llSpp 20778 001 24X Fiihe 50-000, a3/0'9/26. 8300 <0034 0 


83102S0299 Forwards IE Insp Repts 50-327/03-17 Zi 50-32B/B3- 1 7 on 
030906-09 Nn noncompl laric e notc'd' 

VERRELLI,D M Division of Project l< Rrsident Programs B3/07'2D 
PARRIS* H G Tennessee Valley Authority ?pp 20893 33! 24X 

Flche 50-327. 83/09/20, 0310250297 


—8310250300 IE Insp Repts 50-32//03-17 U 50-328/63-17 on 030906-09 Ni. 
noncompUance noted Najor aieas inspected inservire testing 
of pumps t< valves 5 plant water chemlstrii 

R0S3» W J Region 2. Office of Director SLAKE- J J Division of 
Engineering tt Technical Programs D3/09/26 6pp 20895 33J 24X 

Fiche 50-327.83/09/20,6310250299 


8300300349 IE Info Notice 03-64. 'Lead Shielding Attached to 
Safety-Related Sys W/o iOCFRSf) 59 Evaln-slion - Sve list 
end 

JORDAN, E L Division of Emergency F’reparedness & rnqineering 
Response (Post 0301031 83/09/29 C^onsol i dated Edison Co of Npui 

York. Inc llSpp 20716 324 24X Flc he 50-000, 83/09/29, □□0030034'? 


0310250475 Ack receipt of 830822 Itr informins NRC of steps tiiken lo 
correct violations noted in Ib Insp Repts 5D-327/0J-J2 & 
50-328/03-12 

LEWIS. R C Division of Project *< Resident Programs D3/10/03 
PARRIS. H 0 Tennessee Valley Authority Ip 2090P 103 t'4X 
Fiche 50-327,83/10/03.0310250475 


—6310290464 Responds to NRC 830725 Itr re violations noted in IF Insp 
Repts 50-327/63-12 ?« 50-328/83-12 Corrective actions all 
piping capped or sealed to prevent damage or deterioration A 
all stainless steel piping in storage shed sealed 
MILLS, L H Tennessee Valley Authority B3/09/2J O'REILLY. 1 M 
Region 2, Office of Director 3pp 20902 104 24X 

FUhe 50-327.63/10/03,8310250475 


—6310250494 Responds to NRC 030/25 Itr re violation noted in IF Insp 
Repts 50-327/63-12 «c 50-320/03-13 Corrective actions all 
piping corrected & verified capped or sealed to prevent 
damage or deterioration 

KAMMER.D S Tennessee Valley Authority 83/08/2? O'REILLY, J P 
Region 2. Office of Director 2pp 20902 107 24X 

Fiche 50-327103/10/03.0310250475 


— 0310250502 Forwards IE Insp Repts 50-327/83-12 h 50-326/83-12 on 
030*06-0705 If notice of violation 

VERRELLI.D M Division of Project tc Resident Programs a:j/07/25' 
PARRIS. H G Tennessee Valley Authority 2p p 20902 110 24 X 

Fiche 50-327,03/10/03,8310250475 


6310350509 Notice of violation from insp on 030606-0705 

* Region 2, Office of Director 03/07/25 Ip 20902 112 24 X 

Fiche 50-327, B3/10/03. B3I025047D 


■0310250317 IE Insp Repts 50-327/03-12 & SO-32B/03-12 on 830606-0/05 
Noncompliance noted failure to propei ly store OA natl 
FORD, E J , DUTLER.S D Region 2, Office of Director QUICK. P R 
Division of Project 6 Resident Programs 03/07/22 Opp 
20902 n3 24X Fiche 50-327, 83/10/03, 03 102504 75 


3310250403 Ack receipt of 030923 Itr informing NRC oF steps taken to 
5o''33B/B3^°^^*^^^”* noted in lE Insp Repts 50-327/Q3-14 & 

Division of Project ^ Resident Prugrams 113/10/OQ 
PARRIB, H 0 Tennessee Valley Authority Jp 2i0897 199 24X 
Fiche 50-327,03/10/05.0310230403 


— B31O250436 Responds to NRC 83(1024 Itr re violation', noted m IF Ii.sp 
Repts 50 327/83-14 6 5O-J2B/03 14 t Directive actioiu nil 
late audit repts issued by fi J0630 ?+ i i.sti uc 1 1 ona J•■'‘l•t•d 
that deferment of responson imof cep tab le 

MILLS, L M Tennessee Valley Authurity B3/09/r’3 n'RLilLV,.' I' 
Region 2. Office of Directoi 5pp 20877 200 24X 

Fiche 50-3S7. 03/ 10/05, 83J02'»04(n 


— 8310250454 roruards IE Insp Hepts 50- J,»//0 1-1 4 6 50-338/8 1-14 on 
030710-2? & notice of vlDlnllon 

LEWIS, f( L Division of Project Re*,idrnt Hmnr.jfn*. U3/OH/»'4 
PARRIS. HO Tennessee Valley Anthnnty 2pp c’087/ JO'* .’4)C 
Fiche 30-327. 83/ 10/05. 031 0r>*<040vl 


— 83102504*6 Notice of violation from in*. p nn HJO/113-.J2 

* Region 2. Office of Diruitoi SJ/(J8/24 2p|) .'01)97 ,*07 J'4> 

Fiche 50-327, 33/10/05, 8310250403 


—8310250492 IE Insp Repts 50-32 7/83- 14 & 30-320/83-14 on 030/10 L>P 
Noncomp I lance noted failiira to asnuri* that audit repts 
issued within 30 working days 6 failure to assure rispoii'ct, 
to audit findings issued within 30 dims 

DEDDAGL. A G , UPRIGHT. C M Uivisioii of Eng me or my !< (Jpoi a 1 1 oiin 1 

Programs QJ/OH/IB /pp 2009/ 209 24X Flcho 50 - J.V, 113/ 1 O/Oli. 

031 02504 OJ 


8310250563 Forwords IE Insp Repts 50-32 //QJ-21 6 rjO-J2H/8 1 21 nn 
830913-16 No noncomp 1 iant e noted 

VERRELLl.D H Division of Project 6 Resident Propi ams 03/10/(>6 
PARRIS. H 0 Tennessee Valley Authority 2pp 20VDI J 44 21/ 

Fiche 50-32/, 01/10/06, 0310250563 


--B310250S69 IE Insp Repts 50-327/83-21 t* 00-338/8.1-21 on 030913-16 Ni, 
noncomp ] iance noted Major aieas inspected fire piotpction/ 
prevention pr-ogiam implementation 

GinODNS. T D Region 2, Office of Dliuctor CONI ON. T h Division 
of Engineering i< Operational Pi ograiSE 83/10/04 Ipp 20901 14* 
24X Fiche 90-32/. 83/10/06, DJ10250D6 1 


8306300376 IE Info Notice 83-65, ''Surveillance of Fluu in RID l)ijput,e 
Loops Usod in Wcstlnghouse Plants " Sve list end 
JORDAN, E L Division of emergency Preparedness 6 tny Ineoriog 
Response (Past 630103) 63/10/0/ Consol 1 da ted Cdisnii Co of Netii 

York, Inc 76pp 20B27 213 24XFicho 50-000. 03/ 10/0 /. 03(>D'JOO l/H 


8306300752 IE Info Notice 83-66, "Fatal itif at Argentine Crliic.il 
Facility " Sve 1 ist end 

JORDAN, E L Division of Cfnergency Preparedness & t ntt J rioer ing 
Response (Post 630103) 83/10/07 Consolidated Cdisoii (,o of New 

York. Inc 79pp 20002 026 24X Fiche SO-OOO, 83/ 10/07, DniVD'KJG/Dr' 


8308300759 IE Info Notice 03-67. "fcmergency Use Roapir.itor Mntl Defrcl 
Causes Production of Noilous Gases " live list end 
JORDAN. E L Division of Emergency Preparotfnoss ft Cngineerlnp 
Response (Post 830103) 83/10/11 Tansol 1 dated Cdisnn Cn |>P Hrw 

York. Inc n7pp 21043 079 24X Fiche 50-000,03/10/11.8308300/57 


8308300761 IE Info Notice 83-68. "Respirator User Warninii Defyitive 
Self-Contained Breathing Apparatus Air Cylinders " 6vr list 
enc 1 

JORDAN. E L Division of Lmcrgency Preoarednoss Fna lnoeriii|j 
Response (Post 830103) 63/10/11 ('anaal 1 datud Edison Cn np Nt-w 

York. Inc lEOpp 20827 129 24 X Fiche 50-000. 83/ 10/ 1 J . OvlOin 00761 


8310250593 Ack receipt of 83100/ Ur informing NR(' o( steps token Iti 
correct violations noted in IK Insp Repts 50-32V/Pn“lA t* 
50-338/03-16 

VERRELLl.O M Division of Project 6 Resident Programs 83/10/1'/ 
PARRIS. H 0 Tennessee Valley Authority ip 20900 139 JAX 
Fiche 50-327.03/10/19.8310290073 


8310350602 Responds to NRf 030913 Ur ie violattoiir noted in IL Iriihji 
Repts 50-327/83-16 & 50-320/83-16 Coiroctlve actions ADOlh 
fan control switches placed in auto position A upon 
discovery outboard bearing disassembled for GC In&p 
MILLS. L M Tennessee Valley Authority 03/10/0/ 0'RC.ItLY»^l P 
Region 2, Office of Director 4pp 20900 140 24X 

Fiche 50-327. 83/10/17. 8310250593 


--8310250611 Forwards IE Insp Repts 50-327/83-16 & 50-328/83-16 (iii 
B3O7O6-O0D9 & notice of violation 

VERRELKI.DM Division of Project 6 Resident Programs 03/07/13 
PARRIS. HO Tennessee Volley Authority 2pp 20900 144 L'4X 
Fiche SO-327. 83/ 10/ 19, 83J 02 50593 


— 3310250617 Notice of violation from Intp on 830706-0005 

* Region 2. Office of Director 83/09/13 2pp 20900 146 ?4X 

Fiche 50-327. 03/10/19. 0310250573 
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— B31G250624 IE Insp Repts 50-307/03-16 ft 50-320/83-16 on 830'706-0DO'> 
Non-Lomp 1 lance noted failure to follou SUl-30 6 for 
calibr of main f< auxiliary fceduatei pumps 

FORD, E J 4 DUTLER.S D Region 2, Office of Director JULIAN. C A 
Division oF Project & Resident Proqrums 03/09/13 6pp 
20900 140 ?4X FUhe 50-327,03/10/19.0310250593 


H Periodic operating reports 8« related correspondence 


0310190066 Monthly operating repts foi Aug 1903 W/930915 lit 

EODINGS.M G , DUPRCE. D C . MAl.ON, C C Tennessee Va!le»> Awthoritij 
e3/09/l& Office of Resourre hanagementp Director I9j>p 

20B22 301 24X Tic he 50-327.03/09/15.0310190066 


S Reportable occurrences. UtRs (t related cot respondeticr 


0310030210 LER 03-111/O3L-O nn 8JO031. uhi le performinq SI-102> d 1 r«P 1 
generator 1A2 found lii/oil in glycol expansion tank Caused by 
oil on bap of uater from prior lube oii cooler leak & 
failed cglinder head Coolant leplaced ti/030920 Itt 
DUGOJN. G t , HARDjnO. M R . GRCEN. H J Tennessee Valley Authority 
03/09/20 D'flEILLYrJ P Region 2. Office of Director 2pt» 

20590 149 24X fiche 50-327,03/09/20,0310030210 


0310060003 LER 03-li3/03L-0 on B3Q901. steam gencratoi bloudautn 
effluent line radiation monitor < l-HM-90-iao/ian declared 
inopSTable Caused by loss of offlvent flout during steatn 
generator flushing process W/030923 ll» 

RQOERS.H R . HARDING, M R . GFH0N. H J Tennessee Valley Authority 
03/09/20 O'RCILLY.JP Region 2, Office of Director &pp 
20647 170 24X Tic he 50-327,03/09/20,0310060003 


0310070301 Potential Part 21 rept re undcirange characteristic ®f 
hadal N-ElLOM transmitter Underrange zero offset may occur 
when transmitter initially pressurized from atmospheric to 
suppressed zero Input End users notified 

BGRDERIAH.M J Foxboro Corp 03/09/30 Directoi 's Office, Offiru 
of Inspection and Enforcement llpp 20681 064 24X 

Fichu 50-000, 03/09/30. 0310070301 


0310170276 LER 0D-12O/O3L-O tin 030710. all icp condenser donrs opened 
when containment sump isolation valve l-FCV-63-73 stroted 
Caused by bockflQued mater causing small pressure surge in 
lower containment Doors closed y/03)OO/ Itr 

GREEN, H J Tennessee Valley Authority 03/10/07 O'REltLY, J P 
Region 2. Office of Director 4pp 20/06 SOS SAX 
Fichu DO-327. 03/10/07. 0310170076 


031O17OS92 LER 03-U7/O1T-O on 030926, monthly power range in-cove/ 
ei-core channel comparison found not perifornied Caused by 
personnel error Qurveillance performed Personnel 
reinstructed y/G3]007 itr 

OREEH. H J Tennessee Valley Authority 83/10/07 OMlCIlIVtxiP 
Region 2. Office of Director 3pp 20700 190 24X 

Flchr 50-32 7,03/10/07.0310170592 


S310170S97 LER B3-n9/03L-0 on 030910. containment internal pressuie 
limit for annulus pressure eiceedcd Caused by normal air 
leakage into containment w/o venting Containment pressure 
returned to within limit W/031007 Itr 

GREEN. H J Tennessee Valley Authority 83/10/07 O^REILLY, vl P 
Region 2. Office of Director 3pp 107 ^AX 

Fiche 90' 32 7, 03/10/07. 0310170597 


0310190124 Updated LER B3-063/031-1 on 0JO912, while in Mode 3i f oJ 1 owl uy 
malnt.PORV 1 -PCV-60-340 found leaking Caused by associaie^d 
block valve not closing fully PORVs mill be replaced during 
refueling outage N/031011 Itr 

KIRK.C ■ HARDINO.M . GREEN. H J Tennessee Valley Authority 
83/10/11 O^RElLLY. J P Region 2, Office of Director 3pi. 

20021 121 24X Picho 50-327.03/10/11.0310190124 


83105300T7 LER 83-125/03L-0 on 030920 6 22, Condenser exhaust flow rate 
menitor l-FT-2-257 failed high Caused by sense linos 
containing buildup of condensate which caused channels to 
read high erratic Lines blown down, U/B3lai7 Itr 
ROGERS. H R . HARDING, M R . ORbEN, H J Tennessee Valley Authority 
03/10/17 O^RElLLYivlP Region 2i Office of Director 2pp 
20896 163 24X Fiche 50-327,03/10/17.0310250077 


DOCKET 50-320 SEQUOYAH NUCLEAR PLANT. UNIT 2 


F Recurityi medical, emergency St fire protection plans 


6310210341 Forwaids Amend 23 ta License DPR-79 it safety evaluation 
Amend changes conditions re pos t -occ 1 d r nt sampling ■( THI I tern 
II D 3 ). instrument s for core cooling. add! accident 
monitoring instrumentation k upgrades support facilities 
ADENSAh. £ O Licensing Dranch 4 03/09/30 PARRIB, N G Tennessee 

Valley Authority 3pp 20003 130 24X Fiche 30-32B, 03/09/30, 

0310210341 


— 0310210344 Amend 23 to License DPR-79, chang Ing post-accident sampling 
(TMI Item 13 B 3},addt accident monitoring instrumentation, 
instruments for core cooling 6 upgrading emergency support 
facilities 

EISENKUT, D C Licensing Branch 4 03/09/30 2pp 208B3 1 5a. 

24X Fichfl 50-320.83/09/30.0310210341 


0310110096 Releases public version af revised emerqencii plan 
implementing procodurc 

FELTON, J M Division of Rules and Jteent ds 03/10/05 Dacument 

Management Drancb Ip 20697 329 24X Fiche 50-327.03/10/05, 

03101 J0096 


03101 10100 Fuh 1 ic versian of Rev 1 to Umaryency plan Implementing 
Procedure 5QN-IP~19, ‘'Radiological Emergency Plan Training '■ 
W/03O9ai Itr 

CRAWLEY. 0 E . KAHHER, D fl Tenneisee Valley Authority. 03/09/16 
DENTON.H R Office of Nuclear Reactor Regulation, Directnr, 6pp. 
20607 330 B4X Fiche 50-327. 83/ 10/05. B3 101 10096 


6310250563 Forwards IE limp Repts 50-327/03-21 6 50-328/B3-SJ on 
830913-16 No noncompl lane B noted 

VERRELLItD M Division of Project U Resident Programs. 03/10/06 
PARRIS, H G Tennessee Valley Authority 2pp 20901 144 24X 

Fiche 50-327,03/10/06,0310250563 


—8310250569 IE Insp Repts 50-327/03-51 6 50-326/03-21 on 000913-16 No 
noncompliance noted Major areas inspected fir* protection/ 
prevention program <e Implementation 

GIBBONS. T D Region 5, Office of Director 83/10/04 5pp 
30901 146 24X Fiche 50-33 /. 83/1 0/06. 031 0250563 


P Operating license stoge documents I, correspondence 


0310030604 Forwards SER re response to Generic Ltr 91 -2 J. ‘‘"Natural 
Circulation Cooldown " Upon acceptable implementation of 
emergency response gu id« i ine s , procedures will be adeiquate 
to perform safe natural circulation cooldown 

NOVAK, T H Assistant Director for Licensing 03/09/23 PARRIB. H 0 
Tennessee Valley Authority 2pp 20607 260 24X 

Fiche 30-000, 03/09/23. 83 1 0030604 


--B310030607 SER accepting 011201 response to Generic Ltr 81-21, “Natuial 
Circulation Cooldown " 

e NRC - No Detailed Affiliation Given 03/09/23 Bpp 
20607 290 24 X Fiche 50-000,03/09/23,8310030604 


6310130029 Forwaids Amend 21 to License DPR-79 it safety evaluation 
Amend changes Tech Specs to accommodate Cycle 2 reload 
operations W changet requirement for testing containnent 
protective fuses to visual insp 

ADEN8AM. EO Licensing Branch 4 83/09/29 PARRIS. H O Tennessee 

Valley Authority 3pp 20776 324 24 X Fiche 50-328.83/09/29, 

8310130029 


--6310I30039 Amend 31 to License DPR-79. chang ing Tech Specs to 
accommodate Cycle 2 reload operations it changing requirement 
for testing containment protective fuses from destructive 
type testing to visual Insp 

ADENSAM.E Q Licensing Branch 4 83/09/S9. 2Bpp, 20776 326 

E4X Fiche 50-326, 03/09/29, 8310130029 


— 0310130043 Safety evaluation supporting Amend 21 to License DPR'?? 

* Office of Nwclear Reactoi' Regulation, Director 03/09/29- 9pp 
20776 33S 24 X Fiche 50-328,83/07/29.0310130029 


0310120043 Faruarde Amends 31 it 23 to Licenses DFR-77 h DPR-79, 
rtftpectlvaly le safety evaluation Amends revise diesel 
generator scjtvbI 1 lance requirements to reflect actual 
as-desi gtied logic 

ADENSAM. E Q Licensing Drench 4. 83/09/30 PARRlBrH G Tennessee 

Valley Authority. 3pp 20751 359 24X Fiche > 00-327, 83/09/30, 

6310120043 


—0310120046 Amends 31 U 22 to Licenses r>PR-77 k DPR-79, raspsetively, 
reviling diesel generator surveillance requirements to 
reflect actual as-designed logic 

AOENSAM. £ 0 Licensing Branch 4 83/09/30 6pp. 20751 262 24X 

Fiche 50-327.03/09/30,8310120043 


0310040455 Submits central emergency control ctr meteornlog ical data 
availability statistics for Agr-June 1903 Data availability 
repts will be discontinued due to consistently high data 
availability through previaus rept periods 

MILLS, L M Tennessee Valley Authority 83/07/20 ADENBAM, L 
Licensing Branch 4 2pp 20623 326 54X Fiche 50-000.03/09/50, 

0310040455, 


— 9310150040 Safety evaluation supporting Amends 31 Kc 22 to Licenses 
DPR“77 & DPH-79. respec tive ly 

a Office pP Nuclear Reactor Regulation, Director. 03/09/30 2pp. 
If0751 270 24X Fiche 50-327,83/09/30,0310120043. 
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— B310i200'56 Requests FR pi/blicatxor nf notice of cons » derail pn uf 
issuance of amends to Licenses DPU-77 h DPR-79 & proposed 
NSHC d etsTmination & opportunity for ^oa^i^g on e3'0615 
request re diesel generator surveillance requirements 
ADEWSAIitG 0 Licensing Branch A 03/07/22 CLAftKt R A Dpi rail up 
Reactors Branch 3 Spp 20751 273 2AX Fiche 50-327*03/09/30, 
0310120043 


0310190199 Forwards safety evaluation re will response to Generic Lti 
01-21 "Natural Circulation Cooldoun " Upon acceptable 
implementation of emergency response qui delinesi proc edure 5 
adequate for safe natural circulation cooldouin 

NDVAKiT H Assistant Director for Licensing 93/09/30 TUCKCRjH D 
Duke Power Co 2pp 20930 099 24X Ftcho 50-000*03/09/39, 

0310190199 


— 0310190200 SER re response to OenerJc Ltr 91-21 "Natural Circulation 
Cooldoun " Response acceptable 

* NRC ^ No Detailed Affiliation Given 93/09/30 0pp 
20030 100 24X Fiche 30-000,03/09/39,0310190199 


0310210341 Forwards AffleniJ 23 bo License DPR-79 L safety evaluofcion 
Amend changes conditions tb post-accident sampling <TMI Iteim 
II B 3>, Instruments for core cool ing* aifdl accident 
monitoring instrumentation b upgrades support facilities 
ADEN8AM.E 0 Licensing Branch A 03/09/30 PARRIS. H 0 lennosrer 
Valley Authority 3pp 20aB3 150 24X Fiche 50-320*83/09/30, 

0310210341 


— 0310210344 Amend 23 to License DPR-79i c hang i ng post-accident sampJinp 
(TRI Item II D 3),aifdl accident monitoring ins trumentatioiii 
instruments for core cooling R upgrading emergency support 
fac 1 1 itiBS 

EISENHUT, D 0 Licensing Branch 4 03/09/30 2pp 20003 152 

24X Fiche 50-320, fl3/09/a0 , 03 102 J 034 1 


— 8310210347 Safety evaluation supporting Amend 23 to License DPR-79 
* Office of Nuclear Reactor Regulationi Director 83/09/30 3pu 
20093 194 24X Fiche 30-320.03/09/30,0310-210341 


8310170133 Forward* notice of consi-d eration of issuance of amend to 
Licensas 0Pfl-77 & DPR-79 & proposed NSPIC determination 4, 
opportunity for hearing Amends change lech Specs re DND 
parameters t hydrogen igniter surveillance test 

ADENSAMiE 0 Licensing branch 4 93/JD/it PARRI81HO Tennessei 
Valley Authority app 20013 044 34X Fiche 50-327,83/10/1 1, 

0310170133 


— 0310170254 Notice of consideration of issuance of amend to I icensrs 
DPR-77 it DPR-79 ft proposed NSHC determination tc opportunity 
for hearing 

ADEN3AM, E 0 Licensing Drarich 4 83/10/04 £>pp 20013 044, 24X 

Fiche SO-327. 03/10/11, P310i70133 


031017024,1 Forwards NRC comments on TAYCO igniter spray environ pvograiFi 
to be performed by Factory Mutual Response requested prior 
to test program completion 

NOVAK.T M Assistant Director far Liconsing 03/10/11 PARRIS, H O 
Tennessee Valley Authority App S079&' 261 24X 

Fiche 50-327, 83/10/1 1, 03101 702A1 


110280021 Application for amend to Licenses DPR-77 & DPR-79 changing 
Tech Specs 3/4 7 9 for snubbers, ref t-d tables t, deletion of 
ref to Sr-162 

MILLS, U H Tennessee Valley Authority 03/10/24 ADENSAM, E 
Licensing Branch 4 2pp 20934 183 24X Fiche 30-327,03/10/24, 

0310280021 


— B310SB0040 Proposed Tech Bpeca re Tables 3/4, 7 9 an snubbers, deletion 
of Tables 4 7 9a, 4 7 9b & 4 7. 9c From Limiting Condition far 
Operation 3 7 9, ref to tables deletion of ref to S1-I6B 
« Tennessee Valley Authority 83/10/24 13pg 20934 105 24X 

Fiche 50-327,03/10/24.8310280021 


310280022 Forwards proposed Tech Sp eca. revis tng 030819 amend request 
re accident monltarlng Instrumentation 

MILLS, L M Tennessee Valley Authority 83/10/24. A DEN SAM, £ 

Licensing Branch 4 ip 20934 179 24X Fiche 50 -387i 03/10/24, 

8310280022 


'8310280027 Proposed Tech Spec », revl s ing 030019 submittal re accidrnt 
monitoring Instrumentatian 

e Tennessee Valley Authority 83/10/24 3pp 20934' £ BO 24X 

Fiche 50-327,83/10/24,8310200022 


110310429 Application for amend tp Licences DPR-77 St DPR-79, changing 
allowable value for diesel generator start load sha<f 
timer 

MILLS, L «, Tennessee Valley Authority 63/10/24 A DEN SAM, E 

Licensing Branch 4 2pp 20959 107 24X Fiche 30-327.83/10/24, 

0310310429 


— 0310310430 Proposed Tech Sp ecs* chanq ing allowable value for dur.pl 
generator start U load shed timer bionificont hazards 
determination consideration enr 3 

* Tennessee Valley Authority 83/10/24 5pp S0959 109 c’4X 
Fiche 50-327,83/10/24,8310310429 


Q Inspection reports, IE Bulletins 8, coi r ospondonce 


83 1 0040442 Didcusseh HD DeFord discrimination case ai ising from 
unlawful actions against employee for participation m Jul 
1980 NRC InPP described in IL Insp Replo 50-327/80-24 h 
50-328/80-19 dtd BOOaOi & forwards notice of violation 
□ 'REILLY, J P Rug ion 2, Office of Director 83/09/20 PARRIS, (f G 
Tennessee Valley Authority 2pp 20619 040 24X 

Fiche 90-327,83/09/20,0110040442 


— B310040446 Hotace of violation aiisinq from WD DeFord d 1 scr iminati ou 
case re u-plauiful actions aoainst employee for participation 
in Jul 1900 NRC insp 

O'REILLY, J P ricgion 2, Office of Director 03/09/20 2p(i 
20619 050 24X Fiche 50-327,83/09/20,8310040442 


S308300340 IE Info Notice 83-61, ‘’Alleged Use of Staird 'Ins fo» Wilder 
Qualification Tests " Bve list one 1 

JORDAN, C L Division of Lmergency Pr oparodness 8( Engineering 
Response iPost 030103) 83/09/26 Consolidated Edison Co of New 

York, Inc U7pp 20754 022 24X Ficho 50-000, 83/09/26, 03 ODjOOJ4O 


0308300342 IE Info Notice 03-62, "Failure* of Redundant Tonic Gat 
Detectors Posltloried at Control Room Ventilation Ait 
Intakes " Sve list encl 

JORDANfE L Division of Emergency Preperodnoas 8, Engineoriiig 
Response (Post 830103) 03/09/26 Consolidated Edison Co of New 

York. Inc ll6pp 20777 210 24X Fiche 50-000,03/09/26,030830034.1 


8306300345 IE Info Notice 83-63, "Patcntial Failures of Westinghouac 
Type 8A-I Differential Relays ’* Sve list mcl 
JORDAN, E L Division of Emergency Preparednoes Si rnqlnBering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of New 

York, Inc U8pp 20778001 24X Fiche 50-000,03/09/26,8308300345 


0310250299 Forwards IE Insp Repts 50-327/83-17 it 50-328/83-17 on 
830906-09 Nr noncpmpliance noted 

VERRELLIiD H Division of Project it Resident Programs 03/09/26 
PARRIS* H G Tennessee Valley Authority 2pp 20095 331 24X 

Fiche 50-327,83/09/28,8310250297 


—0310250300 IE Insp Repts 90-32//B3-17 90-320/03-17 on 830906-09 Nc, 

noncompi lancB noted Major areas inspected inservice testing 
of pumps & valves it plant u,ilGr chemistry 

RQS8, M J Region 2, Office of Director 8LAKE, J J Division of 
Engineering ?c Technical Programs 83/09/26 6pp 20B95 333 24/ 

Fiche 50-327, 03/09/28, 8310250299 


0300300349 IE Info Notice 83-64, "Load Shielding Attached to 
Safety-Related Sys W/a I0CFR30 59 Evaluation ’’ 8vc list 
encl 

JORDAN, E L Division of Emergency Preparedness rngmecring 
Response (Post 830103) 83/09/29 Consolidated Edison Co of New 

Yorif, Inc ll5pp 20716 324 24 X Flfhe 50-000, 83/09/29, OBOB'JUOJI'/ 


8310130029 Forwards Amend 21 to License nPR-79 it safety evaluation 
Amend changes Tech Specs to arc ommodatr Cycle 2 reload 
operations {< changes requirement for testing containment 
protective fuses to visual irisp 

ADEN8AM, E 0 Licensing Branch 4 03/09/29 PARRIS, H 0 fennesf-ep 

Valley Authority 3pp 20776 324 24X Fiche 50-328103/09/29. 

B3I0130029 


—8310130039 Amend 21 to License DPR-79i i hanging Tech Gpecs to 
accommodate Cycle 2 reload operations & changing requirement 
for testing containment protective fuses from destrULtive 
type testing to visual insp 

ADEN5AM, E G Licensing Branch 4 83/09/29 28pp 20776 326 

24X Fiche 50-328*03/09/29,0310130027 


— 8310130043 Safety evaluation supporting Amend 21 to License DPR'79 
*■ Office of Nuclear Reactor Regulation, Director 83/09/27 9pp 
20776 355 24X Fiche 50-328,83/09/29,8310130029 


8310250475 Ac k receipt of 830022 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-327/83-13 S' 
50-328/83-12 

LEMIB.R C Division of Project it Resident Programs, 83/10/03 
PARRIS, H 0 Tennessee Valley Authority Ip 20902 103 P4X 
Fiche 50-327,03/10/03,0310250475 
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--S3102SD4Q4 flesponds to NRC QG0725 i tr ro violation** noted in lb Iii<vp 
Repta 50-'a27/a3-l2 8- 50-a2b/Ba- 12 Corrective actions all 
piping capped or sealed to prevent damage or deterioration & 
ail stainless steel piping in storage shed sealed 
MILLS < L M Tennessee Valley Authority 83/09/2T O'nUlLY. J P 

Region 2* □f’fice of Director Gpp 20702 104 24X 

Flch c 50-327, 83/ J 0/03, 831 02»‘>047‘i 


— 0310250494 Responds to NRC 830725 I tr re violation noted In lb In&p 
Repts 50-327/83-12 t< 50-328/83-12 Corrective actions all 
piping corrected it verified capped or sealed to prevent 
damage or deterioration 

ttAMNEftrD 8 Tennessee Volley Authority 83/00/22 O'RCIbLY. JP 
Region 2, OPflce of Directoi 2pp 20702 107 24X 

Fiche go-327, 83/10/03, 831 03^0475 


— B3102S0S02 Forwards IE Insp Repto 80-327/83-12 & 50-320/03-12 on 
830606-0705 notice of violation 

VEnRELLI,D M Division of Pioject & Resident Programs 83/07/25 
PARRIS, H G Tennessee Valley Authority 2pp 20902 HO i'4X 
Flclie 50-327, 83/10/03, B3102 ?j0475 


-“B3102S0509 Notice of violation from insp on B30606-0705 

e Region 2, Office of Director 83/07/25 Ip 20902 112 24X 

Ffccfi B 50-327. 03/10/03. B3102504/5 


— 8310250517 IE Insp Repts 50-327/83-12 50-328/83-12 on 830606-0/05 

Noncompl lance noted failure to prnporly store QA mail 
FORD, 8 J , BUTLER, 5 D Region 2. Office of Director QUICK, 1) R 
Division of Project h Resident Programs 03/07/22 8pp 
20902 113 24X Flchc 50-327,03/10/03.0310280475 


8310250403 Ack receipt of 830923 Itr informing NRC of steps taken to 
correct violations noted in lb Insp Repts 50-327/83-14 (t 
50-328/83-14 

LEUIS, F? C Division of Project Resident Programs Q3/10/D& 
PARRIS, H 0 Tennessee Valley Authority Ip 20897 179 P4X 
Fiche 50-327, 03/10/05, 8310250403 


— 8310250436 Responds to NRC 830824 Itr re violations noted in IC Insp 
Repts 50-327/83-14 it 50-320/03-14 Coirectlve actions all 
late audit repts issued by 830630 l< instructions issued 
that deferment of responses unacceptable 

MILLS, L M Tennessee Valley Authority B3/09/23 CJ 'RCll LY, P 
Region 2, Office of Director Spp 20897 200 24X 

Fiche 50-327. 83/10/05, 8310250403 


— 8310250454 Forwards IE Insp Repts 50-327/83-14 h 50-328/03-14 on 
B3071B-22 S( notice of violation 

LEWIS, R C Division of Project «< Resident Programs B3/O0/P4 
PARRIBrH 0 Tennessee Valley Authority 2pp 20D97 205 24X 

Fiche 50-327,83/10/05,6310250403 


— 8310250466 Notice of violation from insp on 030718-22 

* Region 2, Office of Director 83/00/24 2pp 20097 207 24X 

Fiche. 50-3271 83/ 1 0/OS, 8310250403 


— 0310250492 IE Insp Repts 50-327/83-14 h 50-328/83-14 on 830718-22 
Noncompliance noted failure to assure that audit repts 
issued within 30 working days 8< failure to assure responses 
to audit findings issued within 30 days 

BEBDAOEjA 0 J UPRIGHT, C M Division of Engineering & Operational 
Programs 03/08/18 7pp 20097 209 24X Fiche 30-327,03/10/05, 

8310250403 


8310250363 Forwards IE Insp Repts bO-J2//83-2t h 50-328/83-21 on 
830913-16 No noncomp I lance noted 

VERRELUJiD M Division of Project & Resident Pregrams 83/10/06 
PARR I Si H G Tennessee Valley Authority 2pp 20901,144 24X 

Fiche 90-327,03/10/06,0310250563 


— 0310250569 IE Insp Repts 30-327/83-21 U 30-328/03-21 on B3091D~|6 Np 
noncamp 1 lance noted Major areas Inspected fire protection/ 
prevention program 4c implementation 

CIOnaNB, T D Region 5t Office of Director CONLON, T E Division 
of Engineering 4« Operational Programs 83/10/04 Spp 20901 146 
24X Fiche 50-327,83/10/06,0310250563 


83003003/8 IE Info Notice 83-65, "Surveillance of Flow in RID Bypass 
Loops Used in WestlnghouBB Plants, " Bve list enr 1 
JORDANrE L Division of Emergency Preparedness & Engineeritig 
Responso (Post B30103) 83/10/07 Consalidated Edison Co of New 

York, Inc 76pp 20027 213 24X Fiche 50-000,03/10/07,8308300378 


8308300752 IE Info Notice 83-66, "Fatality at Argentine Critical 
Facility " Gve list end 

JORDAN, E L Division of Emergency Preparedness 4< Engineering 
Response (Post 0301031 03/10/07 Consolidated Edison Co of New 

York, Inc 79pp 20802 026 24X Fiche 30-000. 03/10/07, 8300300752 


B3O03OO759 IE Info Notice 03-67, "Emergency Use Respirator Matl Defect 
Causes Production of Noxious Gases " Sve list end 
JORDAN, E L Division of Emergency Preparedness 4t Engineering 
Response (Post 830103) 03/10/11 Consolidated Edison Co of New 

York. Inc li/pp 21043 075 24X Fic he 50-000, 83/10/1 1 , 0300300759 


B30Q300761 IE Info Notice 03-60, "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " Sve list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 83/10/11 Consolidated Edison Co of New 

York. Inc I20pp 20837 129 24X Fiche 50-000, 83/10/11, 8306300761 


B3I0250593 Ack receipt of 03)007 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-327/83-16 tc 
30-320/03-16 

VERREl-LIi D M Division of Project t. Resident Programs 83/10/19 
PARRIS, H G Tennessee Valley Authority Ip 20900 139 24X 

Fiche 30-327,83/10/19.9310250593 


—8310230602 Responds to NRC 830913 Itr re violations noted in It Insp 
Repts 50-327/83-16 it 50-328/83-16 Corrective actions ABQTS 
fan control switches placed in auto position A upon 
discovery (< outboard bearing disassembled for QC Insp 
MILLS, L M Tennessee Valley Authority 83/10/07 Q^REILLY.J P. 
Region 2, Office of Director 4pp 20900 140 24X 

Fiche 50-327, 83/ 10/ 19, B310250593 


—8310290611 Forwards IE Insp Repts 50-327/83-16 L 50-328/83-16 on 
830'706-0005 & notice of violation 

VERRELLI.D M Division Of Project 8, Resident Programs 03/09/13 
PARRIS, H 0 Tennessee Valley Authority 2pp 20900 144 24X 

Fiche 50-327,83/10/19.8310250593 


—83102:50617 Notice of violation from insp on 830706-0805 

* Regictn 2, Office of Director 83/09/13 2pp 20900 146 S4X 
Fiche 50-327,03/10/19,8310250593 


— B31025O624 IE Insp Repts 50-327/83-16 «< 50-328/83-16 on 830706-0805 
Non-compliance noted failure to follow 801-30 6 for 
callbr of main 4, auxiliary feedwater pumps 

FORD. E J , BUTLER. 8 D Region 2, Office of Director JUL IAN, C A 
Division of Project 4, Resident Programs 03/09/13 6pp 
20900 14B 24X Fiche 50-327,83/10/19,03102 50593 


R Periodic operating reports 4, related correspondence 


8310190066 Monthly operating repts for Aug 1903 W/830915 Itr 

EDDINOSiM 0 , DUPREE, 0 C , MASON, C C Tennessee Valley Authority 
83/09/15 Office of Resource Management, Director 19pp 
30822 301 24X Fiche 50 -327,83/09/15,8310190066 


8 Reportable occurrences, LbRs 8, related correspondence 


B310030240 LER B3-114/03L-0 on 830023, during testing of safety 
injection sgs iSlB) it centrifugal charging pumps (CCPl.BIB 
pump 3A l( both CCPs failed to meet min head curve 
requirements Caused by normal pump operation W/G30921 Itr 
HARDING. H R , KlRK.G D , OREEN. H J Tennessee Valley Authority 
83/09/21 O'REILLY, J P Region 2. Office of Director 4pp 
20590:075 24X Fiche 50-320,83/09/21,0310030240 


831007Q301 Potential Part 21 rept re underrange characteristic of 
Model N-E) IQM transmitter Undorrange xero offset may occur 
when transmitter Initially pressurited from atmospheric to 
suppressed lero input End users notified 

BERBERIAN.M J Foxboro Corp 83/09/30 Director's Office, Office 
of Inspection and Enforcement llpp 20651 064 24X 

Ficho' 50-000, 83/09/30, 8310070301 


8310140087 LER 03-110/O3L-O on 830907,81-214 re uncontrolled boron 
dilution not performed within required 72 h frequency Caused 
by personnel error Operations personnel reinstructed M/ 

831006 Itr 

GREEN, H J Tennessee Valley Authority 03/10/06 D'REILUY, J P. 
Region 2, Office of Director 9pp 20767 009 24X 

Fiche- 50-320, 03/10/06,8310140007 


8310170658 LER 83-121 /03L-0. on 83091 1, during Mode 5, lower containment 
airlock failed overall leakage Test SI-159 1 Caused by 
leakage through four handwheel packings due to normal wear. 

Doors overhauled W/8310O7 Itr 

OREEN, H J Tennessee Valley Authority 03/10/07 O'REILLY, J P 
Region 2, Office of Director 3pp 20779 202 a4X 
Fiche 50-328,83/10/07,8310170650 
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DOCKET 50-329 hIDLAND PLANT. UNIT I 


A Appl icatlon/constructian documents & correspondence 


0310190311 FQtA reiii/est For dacumenis to caseload forecast panel DJ0A17 
meeting on plant const 

GARDEi B P Government Accou-ntab i L Itij Project B3/07/11 Office 

of Administration 2pp 208A0 339 34X Flche 50-3 &9, 03/07/ 1 1* 

8310190311 


B31018061B FOIA request for documents submitted hv util for 
consideration of -candidate companies or methodologies to 
perform const implementation overvieu of const completion 
p Ian 

OARDErQ P Government Accountability Project 83/00/05 Office 

of Administration 2pp 20B39 110 24X Fiche 50-329.03/00/05. 

a31OlBO&10 


B310130390 FOIA request for all records on re~revi«ui of structural 
adequacy of diesel generator bldg subsequent to hay 
testimony of R Landsman in ASLB proceedings 

GARDE. B P Government Accountability Project 83/08/00 Office 

of Administration 2pp 20769 332 24 X Fiche 50-329,03/00/03. 

8310130390 


8310190316 Responds to FOIA request for documents re caseload forecast 
panel 630419 meeting on plant const Info partially withheld 
JH Cook draft Itr to TM Novak iref FQM Exemption 51 
FELTON. J M Division of Rules and Records 03/08/09 OARDC. B P 
Government Accountability Project 6pp 21116 001 24X 

Fiche 50-329.83/08/09,0310190316 


8310190300 Appeals denial of FOIA request for -documents re caseload 
forecast panel B30419 meeting on plant const Denial 
effectively denied bulk of documents requested 
OARDE.fl P Government Accountability Project 03/00/10 
DIRCK8.H J Office of the Executive Director for Operations 2pp 
20840 326 24X Fiche 50-329.63/00/10.0310190300 


0310130394 Responds to FOIA request for all records on re-revjeiti of 
structural adequacy of diesel generator bldg subsequent to 
ffay testimony of R Landsman in A9LD proceedings Forwards 
App A documents Documents also in PDK 

FELTON. J h Division of Rules and Records 83/08/25 CARDE.B P 
Government Accountability Project 2pp 20769 354 24X 

Fiche 50-329.83/08/25. 8310130394 


— 830B1S0336 Advises of assignment as meinber of task group to reevaluate 
structural desip'n (< const adequacy of plant diesel generator 
bldg 

KUO.P T Structural 1. OeotechTsi ca 1 Engineering Branch 03/08/00 

TAN.C P. Structural b Geotechnical Engineering Branch Ip 

20769 362 24X FUhe 30-329.03/08/25.0310130374 


—6306290029 Requests meeting on 830022 to discuss Landsman concerns that 
diesel generator bldg inadequate to return to svc based on 
inability to meet design requirements 

VOCLhER.R NRC - No Petal lod Affiliatton Given, 63/00/15 
KNIGHT. J NRC - No Detailed Affiliation Given. ip 20/69 361 
24X Fiche 50-329.83/08/25.0310100394 


0310100685 Responds to FOIA request for records submitted by util & 
reviewed during consideration of candidate coimpanles or 
methodologies re const implementation overview Forwards 
documents Documents alio available in PJ>R 

FELTON. J M Division of Rules and Records, 83/09/01, GARDE. D P 
Oovernment Accountability Project 3pp 20839* 118 24X 

Fiche 50-329,83/09/01,0310180625 


— B2102B0450 Forwards util 821005 throe-part independent review program, 
consisting of biennial quality audits. INP0-type const 
evaluation 6 independent design verification of auxiliary 
feedwater sys Meeting scheduled for 821019 to discuss plan 
NOVAK. T M Assistant Director for Licensing 82/10/07 
VOLLMER, R H Di vi s Ion Of Eng Ineer 1 ng. Ip, 20839*124 24X 

Fiche 50-329. 83/09/01. 8310180625 


-0212300076 Documents conclusions reached at 621207 meeting in Bethr'hda, 
MD re OA ImplemrntatioTi at facility Region 3 insp of diesel 
generator bldg t. util decision to stop certain safety- 
related work being performed by Bechtel, 

HERNAN. R » Licensing Drench 4 82/12/21 NOVAK. T M Assistant 

Director for Licensing 3pp 20039 125, 24X 

Fiche 50-329.83/09/01,0310100620 


-*8310180630 Forwards util revised plan for const completion Program 
includes measures to be taken as result of work slowdown 8c 
elements of OA implimentetlan If third-party assessments 
requested by NRC H/o and, 

HERNAN.R, Division of Uicenalnp, G3/01/12 ADEN SAM. E. NflC - Nn 

Detailed Affiliation Given ip, 20039* 120 24X 

Fiche, 50-329, 83/09/01.03101 80625 


— B310190034 Rev 1 to Quality Contf ol Instruction 10 01, "( Dnf>t 

Implementation Overview Asst-ssment " 

THOMPSON,,/ C Stone V Webster Engineering Corp 03/06/2/ 6pp 
20B39 134 L’4X Fiche 50'329. □3/09/01 , 8310180625 


—8310190036 Rev 0 to Verifiration Attribute Checklist P-? 20V, "Pipe 
Supports " 

□ARANOW. S W Stone t Webster Enqincriing Corp 83/07/21 1 OfM* 

20839 140 24X Fiche 50-329, □ i/09/0l . 133 1 0 1 00625 


— 8310190038 Rev t to third-party const imp 1 emontat ion ovoi view approvul 
KELLY, R D Stone & Webster Engineering Corp 03/0B/05 bop 
30839 150 24X Fiche 50-329,03/09/01.0310180629 


— 8310190042 Rev 1 to Quality Control Instruction 15 OJ, "None unf ormanc p 
Identification & Reporting " 

DARAHORr.S Btone it Webster Engineering Corp 03/00/05 Opp 
20839 155 24X Fiche 50-’329, 03/09/01 , 0310180625 


— 8310190047 Rov 1 for third-party const implementation oveiview to Ort 
plan 

BARAHORE.S . WALTERS, C . Khl LY, R B btone & Webster EnginoPTinq 
Corp 03/00/05 4pp 20039 160 24 X Fiche 50-329.83/09/01, 

8310180625 


S310030942 Memorializes 830902 telcon re rescheduling of Sept 190 J 
followup meeting on const completion dates Mcetinq will not 
be held in Sept 

HOOD. D Licensing Branch 4 03/09/00 ADENSAM. E 0 Ljcensiiiq 

Branch 4 Ip 20603 353 24 X Fiche 50-329.03/09/00.8310030542 


8310170305 Responds to appeal re denial of FUIA request for dneumenis 
on caseload forecast panel 83041? meeting on plant const 
All documents identified subj to request Appeal re 1 Novak 
draft 1 tT to JW Cook moot 

DIRCKS.W J Office of the Executive Director for DpeTation. 
03/09/13 OARDE-.H F Government Accountability Project Ip 
30040 338 24X Fiche 50-329. 03/09/13. 8 j 101 90305 


83102400S9 Confirms transmittal of controlled copies of PQCI I ./01 
Changes to S&W SM-1 70, Rev 1 to CNAA00079. C-2 10. Rpv 12 8. 

MW-l 00. Rev 2 

PUCCI. J A Consumers Power Co 03/09/15 DARANOW. 3 Btoiip h 

Webster Engineering Corp tp 20801 J60 24X Ficho 50-329, 

03/09/15. 031O24OOP9 


8310240131 Confirms transmittal of listed revs to PQCI 

EWERT.O r Consumers Power Cn 03/09/19 DARANOW, S Btoiw i. 
Webster. Inc Ip 20BQ1 165 24X Ficho 50-329.83/09/19.0310140131 


8310240033 Confirms transmittal of computer printout containing info on 
MPOAD iboLance of plant) inspector recoi ds Print rovers all 
training. exams, performanc e demos & cevti fi cations 
OoriMER.L A Consumers Power Co 83/09/20 DARANOW. 8 Btone l< 
Webster Engineering Corp Ip 20081 359 24X Fiche 50-329. 

83/07/20. 8310240033 


8310240033 Confirms transmittal of controlled copies of PQCI Ic/ot 
changes to ShW control log fui wk ending 030916. PF-1 10, 

Rev 4 to CNAA00043 l< E-1 60. Rev 6 followup to inactive Itr 
PUCCI. J A Consumers Power Co 03/09/20 DARANDW. 3 Btone t< 

Webster Engineering Corp Ip 20001 347 24X Fiche 50-329. 

83/09/20. 9310240050 


0310240050 Confirms transmittal of cantrollod copies of PQCI &/or 
changes to SttW control log for wk ondinq 030916. Pp-1 10/ 

Rov 4 to CNAA00043 it E-1 60»Rev 6 followup to inactive It) 
PUCCI, J A Consumers Power Co 03/09/20 DARANOW. 8 Stone |< 

Webster Engineorlng Corp Ip 2O0B1 347 24X Fiche 50-329. 

0 3/09/20, 0310240050 


0310240063 Confirms transmittal of controlled copies of PQCI 8</or 
changes to S&U procedures 

PUCCI. J A Consumers Power Co 83/09/22 DARANDW. S Stone it 
Webster, Inc Ip 20801 346 24X Fiche 50-329.03/09/22.0310240063 


0310040122 Requests author i tation for listed remedial soils work 
a c tlvi ties 

MOONEY. xl A Consumers Power Co 03/09/26 HARRIRON.J J Region 3. 
Office of Director Ip 2060B 270 24 X Fiche 50-329. Q3/09/P6, 

8310040122 


8310050296 Requests author 1 lati on to perform listed remedial soils woi k 
re solid waste processing sgs. Soldier Piles 1-30 

MOONEY, J A Consumers Power Co 83/09/20 HARRISON. J J, Region 3. 
Office of Director ip 20620 351 24X Fiche 50-329.03/09/20. 

0310050276 
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B310050322 Discutises 030927 telcon re movinq check valves (< pipe 
supports in svc uiater bldg kloi k involves minor change to 
benchmark installation tt can be completed as agreed 

HOONEVj J a Consumers Powci Co 83/09/20 HARRISDN< J J Region i> 
□ fFlce of Director Ip 2063'! 001 24 X Fiche 50-329, ai/09/2lh 

83 1 0050322 


8310070109 Notification of 031OOn-Oi meetings ui/util Ct Dcchtel in 
flidland^HI to revicuf structural adequacy of as-constructed 
HVAC egs 

HOOD, D 8 Licensing Oranch A 03/O9/2R ADENSAh, £ G Lirenslng 
Dranch 4 5pp 20671 310 D4X Ticho 50-329.03/09/289310070107 


8310070142 Forwards response to 030526 request for add! info to 
Question 130 28 for Vol I of seisniic margin revieu rcpl 
entitled "Methodology \ Crlteiia " 

CCOK> J W Consumors Power Co 03/07/20 DENfQN, M R Office of 
Nuclear Fieactol Regulation, Director 22pp 20659 038 24X 

Fiche 50-329.03/09/20,0310070142 


0300300357 Hoard Noti f icat i on B2-105A foi wards evaluation of 
allegations re design deficiencies in Class I piping sys 
Info applicable to Diablo Canyon 1 e< S.Poimi 2 & Callaway 
EISENHUT, D Q Division of Licensing 83/09/29 PALLADINQ. N J 
Commi SB loners 3pp 20632 001 24X Plche 50-000,93/09/29, 

8308300357 


8310050341 Forwards evaluation of utl) proposal to have SttU perfoim 
third-paity independent overview of const completion 
program Proposal approved 

KEPPLER*vf G Region 3, Office of Director 03/09/29 COOK. J M 
Cojisumers Pnuer Co 7pp 20632 337 24 X Fiche 50-329. 03/09 '29, 

8310050341 


9310110377 Summarizes 030926 telcon w/H Capicchioni of util re location 
of safety-related equipment in local break zones Applicant 
will submit info indicating no subj equipment at location 
MILLER, M A Licensing Branch A 03/09/29 Licensing Dranch 4 
3pp 20713228 24X Fiche 90-329.83/09/29,6310110377 


9310050393 Issues authorization to proceed w/romedial soils wuric 
activities scheduled for Oct 1983 

HARRISON. JJ Region 3, Office of Director 83/09/30 MIILSR.D H 
Consumers Power Co Spp 20632 163 24 X FUhe 50-329,03/09/30, 

8310050393 


9310120320 Responds to NRC concerns re equipment qua 1 1 f 1 cation 
seismic margin review program, as discussed at 830200 meetlnq 
w/NRC 

COOK. J M Consumers Power Co 03/09/30 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 24pp 20700 2/5 24X 

Fiche 50-329,03/09/30x93101203^0 


0310170624 Forwards resumes for Insertion into QA program. App C for 
IDVP 

LEVIN. H A THRA Corp 83/09/30 HEPPLER.J 0 Region 3, Off lie of 
Director EISENHUI.D G Division of Licensing COOK, J W 
Consumers Power Co 9pp 20792 072 24 X Fiche 30-329,83/09/00, 

G3I01706P4 


0310110635 Bummary of 830913 meeting u/util & Bechtel re util 
compliance w/ODC 51 re fracture toughness characterization 
MILLER, M Licensing Branch 4 03/10/04 Licensing Branch 4 

20pp 20706 329 24X Fiche DO-329, 03/10/04, 03101 10635 


9310170-721 IflscussBs NRC concerns ra delaus in establishing firm 
schedule for plant completion Estimate developed by NItC 
will be utilized for planning purposes if response not 
f orthc ominp 

NDVAK. T W Assistant Director for Licensing 83/10/04 COOK, J H 
Consumers Power Co 5pp 20/90 110 24X Fiche 50-329,03/10/04, 

8310170721 


0310240136 Confirms transmittal of PQCI $</or changes to PQCI, zncludirifi 
control logs for wks ending 03U923 ^ 30 

PUCCI. J A Consumers Power Co B3/10/04 BARANOW, 9 Stone >c 
Webster, Inc Ip 20001 169 24 X Fiche 50-329,83/10/04,0310240136 


8310120179 Provides info re licensee 830920 decision to stop nil "0" 
soil drilling l< pile driving imposed as result of 
unknowingly drilling into structural concrete Info provided 
per board notification procedures 

WARNICK, R F Region 3, Office of Director 83/10/05 EISENHUT, D G. 

Division of Licensing 2pp 20693 326 24X Fiche 50-329, 83/1 0/05x 

8310120179 


B31O17OO60 Advises that Option 1 in H Levin 030815 Itr acceptable re 
selection of independent design i* const verification program 
associated w/8ectlon 13 of Public Law 97-415 (Ford Amend! 

NOVAK, T M Assistant Director for Liconsing 03/10/05 CUUK. J M 
Consumers Power Co LEVIN, H A TERA Corp 4pp 2079B 024 24X 

Fiche 50-329,03/10/05.0310170060 


6310170714 Documents 830927 tclcon re removal of all soil & drift sets 
above Elevation 600 ft on north side of drift from KC2 to 
KC3 after drift invert is poured 

MILLER, 0 D Consumers Power Co 03/10/05 HARRISON, J J Region 3, 
Offlco of Director Ip 20779 230 24X Fiche 50-329.03/10/05, 

0310170714 


0300300771 Ooard Notification 83-12BA forwards Equipment Qua 1 i f ic ati on 
Branch conclusions re potential problems w/A8CQ solenoid 
valves 

EISENHUT, D 0 Division of Licensing 83/10/06 PALLADINQ, N J 
Commissioners 3lpp 20018 001 24X Fiche 50-000.03/10/06, 

0300300771 


0310130045 Notification of 031017-21 meetings W/ut i 1. Interloc k. Inc l< 
LLL in Mid land. MI to audit control room & related 
documentation prior to implementation of human factors 
related mods 

MILLER. « A Licensing Branch 4 03/10/06 ADENSAM. E 0 Licensing 

Dranch 4 Spp 20776 237 24X Fichu 50-329,03/10/06,0310130045 


6310140270 Authorizes critical work activities presently scheduled for 
Oct 1983, par 03J005 request 

HARRISON, J J Region 3, Office of Director 83/10/06 MILLER, D 0 
Consumers Power Co 3pp 20761 264 24X Flcha 50-339,03/10/06, 

0310140270 


—8310140273 Requests authority to proceed w/work authorization 
Procedures 753050001 It 752050002 for dri 11 Ing, rep lacing & 
installing anades 

MtULER, D D Consumers Power Co 03/10/05 HARRISON, J J Region 
3, Office of Director Ip 20761 266 24X Fiche 50-329,83/10/06, 

8310140270 


6310200375 Forwards confirmatory order for mod of CPPR-8J I, CPPn-B2 due 
to continued problems In implementation of QA program 
DEYOUNOi R C Director's Office, Office of Inspection and 
Enforcement 83/10/06 CQQK. J W Consumers Power Co 4pp 
20059 069 24X Fiche 50-329,03/10/06,8310200375 


—8310300380 Confirmatory order for mod of CPPR-Bl Sc CPPR-83 due to 
continued problems in implementation of QA program 
DEYauNO«R C Director's Office, Office of Inspection and 
Enforcement 03/10/06 Consumers Power Co 5pp 20059 073 
24 X Fiche 50-329,83/10/06,0310200375 


— 0310300306 Decision DD-a3-16 re DP Garde of Oovt Accountability Project 
on behalf of Lone Tree Council 2 206 request that NRC take 
immediate action w/Kldland project due to continued problems 
in Implementation of QA program 

OEYaUNGxR C Director's Office, Office of Inspection and 
Enforcement 03/10/06 23pp 20059 078 24 X 

Fiche 80-329,83/10/06,0310200375 


— 8310200392 Notice of issuance of Director's Decision DD-B3-16 re 030613 
2 306 petition filed by BP Garde of Oovt Accountability 
Project on behalf of Lone Tree Council re Midland project 
DEYOUNG, R € Director's Office, Office of Inspection and 

Enforcement 03/10/06 Ip 20859 101 24X Fiche 50-329, 

83/10/06, 0310200375 


8310240084 Confirms transmittal of controlled copies of h/or changes 
to PQCI, as listed 

PUCCI, J A Consumers Power Go 03/10/07 BARANDU,0 Stone it 
Webster. Inc Ip 20081 004 24X Fiche 50-329,03/10/07,8310240084 


0310170257 Requests that end DltH Site Ofc Manager Utr 490 re torque 
wrench for replacement of C0A flow distributor bolts 
be Forwarded to DI<W 

MILLER, D D Consumers Power Co 63/10/10 HIERZER, G A Hechtel 

Corp 2pp 20707 007 a4X Fiche 50-329,83/10/10,0310170257 


0310240023 Confirms transmittal of three computer printouts containing 
Info on MFOAD {balance of plant) inspector records Printout 
covers all training, ezams, performance demos & 
c ert if 1 ca t ions 

BDTIMER.L. A Consumers Power Co 03/10/10 QARANQH.S Stone I, 
Hebster Engineering Corp Ip 208BO 341 24X Fiche 50-329, 

03/10/10, 0310240023 


03QB3OO767 Board Notification 03-153 suppis Info re R Landsman concerns 
on structural adequacy of diesel generator bldg 

NOVAK, T M Asalitant Director for Licensing 83/10/11 Atomic 
Safety and Licensing Board Panel 3pp 20717 153 24X 

Fiche 50-329,83/10/11,0309300767 


— 0310050059 Responds to 830015 memo re R Landsman concerns on 
InndiquaitB diesel generator bldg Task group rapt scheduled 
to be completed In Oct 1903 

KNIGHT, \J P Assistant Director for Comp it Structures Engineering 
(Poet 030201). 83/09/23 VDLLMER, R H Division of Engineering 

2pp 20717 156 24 X Fiche 50-329, 83/ 10/ U, 8300300767 
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— 0310130269 Recjuests of ani| consultant or NRC omploijeG sh^iritig 

Landsman concern that diesel goneretor bldg inadequate 
Matters to be discussed on 030022 

VOLLHEfi.R NRG - No Oetailed Affiliation Given 03/08/15 
KNIGHT, J NRC - No detailed Affiliation Given Jp 20717 I5Q 
24X Flche sO-aa?! 03/ 10 / Hi 8300300767 


9310170436 Authorlies listed remedial soils work activities scheduled 
for Oct 1903 

HARRISONiJ J Region 3. Office of Director 83/10/11 MILI ERi D D 
Consumers Power Co 2pp 20779 222 24X Flche 50“329» 03/ 10/1 1, 

9310170A36 


— 0310170439 Requests remedial soils work authorization for emerpenty 
personnel locks 

MILLER, 0 D Consumers Power Co 03/10/06 HARRlEONiJ J Region 
3i Office of Director Ip 20779 224 24X Fiche 50-329. 83/10/1 i* 
G310170436 


0310210134 Forwards suimnary of 830912-13 meetings w/RNL Bechtel in 
Ann Arbor, MI re structural adequacy of diesel generator 
b Idg 

HOOD, D 0 Licensing Branch 4 03/10/12 Licensing Branch 4 

4pp 20804 096 24 X Fiche 50-327. 83/10/12, 03102101 34 


—0310070007 Trip rept of B309I2-13 visit to Dschtel ofes in Ann Arhor, 
MI to conduct audit of structural desi-gn calculations of 
diesel ginsrator bldg Attendance list & chronolog 1 cal list 
of events before ti after NRC order modifying CPs end 
ROMNEY, N D Structural tr Qeotechnical Engineering Dranch 
03/09/29 LEAR,G E Structural V Qeotechnical Englnecririg Diaiich 
19pp 20804 100 24X Fiche 30-329, 03/10/ 12, 8310-210134 


— 0310210142 “Midland Plants, Units 1 h 2 Diesel Generator B1 dq, Enetutive 
Summary " 

« Bechtel Corp 83/00/24 40pp 2O0S4 119 24X 

Fiche 50-329,03/10/1210310210134 


0310200269 Forwards quality action requests on NIRs 002-005, describing 
actions taken to resolve de f icienci es, per 831007 Itr. Review 
eipfcted to be completed by 831816 

NELLS, R A Consumers Power Ca 83/ 10/ 13 BARANON. S W Stone & 
Nebster, Inc IBpp 20830,051 24X Fiche 50-329,03/10/13, 

0310200265 


6300310050 Board Notification 93-160 provides Info re 030812 failure of 
main crankshaft pn one of three Transamerica Delaval 
emergency diesel generators at Shorettam 

EISENHUr, D 0 Division of Licensing B3/10/U PALLADINO, N J 
Commissioners iSpp 670 S 6 070 a4X Fiche 50-000,83/10/14. 

03OB3 10050 


B310210D27 Responds to 030912 request for addl info re conpariaon of 
rebar stressts resulting from two 40-yr estimated settlement 
analyses performed on diesel generator bldg f inite-elam>ent 
model 

ERHAROT.R J Consumers Power Co 03/10/14 DENTON.H fl Office of 
Nuclear Reactor Regulation, Director &pp 20056 012 24X 

Fiche 50 -329, 83/ 10/ 14, 83 102 1 0027 


8310250050 Discusses current const status of pro|ect,in lieu of 
submitting update for Third Ouarter 1903 On 

631006, ASLB order to complete project received Completlan 
schedule being developed Update submittal requested 

KILLER, D,B Consumers Power Co 03/10/14 HARTFIELD.R A NRC - No 
Detailed Affiliation Oiven Ip 20694 169 24X 

Fiche 50-329, 03/ 1 0/ 1 4 , 83 1 0250058 


&310270D66 Confirms transmittal of control copies of PQCI ic/or changes 
at listed 

EWERT,G.F,. PUCCI, d A Consumeri Power Co 03/10/17 BARANOW, S 
Stone h Hebster, Inc Ip, 20924 120 24X Fl the. 50-329, GS/IO/1 7, 

B3 10270066 


310310366 Requests authorization for listed remedial soils work 
QUAMMEiD L Consumers Power Co 83/10/17. HARRISDM, J.J Region 3. 
Office of Director 2pp 20961 112 24X Fiche 50-329,83/10/17, 

8310310366 


0310240107 Inform* that ShW meets independence h competence criteria 
for third-party reviewers 8, that proposed const overview 
adequate for assessment of const completion plan, in 
response to B30985 Itr. NRC orders encL 

KEPPLER, J 0. Region 3. Office of Director, 83/10/16 ROMO. L B 
Lone Tree Council. 2pp 20091,022 H4X Fi c he* 50-329, 03/10/10, 
0310240107 


B310250499 Authorizes listed remedial soils work acttvltiee for Oct 
1983 

HARRISON, J J, Region a. Of Pice of Dir e< tar, 03/10/19 MILLER, 0 B 
Consumers Power Co, 2pp 20902.006 24X Fl che: 90-329, 03/10/19, 

0310250479 


— 0310250507 Requests author i lati on for listed remedial soils work 

OUAMME, D L (.onsunters Mower Co 83/10/17 HARmSDN.vl J Rrgioi, 
3. Office of Director 2pp 20902 080 24X Fiche 50-329, 

03/10/19. 83 1 02504 99 


9310260331 Forwards procedures for performing calculations ?, technical 
s tud ies, resokuti on of spatial sys interdiction 
program/selsmlc postulated interactions & preparation of 
project technical repts 

ERHARDT, R J Consumers Power Ca 83/10/19 DENTDN. H R Office of 
Nuclear Reacboi Regulatian, Director 7pp 20909 224 24X 

Flthe 50-329, B3/ 10/ 19. 831 0260JJ1 


--031O26O335 Rev 1 to Procedure ATP-12-Qi "Procedure foi Performing 
Calculations & lechnical Studies " 

» Mark Technologies Corp 03/00/26 13pp 20909 231 24X 

Fiche 50-339, 83/10/19.0310260331 


— 0310260340 Hov 1 to Procedure 0301 WTP-4-Q, "Procedure for HesolutJtii» 
of Spatial Sys Interaction Program/Sei smic Postulated 
Interactions " 

DURAND. R J Mark Tecbnologiea Corp 83/00/26 7pp 20909 244 
24X Fiche 50-329.03/10/19.0310260331 


— 0310260344 Rev 1 to Procedure ATP* 13-0, "Procedure for Prepmatlon of 
Project Technical Repts " 

« Mark Technologies Corp 83/08/26 lOpp 20909 251 24/ 

Fiche 50-329,83/10/19.8310260331 


0310310369 Confirms transmittal of controllod OA propvam manual foi 
Vol I, "Policies" & Vol II "Ptocedure for Design t. Const '• 

EWERT.O F Consumers Power Co 83/10/19 DARANDW. S Stone h 
Webster. Inc Ip 20939 241 24X Fiche 50-329.83/10/19.8310310367 


8310310469 Summary of 830026 meeting w/U8(N Owners Group re 
Implementation of Generic Ltr 03-20 concerning defenses 
against A*rus & proposed ATNS lule for DS<N plants List of 
attendees it vlewgiophs end 

KADAMBI.P Operating Reactors Branch 4 03/10/20 Operatir.Q 

Reactors Branch 4 13pp 20965 147 24X Fiche 50-000.03/10/20. 

0310310489 


8308310032 Board Notification 83-155 forwards info re Util 630920 stop 
iwork order on Q-soil drilling Sc pile driving after drilling 
into structural concrete 

NOVAK, T II Assistant Director for Licensing 03/10/24 Alr.mic 
Safety and Licensing Board Panel 3pp 2O909 261 24X 

Fiche 50-327. 83/10/ S4i 8308310032 


--6310260285 Submits new info & matl relevant to OM/OL proceeding re 
licensee 030928 decision to stop all Q-soll drilling h pile 
driving after unknowingly drilling into structural concrete 
Drilling procedures will be revised 

WARNICK.R F Region 3. Office of Director 83/10/05 

EISCNHUT.D O Division of Licensing 2pp 20909 264 P4X 

Fiche 50-329,83/10/24.0308310032 


E NRC Safety Evaluotlon Report (SER). suppis & correspondonre 


6310190263 Summary of 831003 telcon meeting w/util Energy Technology 
Engineering Cti re resolution of SER Confirmatory Issue 4, 
'independent Analysis of Piping Sys " 

HILLER, M A Liconsing Branch 4 03/10/17 Licensing Brunch 4 

6pp 20B43 257 24X Fiche 50-329,03/10/17,8310190263 


F Security, medical, emergency U fire protection plans 


8310030601 Forwards comments on 830331 detailed control room design 
review final rept per Suppl 1 to N0REO-O73/ Rept acceptable 
Meeting to discuss comments before 031017 preimp lementation 
audit recommended 

ADENSAK. E Q Licensing Branch 4 03/09/19 COOK, J W Consumei s 

power Co lOpp 20607 343 24X Fiche 50-339,03/09/19.0310030601 


8310030606 Advises of compliance w/requlremcnts of Suppl 1, Table I, 
bo NVReG-0737 re habitability It location of emergency 
operations facility Approval of other features will be 
determined during post-implementation appraisal 

ADENSAM.e G Licensing Branch 4 83/09/21 COOK. J W CoiiBumeTS 

Power Co 3pp 20607 353 24X Fiche 50-329,83/09/21.0310030606 


8310110019 Releases public version of revised emergency plan 
Lmplemenfcinq procedure 

FELTON, J M Division of Rules and Records 63/10/05 Document 
Management Branch Ip 2068/ 357 24X Fiche 50-000,03/10/05, 

8310110019 
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--B310M00P4 Public ve-rsion of Upv i> to Lmorfioncy F^lan Imp Icmen itng 
Procetfuie bO^ -7> "Offsite Duse Worksheet (Protective 
Actions) ■' U/(i30V33 1 tr <« itceipt Poim 

□RADLtYp J Consumers Potucr Co P3/O7/10 Docomont Maiidgcment 
Branch 2pp 20637 353 CMX Fiche &0-000. 03/ 10/05. 03101 10019 


031Ot2OA64 Notification of a310»*6 meeting ui/util << Enginoerinq Plaitiiinci 
Zi Mgt In Pethesdai KD to discuss proposal to resolve NRC 
concerrs re safe shutdoujTi capability in event of fii e 
miller, rt A Licensing Branch ^ Q3/10/06 ADEN3AM. E 0 Liteiisinc} 

Branch 4 5pp 20751 275 IMX Fichu 50-329.03/10/06.0310120-164 


6310210030 EN-83-069 an 031026. noti ce of violation h proposed 
imposition of civil penalty in amount of $100,000 to be 
issued Action based an fircline relocation activities 
performed in "0" soils w/o prior NRC author i rat ion 

KLINCLEK.O Llirector^s Office, Office of Inspection and Enforcement 
33/10/20 Ip 20855 344 24X Fiche 50-329.03/10/20.0310210030 


Q310270491 Releases public version of revised controlled copyholdei 
list of ernergeiicy plan implementing procedures 

FCltGN. J N Division of Rules and Records 03/10/21 Document 

Management Branch Ip 20920 337 24X Fiche 50-000.03710/21. 

8310270491 


— B310270510 Forwards public version of Rev 2 to controlled copyholder 
list of general ofc c tr/emerqency opeiations facility 
emergency implementing procedures & list depicting location 
of proprietary info in procedures 

CAHLEY.A Consumers Power Co 03/07/15 Office of Nuclear 
Reactor Rogulationi Director 7pp 20920 330 247 

Fiche SO 000.03/10/21.03102/0491 


031O27OS7O Releases public version of revised general ofc control ctr/ 
emergency operations facility emergency implementing 
P rocedurrs 

FELTON/ J M Division of Rules and Records 03/10/25 Document 
Management Branch Ip 20944 322 24X Fiche 50-000.03/10/25. 

B31 0270 570 


— 8310270593 Forwards public version of revised general ofc contr'ol ctr/ 
emergency opprallons facility emergency implementing 
proc e rfures. inc lod ing Procedure ©|;n-2 to emorgcncy telephone 
numbers Receipt form end 

CARLEY.A Consumers Power Co 03/10/13 Document iianHgrmcKt 
Branch 4pp 20944 323 24X Fiche 50-000.83/10/23.0310270590 


'-6310270597 Public version of revised general ofc control c tr/emer gent y 
operations facility emergency implementing procedures, 
including Proiedoro OEN-2 re emergency telephone numbers 
• Consumors Power Co 03/10/11 42pp 20944 327 24X 

riche 50-000. 03/10/25. 03JO2/O59O 


G Adjudicatory correspondence 


0310100625 Responds to FOIA request for records submitted by util 
reviewed during consideration of candidate companies or 
methodologies re const implementation overview Forwards 
documents Documents also available in FOR 

FELTON. J M Division of Rules and Records 83/09/01 GARUh. R P 
Oovernmicnt Accountability Project 3pp 20839 112 24X 

Fiche 50-329.03/09/01, 0310100625 


'-B3i01G'062Q Forwards util 0.2Obl2 response to Interrogatory IV re 
Contention 0 on independent design audit 

» NRC - No Detailed Affiliation Given 82/10/01 NRC - No 

Detailed Affiliation Given Ip 20039 115 24X 

FIchc 50 329.03/09/01,8310100625 


— 8310100627 Response to Interrogatory IV re Contention 0 on independent 
design audit 

* Consumers Power Co 02/05/12 Stamlrls, □ 8pp 20339 116 
24X Fiche 50-329, 83/09/01 , 0310180685 


S3S 0050413 Forwards Chief Hearlnq Counsel 630919 memo to Ofc of 
Investigations requesting release of rept of Investigation 
of alleged violation of ASL D 820430 order 4c preliminary 
rkotas. 

PATON. M D Hearing Branch 2 83/09/28 BECHHOEFER.C » COWAN.F P , 

HARBGUR/J Atomic Safety and Licensing Board Panel 3pp 

30629 350 24X Fiche 50-329,83/09/20,8310050418 


0310030465 Notice of JL Donnell 831015 deposition in Las Vegas, NV, 
Certificate of Sve end 

WILLIAMS, F C Consumers Power Co WILLIAMS. F C Isham, Lincoln Ic 
DeaU 83/09/29 3pp 20601 055 24X Fiche 50-329,03/09/29, 

8310030465 


83L0030514 Order delineating schedules for proposed findings of fact h 
conclusions of law 

H ECHHOEFLRi C Atomic Safety and Licensing Board Panel 03/07/29 
3pp 20601 102 24X Fiche 50-329, 83/09/29. B310030514 


031004046/ Requests reply to end B30921 Itr 4, advice as to whether 
L Clark will be produced for deposition on 031004 Bve list 
end Related correspondence 

PROCTOR, S D Isham- Lincoln & Deale D3/09/29 KARR. 3 W Karr 1< 
Lyons 3p p 20623200 24X Fiche 50-329,03/09/29,0310040467 


8310060269 Notice of correction to 030930 motion for reconsideration 
KARR. U Government Accountab 1 1 1 ty Project 03/10/03 Ip 
20646 154 24X Fiche 50-329,03/10/03,0310060269 


—0310060291 Errata to 030930 mutian for reconsideration Certificate of 
Sve one 1 

« Government Accountability Pfoject 03/10/03 Atomic Oofety 
and Licensing Board Panel 4pp 20646 155 24X 

Fiche 50-329.83/10/03,0310060269 


0310110310 Application for deposition subpoena duces tecum to 
v/L Donnell Certificate of 8vc end 

WILLIAMS, F C Cansumen Power Co WILLIAMS, F C Uham, Lincoln 
0ea]e 83/10/03 Atomic Safety and Licensing Board Panel 9pp 
20663 346 24X Fiche 50-329.83/10/03,0310110310 


0310120101 Motion to stay depositions of L Clark, T Devine, DP Garde It 
L Hall berg as directed m ASLD 830031 order Depositions 
should be stayed pending review of 03OV3O motion for 
reconsideration Certificate of 8vc end 

KARRfJ W Government Accountability Project 03/10/03 Atomic 
Safety and Licensing Appeal Panel 6pp 20697 103 24X 

Fiche 50-329.03/10/03.9310120101 


03101100/1 Second supplemental memorandum in support of intervenor 
Stamirls motion to litigate Dow Chemical Co issues against 
applicant Uow documents 4, complaints support litigation of 
Issues raised in original motion Certificate of 8vc end 
DERNABEI.L Government Accountability Project 03/10/05 Atomic 
Safety and Licensing Board Panel lOApp 20667 174 24X 

riche 50-329. 03/10/05, 0310110071 


83)0130010 Forwaids DB Hayes 030912 memo transmitting supplemental Ofc 
of Investigations rept re alleged violation of ASLB order 
W/o rapt 

HASSELL, D F Heai ing Branch 1 WRIGHT, N A Hearing Branch 2 
03/10/05 BECHHDEFEft.C , COWAN.F P , HARBOUR, J Atomic Safety and 
Licensing Boar^t Panel 5pp 20725 209 24X Fiche 50-329.03/10/05, 

8310130010 


0310130233 Forwards one oversiie revised settlement plot drawing 
referred to during Kane 630920 testimony , per ASLB 030921 
request Drawing should be marked as Exhibit 25 Aperture card 
available In PDH 

HASSELL. D F Hearing Branch 1 WRIGHI.N A Hearing Branch 2 
83/10/05 BECHHOEFER.C , COWAN.F P . HARBOUR. J Atomic Safety and 
LUenaing Qoard Panel 3pp 20/19 150 24X Fiche 50-329.03/10/05. 

6310130233 


0310110210 Memorandum t< Order LBP'03-64 j denying Govt Accountability 
Project deponent motion for reconsideration of ASLB 03OB31 
Order LIJP-B3-5J 6 for stay of deposi t ions, sub J to noted 
cond 1 ti one 

BECHMOEPURi C Atomic Safety and Licensing Board Panel, 83/10/06 
Government Accountability Project llpp 20665 062 24X 

riche 50-329.03/10/06.0310110210 


0310110320 Memorandum explaining reasons for denying Govt 
Accountability Project (GAP) 031003 motion for stay of ASLD 
830031 order denying motion to quash subpoenas of GAP 
employees Stay of motion, alrendy pending before ASLB 
SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 83/10/06 
3pp 30663 355 24X Fiche 50-329,83/10/06.0310110320 


0310170303 Interrogatories re Ofc of Investigations rept Certificate 
of Gve enc 1 

DERNAOEI.L Staminsi 0 BLRNABFI.L Government Accountability 
Project 83/10/11 Office of the Executive Legal Director lopp 
20705 017 24X Fiche 50-329.03/10/11.8310170303 


0310170393 Request fur production of documents Certificate of Sve end 
BERNADEIiL Stamiris. B BtKNAOEIiL Government Accountability 
Project 83/10/11 Carolina Power i> Light Co iOpp 20705 035 
24X Fiche 50-329, 03/10/1 1 , 8310170393 


0310170427 Interrogatories directed to util Certificate of Sve end 
BERNADEI.L Gtamlris. 0 BF.RNADEI.L Government Accountability 
Project 83/10/11 Consumers Power Co 15pp 20779 203 24X 

Fiche 50-329,03/10/11.8310170427 


0310170524 Request for production of documents Certificate of Sve enc 1 
DERNABEI.L Stamiris. 0 DERNABEI.L Government Accountability 
Project 83/10/11 Office of the Executive Legal Director 9pp 
20764 209 24X Fiche 50-329,83/10/11.0310170524 
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— 8310260078 Transcript af -JL DniirtBll 831015 deposition in lai. Vepas* MV 
re alleged violation of ASLn order 

DQMNELLtJ L Consumers Power Co DONNELL. J L Science • 

Applications, fnc 03/10/15 114pp 20933 351 a4X 

Flche 50-329.63/10/25-8310200073 


8310280100 Order directing parties to be prepared to respond, dui ing 
831031 hearing sessi-on. to applicant 031025 motion for 
admission into ev<idence of JL Donnel 1 deposition 

BECHHOEFEfifC Atomic Safetij and Licensing Hoard Panel 83/10/26 
Intervenors Other Than Dou Iji 20935 205 24X 

Fiche 50-3291 83/10/36. 8310280100 


8310280145 Motion to continue beginning date of hearings schedulro for 
831031 to 3 da^s after date Ettended hearing necessary to 
allow time to receiva responses to 831011 discover-y 
requests N/Ccrt 1 Picate of Svc 

BERNABEliL Stamirisi D DEHNA.DEI. L Government Accountability 
Project 03/1D/26 Atomic Safety and Licensing Board Panel 6pp 

2092? 248 24 X Fiche 50-329. 83/10/26. O3IQ20O1 45 


8310310390 Motion to stay A5LB B30B31 Ic 1006 orders denying deponent 
motion for reconsideration of motion to quash subpoenas 
pending ASLAO decision on deponent 031021 appeal Certificate 
of Sve end Related correspondence 

KARR. J W Oovernment Accountability Project 03/10/26 Atomic 
Safety and Licensing Appeal Panel 5pp. 20960 011 2-4X 

Fiche 50-329.83/10/26.8310310390 


0310310431 Order denying Govt Accountability Project B3I021 motion to 
stay ASLB B3O03J h 1006 orders denying motions to quash 
subpoenas 6 for reconsideration. respec tive I y Motion filed 
late <c fails to show stay warranted 

BHOEMAKERjC J Atomic Safety and Licensing Appeal Panel 03/10/27 
Government Accountability Project 6pp 20759230 24K 

Fiche 30-329.03/10/27.0310310131 


0310310211 Order granting B Stamiris 631026 motion to continue.' 
evidentiary hearings due to nonreceipt of responses to 
discovery request Three-day continuance granted 

SECHHQEFER.C Atomic Safety and Licensing Qaard Panel 83/10/28 
STAHIRIS. S fitemiris. 3 2pp 20758 32S 21X 

rich* 50-329.83/10/20.0310310211 


Q Inspectjan reports. IE Bulletins & correspondence 


8308300340 IE Info Notice 83-61. "Alleged Use of Stand-Ins for Welder 
Qua 1 1 f Icatian Tests " Sve list end 

JORDAN. E L Division of Emergency Pr eparedness 6 rngineerlng 
Response iPost 830103) 83/07/26 Consolidated Edison Co of New 

Vori. Inc, ll7pp 20754 023 24 X Fiche 50-000.03/09/36,0300300340 


B30B300342 IE Info Notice 83-62. "Failure of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
rntates “ Sve list end 

JORDAN. E L. Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/09/26 Canso 1 ida ted Edison Co of New 

Yorli. Inc 116pp 20777 210 24X Fiche 50-000. 83/09/26, 0300300343 


1300300345 IE Infc Notice 83-63, "Potential Failures of Westinghouse 
Type 3A— 1 Differential Relays " Sve list encl 
JORDAN. E L Divlsibn of Cmergen-cy Preparedness 6 Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Cq of New 

York. Inc. 118pg 20778 001 24X Fiche 50-000, 83/09/26, 0300300345 


8308300349 IE Info Notice 03-64. "Lead Ehieldlng Attached to 
Safety-Related 8ys W/o t0CF«50 5? Evaluatiun " Sve list 
enc I 

JORDAN. E L Division of Emergency Pr eparedness 6 Engineering 
Response (Post 830103) 03/07/29 Consalldated Edlsen Co of New 

York. Inc JISpp 20716 324 24X Fiche 50-000, 03/09/29. 0300300349 


8310170550 Forwards le Insp Repts 50-329/03-13 & 50-330/03-13 on 
830523-27.0613-17 k 27-30 6 0701 6 notice of violation 
MARNICK.R.F Region 3, Office of Director 03/09/27 COOK. J W 
Consumers Power Co Spp 20700 213 24X Rich* 50-327.83/09/29, 

8310170558 


an inep on 830523-27,0613-17 6 27-3CI 6 

of Director 83/09/29 Spp, 

9/27, 0310170550 


50-330/03-13 an 83052^-27, 
loted failure to 

THslan 3. Office uf Ditecioi 
50-029. 83/09/29,0310170550 


B3101B0456 b<prosses concern re discrepancies in const corrpletinn 
schedule Public meeting uarranted in light of varying 
c pnip I p 1 1 on dates 

CARDE. 8 P Government Ac countah i i i ty Project 83/10/13 
DENTON. N R Office of Nuclear Reactni Regulation, Dirt'ci-o\ I'pp 
20801 202 P4X Fiche 50-329. 83/ 10/13. 0310100456 


— 0310180465 Affidavit pf BP Garde re discrepancies in ennst cumoloticm 
dates Exhibits end 

GARDE. B P Government Accountability Project 03/07/, 21 Atormit 

Safety and Licensing Qoaid Panel 2 ipp 2UB01 310 24X 

Fiche 50-329,83/10/13.8310100456 


8310170050 Errata to instructiona for interrogatories J< requot tu Pot 
production filed on 031011 Related correspondence 
DERNABEI.L Government Accountability Project 03/10/13 
PaTON. W D Healing Branch 2 STEPTOC, P Isham. Lincoln 6 Booje 
Ip 20023 233 24 X Fiche 50-329.03/10/13,0310190050 


83L0170048 Response to D Stamiris 031005 second supp 1 ementol eiBrnoi andun. 
supportiTig Uoiii issues Stamiris fails to show new & 
significant info justifying renpenlng tecord Certificate of 
Sve enc 1 

STEPTOE.P F Consumers Power Co SICPTOE, P P Isham. 1 inrolh t< 
Beale 83/10/14 Atomic Safety and Licensing Board Punr) J3fip 
S0823 174 24X Fiche 50-329, 83/ 10/ 14. OJ1019004B 


0310200254 Corrects typographical errors found in applicant respniisc 
to second supplemental memorandum in support of intervennr 
0 Stamiris motion to litigate Dow issues 

STEPTaE,P P Ishsm, Lincoln 6 Beale STEPTQE, P P Consumers Pouei 
Co 03/10/17 DECHHOEFER.C , HARBOUR, J , COWAN. F P Atomic Rofety 
and Licensing Doard Panel Ip 20030 102 24X 

Fiche SO- 329. 83/10/ 17. 83 102001' 74 


0310240172 Forwards documents nut served at 030720 S« 0921 hcnriTigfi 
Certificate of five encl Related correspondence 

LAUER.R J Isham, Lincoln Beale UAUER, R J Consumers F^owei Co 
03/10/10 Office of the Executive Lego] Director 140pp 
20879 240 24X Flcbc 50-329, 83/ 1 0/ 1 0. 03 10240172 


8310250073 Advises of util intent to complete const despite Dow 
Chemical Co attempted withdrawal from contract to purchase 
steam generated by facility Unit 1 could be converted to 
electric unit Sve list encl 

ORUNNER.J E Consumers Power Co 03/10/10 BECHHnCr-CRi G , 
HARBOUR. J . COWAN. F,P Atomic Safety and Licensing Board Panel 
3pp 20094 112 24X Fiche 50-329.83/10/10,8310250073 


0310250053 Notice of L Clark, L Hallberg.T Dovine 6 BP Garde 
031 1 10. 23* 1201 & t 5, respective ly. deposi tions in Washington, 

DC tc Midland, MI Certificate of Ovc entl 

PROCTDRiB D Consumors Power Co 03/10/19 4pp 20094 105 pi X 
Fic)ie 50-329,03/10/19,8310250003 


0310250041 Objections to 031011 interrogatories 6 document production 
requests Certificate of 9vc encl 

DRUNNER.J E CORSumnrs Power Co 03/10/20 STAMIRIS,!) ^Hainiiis, 
a 5pp 20094 190 24X Fiche 50-327, 03/10/20. 8310250041 


0310270257 Notice of appeal from ASLD orders granting discavciy 
against Oovt Accountability Pi ojert Certificate of Bve end 
KARR, J W Ooveinnient Accountability Project 03/10/21 Ppp 
20923 260 24 X Fit he 50-329, 83/1 0/21 . □310270237 


—8310270266 Memorandum in support of appeal from AOLB orders granting 
discovery againct Govt Accountability Project faubpoei.as 
violate common law of privilege Util showed no compeUing 
need for discovery 

KARR.J W Government Accountability Project 83/10/21 Atomic 

Safety and Licensing Appeal Panel lOpp 20923 270 24X 

Fiche 50-329,03/10/21,03102/0257 


0310270345 Motion to compel CPC responses to 831011 interrogatories 
6 request for production re invesilgatl on of alleged 
violation Certificate of Ovc onci 

QERNABEliL Stamiris, D BbRNADFI.L Government Accountability 
Project 03/10/25 Atomic Safety and Licensing Board Panel ^pji 
20923 345 g4X Fiche 50-329.03/10/25,8310270345 


0310270367 Order extending time until 83)130 for Commission to art to 
review Director's Decision DD-B3-16 

CHILK, 8 J Office of the Secretary of the Commission 83/10/25 
Commissioners Ip 20923 293 24X Fit ho 30-329, 8J/ 10/25, 

8310270367 


0310200073 liotiorf for admission into evidence of transcript of 
JL Donnell 631019 deposition Certificate of Bve encl 
WILLIAMS, F C Consumers Power Co, Wll LIAMB, F C Isham, Lincoln 6 
Beale 03/10/25 Atomic Safety and Licensing Board Panel 9pp 
20933 342 24X Fiche 50-327, 03/10/25. 8310260073 
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9310170*^59 FoTwartfs IE Mg t Meeting f?epts 50-329/B3-16 50-330/B3-I/ on 

030925 re BMJ Engineering const imp lemontat ion overview 
p r ograin 

WAHNICK.R r Region 3, Dffitp of Directoi 63/09/30 COOK. J W 
Consumers Touer Co 3pp 20/84 052 24X Fiche 50-329,03/09/30. 

8310170457 


-'831017046,4 IE Mg t Meeting Rppts 50-329/63-16 8< 50-330/B3-17 on 83O0,»!, 
Major areas discussed util proposed third parttj overview l< 
sew Engineering ennst implementation overview program 
GARDNER, R N , HARRISON, J J Region 3. Office of Director 

63/09/29 6PP 20764 054 24X Fiche 50-329.63/09/30.6310170459 


— B310170466 Confirms commitments made to NRC at B30&25 public meeting 
In Midland. Ml re third partg const implementation overview 
program Vicwgraphs enc 1 

MILD-F A Stone it Webstet, Inc 83/08/30 KEPPLER. J G Region 
3. Office of Director 20pp 20764 060 24X 

Fiche 50-329.83/09/30,0310170459 


0310170513 Foruiards IE Insp Rep Is 50-329/03-19 8. 50-330/03-20 on 
S30B2J-0720 No ntnicomp 1 1 ance noted 

MARNICK.H F Region 3. Office of Oliertor 03/10/03 COOK. J U 
Consumers |*ouior Co Spp 20/Hl 060 24X Fiche 50-329. 03/10/03. 
83101/0513 


— 8310170 575 Forwards Rept 10 of const implementation overview for 
period 030815-19 

SARANDW, B W Stone Mobster. Inc 03/08/22 KBPPLER. J G 

Region 3. Office of Director 7pp 20761 181 24X 

Fiche 50-329. 03/10/03, 63101/0513 


6310170503 Forwards IE Insp Repts 50-329/03-15 «. 50-330/63-16 on 
830731-0820 No none omp I lanc e noted 

WARNICK.R F Region 3. Office of Director 03/10/03 COOK, J W 
Consumers Power Co 2pp 20/00 23/ 24X Fiche 30-329,83/10/03. 
8310170503 


—0310170 391 IE Insp Repts 3O-PB9/03-15 tc 50-330/03-16 on 830721-0620 No 
nonc-ompl 1 ance noted Major areas inspected remedial soils 
act jv 1 1 1 es. team train ing, Qt<W hanger installations & 5ALP 
meet i ng 

0URGES9. D U . COOK.R J , GARDNER. R D Region 3. Office of 
Director D3/09/30 5pp 20760 239 24X Fiche 50-329,83/10/03. 

63101 70563 


--8310170590 Forwards Rept A of const Implementation overview for 
period 030715-21 

BARANQU. S U Stone U Webster. Inc 83/07/25 KEPFLEK.J 0 

Region 3. Office of Director 5pp 20700 244 24X 

Fiche 30-329.83/10/03,8310170503 


--031O17O534 IE Insp Repts 50-3,29/03-19 «. 50-330/63-20 on B30821-0920 No 
noncomp 1 iance noted Majoi at eas Inspetfced review of sve 
water pump structure i nstrumentati on. remed lal soils work 
acblvifeios plnnt tours 

BURGESS, n L , CUOK. n J . GARDNER, R N Region 3. Office of 
Director 63/09/30 4pp 20761 OB.i 24X Fiche 50-329, 83/ 10/03, 
8310170513 


— 0310170530 Forwards Weekly Ropt 52 of independent assessment of 
underpinning for period 030911-17 

LUCKS. A S Slone «. WebstBi . Inc 03/09/20 CODK. R NRC - No 
Detailed Affiliation Given 14 pp 207B1 086 P4X 
Fiche 50-329.83/10/03,63101/0513 


—0310170544 Forwards Weekly Rept 51 of indrpendent assessment nf 
underpinning for period 630903-10 

i.UCK9.A S btone V. Webstci. Inc 63/09/14 COOK.R NRC - No 
Detailed Affiliation Given ilpp 20701 100 P4X 
Fiche 50-329.63/10/03.83101/0513 


— 0310170549 Forwards Weekly Rept 50 of independent assessment of 
underpinning far period B3O0 »jO-O9O3 

LUCKS. A a Stone 8* Webster. Inc 03/09/00 COOK.R NRC - No 
Detailed Affiliation Given I5pp 20701 111 24X 

Fiche 50-329.83/10/03.03101/0513 


--0310170535 Forwards Weekly Ropt 49 of independent ossrssment of 
underpinning foi period 830621-2/ 

LUCK5.A B Stone h Webster. Inc D3/0B/3I COOK.R NRC - Nn 
Detailed Affiliation Given 13pp 20781 ISA 24X 
FUho 30-329.83/10/03,83101/0513 


— 0310170359 Forwards Weekly Ropt 4B of indopendent assessment of 
underpinning for period 030614-20 

LUCKS. A 8 Stone & Webster. Inc 03/00/24 CODK. R NRC - No 
Detailed Affiliation Given Mpp 20701 139 24X 

Fiche 90-329103/10/03.83101/0313 


“-0310170560 Forwards Rept 14 of const implementation overview for 
period 830912-16 

BARANOM. S W Stone 6 Webster. Inc 83/09/19 KEPPLER, 0 0 

Region 3. Office of Director 7pp 20781 153 24X 

Fiche 90-329.83/10/03,63101/0913 


--0310170564 Forwards Rept 13 of const implementation overview for 
period 030905-07 

BARANCM, S W Stone «< Webster. Inc 03/09/12 KEPPLEH. J G 

Region 3, Office of Director 6pp 20761 160. 24X 

FUho 50-329. 03/10/03, 0310170513, 


-0310170567 Forwards Rept 12 of const implementation overview for 
period 030029-0902 

BARANDW. S W Btonc tt Webster. Inc 83/09/06 KEPPLER.J G 

Region 3, Office of Director lOpp 20781 166 24X 

Ficho 50-329.03/10/03.03101/0513 » 


— 8310170571 i‘orwards Rept 11 of const implementation overview fen 
period 030022-26 

DABANOUrS W atone it Webster. Inc 03/QB/29 HEPPLERiJ Q 

Region 3, Office of Director 5pp 20701 176 24X 

Fiche 50-329.03/10/03.03101/0513 . 


— 0310170602 Forwards Rept 7 of const implementation overview for period 
B307S3-2O 

DARANOW, S M Stone tt Webster. Inc 03/00/01 KEPPLER. J 0 

Region 3, Office of Director Spp 30780 249 24X 

Fiche 50 ** 3 a 9 . 83/10/03. 0310170503 


— 8310170606 Forwards Rept B of const implementation overview for 
period 030729-0004 

OARANOW, S W Stono 6 Webster, Inc 63/08/08 KEPPLER. J 6 

Region 3, Office of Director 6pp 20700 254 24X 

Fiche 90-329.63/10/03,8310170583 


— 6310170610 Forwards Rept 9 of const implementation overview for period 
030805-12 

OARANOW. 9 W Stone «, Web s tei . Inc 63/00/15 KEPPLER. J B 

Region 3, Office of Director 6pp 20700 260 24X 

Fiche 50-329, 03/10/03, 83101/0903 


—0310170616 Forwards Weekly Rept 44 of Independent assessment of 
underpinning foi period 830717-23 

LUCKS, A 8 Stone 6 Webster, Inc 0J/07/2B CQCK. R NRC - Nb 

Detailed Affiliation Given 16pp 20700 266 24X 

Fiche 50-329, 63/10/03,0310170503 


—8310170622 Forwards Weekly Rept 45 of independent assessment of 
underpinning for period 030724-30 

LUCKS, A S Stone tt Webster, Inc Q3/O0/O4 COOK. R NRC - No 
Detailed Affiliation Given 17pp 20700202 24X 

Ficho 50-329.83/10/03.0310170503 


—6310170627 Forwards Weekly Rept 46 of independent assessment of 
underpinning for period 030731-0806 

LUCKS. A B Btonu l« Webster. Inc 03/08/10 COOK.R NRC - No 
Detailed Affiliation Given Upp 20780 299 24X 

rich a 50-329.63/10/03.6310170503 


— 8310170634 Forwards Weekly Rept 47 of independent assessment uf 
underpinning foi period 830807-13 

LUCKB.A S atone 6 Webster. Inc 83/00/17 COOK.R NRC - No 
Detailed Affiliation Given lApp 20780 310 24X 

Ficho 50-327.03/10/03.8310170583 


0310240067 Confirms transmittal of computer printout containing info 
on MPOAD (balance of plant! Inspector records 

noTiMEB.L Commonwealth Edison Co 03/10/03 OARANOW. B Btone t< 
Webster Cngineerinp Corp Ip 20801 344 24X Flthe 50-329, 

aS/lO/OO. 0310240067 


0310120317 Notification of DDjOll significant Ueensoe meeting w/util 
in Olon Ellyn, IL to review It investigation rept 6 to 
discuas alleged violation of AtLB order on remedial soils 
» Region 3< Office of Director 03/10/05 Region 3. Office of 
Director, Ip 20700 307 24X Fiche 50-329103/10/05.8310120317 


0310120329 Confirms 831011 meeting in Region III ofc to discuss allegod 
violation of A8LD order re remedial soils areas h possible 
IE enforcement actions 

WARNICK.R F Region 3, Office of Director 83/10/05 COOK.J W 
Consumers Power Co Ip 20700 273 84X Fiche 90—329. 03/ 10/05. 

8310120325 
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0310130010 Forwards DD Haye-s 830V13 memo transmi ttttis supplemantal UFr 
0 # Investigations rept re alleged violation of ASLR order 
W/o rept 

HASSELL. D F Hearing Branch I MWIGHUHA HoaTing Drancfi ;* 

83/ 1 a/05 BECHKOEFBH.C , CQWAW. F P . HARBOUR. J Atomic Safety and 
Licensing Board Panel 5pp PO/25 209 3AX Fkche 50-339,03/10/05, 
8310130010 


831021Q31A Forwards IE Audit Repts 50-339/83-30 t 50-330/B3-31 on 
830914-15 

WARWICK. R P flegion 3, Office of Director B3/IO/05 COOK.J W 
Consumore Power Co 2pp 20Q5i 079 34X Fiche 50-329. D3/I0/05, 
8310210316 


--83 102103 19 IE Audit Repts 50-329/B3-2O & 50-330/83-21 on B309 14-15 
Major areas audited calculations of auiiliary bld-g based un 
new soil modulus determined From underpinning pier load test 
results Related matls end 

LAMDSMAH, R D , HARRISON, J J Region 3i Office of Director 

03/10/04 50pp 20851 OBI 24XF»thB 50-339. 83/ 10/05. □31021 031 6 


0310110191 EN-83-064 on 831006, noti ce of con Firma tori/ order for mod of 
CPs Issued Order rei^uires const iffipl ejnentat Ion overvietu 
program to provide reasonable assurance tiiat faclljti/ can 
be conpleted in accordance u/regulatory requirements 
STONE, < HEISHRAN>R Dlrectoi 's Office, Office of Inspection and 
EnfOPCOfflent B3/10/06 Ip 20665 007 24X Flche 50-329.83/10/06, 

□310110191 


B30630037B IE Info Notice SB-bS, ''Surveillance of Fiou in RID Bypats 
Loops Used in Westinghouse Plants " Svc list enc 1 
JORDAN, C t Division of Eobergency Preparedness te Eng inser lug 
Response (Post 830103) 83/10/07 Consolidated Edison Co of New 

Vortr Inc 76pp 20027 213 24 X F ic ho 50-000. B3/10/07. B3aB30D3/8 


B30B3D0752 IE Info Notice 83-66, 'Tatailty at Argentine Critical 
Facility ** Svc list end 

JORDAN, E L Division of Emergency Preparedness -& Ensinecring 
Response (Post 830103) 63/10/07 Consolidated Edison Co- of Ncu 

Tort. Inc 79pp 20802 026 24 X FI cJ>e 50-000, 83/10/07, 03Oa3OO752 


0308300759 IE Info Notice 03-67, ^'Emergency Use Respirator Motl Defect 
Causes ProductiuTi of Noxious Gases “ Bvc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
RespoTisB (Post 830103) 03/(0/11 Consolidated Edison Co of Neu 

Yort, Inc 1 17pp 21043 075 24X Flche 50-000. 63/10/ 1 1 , G30QJ00/h9 


6300300761 IE Info Notice 03-68, "Respirator User Warning Defective 
Self-Co-nta ined Breathing Apparatus Air Cylinders " Svc list 
end 

■JORDAN, E L Division gf Emergency Preparedness & Engineering 
Response (Post 030103) 03/10/11 Consolidated Edison Co of Wcw 

York# Inc IBOpp 20627 129 24X Ficfie 50-000# 03/10/ 1 1. 8300300761 


0310100265 Clarifies NRC position re procedures for admitting NRC 
personnel to facility List of personnel requiring access to 
vital areas end Updates uill te provided every 6 months 
AXELSCNiW L Region 3# Office of Director 83/10/14 CODH# J W 
Consumers Power Co 7pp 20807 043 24 X Flche 50-327, 03/10/ H. 

0310180265. 


8310310411 Forwards IE Insp Ropts 50-329/03-17 It 30-330/03-10 on 
830711-12 & 0016-19 No noncomp 1 1 ance noted 

WARNICKiR F Region 3, Office of Director 63/10/17 CODK#^ M 
Consumers Power Co 2pp 20959 304 24X Fiche 50-329,83/10/17# 
831031041 1 


—8310310417 IE Insp Repts 50-329/83-17 tr 50-330/03-18 an 03071 I -IP !< 
0016-19 No ncncomp 1 1 ance noted Major areas inspected review 
of DiM OC insp fr process for installation at A3ME HI 
Class 1 pipe 

SIMGNj J A I SATHER, A , HARR160N, J J Region 3, Office of Diroct-ui 
33/10/17 4pp 2D9S9 306 24X FI f ho 50-329, 03/ 10/17. 03103104 1 1 


03102(0030 EN-83-069 on 031026, not! C e of violation & proposed 
imposition of civil penalty in amount of *1DO#OOD to be 
Issued Action based on fireline relocation activities 
performed In "0“ soils w/o prior NRC author i zati on 

KLINOLERjG , AXELRAD.J Director's Office# Office of Inspection and 
Enforcement 83/10/20 Ip 20855 344 24X Flche 50-329. 03/ ! 0/20, 

8310210030 


031O27DL6S Authorlies utii to proceed w/Fhase 1 activities for const 
completion program in Tsspotise to 031020 request insp 
results used as basis for granting autherl xat Ion documented 
in NRC/Hidland monthly intp rspts 

HARRISON. J J Region 3, Office of Director 03/10/21 QUAMME.D L 
Consumers Power Co 2pp 20924 154 24X Flche 50-329,83/10/21, 

8310270165 


— 8310270171 Ailvise-s that statu?, a-ssessmrnt & verification of complitrcl 
work (Phase I of const completion program) initiated h 
requests NRC release to initiate Pha*'e I Initial aitivitirs 
will be postricted to five modulDs 

QUAMHE# D L Consumers Poiupr Co 83/10/20 HARRIQDN.J J Rc g ) ot, 
3. Office of Dixector 4pp 20924 156 24X Fiche 50-329. 

83 / ( 0 / 2 1 , 03 1 0270 1 65 


— 8310270176 Provides overview of const completion program Modules 340, 
102,120,410 4i BOO requested For release 

DARANOW.S W Stane ■8# Webstei. Inc 83/10/12 KEPPLEf?, J G 

Region 3, Office of Director llpp 20924 160 24X 

Flche 50-329, 03/10/21 , 031O2;O165 


8310270341 Advises that review of util Q30624 supplemental reipariBe to 
I tern D 6 of B3020B notice of violation completed Response 
unacceptable Schedule for penetrant tests of welds must be 
submitted uithln 25 days nf lir receipt 

WARNIGK, R F Region 3, Off tee of Director 03/10/21 COOK, J W 
Consumers Power Cn 2pp 20923 352 E4X Flche 50-3P9. □S/lO/.^a , 
8310270341 


— 6310270352 Forwards supplemental info re Item B of 030200 notice of 
Violation, in response to NRC B30S23 request Const troining 
procedure revised to establish program assuring appropriate 
training in installation procedures 

COOK, J t) Consumars Pourr Co 03/06/24 KEPPLEHiJ 0 Flegion 3, 
Office of Director 15pp 20923 354 24X Fiche 50-339,03/10/31, 

03102/0341 


R Periodic operating reports & related correspondence 


0310210272 To-rwards fifth monthly status rept for independent design h 
const verification program foi Sept 1983 

LEVIN, H A TLIfA Corp B3/t0/|7 El8ENHUTrD G Division of 
Licensing KEPPLER/J O Region 3. Office of Director COOK, J U 
ConsufliBrs Power Co 3pp 2O04B 220 24X Fiche 50-329. 83/10/J7, 

0310210272 


— 6310210375 Fifth monthly status rept for independent design t< coiifI 
verification program for Sept 1903 

DAUOHERIY, r # LEVIN. H A . BCCK# J W TERACorp 03/10/17 51pp 
20040 223 24X Flche 50-329,83/10/17,0310210272 


B31O31OO70 Forwards listed documents written or closed during 
Sept 1903. per cenditicn of Memorandum it Order ALAD-106 St 
Amend 1 to CPPR-81 U CPPR-B2 

COOK*J N Consumers Power Co 63/10/35 DEYQUNQ, R C Dircctoi's 
Office, Office sf Inspection and Enforcement OBOOpp 20980 001 
24X Fiche 50-329, 03/10/25# D3 103 J 0070 


3 Reportable occunences. IXfls i< related correspondence 


0309090259 Interim deficiency rept re dc backed power supplier, for J 0(3Ci 
interlock relays in auxiliary feedwater sys Bchomalic 
Diagram E-158<0) revised & issued as of Q30727 to provide 
120-volt ac power 

COOK# J M Consumers Power Co 03/09/0? KEPPLER, J G Rep ion 3, 
Office of Director 6pp 20310 107 24X Fiche 50-329.83/09/0;, 

8309090257 


8310)20446 PNO-1 1 1-03-092 on 031004, marl ana found In truck nwurd by 
carpenter employed by Dechtel Corp Individual fired by 
Decbtel St left site No action planned by Region HI Btate of 
HI win be notified 

HARRI60N, J . NARNICK, R Rpginn 3, Office of Director Q3/JO/04 
Ip 20698 325 24X Fiche 50-329,03/10/04,0310120446 


8310140090 PND-I 11-03-095 on 031005, O&W issued stop work ordoi on 
Class I piping hanger Installatien Stop work applies to both 
small bore St largo bore piping St is based on deficiencies 
identified in hangers during Gechtel insp 

HARRIBDN, J , GARDNER, R Region 3, Office of Director 03/10/06 
Lp 20767 059 24X Fiche, 50-329, 03/ 10/-06, 0310140090 


8310170421 Final deficiency rept re underrated terminal strips on 
Limitorque valve operators Initially reported on 810213 New 
valve operators for use Inside containment will be purchased 
ur/o terminal blocks or space heaters 

COOK, J W Consumers Power Co B3/i0/06 KEPPLER, J 9 Region 3, 
□ fflca of Director 25pp 20/03 323 24X Fi ch e, 50-329, 03/ 1 0/06, 
0310170421 


6310250101 Final rept re deficiencies in electrical components in that 
nom-Class IE devices wired into Class Ib circuits 
Engineering production schedule activities will be revised 
by 031021 

COOK. J N Cansumors Power Co 83/10/14 KEPPLER, J 0 Reg ) on 3, 
Office of Director Mpp 20096 172 a4X Flche 50-329,03/10/14, 
8310250 101 
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8310270-265 Interim riericicticg rtpt re reartor bldq spraij piping 
supports Initially reported on /91221 reused by c onset vat iv(‘ 
nodoling assu/nptinns made in uiiginal u^ater hammer analysis 
Nett rept by U:3J2JO 

COOK. J W Consumers Power Co 82/10/21 KCPPLER, J 0 Region U< 

Office of OirCLtor 6pp 20923 24/ 24X Fichc 50-329,03/10/21. 

03103/0265 


T Hearing ti^anscripts on non-ant i trust m 3 tters 


0310260073 Motion for admission into evidence oP transcript of 
JC Donnell B31015 deposition Ceritficate of Sve end 
UICLIAMG.F t Consumers Power Co WllllAKSiF C Isham. Lincoln (c 
Deale 63/10/25 Atomic Safety and Licensing Board Pundl 9pp 

20933 342 24X Tit ho 50-329. 03/10/35, 0310280073 


— DGlOaaoO/P Transcript of JL Uuiinell 631015 deposition in Los Vegas, N9 
re alleged violation of A6LB order 

PDNNELL, J L Con Burners Power Co DDNNULL. J L Science 
Applications, Inr 63/10/15 il4pp 20933 351 34X 

Fi ch e n0'3a9, 63/ 1 0/25, 83 1 0260073 


DQCrtET 50-330 MIDIAND PLANT. UNIT 2 

A Appl 1 c ati pn/constr uction stage documents correspondence 


B3LO190311 FDIA request for documents re caseload forecost patiel 630419 
4Tiieetlnq an plant const 

OAFlDEi 0 P Oovorntnent Accountability Project 83/0//11 Office 
of Administration Spp 20640 329 L*4X Flche 50-329, D3/0//J J , 
831019031 1 


9310160610 FDIA request For documents submitted by util for 
c ans i d e ra t i on of candidate companies or methodologies to 
perform const impl ementat ion overview of const completion 
plan 

GARDE# D P Government Accountability Project B3/0D/0S Office 
of Administration 2pp 20639 110 24X Fiche 50-329# 63/06/05i 

Q3101Q0616 


6310130390 FOIA request for all lecords on re-revieu of structuial 
adequacy of diesel generator bldg subsequent to May 
testimony of R Landsman in A&LB proceedings 

GARDE# D P Government Accountability Project B3/0Q/06 (if Flee 
of Administration 2pp 20769 352 24 X Ficf>c 50-329# 83/06/00, 

6310130390 


8310190316 Responds to FOIA request for documents re caseload forecast 
pa-nel 630419 meeting on plant const Info partially withheld 
JW Cqo 1( draft Itr to TM Nav«ik (ref lOlA Exemption 5) 

FELTON# U M Division of Rules and Records 83/08/09 OARDLrlt P 
Oo^ernment Accountability Project 6p|i 21116 DOi 24X 
Ft Che 50-339, 63/00/09. 6310190316 


8310190300 Appeals denial of FOJA lequest for documents te caieload 
forecast panel 03O4J? meeting on plant const Denial 
effectively denied bulk of documents requested 
OARDEi 0 P Government Accountability Project 83/08/10 
DtRCKSiN U Office of the Executive Director for Uperations 2pp 
20840 326 24X Fiche 50-329, 83/00/10, Q3iOJ90300 


6310130394 Responds to FOIA request for all records on re-review of 
structural adequacy of diesel generator bldg subsequent to 
May testimony of R Landsman in ASLIl proceedings Forwards 
App A documents Documents also in PDR 

Fet-TON#J M Division of Rules and Records 63/08/25 GARDE, H P 
Dovcrnmenl Accountability Project 2pp 20769 354 24X 

Fithe 30-329,63/08/25,8310130394 


--830B1S0338 Advises of assignment os member of task group to reevaluate 
structural design 8< const adequacy of plant diesel generator 

KUPi P T Structural x< OaotDchnical Engineering Branch 83/08/08 

TAM, C P Structural t Geotechnical Engineering Branch Ip 

20769 362 24 X Fiche 50-329,63/06/25,0310130394 


‘B3tie290029 Requests meeting on 830822 to discuss Landiman concerns that 
diesel generator bldg inadequate to return to sve based on 
inability to meet design requii ements 

VOLLHER,R NHC - No Detailed Affiliation Given 63/O0/J5 
KNIGHT, J NRC - No Detailed Affiliation Given Ip 20769 361 
24X Ficho 50-329,03/08/25,0310130374 


031O1DO625 Responds to FOIA request for records submitted by utl) S* 
reviewed during cons idera ti on of candidate companies or 
ne thod olog 1 05 re const implementation ovorview Forwards 
documents Documents also available in PDR 

FEUTDN, J M Division of Rules and Records 03/09/01 GARDE, B P 
Government Accountability Project 3pp 20039 112 24X 

F 1 « h e 50-329. 83 /09/ 0 1 , 83 1 0 1 80625 


— 8210280450 Forwards util 821005 three -part independent review program, 
consisting of biennial quality aud i ts< INPO-type const 
evaluation independent design verification of auxiliary 
feedwater sys Meeting scheduled for 821019 to discuss plan 
NOVAK. T M Assistant Director for Licensing 82/10/07 
VOLLMEH.R H Division of Engineering Ip 20839 124 24 X 

Fiche 30-J29. 03/09/01. 8310180625 


— 0212300076 Dacuments conclusions reached at 821207 meeting in Uethesda, 
MD re GA implementation at facility Region 3 insp of diesel 
generator bldg ^ util decision to stop certain safety- 
related work being performed by DechtPl 

HERMAN, H H Licensing Branch 4 02/12/21 NOVAK, T M Assistant 

Directoi for Licensing 3pp 20839 125 24X 

Fiche 50-329,63/09/01,8310100625 


— 0310180630 Forwards util revised plan for const completion Program 
includes measures to be taken as result of work slowdown Ic 
elements of OA imp 1 ementatl un Sc third-party assessments 
requested by NRC M/o end 

HERMAN, R Division of Licensing QJ/Ol/12 ADENSAM, E NRC - Nn 
Detailed Affiliation Given ip 20639 120 24X 

Fiche 50-329,83/09/01,8310100625 


— 0310190034 Rev 1 to Quality Control Instruction 10 01, "Const 
Implementation Overview Assessment " 

THOMPSON# J C Stone U Hobster Engineering Corp 03/06/2/ 6pp 
20039 134 24X Fiche 50-329,83/09/01,0310180625 


—0310190036 Rev 0 to Verification Attribute Checklist P-2 20V, "Plpo 
Supports " 

JIARAMOW, 8 W Stone it Hebster Engineering Corp 83/07/21 lOpp 
20039 140 24X Ficho 50-3,29, 03/09/01 , Q3J 0 1 80625 


— 8310190030 Rev 1 to third-party const implementation overview appioval 
KELLV, R D Stone Webster Engineering Corp 03/00/05 Spp 
20039 150 34X Fiche 50-329,03/09/01,8310180625 


--8310190042 Rev t to Quality Control Instruction 15 01, "Nonr onf ormanc p 
Identification St Reporting " 

OARAMOREfS Stone & Webster Engineering Corp 03/00/05 5pp 
20039 155 24X Fiche 50-329.03/09/01,0310100625 


— 8310190047 Rev 1 for third-party const Implementation overview re QA 
plan 

DARAM0RE,9 t WALTERS, C , KELLY, R B Stone ^ Webster Engineering 
Corp 83/00/03 4pp 20039 160 24X Fiche 50-329,03/09/01, 

B31GIQ0625 


8310030542 Memoriallies 630702 telcon re rescheduling of Sept 1963 
followup mooting on const completion dotes Meeting will not 
be held in Sept 

HOOD,D Licensing Branch 4 03/09/00 ADENSAM, E G Licensing 

Branch 4 Jp 20602 353 24X Fiche 50-329,83/09/00,0310030542 


0310190305 Responds to appeal re denial of FOIA request for documentc 
on caseload forecast panel 030419 meeting on plant const 
All documentB Identified subj to request Appeal re T Novak 
draft Itr to JW Conk moot 

DlRCKSiW J Officu of the Executive Director for Operations 
83/09/13 OARDCiU P Government Accountability Project Ip 
20040 320 24X Ficho 50-329,03/09/13,8310190305 


0310240029 Confirms transmittal of controlled copies of PQCI Ic/or 
Changes to 6&W SM-I VO. Rev 1 to CNAA00079. C-2 10. Rev 12 5 
MM-1 00, Rev 2 

PDCCI, J A Consumers Power Co 03/09/15 BARANOW, S Stone «» 

Webster Engineering Corp ip 20B8I 360 24X Fiche 50-329, 

03/09/15, 03 J 02400P9 


8310240131 Confirms transmittal of listed revs to PQCI 

GWERT, 0 F Conaumors Power Co 03/09/19 BARANOW. 8 Stone & 
Webster, Inc Ip 20001 165 24X Fiche 50-329.83/09/19,0310240131 


8310240033 Confirms transmittal of computer printout containing info on 
HFQAD rbelance of plant) inspector records Print covers all 
t rain i ng, exams, perf ormanc e demos t< certifications 
BOTIMEH.L A Consumers Power Co 03/07/20 BARANOW, S, Stone U 
Webster Engineering Corp Ip 20081 359 24X Fiche 50-339, 

83/09/20, 0310240033 


0310240050 Confirms transmittal of controlled copies of PQCI Sc/or 
changes to 5S(W control log foi wk ending 030716. PF-J lOi 
R ev 4 to CNAA00043 It E-1 60, Rev 6 followup to Inactive Itr 
PUCCI. J A Consumers Power Co 03/09/20 BARANOW, S Stone S< 

Webster Engineering Corp Ip 20081 347 24X Fiche 50-339, 

03/09/20. 0310240050 


0310240063 Confirms transmittal of controlled copies of PQCI tf/or 
changes to B$cW procedures 

PMCCl.J A Consumors Power Cn 03/09/22 BARANOW, 0 Stone i( 
Webster. Inc Jp 20801 346 24X Fiche 50-329,03/09/22,8310240063 
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B3100401SS Requests authorisation for listed remedial soils work 
activi t i es 

MOONEYp J A Consumers Pouer Co 03/OW2A HARR ISDN* J J Region 3. 

Office of Director Ip 206i0B P70 Fiche &0-327, 

0310040122 


031009029^ Requests author j lati on to perform listed remedial sails utm k 
re solid waste processing systBoldier I'llos 1--30 

HOQNEYr J A Consumers Power (.□ 03/09/28 HARRISON. J J Region 3. 

Office of Director Ip 20620 351 24X Fiche 90-329# 83/09/20. 

8310050296 


8310050322 Discusses 830927 telcon re moving checlr valves 1# pipe 
supports in SVC uater bldg Uai k involves minor change to 
benchmark installation Si can be completed as agreed 

MOONEY. J A Consumers Power Co 03/09/20 HARRIBON. J J Region J. 
Office of Director Ip 20634 001 24X Fiche 50-329.03/09/20. 

83 10050322 


8310070109 Nabification of 031004-06 meetings u/util & Drchtel in 
Midland<Nl to review structural adequac'^ of as-constructed 
HVAC sys 

HOOD. D a Licensing Branch 4 83/09/20 ADENSAM.E 0 Licensing 

Branch A 5pp 20671 310 24X Fiche 50-329. 03/09/50* 8310070109 


9310070142 Forwards response to 03OS26 request Por addl info re 
Question 130 20 for Vol I oP seismic margin revieo rept 
entitled "Methodologv ^ Criteria " 

COOK. J W Consumers Power Co 83/09/20 DENTON. H R Office of 
Nuclear Reactni Regulation. Director 2app 20659 030 24X 

Fiche 50-329. 03/09/28. 03 1 00701 42 


S30B300357 Board Notification Q2-i05A foiuiards evaluation uf 
allegations re design deficiencies in Class I piping sys 
Info applicable to Diablo Canyon 1 Ic 2*Fermi S S< Callavay 
EIS 6 NHUT.D 0 Division of Licensing 83/09/29 PAUL AD I NO. N J 

Commissioners 3pp 20632 00 1 24X Fiche 50-000.83/09/29. 

0308300357 


0310050341 Forwards evaluation of util proposal to have 9l*U perform 
third-party independent overview of const completion 
program Proposal approved 

KEPPLERiJ G Region 3. Office of Director 03/09/27 COOK. J H 
Consumers Power Co 7pp 20632 357 24X Fithe 30-339.03/09/29. 

8310050341 


6310110377 Bummarizes 830926 telcon w/M Capicchioni of utl) re location 
of safety-related equipment in local break tones Applicant 
will submit Info indicating no subj equipment at location 
KILLER.N A Licensing Branch 4 83/09/29 Licensing Drench 4 

3pp 20713 220 24X Fiche 50-329,03/09/29.83101 10377 


9310050393 Issues author 1 lati on to proceed uf/remediat soils work 
activities scheduled for Oct 1903 

HARRISON# J J Region 3. Office of Director 03/09/30 MILLER. D D 
Consumers Power Co 2pp 20632 163 L’4X Fiche 30-329. 03/09/30. 
8310050393 


310120320 Responds to NRC concerns re equipment qualification & 
seismic margin review program, as discussed at 030208 meeting 
w/NRC 

COOK. J U Consumers Power Co 03/09/30 DENTONfN R Office of 
Nuclear Reactor Regulation. Director 24pp 20700 275, 24X 

Fiche 50-329. 83/09/30. 83 1 0 1 20320 


G310170624 Forwards resumes for insertion into OA program# App C for 
IDVP 

LEVIN. H A TERA Corp 83/09/30 KEPPLER.J 0 Region 3, Office of 
Director E15ENHUT.D 0 Division of Licensing COQK.J Id 
Consumers Power Co Spp 20702 072 24X Fiche SO-329# 83/09/30, 

8310170624 


ISlOllObSS Summary of 830913 merting ui/util Hechtel re util 
compliance w/ODC 51 re fracture toughness charac ter i zat i on 
MlLLERrM Licensing Branch 4 03/10/04 Licensing Branch 4 

2Dpp 20706 329 24X Fiche 50-329. 83/10/ 04r 63101 10635 


8310170721 Discusses NRC concerns re delays In establishing firm 
schedule for plant completion Estimate devetaped' by NNC 
will be utilized for planning purposes if response not 
forthcoming 

NOVAK. T M Assistant Director for Licensing 83/10/04 COOK. J M 
Consumers Power Co 5pp 20798 J 10 24X Fiche 50-329.03/10/04. 

8310170721 


8310240136 Confirms transmittal of PQCI If/or changes to POC I . inc ludi ng 
control logs for wks ending 030923 & 30 

PUCCI. J A Consumers Pouier Co 03/10/04 BARANDW. 8 8 tono b 
Webster. Inc Ip 2O0at 169 C4X Fiche 50-329. 03/ 10/04. 031 02401 36 


8310120179 Frovidea info re licensee 830928 decision to stop .#]) "Q" 
soil drilling & pile driving impoiicd as result of 
unknowingly drilling into structural crncrote Info provided 
per board notification procedures 

MARNFCK. R F Region 3. Office of Director 83/JO/Ob ElGLNHUl.D U 
Division of Licensing 2pp 20693 3P6 24X Fiche 50-329. 83/ 1 O/Ob, 

8310120179 


B31017006B Advises that Option I in H Levin 830815 Itr acceptable le 
selection of independent design const verification program 
associated ui/ 6 oction 13 of Public Law 9./-4t5 (Ford Amend) 

WOVAK. T iM Assistant Director for Licensing 03/10/05 LOUA. J W 
Consumers Power Co LEVIN, H A TERA Corp 4pp 20/90 024 24X 

Fiche 50-329. 83/10/05. 0310170060 


8310170714 Documents 030927 telcon re removal of all soil t di i f t set*" 
above Elevation 600 ft on north side of drift from KC2 to 
KC3 after drift invert is poured 

rtILLCR.O B Consumers Power Co 83/10/05 HARRISON. JU Fleqiol. D. 
Office of Director Ip 20779 230 IMX Fiche 50-329. 03/1 0/Oh, 
031O17O7J4 


9308300771 Board Notification 0J-120A forwards Equipment Qualification 
Branch conclusions re potential problems w/ASCO solenoid 
valves 

eiSENHUT. D 0 Division of Licensing 03/10/06 PALLADINQ. N vJ 
Commissioners- -Jlpp 2OB10 OOi 24X Fiche 30-000.83/10/06. 
0300300771 


0310130045 Notification of 831017-21 meetings u/uti 1. Interlock. Ir.r I* 
ULL In Hidland.MI to audit control room It related 
documentation prior to implementation of human factors 
related muds 

MILLER. M A Licensing Branch 4 03/10/06 ADENSAM. f G liteiitii.q 

Branch 4 5pp 20776 337 24X Fiche 50-329.03/10/06.0310130045 


0310140270 Authorizes critical work activities presently scheduled f-ui 
Oct 1983. per 0J1005 request 

HARRISON, J J Region 3, Office of Director 03/10/06 MILLFH.D D 
Consumers Power Co 3pp 20/61 264 24X Fiche 50-329.83/10/06. 

□310140270 


— 0310140273 Requests authority to proceed w/uork author i latiun 
Procedures 75P05DO0J It 752050002 for dri 1 1 ing. rep lacing (t 
instal ] Ing anodes 

MILLER. D D Consumers Pouer Co 83/10/05 HARRISON. J J Region 
3. Office of Director Ip 20761 266 24X Fiche 50-329. B3/10/06. 

0310140270 


6310200375 Forwards confirmatory order foi mod of CPRR-Bl I* CI'PR -S2 diit 
to continued problems in implementation of GA program 
DEYOUNG, R C Director's Office. Office of Inspection and 
Enforcement 03/10/06 COOK. J W Consumers Power Co 4pp 
20859 069 24X Fiche 50-329,03/10/06.0310200375 


—3310200300 Confirmatory order for mod of CPPR-Bl & CPPR-Bii due to 
continued problems in implementation of QA program 
DEVOUNtt.R C Director's Office, Office of Inspection and 
Enforcement 83/10/06 Consumers Power Co Spp 20059 073 
24X Fiche 50-339.63/10/06.3310200375 


— 0310200306 Decision DD-83-16 re DP Garde of Govt Atcounbabi 1 J ty Piujiil 
on behalf of Lone Ttee Council 2 206 request that NRC take 
immediate action w/Midland project due to continued problems 
in implementation of OA program 

DEYOUNG.R C Director's Office. Office of Inspection and 
Enf or cement 83/10/06 23pp 20059 078 24X 

Fiche 50-329. B3/i 0/06# 031 02003V 5 


— 8310200392 Notice of issuance of Director's Decision DD-B3-16 re 8306J') 
2 206 petition filed by DP Garde of Govt Accountability 
Project on behalf of Lone Tree Cauncil re Midland project 
DEYOUNG. R C Director's Office# Office of Inspection and 

Enforcement 83/10/06 Ip 20059 101 24X Fiche 50-329. 

03/ 1 0/ 06, 83 J 02003 7 5 


83102400B4 Confirms transmittal of controlled copies of l</Dr changes 
to PQCI. as listed 

PUCCI# J A Consumers Power Co 83/10/07 DARANOW. 8 Stone & 
Hebstcr. Inc Ip 20091 004 24X Fiche 50-329. 83/ 10/07. 0310240084 


0310170257 Requests that end D&W Site Dfc Manager Utr 490 re tbi qui- 
wrench far replacement of CSA flow distributor bolts 
be foTuiardeti to DLW 

MILLER. D D CansumHrs Power Co 83/10/10 HIERZER# 0 A Urchle] 

Corp app 20787 007 24X Fiche 50-329# 03 / 10 / 10 . 831 0170257 
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8310240023 Confirms transmittal of three computer printouts contuininQ 
Info on Nf'QAU (baJanco of plant) in&pector records Printout 
cavers al 1 traii)inp> exams* pci formance demos & 
cert 1 fi cat ions 

BOTjMERi I A Consumers Power Co B3/10/10 DARANOW, 8 Btonr I* 
Mebster Lnginecrinp Corp Ip 20860 341 24X Fiche 50-3PV* 

□3/10/10. 83103400P3 


8300300767 Deard Notification 63-153 suppls infn re R Landsman concerns 
on structural arlequaci; of diesel generator bldg 

IIQVAH* T M Assistant Directoi for Licensing 63/10/11 Atomic 

Safety! and Licensing Board Panel 3pp 20717 153 24X 

Flchs SO- 329, 03/10/11, 6300300767 


' — 831C050D5? Responds to B3Q615 memo re R Landsman concerns on 
Inadsquate diesel generator bldg Task group rept scheduled 
to be completed in Oct 1963 

KNIOHI, vl P Assistant Director for Co/np St Structui es Engineering 
{post 630201) 83/09/23 VOLLMER, R H Division of Engineering 

2pp 20717 156 24 X TUhe 50-329,63/10/11,6306300767 


— 8310130269 Requests identity of any consultant or NRC employee shai ing 
Landsman concern that diesel generator bldg inadequate 
Matters to be discussed on 630622 

VOtLHFR, R NRC - No Detailed Affiliation Oiven 03/00/15 
KNIGHT, J NRC - No Detailed Affiliation Given Ip 20717 156 
24X Ficfifl 50-329,63/10/11,8306300767 


0310170436 Authoriios listed remedial soils work activities scheduled 
far Oct 1903 

HARRI86N, J J Region 3, Office of Director 63/10/11 MILLPl D B 
Consumers Power Co 2pp 20779 22? 24X Ficho 50-3P9, 63/10/1 1, 

8310170136 


— 831017043? Requests remedial soils work author i lation for emergency 
gerfiqfinel lotks 

MTLLEHr D B Consumers Power Co 83/10/06 HARRISON, J J Region 
3, Office of Director Ip 20779 2P4 24X Flchc 50-329.63/10/11. 
0310170436 


8310210134 Forwatds summary of 630912-13 meetings w/UNL I, Bechtel In 
Ann ArliOT,MI re structural adequacy of diesel gencratoi 
bldg 

HQOD. D 8 Licensing Branch 4 63/10/12 Licensing Branch 4 

4pp 90634 076 D4X Ficho 50-329, 63/10/ IS, 6310210134 


— 03100/0007 Trip rept of 830912-13 visit to Bechtel ofes in Ann Arboj, 
MI to conduct audit of structural design calculations of 
diesel generator bldg Attendance list ti chronological list 
of events before It after NRC order modifying CPs end 
RONNEV. N D Structural i< Geotechnical Engineering Branch 
03/09/2? LEAR,G E Structural 8c Grotechnlcal Engineering Branch 
i9pp 20684 100 24X Fiche 50-329.63/10/12,6310210134 


--8310210143 "Midlajid Plants, Units 1 8< 2 Diesel Generator B1 dp, rxecut 1 ve 
0unfli^i y " 

s Bechtel Coi p 83/08/24 46pp 20664 119 P4X 
Fiche 50-329,63/10/12.6310210134 


8310200265 Toruaids quality action requests on NlRs 002-005, dr sci i b ing 
actions taken to resolve dc f 1 r i one ies, per 63100/ )ti Review 
expected to be completed by 631216 

HELLS, R A Consumers Power Co Q3/10/J3 DARANOy, 8 W Stnnp ft 

Habiter, Inc lUpp 20030 051 24X Fiche 50-329,63/10/13. 

0310200265 


0308310050 Board Notification 63-160 provides info re 630612 fatluie of 
main crank-Shaft on one of three Iransamer i ca Dolaval 
emergency diesel generators at Shoreham 

EISENHUTiD 0 Division of Licensing 63/10/14 PALLADINP,N J 
Commissioners Ibpp 67056,070 24X Fir he 50-000, 63/10/14, 

83063 I OO&O 


0310210027 Responds to 630912 request for addl Info re comparison of 
rebar stressei resulting from two 40-yr estimated settlement 
analyses performed on diesel generator bldg finite-element 
mode I 

ERHARDT, R J Consumers Power Co 63/10/14 DENTON, H R Uffice of 
Nuclear Reactor Regulation, Director 5pp 20856 012 P4X 
Fiche 90-32?r 83/10/14, 8310910027 


0310290056 Discusses current const status of project. in lieu of 
■submitting yellowbook update for Third Guarter 1963 On 
831006, AbLB order tp complete project received Completion 
schedule being developed Update submittal requested 

HILLER, D B Consumers Power Co 83/10/14 HARTFIELD.R A NRC - Nn 
Detailed Affiliation Given Ip 20894,169. 24X 

Fiche 50-329.63/10/14. 6310250056. 


6310270066 Confums transmittal of control copies of PQCI &/or changes 
as listed 

EWERT.G F > PUCCI, J A Consumers Power Co 83/10/17 BAR AN DM. 9 
Gtone 6 Webstei . Inc Ip 20924 120 24X Fiche 50-329.63/10/17. 

63 10270066 


6310310366 Requests auth or i X at i on For listed remedial soils work 

OUAHME, D L Consumers Power Co 03/10/17 HARRISON. J J Region 3, 
Office of Director 2pp 20761 112 24/ Fiche 50-329.83/10/17, 

6310310366 


6310240107 Informs that S&M meets independence b competence criteria 
for third-party reviewers S, that proposed const overview 
adequate for assessment of const completion plan. in 
respo-nse to 030725 Itr NRC orders end 

KEPPLER, J G Region 3, Office of Director 63/10/16 ROMO. L R 
Lone Tree Council 2pp 20681 022 24X Fiche 50-327.83/10/10. 

□310240107 


6310250499 Authorizes listed remedial soils work activities for Dct 
1903 

HARRISON. J J Region 3, Office of Director 83/10/19 MILLER, D 8 
Consumers Power Co 2pp 20702 0B6 24X Fiche 50-327,83/10/19. 

0310250499 


— Q310250507 Requosts authorization for listed remedial soils work 

aUAMME, D L Consumers Power Co 83/10/17 HARRISON. 0 J Region 
3. Office of Director 2pp 20702 008 24X Fiche 50-329. 

83/10/19, 8310250499 


6310260331 Forwards procedures for performing calculations L technical 
s tud i ea. resoluti on of spatial sgs interaction 
program/seismic postulated interactions & preparation of 
project technical repts 

CRHARDT.R J Consumers Power Co 63/10/1? DENTON. H R Office Of 
Nuclear Reactor Regulation, Director 7pp 20909 224 24X 

Fiche 50-329.03/10/19.8310260331 


— 6310260335 Rev 1 to Procedure ATP-12-0, "Procedure for Performing 
Calculations b Technical Studies '* 

« Mark Technologies Corp 83/09/26 13pp 20909 231 24X 

Fiche’ 50-329, 83/10/19, 6310260331 


—0310260340 Rev 1 to Procedure 8301 MTP-4-0, "Procedure for Resolution 
of Spatial Bys Interaction Program/Gci smic Postulated 
Intoractions " 

DURAND, R J Hark Technologies Corp 63/08/26 7pp 20909 244 
24X Fiche 50-329,63/10/19,0310260331 


— 6310260344 Rev I to Procedure ATP-13-0, "Procedure for Preparation of 
Project Technical Repts " 

a Hark Technologies Corp 63/06/26 lOpp 20909 251 24X 

Fiche 50-329, 03/10/19. 8310,360331 


6310310369 Confirms transmittal of controlled QA program manual for 
Vol I, "Policies" 6 Vol 11 "Procedure for Design 6 Const " 

EMERT, G F Consumers Power Co 03/10/19 BARANDM, S Stone 
Webster, Inc Ip 20959 241. 24X Fiche 50-329,03/10/19,6310310367 


6300310032 Board Notification 63-155 forwards Info re util 830928 stop 
work order on Q-soil drilling 6 pile di iving after drilling 
into structural concrete 

NQVAK, T M Assistant Director for Licensing 03/10/24 Atomic 
Safety and Licensing Board Panel 3pp 20909 261 24X 

Fiche 50-329.03/10/24, 6306310032 


—0310260265 Submits new info a. matl relevant to OM/OL proceeding re 
licensee 630920 decision to stop all Q-soll drilling h pile 
driving after unknowingly drilling into structural concrete 
Drilling procedures will be revised 

WARNICK.R F Region 3, Office of Director 63/10/05 

EieENHUT.D 0, Division uf Licensing 2pp 2090? 264 24X 

Fiche 50-327, 83/10/24, 0300310032 


E NRC Safety Evaluatlun Report <BER), suppls S, correspondence 


0310190263 Summary of B31003 telcon meeting w/utll l< Energy Technology 
Engineering Ctr re resolution of 9ER Confirmatory Issue 4, 
"Independent Analysis of Piping Sys " 

MILLER. M A Licensing Branch 4 63/10/17 Licensing Branch 4 

6pp 20843 257 24X Fic he 50-329. 03/10/17, 6310190263 


P Security, medical, emergency 1< fire protection plans 


831.0030i>01 Forwards comments on 030331 detailed control room design 
review final rapt per Suppl 1 to NUREO-0737 Rept acceptable 
Meeting to discuss comments before 631017 preimp 1 ementati on 
audit recommended 

ADENSAM. E 0 Licensing Branch 4 63/09/19 COOK. U M Consumers 

Power Co lOpp, 20607 343 24X Fiche 50-329. 63/09/19, B3 1 0030601 
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83:10030606 Advises of compltanci' u/r eq,ui rements of Eiuppi liTafalo 1/ 
to NllHE0''O737 re habitability !< location of emergenty 
operations facility Approval of other features will be 
determined during p os t-inp lc:r entat ion appraisal 

ADENSAM^E 0 Licensing Branch 4 03/09/21 COOK. J W Consumers 

Power Co Gpp 20607 353 a4X Flche 50-329.03/09/23,8310030606 


6310110019 Heleases public version of revised eeiergency plan 
1 ffip 1 ernent ing procedure 

FELTDMi J M Division of iRules and Records 63/10/05 Oocumeni 
Management Branch ip 20687 357 3AX Ficho 50 000. 83/ 10/05. 
03101 10019 


— 6310110024 Public version of Rev 6 to Emergency Plan Implementing 
Procedure EOF— 7. “Offsite Dose Worksheet (Protective 
Actions) ” W/630722 Jtr & receipt form 

BRADLEY, J Consumers Power Co 03/07/18 Document Management 
Branch Spp 20*87 356 24X FI c he 50-000, 63/10/05- B3101 1 0019 


631O1S0464 Notification of 831026 meeting w/utl3 & Engineering Planninq 
?< Hgt In Bethesdo.MD to discuss proposal to resolve NBC 
concerns re safe shutdown capability In event of fire 
HILLER. N A Licensing Branch 4 83/10/06 ADENSAN. E 0 Licensing 

Branch 4 5pp 20751 275 24X Flche 50-329.03/10/06,0310120464 


G310210030 EN-03-069 on 031026. notlc e nf violation tt proposed 
impositian of civil penalty in airount of 4100.000 to be 
issued Action based on fireline relocation activities 
performed in "0“ soils w/o prior NBC autborUation 

KLINQLERi G Director's Office* Office of Inspection and Enforcement 
03/10/20 Ip 20855344 SAXFicho 50-329.83/10/20.0310210030 


8310270491 Releases public veraion of revised controLlod copyholder 
list of emergency plan implementing procedures 

FELTON. J H Division of Rules and Records 83/10/21 Document 
Management Branch Ip 20920 337 24X Fiche 50-000,03/10/21, 

0310270491 


-'-8310270510 Forwards public version of Rev 2 to controlled copyholder 
list of general ofc c tr/emergeneg operations facility 
emergency implementing procedures & list depicting location 
of proprietary info in procedures 

CARLEY. A Consumers Power Co 63/09/15 Office of Nuclear 
Reactor Regulation. Director 7pp 2092B 330 2dX 
Fiche 30-000.83/10/21,0310270491 


0310270590 Releases public version of revised general ofc control c tr/ 
emergency operations facility emergency implementing 
pr PC edures 

FELTON, xf M Division of Rules and Records 03/10/25 Document 
Management Branch Ip 20944 322 24X Fiche 30-000,63/10/25. 

8310270590 


— 8310270593 Forwards public version of revised general ofc control cti/ 
sjnsrgency operations facility emergency implementing 
procedures* line lud i ng Prucedure GEN-2 re emergency telephone 
numbers Receipt form enci 

CARLEY. A Consumers Power Co 03/10/13 Document Management 
Branch 4pp, 20944 323 24X Fiche 50-000.03/10/25,8310270590 


—0310270597 Public version of revised general ofc control ctr/emergeneg 
operations facility emergency implementing procedures, 
including Procedure GEN-2 re emergency telephone numbers 
* Consumers Power Co 83/10/11 42pp 20944 327 24X 

Fiche 50-000.03/10/25.8310270590 


0 Adjudicatory correspondence 


6310100625 Responds to FQIA request for records submitted by util 1. 
reviewed during cons 1 dera ti on of candidate companies or 
me th oda lo g i I s r« const implementation overview Forwards 
documents. Documents also available in PDR 

FELTON. J M Division of Rules and Records 83/09/01 (^ARDE, D P 
Oovernment Accountability Project 3pp 20839 112 24X 

Fiche 50-329.03/09/01*8310100625 


-0310100626 Forwards util 020512 response to Interrogatory IV re 
Contention B on independent design audit 

a NRC - No Detailed Affiliation Given 82/10/01 NRC - No 
Detailed AffUlation Given Ip 20039 115 24X 

Fiche 50-329,60/09/01.8310180625 


8310160629 Reiponie to 1 nterrogatory IV re Contention Q on independent 
design aud i t 

a Consumers Power Co 82/05/12 Stamtrlsi B 8pp 2083? 116 
84X Fiche 50-329.83/09/01.0310180625 


031ODSO41B Forwards Chief Hearing Counsel 830819 memn to Ofc of 
Investigations requesting release of rept of investigation 
of alleged violation of ASU0 820430 order & preliminary 
notes 

PATON, W D Hoarlng Branch 2 03/09/28 DECHHDEFER. u . rnWAN. F P , 

HARDQUR.J Atomic Safety and Licensing Board Panel 3pp 
20627358 24X Fiche 50-329.83/09/28,0310050418 


8310030465 Notice of JL Donnell B3101S deposition in Las Vegas. NV 
Certificate of Bve enc 1 

WILLIAMS.F C Consumers Power Co Wll LIAMS. F C Isham. Lincoln S( 
Beats 03/09/29 3pp 20601 055 24X Fiche 50-329.03/09/29. 

6310030465 


8^310030514 Order delineating schedules for proposed findings of fact & 
conclusions of low 

BECHHOEFCR. C Atomic Safety and Licensing Board Panel 03/09/29 
3pp 20601 102 24X Fiche 50-329.83/09/29.0310030514 


8310040467 Requests reply to and 030921 1 tr 6 advice as to whether 
L Clark will be produced for deposition on 031004 8vc list 
end Related correspondonce 

PROCTOR. S 0 Isham. Lincoln 6 Deals 83/09/29 KARR. J U Karr & 
Lyons 3pp 20623 2B8 24X Ficho 50-329. 03/09/29. 8310040467 


6310060269 Notice of correction to 030930 motion for roc ons idpration 
KARR. J N Government Accountability Project 03/10/03 Ip 
20646 154 24X Fiche 50-339,03/10/03.8310060269 


— 0310-060291 Errata to 030930 motion for recqnsiderati on Certificate of 
Sve oncl 

» Oovernment Accountability Project 03/10/03 Atomic Safety 
and Licensing Board Panel 4pp 20646 155 24X 

Fiche 50-327,63/10/03,0310060269 


0310110310 Application for deposition subpoena duces tecum to 
vfL DannoJl Certificate of Sve oncl 

WILLIAMS.F C Consumers Power Co WILLIAMS.F C Isham. Lincoln f, 
Seale 63/10/03 Atomic Safety and Licensing Board Panel 9pp 

20665 346 24X Fiche 50-329.03/10/03.8310110310 


8310120101 Motion to stay depositions of L Clark.T Devine. DP Garde & 
L Hallborg as directed in ASI.D 830831 order Depositions 
should be stayed pending review of 830930 motion for 
reconsi d cration Certificate of Sve end 

KARR.J W Oovernment Accountability Project 83/10/03 Atomic 
Safety and Licensing Appeal Panel 6pp 20697 103 24X 

Fiche 50-329* 03/10/031 0310120101 


B310110071 Second supplemental memorandum in support of intervener 
Stamiris motion to litigate Dow Chemical Ca issues against 
applicant Dou documenls |< complaints support litigation of 
issues raised in original motion Certificate of 8vc end 
BERNABEltL Government Accountability Project 03/10/05 Atomic 
Safety and Licensing Board Panel 104pp 20667 174 24X 

Fiche 50-329*03/10/05,8310110071 


83J0130D10 Forwards BB Hayes 030913 memo transmitting supplemental Ofc 
of Investigations rept re alleged violation of ASLB order 
W/e rept 

HASSELL* O F Hearing Branch 1 WRIGHI.N A Hearing Branch ? 
83/10/05 DECHHQEFER.C . COWAN, F P . HARBOUR, J Atomic Safety and 
Licensing Board Panel 5pp 20725 309 24X Fiche 50-329.03/10/05, 

6310130010 


8310130233 Forwards one oversixe revised settlement plot drawing 
referred to during Kane 030720 testimony, per ASLB 830921 
request Drawing should be marked as Exhibit 25 Aperture card 
available in PDR 

liASBGLL* D F Hearing Branch 1 WRIGHT. N A Hearing Branch 2 
83/10/05. BECHHDEFER.C . COWAN. F P * HARBOUR. J Atomic Safety and 
Licensing Board Panel Opp 20719 150 24X Fiche 80-329,03/10/05. 

8310130333 


8310110210 Memorandum *< Order LBP-83-64. deny ing Govt Accountability 
Project deponent motion for reconsideration of A8LB 830031 
Order LDP-63-53 St for stay of depositions, subj to noted 
cond i ti ons 

BECHHOEFER. C Atomic Safety and Licensing Board Panel 03/10/06 
Oovernment Accountability Project Upp 20665 062 24X 

Fiche 50-329. 03/ i 0/06. 8310110210 


8310110320 Memorandum explaining reasons for denying Govt 
Accauntabl 1 i ty Project (GAP) 631003 motion for stay of ASLD 
830031 order denying motion to quash subpoenas of GAP 
employees Stay of motion already pending before ASLB 
SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 63/10/06 
3pp 20665 355, 24X Fiche 50-329.83/10/06.0310110320 
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G3101703G3 I ntcrroga t or i ©a re Ofc of Invoati gat i ons rept Corfci f » cate 
of 3vc ©Ticl 

BE/?t4ADEI>L StamiriSj D RCRNAGE1<L Oovernment Accountability 
Project 83/10/11 Office of the Executive Legal Director lOpp 

20785 019 SOX Fiche 50-329,83/10/11,8310170303 


B310170393 Request for production of documents Certificate of Bvc end 
DERK/ABETiL Stamlris, G DERNABEtiL Oovernment Accountability 
Project 83/10/11 Carolina Power 8< Light Co lOpp 2O70S 035 
24X Flche 50-329, 83/10/1 1 , 8310170393 


3310170A27 Inton ogatories directed to util Certificate of Svc enc 1 
BERNADEIiL Stamiria, Q DCRNABE1,L Government Accountability 
Project 83/10/11 Consumers Power Co 15pp 20779 203 24X 

Fiche 50-329,83/10/11,8310170427 


©310170524 Request for production of documents Certificate of live end 
BERNADei,L atamirl®' D OERNABEI.L Oovernment Accountability 
Project 83/10/11, Office of the Executive Legal Director 9pp 
20784*209 24X Flche 50-329,03/10/11,0310170524 


©31018045^ Expresses concern re discrepancies in const completion 
schedule Public meeting warranted in light of varying 
completion dates 

GARDE, D P Government Accountability Project 63/10/13 
DEMtONfH R Office of Nuclear Reactor Regulation, Director 2pp 
20301 202 24X Fiche 50-329.03/10/13,8310180456 


— 8310180465 Affidavit of BP Garde re discrepancies in const completion 
dates Exhibits end 

GARDE, B P Oovernment Accountability Project 03/09/21 Atomic. 
Safety end Licensing Board Panel 23pp 20601 310 24X 

Flche 50-329,83/10/13,8310100456 


331O1900S0 Errata to instructions for interrogatories i requests foi 
production filed on 631011 Related correspondence 
BERNADEhL Government Accountability Project 03/10/13 
PATONrW D Hearing Branch 2 STEP TOE, P Isham, Lincoln & Beale 
Ip 20023 22P 24X Fiche 50-329,83/10/13,0310190050 


S31019004B Response to B Btamiris 831005 second supplemental memorandum 
supporting Dow issues Stamlris fails to show new U 
significant info justifying reopening record Certificate of 
5vc enc 1 

STEPTOEj P P Consumers Power Co BTCPTOE, P P Isham, Lincoln I* 
Deale 03/10/14 Atomic Safety and Licensing Board Panel i3pp 
20823.174 24X Fiche 50-329,83/10/1410310190040 


8310200254 Corrects typographical errors found in applicant response 
to second supplemental memorandum in support of intervenor 
n Stamlris motion to litigate Dow issues 

STEPTOE,P P Isham, Lincoln ^ Beale STEPTQC, P P Consumers Power 
Co 83/10/17 BECHHOEFERj C , HARBOUR, J . CDWAN, F P Atomic Safety 
and Licensing Board Panel ip 20030 102 24X 

Fiche 50-329,03/10/17,0310200254 


8310240172 Forwards documents not served at 630728 C< 0921 hearings 
Certificate of Svc end Related correspondence 

LAUER.R J Isham, Lincoln l< Beale LAUCR, R U Consumers Power Co 
83/10/18 Office of the Executive Legal Director 146pp 
20679 240 24X Fiche 50-329,83/10/10,8310240172 


©310250073 Advises of util intent to complete const despite Dow 
Chemical Co attempted withdrawal from contract to purchase 
steam generated by facility Unit 1 could be converted to 
electric unit Svc list end 

BRUNNER, J E Consumers Power Co. 63/10/10 BECHHQEFER, C , 
KAR0OUR.J i COWAN, F,P Atomic Safety and Licensing Board Panel 
3 pp 20874 112 24X Fiche 50-329,63/10/18,8310250073 


3310250053 Notice of L Clark, L HallbergiT Devine S* DP Garde 
©31 no, 22i 1201 & IS, respectively I depositions in Washington, 

DC & Midland, MI Certificate of Svc end 

PROCTOR, S 0 Consumers Power Co 03/10/19 4pp 20B94 105 24X 

Flche 50-329,83/10/19,0310250053 


8310250041 Objections to 031011 interrogatories 4c document production 
requests Certificate of Svc end , 

BRUNNER, J E Consumers Power Co 03/10/20 STAMIRIS, B Stamlris, 
a 5pp 20094 190 24X Fiche 50-329,83/10/20,8310250041 


B31O270257 Notice of appeal from ABLB orders granting discovery 
against Govt Accountability Project Certificate of Bvc end 
KARRt-J W Government Accountability Project 03/lO/2t< 2pp 
20923 268 24X Flche 50-329,03/10/21,8310270257 


— 031O27OS66 Memorandum in support of appeal from ASLB orders granting 
discovery against Govt Accountability Project Subpoenas 
violate common law of privilege Util showed no compelling 
need for discovery 

KARR, U W Government Accountability Project 83/iO/21 Atomic 

Safety and Licensing Appeal Panel lOpp 20923 270 24X 

Fiche 50-329,03/10/21,0310270257 


8310270345 Motion to compel CPC responses to 831011 interrogatories 
8c request for production re investigation of alleged 
violation Certificate of Gve end 

BERNABEI,L Stamlris, D BERNAQEI.L Government Accountability 
Project 83/10/25 Atomic Safety and Licensing Board Panel 7pp 
20923 345 24X Fiche 50-329,03/10/25,8310270345 


83102703&7 Order extending time until B31130 for Commission tp act to 
review Director's Decision DD-03-i6 

CHILK. 6 J Office of the Secretary of the Commission 03/10/25. 
CommlBB loners ip 20923 293 24X Flche 50-329.83/10/25, 

B31027O367 


0310200073 Motion for admission into evidence of transcript of 
JL Donnell 031015 deposition Certificate of Svc end 
MILLIAMS, F C Consumers Power Co WILLIAMS, F C Isham. Lincoln & 
Beale 03/10/29 Atomic Safety and Licensing Board Panel 9pp 
20933 342 24X Fiche 50-329,83/10/25,8310280073 


—0310200078 Transcript of JU Donnell 031015 deposition in Las VtgasrNV 
re alleged violation of ASLB order 

DONNELL, U L Consumers Power Co DONNELL. J L Science 

Applications, Inc BS/lO-ZiS 114pp 20933 35i 24X 

Fiche 50-329,03/10/25,0310280073 


03LO2BO1OO Order directing parties to be prepared to respondi during 
031031 hearing session, to applicant 631025 motion for 
admission into evidence of JL Donnell deposition. 

OECHHaEFERiC Atomic Safety and Licensing Board Panel 83/10/26 
Intervenors Other Than Dow ip 20935 205 24X 

Flcha 90-3^9,03/10/26,0310200100 


0310200145 Motion to continue beginning date of hearings scheduled for 
031031 to 3 days after data Extended hearing necessary to 
allow time to receive responses to 031011 discovery 
requests W/Cer tt f i cate of Svc 

BERNADEliL Stamins, B BERNABEI.L Oovernment Accountabi t i tg 
Project 03/10/26 Atomic Safety and Licensing Board Panel 6pp 
20929 240 24X Fiche 50-329,83/10/26,0310200145. 


8310310390 Motion to stay ASLB B30B31 U 1006 orders denying deponent 
motion for reconsi deration of motion to quash subpoenas 
pending A8LAQ decision on deponent 831021 appeal Certificate 
of Svc end Related correspondence 

KARR, J W Oovernment Accountability Project B3/10/26 Atomic 
Safety and Licensing Appeal Panel 5pp 20960 011 24X 

Fiche 90-329,83/10/26, B3 103 10390 


8310310431 Order denying Govt Accountability Project 831021 motion to 
stay ASLB 030031 tc 1006 orders denying motions to quash 
subpoenas u for reconsider atlon, respectively Motion filed 
late fails to show Stay warranted 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 03/10/27 
Government Accountability Project 6pp 20959 830 24X 

Fiche 90-339,83/10/27,8310310431 


8310310211 Order granting D Stamlris B31026 motion ta continue 
evidentiary hearings due to nonrectlpt of responses to 
discovery request Three-day continuance granted 

BECHHOEFER,C Atomic Safety and Licensing Board Panel 03/10/20 
8TAMlRt0,0 Stamlris, D 2pp 20958 322 24X 

Flche 50-329.03/10/26,8310310211 


G Inspection reports, IE Bulletins & correspondence 


0306300340 IE Info Notice B3-61, ’’Alleged Use of Stand-Ins far Welder 
Qualification Tests ’* Svc list end 

JORDAN, E L Division of Emergency Preparedneis l< Engineering 
Response iPost 830103) 03/09/26 Cansolidatcd Edison Co of New 

Yort. Inc ll7pp 20794 022 24X Fiche 50-000< 83/09/26, 0300300340. 


830B300342 IE Info Notice 83-62, '‘Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intakes Svc list encl 

JORDAN, E L Division of Emargency Preparedness h Engineering 
Response (Post 830103). 03/09/26 Consolidated Edison Co. of New 

York, Inc U6pp 20777 210 24X Fiche 90-000,03/09/26,0300300342 


Q3O03OO-345 IE Info Notice 03-63, "Potential Failures of Westinghouse 
Type 8A-1 Differential Relays " Bvc list encl 
JORDAN, E L Division of Emergency Preparedness V Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of New 

York, lot llBpp 2077B;001, 24X Fi ch* 50-000, 83/09/26, B3O03OO345 
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8308300349 IE Info NotiCf 03-i64, “Lead Shielding Attached to 
Safetg-Related Sgs W/o lOCFRSO 59 Evaluation “ Svc l» 5 t 
«nt 1 

JORDANiE L Division of Emergencg Preparedness fc Engineering 
Response (Post 830103) 03/09/29 Consolidated Edison Co of New 

York» Inc il5pp 20716 324 24X Fiche 50-000*83/07/29,0308300349 


0310170558 Forwards IE Insp Repts 50-329/03-12 & 50-330/83-13 on 
030523-27*0613-17 Sc 27-30 & 0701 !c notice of violation 
WARNiCKiR F Regloic 3 j Office Of Director 83/09/29 COOK* J M 
Contufners Power Co 2pp 20700 213 24X Fiche 50— 329# 03/09/29^ 

8310170550 


— 8310170562 Notice of violation from insp on 830523-27,0613-17 Sc 27-30 8< 
0701 

HARNICK, R F Region 3* Office of Director 03/09/29 2pp 
20700 215 24X Fiche 50-329*03/09/29.0310170330 


—0310170572 IE Insp fiepts 50-339/03-12 «< 50-330/03-13 on 830523-27, 
0613-17 Sc 27-30 St 0701 Nancomp 1 lanc e noted failure to 
follow hanger 6 field ueld procedures 

SIMON* J A * SATHERcA , HARRISON.^ J Region 3i Office of Director 
03/09/29 Bpp 20700 217 24X Fiche 50-329*03/09/29.0310170550 


0310170459 Forwards lE Mgt Meeting Repts 50-329/03-16 S. 50-330/03-17 on 
830025 re S8<H Engineering const Imp 1 ementation overview 
program 

HARNICK.R F Region 3, Office of Director 03/09/30 COOK, J W 
Consumers Power Co 2pp 20704 052 24)C Fiche 30-329, 83/09/30i 

8310170459 


—8310170454 IE Mgt Meeting Repts S0-329/B3-1A «< 50-330/03-17 on 830025 
Major areas discussed util proposed third party overview 8. 

StiW Engineering const implementation overvieu program 
OARDNERrR N * HARRISON* J J Region 3. Office of Director 
03/09/29 6pp 20704 034 24X Fiche 30-329,03/09/30*0310170439 


—0310170466 Confirms commitments made to NftC at 930025 public meeting 
in MldlandjMl re third party const implementation avervleu 
program Vieugraphs enc 1 

H1LD*P A Stone l» Hebiter, Inc 03/00/30 KEPPLEH.J 0 Region 
3. Office of Director 20pp 20704 060 2AX 
Fiche 50-329, 03/09/30* 8310170 459 


0310170513 Forwards IE Insp Repts 50-329/03-19 & 50-330/03-20 on 
830821-0920 No none ompL lane e noted 

WARNICKiR F Region 3, Office Of Director 03/10/03 COOK. J W 
Consumers Power Co 2pp 20701 080 24X Fiche SO-329. e3/10/03r 
8310170513 


—8310170534 IE Imp Repts 50-329 /03-J 9 I, 50-330/83-20 on 030021-0920 No 
noncompliance noted Major arcat Inspected review of svc 
water pump structure inetrumetitatlon, remeilial soils work 
activltiff Sc plant tours 

BUROEBS.B L . COOK* R J . OARDNER. R N Region 3* Office of 
Director 83/09/30 4pp 20701 082 24X FUhe 50-329*83/10/03* 

8310170SI3 


— 0310170530 Forwards Meekly Rapt 52 of Independent assesement of 
underpinning for period 830911-17 

L0CKaiA,8 Stone & Mebster* Inc 83/09/20 CCIQKrR NRC - No 
Detailed Affiliation Oiven 14pp 20701 006 24X 

Fiche 50-329,03/10/03*0310170313 


— 8310170544 Forwards Weekly Rept 51 of independent assessment of 
underpinning for period 830903-10 

LUCKGrA 8 Stone & Webster* Inc 03/09/14 COOK* R NRC - No 
Detailed Affiliation Oiven Ilpp 20781 100 24X 

Fiche 50-329,03/10/03*0310170313 


-0310170549 Forwards Weekly Rapt 50 of independent assessment of 
underpinning for period 830020-0903 

LUCKS* A 6 Stone & Webs ten Inc 03/09/00 CQQK, R NRC - Mo 
Detailed Affiliation Oiven I5pp 20701 111 24X 

Fiche 50-329, 83/ 10/03* 0310170313 


-’0310170555 Forwards Weekly Rept 49 of Independent assessment of 
underpinning for period 830021-27 

LUCKS* A 8. Stone 6 Webster* Inc 03/08/31 CODKiR NRC - No 
Detailed Affiliation Oiven I3pp 20701 126 24X 

Fiche 50-329,83/10/03*0310170513 


-8310170559 Forward! Weekly Rept 40 of independent assessment of 
underpinning for period 030014-20, 

LUCKS, A 8. Btone fc Wet star, Inc. 03/00/24 COOKrR NRC - No 
Detailed Affiliation Oiven. t4pp. 20701 139 24X 

Fiche 50-329*83/10/03,8310 170513 


— 031O17O'56O Forwards Rept 14 of const imp 1 emantati on averview for 
period 030912-16 

DARAMQM, S M Stone & Webster, Inc 03/09/19 KEPPLER, j (i 

Region 3, Office of Director 7pp 20701 153 24X 

Fiche 50-329,03/10/03*0310170513 


—0310170564 Forwards Rept 13 of const imp 1 pmentat i on overview Ppr 
period 830905-09 

BARANOWia W Stone 8* Webster* Inc 83/09/12 KEPF*LCR, J (i 

Region 3* Office of Director 6pp 207B1 160 24X 

Fiche 50-329.03/10/03*0310170513 


— 0310170567 Forwards Rept 13 of const Imp lomentat i on overview for 
period 030029-0902 

DARANOW, B W Btone t< Webster* Inc 03/09/06 KEPPLER, J 0 

Region 3* Dfflco of Director lOpp 20701 166 24X 

Fiche 50-329.03/10/03,0310170513 


— B31017DS71 Forwards Rept 11 of const imp I ementation averview for 
per lad 830022-26 

BARANOW, S W Stone & Webster* Inc 83/00/29 KEPPLER* J O 

Region 3* Office of Director 5pp 20701 176 24X 

Fiche 50-329,03/10/03*0310170513 


— 8310170575 Forwards Rept iO of const implementation overview for 
period 030815-19 

BARANOW, S W Btone Sc Webster. Inc 03/00/22 KEPPLER* d 0 

Region 3, Office of Director 7pp 20781 181 24X 

Fiche 50-329,03/10/03,0310170513 


0310170503 Forwards IE Insp Repts 50-329/03-15 tt 50-330/03-16 on 
030721—0020 No noncompliance noted 

WARNICK.R F Region 3* Office of Director 03/10/03 COOK* J U 
Consumers Power Co 2pp 20760 237 24X Flcht* 00-329. 03/10/03* 
0310170 503 


— 0310170591 IE Insp Repts 50-329/03-15 it 50-330/03-16 on 030721-0020 Ho 
noncompliance noted Major areas inspected remedial soils 
activities* team training, D&W hanger installations k 0A1 P 
meetl ng 

BUROEGS.B. L , COOK* R. d , OARONER* R D Region 3. Office of 
Director 03/09/30 5pp 20700 239 24X Fiche 30-329,83/10/03. 

0310170563 


--0310170590 Forwards Rept 6 of const implementation overview for 
period 030715-21 

BARANOW, S W Btone It Webster* Inc 03/07/25 KEPPLER* d 0 

Region 3, Office of Director 5pp 20700 244 24X 

Fiche 50-329,03/10/03.8310170503 


"-8310170602 Forwards Rept / of const implementation overview for period 
030722-28. 

BARANOW* 8 W Stone «< Webster* Inc 03/00/01. KEPPLER* J 0 

Region 3, Office of Director 5pp 20700 249. 24X 

Fiche 50-329,03/10/03*0310170503 


— B31'0170606 Forwards Rept 0 of const imp I amenta tl on overview for 
period 030729-0004 

BARANOW* B W Stone Webster* Inc 03/00/00 KEPPLER* d O 

Region 3, Office of Director 6pp 20700 254 24X 

Fiche 50-329,83/10/03,0310170583 


— 8310170610 Forwards Rept 9 of const Implementation overview for period 
830005-12 

BARANOW, 0 W Stone Webster* Inc 03/00/15 KEPPLER, d 0 

Region 3, Office of Director 6pp 20700 260 24X 

Fiche 50-329,03/10/03,0310170583 


—0310170616 Forwards Weekly Rept 44 of independent assessment of 
underpinning for period 030717-23 

LUCK3,A 8, Stone U Webster, Inc 83/07/20 COOK, R NRC - No 
Detelled Affiliation Oiven 16pp, 20700 266 24X 

Fiche: 50-329, 03/10/03, 0310170503 


— 0310170622 Forwards Weekly Rept 45 of independent assessment of 
underpinning for period 030724-30 

LVCKBiA 0 Stone ^ Webster, Inc 83/00/04 COOK, R NRC - No 

Detailed Affiliation Oiven 17pp 20700 202 24X 

Fiche 50-329,03/10/03,8310170503 


— 0310170627 Forwards Weekly Rept 46 of independent assessment of 
underpinning for period 630731-0806 

LUCKSiA, 0. Stone Webster, Inc 83/08/10. COOK* R NRG - No 
Detailed Afftllatlen Oiven ilpp 20700 899 24X 

Fic ha. 50-329* 03/10/03, 0310170503 


— 6310170634 Forwards Weekly Rept 47 of independent assessment of 
underpinning for period 830007-13 

LUCKS, A 8 atone 6 Webster, Inc 03/O0/i7 CODK.fi. NRC - No 

Detailed Affiliation Oiven I4pp 20700 310 24/ 

Fiche 50-329,83/10/03,8310170503 
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&3102-^0067 Confirms transmittal aP computer printout containing inPo 
on liPQ^D (balance of plant) inspector record* 

BOTIHERiL Commonuealth Edison Co Q3/10/03 GARANOU. 5 Stone l< 
VJetster Engineering Corp Ip 20SBi 34^ 24X Eiche 50-329> 

83/10/03, 6310340067 


G310120317 Notification of 631011 significant licensee meeting iii/util 
in Olen EllgnilL to revieuf IE investigation rept k to 
discuss alleged violation of A8LD order an remedial soils 
* Region 3, Office of Director 83/lO/OS Region 3, Office of 
Director |p 20700 307 SAX Fiche 30-339,83/10/05,6310120317 


6310120325 Confirms 831011 meeting in Region III oPc to discuss alleged 
violation of ASLB order re remedial soils areas k possible 
IE onfoTcement actions 

MARNICKrR F Region 3, Office af Director 03/10/05 COOK, J N 
Consumers Power Co Ip 20/00 273 DAX Fiche 30-'329, 63/10/03, 
8310120325 


6310130010 Forwards 0B Hayes 630912 memo transmitting supplemental Ofc 
af Investigations rept re alleged violation of A8UB order 
W/D rept 

HASSELL, D F Hearing Dranch 1 83/10/03 BECHHOEFER, C Atomic 

Safety and Licensing Board Panel dpp 20725 209 24X 

Fiche- 50-329, 03/10/05, 0310130010 


8310210316 Forwards IE Audit Repts 50-329/63-20 k SO-330/03-21 on 
630914-15 

UARNtCKiR F Region 3, Of Pica of Director 63/10/05 COOK, J H 
Consumers Power Co 2pp 20051 079 24X Ficho 30-329*03/10/05, 
6310210316 


—5310210319 IE Audit Repts 50-329/83-20 k 50-330/03-21 on 830914-15 
Major areas audited calculations of aujclllary bldg based on 
neu toil modulus determined from underpinning pier load test 
results Related matls end 

LANOBMAN. R B , MARRI8DN, J J Region 3* Office of Director 

03/ 10/04 SOpp 20051 061 24X Fiche 50-329*03/10/05,0310210316 


6310110191 EN-B3-064 on 631006, notice of confirmatory order for mo<P of 
CPs issued Order requires const implementation overview 
program to provide reasonable assurance that facility can 
be completed In accordance ut/regulatory requirements 
SrahrfEivI , HEIBHMAN,R Director's Office, Office of Inspection and 
Enforcement 63/10/06 Ip 20665 007 24X Fiche 50-329,03/10/06, 

63101 10191 


8305300370 IE Info Notice 63-65, "Surveillance of Flow in RTD Dypass 
Loops Used in Uestinghouse Plants " 0vc list end 
UORDAN, E L Division of Emergency Preparedness t( Engineering 
Response (Post 030103) 83/10/07 Consolidated Edison Co of New 

York, Inc 76pp 20027 213 24X Fiche 50-000,83/10/07,8300300370 


0308300752 IE Info Notice 83-66, "Fatality at Argentine Critical 
Facility " 8vc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 63/10/07 Consolidated Edison Co of New 

York, Inc 79pp 20002 026 24X Fi che 50-000, 03/10/07, 830B3007 52 


6305300759 IE Info Notice 83-67, "Emergerrcy Use Respirator Metl Defect 
Causos Production of Noxious Oases." 8vc list end 
JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 83/10/11 Consolidated Edison Co of New 

York. Inc U7pp 21043 075 24X Fiche 50-000,83/10/11,8300300759 


6308300761 IE Info Notice 03-60, "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " 5vc list 
end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Pott 830103) 03/10/11 Consolidated Edison Co of New 

York, Inc 120pp 20827 129 24X Fiche 50-000,03/10/11,0300300761 


83101S0365 Clarifies NRC position re procedures for admitting NRC 
personnel to facility List of personnel requiring access to 
vital areas end. Updates will be provided every 6 months 
AXELSON,W L Region 3, Office of Director 03/10/14 COOK, J W 
Consumers Power Co 7pp 20007 043 24X Fiche. 50-329, 83/10/14* 

8310160265 


6310310411 Forwards IE Insp Repts 50-329/03-17 fc 50-330/83-10 on 
030711-12 & 0816-19 No noncompliance noted 

krAHMrCK,R F Region 3, Office pf Director 03/10/17. COOK, J W 
Consumers Power Co 2pp 20959' 304. 24X Ficho 50-329*83/10/17, 
B3103ID411 


— 8310310417 IE Insp Repts 50-329/83-17 k 50-330/03-10 on 630711-12 I. 
D016-19 No noncompliance noted. Major areas inspectedr review 
of DI(W QC insp If process for Installation at A0ME III 
Class 1 pipe 

SIMON, J A * 8ATHER,A , HARR180N, J. J Region 3* Office of Director 
83/10/17 4pp 20939 306 24X Fiche 30-329,03/10/17,6310310411 


6310210030 EiN-B3-069 on 831026, notice of violation & proposed 
Imposition of civil penalty In amount of S100,000 to- be 
issued Action based on ftrellne relocation activities 
performed in "Q” soils w/o prior NRC authorization 

KLINOLER,G , AXELRAD,J Director's Office, Office of Inspection and 
Enforcement 83/10/20 Ip 20035 344 24X Fiche 50-329,83/10/20, 

0310210030 


8310270165 Authorizes util to proceed w/Phase I activities for const 
completion program in response to 831020 request Insp 
results used as basis for granting authorization documented 
in NRC/Midland monthly insp repts 

HARRleON, J J Region 3, Office of Director 83/10/21 OUAMME, D L 
Consumers Power Co 2pp 20924 154 24X Fiche 50-329,83/10/21, 

8310270165 


—0310270171 Advises that status assessment L verification of completed 
work (Phase I of const completion program) initiated 6 
requests NRC release to initiate Phase I Initial activities 
will be restricted to five modules 

QUAMME, D L Consumers Power Co 03/10/20 HARR I BON, d J Region 
3, Office of Director 4pp 20924 156 24X Fiche 50-329, 

03/10/21,6310270165 


— 0310270176 Provides overview of const completion program Modules 340, 
102,120,410 Sc BOO requested for release 

BARANOW, S W atone k Webster, Inc 83/10/12 KEPPLER, J 0 

Region 3, Office of Director llpp 20924 160 24X 

Fiche 50-329,33/10/21,0310270165 


6310270341 Advises that review of util 030624 supplemental response to 
I tern B 6 of 030206 notice of violation completed Response 
unacceptable Bchcdiile for penetrant tests of weld* must be 
submitted within 25 days of Itr receipt 

WARNrCK,R F Region 3, Office of Director 03/10/21 C(30K, J. W 

Consumers Power Co 2pp 20923 352 24X Fiche S0-329i 03/10/21, 

8310270341 


— 8310270352 Forwards supplementel info re Item B of 830208 notice of 
vl olation, in response to NRG 030523 request Const training 
procedure revised to establish program assuring appropriate 
training in installation procedures 

COOK, J Consumers Power Co 03/06/24 KEPPLER, J 0 Region 3, 
Office of Director I5pp 20923 354 24X Fiche 50-329,03/10/21, 

8310270341 


R Periodic operating reports t* related correspondence 


8310210272 Forwards fifth monthly status rept for independent design It 
const verification program for Bept 1903 

LEVIN,H A TERA Corp 83/10/17 EIBCNHUT, D 0 Division of 

Llceneing KEPPLEn,J D Region 3, Office of Director, CQOK,J M 

Consumers Power Co 3pp 20648 220 24X Fiche. 50-329, B3/i0/l7* 

6310210272 


—8310210275 Fifth monthly status rept for independent design I, const 
verification program for 8ipt 1903 

DAUGHERTY, F , UCV!N,HA. , BECKtJW TERA Corp 63/10/17 5ipp. 
20648' 223 24X Fiche 50-329,03/10/17,8310210272 


8310310078 Forwards listed documents written or closed during 
8ept 1983, per condition of Memorandum I, Order ALAB-106 Ic 
Amend 1 to CPPR-Bl It CPPR-02 

COOK, JH Consumers Power Co 03/10/25 BE YOUNG, R C Director's 

Office, Office of Inspection and Enforcement 3600pp 20900 001, 

24X Fiche: 50-329,63/10/25, 0310310070 


8 Reportable occurrences, LERt It related correspondence 


8309090259 Interim deficiency rept re dc becked power supplies for FOOD 
interlock relays in auxiliary feedwater sys Bchematic 
Diagram E-158{Q> revised It issued as of 630727 to provide 
120-valt ac power. 

COOK, JM Consumers Power Co 03/09/02 KEPPLER, J. 0 Region 3, 
Office of Director 6pp 20310 107 24X Fiche 50-329,03/09/02, 

0309090259 


8310120446 PNO-Il 1-63-092 on 031004, mar Ijuan* found in truck owned by 
carpenter employed by Oechtel Corp Individual fired by 
Bechtel It left site No action planned by Region III Rtate of 
HI will be notified 

HARRISON, J , HARNICK,R Region 3, Office of Director, 03/10/04. 

Ip. 2069B 325 24X Fich e. S0-3S9, 83/10/04, 0310120446. 


8310140090 PNO-II 1-03-095. on 831005, BItH issued stop work order on 
Class I piping hanger ins tal latlon. Stop work applies to both 
small bore It large bore piping It Is based on deflcienclee 
Identified in hangers during Bechtel insp 

HARRISON, J , GARDNER, R Region 3* Office of Director. 83/10/06. 
Ip 20767 057, 24X Fiche 50-329,83/10/06,0310140090. 
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8310170421 Final deflciancy re underratHd terminal strips on 

Lldiltorque valve operators Inltlellv reported on 010213 New 
valve operators for use inslite containment uill be purchased 
u/o terminal blocks or space heaters 

COQKi M Consumers Pouer Go 63/10/06 KEPPLERi J G Peglon 3m 
□ fPlce of Dlrictnr 25pp 20763 323 a4X Flche 50-329,83/10/06, 
G310I70421 


8310250101 Final rept re deficiencies in electrical components In that 
non-Class IE devices uired into Class IE circuits 
Englneerins production schedule activities will he revised 
t>V 831021 

COOKi J VJ Consumers Pouer Co 63/10/14 KEPPLER,J 0 Repitin 3, 
Office of Director 14pp 20096 172 24X Flche 50-329*83/10/14, 

0310250101 


8310270265 Interim deficiency rept re reactor bldg spray piping 
s uppor ts, Ini tlal ly reported on 791221 Caused by conservative 
modeling aisumptions made in arlginal uatar hammer analysis 
Next rept by 631230 

CDOK; J M Consumers Power Co 63/10/21 KEPPLER, J 0 Region 3t 
Office of Director 6pp 20923 247 24X Flche 50-329; 83/ 10/21, 

8310270265 


T Hearing tranicripts on non-antitrust matters 


B310280D73 Motion far admission Into evidence af transcript of 
JL Donnell 631015 deposition Certificate of Bvc end 
WILLIAMS, F C Consumers Power Co 03/1O/S5 Atomic Safety and 
Licensing Board Panel 9pp 20933 342 24X Flche 30-329,83/10/25, 

8310200073 


—8310200070 Transcript of JL Donnell 031019 deposition in Las Vegas, NV 
re alleged violation of ASLS order 

OQNNELL, J L Coniumers Power Co 63/10/19 1 14pp 20733 351 

24X Fiche 50-329.83/10/25,8310200073 


DOCKET 50-331 JWANE ARNOLD ENEROV CENTER 


r, Security, medical, emergancy k fire protection plans 


8310040199 Forwards IE Insp Rept 50-"331/63-l4 on 630006-12 No notice 
of violation will he issued for activities not complying 
w/NRG r aquire-ments sines 10CFR2iApp C.ficctlon IV. A 
provlsloni met 

PAPERIELLO*C J Region 3. Office of Director 63/09/16 LIU,L 
Iowa Electric Light k Paver Co 2pp 20608 233. 24X 

P i c K e : 90-331 j 63/09/ 1 6, 03 1 00^0 1 99 


—6310040196 IE Insp Rept 50-331/B3-14 an 830808-12 Noncomp 1 1 ance noted 
lack of timily offsite notification capability 4^ failure 
to classify unusual event 

PATTERSON, J P , 9L0ER8EN, W B , PHILLIPS, M P Region 3, Office of 
Director 63/09/16 l4pp. 20600*235 24X Flche 90-331, 03/09/16, 

B3I0040195. 


0310110039 Releases public version af revised emergency plan 
Implamanting procedures 

FELTON* M Dlvisi an of Rules and Records 03/10/05 Pocument 
Management Branch. Ip 206B6 265. 24X Flche 90-331,63/10/05, 

8310110035 


— 8310110036 Forwards public version of Rev 4 to Emergency Plan 
Implementing Prc»cedur» EPIP 3,3a, "Manual Dose Projections" 

Ic Rev 3 to EPIP 3 3bi "Computerised Doss Prnjectlans " 

W/630B24 receipt form. 

P0RTZ„R Iowa Electric Light k Power Go 63/09/02 DENTON, H R 
□ffice of Nuclear Reactor Ragulatiun, Director 2pp. 20686 266 
24X Ficha: 50-331, 63/10/09,8310110035 


— 6310110038 Public version of Rev 4 to- Emergency Plan Implementing 
Procedure EPIP 3 Oe, "Manual Dosa Prcjactlons “ i» Rev 3 to 
EPIP 3, 3hi- "Computarisad Dost Projections." 

e Iowa Electric Light k Power Co 83/00/24 47pp. 20666 268 

24X Fi Che^ 50-331, 83/10/09, 83101 10039 


0310110042 Releases public version of revised emergency plan 
imp ItMftnting pracedures 

FELTON, J M OiVlslan of Rules and Records 63/10/05 Document 
Management Brench. Ip. 20607*001 24X Flche * 90-331, 83/10/05, 

6310110042. 


— 8310110050 Forwards public version of revised Emergency Plan 
Implementing Procedures EPIP 3 3a re initial does 
pro jactl one, EPIP 3 3b rt followup dose projections tc 
EPIP 6.4 ra emergency preparadneaa communications tasting 
PORTZ, R. Iowa Electric Light k Power Co. 83/05/31. DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp, 20667,002 
24X Flche 50-331,03/10/09,9310110042 


— 8310110060 Public version of revised Emergency Plan Implementing 
Procedures EPIP 3 3a re initial dose pro jections, EPIP 3 3b 
re followup dose projections & EPIP 6 4 re emergency 
preparedness communication testing 

e Iowa Electric Light S, Power Co 03/05/25 I47pp 20607 005 
24X Flche 50-331,03/10/05,6310110043 


0310250666 Releases public version of revised corporate plan 
implementing procedures 

FELTON, J M Division of Rules and Records 03/10/27 Document 
Management Branch Ip 20900053 24X Fiche 50-331 . 03/10/27, 

031 0250660 


—0310250669 Forwards public version of Rev 5 to corporate plan 
implementing proc edures, inclu-d ing Procedures CPlP-1 2 re 
corporate notification S, CPIP-l 3 re activation k operation 

of emergency operations facility. 

PORTZ,R Iowa Electric Light 8< Power Co B3/10/10 DENTON, K R 
Office of Nuclear Reactor Regulation, Director 2pp 2090B 054 
24X Flche 50-331,03/10/27,8310250668 


— 8310250670 Public version of Rov 5 to emergency plan implementing 
procedures, inc lading Procedures CPIP-l 3 re corporate 
notification I, CPlP-1 3 re activation k operation of 
emergency operations facility 

e Iowa Electric Light k Power Co 03/10/07 I33pp 20708 056 
24X Fiche 50-331,03/10/27,0310250660 


0310270005 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 03/10/27 Document 
Management Branch Ip 20739 120 24X Fiche 50-331,83/10/27, 

0310270005 


— 0310-370015 Forwards public version of revised emergency plan 
implementing procedures, Inc lud ing Procedures EPIP 1 1 re 
determination of emergency action level S< EPIP 1 9 re 
notl f icati one. Receipt form end 

WILSON, D L Iowa Electric Light k Power Co 83/10/12 

DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 

20939 122 24X Flche 50-331,03/10/27,0310270005 


— 9310270019 Public version of revised emergency plan implementing 
procedures, Inc lud ing Procedures EPIP 1 1 re determination 
of emergency action level k EPIP 1 2 re notifications 
* Iowa Electric Light k Power Co 03/10/03 60pp 2073? 124 
24X Fiche 50-331,83/10/27,0310270009 


P Operating license stage documents & correspondence 


0310310017 FOIA request for documents re integrated leak rate tests for 
listed facilities to be placed in PDR 

CONNER, L Affiliation Unknown 03/05/02 NRG - No Detailed 
Affiliation Given Ip 21004 270 24X Flche 50-000,83/05/03, 
8310310017 


8310170119 Forwards safety evaluation of 760301 request for relief Pron 
10CFR90 95a<g) k ABME Boiler S< Preseure Vessel Code 
instrvlcB testing requlrementa Relief granted in part 
VASSALLDiOB Operating Reactors Branch 2 03/09/26 LIU. L, lawa 

Electric Light k Power Co 4pp 20813 067 24X 

Fiche 50-331,83/09/26,0310170119 


— B310170125 Safety evaluation supporting proposed inservice insp/testing 
program 9( granting, in part, 780301 request for relief from 
testing requirements 

tt NRC - No Detailed Affiliation Olven 83/09/26 Bpp 
20013 071, 24X Fiche SO-331, 83/09/26, 03101701 19 


B310140254 Forwards fourth senianinual "Rept on Environ Dual if Icatlan 
Program for Duane Arnold Energy Ctr" covering 
safety-related electrical equipment 

MCOAUOHY.R W Iowa Electric Light k Power Co 83/09/30 DENTON. H 
Office of Nuclear Reactor Regulation, Director 2pp 20759 300 
24X Flche 90-331,03/09/30,0310140254 


— 8310140250 "Rept on Environ Qual if ication Program for Duane Arnold 
Energy Ctr," fourth semiannual rept 
* Bechtel Corp 83/09/22 592pp 20759 302 24X 

Fiche 50-331,83/09/30,0310140254 


8310180190 Forwards response to request for addl info re single 
recirculation loop operat ion. Indip endeni verification of 
average power rang# monitor gain adjustment performed dally 
MCOAUOHY, R N, Iowa Electric Light k Power Co 03/10/11 
DBNTONiH R. Offic# of Nuclear Reactor Regulation, Director 2pp 
20808 339 24X Fiche 50-331, 63/10/U i B31O10O198 
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9310180424 Respands to D Vas«allo B30823 1 tr re aufcfimatic closing of 
contra LnmeTit purga 8< vent valves on high radiation signal 
INl;f{EO-0737. Item II E 4 2(711 Facility uri 1 1 be modified/as 
result of evaluation of OWR Ouners Group position 
MCOAUOHV, fi, W Iowa Electric Light & Pouier Co 03/10/13 
EENTONj H R. Office of Nuclear Reactor Regulation. Director Ip 
S0803 305 24X Fie he 30-331,03/10/13.0310180424 


83102001132 Revised application for amend to License DPR-49i cons i sting 
of Proposed Change RT9-113D to Tech Specs re noble gas 
asonitorlng annual verification of cumulative air dose 
Class III fee submitted w/790829 application 

MCOAUOHV, R W Iowa Electric Light Sc Power Co 03/10/17 DENTON, H 
Office of Nuclear Reactor Regulation, Director 3pp 20835 055 
24X Fi cbe, 30-331 . 83/10/17, 8310200182 


— Q3IO2DO106 Proposed Change RTS-113D to Tech Specs Pages 3 2-3,3 3-4, 
3 2-29,3 2-33,3 14-11,3 15-3,3 13-5,3 t5-7.3 15-8.3 15-10, 

& 11 — 4 6 11-13 re noble gas it cumulative air dosoiper 

commonts in telcons w/NRC during uik of 030926-30 
■* louia Electric Light & Power Co 83/10/17 I4pp 20033 050 
34X Firhe 50-331,03/10/17,8310200102 


8310310117 Rejects 030902 request for extension of time to submit 
formal, iaO-iJag response to Generic Ltr 03-28 re Salem ATWS 
events Response due by 031105 Participation in owners group 
acceptable far long-range planning issues only 

VASSALLO, D D Operating Reactors Branch 2 83/10/19 LIU, L loiaa 

Electric Light it Power Co 2pp 20963 327 24X 

Flche 50-031, 03/10/19, 0310310117 


0310270535 Notification of 831102 meeting w/util in Dethesda,hD to 
discuss guidance on requirements for application to upgrade 
power. 

TMADANl.M C. Operating Reactors Branch 2 03/10/21 VAS5ALL0, D B 

Operating Reactors Branch 2 2pp 20938 032 24X 

Fiche 50-331,03/10/21,8310270935 


— 0310170125 Safety evaluation supporting proposed insorvice Insp/testing 
program it granting, in part, 700301 request far relief from 
testing requirements 

« NRC - No Detailed Affiliation Olven 63/09/26 8pp 
20013 071 24X Fiche 90-331,83/09/26,8310170119 


8309300349 IE Info Notice 83-64, '’Lead Shielding Attached to 
Safety-Related Sys W/o 10CFR50 99 Evaluation " Sve list 
end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/09/29 Consolidated Edison Co of New 

York. Iric llSpp 20716 324 24 X Fiche 30-000, 83/09/29, Q3 0030034 9. 


83101402S4 Forwards fourth semiannual "Rept on Environ Qual if 1 c ation 
Program for Duane Arnold Energy Ctr" covering 
safety-related electrical equipment 

NCOAUOHVtR N Iowa Electric Light U Power Co 83/09/30 DENTON, H 
Office of Nuclear Reactor Regulation, Director 2pp 20799 300 
24X Fiche 90-331,03/09/30,8310140254 


--831014025B **Rept on Environ Dual if 1 cati on Program for Duane Arnold 
Energy Ctrr " fourth semiannual rept 
a Oechtel Gorp 03/09/22 992pp 20759 302 24X 

Fiche- 50-331,03/09/30,0310140234 


8300300378 IE Info Notice 03-65, "Surveillance of Plow in RTD Bypass 
Loops Used in Westlnghouse Plants " 8vc list end 
JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/10/07 Consclldaied Edison Co of New 

York, Ii»c 76pp 20B27 213 24X Fiche 90-000,03/10/07,8308300370 


0300300752 IE Info Notice 03-66, "Fatality at Argentina Critical 
Facility " Gve list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Past 830103) 03/10/07 Consolidated Edison Go of New 

York, Inc 79pp 20802 026 24X Fiche 90-000,03/10/07,0300300752 


O Inspection reports, IE Bulletins 6 cot respondence 


B310040195 forwards IE Insp Rept 90-331/03-14 on 030800-12 No notice 
of violation will be issued for activities not complying 
U/HR.C requirements since 10CFR2, App C, Bectlon IV A 
provisions met 

PAPERIELLO, C J Region 3, Office of Director 03/09/16 LIU, L 
Iowa Electric Light & Power Co 2pp 2060B 233 24X 

Fiche 50-331,03/09/16.0310040199 


—8310040198 IE Inap Rept 50-331/B3-14 on 030000-12 Noncomp 1 lance noted 
lack of timely offsite notification capability U failure 
to classify unusual event 

PATTERSON, J P , OLOERSEN, W 0 , PHILLIPS, M P Region 3, Qffico of 
Director 03/09/16 I4pp 20600 235 24X Fiche 50-331,03/09/16, 

8310040195 


B3S0060XSa Forwards IE Insp Rept 90-331/B3-11 on 830627-0030 No 
n o-ncomp 1 i ante noted 

SHAFER, U D Region 3, Office of Director 03/09/21 LIU, L Iowa 
Electric Light U Power Co 2pp 20647 180 24X 

Fiche 50-331,03/09/21,0310060158 


— 0310060165 IE Insp Rept 50-331/03-11 on 030627-0030 No noncempl 1 anc e 
noted Major areas inspected operational saf ety . mal nt, 
survB 1 1 lance, LERb, procedures, plant operations, p lent trips, 

IE c ire irl ars, audi ts, TNI items & licensee meetings 

CLARDVtL S , WALKER, R D Region 3, Office of Director 03/09/16 

I4pp 20647,182 24X Fiche 90-331, 83/09/21, 03100601 50 


0300300340 IE Info Notice 83-61, ''AUeged Use of Stand-Ins for Welder 
Qua ) i f i cat 1 an Tests " Sve list end 

JORDAN, E L Division of Emergency Preparedness I, Engineering 
Response (Post 030103) 03/07/26 Consolidated Edison Co of New 

York. Inc 117pp 20734 022 24X Fiche 90-000,83/09/26,8308300340 


030630079? IE Info Notice 03-67, "Emergency Use Respirator Natl Defect 
Causes Production of Noxious Oases " 6vc list end 
JORDAN, E L Division of Emergency Preparedness I, Engineering 
Response (Post 030103) 03/10/11 Consolidated Edison Co of New 

York, IhC 117pp 21043 079 24X Fiche 90-000,03/10/11,0300300759 


0308300761 IE Info Notice 03-6D, ’'Respirator User Warning Defective 
8e 1 f-Contalncd Breathing Apparatus Air Cylinders " 8vc Hst 
end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Responstf (Post 030103) 03/10/11 Consolidated Edison Co of New 

York, I PC tSOpp 20027 1 29. 24X Fiche 50-000,03/10/11.0300300761. 


6310100206 Clarifies NRC position re procedures for admitting NRC insp 
personnel to facilities List of NRC personnel requiring 
access to plant vital areas ecicl Update will he be provided 
every 6 months 

AXELSaN.NL Region 3, Office of Director. 03/10/14 LIU, L Iowa 
Electric Light k Power Co 7pp 20000 317 24X 

Fiche 50-331,03/10/14*0310190206 


0310100951 Notification of 031021 meeting w/SWR licensees in Bethesda, 
MD to discuss future Insps for intergranular stress 
corrosion cracking 

MIRAOLIA, F J Assistant Director for Pafety Assessment 03/10/14 

EISENHUT, D O Division of Licensing 9pp 80023 390 24X 

Fiche 9(J-000, 83/10/14,0310180951 


0310270457 Discusses scram discharge vol short-term mods In response to 
IE Bulletin 80-17 Water added to scram discharge vol b vent 
procedures it drain valve operability h closure time teat 
changed from quarterly to monthly 

MC0AU(9HV, R W Iowa Electric Light If Power Co 83/10/10 
KEPPLER.J 0 Region 3, Office of Director Ip 20983 133. 24X 

Fiche 50-331,03/10/10,0310870459 


03OQ3OO-348 lE Info Notice 03-62, "Failure of Redundant ToxU Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " 8vc list end 

JDROAM, E L Division of Emergency Preparedness k Engineering 
Response (Past 030103) 03/09/26 Consolidated Edison Co of New 

Vorkf Inc U6pp. 20777.210 24 X Fiche* 90-000, 03/09/26, 0300300342 


H Periodic operating reports S< related correspondence 


0310170409 Monthly monitoring rept for Aug 1983 W/03iOO6 Ur, 
MCOAUOHV, R W Iowa Electric Light k Rower Co 03/00/31 
KEPPLER.J 0 Region 3, Office of Director. 2pp 20779 196 24X 

Fiche 5<?-33l, 03/00/31* 0310170405 


6300300345 lE Info Notice 03-63, "Potential Failures of Westinghouse 
Type EA-1 Differential Relays » 8vc list end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Past 630103) 03/09/26, Consolidated Edison Co of Neiii 

Yorl, Inc. 110PP 20770*001 24X Fiche 90-000,03/09/26,0308300349 


6310170119 Forwards safety evaluation of 700301 request for relief from 
10CFR50. 55a(g) k A8ME Boiler k Pressure Vessel Code 
Inservlce testing requiremsnts Relief granted in part 
VADSALLO, D B Operating Reactors Branch 2 03/09/26 UIU, U. lawa 

Electric Light It Power Co 4pp 2QB13’ 067 24X 

Flclie* 90-331,03/09/26, 0310170119 


031OJ4O254 Forwards fourth semiannual “Rept on Environ Qualification 
Program for Duane Arnold Energy Ctr" covering 
safety-related electrical equipment 

MCDAUOHY, R M Iowa Electric Light k Power Co 03/09/30 DENTON, H. 
Office pP Nuclear Reactor Regulation, Director 2pp 20799*300 
24X Fiche 30-331,03/09/30,0310140294 


— 6310140250 "Rept on Environ Qualification Program for Duane Arnold 
Energy Ctr,'* fourth semiannual rept 

» Dechtel Cprp 03/09/22 592pp 20759' 302 24X 

Fiche 30-331,03/09/30,0310140254. 
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DOCKETED ITEMS 


Q31O170&at "ftadioloBlca 1 of StrontJ um Sorfip J es, BBCond Quart;«r 

19B3 >• 

^IINECK, D L IoTJ« EltctPic Ulsht & Powbt Co sa/lO/OS KWLER.J Q 

Region 3« Office of Director Spp 20760 335 24>X 

Fiche SO-331, S3710/03, B3101705Q1 


saiOl^OOiiB MontMv operating rept for Sept L9B3 W/a310i4 Hr 

ANOERSENjM I hiNECKrD L lotxa Electric Light U Pouer Co 33/10714 
Director's Office/ Office of Inspection and Enf ore extent 8pp 
aOBSa 293 a4X Fiche 50-331* B3/IO/ 14/ B3lOi90O6B 


8 Reportable o c curre nc e*» LERs I* related c orreapondence 


B3101 10430 Responds to FOIA re-qi>est far four different categories of 
documents described in 830910 Itr Faruiards fsatl listed in 
App At respofiB i V4 to Items 1*2 t* 4 DOE should be contacted 
for natl reiiutsted In Item 3 of Itr 

FELT0N*xJ H Division of Rules and Records 83/0A/14. HIATT. S L 

Ohio Cl t Irens for Responsible Energy 3pp 2070A 002 84X 

Fiche 50-000*83/06/14.8310110430 


— B310U04b7 Daily rept re events at three different facilities I ACDHR 
experlencsd scram due to lou iitater level PMO-Il I -<83-026 
updates use of lubricants on valve seats 

e Region 3. Office of Director B3/04/14 Ip 20706 062 24X 

Fiche 50-000*83/06/14^8310110430 


9310120380 RO on 630308* radiographic exams conducted on 10 HPCl turbine 
reversing chsmbert Seven chambers did not meet augmented 
acceptance criteria Cractlng caused by mfg proceis 
pressure pulling fatigue 

HINECK^D L. loua Electric Light tt Pouer Co 63/08/23 KCPPLER* J 0 
Region 3* Office of Blrsctor 2pp 20699 198 24X 

Fiche: 50-33 1 * 63/06/23. 631 01 2 03B0 


9310120400 LER e3-033/03L-0. on 830903. HP Cl ntin fSou return ta torus 
line veWe H3-2318 Indicetlan Interml Itent Ig shoued valve 
open FB>-CI declared Inoperable Caused by erected valve yoke 
Yoke repaired «* tightened U/aslOOD Itr 

KI8LER.D R. . HINECKfD L loua Electric Light li Power Co 83/10/03 
KEPPLER. J Q Region 3. Office of Director 2pp 20700 202 24X 

Fiche 90-331*83/10/03*6310120400 


B31 0170490 LER eS-OOS/ODL-O on 630906* during surveillance tasting* LI8 
4531 tt 4533 for reactor water lou-low tripped 
nonconservstlve Ig at 113 2 tc 113 4 inchee* respac tlvely 
Caused by Instrument drift Switches recalltr H/B31006 Itr 
HARRIS* H e , MlMEeK*D L laua Electric Light & Power Co 83/10/06 
KEPPLERiJ.O Region 3* Office of Director 2pp 20784 117 24X 

Fiche, 90-331 . 63/ 1 0/06 .6310 170490 


8310120421 LER B3-036/03C-0* on 630909* during normal operation* vi sual 
Insp of HPA relays ravieled relay A74B-K1E deteriorated 
CauieiT bv varniiK sticking armature closed Relay replaced 
tf/031009 Itr 

HAHELfD. B. < HIHECK* D L Iowa Electric Light & Power Co 63/10/09 
KEPPLER»J.O Region 3. Office of Director 2pp 20696 319 24X 
Fleh*. 50-331*83/10/09*8310120481, 


S310210090 LER 63-040/03L-0 on 630913* during surveillance testing* 
drgwstl tiiulpment drain line valve CV-3789 did not close 
an mariuaJ closure signal, Caused hg sir operator piston being 
stuck Valve lubricated 2 cycled 

ANDERSEN* H. W » HINeCK. D L, Iowa Electric Light U Power Co 
B3/i0/13 KEPPLER* J, O, Region 3i Office qf Director 2pp 
20659 195 24X Fiche 50-331. 83/10/13, 0310210090, 


310350461 LER 63-037/03L-0: on B307l5i during surveillance test* rod 
blfltk monitor cbennel B prevented movement of rod 26-07. 
cauilng inapereb i llfy of cfiennel Caused by wiring problem 
Component raplacad U/831017 Ur. 

HARRIS. 11.8 I HiNECKfD L loua Electric Light 5c Poutr Co* 03/10/17 
KEPPLERiO, 0 Region 3* Office of Director 4pe 20097 071, 24X 

Flchii 50-331*63/10/17* 8310230481 


I pump lP-a33 
oil 

td 

' Co 


DOCKET 30-333 JAMES A FITZPATRICK NUCLEAR POWER PLANT 


P Security* medical* emergency & fire protection plans 


83(0170533 Advises that 1983 annual emergency preparedness exercise 
tentetlvely scheduled for 83 J012, Exerc I se will be small 
scale S( involve only limited participation by Oswego County 
it state of NY 

MCNElLLtC A Power Airtbnrity of the State of New York G3/0I/O4 
HAYNES* R C Region 1* Office of Director 2pp 20779 321 24)c 
Fiche 90'-333, 83/01/04, 8310170333 


— 3310170695 Forwards "Emergency Response Plan ExBreiso Manual 
Withholding af ejcerclse scenario until exercise completed 
requested 

BAYNE.J P Power Authority of the State of New York B3/09/i3 
MURLEY*TE Region I* Office of J>irector 2pp 20779 3?4 &4}( 

Fiche 50-333,83/01/04,6310170533 


—6310170659 R«v I to Procedure BAP-1* "Emergency Response Plan Exorclsi 
Manual ” 

» Power Authority of the 9tate of New York B3/04/30 213pp 

20779 326 24X Fiche 50-333* B3/01 /04i Q310I70533 


8310210126 Forwards "Emergency Response Plan Exercise Manual*" for 
031012 site preparedness exercise 

BAVNE, J p Power Authority of the State of New York 83/10/07 
MURLEY.T E Region 1, Office of Director Ip 20Q53 230 VAX 
Fiche 50-333,63/10/07*8310210136 


— 0310210129 ’'Emergency Response Plan Exercise Manual " 

» Power Authority of the 9tate of New York 03/10/12 465pp 

20033 231 24X Flcha 50-333*03/10/07*0310210126 


6310280044 Forwards "Detailed Control Roam Design Review Program Plan 
for JA Fltipatrlcfc Nuclear Power Plant," In response to 
821217 Oonarlc Ltrs 03-33 it 03-10, 8uppl 1 to NUREO-0737 h 
TMI Action item I D 1 

BAYNErJ P Power Authority of the State of New York B3/10/24 
VABSALLOrD B Operating Reactors Branch 2 2pp 20934 340 24X 

F I c h e ; 50-333 * 83/ 1 0/24* 83 i 02 BOO 4 4 


--03IO20OO34 "Detailed Control Room Design Review Program Plan for 
JA Fltrpatricl Nuclear Pouier Plant 

* Power Authority of the State of New York 03/10/19 Q6pp 
20934 330 SAX Fiche’ 50-333, 83/10/24, 0310200044 


0 Adjudicatory correspondence 


6310060380 Forwards UC8 83091S petition per 10CFR2 206 requesting 
immediate action to shut down plant Responsa by 031012 
requested 

DENTON.H. R. Office of Nuclear Reactor Regulation* Director 
03/09/23 BAYNE* J P Power Authority of the State of Now York 
3pp 20661 212 24X Fiche 30-333*03/09/23*0310060500 


0310130113 Responds to 830923 request for response to UCS 030912 
petition filed under 10CFR2. 206 re pipe support issues 
Extension of response date to 63i 1 16 requested 
BAYNE* J P Power Authority of the Btate of New York 03/10/11 
DENTON* H R Office of Nuclear Reactor Regulation. Director 3pp 
20726 300 24X Fiche 50-333,83/10/11*8310130113 


P. Operating license stage ducuments 6 correspondence 


8310310017 FOIA request for documents re integrated leak rate tests for 
listed facilltlns to be placed in PDR 

CONNER, L Affiliation Unknown, 03/05/02 NRC - No Detailed 
Affiliation Oiven Ip 21004^270 SAX Fiche, 50-000* 83/03/02* 
6310310017 


8310-310031 Responds to FDIA request for documents ro integrated leak 
rate tests for facilities to be placed in PDR Forwards 
documents to be placed In PDR 6 list of facilities for which 
repts are unavailable 

FELTON* J M Division of Rules and Records 83/07/06 CONNER* L 
Affiliation Unknown Ip 21004,271 24X Fiche, 50-000* 03/07/06* 

8310310031 


— 6310310050 "Intagrated Leak Rate Test' Computer Program for Primary 
Containment 

» Power Authority of the 8tat« of New York, 74/03/20 lOOpp 
21005:179 B4X Fiche 50-000.83/07/06*0310310031 


031O1SO53I FOIA request fur Target Technology, Ltd documents ro pipe 
supports 

tIEISBfE.R Union of Concerned acientlsts. 03/00/n FELTON*JM 
Division of Rules and Records Ip 20025.005 24X 

rich* 50-333*83/08/11*6310100531 



DOCKETED ITEMS 


201 


83101G0534 Responds to FQIA request for Target Technology < Ltd documents 
re pipe supports rorioards document enc 1 Document also 
available in PDR 

F'ELTQNi tj M Division of Rules and Records B3/09/0& UEtSSi E R 
Onion of Concerned Scientists Jp 208SS 006 24X 

Fiche 50-333,83/09/06, 0310100534 


— 831Q1B0538 Comments on pipe support design nonctimp 1 lance le/FSAR 
SuffvntaTy of 030627 meeting w/S&U re list of 20 unacceptable 
supports submitted on B30103 discussed 

DAINORA, J Target Technology Ltd 03/06/30 OUAOUIL, L Power 
Authority of the State of New York 5pp 20025 007 24X 

Fiche 50-333, 03/09/06, B3 10180534 


—0310190160 IE Insp Wept 50-333/03-10 on B3O0O1-O9O5 No noncomplianc « 
noted Major areas Inspected licensee action on previous 
insp flndingS;LER revle w, operat lonal safety verif Icatlon, 
review of plant operations & surveillance observations 
DOERFLEIN. L T Region 1, Office of Director KISTER, H B 
Division of Project tc Resident Programs 83/10/03 llpp 
20030 31D. 24X Fiche 50-333,83/10/05,0310190157 


8300300378 IE Info Notice 03-65, "Burveinance of Flow In RTD Bypass 
Loops Used in Nostinghous e Plants ” 8vc list and 
JORDAN, E L Division of Emergency Preparedness fr Engineering 
Response (Post 830103) 03/10/07 Consolidated Edison Co of New 

York, Inc 76pp 20837 213 24X Fiche 50-000,03/10/07,8308300378 


&3IO070DQ4 Forwards safety evaluation of util response to NUREO-0737 j 
I tetTh 11 D 1, "Reliability Engineering" re safety t, relief 
valve testing Requirements met Item resolved 

VASBALLO,D P Operating Reactors Branch S 03/09/22 BAYNE, J P 
Power Authority of the State of New York I7pp 20671 317 24X 

Fiche 50-333,83/09/22,0310070084 


8300300752 IE Info Notice 03-66, ''Fatality at Argentine Critical 
Facility *' Bvc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response iPost 830103) 03/10/07 Consolidated Edison Co of New 

York. Inc 79pp 2OB02 026 24X Fiche 50-000,83/10/07,0308300752 


8310110112 Forwards Phase 1 response for Criteria 1, 2d, 3, 6, 11a tt lib 
of NUREO-0737, Item 11 B 3 re post-implementation review of 
util post-accident sampling sys Remaining responses will be 
submitted in 6 months 

BAYNE, J P Power Authority of the State of New York 83/10/05 
V^ASSALLOi D B Operating Reactors Branch 2 18pp 20667 270 24X 

Fiche 50-333,83/10/05,0310110112 


0310170400 Forwards Change 2 to Rev 3 to inservice Insp program for 
pumps b valves, In accordance w/IE Bulletin 83-03, "Check 
Valve Failures in Raw Hater Cooling Sys of Diesel 
Oenorators " 

BAYNE. J P Power Authority of the State of New York 03/10/07, 
VASSALLO, D fi Operating Reactors Branch 2 6pp 20704 005. S4X 
Fiche 50-333, 03/ 10/07, 831 0170400. 


8310140196 Forwards Rev O to "Plant-Unique 
Suppression Chamber, " Mark I containment 
reptiper acceptance criteria in App A to 
BAYNE, J P Power Authority of the State 
VAfiBALLO, D 8 Operating Reactors Branch 
Fiche 50-333,83/10/11,8310140196 


Analysis Repfc of Torus 
program technical 
NUREa-0661 

of New York 83/10/11 
2 Ip 20762 004 24X 


--8310140202 Rev 0 to "Plant-Unique Analysis Rept of Torus Suppression 
Chamber, '* Mark 1 containment program technical rept for 
James A Fitzpatrick Nuclear Power Plant 

* Taledyne Engineering Services TR-5321-1 ROO 83/08/11 
i44pp 20762 006 24X Fiche SO-333, 03/10/1 1, 8310140196 


0300300759 lE Info Notice 03-67, "Emergency Us* Respirator Matl Defect 
Causes Productioni of Noziout Oases," Bvc Hit end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Responae (Post 030103) 83/10/11 Consolidated Edison Co of New 

York, Inc U7pp 21043,073 24X Fiche 50-000,03/10/11,0308300739. 


8300300761 IE Info Notice 03-68, "Respirator User Naming Defective 
Self-Contained Breathing Apparatus Air Cyllnileps " Bvc list 
end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Responae (Post 830103} 03/10/11 Consolidated Edison Co of New 

York. Inc 120pp 20827 129 24X Fiche 50-000,83/10/11,0308300761 


0310310043 Forwards revised offsite dose calculation manual Primary 
changes reflect recalculated XOO/DOQ values 6 mod to 
calculation methodology 

BAYNE, J P Power Authority of the State of New York 03/10/26 
VASSALLO. D B Operating Reactors Branch 2 Ip 20947:200 24X 

Fiche 50-333,03/10/26,0310310043 


8310310364 Submits supplemental response to IE Dul latin 00-16, 
"Potential Hisappl 1 cation of Rosemount, Inc Models 1151 h 
1152 Pressure Transmitters W/Elther A or D Output Codes " 
Transmitters will he replaced 

BAYNE, J P Power Authority of the State of New York, 03/10/11. 
MURLEY.TE Region 1, Office of Director 2pp 20959'0B9 24X 

Fiche 50-333, 83/10/11,0010310364 


— 0310310046 Revised offsite dose calculation manual 

* Power Authority of the State of New York 03/10/31 S32pp 
20947 231 24X Fiche 80-333,03/10/26,0310310043 


Q Inspection reports, IE Bulletins b correspondence 


G308300340 IE Info Notice 83-61, "Alleged Use of Btond-lns for Welder 
Qualification Tests " Bvc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103}. 83/09/26 Consolidated Edison Co of New 

York, Inc ll7pp, 80754.022 24X Fiche 50-000,83/09/26,8308300340 


8308300342 IE Info Notice 03-62, "Failure of Redundant Toslc Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " 8vc list end 

■JORDAN, E L Division of Emergency Preparedness 6 Engineering 
ftesponse (Post 030103) 03/09/26. Consolidated Edison Co of New 

York, Inc li6pp 20777-210 24X Fiche 50-000,83/09/26,0300300342 


83DB300345 IE Info Notice 03-63, '^Potential Failures of Westlnghouse 
Type SA-1 Differential Relays " Bvc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Fesponse (Pest B30i03> 03/09/26 Consolidated Edison Co of New 

York, Inc ttBpp 20770 001 24X Fiche, 50-000, 03/09/26, 0308300345 


8300300349 IE Info Notice 03-64, "Lead Shielding Attached to 
Bafety-Related By* W/o 10CFR50 59 Evaluation " Bvc Het 
■ net 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Fesponse (Post 030103) 83/09/29. Consolidated Edison Cp of New 

York, Inc, 115pp 20716-324 24 X Fiche, 50-000, 03/09/29, 0308300349 


0310190157 Forwards IE Insp Rept 50-333/03-18 on 830801-0905 No 
noncomp 1 lance noted 

STARDSTECKir R Division of Project b Resident Programs 83/10/05 
HCNEILL, C A. Power Authority of the State of New York 2pp 
20020 316 24X Fiche 50-333,83/10/05,0310190157 


8310180551 Notification of 831021 meoting w/BHR licensees In Bithtsda, 
MD to discuss future Insp s for Intergranular stress 
corrosion cracking. 

KIRAOLlAiF. J Assistant Director for Safety Assessment 63/10/14 
EISENHUT. D. 0 Division of Licensing 5pp 20023:358 24X 

Fiche 50-000.83/10/14.8310100351 


R Periodic operating reports b related correspondence 


8310120435 Monthly operating rept for Bept 1983 W/B31006 Itr, 

COOK, J. , MCNEILL, C. A Power Authority of the State of New York 
03/09/30 NRC - No Detailed Affiliation Oiven 12pp, 20690-301 

24X Fiche 50-333,03/09/30,8310120435 


S Reportatle occurrences, LERs b related eorrespondince 


8310210329 Responds to FDIA request for all documents re significantly 
high rate of equlpjoent failures for OE BWR/4 rated at 2,436 
NN Forwards App A documents Documents also available in PDR 
FELTON, J.M Division of Rules and Records. 03/07/20 HAFNER, B 
Suffolk Nuclear Study Oroup 2pp 20BB2 223 24X 

Flcho: 50-000, 63/07/20,8310210329 


— 8302020202 Bummarizes evaluation of LERs for 1902 in support of 
upcoming BALP review Licensee performance adequate. 

SEYFRIT, K V Reactor Operation* Analysis Branch. 83/01/26 
8TAR08TECKI, R Division of Project b Resident Programs 3pp 
20002 254 24X Fiche 50-000,03/07/28,8310210329. 


6310060069 Updated LER e3-O23/0lX-l on 83P607, water seepage discovered 
from uield in stainless steel pipe section of control rod 
hydraulic return line Control rod drive hydraulic return 
line cut b capped at vessel nozile N/B3090B Itr 

FERNANDEZ, W , MCNEILL, C A Power Authority of the State of New York. 

83/09/01. HURLEY, T E Region 1. Office of Director 2pp. 

20647: 105 24X Fiche 50-333,83/09/01,8310060089 
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8310190150 LER Ba-OaB /03L-0 on eaOB23i instrumant 0a~3-PS-52fl Betpaint 
found at 444 pBigrbalou T«ch S|>ac limit of 4S0 p^iff Caused 
l>g instrumant drift Suritch latpolni Immadtatalg ad|UBted & 
besting frequency increased U/8309i? Itr 

MCNEILL/ C A Power Authority of the State of New Yorli 83/09/19. 
HURLEY. T E Region 1. Office of Director 2pp 20820 252 24X 
Fiche 50-333/ 03/09/19, 83101901 SO 


8310190213 LER B3-03a/03L-0 on 030903, during fost-niod scran test at 
SOX rod dansityi tuio of four scran Instru/nent vol drain 
valves failed to close in specified tine frame Caused by 
contact ’between handwheels ii object W/B30919 Itr 

BERNSTEIN, B , MCNEILL. C A Power Authority of the State of New Yorh 
03/09/19 MURLEY.T E Region 1. Office of Oirector 3pp 
2Oai0 034 24X Fiche 50-333.83/09/19,0310190213 


&310200134 LER 03-O29/O3L-O on 830029. hydraulic snubber Hl2:-94 
(12-1-8-201 failed to lockup in compression uhen tested 
Caused by poppet spring lodged between conpresston poppet L 
seat. Modified valve assembly installed U/03O921 Itr 
MCNEILL. C A Power Authority of the State of New York 83/09/21 
HURLEY. T E Regiati 1. Office of Director Spp S0B3& 341 24X 

Fiche 50-333.03/09/21,8310200134 


DOCKET SO-334 BEAVER VALLEY POWER STATION. UNIT 1 


F Security, medical, emergency fire protection plans 


8310040561 Forwards "Program Plan For Implementation of Control Room 
Design Nevleui of Beaver Valley Power Station.'* following 
gitidelinas in Suppl 1 to NURE0-0707. p er Generic Ltr 82-33 
CAREY, J J Duquesne Light Co 03/09/29 EI5ENHUT. D 0 Divio ion of 
Licensing 3pp 20622 163 24X Fiche 50-334,83/09/27.8310040561 


— 83100405&9' '’Program Plan For Implementation of Control Room Design 
Review of Beaver Valley Nuclear Power Station " 
e Duqwesne Light Co 03/07/27 80pp 20622 16B 24X 

Fiche 50-334. 03/09/27, 0310040561 


031O14O2OB Forwards three-shift schedule for manning control room 
w/exl3ting control room supervisory complcoieni list of 
addl personnel undergoing training Forms for addl personnel 
will be forwarded during wk of 031003 

CAREY, j yj Duquesne Light Co 83/09/29 MURLEY. T E Region 1. 
Office of Director 2pp 20762 330 24X Fiche 50-334.03/09/29. 

B31O14O2O0 


83101900B2 LER 03-O34/O3L-O on 830906. during surveillance on average 
powar range monitor C. downscale trip level setting found 
low Caused by instrument dri f t. Moni tor adjusted testing 
frequency increased W/e3092a ltr 

LINDSEY, D J . HCNElLLrC A Power Authority of the State of New York 
03/09/23 MUFLEV* T. E Region i, Office of Director 2pp 
20822 260 24X Ftche 80-333.03/09/23,0310190082 


8310100^32 Forwards "Comparison of Beaver Valley Power Btation Dost? 
Projection Hethodology vs NRC Interactive Rapid Dqse 
Assessment Model," due to NRC reported dose projection 
results from recent emergency planning exercise 

CAREY. J J Duquesne Light Co B3/10/03 VARGA. Q A Operating 
Reactors Branch 1 3pp 20799 050 24X Fiche 50-334.83/10/03. 

B3I01B0432 


8310070301 Potential Part 21 rept re underrange characteristic of 
Modal N-EllOM transmitter Underrang* rero offset may occur 
uhtn transmitter Initially pressurlxed from atmospheric to 
supprssstd lira input End users notified 

BERBEftlAN.M J Foitoro Corp 83/09/30. Director's Office. Office 
of Inspiction and Enforcement lipp 20651.064 24K 

Fiche. 90-000, 03 /09/SO. 03 1 007030 1 


6310238412 LER B3-041/04T-0 on 830923, environ radi ologl cal monitoring 
sample ravealid mollusiis «. periphyton exceeded iO tines 
control sanpl* for Hn-54 I. Ca-60, respectively Caused by 
high bioeccumulatian factor U/eSlOOS ltr 

80LINI.U A , MCNBILL»C A Power Authority of the Qtaie Of New York 
83/10/09, HURLEY. T E Region Office of Director 7pp 
20897 247, 24X Fich* 50-333.83/10/05,0310290412 


8310250989 LER B3-040/03L-0* on 830921, while performing valve lineup fo 
sampling using post-accident sampling sys. containment 
hydrogen L oxygen return line C. affected syi Isolated Caused 
by failure to open solenoid operated valve W/031005 ltr 
HERRMAMN, T . MCNEILL^C A Power Authority of the State Of New York 
83/10/09 HURLEY. T E Region It Office of Director Spp, 

20901 293 24X Fiche 50-333, 03/10/05. 0310290589 


— 8310180434 "Comparison of Beaver Valley Power Station Dose Projection 
Methodfllogg vs NRC Interactive Rapid Dose Assossment Model " 

LA ViEiS F Duquesne Light Co 83/0B/31 41pp 20799 093 a4K 
Fiche 50-334,03/10/03,0310180432 


0310200007 Forwards IE Insp Repts 50-334/03-19 L 90-334/83-23 on 
830016-0912 & 0922—23. re spec tively Enforcement conference 
scheduled for 831011. par 830926 teUon. 

STAROBTECKI, R Division of Project L Resident Programs 83/10/03 
CAREY. J J Duquesne Light Co 3pp 20837 012 24X 

Fiche 50-334f 83/10/03.0310200007 


■8310200010 IE Insp Rept 50-334/03-19 on 830016-0912 None omp I lane a 
noted failure to perform surveillance test within required 
time period Ik RHR sys Inoperable 

TROSKOSKliM 11 , TRIPP, L E, Region 1. Office of Director 
03/09/29 17pp 20037 015 24X Fiche 50-334, 03/10/03, 0310300007 


8310240146 Forwards emergency preparedness plan implementing 
p roceduras, Issue 7, Rev 2 (J/o oncl 

flIEBER. J D Duquesne Light Co 03/10/07 VAROA, 8 A Operatiil0 
Reactors Branch l. 2pp 2O00J 171 24X Fiche 50-334.03/10/07, 

8310240146 


0310250614 LER 03-O37/O3L-O: on 83091 5, uih i le conducting surveillance 
testing on drywill high pressure lultchei for reactor 
protection 6 euto depres lurl ration sys, setpoint found less 
Setpoint adjusted W/e31009 Ur 
Authority of the fltat* of New York 83/10/09. 
HURLEY,! E Region 1. Office of Director Spp S0900 269 24X 

Fiche 90“333i 03/10/05. 831025061 4. 


0310200140 Forwards notice of one-time exemption from scheduler 
requirements of 10CFR50, App C, Section IV F. allowing annual 
amergency preparedness exercise to be conducted no later 
than 840630 

VAR0A,6 A Operating Reactors Branch 1 83/10/12 CARC/. J U 

Duquesne Light Co 3pp 20965 077 24X Fiche 90-334.03/1(3/12. 

8310280140 


8310310203 LER 03-O33/O3L-O' on 830905 fi, 07. during startup b ascension 
to power while inerting drywa 1 1, torus level fell below Tech 
Bpee requirements Caused by water block in dry leg of level 
transmitter Dry leg vented W/B31009 ltr. 

Power Authority of the State of New York, 83/10/05 
HWLEY, T E Region 1. Office of Director 3pp 20956 329 24X 
F i c h • ' 5 0-333, 83/10/ 05. 03 1 0310203, 


-8310280142 Exemption from 10CFR50,App E. Section IV. F liallowing mnnuAl 
emergency preparedness exercise to be conducted no later 
than 840630 

EISENHUTi D 0 Division of Licensing 83/10/12 Duquesne Light 
Co 3pp 20965 000 24X Fiche 50-334.83/10/12,8310280140 


10140082 PNO-I-Bb- 1 09 on 831007. se 1 imlc event occurred in 
jortheastern U8 w/magnltude of S 2 on Richter scale in NY 
J ** o ^ damage to equipment identified 

Rbfllon I, Office of Director 83/10/07 Jp 20766 
24X Fiche 50-000,83/10/07. 0310140062 


830914. during testing on high drywel) 
^1**^^*^* »wltche*j ECC8 actuation occurred, resul ting in 
• tarting of core spray pumps A It B« HCPI, standby gas 

^ emergency diesel generators N/831014 ltr. 

Munitb 4 / State of New York. 83/10/14 

nWLEYtT E Region 1, Office of Director. 3pp, 20095 339 24X 

Fiche: 90-333, 03/10/ 14, 0310250296 


P Operating license stage documents 8, correspondence 


8310120357 Forwards propoisd rev to updated F8AR re reanalysis of LOCA 
radiological consequencs analysis I, supporting documentation 

CAREY. J J Duquesne Light Co 03/09/28 DENTON, H ft Office of 
Nuclear Reactor Regulation, Director. 290pp 20691 052 24X 

Fiche 50-334.83/09/20.8310120257 


0310130100 Forward* Amend 72 to License DPR-66 6 safety evaluatlbn 
Amend clarifies intent of Amend 49 dtd 820330 adding two 
footnotes to Sactions 3 7 12 4 7 12 re snubbers 

TAM, P s Operating Reactors Branch I 03/09/30 CAREY, J J 
Duquesne Light Co 3pp 20777 158 24X Fiche 50-334,03/09/30, 

8310130188 


License DPR-661 c lar i f y ing intent of Amend 49 Hi 
020330 by adding two footnotes to Section* 3 7 J2 8^ 

4 7 iG.Footnotf 1 defines sys that require operable snubbers 
during Modes 566 

VAROA, 0 A Operating Reactors Branch 1, 83/09/30 

20777 161 24X Fiche, 90-334.83/09/30. 0310130188 


5pp 
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— 6310130193 Safety evaluation supporting Amend 72 to License DPR-66 
* Office of Nuclfiar Reactor Regulation! Director B3/09/30 2pp 
20777 166 24X Fiche S0-334 j 03/O9/3O» 8310130100 


S310L4D171 Forwards interim regulatory position re compliance 
i»(/lQCFR55 3He) re reactor operator or senior reactor 
operator requa 1 i fi ca t i on Plant manager or designee should 
revletii each operator returning to licensed functions 
STAROSTECKf, R Division of Project 8< Resident Programs 03/09/30 
CAREV^J yf Duquesne Light Co 4pp 2076? 004 24X 

Flthe 50-334,03/09/30.8310140171 


6310210230 Forwards Rev 1 to '^Reload Safety Eval uat 1 on, Beaver Vi^alleg 
Nuclear Plant Unit liCycle 4 " 

■CAREVrJ vl Duquesne Light Co 03/10/11 VAROA. 0 A Operating 
Reactors Branch 1 3pp 20052 017 24X Fiche 50-334,03/10/11, 
8310210230 


— 6310-2I024'0 Rev 1 to "Reload Safety Evaluation, Beaver Valley Nuclear 
Plant Unit IrCycle 4 '* 

PETflARCA,0 J Duquesne Light Co 03/09/30 16pp 20802 020 
a4X Fiche 50-334,83/10/1118310210230 


3310210351 Requests remittal of addl fees due For 021123 & 830714 
req^uests for Tech Spec change re safety-related hydraulic 
srufabors Sr main feedwater p iping, respec t Ively 

MILLER, W 0 License Foe Management Branch 83/10/14 CAREY, J J 
Duquesne Light Co Ip 20002 361 24X Fiche 50-334,83/10/14, 

0310210351 


0310270154 Forwards response to 030028 request For addl info re N-1 
loqp operation Any asymmetries existing due to N-1 loop 
operation have little or no Impact on power dl str ibution, DND 
limits Sr Fuel Integrity 

CAREY, J J Duquesne Light Co 83/10/21 VAROA, S A Operating 
Reactors Branch 1 lOpp 20924 142 24X Fiche 50-334,83/10/21, 

B3JO270IS4 


O Inspection reports, IE Bulletins Sr correspondence 


□31D040'400 Forwards two revised pages to "Reactor Vessel Insorvlce Insp 
Refueling Outage Coro I-II Kept, '* submitted on 610205 
CAREY, %J J Duquesne Light Co 83/09/22 VAROA, 8 A Operating 
Reactors Branch 1 Ip 20619 029 24X Fiche 50-334,83/09/22. 

8310040400 


— 8310040411 Revised pages to "Reactor Vessel Inservice Insp Refueling 
Outage Core I-II Rept " 

* Duquesne Light Co 83/09/22 3pp 20619 031 24X 

Fiche 50-334,83/09/22,8310040400 


8310060341 Forwards IE Enforcement Conference Rept 50-334/83-16 

MARTIN, T T Division of Engineering 8, Technical Programs 83/09/22 

CAREY, J J Duquesne Light Co 2pp 20646 131 24X 

Fiche 50-334,83/09/22,8310060341 


— 8310060349 IE Enforcement Conference Rept 50-334/83-16 on B30901 Major 
areas discussed actions of radiological controls personnel 
during entry, use of untimely survey of radiation haiards «< 
responsibility of workers to maintain safety practices 
MCDRIDEfM , SHANBAKV, M Region 1, Office Of Director 83/09/15 
2pp 20646,133 24X Fiche 50-334, 83/09/22, 0310060341 


0308300340 IE Info Notice 83-61, "Alleged Use of 8tand-Ina for Mulder 
Qual i F 1 cat i on Tests " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Past 830103} 03/09/26 Consolidated Edison Co of New 

York. Inc ll7pp 20754 022 24X Fiche 50-000,83/09/26,8308300340, 


B30G3D0342 lE Info Notice 63-62, "Failure of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " 8vc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 630103) 83/09/26 Consolidated Edison Co of New 

York. Inc J 16pp 20777 210 24X Fiche 50-000, 03/09/26, 8308300342 


0306300345 lE Info Notice 83-63, "Potential Failures of Westinghouse 
Type 8A-i Differential Relays " 0vc list end. 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/09/26 Consol i dated Edison Co of New 

York, Inc LlBpp 20770 OOi 24X Fiche 50-000,83/09/26,8308300345, 


B308300349 IE Info Notice 83-64, "Lead Bhielding Attached to 
Safety-Related 8ys W/o lOCFRBO 59 Evaluation " Svc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness S( Engineering 
Responie (Post 830103) 83/09/29 Consolidated Edison Co of New 

York, Inc 115pp 20716 324 a4X Fiche, 50-000, 03/09/29, 8308300349, 


8310200007 Forwards IE Insp Repts 50-334/83-19 & 50-334/03-23 on 
830816-0912 N 0922-23, re spec tive 1 1 | Enforcement conference 
scheduled for 831011, per 830926 telco-n 

STAROSTECKI, R Division of Project (c Resident Programs 83/10/03 
CAREY. J J Duquesne Light Co 3pp 20837 012 84X 

FlchH 50-334,83/10/03.8310200007 


— 8310200010 IE Jnsp Rept 50-334/83-19 on 030816-0912 NoncompHance 
noted failure to perform surveillance test within required 
time period ti RHR sys inoperable 

TROSKOSKI.W H , TRIPP, L E Region 1, Office of Director 
83/09/29 17pp 20037 015 24X Fiche 50-334,83/10/03,8310200007 


— 0310200021 IE Insp Rept 50-334/03-23 on 030922-23 NoncompHance noted: 
failure to follow administrative 6 managerial controls per 
Tech Specs re river water ays 

TR08K0SKI.M M . TRIPP, L E Region 1, Office of Director 
03/09/29 7pp 20B37 032 24X Fiche 50-334,03/10/03,8310200007 


0310190246 Forwards IE Insp Rept 50-334/83-18 on 830822-26 No 
fioncomp Hance noted, 

MARTIN, T T Division of Engineering it Technical Programs 03/10/05 

CAREY, J J Duquesne Light Co 2pp 20818 121 24X 

Fiche 50-334,03/10/05,0310190246 


— 0310190251 IE Insp Rept 50-334/03-18 on 830022-26 No nontompl iante 
noted Major areas inspected previous Insp find ings, personnel 
qua! 1 f i cati ons, or ganiiation i administration, OA program 
annual review, QA/OC program administration l< audits 
BI88ETT, P H , 8HAU6, E T Region 1, Office of Director. 

CAPHTON, D L Division of Engineering it Technical Programs 
83/09/30 9pp 20010 123 24 X Fiche 50-334,03/10/05,8310190246 


8308300378 IE Lnfo Notice 03-65, "Surveillance of Flow in RTD Bypass 
Loops Usod in Nestlnghouse Plants " 8vc list end. 

JORDAN. E L Division pf Emergency Preparedness S, Enganearing 
Response (Post 830103) 83/10/07 Consolidated Edison Co of New 

York, Inc 76pp 20827 213 24X Fiche 50-000,03/10/07,8308300370 


8308300752 IE Info Notice 83-66, "Fatality at Argentine Critical 
Facility " Svc list end 

JORDAN* C L Division of Emergency Preparedness fc Engineering 
Response (Post 630103) 03/10/07, Consolidated Edison Co pf New 

York. Inc 79pp 20802 026 24X Fiche 50-000,03/10/07,8300 300752 


0300300759 IE Info Notice 03-67, "Emergency Use Respirator Matl Defect 
Causes Production of Noxious Oases " Svc list encl 
JORDAN* E L Division of Emergency Preparedness S, Engineering 
Response (Post 830103) 03/10/11 Consolidated Edison Co. of New 

York, Inc 117pp 21043:073 24X Fiche 50-000,83/10/11,0300300759 


8300300761 IE Info Notice 03-68, "Respirator Vsar Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " Svc list 
enc 1 

JORDAN* E L Division of Emergency Preparedness li Engineering 
Response (Post 830103). 03/10/11 Consolidated Edison Co of New 

York, Inc 120pp 20027' 129 24X Fiche 50-000,03/10/11,8300300761. 


031OISO316 Ack receipt of 830922 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-334/83-14 
STARDSTECKI.R Division of Project b Resident Programs 83/10/11 
CAREY, J J Duquesne Light Ca Ip 20006 234 24X 

Fiche 50-334,03/10/11*8310180316 


— 8310100322 Responds to NRC 830823 Itr re ylolations noted In IE Imp 
Rept 50-334/03-14 Corrective actions river water header 
expansion joints clearly tagged utlllxing stainless steel 
binding type tags 

CAREY, J J Duquesne Light Co 83/09/22 STAROSTECKl , R Division 
of Project it Resident Programs 2pp 20006’ 235 24X 

Fiche 50-3344 83/10/11,8310100316 


0310270052 Discusses IE Insp Rept 50-334/83-16 on 830005 it forwards 
notice of vlolati un. Vi elation re occupational radiation 
exposure categorized as Deverity Level ID Due to prompt 
reporting*no civil penalty lulll be issued 

MURLEY, T. E Region li Office of Director 83/10/11 CAREY, J. J. 
Duquesne Light Co 3pp 20924 115 24X Fiche 50-334*83/10/11, 

8310270052 


— B31Q27005G Notice of violation from Insp on 030005 NoncompUance noted: 
radiation protection policies not properly implemented, 
a Region 1* Office of Director. 03/10/U 2pp 20924 IIB 24X 
Fiche 50-334,83/10/11,8310270052 


R Periodic operating reports & related correspondence 


0310190019 Monthly operating rept for Aug 1983 1^/030907 Ur 

HOLTZ, J U , CAREY, J J Duquesne Light Co 83/09/07 NRC - No 

Detailed Af f I Hat 1 on Given Spp 20822’ 034 24X 

Fiche 50-334,03/09/07*0310190019 
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3 RtpoTtflble occurrencesj LERs k rglate^} carTt 


3310230010 ntqu«4t» that LER aS-oai/OSL-O be wttbtlTawn baaed on 
InvBitijation which rev*«l«d that eurvelllanee teat cotrtplieB 
u)/requl«ite actiaTis ^or limiting condition for Tech 
Spec 3 ^ 9 re core reload 

LACEY. W S Duquesne Light Co 03/09/29 ALLAN. J M Region 1. 
Office of Director 3pp 20934 104 a4){ Flche 50-334.03/09/59. 

3310230010 


8310060040 PNO“I-B3-09eA atrike of Inti Brotherhood of Electrical 
Uorkera poisible after contract etpiree Union meeting ta 
vote on licensee proposal set for 031005 Ltcansee 
contingencies in event of strike acceptable 

TRIPP. L , KEirUQ.R Region 1. Office of Director 03/09/30 Ip 
S0647 004 24X Fiche 50-334,83/09/30.0310060040 


831013039S Notification of Significant Licensee Meeting 83-62 on B310U 
in King of PrusaiajPA to diicuss separate events lr> which 
RHH eyi If ivc water pump inoperable 

TRIPP, L.E Region 1, Office of Director B3/I0/05 Region J. 
Office of Director Ip 20770 334 24X Fiche 50-334.03/10/05, 

0310130395 


0310250546 LER D3-032/03L-0 on 830907, flaw rate of 36.056 cfm meaeored 
through train B filter hank Caused by plugged prefllter 
Prefilter replaced 11/031007 Itr 

LACEY, U 8 Duquesne Light Co 03/10/07 ALLAN. J M Region I, 

Office of Director 4pp 20901 050 24X Fiche 50-334,03/10/07. 

8310290546 


8310250995 LER 03^O24/O3L-O on 830918, during core subcooHng monitor 
furveillanc* test to check channel behavi or, moni tor found to 
be reading erroneously Caused by loose connector within 
unit Connector repaired U/B31007 Itr 

DRUOA.R.J I LACEY, U S Duquesne Light Co 83/10/07 ALLAN, J M 
Region i, Office of Director 4pp 20900 306 24X 

Fiche 90-334,83/10/07, 031O25O59& 


— 831017D230 "App R Cables N/Fire Area Routos, *' for Florida Pouer l< 
Light Co, Bt Lucie Nuclear Power Station 

* Ebasco Services, Inc ieubs of Enoerch Corp > 03/09/20 

104pp 20705 111 24 X Fiche DO-OS'S, 83/ 10/07, 031 0170222 


— 0310170325 "App R Equipment k Cables By Fire Area," for Florida Power 
t< Light Co,0t Lucie Nuclear power Station 

» Ebasco- Services, Imc (subs of Hnserch Corp > 83/09/20 

17lpp 20705 218 24X Fiche 50-333,03/10/07,9310170222 


P Operating license stage documents & torrcspondence 


8310070102 Forwards Amend 61 to License DPR-67 k safety evaluation 
Amend revises limiting conditions for operations k 
surveillance requirements for 125-valt dc batterieE in 
congunctlon w/mods to sys 

6EUL3, D E aperatins Reactors Branch 3 03/09/22 UHRIO,R E 

Florida Pouior tc Light Co 2pp 206B0 206 24X 

Fiche 50-335, 83/09/22, 8310070102 


--9310070183 Amend 61 to License DPR-67, revi s ing limiting conditions for 
operation 6 surveillance requirements for ISS-volt dc 
batteries in conjunction w/mods to sgs 

MILLER, J R Operating ReactorE Branch 3 B3/09/2S 5pp 

20680.258 24X Fiche 50-335,03/09/22,8310070182 


— 0310070106 Safety evaluation supporting Amend 61 to License DPR-67 
« NRC - No Detailed Affiliation Given 83/09/22 2pp 
20680 265 24X Fiche 50-335,83/09/22,0310070102 


0310110483 Forwards safety evaluation re NUnEG-0737, Item II Q 3, 
'•Post-Accident Sampling Sys (PASS) " Core damage estimate 
procedure including comparison of PASS data w/other plant 
parameters, should be provided Item complete 

MILLER, UR Operating Reactors Dranch 3 03/09/20 UHRIO. R E 

Florida Power i< Light Co 13pp 20714 320 24X 

Fiche 50-333,03/09/20,0310110403 


DOCKET 50-335 ST LUCIE PLANT, UNIT I 


F Security, medical, emergency k fire protection plans 


9310060490 Rileeses public version of revised offnormal emergency 
operating procedures 

FELTON. J N Division of Rules and Records 63/09/22 Document 
Management Dranch ip 20650 299 24X Fiche 50-335, 63/09/22, 

03 10060490 


—8310060492 Forwards public version of revised offnormal t, emergency 
operating pro-caduretr Including Procedures 1-0910032 re 
auxiliary transformer offnarmal operation k £-1010030 re 
loss of Instrument air 

WIETHV,C M Florida Power & Light Co 03/09/12 Director's 
Office, Office of Inspection and Enforcement Ip BOA50 300 24X 

Fiche 50-335,83/09/22,8310060490 


— B310060474 Public version of revised oflnormal k emergency operating 
proce durfi I Including Procedures 1-0910032 re auxiliary 
transformers offnormal operation k 2-1010030 re los# of 
instrument elr 

PETRIE, L Florida Power k Light Co 83/09/01 6(>pp 20650 301 

24X Fiche 90-335, 83/09/22, 831 00604 90 


6310250400 Forwards IE Insp Repts 50-335/83-30 k 3O-3B9/03-50 on 
B30829-0902 No noncomp liapce noted 

DANCE, H C Division of Project & Resident Progpemj 03/10/05 
UHRIO, R E Florida Power k Light Co 2pp 20097 256 24X 

Fiche 50-335. 83/10/03, 0310250400. 


D310130397 Summary of 630922 meeting w/util, Exxon S< C-E re organiiation 
U content of final rept being prepared for NRC review prior 
to restart Heating to review entire final rept scheduled far 
mid-Dec Viewgraphs end, 

SECLSrD E Dperatlnp Reactors Dranch 3 03/10/05 Operating 

Reactors Dranch 3 I5pp 20771 012 84X Fiche 50-335,03/10/03. 

8310130397 


0310310125 Forwards safety evaluation based on review of 020103 
submittal adopting C-E Owners Group analysis on TMI Action 
Item 11 K 2 17r "Potential for Voiding in RC8 During 
Transients " Analysis acceptable item complete 
MILLER* JR Operating Reactors Branch 3 63/10/05 UHRIO, R E 

Florida Power k Light Co 9pp 2096S 332 24X 

Fiche 50-335,83/10/05,0310310125 


6310130009 Discusses reactor vessel internals k thermal shield k plant 
recovery program Outline of final rept of integrity 6 
stability of Internals w/o thermal sh 1 el d, presented at 
830922 meeting. end Info submittal dates listed, 

UHRIO. R E Florida Power k Light Co 63/10/06 MILLER, J R 
Operating Reactors Branch 3 15pp 20726.274 24X 

Fiche 50-335,83/10/06.0310130009 


0310170008 Forwards Franklin Research Ctr "Operating Reactor PORV Repls 
■(F-37) TMI Action Plan Requirements. C-E Owners Group 
(CEN-145it" technical evaluation rept 8r safety evaluation 
supporting responses to TMI Items 11 K. 3 1 !< 11 K 3.2 
MILLER, JR Operating Reactors Branch 3 83/10/06 UHRIO, R E 

Florida Power k Light Co 3pp 20013 135 24X 

Fiche 30-335,63/10/06,6310170088 


— 8310290409 IE Insp Repts 50-335/03- 30 & 50-309/83-56 on 630029-0902 No 
noncojipl ianci noted Major areas Inspec ted* changes to 
emergincy preparedness program, shl ft staffing & augmentation 
b dote calculations k astetsmsnts 

HUFFMAN, G N , BTODDARt, P O Region B. Office of Director 
JENKrNB,0 R Division of Engineering It Operational Programs 
83/09/30 lOpp 20897 259 24X Fie h* 50-335, 83/10/05, B31 0250400 


M 01 70222 Forwards draft emergency operating pracedura, "Alternate 
Shutdown" k indicts "App R Cables H/Fire Araa Routes" 8c 
"App R Equipment I, Cables by Fire Area." per 10CFR50, App R, 

Section ni G 3 requirement* 

UHRIO, R E Florida Power 6 Light Co 83/10/07 EI8ENHUT, D 0 
Division of Licensing 9pp 20705 080 24 X Ficht 50-333,03/10/07, 

B31 0170222 


*0310170224 Draft emergency operating Procedure 1-0030142, "Aliarnata 
0hutiiown " 

a Florida Ppwer k Light Cn. 03/09/27 I4pa. 207B5 097 24X 

Fiche, 50-335, 83/ 1 0/07, B3 1 0 1 70222 


— 0310170092 Safety evaluation supporting C-E licensee response* to 
NUREO'0737. Item II K 3 a, "Rept on PDRVs '* 
a NRC - No Detailed Affiliation Given 83/10/06 62pp. 

20013-130 a4X Fiche 50-335,03/10/06,8310170008 


6310100208 Application for amend to Licenses DPR-67 k NPF-16, rovi sing 
facility urganiiation chart I, modifying definition of 
shift technical advisor function 

WILLIAMS, J W. Florida Power 8c Light Co 83/10/12 E18ENHUT. D 0 
Division of Licensing 3pp 20808:217. 24X Fiche 50-335,83/10/12, 

0310100200 


— 0310100211 Proposed Tech Bpecs, revising facility organixatltsn chsrk I, 
modifying definition of shift technical advisor function 
Safety evaluation «ncl 

» Florida Pdwar k Light Co B3/l0/i2 6pp 20008 220 24X 

Ficho 50-335, 63/10/12, 8310180200. 
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O31O1Q02S4 rorward* fiev 3 to recovery p l<in listing post-core support 
barrel approximate repair flushing time Remaining info 
lufairlttal dates listed Thermal shield failure analysis uill 
be submitted by QC110S7 

UlLLIAMBiJ U Florida Power it Light Co 03/10/13 MILLER, J R 
Operating Reactors Branch 3 3pp ZOOOS 341 24X 

Fiche S0-335J 03/10/13. 3310180254 


0310240140 Responds to 030916 telcon req.ue5t for addl info on Franklin 
Research Ctr technical evaluation rept^tteoi 114 re Fisher 
St Porter presstire transmitter Transmitter inoperability uillj 
not affect safety sys If failure occurs 

MlLLlAMSi J W Florida Power it Light Co 03/10/19 MILLER, J R 
Operating Reactors Branch 3 ip 20801 170 34X 

Flche 30-335,03/10/19*0310240140 


0310270120 Provides amended safety evaluation S< determination of no 
ligniflcant hazards In response to concerns re N8HC 
deterail nati on submitted w/830023 proposed license amend re 
peaking factor it load follow power peaking penalty 
WILLIAMS, vl W Florida Power it Light Co 83/10/21 EISENHUT, D G 
Oivlslon of Licensing 3pp 20924 109 24X Flche 50-335,83/10/21, 

8310270120 


0310200082 Provides schedule for submittal of core damage assessment 
procedure, e 1 eventh criterion of NURH0-0737i Item II B 3, 

'^PDit— Accid ent Sampling Bys, Procedure will be submitted 
prior to startup following Fall 1904 refueling outage 
WILLIAMS, J.W Florida Power it Light Co 83/10/25 MILLER, J R 
Operating Reactors Branch 3 Ip 20934 103 24X 

rkcho.S0-335r 83/10/25, 831 0200088 


3310200153 Forwards proprietory '^Failure Mechanism Analysts Program 
Rept withheld (ref 10CFR9 3(4)) 

WILLIAMS, J U Florida Power t Light Co 83/10/25 MILLER, J R 
Operating Reactors Branch 3 5pp 20929 276 24X 

Plehe 50-335,03/10/25,0310200153 


0310310015 Forwards Class I li Class JI fees for 831012 application to 
amend Licensis DPR-67 k HPF-lh U/o end 

WILLIAMS, J.W Florida Power k Light Co 83/10/26 EIBEMHUT,D G 
Division of Licensing Ip 20747 105 24X Flche 50-335, 83/10/26, 

0310210015. 


0 Inspection reports* IE Bulletins L correspondence 


B3083D034S IE Info Notice 83-63, ^'Potential Failures of Westinghouse 
Type SA-1 Differential Relays,*' 9vc list end 
\fOROANi E, L Division of Emergency Preparedness L Engineering 
Reeportse (Post 830103) 83/09/26 Consolidated Edison Co of New 

York, Inc il8pp 20778 001 24 X Flche 50-000,83/09/26.8308300345 


0310040447 Forwards IE Insp Ropts 50-335/83-27 4« 50-389/83-52 on 
830611-0710 No none amp 1 iance noted, 

OANCE.H C Division of Project 8< Resident Programs 03/09/14. 

UHRIO, R E Florida Power k Light Co, 2pp 20625 205 24X 

riche: 30-333, 03/09/14, 8310040447 


--831004 0 4 54 IE Insp Repts 50-333/03-27 k 50-309/03-52 on 830611-0710 No 
noncompl iance noted Major areas inspected malnt L 
surveillance observations, p lant operations, IE bulletins k 
drew lars, LERs, 8ER followup k PAD item followup 
ELROD, 8 A I BlBDiH E Region 2, Office of Director JULIAN, C. 
Division of Project 8, Resident Programs. 83/09/13 I7pp 
20625 207 24 X Flche 50-335,83/09/14,8310040447 


□310040409 Confirms telcon re 831021 mgt meeting in Miami, FL to discuss 
reculis of first phase of 8ALP revlsw for period Jul 1902 - 
■Jurna 1963 Proposed agenda end 

LEW18, R C Division of Project k Resident Programs 03/09/22 

UHRIO, R E Florida Power k Light Co 2pp 20619 092 24X 

F i ch« 50-000, 83/09/22, 831 0040405 


B31 0040496 Confirms 830916 decision to cancel NRG training assessment 
team 830926-30 insp Util will ba informed of reschedule 
date, 

LEWIS, R C Division of Project k Resident Programs. 83/09/23 

UHRIO, R e Florida Power I. Light Co Ip 20623 324 24X 

Flche; 50-339, 03/09/23, 831004045B 


3308300340 IE Info Notice 03-61, "Alleged Use of Btand-Ins for Welder 
Qualification Tests.** 8vc list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 03/09/26. Consolidated Edison Co, of New 

York, Inc ll7pp 20754 022 24X Fi c he. 50-000, 63/09/26, 8308300340 


0308300342 IE Info Notice 83-62, "Failure of Redundant Toxic (Jas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Sve list encl 

JORDAN* E L Division of Emergency Preparedness !< Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of New 

York, Inc il6pp 20777 210 24X Fiche 50-000,83/09/26,0308300342 


8310250615 Forwards IE Insp Repts 50-335/03-31 k 50-309/03-59 on 
830830-0902 No noncompliance noted 

DANCE.H C Dlvisian of Project I, Resident Programs 83/09/27 

UHRIO, R E Florida Power k Light Co 2pp 20900 167. 24X 
Flche 50-335.83/09/27,8310250615 


—0310250621 IE Insp Rept 50-335/B3-31 k 50-389/03-59 on 830830-0902 Mo 
none amp 1 iance noted Major areas inspected health physics 
Instruments L eaulpment, OO aud its, thermal shield disposal 
practices & actions on previous Inspector followup items 
WRAY. J R Region 2, Office of Director BARR, K P Dlviaion of 
Engineering k Operational Programs 83/09/23 5pp 20900 169 
24X Flche 50-335,03/09/27,0310250615 


830B300349 IE Info Notice 03-64, **Lead Shielding Attached to 
Safety-Related Sys W/o 10CFR5O 59 Evaluation, ** Svc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Responsa (Post 830103) 03/09/2? Consolidated Edison Co of New 

York, Inc 113pp 20716 324 24X Fiche 50-000,03/09/29,8308300349 


8310250400 Forwards IE Insp Repts 50-335/83-30 h 50-309/03-50 on 
030029-0902 No noTicompUance noted 

DANCE.H C Division of Project Ic Resident Programs B3/10/05. 

UHRIO, R E Florida Power Sc Light Co 2pp 20897 256 24X 

Fiche 50-335.03/10/05,0310230400 


—0310250409 IE Imp Repts 50-335/83-30 tc 50-309/63-58 on 030829-0902 No 
noncompliance noted Major areae inspected changes to 
emergancy preparedness program, shift staffing L augmentation 
S< dose calculations Sc essassments 

HUFFMAN, 0 N , 8T0DDART, P Q Region 2, Office of Director 
JENK1NS,0 R Division of Engineering St Operational Programs 
03/09/30 lOpp 20897 250 24X Ficb* 50-335,83/10/05,9310250400 


0310250516 Forwards IE Insp Rapts 50-335/03-20 k 50-309/03-55 on 
8307U-0B10 No noncompllanc a noted 

DANCE.H C Division of Project k Resident Programs 83/10/06 

UHRIO, R E Florida Power St Light Co 2pp 20901 310 24X 

Flche 30-335,83/10/06,0310250516 


— B31025OS28 IE Insp Repts 50-335/03-28 k 50-389/03-55 on 03071 1 -08 10. No 
noncofflpllance noted Major areas inspected malnt Sc 
surveillance observation, p 1 ant operations, IE bulletins, 
circulars St Info notices, LERs Sc startup testing 
ELRODfS A , BIBB.K E , LANDIB,K Region 2, Office of Director 
03/10/04 Itpp 20901 312 24X Flche 50-335, 03/10/06, 8310250516 


8308300370 IE Info Notice 83-65, '*8urveil lance of Flow in RTD Bypass 
Loops Used in Nestinghoute Plants ** Svc list end 
JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 03/10/07, Consolidated Edison Co of New 

York, Inc 76pp 20027 213 24X Fiche 50-000,83/10/07,8308300378 


8308300792 IE Info Notice 83-66, "Fatality at Argentine Critical 
Facility " Bve list end 

JORDAN, E L Division Of Emergency Preparedness St Engineering 
Response (Post 830103) 83/10/07 Consolidated Edison Co. of New 

York. Inc 79pp 20BB2 026 24X Flche 50-000,03/10/07,8308300752. 


0300300799 IE Info Notice 83-67, "Emergency Use Respirator Hatl Defect 
Causes Production of Noxious Oases ** Svc list end, 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 83/10/11 Consolidated Edison Co. of New 

York, Inc. Il7pp. 21043 079 24X Fiche 50-000,83/10/11,8300300759. 


8308300761 IE Info Notice 83-68, ''Respirator User Warning. Defective 
Self-Contained Breathing Apparatus Air Cylinders ** 8vc list 
encl. 

JORDAN* E L Division of Emergency Preparedness I, Engineering 
Response (Post 830103). 83/10/11 Consolidated Edison Co af New 

York, Inc I20pp 20027 129 24X Flche 50-000, 03/10/11, 8308300761. 


R Periodic operating reports b related correspondence 


8310190023 Monthly operating repts for Aug 1903 W/B30915 Itr. 

QRANT, N N , WILLIAMS, J W Florida Power k Light Co 03/09/19. 
Office of Resource Management, Director. 17pp. 20822 017 24X 

Fiche 50-000,83/09/15,0310190023 


6 Reportable occurrences, LERs k related correspondence 


0310310456 Rei^uests clarification of info provided in 820831 eubmlttal 
re loss of all nonemergency me power facility Response 
should be provided by 831115 

MILLER, J R Operating Reactors Branch 3 83/10/12 UkfllO, R E 

Florida Power k Light Co 2pp 20965 179 24X 

Fiche: 50-335, 83/10/12,8310310458 
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0310270531 Notification of B3110B m»*tlng u/util in B*th«»da*MD to 
tfifcutt failuTf flode analysis i* 4 oci«t*d w/thfrmal shl*ld & 
cor» tiarral danaga at fa-cilJt^ , « 

SELLS, D E Operating Raactore Branch 3 83/10/13 HILLER, J R 
Operating Reactors Branch 3 2pp 20939 02A 24X 

Fich* 50-333.83/10/13,0310270531 


B3l0170h56 Reauosts rev to confirmatory order contained in 830314 Ur 
for NUREO-0737 Items II F I 1 8^ H F 1 2 to specify new 
040101 completion date Replacement of Oel ger-Muel 1 or In 
detectors will be completed by 840101 

COUNSILrWO Northeast Nuclear Energy Co isuhs of Northeast 
Utilities) COUNBIL.W 0 Northeast UtiUtlos 03/09/27 

MILLER, J 0 Operating Reactors Branch 3 2pp 20782 070 34X 

Fiche 50-249, 03/07/27, 0310170656 


DOCKET 90-336 MILLSTONE NUCLEAR POWER STATION. UNIT 2 
F Security, jneilical, tmergency I* fira protactlon 


B310060035 Forwards mail for 031005 emergency response eaarclse 
needed for obtaining security U radiation protection 
ctearancei for NHC personnel requested by B30914, Exercise 
objectives for license* end W/o end . ... t.. t 

CQUNtlLiW O Northeast Nuclear Energy Co Isubs of Northeast 
Utilities) COUNSiLrH 0 Northeast Utilities 03/O0/OB 
HURLEY, T E Region 1, Office of Director 5p p 20647 243 
Fiche 50-249,03/08/00,8310060035 


Info 


24X 


0310060205 Forward* draft exercise controller manual for upcoming 
031005 full-scale emergency preparedness exercise Info re 
NRC ptrionnel participation Sc roles requested to allaui 
inclusion in final manual H/o end ..... . 

CDUNSIL,U 0 Northeast Nuclear Energy Co isubs of Northeast 
Utilities) C0UN9IL,W O Northeast Utilities 03/00/22 
HURLEY,! E Region 1, Office of Director 2pp 20647 035. a4X 
Fiche 50-249.03/00/22,8310060205 


0310120259 Forwards "Ri-Entry it Recovery Scenario” section of emergency 
preparedness exercise controllers manual. Llmi ted 
distribution requested, until completion of 031009 exercise. 

COUNSIL.H O Northeast Nuclear Energy Co Csubs. of Northeast 
Utilities) 03/09/27 HURLEY, T E Region 1, Office of Director 
29pp 20693 145 24X F I che: 50-245, 03/09/27, 0310120259 


J Insurance indemnity information 


B310130137 Approves 830731 request on behalf of C-E Owners Group for 
withholding from public disclosure App A to *'neBponsB to 
Questions on RCS Asymmetric Loads Evaluation Program,*' per 
10CFR2 790 

CRUTCHFIELD, D Operating Reactors Branch 5 03/10/03 

LUNDVALL, A E Baltimore Qas & Electric Co 6pp 20777 065 24X 

Fiche 50-000,03/10/03,0310130137 


8310170504 Application to amend LlcenstB DPR-21 &r DPR-65. revising Tech 
Spec Section 6 re admini Btratlve controls to comply w/final 
rule on licensed operator staffing at nuclear power units 
per 44PR31611 

COUNSIL.W 0 Northeast Nuclear Energy Co (subs of Northeast 

Utilities) COUNSiLiWO Northeast Utilities B3/10/04 

MILLER, J R Operating Reactor* Branch 3 CRUTCHFIELD, D Operating 

Reactors Branch 3 3pp 20784 137 24X Fiche 50-249,03/10/04, 

8310170504 


—0310170500 Proposed Tech Spec Bection 6 re administrative controls for 
licensed operator staffing ?< qualification of radiation 
protection manager 

» Northeast Nuclear Energy Co (subs of Northaast Utilities) 
03/10/04 0pp 20704 140 24X Fiche 50-249,03/10/04,0310170504 


0310240103 Forwards Amend 08 to License DPR-69, safety evaluation U 
request for FR publication Amend modifies Tech Spec 3122 
to be consistent w/Tech Spec 352 requirements re baric 
acid tanks 

LEECH, P H Operating Reactors Branch 3 03/10/07 C0UN81L, H 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) Spp 
20903*176 24X Fiche 50-336,83/10/07,0310240103 


0310270461 Forwards Endoriiment* 09 fc 00 to NBLIA Policy NF-173 it MAELU 
Policy fF-9B, respectlvel y, Endorsement 4 to NELIA 
Certificates NF-19 it NF-16 l< MAELU Certificates MF-19 it 
MF-16 

SINISI.J M Hereh it McLennan. Inc 03/10/21 SALTZMAN, J D 
Aisittant Director for State it Licensee Relations 7pp 20923:126 
84X Flcht 90-245,83/10/21,0310270461 


— 8310240108 Amend 80 to License DPR-65, modi fy Ing Tech Spec 3 1 2 2 to b* 
consistent w/Tech Spec 352 requirements that both boric 
acid tanks & corresponding facility dependent flow paths 
are operable in modes In which operability required by ECC8 
MILLER, J R Operating Reactors Branch 3 03/10/11, 9pp 

20903 178 24X Fiche, 50-336, 03/10/07, 0310240103 


P Operating license stag* documents Ic correspondence 


0310310017 FOIA request for documents re Integrated leak rat* tests for 
lifted facilities to be placed in PDR 

CONNER, L. Affiliation Unknown 03/09/02 NflC - No Detailed 
Affiliation 01 van Ip 21004 270 24 X Fiche 90-000,03/09/02, 
0310310017 


8310110543 Forwards 8ER r* util 791231,010621 it 020602 responses to 
NURE9-0737, Item H.B. 1, "RGB Vents" i» "Selected Operating 
Reactor Itsuei Pragram 11 RCS Vents (NUREO-0737, Item 
II. S D," final technical evaluation rept 

HILLER, JR Operating Reactors Branch 3 03/09/20 COUNSIL, NO 

Northeast Nuclear Energy Co (subs of Northaast Utllitlff) llpp. 
20712 180 24X Ficha 50-336,03/09/20.0310110543 


—0306000065 "Selected OpeTeting Reactor tssuas Program 11‘RCB Vents 
(NUREO-0737. Item II. B 1)," final technical evaluation rept 
HELD, J T. Energy Incorporated e Lawrence Livermore Laboratory 
FIN A-0250 TF-349/0B12A a3/ 03/02 ALDERTHAL, 0 NRC - No 

Detailed Affiliation Oiven 6pp 20712 191 24X 

Fiche 50-336,03/09/20,0310110543. 


10110466 Forwards safety evaluation re util rasponses to NURE0-0737f 
Item II K 3 1. "Automatic PORV Isolation," Itam II, K 3.2, 

"Rept on PORVs" it OE Owners Group generic rept Review 
complete. Responsee acceptable 

MILLER, J R Dptratlng Reactors Branch 3 83/09/23 C(KINS1L,H.0 

Northeast Nuclear Energy Co <suhi of Northeast Utilities). 14pp 
20712 114 24X Fiche 90-336,83/09/23,0310110466 


0307200260 "Operating Reactor PORV Rept* (F-37),THI Action Plan 
Requirements, C-E Owner* Group (CEN-145), " technical 
evaluation rept 

OVERBECK, 0. J , JENKINS, 8 M , DELOAl ZO, T J Franklin 
Instltute/Frenblin Research Center NRC-03-81-130 TER-C9506-409 

03/07/10 CHOHiE. NRC - No Detailed Affiliation Given 52pp 
20712*120 24X Fiche 90-336,03/09/23,0310110466 


— 0310240109 Safety evaluation supporting Amend 00 to License DPR-65 
* Office of Nuclear Reactor Regulation, Director 03/10/H Spp, 
20903 1B7 24X FlChe 50-3^^,03/10/07,0310240103 


— 0310240113 Requests FR publication of notice of consideration of 
issuance of amend to License DPR-69 it proposed N0HC 
determination it opportunity for hearing on 020924 request re 
operability tsf boric add tanks 

HILLER, J.R Operating Reactor* Branch 3 03/10/07 KRCUTZ£R,P M 

Operating Reactors Branch 3 Ip 20903 109 24X 

Fiche 50-336,03/10/07,0310240103 


8310100409 Forwards listed revs to "Corporate Organliatlon for Nuclear 
Incidents (CONI) Procedure Manual," pef Bection V of App E 
to 10CFR50 W/o end 

C0UN31L, U 0 Connecticut Yankee Atomic Power Co COUNSIL, N Q 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 
COUNBIL.W 0 Northeast Utilities 03/10/12 EZ0ENHUT.DO 
Division of Licensing. Ip 20003,173 24X Fiche, 50-000, 03/ 10/12, 

8310100409 


0310200107 Requests addl time to provide info re 6-inch containment 
purge tii vent valve operabi 1 i ty. Inf o will be provided by 
831026 

COUNBIL.W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities). caUN81L,W 0 Northeast Utilities 03/10/12 
HiLLERi J R Operating Reactors Branch 3 Ip. 20034 150 24X 

Fiche- 50-336, 03/10/12, B3102001B7 


0310200229 Application for amend to License DPR-69, revl sing Tech Specs 
re pressurlxer level band 

COUNSILfW 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) C0UNSIL,U 0 Northeast Utilities 83/10/12 
MILLER, J R Operating Reactors Branch 3, 4pp. 20833 040 24X 

Fiche 50-336,03/10/12,8310200229 


— 8310200233 Proposed Tech Specs re pressurijer level band, 

e Northeast Nuclaar Energy Co (pubs of Northeast Utilities) 
03/10/31 3pp 20033 044. 24X Fiche 90-336,03/10/12,0310200229 
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fi3102301l2 Denies D30*706 request; for i20-day e^tiension to respond to 
Generic ttr B3-2B re generic implications of Salem ATMS 
events Mnc rovieiji schedule does not parmit extension 
P^esponse duo bij fi3ll05 

CRUrCHFIELD^D Operating Reactors Branch S B3/10/2& COUN&IL. W 9 
Connecticut Vankee Atomic Power Co COUNSILi U 0 Northeast Nuclear 
Energy Co (subs of Northeast Utilities) 2pp 20929 261 24X 

FicKe 50-000,^3/10/26*3310200112 


03I02402A9 Responds to B3090t memo r« AEDO/TSM* "Improper 81 le o# 
Inlet Piping to Prlffiary Safety Valves at Millstone 2 & 

Calvert Cl 1 Pf s 1 fc S " Flow llinvltlng device* Pot code safety 
valves I 7/G-inch bore dlaeiieter discussed 

EISeNHLPT*D G Division of Licensing 83/iO/lG THOMPSON* H L 
Division of Human Factors Safety Ip 20907 308 SAX 
Fiche 50-000, D3/lO/i0. 0310240269 


O Inspection reports, IE Bulletins & correspondence 


DOCKET 50-333 NORTH ANNA POWER STATION. UNIT 1 


83Q03OO34O IE Info Notice 83-61, "Alleged Use of Btand-Ins for Welder 
Oual 1 fi cation Tests " Sve list end 

JQRDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/09/26 Consolidated Edison Co of New 

Tori. Inc 117pp 20754 022 24X Fich e 50-000, 03/09/26, 03OB3OO34O 


B30B300342 IE Info Notice 83-62* "Failure of Redundant Toxic Oas 
Oetectors Positioned at Control Room Ventilation Air 
Intakes " Sve list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response <Post 830103) 03/09/26 Consolidated Edisern Co of New 

Vorl, Inc il6pp 20777 210 24X Fiche 90-000*03/09/26,8308300342 


0308200345 IE Jnfo Notice 83-63* "Potential Failures of Westinghouse 
Type SA-1 Differential Relays " Sve list and 
JORDAN, E L Divlaion of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of New 

York, Inc ilBpp 20778 001 24X Fit h e 50-000, 03/09/26, B30B30034 5 


8309200349 lE Info Notice 83-64, "Lead Shielding Attached to 
Safetij-ReUted Sys W/o 10CFR90 59 Evaluation " Bve list 
end 

JORDAN, E L Division of Emergency Preparedness S, Enqineering 
Response (Post 830103) 83/09/29 Consolidated Edison Co of Neu 

York, Int llSpp 20716 324 24X Fith e 50-000, 03/09/29, 8300300349 


Q309200378 IE Info Notice 83-65, "Surveillance of Flow in RTD Dypass 
Loop* Used In Ues tlnghouse Plants " Sve list end 
JORDAN, E L Division of Emergency Preparedness t( Engineering 
Responie CPost 830103) 83/10/07 Consolidated Edison Cn of Neu 

York, Inc 76pp 20827 213 24X Fiche 50-000,03/10/07.8308300370 


6308300752 IE Info Notice 83-66, "Fatality at Argentine Critical 
Facility " Sve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Past 830103) 63/10/07 Consolidated Edison Co of New 

York* Inc 79pp, 20882 026 24X Fiche 50-000,03/10/07.0308300752 


8308300759 IE Info Notice 03-67, "Emergency Use Respirator Matl Defect 
Causes Production af Noxious Oases " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/10/11 Consolidated Edison Co of New 

York, Inc I I7pp 21043 075 24X Flth e 50-000, 03/ 10/ U, B30B3O0759, 


0308300761 IE Info Notice 03-68, "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " 9vc list 
enc I 

JORDAN, E L Division of Emergency Preparedness i Engineering 
Response (Post 830103) 83/10/11 Consolidated Edison Co of New 

York. Inc I20pp 20827*129 24X Fich e 50-000, 03/10/ 1 1 , B30B300761. 


F Security, medical, emergency 6 fire protection plans 


6310040252 Forwards technical support ctr V emergency operations 
facility floor plans, route maps to emergency response 
facilities it telephone listings Requests update of info tc 
sutmittal of personnel access documents 

DANCE. H C Division of Project & Resident Programs 63/09/12 
STEWART, W L Virginia Electric & Power Co. 16pp 20613 049 24X 

Fldie 50-000,83/09/12.8310040252 


8310070403 Releases public version of revised corporate energtncy 
response plan 

FELTON, JW Division of Rules and Records 03/09/30 Document 
Managcaient Branch Ip 20675 182 24X Fiche 50-000,83/09/313, 

8310070403 


--831007O4I8 Publvc version of rtvistd cerporate emergency response plan, 
W/B0D6I4 Itr 

QTEWAHT.M L Virginia Electric 4r Power Co 03/09/15 

O'REILLY. J P Region 2. Office of Directer I14pp 80675 183, 

24X Fiche 50-000,83/09/30,8310070403 


8310110186 Roleases public verslen of radiological emergency response 
plan 

FELTON, J M Division of Rules and Records 83/10/05 Document 
Management Dranch Ip 20701 020 24X Fiche 90-000.03/10/05. 

8310110186 


— 6310110190 Public version of radiological emergency response plan 
M/030621 Ifcr 

e Virginia Electric S, Power Co 03/06/30 O'REILLY, J P Region 
2, Office of Director 30lpp 20701*021. 24X 

Fiche 50-000,03/10/09,8310110106 


8310100277 Ferwards changes to security program Changes withheld 
(ref 10CFR7a 21). 

STEWART. H L Virginia Electric 8t Power Co 83/10/06 HCOUIRE, D R 
Division of Emergency Preparedness Materials Safety Ip 
20807 035 24X Fiche 50-33Bi 03/10/06, 0310180277 


6310130103 Application far amend te Licenses NPF-4 6 NPF-7 changing 
Tech Specs to reflect addition of new fire protection sys 
STEWART. W L Virginia Electric it Power Co 83/10/07, DENroN.H R 
Office of Nuclear Reactor Regulation* Director MILLER. J R 
Operating Reactors Branch 3 3pp 20719 126 24X 

Fiche* 90-33B. 03/10/07. 8310130103 


— B310130107 Proposed Tech Spec change* to reflect aiidition of new fire 
protection sys 

» Virginia Electric it Power Co. 03/10/07 19pp 20719,130 24X 

Fiche 50-338.83/10/07.8310130103 


R Perlaidic operating reports it related correspondence 


0310190207 Monthly operating rept for Aug 1903 H/B30915 Itr 

OIB&DN, J r MROeZKA, E J Northeast Nuclear Energy Co (subs of 
Northeast utilities) MRCCZKA. E J Northeast Utilities 03/09/14 
Office of Resource Management, Director 7pp 20818 114 2!4X 

Fiche 50-336, 83/09/ 14, 8310190207 


03 1 0200167 Monthly operating rept for Sept 1983 W/B3i014 Itr 

01B80N, J , MROCZhAi E J Northeast Nuclear Energy Co (subs of 
Northeast Utilities) 03/10/13 Office of Reiource Menagementj 
Director 7pp 20034 071 24X Fiche 50-336, 83/10/ 13, 0310200167. 


5 Reportable occurrences, LERs It related correspondence 


0310070163 Part 21 rept re potential defects in molded case of 100- 
amp frame, mu 1 ti-pot e E 6 ME series circuit breakers 
Initially reported an 830902 

EflHARDT.J V Gould* Inc 03/09/26 HURLEY. T E Region 1. Office 

of Director lOpp 20699 095 D4X Fiche 50-000*03/09/96, 

S3 I 0070 1 63 


0310070301 Potential Part 2i rept re underrange characteristic of 
Model N-EJIQM transmitter Underrangi zero offset may occur 
ij<hen transmitter initially pressurized from atmospheric to 
suppressed zero input End users notified 

BERBERIAN.H U Foxboro Corp 83/09/30 Director's Office, Office 
of Inspection and Enforcement lipp 20651 064 24X 

Fiche 50-000,03/09/30,8310070301 


D Adjudicatory correspondence 


0310190200 Updates status of full core reserve at f sc 1 1 1 ty, Full core 
reserve will he lost during outage scheduled for early 1966 
if fuel performs properly during future -operating cycles. 
MAUPIN.MM Hunton & Williams MAUPIN.h W Virginia Electric it 
Power Co 83/10/13 WOLFE. S J Atomic Safety and Licensing Board 
Panel 3pp 20010 135 24X FI che: 50-338* 83/10/ 13, G31019D20D 


B3IO240163 Act receipt of 831013 Itr updating status of full-core 
reserve it Indicating possible agreement u/DOE re dry cast 
demonstration program Notlficatidn of efforts bo expedite 
case disposition requested by 631104 

MPLFE, S J Atomic Safety and Licensing Appeal Panel. 83/10/20 
HAUPIN. M W Hunton 6 Williams Ip 20680.038 24X 

Fiche 50-338, 83/10/20,8310240163. 


831026D299 Summariies 831012 meeting w/NRC.util b Louise County re 
Louisa County contentions Mutually agreeable proceeding 
schedule rec ammande d following publication of environ 
analysis it 8ER Related correspondence 

MAUPIN, M W Hunton t,. Williams MAUPIN. M, W Virginia Electric I* 
Power Co 83/10/20 WOLFE. 9 J Atomic Safety and Licensing Board 
Panel 2pp 20910 322 24X Fiche 90-330.83/10/20,8310260299. 
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8310270317 Drd«r •xtending tamfr for CommisiJon rsvleiii of ALAB'~741 
to aailOB 

CHILK« 6 J Offic* pf tht Svcrctarv fcho Cotrttnl^ »i on Ba/107D5 
Coninltslonora Ip 20723 IBB e4X Fichu: S0-33B, 83/10/25. 
8310270317 


831027032^ Ordir jccoptlng. as amundudi racoirnnendatio-ns hy counsel re 
stipulated contentions it dlicovery echadule, 

HOLFE. a J Atomic Safety and Licensing Board Panel B3/t0/25 2pp 
20723. 180 24X FichB 90-338,83/10/25.8310270326 


H Antitrust correspondence 


8310200287 Suppl t« 830310 application to amend Licenses NPF-4 1. NPF-7, 
adding name of Old Oomlnlon Electric Cooperative in 
appropriate DL sactloni Cooperative ulll be partial owner of 
facilities Supporting documentation end 

STEKARTiM L Olrplnla Electric & Power Co 83/10/17 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER.J R 
Operating Reactors Branch 3 924pp. 20831 159 24X 

Fiche 30-330, 83/10/17, 8310200287 


P Operating license stage documents tc correspondence 


6310310017 FOlA request for documents re integrated leak rate tests for 
listed facilities to be placed in PDR 

CONNER, L Affiliation Unknown. 83/03/02 NRC No Detailed 
Affiliation Olven Ip 21004 270 24X FUhe 90-000.83/09/02, 
8310310017 


8310310031 Responds to FOIA request for documents re Integrated leak 
rate tests for faciUtiss to be placed in PDR Forwards 
documents to be place in PDR & list of facilities for which 
repts are unavailable, 

FELTON, J N Division of Rules and Records 83/07/06 CONNER. L 
Affiliation Unknown Ip 21004 271. 24X Fiche. SO-OPO. 03/07/06, 

8310310031 


8310040587 Applicetion for amend to Licenses NPF-4 b NPF”7, chang ing 
fractional thermal power multiplier from 0 2 ta O 3 for 
967 8 F operation 

8TEMART, M L Virginia Electric Power Co 03/09/29. DENTON, H R. 
Office of Nuclear Reactor Regulation, Director KILLER, J. R 
Operating Reactors Branch 3 iJpp 20626 262 24X 

Fiche: S0-33B, 83/07/27. 8310040987 


-’•8310040970 Proposed Tech Opecs changing fractional thermal power 
multiplier from 0 2 to 0. 3 for 587 8 F operation 

» Virginia Electric t. Power Co 03/09/29. 18pp 20626 273 24X 

Fiche 90-330, 83/07/29, 83 1 0040907 


6310120114 Advises that extension until 831007 required to complete 
review te epprs'val of proposed Inservice testing program for 
pumps V valves 

STEWART. H L Virginia Electric fc Power Co 83/10/04. DENTON. H R. 
Office of Nuclear Reactor Regulation, Director KILLER, J R. 
Operating Reactors Branch 3 Ip. 20696*190 24X 

Fiche. 90-330163/10/04, 8310120114 


8310130149 Application for amend to Licenses NPF-4 «♦ NPF-7 adding 
exemption which allows engineering evaluation to be 
performed if failure occurs on steam genarator/rsartor 
coolant pump support snubber, Amend fee encl, 

BTEWARTiHL Virginia Electric h Power Co 03/10/04 DENTDN.H R 
Office of Nuclear Reactor Regulation. Director MILLER. J R 
Operating Reactors Branch 3. 4pp 20747 040 24X 

Fiche 90-336,63/10/04,8310130149 


*8310130140 Proposed Tech Specs adding exemption to allow performance 
of engineering evaluation If failure occurs on steam 
generator/raactor coolent pump support snubhar to determine 
If generic deficiencies exist. 

* Virginia Electric k Power Co. 83/10/04 47pp 20749 044. 24X 

Fiche: 90-330. 83/ 1 0/0 4, 631 0 1 301 4 9. 


1310120140 Forwards ravised inservice testing program for pumps k 
valval Revs clarify component listings fc relief requests 
Programs will be fully implemented by 840301 H/o end 
STEWART, W.L Virginia Electric b Power Co 83/10/09 DENTON, H. R. 
Office of Nuclear Reactor Regulationr Director MILLER, J R 
Operating Raactori Branch 3. 2pp, 20699:279, 24X 

FI chtJ 90-338, 63/10/09, 6310120140. 


3101^103 Application for amend to Licenses NPF-4 k NFF-? changing 
Tech Specs to reflect addition of new fir# protection sgs 
arWARTiM, L Virginia Electric It Power Co, 83/10/07. DEKTOM, H. R 
Office of Nuclear Reactor Regulation, Director KILLER. J fl. 
Operating Reactors Branch 3. 3pp. 20717 126. 24X 

Fiche: 50-336,83/10/07, B310130103 


— 6310130107 Proposed Tech Spec changes to reflect addition of new fire 
protection sys 

* Virginia Electric k Power Co 83/10/07 I5pp 20717 130 
Fiche 50-330.03/10/07,8310130103 


0310100440 Requests extension to Q4060I for submittal of simulator 
portion of licensed oparator requal i ficetion program 
STEWART, W L Virginia Electric fe Power Co 83/10/12 DENTONjIi R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Drench 3 2pp 20Q02 124 24X 

Fiche 30-330,03/10/12.0310180440 


B3l0l701i2 Application to amend Licenses NPF-4 6 NPF-7, ref lecting 
reorganl lation in nuclear operations dept, securi ty dept k 
change in responsibilities k title of executive vice 
president-power 

STEWART, W U Virginia Electric k Power Co 03/10/13 DENTON, H H 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Dranch 3 3pp 20821 104 24X 

Fiche 30-330,83/10/13,0310190112 


— 8310190130 Proposed Tech Spec changes re reorganization in nuclear 
operations dept. securl ty dept b responslbl i ties k title op 
executive vice president-power 

* Virginia Electric k Power Co 83/10/13 ISpp 20021 107 24X 

Fiche 90-338.03/10/13,8310190112 


0310100309 Forwards status rept of progress on resolving rerating motor 
operated valves (MOVl k plan for addl work per ODC 17, 
committed to in 830607 Itr Preliminary review determined 74 
of lao- HOVs will not need to operate when voltage below 70X 
STEWART, w L Virginia Electric 6 Power Co 03/10/14 DENTON, H R , 

MILLER, V.R Operating Reactors Drench 3 4pp 20006 271 B-IX 

Fiche 50-330, 83/ iO/ 14. 8310100307 


0310170043 Forwards "VEPCO NOMAD Code k Model '• Rept is one of serle* 
discussing nuclear reload licensing b core fallow 
support capabilities 

STEWART, W L Virginia Electric k Power Co 03/10/14 DENTON,H R 
Office of Nuclear Reactor Regulation, Director EISENHUT, D 0 
Division of Licensing 2pp 20822 339 24X Fiche 90-000, 83/10/ M. 

8310190043 


—0310170097 "VEPCO NOMAD Code k Model " 

BOMMAN, S M , DZIADOSZ.D , BERRYMAN, R M Virginia Electric k Power 
Co VEP-NFE-i 83/09/30 UBpp 20022 337 24X 

Fiche 50-000,83/10/14,0310190043 


83102002B9 Buppl to 830310 application to amend Licenses NPF-4 k KPF-7, 
adding name of Old Dominion Electric Cooperative in 
appropriate OL sections, Cooperative will be partial owner of 
facilities Supporting documentation encl, 

STEWART, W L Virginia Electric k Power Co 83/10/17 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Branch 3 tJ24pp 20031*199, 24X 

Fiche 90-338103/10/17,6310200289 


8310270300 Supple 830329 response to 830111 request for addl Info re 
NUREO-0737, Item 118 3, "Post-Accident Sampling " Interim 
core damage assessment procedure in use until Westinghouse 
Owners Oroup methodology completed by end of 1983 
STEWART, W L. Virginia Electric k Power Co 03/10/20 DENTON, N R 
Office of Nuclpar Reactor Regulation, Director E18ENHVT, D 0 
Division of Licensing 2pp 20923.193 84X Fiche 90-000, 03/10/20, 

83102/0300 


Q Inspection reports, IE Bulletins b correspondence 


8308300345 IE Info Notice 03-63, "Potential Failures of Westinghouse 
Type SA— I Differential Relays " 8vc list encl 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 03/09/26 Consolidated Edison Co. of New 

York, Inc ilBpp 20778 001 24X Fiche 90-000,03/07/2610308300349 


8310040590 Responds to IE Bulletin B3-06, "Nonconforming Katls Supplletf 
by Tube Line Corp Facilities " No subj matls in use In 
safety-related sys 

STEWART. W L Virginia Electric k Power Co 83/09/16 a^RElLCV.J P 
Region 2, Office of Director Ip 20622.314 24X 

Fiche 90-338,83/09/16, 8310040550. 


8308300340 lE Info Notice 83-61, "Alleged Use of Stand-Ins for Welder 
Dual if ication Tests " Sve list encl, 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Rssponse (Post 830103) 83/09/26 Consolidated Edison Co of New 

York, iFic il7pp 20754*022, 24X Fiche 50-000,83/09/26,8300300340 


0308300342 IE Info Notice 83-62, "Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Sve List encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103). 83/09726 Consolidated Edison Co of Neu 

York. Inc 116pp. 20777 210 24X Fiche, 50-000, 03/09/26, 8308300342 



DOCKETED ITEMS 


209 


@'300300-34? IE Info Notlne 03-64i '^Lcad Shielding Attached to 
Saf et^i-nolated Sys W/o 10CFR50 5? Evaluation " Bve list 
ercl 

JORDANj E L. Division of Emergency Preparedness fit Engineering 
Response (Past 030103) 03/09/29 Consolidated Edison Cn of Neu 

Yorl, Inc 113pp 20716 324 24X Flche 50-000i a3/0?/a?r 030030034? 


8310230414 Fortuards IE Insp Repts 5Q-33B/03-*22 fit 50-339/B3'a2 on 
030815-1? & 0919-20 No noncompliance noted 

DANCE.>H C Division of Project 8< Resident Programs 03/10/05 
BTEWARTiW L Virginia Electric fit Power Co 2pp 30097 337 34X 

F ich B 50-3301 03/10/05, 83 1 02304 1 4 


— 8310550420 IE fnsp Repts 30-338/03-23 8< 50-339/03-22 on 030015-19 fit 
0919-20 No noncamp Uanc e noted Major areas Inspected liquid 
fit gaseous effluent rel eases. effluent control 
i nstrumBUtatlom r eac tor coolant water quality fit NUREO-0737 
URAY^ J R. Region 3i Office of Director BARR. K P Division of 
Engineering & Operational Programs, 03/09/30 9pp 30Q97.229 
a4X Flche 50-330.03/10/03,8310350414 


6310250500 Responds to 030658 1 tr requesting deletion of Violation B 
noted in IE Inap Repts 50'33B/B3-12 fit 50-339/B3-12 re 
radiation area posting of auxiliary bldg Entrance not 
properly posted Citation stands Present posting adequate 
O'RElLLYiJ P Region 2. Office of Director 83/ 10/06 STEWART. M L 
Virginia Electric fit Power Co 3pp 20902 071 S4X 
Fichu 50-330.83/10/06.0310250500 


8308300378 IE Info Notice 83-65. "Surveillance of Flow in BTD Bypass 
Loopfi Used in Westinghouse Plants " Sve list end 
JORDAN. E L Division of Emergency Preparedness fit Engineering 
Response (Post 030103} 03/10/07 Consolidated Edison Co of Neui 

Yerici Inc 76pp 20827 213 24X Flche 50-000. 03/10/07. B30B30037B 


0308300752 IE Info Notice 03-66. "Fatality at Argentine Critical 
Facility " Sve list end 

JORDAN. E L Division of Emergency Preparedness fit Engineering 
Hasponse (Post 030103) 03/10/07 Consolidated Edison Co of Neu 

York. Inc 79pp 20802 026 24X Flche 50-000. 83/ 10/07. 03OS3OO752 


G3O03OO759 IE Info Notice 03-67. "Emergency Uso Respirator Matl Defect 
Causes Production of Noxious Oases " 8vc list end 
JORDAN. E L Division of Emergency Preparodnsss fit Engineering 
•Response (Post 830103) 03/10/11 Consolidated Edison Co of New 

York. Inc 117pp 21043 075 24X Rich e 50-000. 03/ 10/1 1. 0306300759 


8200300761 IE Info Notice 83-60. "Respirator User Warning ’ Oefec tlve 
0*1 f-Conta Ined Breathing Apparatus Air Cylinders " Bve list 
«nc 1 

JORDAN. E L Division of Emergency Preparedness fit Engineering 
Response (Post 830103) 03/10/U Consolidated Edison Co of New 

York. Inc 120pp 20827.129 24X Fi Che 50-000. 03/10/1 1. 0300300761 


R Periodic operating reports fit related correspondence 


8310190002 Monthly operating repts for Aug 1903 W/630915 Itr 
aCHMlTENDDRF.O . BTEWART. W L Virginia Electric I. Power Co 
63/09/02. HAtLER.N M Office of Resource Management. Director 
I4pp 20023.095 24X Flche 50-330.03/09/02.8310190002 


S. -Reportable occurrences. LFRs fit related correspondence 


G3S007032B LER B3-067/03L-0 on 830903 fit 12, Firs Door 871-19 between 
emergancy diesel Room IH fit turbine bldg would not latch 
Caused by faulty latching mechanism fit misallgnmsnt Latch 
repaired fi. realigned W/B3092e Itr 

HARRELL. E W Virginia Electric fit Power Co 83/09/28 O'REILLY. J P 
Region 2. Office of Director 2pp. 20652 S24 24X 

F i c h B . 50-330. 03/09/20. 8310070328 


8310070301 Potential Part 21 rept re underrang# characteristic of 
Kodel N-El lOM transmitter Underrange lero offset may occur 
uhen transmitter initially pressurized from atmospheric to 
suppressed sera input End users notified 

GERDERIAN.R J. Foxboro Corp 83/09/30 Director's Office, Office 
of Inspection and Enforcotnent llpp 20651 064 24X 

Flch«i 90-000. 83/09/30. 0310070301 


6310140161 LER 83-O50/O3L-O on 830008. incorrect ellgnment of charging 
Mgh head safety injection pump breakers fit control switches 
f^iscovered Caused by inadequate procedural guidance 
Alignment corrected W/B31005 Itr 

HARRELL. E W Virginia Electric fit Power Co. 03/10/05 O'REILLY, J P 

Region 2. Office of Director. 9pp 20765 090 24X 

Fiche; 50-333, 03/10/05. 03iO14O161 


0310170091 Forwards repts an 021205 main generator failure 4 
proprietary tc nonproprietary repts on seven main transformer 
failures occurring betueen 001129 6 G21S05 Proprietary rrpt 
withheld (ref 10CFR2 790) 

BTEWART. W L Virginia Electric fi, Power CO 83/10/05 DENTQN. H R. 
Office of Nuclear Reactor Regulation* Director MILLER. J R 
Operating Reactors Branch 3 2pp 20709 207 24X 

Ficho 30-330.03/10/05.0310170091 


— 0310170098 "Generator Rept on VEPCO North Anna Unit 1 Transformer 
Incident of B21205 " 

WEYANT.P A . BALDWIN, M B , WARD.R T Virginia Electric fit Power Co 
03/10/05 I6pp 20709 209 24X Fiche 50-338,83/10/05. 

B3101 70091 


— 8310170107 N-onpropr t e tary version of "Transformer Rept on Events at 
North Anna Power Station " 

COSSAART.J . PETRIE, E . SKOQOLUND. J Westinghouse Electric Carp 
83/06/16 876pp 207B9 226 24X Flche 30-338,83/10/05. 

8310170091 


8310140002 PNQ-I-83-i05 on 831007. seismic event occurred in 
northeastern US w/magnltude of 5 2 on Richter scale in NY 
fit 4 0 In NH No damage to equipment identified 

(?ALLO. R M . OREENMAN.E 0 Region 1. Office of Director 03/10/07 
ip 20766 116 a4X Fiche 50-000. 03/10/07. □310140002. 


9310210058 LER 03-OS9/O3L-O an 830918. while at lOOX power. Inner seal 
on containment personnel hatch failed to pass periodic test 
following containment entry Caused by dirt buildup on seal 
Seal cleaned, relubr Icated l< tested W/031013 Itr 

HARRELLrE W Virginia Electric fit Power Co 03/lO/i3 O'REILLY.J P 
Region 2. Office of Director, 2pp 20053 266 24X 

Flche 30-338*03/10/13.8310210058 


DOCKET 50-339 NORTH ANNA POWER STATION. UNIT 2 


F Security, medical, emergency fit fire protection plans 


0310040232 Forwards technical support ctr fit emergancy operations 
facility floor plans. route maps to emergency response 
facilities fit telephone Hbtlngs Requests update of info It 
submittal of personnel access documents 

DANCE. H C Division of Project fit Resident Programs 03/09/12 
8 TEWART.nl Virginia Electric fit Power CO 16pp 20613'049, 24X 

Fiche 30-000*83/09/12.8310040252 


8310070403 Releases public version of revised corporate emergency 
response plan 

FELTON. J M Division of Rules and Records 83/09/30 Document 
Management Branch Ip 20675 102 24X Flche 50-000.83/09/30. 

8310070403 


— 0310070418 Public version of revised corporate emergancy response plan. 
W/830614 Itr 

STEWART. M L, Virginia Electric fit Power Co 03/05/13 
O'REILLVrJ P Region 8. Office of Director IHpp 20675' 103, 
a4X Fiche 50-000.83/09/30.8310070403 


8310U01B6 Releases public version of radiological emergency response 
p Ian 

FELTON. J N Division of Rules and Records 83/10/05 Document 
Management Branch Ip 20701 020 24X Fichei 50-000* 83/10/05. 

8310110106 


■0310110190 Public version af radiological emergency response plan 
U/030621 Itr 

* Virginia Electric fit Power Co 83/06/30 O'REILLY. J P Region 
2 . Office of Director SOlpp 20701,021 24X 

Fiche 50-000.83/10/05.0310110106 


8310100277 Forwards changee to security program Ghangea withheld 
(ref 10CFR73 21) 

STEWART, W L Virginia Electric I, Power Co 83/10/06. MCOUIRE.D R. 
Division of Emergency Preparedness 6 Materials Safety. Ip 
20007 035 24X Fiche 50-330*03/10/06.0310100277 


0310130103 Application for amend to Licenses NPF-4 It NPF-? changing 
Tech Space to reflect addition of new fire protection sys 
STEWART, W, L Virginia Electric fit Power Co 03/10/07. DENTON. H.R. 
Office of Nuclear Reactor Regulation* Director, 3pp. 20719:126 
24X Fiche, 50-338, 03/10/07. B3 10130103 


— 0310130107 Proposed Tech Spec changes to reflect addition of new fire 
protaction ays 

* Virginia Electric fit Powar Co 03/10/07 15pp. 20719 130 24X 

Fiche 50-338.83/10/07.0310130103 
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Q Adjudicatory correspondence 


0310190500 Updates «tatu« of full cor# reserve at facility Foil core 
reserve will be lost during outage ecteduJed for early 19&-6 
if fuel performs properly during future operating cycles 
MAUPlNrM U Hunfcon & l/illiarfts MAUPIM. h W Virginia Electric & 
Poujer Co 63/10/13 klOLFE* 6 J Aioinlc Safety and Licensing Board 
Panel 3pp aOBlS 135 S4X Flcbe 9O~330i 63/10/ 13» S3 10190200 


3310^40163 Act receipt of 331013 I tr updating status of full-core 
reserve If Indicating possible agreijnent ui/OOE re dry cask 
deinionstratian program Notification of efforts to expedite 
case dispokitian regueeted by 831104 

WOLFErS. J Atomic Safety and Licensing Appeal Panel 83/10/20 
NAUPiNiN Kl Hun ton Ic Nil Hams Ip 20G80 OOQ 24X 
F 1 c h e 30 -33a. B 3/ 1 0/aOi 83 1 0240 1 63 


031 0260299 Summarises 831012 meeting u/NRC« util ic Louisa County re 
Louisa County content 1 one. Mutual ly agreeable proceeding 
schedule recommended falloulng publication of environ 
analy^l)^ ^ SER. Related correepond ence. 

MAUPJN, N W Hunton «. Williams MAUPIN, M M Virginia Electric & 
Pouier Co 83/10/20 WOLFE« 8 J Atoe^i c Safety and LJ censing Board 
Panel 2pp a09l0.322 24X Fit he. SO ~33Bf 83/10/20. 6310260299 


8310270317 Order extending tims for Comnisaion revieur of ALAB-74t 
tp 831108 

CHlLKiS J Office of the Bicretary of the Commiseion 83/10/23 
Commlssianers, Xp 20923.188 S4X Fic he. 30-336. 83/10/25. 
8310270317. 


8310370326 Order accepting. as amended, rec ommendatlon-s by counsel r» 
etipulated contentions bi discovery schedule 

NqcFEj 3 J. Atomic Safety and Licensing Board Panel 83/10/25 2pp. 
20923 100 24 FI Che 90-338,83/10/25.6310270326. 


H Antitrust correspondence 


8310200289 Buppl to G303L0 application to amend Licenses NPF-4 & NFF-7. 
adding name of Old Dominion Electric Cooperative in 
appropriate OL sections Cooperative will be partial owner of 
facil 1 ties. Supporting documentat i on end 

STEUART, L Virginia Electric Pawer Co 83/10/17 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 524pp 28031 159 

2 4X FI c h e . 90-338 ,83/10/17. 8310200289 


P Operating license stage documents I* correspondence 


0310120016 Add! response to FOIA request for document re problems w/ 
Tech Specs applying t0 RC0 leakage determinat 1 ons in PNRe 
Forwards App A documents 

FELTON. J M Division of Rules and Records 83/07/07. VOIOT. H H 
LeBoeuf. Lamb. Leiby NacRae 2pp. 20751' 001 24X 

F i c h a 90-000. 8 3/07/071 8310120016 


— 800729P663 Forwards 8ER suppl. Revision l.re periodic leak testing of 
pressure lipiatlon valves Replaces 800702 transmittal 
KNiOHTivP P Assistant Director for Cpmp l< Structures Engineering 
<Pra 0302011. 00/07/16 TEDE8C0.R L Assl stent Director for 

Licensing Ip 20791 043. 24X FI c he SO-OOOi 83/07/07. 8310120016 


— 0007290676 SER suppl. Revision l.re periodic leaJ^ testing of pressure 
isolation valves Addition! to Tech Specs ecceptebla. 
e Assistant Director for Comp t< Structures Engineering (Pre 
830200 80/07/16 3p p 20791 044 24X Fiche 50-000.83/07/07. 

8310120016. 


8310030629 Advises of refund of fees sent for review of 830410 
application for extension to complete Licenee Cordltion. 

2. C C21 J ( i M iv) Fee# refunded since appli cation no longer 
applicable I, will not be received. 

miller. W 0 License Fee Management Branch B3/09/27, BTElfART.W L. 
Virginia Electric 8 Power Co ip 20607 360 24X 

F I C h e r 90 -339. 83 /09/27i 831003062 5 


B310040587 Application for amend to Licansas NPF-4 & NPF-7, chang ing 
fractional thermal power multiplier from O 2 to O 3 for 
987.8 F operation. 

BTENARTiM L Virginia Electric l< Power Co. 83/09/29, DENTON. H R, 
Office of Nuclear Reactor Regulation. Director, MILLER. J R 
Operating Reactors Branch 3 llfp 20626 262. 24X 

Fiche. 30-336 . 83/09/29. 83 1 0040987. 


8310040590 Praposed Tech Specs changing fractional thermal power 
multiplier from 0 2 to 0.3 for 987 8 F operation 

e Virginia Electric 8 Power Co. 83/07/29 I2pp 20626 273. 24X 

Fiche. 90-338, 03/09 /29. 8310040507 


6310120114 Advises that extension until B31007 required to complete 
review & approval of proposed Inservice testing program for 
pumps it valves 

STEWART. M L Virginia Electric b Power Co 03/10/04 DENTON. H R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Branch 3 Ip 20696 150 24X 

Fiche 90-338,83/10/04.0310120114 


9310130145 Application for amend to Licenses NPF~4 b NPr-7 adding 
exemption which allows engineering evaluation to be 
performed if failure occurs on steam generator/reac tor 
coolant pump support snubber Amend fee end 

STEWART, W L Virginia Elflctrlc fc Power Co 03/10/04 DENTON, H R 
Office of Nuclear Reactor Regulation, Director KILLER, J R 
Operating Reactors Branch 3 4pp 20749 040 24X 

Fiche 50-330,83/10/04,0310130145 


— 0310130148 Proposed Tech Specs adding exemption to allow performance 
of engineering evaluation if failure occurs on steam 
generator/reactor coolant pump support snubber to determine 
if generic deficiencies exipt 

» Virginia Electric S< Power Co 03/10/04 49pp 30749 044 24X 

Fiche 50-338,03/10/04,0310130145 


8310120140 Forwards revised Inservice teeiing program for pumps Ic 
valves Revs clarify component listings 8< relief requests 
Programs will be fully implemented by 840301 U/o end 
STEWART, M L Virginia Electric & Power Co 83/10/05 DENTON. H FI 
Office of Nuclear Reactor Regulation, Director Mil LER, J R 
Operating Reactors Branch 3 2pp 20695 279 24X 

Ficho 30-330,83/10/09,0310120140 


8310130103 Application for amend to Licenses NPF-4 8< NPF-7 changing 
Tech Specs to reflect addition of new fire protection sys 
STEWART, W L Virginia Electric it Power Co 03/10/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Drench 3 3pp 20V19 126 24X 

Fiche 90-330,03/10/07, 0310130103 


— 0310130107 Piopoeed Tech Spec changes to reflect addition of new fire 
protection sys. 

* Virginia Electric 6 Power Co 83/10/07 ISpp 20717 130 24X 

Fiche 50-338.83/10/07,8310130103 


8310180440 Requests extension to 840601 for submittal of simulator 
portion of licensed operator requalification program 
STEWART, W L Virginia Electric 8. Power Co 83/10/12 DENTON. If R, 
Office of Nuclear Reactor Regulation, Director MILLER, J, R 
Operating Reactors Branch 3 2pp 20802 124 24X 

Fiche 90-338,83/10/12,0310180440 


0310190112 Application to emend Licenses NPF-4 6 NPF-7f ref 1 acting 
r eorgani xatlon In nuclear operations dep t. securi ty dept & 
change in responeib 1 1 i ties & title of executive vice 
president-power 

STEWART, W L Virginia Electric Power Co 03/10/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Branch 3 3pp 20021 104 24X 

Fiche 90-330,83/10/13,0310190112 


--8310190130 Proposed Tech Spec changes re reorgani tat Ion in nuclear 
operations dep t, secur i ty dept r espons lb 1 Itles 8t title of 
executive vice president-power 

» Virginia Electric it Power Co 03/10/13 iSpp 20821 107 24X 

Fiche 50-330,03/10/13,8310190112 


8310180309 Forwards status rept of progress on resolving reratinp motor 
operated valves iiMOV) plan for addl work per ODC 17, 

Committed to in 830607 Itr Preliminary review determined 74 
of 130 MOVs will not need to operate when voltage below 90/< 

STewART,W L Virginia Electric t. Power Co 83/10/14 DENTON. N R , 
MILLER, JR Operating Reactors Branch 3 4pp 20B06 291 24X 

Fiche 50-330,03/10/14,0310180309 


0310190043 Forwards '*VEPCO NOMAD Code it Model Rept is one of series 
discussing nuclear reload licensing h core follow 
support capabilities 

STEWART, M L Virginia Electric 8* Power Co 03/10/14 DENTON.H R 
Office of Nuclear Reactor Regulation, Director 2pp 20822 335 
24X Fiche 50-000, 03/10/14, 0310190043 


—8310190057 "VEPCO NOMAD Code St Model *' 

BOWMAN, S. M Virginia Electric 8, Power Co, VEP-NFE-1 03/09/30 
JlBpp 20022 337 24X Fiche 50-000,03/10/14,0310190043 


0310200289 fluppl to 03O3JO application to amend Licenses NPF-4 & NPF-7i 
adding name of Old Dominion Electric Cooperative In 
appropriate OL sections Cooperative will be partial owner of 
facilities Supporting documentation end 

STEWART, M L. Virginia Electric «< Power Co 03/10/17 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Branch 3. 924pp 20831 159 24X 

Fiche. 50-330, 83/ 1 0/ 1 7, 83 1 0200289 
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Q310S7Q300 Supply B30325 response fco B3Utl| request foi addl infci re 
NLrflEG^C>73/. Item IJ 0 3< "Post' Acc i dent Sampling '* Interim 
core (faniage assessment procedure in use until Ues tingheuse 
Ouner$^ Croup methodologg camplcted bg end oi' 1983 

STEHArtTiH L Virginia Electric «< Powet Co 83/10/20 DEN PON. H R 

□ FPice of Nuclear Reactor Regulation, Director cfpp 20923 193 
34X Flchc &0-000, 03/ 10/20i 8310270300 


R Periodic operating reports & related c orr esp ond ence 


Q310190002 Honbhlg operating repts For Aug 19B3 Uf/B309l5 1 tr 
SCHtllTENDDRF, O , STEWART, W L Virginia Electric & Power Cn 
83/09/02 HALLER, N M Office of Resource Manag emeri t > DlT-ector 
14pp 20823 093 S4X Ficho 00-330,03/09/02,8310190002 


Q Inspection reports, IE Qullctins 8c c on csppndcnce 


&3I00405&0 Responds to IE Qulleiin 03-06, “Nonconforming Matls Supplied 
Tube Line Cerp Facilities " No subj matis in use in 
sa Fet^-related sys 

STEWART. U L Virginia Electric 8c Power Co 03/09/16 O'RCILLY.J P 
Region 2, Office of Dirdctoi Ip 20622 314 24X 

Flfhe 50-33B, 03/09/16, 8310040530 


S30a300340 IE lijfo Notice 03-61, "Alleged Use of Stand-Ins far Welder 
-Oua] i f I cation Tests “ Sve list end 

JORDAN I E L Division of Itmorgency Preparedness 8, Engineering 
Response fPost 830103) 03/09/26 Consolidated Edison Co of New 

Vorlr Inc ll7pp 20734 022 24X Fiche 50-000,03/09/26,8300300340 


630D30034S IE Info Notice 83-62, "Foilure of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
intakes " Sve list end 

JORDAN, IT L Division of Emergency Preparedness & Engineering 
Response- <Post 03OIO3> 03/09/26 Consolidated Edison Co of New 

York, Inc Il6pp 20777 210 24 X Fiche 50-000,83/09/26.0300300342 


0308300345 IE Info Notice 03-63, "Potential Failures of Westinghouse 
Type SA— 1 Di f ferontial Relays " bvc list end 
JORDAN p E L Division of Emergency Preparedness 8< Engineering 
Respcinse (Post 830103) 63/09/26 Consolidated Edison Co of New 

York, Inc llQpp 20778 001 24X FiChe 50-000,03/09/26,0300300345 


030Q300349 IE Info Notice 03-64, "Lead Shielding Attached bo 
Saf«ty-Relatcd Sys W/o iOCFRSO 59 Evaluation " Sve list 
enc I 

JORDAN, C L Division of Emergency Preparedness 8( tngjneerinp 
Rpsp-onse (Post 030103) 03/09/29 Consolidated Edison Co of New 

York. Ine liSpp 20716 324 24 X Firhe 50-000,83/09/29,0308300349 


0310250414 Forwards IE Insp Rep Is 50-33D/Q3-22 %c 50-339/03-22 on 
■830015-19 l< 0919-20 No noncompl iance noted 

DANCE, H C Division of Project 8, Resident Programs 03/10/05 
STEWART, W L Virginia Electric & Power Co 2pp 20897 227 24X 

Fiehe 00-338,83/10/05,8310290414 


S Reportable occurrences, LERs & related correspondence 


6310070301 Potential Part 31 rapt re underrange characteristic of 
Model N-E118M transmitter Underrange lero offset may occur 
when transmitter Initially prrssuriied from atmospheric to 
suppressed lero input End users notified 

HEROERIANiMJ Foxbdro Corp 03/09/30 Director's Qfflce, Office 

of Inspection and Enforcement 1 1 PP 20651 064 24X 

Fiche 50-000, 03/09/30. 83I007030I 


8310170091 Forwards repts on 021205 main generator failure & 
proprietary ic nonproprietary r^pts on seven main transformer 
failures occurring between BDJ 129 8, B21205 Projtr letary rept 
withheld (ref 10CFR2 790) 

STEWART, H L Virginia Electric & Pawor Co B3/10/05, DENTON, M R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Drench 3 2pp 20769 207 24X 

Fiche 50-330,03/10/05,8310170091 


— 0310170107 Nonpropr iotary version pf "Transf ormer Rept on Events at 
North Anna Power Station " 

COSBAART.J , RETRIEVE. 8KODOLUND, J Westinghouse Electric Corp 
03/06/16 276pp 207B9 226 24X Fiche 50-336, 63/ l0/05» 

8310170091 


6310210047 LER 03-O6^/O3L-O on 030913, ind tvidual rod position Indicator 
for red K-02 in control bank A exceeded icro step position 
by 133 steps Caused by personnel error Indicator adjusted 
W/031012 1 tr 

HARRELL, E W Virginia Electric 6 Power Co 83/10/12 □'REILLY, J P 
Region 2. Office of Dircctoi 2pp 20855 302 24 X 

Fiche 50-339,03/10/12,6310210047 


0310250066 Responds to 030615 reijuest for addl info re status of vendor 
repair or redesign or provtsioii& for obtaining other 
qualified resistance temp detectors 8, proposed schedule for 
installation Inctal 1 at 1 on scheduled for Oct 1904 

STEWART. W L Virginia Electric Power Co 03/10/19 DENTON, M R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Branch 3 2pp 20094 176 24X 

Fiche 50-309, 00/ 10/19, 6310250066 


--0310250426 IE Ipsp Repts 30-338/83-22 8, 50-339/83-22 on 03001 &-I9 tt 
0919-20 No nonenmp 1 ianc e noted Major arras inspected liquid 
& gaseous affluent re) eases, effluent control 
instrumentat I on, reac tor coolant water quality & NURFO-073/ 

WRAY, J R Region 2, Office of Director DARR.K P Division of 
Engineering tk Operational Programs 03/09/30 9pp 20097 2<?9 
24X riche 50-338, 83/10/05, 031025041 4 


0^310250500 Responds to 630620 1 tr requesting deletion of Violation B 
toted in IE Insp Repts 50-330/03-13 & 50-339/83-12 re 
Tadiatian area posting of auxiliary bldg Entrance not 
properly posted Citation stands Present posting adequate 
O'REJLLYiJP Region 2, Office of Director 03/10/06 STEWART, W I 
Virginia Electric U Power Co 2pp 20902 071 24X 

Fiche 50-330,03/10/06,0310250500 


5308300370 IE Info Notice 03-65, "Burvei 1 lance of Flow in RTD Dypass 
Coops V&ed in Westinghouse Plants " 8vc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Responae IPost 030103) 03/10/07 Consolidated Edison Co of New 

Varlj Tnc 76pp 20827 213 24X Fiche 90-000.03/10/07,0300300370 


8308300752 IE Info Notice 03-66, "Fatality at Argentine Critical 
Facility " Sve list end 

JORDAN, E L Division of Emergency Preparednaes & Engineering 
Response fPost 030103) 63/10/07 Consolidated Edison Go of New 

York. JTIC 79pp 20002 026. BAX Fiche, OO-qOO, 03/10/07, 0300300752 


^300300759 IE Info Notice 63-67, "Emergency Use Respirator Matl Defect 
Causes Production of Noxious Oases '* 0vc list encl. 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/lO/li Consolidated Edison Co of New 

York, int lirpp 21043 075 24X Fiche 50-000,83/10/11.0300300759 


3308300761 TE Info Notice 03-60. "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " Bvc list 
enc l 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 03/10/11 Consolidated Edison Co of New 

York. Inc ISOpp 20827 129 24X Fiche 50-000,83/10/11.0300300761 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT* UNIT P 


A App 1 ic a tion/constructl on stage documents ii carte spnndGnc e 


0300300357 Board Notification 02-IO5A foiwards evaluation of 
allegations re design defielencieo in Class I piping sys 
Info applicable to Diablo Canyon I & 2,Ferml 2 h Collauay 
EISENHUT.D 0 Division of Licensing 03/09/29 PALLADIHO. N J 
Commissioners 3pp 20632 001 S4X Fiche 50-600.03/09/29, 
8300300357 


0310130329 Forwards Rev 2 to "Ineervlce Testing Program for Enrico 
Fermi Unit S " Rev to testing program for pumps valves 
incorporates necessary mods & c 1 ar 1 f Icai i ons , per NRC 030316 
1 tr & B3O5t7-i0 meetings Related info encl 

TAUBER, II Detroit Edison Co 83/10/04, YOUNOBLOODi D J. Licensing 
Branch 1 7pp 20723 207 24X Fiche 50-341,03/10/04,0310130229. 


— 8310130232 Rev 2 to Procedure DET-16-02D1, “Inservico Testing Program 
for Enrico Tormi Unit 2 ” 

KiNiJ. W. , CLAU00, J M NUTECH Engineers, tnc D3/C0/O4 i60pp 
20723 294 24X Fiche 50-34i , 63/10/04. D310J30229 


0310120098 Requests that NRC defer iisuanee of praaf & revleu Tech 
Specs to allow incorporation of current test data b< to 
minlniiic need to modify tpocs at later date 

JENS, M H Detroit Edison Co 03/10/05 VOUNODLDOD, B J Licensing 
Branch 1 Ip 20696 104 24X Fiche 50-341,03/10/05,8310120090 


0310120190 Responds to (Jeneric Ltr 03-24 rm TMl Action I tern 1 C. 1, 
'^Special Low Power Testing 6 Training " Util will comply 
u/BWR Owners Group position w/special test incorporated 
FSAR App hi will be revised 

JENB'W H Detroit Edison Co 03/10/05 YOUNOBLOODt B J, Licensing 

Branch 1 2pp S069S 333 24X Fiche; 50-341 , 03/ 10/05, 0310120190 


0308300771 Board Notification 03-120A forwards Equipment Qua li f 1 cation 
Branch conclusions r« potential problems w/ABCD solonoid 
valves 

EISENHUT, D 0 Divifian of Licensing 03/10/06 PALLADlNOi N J 
Cummissloners 3lpp 20B1B 001 24X Fiche 50-000,83/10/06, 

030030077) 
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8310100470 Forwards revs to nuclear apcrafcioniS training prograrR 
descrip tion# updat ing BI0603 pubmittal Future revs to 
training plan will be docunented in Section 13 2 of FSAR 
TAUBER j H Detroit Edison Co 83/10/19 YQUNGDLQDDj B J Licensang 
Branch 1 lOpp 20802 041 24X Ficho 50-34li 83/10/1 0310180470 


8310210032 AdvlsP* that Preop era ti ona 1 Test PRET 74102 001# "Control 
Ctr HVAC" will be initiated by Q3I10I Rev J to test 
procedure sent to chief o# teet programs eectten 

AOOSTI.F E Detrnit Edison Co 03/10/13 KDNKUN* J B Region 3# 
Office of Director Ip 20055 301 24iX FI eh e. 50-34 J t 03/ 10/13. 
8310210052 


8310210281 Infpr/ns that Pr eoperat i onal Test PfiET T4600 001 re standby 
gas treatment mill be initiated cn 031101 Test pracedtire 
Bent to Chief of Test Programs Section 

AOOSTIiF E Detroit Edison Co 83/10/13 KONKUIN. J E Region 3r 
Office of Director Ip 20840 Sl2 SAX Flch* 30-341,03/10/13. 
8310210281 


B3101703B9 Foruards Amend 51 to amended Se substituted application for 
licenfe.consistJng of Amend 91 to FSAR 

LANDORAF.L C LeDoeuf. Lamb# Leiby tr MacRae B3/I0/I4 DEU TUN. H H 
Office of Nuclear Reactor Regulation. Director Ip 2079J 009 
a4X Fiche 90-341,83/10/14,0310170389 


— 8310170994 Artiend 51 to amentfed Ic substituted application for license, 
consisting of Amenif 51 to TSAR 

HEIDEL.O M Detroit Edison Co 83/10/12 Ip 20791 OIO, 24X 
Fiche 30-341,83/10/14,8310170589 


— B310310J47 IE Preup erat i ona 1 Safeguards Insp Rept 50-341/83-23 on 
830926-30 No nunc amp 1 lance noted Major ai oas inspected 
implementation, installation h operability of flecurily 
programs Details withheld iref IOCFR/3 21) 

MADEDArl J , KNICELEY, J R , CRl ED. U R Region □, Of Flee of 

Directoi 83/10/25 2pp 20961 319 24X Fiche DO-34 i , OJ/ i 0/26# 

B31 03 10342 


0 Adjudicatory correspondence 


8310040274 Order extending time until B3J00/ for Lommission to att to 
review ALAD-730 

CKILK, 8 J Office of the Ssci etary of the ComtniSBion 0'i/O9/JO 
Cemmlss loners Ip 20612 361 24X Fiche 50-341,03/09/30, 

B3 I 00402/4 


B31O12O405 Order extending time until 031017 for Commission to act to 
review ALAB-730 

CHILK. S J Office Of the Secretary of the Commission 83/10/07 
Commissioners Ip 20699024 24X Fiche 50-341,83/10/07. 

0310120409 


6310280066 Informs that Commission declined to review Decision 
ALAD-730 Review porlod expired Decision became final agency 
action on 831017 

CHILK.S J Office of the Beci etary oP the Commission 83/10/27 
MINOCH. J B Affiliation Unknown Ip 20935 060 24X 

Fiche 50-341,03/10/27,8310280066 


H General correspondence 


8310240109 Notification! of 831019 meeting u/util in DethesdoiMD to 
discuss environ qualification of equipment 

LYNCH, M D Llcenelng Branch J 83/10/18 YOUNGBLOOD. D J 
Licensing Branch 1 3pp 20091 350 24X Fiche 50-341 » 03/10/10, 

9310240109 


8310200109 Informs that OK Earle became util supervisor of liicnsring 
on 031001 L Qebuerman, former eupervlsor of licensing, 
promoted to supervi sor, sys tt plant engineering 

EARLE, G K Detroit Edison Co 03/10/10 YDUNOBLnOD, n J Licensing 
Branch 1 Ip 20037 102 24X Ficho 50-341.03/10/10,0310200107 


E NRC Safety Evaluation Report (SER). suppls it correspondence 


8310130010 Ferurards SORT qua 1 i f i cat 1 on summary of equipment list update 
& rtsponse to SSER 3 INUREO-0796) open items 

TAUBER, H Detroit Edison Co B3/10/04 YOUNOBLODD, B J. Licensing 
Branch 1 68pp 20725 123 24X Fiche 50-341 1 83/10/04. 8310130018 


F. Security* medical, emergency & fire protectlan plans 


0310170629 Fvruiards IE Insp Rept 50-341/83-17 on 830701-0831 it notice 
of violation 

HNOP.R C Region 3. Office of Director 83/09/29 UELLG, D A 
Detroit Edison Co 2pp 20782 090 24X Fiche 50-34 1 . 83/ 09/2B. 

8310170629 


—8310170643 IE Insp Rept 50-341/83-17 on 930701-0831 Noncomp 1 lance 
noted iiiork performed on emergency diesel gencratar IJ 
voltage regulator w/1 1 1 egibl e It unreadable FN21 Ii clectrlra) 
single line sketch had no refs or description 

BYRON, P M , PARKER, M E . LlTTLF.B H Region 3. Office of Olrrctor 
93/09/28 lOpp 20782 003 24X Fiche 50-341,83/09/28, 

0310170629 


8310100029 Releestf public version uf revised radiological emergency 
response preparedness plan li revised radlatagtcal emerysney 
response preparedness procedures 

FELTON, J M Division of Rules and Records 93/l0/13« Document 
Hanagement Branch Ip 20014 304. 24X Fiche 50-341.83/10/13. 

8310100029 


— 8310180034 Forwards public version of Rev 2 to radiological emargeiicy 
response preparedness plan It revised radiological emergency 
response preparedness procedures 

JEN9, U H Detroit Edison Co 83/ 10/04 YOUNGBLOGD. B J 
Licensing Branch 1 Ip 20614 305 24X FI che: 50-34 1 . 03/iO/ 13. 

63£018002? 


-8310100037 Public version of Rev 2 to radiological emergency respaneo 
preparednts* plan 

* Detroit Edison Co 83/09/21 300pp. 20914 306 a4X 

Fiche 50<-34Ji 03/10/13, 031018002? 


'9310190042 Public version of revised emergenev plan implementing 
procetfuresi including Procedures EP-102 re unusual event, 

EP-103 re alert 6 EP~104 re site area emergency, 

* Detroit Edison Co 83/09/21 797pp. 20815.252 24X 

Fi chi* 50-341.03/10/13, 83 JOl 00029 


110310342 Forwards lE Pr eoperat jiotia 1 Safeguarde Insp Rept 50-341/83-23 
on 830926-30 Ho nonconp Nance noted 

AXELaON, W L Region 3, Office of Director. 83/10/26. WELL8, D A 
Detroit Edison Co 2pp 2096N317. 24X Fiche 50-341,83/10/26, 

6310310342. 


K Utility Final Safety Analysis Report (TSAR) I, amends 


8310170589 Forwards Amend 51 to amended 8< substituted application for 
1 ic ense. consi sting of Amend 51 to FSAR 

LANDORAFiL C LeBoauf. Lamb. Lei by & MacRae 03/10/14 DP NT ON. H R 
Office of Nuclear Reactor Regulation, Director Jp 20771 007 
a4X Fiche 50-341,83/10/14,0310170589 


— 0310170594 Amend 51 to amended it substituted application for license, 
consisting of Amend 51 to f SAR 

HEIDEL, C II Detroit Edison Co 83/10/12 tp 20791 010 24X 

Fiche DO-341. 03/10/14.83101/0587 


—9310170600 Amend 31 to F8AH 

» Detroit Edison Co 03/10/31 4eepp 20791 ON 24X 
Fiche 50-341.83/10/14,0310170509 


0 Inspection reports, IE Dulletihs It correspondence 


0310050492 Forwards IE Insp Rept 50-341/03-18 on 030022-26 Nu 
n on comp 1 lance noted 

LITTLE. W S Region 3. Office of Director 83/09/2J WELLG, A 
Detroit Edison Co 2pp 20628 352 24X Fiche 50-341,83/09/23* 

8310050492 


— 8310050497 iE Insp Rept 50-341/83-18 on BJ0B22-26 No noncomp llsnce 
noted Major areas Inspected action taken on 10CFR50 5S(e) 

Items. IE bulletins. IE c irculars, previous insp findings b 
electrical design review 

WILLIAMS, C C , AHMED, 1 H , NAIDU, K R Region 3. Office of 
Director 03/09/22 Bpp 20628 354 24X Fiche 50-341.05/09/23. 

831005Q492 


8308300340 IE Info Notice 03-61, "AlUged Use of 3tand-Jns for Welder 
Quallf I cation tests ** Sve list end 

JORDAN. E L Division of Emergency Preparedness 8< Engineering 
Response (Post B30103) 03/09/26 Consolidated Edison Co of New 

York. Inc Il7pp 20754 022 24X Fiche 50-000.83/09/26,8300300340 


8308300342 IE Info Notice 03-62, "Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Uer.tilation Air 
Intakes “ Ovc list tncl 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Poit 830103) 03/09/26 Consolidated Edison Co, of New 

York, Inc I16pp 20777 210 24X Fiche 50-000.83/09/26,030030034 2 


0308300345 IE Info Notice 33-63, "Potential Failures of Westingbouse 
Type 8A-1 Differential Relays " 9vc list and 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/09/26, Consolidated Edison Co of New 

York, Inc liSpp 20770 001 24X Fiche 50-000.83/09/26,0300300345 
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&3SQ170&29 Forwards IE Insp Rept 50-341/93-17 on 930701-0031 It notice 
oF violation 

KKOPi R C Region 3< Office of Directai 03/09/28 WELLS. U A 
Uetrolt EdUon Co 2pp 20/02 OBO 24X Fiche 50-341.03/09/20, 
0310170629 


— 0310170636 Notice of vialation from insp on B30701-OD31 
KNOP. n C Region 3» Office of Director 03/07/2B ip 
20782 Oea 24X Fiche 50-341,83/09/28.8310170629 


—8310170643 IE Insp Rept 50-341/B3-17 on B3O7O1-O031 Noncompl i ance 
noted uprk performed on emcrpcncg dirsol generator 11 
voltage regulator w/ 1 1 1 eg i b 1 e l< unreadable PN21 h electrical 
single line sketch had no rpfs or description 

BVRDN, P . PARKER. H £ , LIT ILF. D H Rogion 3. Office of Director 
83/09/20 JOpp 20702 003 24 X Fithe 30-341,83/09/20. 

0310170629 


B3O03OO349 IE Info Notice 83-64. "Lead Shielding Attached to 
Sa f et g~Re la ted Sy*» W/o lOCFR^O 39 Evaluation " Bvc list 
e ic I 

JCRDANr t L Division of emergency Preparedness & Engineering 
Response (Post 830103) 83/07/29 Oonsol Idated Edison Co of New 

'/ork, Inc I15pp 20716 324 24X Fiche 30-000.03/09/29,0308300347 


9300300378 IE Info Notice 83-65. "Surveillance of Flow in RID Dgposs 
Loops Dsed in Mestinghouse Plants " Svl list end 
JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Po'St 830103) 83/10/07 Confiolidated Edison Co of Neui 

York, fnr 76pp 20B272J3 24X Fiche 50-000,03/10/07.0300300370 


•B3'O03OO73S IE Info Notice 83-66, "Fatal itit at Argentine Critical 
Facility *' 9vc list end 

JORDAN, E L Division of Emergency Hroparedness & Engineering 
Rasponse (Post 830103), 03/10/07 Consolidated Edison Co of New 

York* Inc 79pp 20002 026 24X Fiche 50-000.03/10/07,8300300752 


9310120305 Ack receipt of 830921 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-341/03*07 
6PES5ARD.R L Division of Engincsrinq 03/10/07 WELLS. D A 
Detroit Edison Co Ip 20701 012 24X Fiche 30-341.83/10/07, 

03] 0120305 


-*-8310120311 Supplemental response to NRC Q30713 Itr re violations 
noted in IE Insp Rept 30-341/03-07 Corrective actions 
adequate measures adopted to assure proper control of plant 
ronf i gura t J on 

WELLG.D A Detroit Edison Co 83/09/21 SPE58ARD, R L DivUioii 
of Engineering 7pp 20701 013 24X Fiche 50-341.03/10/07, 

8310120303 


8300300759 lE Info Notice 03-67. "Emergency Use Respirator Mail Defect 
Causes Pioduction of Noxious Doses " Eve list end 
JORDAN, E L Division of emergency Preparedness %< Engineering 
Response (Post 030103) 03/10/11 Consolidated Edison Co of Neu 

York, Inc 117pp 21043 075 24X Fithe 50-000,03/10/11,0300300757 


8300300761 le Info Notice 83-68, "Respirator User Warning Defective 
S< 1 f-Cuntained Breathing Apparatus Air Cylinders " Sve list 
end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/10/11 Consolidated Edison Co of New 

York, I nr 120pp 20827 129 24X Fiche 50-000.83/10/11,0308300761 


B3]Oie02e9 Clarifies NRC position re procedures for admitting NRC 
personnel to facility List of personnel requiring access to 
vital areas end Updates will be provided every 6 months 
AXELEDN, W L, Region 3, Office of Director 83/10/14 WELLS. DA 
Detroit Edison Co 7pp 20806 282 24X Fi che> 50-34 1 . 03/10/ 14, 

B3101B0289 


83j03l0342 Forwards IE Preoperati onal Safeguards Insp Rept 50-341/83-93 
qn 030926-30 No noncotnp 1 iance noted 

AXELSON.W L Region 3, Office of Director 03/10/26 WELLS, D A 
Detroit Edison Co 2pp 20761 317 94X Fiche 50-341,03/10/26, 

8310310342 


— 8310310347 IE Preop era t i onal Safeguards Insp Rept 50-341/03-23 on 
B3OV26-30 No noncompliance noted Major areas inspected 
Imp 1 amenta tian. instal latlon 8, operability of security 
programs Details withheld (lef 10CFR7J 21) 

HADEDA, 7 J , KNJCELEY. J R , CREED. J R Region 3. Office of 

Director 03/10/25 2pp 20961 319 24X Fiche 50-341,83/10/26, 

S3 1031 0342 


S Reportable occurrences. LERs t< related corresp ondenc e 


03LOO7O3OL Potential Part 21 rept re underrange characteristic of 
Model N-E3iOM transmitter Underrange lero offset may occur 
tuhen transmitter initially pressurized from atmospheric to 
suppressed zero input End users notified 

DERBERIANjiM J Foiboro Corp 93/09/30 Directar's Office. Office 
of Inspection and Enforcement Itpp 20651 064 24X 

Fiche 50-000, □3/09/30.8310070301 


0310120224 Interim deficiency rept re cracked 8c broken puffer piston 
rods in Brown Dover! 5HK 2S0/350. 1200/2000A circuit 
breakers Initially reported on 030317 Insps to be conducted 
at maint intervals Cracked assemblies will be replaced 
DUVALL, D D Drown Boveri Carp (subs of Drown Boveri & Co , Ltd > 
03/lO/OS DEVOUNOj R C Director's Office, Office of Inspection and 
Enforcement 4pp 20693 130 94X Fiche 30-341,03/10/05.0310120224 


0310250114 Final deficiency rept. Item 86 re missing Swaglok fittings in 
reactor vessel Initially reported on 021229 Hissing 8uaglok 
instrument line plug assemblies replaced All plug keepers 
removed t< discarded S, Swaglok fittings tightened 
WELLS. D A Detroit Edison Co 93/10/07 REPPLER. J O Region 3, 
Office of Director 4pp 20096 960 24X Fiche 50-341.03/10/07, 

0310250114 


□310210066 Interim deficiency rept re Mlsmer Becker inconsistent 
implementation of UT procedures for flued head structures 
Initially reported on 03090? Investigation continuing 
WELLSiD A Detroit Edison Ca 03/10/10 KEPPLERrJG Region 3, 
Office of Director 2pp 20050 190 24X Flchf 50-341,03/10/10, 

0310210066 


0310270447 Final deficiency rept, Item 14 re action taken on RHR HX 
relief valves Initially reported on 030503 Listed design 
changes to reduce water hammer problem implemented 
Commitment satisfied 

WELLS, D A Detroit Edison Co 93/10/21 KEPPLER, J Q Region 3, 
Office of Director 2pp 20923 080 24X Fiche 50-341,03/10/21. 

0310270447 


8310270487 PNO-1 1 1-83-101 on 831021 . 1 icensee employee discovered 
suspicious looking package near equipment on third level of 
turbine bldg Portion of bldg evacuated U MI State Police 
notified Package dismantled it confirmed nonexploslve 
CREED. J Region 3 j Office of Director 03/10/21 Ip 20922 001. 
a4X Ficha 50-341.03/10/21.8310270487 


DOCKET 50 *344 TROJAN NUCLEAR PLANT 


F Becurlty, medical, emergency & fire protection plans 


6310060258 Forwards info re radiological emergency plan 1983 annual 
e xercis c 

SROEHL.D J Portland General Electric Co 83/07/18 MARTIN, J B 
Region 5, Office of Director 5pp 20645 202 24X 

Fiche 50-344.83/07/10.8310060250 


—0310060261 Forwards scenario for 031005 radiological emergency plan 
exerc ise 

W!THER0, D D Portland Oeneral Electric Co 83/00/26 MARTIN, J B 
Region 5, Office of Director 55pp 20645 207 24X 

Fiche 30-344.03/07/18,0310060250 


8310060099 Forwards Rev I to 1983 radiological emergency plan exercise 
scenari o 

WITHERS, B 0 Portland General Electric Co 83/09/15 MARTIN, JB 

Region 5, Office of Director 36pp 20647 196 24X 

Fiche* 50-344, 03/09/ 15, 0310060099 


8310060491 Forwards info re 1903 radiological emergency plan exercise 
MITHERB.B D Portland General Electric Co 03/09/15 MARTIN, JB 
Region 9, Office of Director. 106pp S0641 042 24X 

Fiche 50-344,03/09/15.8310060491 


8310170063 Advises of disapproval of exception to habitability 
requirements for emergency operation facility (EOF), per 
020503 Itr Plans for establishing EPF per Suppt 1 to 
NUREG-0737 (Generic Ltr 02-33) requested by 031128 
EI0ENHUT,DO Division of Licensing 03/09/29, WiTNCRSrBD 
Portland Oeneral Electric Oq 3pp. 20798 035 24X 

Fiche 50-344,83/09/29,0310170063 


0310130102 Releases public version of revised radiological emergency 
plan 6 procedures manual 

FELTON, J.M Division of Rules and Records 03/10/06 Document 
Management Branch Ip 20751 340. 24X Fiche 50-344,03/10/06, 

0310130102 
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— 8310130'104 Public version of Rev 3 to Radiological Emergoncij Plan & 
Procedures Kanuat PCE-^lOOS 

» Portland Oeneral Electric Co 83/09/30 720pp 20751 341 

24X Flche 50-344,83/10/06,0310130102 


8310180362 Forwards lE £n f orce/fient Conference Rapt 50-344/B3-26 on 
83090? No noneafflpl ianct noted 

MARTIN, J 8 Region 5, Office of Director 83/10/14 WITHERS, 8 O 
Portland General Electric Co tp 20801 336 24}C 

Fiche' 50-344.03/10/14. 0310100362 


8310110109 Forwards License Change Application 96jamefnlinQ License 
fy|pp-j Yc offsite onsite nrganl latinns 

NITHERS.D D Portland General Electric Co 03/10/04 R 

Operating Reactors Branch 3 Ip 20665 207 24X 

Flche 50-344,83/10/04,8310110107 


— 0310110196 License Change Application 96 amondlng License Nf»r~l re 
offsite ti onsite organi zat i onfi 

WITHERS, D 0 Portland Oenoral Electiic Co 03/10/04 Ip 
20665 280 24X Flche 50-344, 03/ 10/04, BJlOi 10107 


— 8310180367 IE Enforcement Conference Rept 50-344/03-26 on 830709 Major 
areas discussed violations identified during 830620-24 & 

0726-28 insp of compliance w/JOCFfiSO App fi 
Sections III G. J, L & O 

SCOWN.K , DODDS. R T Region 5, Office of Director BteHOP, T W 
Division of Resident, Reactor Project St Engineering Programs 
83/10/12 5pp 20801 337 24X Flche 50-34 4.83/10/14,6310100362 


8310270518 Releases public version of noti f iceti o-n that amend to 
radiological emergency plan forwarded under separate cover 
FELTON, J M Division of Rules and Records 83/10/21 Document 
Management Branch Ip 20928 361 24X Fichf 50-344.83/10/21, 

8310270518 


— 6310270521 Submits public version of notification that Amend 3 to 
Radiological Emergency Plan PGE-IOOB forwarded under 
separate cover Amended plan continues to meat stds of 
10CrR47(bl & requirements of 10CFR50, App E 

WITHERS.B D Portland General Electric Co 83/10/04 MARKIN, J. D 
Region 5, Office of Director Ip 20928 362 24X 

rich a 50-344,83/10/21,83102/0518 


J Insurance & indemnity information 


8310140257 Forwards Endorsement 6S to NElIA Policy NF-285 it Endorsement 
52 to MAELU Policy MF-a6 

J0HAN8EN,E Portland General Electric Co 83/10/06 SALTZMAN, J 
Office of State Programs, Director 3pp 20761 336. 24X 

Flche 50-344,03/10/06,8310140257 


P Operating license itege documents & correspondence 


6GI0250591 Forward-s 8td Order for DOE Horjf "Operating Reactors 
Licensing Actions - Tech Specs for Hydraulic h Mechanical 
Snubbers for Trojan fc Rancho Seco “ 

ADAMS, C Energy, Dept of FIN 8-8559 83/09/16 MARTIN, J B 

Region 5, Office of Director Ip 20900 124 24X 

Flche 30-000,83/09/16,8310250591 


— 0310110201 Proposed changes to Tech Specs re offsite h onsite 
organizations 

* Portland General Electric Co 03/10/04 /pp 20665 JD7 24X 
Flche 50-344,03/10/04,8310110109 


8310200180 Forwards License Change Application 95 requesting amend to 
License NPF—1 » Chang Ing Tech B'pec 4 6 2 P d to allow more 
practical method of verifying available flow from 
containment spray additive tank 

WITHERS, B D Portland General Electric Co 83/10/14 MILLER, J fl 
Operating Reactors Branch 3 Ip 20033 067 S4X 
Flche 50-344.83/10/14,8310200108 


—8310200192 License Change Applicotlon 95 requesting amend to Licenso 
NPF-1, changing Tech Spec 4 6 2 2 d to allow mure practical 
method of verifying available flow from containment spray 
additive tank 

WITHERS, D D Portland Oeneral Electiic Co B3/JO/J4 5pp 
20833 070 24X Fiche 50-344,03/10/14,0310200180 


—8310200190 Proposed changes to Tech Spec 4 6 2 2 d to allow more 
practical method of verifying available flow from 
containment spray additive tank 

« Portland General Electric Co 83/10/14 Spp C0QJ3 0/0 24X 

Fiche 50-34*4,03/10/14.8310200180 


8310260237 Forwards ^*Trojan Nuclear Plant Cycle 6 Startup & Power 
Escalation Physics Testing Rcpl “ 

WITHERS, 8 D Portland Oeneral Electric Co 03/10/14 MARTIN, J B 
Region 5, Office of Director Ip 20912 024 24X 

Flche 50-344,03/10/14,8310260237 


— 0310260242 Forwards "Trojan Nuclear Plant Cycle 6 Startup l< Power 
Escalation Physics Testing Rept," l< WCAP-10336, "Trojan 
EOC-S Onsite Fuel Exam " WCAP-10336 withheld 

TODD, A J Portland General Electric Co 03/10/14 MARTIN, J 0 

Region 5, Office of Director Ip 20912 025 ?4X 

Flche 50-344.63/10/14,0310260237 


8310250600 Std order for DDE Work "Operating Reactors Licensing Action 
Tech Specs for Hydraulic tc Mechanical Snubbers for Trojan U 
Rancho Seco," Issued to LLL 

MARTIN, J B Region 5, Office of Director MACRUSKY.J Lawrence 
Livtreior# Laboratory FIN B-0559 83/08/31 Ip 20900 125 24X 

Fiche 50-000,03/09/16,0310250391 


•8310230625 Forwards project h budget proposal for NRC work "Operating 
Reactors Licensing Actions Tech Specs for Hydraulic. & 

Mechanical Snubbers for Trojan Sc Rancho Seco '• 

STUART, K J Lawrence Livermore Laboratory FIN 8-0562 03/08/10 

BISHOP, T H Region 5, Office of Director Ip 209D0 126 24X 

Fiche 30-000, 03/09/ 1 6, 03 10250391 


8310250631 Project k budget proposal for NRC work "Operating Reactors 
Licensing Actions Tech Specs for Hydraulic t, Mechanical 
Snubbers for Trojen k Rancho Seco " 

*- * WHITE, R , JOHNSON, J M Lawrence Livermore 
Laboratory FIN B-0562. 03/OB/10 PADOVAN, M L , 2HETZI0, C 

Region 5, Office of Director 2pp 20900 127, 24X 

Fiche 50-312,83/09/16,8310250591 


310070133 Forwards, for eoniiderationr project k budget proposal. 
Operating Reactors Licensing Actions Tech Specs for 
Hydriulic t( Mechanical Snubbers for Trojan k Rancho Seco 
Facilities " 

‘■‘vermora Laboratory FrND-fi562 83/09/20 
W Region 3, Office of Director, lOpp 20639 023 24X 

’Ichi 50-000,03/09/20,8310070133 


lOl^Oa Forwards requests for add! info re spent fuel rack 
eplacement I, spent fuel pool storage expansion structural 

application to increase 
?lip5 ^ 1*5 dags of Itr receipt 

‘ortlena o. Operating Reactors Branch 3. 83/09/30 WITHERS, B D 

ortlend General Electric Co. Spp 20B17 342 24X 

iche. 50-344, 83/09/30, 8310180608 


— 0310260246 "Trojan Nuclear Plant Cycle 6 Startup & Power Eflcalatlon 
Physics Testing Rept " 

a Portland General Electrir Co P0C-i04O 03/10/31 60pp 
20912 026 24X Flche 50-344,83/10/14,0310260237 


8310310299 Forwards "Reactor Containment Dido Inienratad Leak Rate 
Test, Final Rept 830629-0702 " 

WITHERS, B D Portland General Electric Co 83/10/17 MILLER, J H 
Operating Reactors Branch 3 Ip 20957 0?7 24X 

Fiche 50-344,83/10/17,8310310299 


—9310310301 "Reactor Containment Bldg Integrated Leak Rate Test, Final 
Rept 830629-0702 " 

P Portland General Electric Co PQE-1023-(83 > 03/l0/3i 503pp 

20957 099 24X Fiche 50-344, 03/10/17, 8310310279 


Q Inspection reports, IE BuJUtins k correspondence 


8300300340 IE Info Notice 03-61, "AUeged Use of Stand-Ins for Wei dor 
•Qualification Tests " Sve list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
R.ipon,. (Po.t 830103) 83/09/24 Con.olid.t.J Edl.on Co of Nou 

York, Inc 117pp 20754 022 24X Fiche 50-000^ 83/09/26,0300300340 


8303300342 IE Info Notice 03-62, "Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Sve list end 

OORDANiE L 0‘vI.,on of Em.rj.ncv Prep.redno.. t, En.tneorlnii 
R,.po.,» IPo.t 830103) 83/09/84 Oonsolld^.p clinon Co of N.b, 

York, Inc li6pp S0777 210 fi4X Flche 50-000, 83/09/26, 0300300342 


830 B 30034 S IE Info Notlc. 83 - 63 , “Potentlol Falluro. of Mo Itlnghouoo 
Type 6A-1 Differential Relays " Sve list end 
JORDAN, E L Division of Emergency Preparedness k Lngineoring 

B3/09/26 Consolidated Edison Cn of New 
York, Inc llBpp 20770 001 24X Flche 50-000,03/09/2610300300345 
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B-30e300349 IE Infa Notice 83-64, "Lead Shielding Attached to 
Safety-Related Bys H/d 10CFR30 39 Evaluation ” Sve list 
e-nci 

JQRDANi E U Division of Emergency Preparedness & Engineering 
Response iPnst B30103) 83/09/S9 Consol idated Edison Co of Neu 

Yorlr. Inc llSpp 20716 324 24X Fiche 50-000.83/09/29,8308300349 


8GOB3D037B TE Info Notice 83-65, "Survei 1 lance of Flow in RTD Dypass 
L.OOP 5 Used in Westinghouse Plants '* Svt list end 
JORDAN* E L Division of Emergency Preparedness i Engineering 
Response (Post 030103) 83/10/07 Consolidated Edison Co of New 

York* Inc 76pp 20827 2lJ 24 X Flthe 50-000,83/10/07,8308300378 


B3D8300752 IE Info Notice 83-66, "Fatality at Argentine Critical 
Facility " Sve list end 

JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response (Post 030103) 83/10/07 Consolidated Edison Co of Naio 

Vorkr Inc 79pp 20802 026 24X Fiihe 50-000,83/10/07,8308300752 


0310120245 Ack receipt of 830930 Itr informing NRC of steps taken to 
correct violations noted in 830902 repfc of inftp on B3072B- 
0805 

IrTEWSLAWSKliF. A Region 5, Office of Director 03/10/07 
WJTHER3, 0 D Portland Oonera) Electric Co Ip 20692 161 24X 

riche 50-344,83/10/07,8310120249 


— 8310120247 Responds to NRC 030902 Itr re violations noted in IE insp 
on 830728-0805 Corrective actions environ contractor 
instructed to perform specified analyses uiithin 8-dag period 
renulred by Tech Specs 

WriHEPS, G D Portland General Electric Co 83/09/30 MARTIN, J D 
Region S, Office of Director 2pp S0692 162 24X 

Flche 90-344,03/10/07,8310120249 


&30S300759 IE Info Notice 83-67, "Emergency Use Respirator Matl Defect 
Causes Production of Noxiouft Oases " Qvc list end 
JORDAN. C L Division of Emergency Preparedness I, Engineering 
Response (Post B30103) 83/10/11 Consolidated Edison Co of Ncu 

Vork, Inc 117pp 21043 075 34X Fiche 50-000,83/10/11,8300300759 


D308390761 1G Info Notice 03-68. "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cglindero ” Sve list 
enc 1 

JORDAN, £ L Division of Emergency Preparedness U Engineering 
Response (Post 030103) 83/10/11 Consolidated Edison Co of New 

Yodtr Inc 120pp 20827 129 24X Fiche 50-000, 03/10/11, 8308300761 


6310)00362 Forwards IE Enforcement Conference Rept 50-344/83-26 on 
830907 No noncomp 1 lance noted 

KARTIN. JD Region 5, Office of Director 83/10/14 WlTKERfl, 0 D 
Portland Oeneral Electric Co Ip 20801 336 24X 

Fiche 50-344. 03/10/14,6310100362 


— 0310180367 IE Enforcement Conference Rept 90-344/83-26 on 030909 Major 
areas discussed violations identified during 830620-24 6 
0726-28 insp of compliance W/IOCFRSO App R 
Sictions III 0,J,L G 

SCOWN.K , DDDDSrR T Region 5, Office of Director BIBHQP.TW 
DivlsloTi Qf RasJ dent, Reactor Project Engineering Programs 
B3/10/12 5pp 20001 337 24X Fiche 90-344.83/10/14,8310100362 


R Periodic operating reports 6 related correspondence 


6310190039 Monthly operating rept for Aug 1983 W/830909 Itr 

KERTrO J , 7UNDT, C P Portland Oeneral Electric Co 83/07/00 
Office of Resource Management, Director Spp 20023 279 24X 

Fiche 90-344, 83/09/08, 8310190039 


6310310299 Forwards "Reactor Containment Bldg Integrated Leak Rate 
Test, Final Rept 830629-0702. “ 

WITHERS.B D Portland Oeneral Electric Co 03/10/17 MILLER, J R 
Operating Reactors Branch 3, Ip. 20957.097 24X 

Fiche 90-344,83/10/17,8310310299 


— 6310310301 "Reactor Containment Bldg Integrated Leak Rate Test.FlnaL 
Rspt 830629-0702 " 

* Portland Oeneral Electric Co POE-1023-(B3> 03/10/31 583pp 

20997.099. a4X Fiche 50-344,83/10/17,8310310299. 


Sh flepertabla occurrences, LERe ti related correspondence 


B3iO2B0079 Responds to FQIA request for AEOD rept, "Loss of Bhutdoun 
Cooling 8( Subsequent Boron Dilution at Ban Onofre 2," dtd 
630425 8c documents re fuel rod degradation problem described 
In 1£ Info Notice 82-27 Forwards App A documents 

FELTON, J,M Division of Rules and Records. 03/07/28. HIATT, 8 L. 
OAlo Citliens for Responsible Energy, Spp 20962 156 24X 

Flchf 50-000,03/07/28,0310200079 


— 8310200136 Foruiai'ds safety evaluations prepared by licensee Sc Region V 
re loose fuel pellets 8c clad pieces In RCS 

CREN5, J L Division of Resl dent. Reactor Project & Engineering 
Programs 82/07/22 CLARK, R A Operating Reactors Branch 3 
6pp 20962 220 24X Fiche 50-000,03/07/28,8310200079 


— 83102B013B Safety evaluation re loose fuel pellets 6 clad pieces in 
RGB Strong evidence exists that no more than 20 pellets 
remain in RCS Licensee performed comprehensive evaluation of 
proposed operation Related info end 

* Region 3, Office of Director 02/07/21 12pp 20962 226 S4X 
Fiche 50-000,03/07/20.8310280079 


8310030440 EN-83-060 on or about 030929, not 1 c e of vlolatian 6 praposad 
Imposition of civil penalty m amount of 4100,000 will be 
issued to licensee Action based on inadequate reassesemtnt 
of fire protection feature®, per iOCFRSD, App R 

CRAIO, J, * AXELRAD, J. Office of International Programs, Director 
B3/07/Z6 Ip 20602 089 24 X Fiche 90-344,03/09/26,8310030440 


8310140246 LER 03-O13/O3L-O on 830908, train A boric acid transfer pump 
deenergized & train B boric acid transfer pump mistakenly 
valved out Caused by personnel error in preparation of 
tag-out procedure Personnel disciplined W/B31003 Itr 
BAlRiO 0 , YUNDT, C P. Portland General Electric Co D3/10/03 
MARTIN. J D Region 5, Office of Director 3pp 20761 342, 24X 

Fiche 90-344,83/10/03,0310140246 


0310200165 Part 21 rept re static temp callbr check on transmitters 
Initially reported on 031013 Caused by irregular setpoint 
for prassurlzer pressure safety injection function New 1,829 
pslg setpoint recommended 

RAHE.E P. Westinghpuse Electric Corp 03/10/13 DEVDUNG, R C 
Director's Office, Office of Inspection and Enforcement 2pp 
20834 07B 24X Fiche 50-000,03/10/13,0310200169 


0310250444 LER 03-OI4/O3L-O on 030916, during routine testing, train A 
emergency diesel generator failed to control voltages as 
required 6 failed flash circuit would not deenergiie, 
rendering generator inoperable W/83i0i4 Itr 

BAlRiG 0 , YUNDT.C P Portland General Electric Go 83/10/14 
MARTIN, J B Region 8, Office of Director 4pp 20397 160. 24X 

Fiche, 90-344,03/10/14,8310250444 


8310250943 PNO-V-03-048 on 631013, Reg Ion V notified by NRR of temp 
compensation error w/Barton Model 763 pressure transmitters 
Same problem exists w/Modtl 764 steam generator narrow- 
range water level transmitters Setpoints revised on 831014 
HAtBT, D Region 9, Office of Director 03/10/18. Ip 20901:323. 
24X Fiche’ 50-344, 63/10/10, 0310290943 


V Operator Examinations 


8310030145 Requests schedule, by 831020, for requa 11 f leatlon training It 
exams for 1984 in order to coordinate Region V audit of 
operator requa 1 i fi cat ion programs 

0I0HOP,T W, Division of Resident, Reactor Project b Engineering 
Programs 03/09/26 WITHERS, B. D Portland General Electric Co 
2pp S0990 036 24X Fiche 50-344, 83/09/26, 0310030149. 


DOCKET 90-346 DAVIS-BESBE NUCLEAR POWER 0TATION, UNIT I 


F Security* medical, emergency 6 firs protection plans 


8310090077 Forwards 9ER supporting util fire protection Corrective 
action program Acceptable level of fire protection achieved 
to permit resumption of power pending eomplstton of 
long-term actions 

El8ENHUr*D G. Division of Licensing 03/09/23 CRDUSE.R. P Toledo 
Edison Co. 6pp 206 90 170 24X Fiche 50-346, 03/09/23, 0310050077. 


— 0310090082 8ER supporting util fire protection corrective action 
program Acceptable level of fire protection achieved to 
permit resuieption of power pending eompletion of long-term 
actions 

e NRC - No Detailed Affiliation Given, 03/09/23 11pp. 

20690 176 24X Rich e. 90-346, 83/09/23, B310050077 


8310060349 Requests exemptions from App R requirements re oil 
collection sys for reactor coolant pumps, cold shutdown 
within 72 h u/o use of offsite power separation of cables 
6 equipment of redundant trains by fire barriers 

CROUSE, R P Toledo Edison Co 83/09/30 EIBENHUT, D 0 Division of 
Licensing. 12pp. 20646.139. S4X Fiche 90-346, 03/09/30, B310060349 


8310060990 Releases public version of temporary mod request to 
emergency plan implementing procedure 

FELTON, J N Division of Rules and Records 83/10/09. Docunent 
Management Branch Ip S066I 193. 24X Fiche > 90-346, 03/10/05, 

8310060990, 
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— 83100605^5 Public v4rfian af Temporary flod ne 4 u<Q»t T-7400 to Emerigrncy 
Plan Imp lejnent Itig Procetfur* E.J 1300-0fii "Emergepry Control 
Ctr Activation " W/830914 ltr*roceipt form If R«v 33 to 
IndPK 

MURRAY. T P I DURDELiR . DDWNlNOiO Toledo Edison Co 03/09/06 
7pp 20661 194 24X Flcha 50-346103/10/03,0310060590 


B31O11DO03 R«lta»eB public veraiun of T»yls«d emargencv plan 
linplemantinp procedures 

FELTDNi J M Division of RuUa and Records 03/10/03 Document 

Management Branch Ip S06G2 203 24X Fi Che: 30-346, 03/10/05, 

8310110082 


— 8310110005 Forwards public veralon of revised emergency plan 
Implementing procedures, includ mg Procedure HP 1602 01 re 
Bxternel personnel radiation exposure monitoring Receipt 
form end 

« Toledo Edison Co. 83/08/25 HRC - Ha Detailed Affiliation 
Given Ip S0682 284 24X Flche 50-346, 03/10/05. 03101 10002 


— 8310110007 Public version of revised emergency plan implementing 
procedures, including Procedure HP 1602 01 re external 
personnel radiatien expaaure monitoring 

MURRAY,! O , BRIDEN, D it Toledo Edison Co. 83/00/15 44pp 
20602.205 24X Fiche 30-346,03/10/05,0310110002 


B310110124 Releases public version of revised administrative 
prncedore 

FELTON. U H Division of Rules and Records 03/10/03 Document 
Manegement Branch Ip 20606 339 34X Fiche 30-346.03/10/05, 

8310110124 


— 8310U0131 Public version of Rev 7 to Administrative Procedure 
AD 1050 04, ^’Past-Accident Oampllng tt Counting ** W/B30721 
Itr Kc receipt form 

MURRAY, r D Toledo Edison Co 03/09/13 NRC - No Detailed 
Affiliation Given 20pp 20606:3^0 24X FI chet 50-346, 03/10/05, 

8310110124 


031021039? Releases public version of temporary mod rcauest to 
emergency plan supporting procedure, 

FELTON, J N Division of Rules and Records 03/10/10 Document 
Management Branch Ip 20803: 146 24X Fi che: 90-346, 03/10/10, 

0310210359. 


— B310210363 Public version of Temporary Nod Request T-7480 to Emergency 
Plan Supporting Procedure AD 182? 07 re eerthquate. 

U/e30?30 Itr, receipt form Rev 191 to index. 

MURRAY, T.D Toledo Edieon Co 03/09/30 3pp. 20883.147 24X 

Fiche 50-346,83/10/10,0310210359 


P Operating license etaga documente 6 correspondence 


0310120016 Addl rftponie to FOIA reqveet for documenit re problems u/ 
Tech Bpecs applying to RC8 leakage determinat Ions in FWRs 
Foruards App A documents 

FELTON, J M Division of Rules and Records 83/07/07. VOIOT, H H 
LtBotuf, Lamb, Ltibg h NacRae 2pp, 20751:001. 24X 

Fiche 9 0-000 , 03/07/07, 03 1 0 1 2001 6. 


— B31012D022 Safety evaluation requiring test of primary coolant syt 
pressura isolation valves be incorporated into plant 
Tech Bpecs 

e NRC - No Detailed Affiliation Given 81/04/20 tp 20751 057 
24X Fiche: 90-000, 03/07/07, 03101 20016 


0310040640 Forieardi safety evalvatlon 6 Franklin Reeearch Ctr technical 
evBluBtlen rept, "ECCS Repts <F-47I Action Plan 
Requirenentsi Toledo Edison Co. Davis-Besse Nuclear Pouer 
StatloniUnit I MURE 0-0737, Item il K 3 17 requirements met, 

aTOLZ.U F. Operating Reactors Branch 4 83/07/01. CROU0E.R P 

Toledo Edison Cq 4pp 20627' 205. 24X Fiche 90-346, 03/0? /Dl , 

0310040640 


9812010192 -ECCS Reptf <F-47),TMI Action Plan Requir ements, 

Devi i-Besse Nuclear Power Station, Unit 1," technical 
evaluation rept 

VOSBURYtF W. Franklin Instj tute/Frank lin Research Center 
NRC-03-0 1-130, TER-C 9506 -273. 02/11/24 CHOW, E. NRC - No 

Detailed Affiliation Olven 14pp. 20627' 209. 24X 

Fiche- 90-346,03/09/01, B310D40648. 


9310030998 Forwards exemption extending until 891231 date for 
initaUatiDH of reactor vessel head vent. Only interim relief 
from implementation schedule allowed due to lad of 
supporting syi deta 

ST0LZ,U. F. Operetlng Rsactors Branch 4, 03/09/07. CROUSE, R. P. 

Toledo Edison Co 3pp 20607:279. 24X Fiche* 50-346, 03/09/07. 

0310030990, 


— 0310030600 Exemption extending until 091231 date for installation of 
reactor vessel head vent 

EISENHUT, D 0 Division of Licensing 03/09/07 Toledo Edison 

Ct» 6pp 20607 282 24X Fiche 50-346, 03/09/07, 0310030590 


0310180967 Forupards SER re generic mods to reactor trip breakers 6 
for DhW plants ta provide automatic actuation of shunt trip 
attachments, per Generic Ltr 03-26 

STQLZ, J F Licensing Branch 4 83/09/22 CROUSE, ft P Toledo 

Edison Co 2pp 20025 012 24X Fiche 50-346,83/09/22,6310100567 


—3310180970 SER supporting generic mads to reactor ti ip breakers for 
6tW plants to provide automatic actuation of shunt trip 
attachments 

« NRC - No Detailed Affiliation Given 03/09/22 14pp 
20325 014 24X Fiche 30-346,83/09/22,8310180567 


0310130302 Foruards Franklin Research Ctr "Operating Reactor PORV Repts 
(F-37JiTMI Action Plan Requirements, Oener ic Rept - B6W 
Designed Units," technical evaluation rept It NRR safety 
evaluation accepting D&cU response to TMl Item II K 3 2 
STOLZ,J F- Operating Reactors Branch 4 83/09/23 CROUSE, R P 

Toledo Edison Co 3pp 20770 120 24X Fiche 50-346,03/09/23. 

0310130302 


031OO7OOBO Forwards documentat 1 on which formed basis for exemption 
granted to util , extend ing date reactor vessel head vent must 
be instal 1 ed, per 03090? request Unit restart began on 
030927 

DIRCKS,W J Office of the Executive Director for Operations 
83/09/20 OlUINSKY, U Commissioners 5pp 20671 270 24X 

Fiche 50-346, 03/09/30, 03 J 0070000. 


—0306090346 Foruards SER re request for exemption from reactor vessel 
head vent roqulrement Util not convinced that noncondensablo 
gases that evolve in primary sys can be safely vented by 
hot leg high point vents alone. 

HOUSTON.R W Assistant Director for Reactor Safety 63/09/31. 

LAI NAS, 0 C Assistant Director for Operating Reactors 9pp 

20671 200 24X Fiche 90-346,03/09/20,0310070080 


— B31OO7OO05 Requests documentation which formed basis of exemption 
granted to util for installing reactor vessel high point 
vents Bpttcific date all vents uill be in sve also requested 
by 030923 

OIUINSKY.V Commissioners 03/09/09 DIRCKB, W J Office of the 
Executive Director for Operations Ip 20671 299 24X 

Fiche 30-346,83/09/28,0310070000 


8310110540 Forwards Amend 62 to License NFF-3 8, safety evaluation Amend 
adds Surveillance ftequirements 44 5, 7I<44 98 to Tech 
Specs based on discovery of dislodged auxiliary feedwater 
flow distributor 

DEAGAZIO, A W Operating Reactors Branch 4 03/09/30 CROUBE, R P 

Toledo Edison Co 2pp, 2070? 333 24X Fiche 50-346,83/09/38, 

8310110940 


— 0310110544 Amend 62 to License NPF-3, adding Surveillance Requirements 
44571,4450 to Tech Spec* based on discovery of 
dislodged auxiliary feedwater flow distributor, 

BTOLZ,J, F Operating Reactors Branch 4 03/09/30 6pp 

S0709 335 24X Fiche: 90-346, 83/09/30, 03101 10540 


— 0310110548 Safety evaluation supporting Amend 62 to License NPr-3 

a Office of Nuclear Reactor Regulation, Director 83/09/30 3pp 
20709 841 24X Fiche 50-346,03/09/30,0310110540 


8310060226 Forwards plan & schedule for resolution of NUREO-0737, Item 
II K 3 3, ^'Automatic Trip of Reactor Coolant Pumps," 

COenerlc Ltr 83-10), per NRC 030200 request Operating 
procedures for pumps to be revised 

CROUSE, R P Toledo Edison Co 83/10/03 EISENKUT, D, 0 Division of 
Licensing. 6pp 20647 015 84X Ftche' 50-346, 03/10/03, 8310060226 


0310200041 Forwards BER re NUREe-0737, Item II B 1, "RCS Uents, >* based 
on end LLL technical evaluation rept If Info provided In 
000130,810227,0323 b 0413 Itrs concerning vent installation 
\/ent sys design acceptable 

8TOLZ4J F. Operating Reactors Branch 4 83/10/05. CROUSE, R P 

Toledo Edison Co 7pp 20844.335 24X Fiche 90-346,03/10/09, 

0310200041 


— 0306130456 "Selected Operating Reactor Issues Program 11,RCS Vents. 
<NURE0-0737, Item tl B 1)," final technical evaluation rapt 
HELD,JT. Energy Incorporated. a Lawrence Livermore Laboratory 
FIN A-02S0. TF-366/0B17A 03/03/14 ALBERTHAL, 0. NRC - No 

Detailed Affiliation Given. 6pp. 20844.342. 24X 

Fiche 50-346, 03/ i 0/09, B31 0200041. 
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B3I0120103 Responds to NRC 8307M Itr on rcttuirod actions based on 
Generic Ltr 03-38 re implication of Salem ATWS event Efforts 
initiated to ensure satisfactory performance of requested 
actions ^ programs Program 8< schedule expected by 0^0113 
CROLtSE. R P Toledo Edison Co 03/10/06 ElSENHUl^D Q Division of 
Licchaing ip 306?6 340 34X Fiche 50-346. 63/ 10/06« S3101 201 03 


63102000SO FoTuards Franklin Research Ctr draft technical evaluation 
rept re control of heavy loads. based on 030131.0502.06 & 

0610 responses to NRC requests for addl info Telcon upill bo 
arranged after 8310S8 to discuss comments 

STOLZiJ F Operating Reactors Branch 4 03/10/06 CROUSE. R P 

Toledo Edison Co 3pp 20044 299 24X Flche 30-346.83/10/06. 

0310200050 


--S3081B0560 "Control of Heavy Loads tC-lOJ . Toledo Edison Co. Davi s-Vesse 
Nuclear Pouer Station Unit J." draft technical evaluation 
rept 

BDHBEROER. C . AHMED. N Franklin Ins tl tote/Frank 1 In Research 
Canter NRC-03-81-130 TER-C3S06-34a DRFT 83/08/09 9IN0H.A 

NRC - No Detailed Affiliation Given 33pp 20844 302 24X 

FI the 30-3 -16. 83/10/06. 83 102000 SO 


831O170599 Provides schedule for responding to Info requested in NRC 
830906 ltr re instrumentation to detect inadequate core 
c DO I imp 

CROUSE* H P Toledo Edison Co 03/10/07 OTOLZ, J F Operating 
Reactors Branch 4 Ip 20702 093 24X Fiche SO-346. 83/10/07, 

8310170579 


6310170492 Application for amend to License NPF-3, e x tending temp 
verification time during it after transport of demineralised 
uater Ic lou boron concentration of liquids of loss than 
5,000 ppm boron 

CROUSE*H P Toledo Edison Co 03/10/11 STOLZ, J F Operating 
Reactors Branch 4 Bpp 20703 348 24X Fiche SO-346, 83/10/1 1, 

G31017O492 


— B310170503 Proposed Tech Specs extending temp verification time during 
Sr after transport of demineral i led uator & lou boron 
concentration of liquids of less than 5,000 ppm boron 
» Toledo Edison Co 03/10/11 4pp S07B3 356 24X 

Fiche 50-346.03/10/11.8310170492 


8-310250226 Forwards application for amend to License NPr~3> changing 
Tech Spec Sections 4 1 2 1,4 I 2 2,3 1 2 0 (< 3 1. 2 9 to 
extend time for temp verification during 6 after transport 
of -deml neral I led uater tr liquids u/low boron concentration 
CROUSE. R P Toledo Edison Co 03/10/11 8T0LZ, J F Operating 
Reactors Branch 4 Ip 20879 052 24X Fiche 50-346,83/10/11, 

8350250226 


— 8310250235 Application for amend to License NPF-3, chang ing Tech Spec 
Sections 4, 1 2 1, 4 1 S 2, 3, 1 2 8 tt 3 1 2 9 to extend time 
for temp verification during after transport of 
damlneral 1 ted uater Sc lou boron concentration liquid 
CROUSE, R P Toledo Edison Co 83/10/U 7pp 20899 053 24X 

Fiche 50-346, 03/lO/lijB3l 0250226 


— 8310280241 Proposed Tech Spec Bections 4 12 1.412 2, 312Bt( 
3 1 2 V re time for temp verification during it after 
transp-ort of demineral i led uater S, lou boron concenti atlon 
1 iqul d 

* Toledo Edison Co 83/10/11 4pp 20899 060 24X 

Fiche 50-346,03/10/11,0310230226 


6310310489 Summary of 830826 meeting u/BS*W Owners Group re 
1 mp I ementation of Generic Ltr 03-20 concerning defenses 
against ATUB it proposed AT148 rule for plants. List of 
attendees 1< vleugraphs end 

KADAHBIjF Operating Reactors Branch 4 83/10/20 Operating 

Reactors Branch 4 13pp 20965 147. 24X Fiche 50-000, 03/10/20, 

831031040? 


Q- Inspection reports, IE Bulletins St corr espondence 


0310040176 Forwards IE Insp Rept 50-346/83-17 on 030823-25 No 
nonconp 1 i ante noted 

LITTLE, U.B Region 3, Office of Director 83/09/21 CROUSE.R P 
Toledo Edison Co 2pp 20608 068 24X Fiche* 50-346, 83/09/21, 

8310040176 


— 8310040179 IE Insp Rept 50-346/83-17 on 030823-25 No noncomp Hance 
noted Major areas inspected relncatlon of pressurizer relief 
vmlves, followup on previously identified items It snubber It 
raitraint installation 

VINi I T , DANIEL80N, D H Region 3, Office of Director 03/09/19 
6pp 2060B 070. 24X Fiche 50-346,83/09/21,0310040176 


8300300340 IE Info Notice 03-61. "Alleged Use of 6tand-Ins for Helder 
Qualification Tests 5vc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response iPost 030103) 03/09/26 Consolidated Edison Co of Neu 

York, Inc lt7pp 20754 023 24X Fiche 50-000.03/09/26.0300300340 


8300300342 IE Info Notice B3-62, "Failure of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Sve list end 

JORDAN. E L Division of Emergency Preparedness I, Engineering 
Response (Post 830L03) 03/09/26 Consolidated Edison Co of New 

York. Inc ll6pp 20777 210 24X Fiche 50-000,03/09/26,8308300342. 


9300300345 IE Info Notice 03-63, "Potential Failures of ilestlnghouse 
Type SA— 1 Differential Relays “ Bve list end 
JORDAN, E L. Division of Emergency Preparedness 6 Engineering 
Response (Post B30103) 83/09/26 Consolidated Edison Co of Neu 

York, Inc. llDpp 2077B 001. 24 X Fithe 50-000,03/09/26,0308300345 


8309300349 IE Info Notice 83-64* "Lead Shielding Attached to 
Safety-Related Sys M/o tOCFR50 59 Evaluation " Sve list 
end 

JORDAN, E L Division of Emergency Preparedness If Engineering 
Response (Post 030103) 03/09/29 Consplldated Edison Co of New 

York, Inc 115pp. 20716 324 24X Fiche 50-000,03/09/29,0308300349. 


8300300378 IE Info Notice 83-65, "Surveillance of Flow in RTD Bypass 
Loops Used in Uestinghause Plants " Sve list end 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/10/07 Consolidated Edison Co of New 

York. Inc 76pp 20027 2i 3 84X Fiche 50-000, 03/10/07, 0300300370 


8300300752 IE Info Notice 03-66, "Fatality at Argentine Critical 
Facility " Bve list end 

JORDAN. E. L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103 ) 83/10/07 Consolidated Edison Co of New 

York, Inc 79pp 30802 026 24X Fiche 50-000,83/10/07,8300300752. 


8300300759 IE Info Notice 83-67, "Emergency Use Respirator Natl Defect 
Causes Production of Noxious Oases " Sve list end 
JORDAN, E ^L Division of Emergency Preperedness St Engineering 
Response (Post 030103) 83/10/11 Consolidated Edison Co of New 

York, Inc n7pp 21043 075 24X Fiche 50-000,03/10/11,0308300759 


8300300761 IE Info Notice 63-68, "Respirator User Naming Defective 
Self-Contained Breathing Apparatus Air Cylinders " Sve list 
end 

JORDAN, e L Division of Emergency Preparedness It Englnoering 
Response (Post 030103) 83/10/11 Consolidated Edison Co of New 

York, Inc 120pp 20B27 129 24 X Fiche; 50-000, 03/10/11, 0300300761 


8310100202 Clartflee procedures for admitting NRG personnel to 
facilities Access lists end llpdott will be provided every 6 
months 

AXEL8QN, tl L. Region 3, Office Of Director 03/10/14 CROUSE, R P. 
Toledo Edison Co 7pp 20008 331 24X FicKs 50-346,83/10/14, 

8310100202 


R Periodic operating reports It related correspondence 


8310190166 Forwards monthly operating rept for Aug 1903 It Rev 1 to 
monthly operating rept for Jul 1983 

MURRAY, T D Toledo Edison Co 03/09/00 HALLER, N Office of 

Resource Management* Director ip 20B2L 068 24X 

Fiche 50-346,83/09/08,8310190166 


— 8310190167 Monthly operating rept for Aug 1903 

3AR80UR,B Toledo Edison Co 83/09/08 3pp 20021 069, 24X 

Fiche: 50-346, 83/09/00, 8310 190166 


■G310190170 Rev 1 to tnonthiy operating rept for Jul 1983. 

BARBOUR, H Toledo Edison Co 83/09/08 8pp 2002 1 074. 24X 

Fiche* 50-346, B3/09/0B, B3101 90166 


8310100513 "NPDE0 Discharge Monitoring Rept, Bept 1903 " W/B31013 ltr. 
CROUBE. R P Toledo Edison Co 03/10/05 Ohio, State of, lOpp 
20601 171 24X Fiche* 50-346, 03/10/05, 031O1BO513 


0310190020 "Wastewater Bept for Bept 1983." 

MURRAY, T D , 800T7. R J. Toledo Edison Co. 83/10/05 9pp 
20822*039 24X Fi c h e* 50-346, 83/10/05, 0310190020 
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8 Raportablc occurrencBSi LERs related correspondence 


B310120339 LER 03‘-O44/O3L-O on 03OB2a< during containment local leak 
rati t«*tj containment isolation valve* CCI 4073# SAaiOli 
Dfi20l2A Si CCltllfl found u/leakage rate* in* excess of Tech 
Specs Caused by component failures M/a3092l Itr 
MISSlOiD . LANO.T # MURRAY. T D Toledo Edison Co »a/07/Sl 
KEPPLER.J 0 Region 3# Office of Director 6pp 2-0-691 321 
FI Che 30-34&. 03/09/21. 8310130239 


24 X 


0310120391 Corrected LER 83-044/03L-0 on 030932. during local leak rate 
test. four containment isolation valves found w/loatage rates 
in esciss of limit Caused by component failure due to dirt k 
rust on seat Valves repaired 1( retested W/83Q921 Itr 
MlSaiO.D > LANO.T , MURRAY. T D Toledo Edison Co 83/09/21 
KEPPLEfi.J 0 Region 3. Office of Director App 20699 107 24K 

Fiche 50-346. 03/09/21. 9310130391 


0310060365 LER 03-O46/O3L-O on 030030-0922. d uri tig Fire 
barrier surveillance test. IS fire dampers Found 
nonfunctional Caused by const installation error or 
eguipmint failure Dampers repaired M/030929 Itr. 
RICHTER. L . MURRAY. T D Toledo Edison Co 83/09/29 
Region 3. Office of Director Bpp 20646 097 24X 

Fiche 90-346. 03/09/29. 03 1 0060365 


protection 


HEPPLER.J O 


0310070301 Potential Part 21 rept re underrange characteristic of 
Model N-EllGM transmitter Underrange lero offset may occur 
when transmitter initially preasorired from atmospheric to 
suppressed rero input End users notified 

SERBERIAN.M J Foiboro Corp 83/09/30 Direc tor ' s Of f ice. Office 
of Inspection and Enforcement Hpp 20651 064 24X 

Fiche 50-000. 03/09/30. 03 1 0070301 


8310030147 Ack receipt of 030824 Itr documontins results of design 
description for alternative shutdown capability review re 
fire protection Description acceptable w/exception that 
source range (tionitor be added to hot shutdown panel 
CLAVTON.F L Alabama Power Co 03/09/20 VAROA S A Office of 
Nuclear Reactor Rogulation. Director 2pp 20590 034 24X 

Fiche SO-34B. 03/09/20. 0310030147 


S310250472 Ack receipt of 830921 Itr Informing NRC of steps tnlion to 
correct violations noted in IE Insp Repta 30-348/83-31 It 
50-364/83-19 Request for 60-day extension for response to 
violations approved 

VERRELLI.D M Division of Project k Resident Programs 03/10/06 

MCDONALD. R P Alabama Power Co 2pp 20902 121 a4X 

Fichu 50-348. 83/10/06. 8310250472 


— 0310230479 Responds to NRC 030909 Itr re violations noted In IE Insp 
Repts 50-340/83-21 k 50-364/83-19 Ctnroctlve actions 
detailed review of fire protection program underway 
Eitension of 60 days requested for response 

CLAVTON.F L Alabama Power Co 03/09/21 VHRRELLI.D M Division 

of Project k Resident Programs ?pp 20902 123 ?4X 

Fiche 50-348. 03/ 1 0/06. 83102x50470 


— 0310250485 Forwards IE Insp Repts 50-340/83-21 8c SO-364/03-19 on 
830916-19 Ic notice of violation 

VERRELLI. D M Division of Project Ic Resident Programs 83/09/09 

MCDONALD. R P Alabama Power Co 2pp 20902 125 24X 

Flchc 60-349. 03/10/06. 0310250472 


— 0310250490 Notice pf violation from insp on 630816-19 

•e Division of Project 8c Resident Propram* 83/09/09 fipp 
20902 127 24X Fiche 50-348.03/10/06.0310250472 


0310120222 LER B3-047/03L-0 on 030831. during Independent offsite ac 
source bus transfer procedure. automatic unit power supply to 
each 345 kV transmission lint failed Caused by dirt in 
source selector switch H/B30930 Itr 

UEfiaiNO.R . MURRAY.! D Toledo Edison Co 03/09/30 KEPPLER. J O 
Region 3. Office of Director 4pp 20693 126 24X 

Fiche 50-346.83/09/30.8310120222 


— 0310290490 IE Insp Rept* 50-348/03-21 Ic 90-364/83-19 on 830016-19 
Noncompl ianc e noted inadequate surveillance test procedures 
for fire detection sys. fire protection control valves Ic 
carbon dioxide hose reels Ic no fire stops for cablo trays 
MILLER. M H . OIQBONS. T D . CONLON. T h Region 2. Of flee of 
Director 03/09/07 lOpp 20902 129 24X Flcho 50-348.83/10/06. 

8310250472 


8310120322 LER B3-O40/O3L-O on 830901. four HP I stop check valves found 
malf unc tioning. in violation of Tech Specs Caused by design 
deficiency Disk in HP49 replaced w/33 degree seat angle 
design W/e3D930 Itr 

BLANKEMEYER. J . HURRAY. T D Toledo Edison Co 83/09/30 
KEPPLER.J Q Region 3. Office of Director 5pp 20700 300 24X 

Fiche 50-346.83/09/30.8310120322 


B31O20OOB5 Forwards Amends 33 It 26 to Licenses NPr-2 $< NPF-Q. 
respactively l< safety evaluation AmendB consist of 
administrative changes to Tech Bpecs re administrative 
controls for onsite It offsite organisation 

REEVEe.E A Operating Reactors Branch 1 03/10/14 CLAYTON. F L 

Alabama Power Co 2pp 20965 001 24X Fiche S0-34B. 03/10/ 14. 

0310280005 


0310170369 LER B3-049/03L-0 on 030905. Fuel Handling Area Door 306 
found open Caused by broken coordinator mechanism 
Coordinator mechanism replaced M/631005 Itr 

MOLFE. R . HURRAY. T 0 Toledo Edison Co 83/10/05 KEPPLER.J 0 
Region 3. Office of Director 3pp 20706 102 24X 

Fiche 50-346.03/10/05.0310170369 


— 0310280092 Amends 33 It 26 to Licenses NPF-2 8< NPF-8. respectively * «na tirj 
administrative changes to Tech Specs re administrative 
control* for onsite It offsite organliation It environ 
qualification audits 

VAROAjBA Operating Reactors Branch i 63/10/14 46pp 
20769 003. 24X Fiche 50-348.03/10/14.8310200009 


8310170375 LER 83-051/03L-0 on 030909. snubber SR-4-R-3 in hanger 
EBB-1-8R4 found w/o oil in reservoir Caused by bad rod 
seal Snubber replaced Insp interval reduced. M/831 005 Itr 
0 'NEILL. J . MURRAY. T D Toledo Edison Co 03/10/05 KEPPLER.J 9 
Region 3. Office of Director 3pp 20705 016 24X 

Fiche 50-346.83/10/0510310170375 


8310 170490 LER 03-O5O/O3L-O on 830906. during performance of 8T 5099 02, 
miseel laneoui instrument daily checks, surve i 1 lane e 
requirinent 442b not performed Caused by lack of 
administrative controls M/031006 Itr 

MILLARD. J , MURRAY, T D, Toledo Edison Co 83/10/06. KEPPLER, J 0 
Region 3. Office of Director 4pp 207B4: 109 24X 

Fiche 50-346.83/10/06.8310170490 


--8310200114 Safety evaluation supporting Amends 33 k 26 to Licenses 
NPF-S It NPF-a. respectively 

* Office of Nuclear Reactor Regulation. Director 03/10/14 6pp 
20965049 24X Fiche 50-340.03/10/14.0310200005 


8310210022 Informs of inaccuracy in design description for alternative 
shutdown capability transmitted in util 820701 Itr Local 
mechanical level Indication not installed on condensate 
storage tank hut will be added. 

CLAYTON. F.L Alabama Power Co. 03/10/17 VAROA. 8 A Office of 
Nuclear Reactor Regulation. Director 2pp 20056 067 24X 

Fiche 50-348,83/10/1710310210022 


P Operating license stage documents 6 correspondence 


DOCKET 50-340 JOSEPH M FARLEY NOCLEAR PLANT, UNIT I 


F Security, medical, emergency 6 fire protection plans 


0310040436 Resubmits 8307S5 Itr transmitting Rev 7 to security plan 
Original Itr contained safeguards Info k could net be 
docketed. 

CLAYTON, F L Alabama Power Co 83/09/15 O'RElLLy. J.F Region 2. 
Office of Director Ip. 20619 053 24X Fiche* 50-340, 03/09/15. 

0310040436 


8310040501 Advises that review of Rev 7 to radiological emergency pi 
complete Plan continues to meet planning stds of 
lOCFRSO 47<b> It requirements of lOCFRSO. App E. 

S' ” Division of Project It Resident Programs, 83/09/20 

MCDONALD. R.p Alabama Power Co 2pp 20622 306 a4X 

Fiche 50-340.03/09/20,0310040501 ^ 


8310240320 Addl response to FOIA request for documents re Tech Spec 
problems applicable to RC0 leakage determinations in PMR*. 
Forwards App A documents Documents also available in PDR 
FELTON, J M Division of Rules end Records 03/07/14 VOlOTrM II 
LeBoeuf. Lamb. Leiby It MacRae 2pp 20907 036 24X 

Fiche 50-348.83/07/14,0310240320 


— BO1OO1O706 Trip rept for site visit re development of portable 
calculator for RCS leak rates for PWRs Foruiardi program* for 
TI 59 k HP 41C calculators used during visit to compute leak 
rate, 

MODDRUFF, D C Division of Reactor Oppratlons Inspections 
80/08/14 JORDAN.E L, Division of Reactor Operations Inspections 
27pp 30907:039 24X Fiche 50-348.03/07/14.0310240320 
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0310030613 Forwards safety evaluation of shunt trip design for ftPS DS 
4]6 r«actpr trip breakers Design acceptable conditioned 
on receipt of confirmatory info t* completion of action 
iistocf 

Vf^-FiDA. 0 A Operating Reactars Oranch 1 83/09/20 CLAYTDNi F L 

Alabama POuict Co 3pp 20607 314 34X Fiche 50-348, 83/09/20, 

Q310030613 


-“8310030615 Safety evaluation conditionally accepting shunt trip design 
for RPS DS 416 reactor trip breakers 

« NRC - No Detailed Affiliation Given 03/09/14 10pp 
20607 317 24X Fiche 50-340, a3/Q9/80i B310030613 


0310050017 Forwards safety evaluation denying licensee 800304 
application for amend to Licenses NPF-2 & NPF-0 to alloui 
continued plant operations w/tnore than one control rod 
i irmovab 1 e 

VAF10A,S A Operating Reactors Dranch 1 83/09/21 CLAYTON, F L 

Alabama Poiuer Co 2pp 20650 268 24X Fiche 50-348,83/09/21, 

0310030017 


--aaiOOSOOSS Safety evaluation denying licensee 830304 application for 
amend to Licenses NPF-2 & NPF-0 to olloui continued pl*ant 
operations u/more than one control rod immovable Licensee 
must resolve potential core-wide mechanical problem 
* NHC - No Detailed Affiliation Given 03/09/21 ip 20650 370 
24X Fiche SO-34Bi 03/09/21, 8310050017 


8310030603 Forwards safety evaluation concurring w/licensae conclusions 
that NUREO-0737, Item II K 3 2 requirements met w/existing 
P OR. Vi safety valve ti reactor high trip pressure setpoints 
Automatic PORV isolation ays (Item I! K 3 1> not required 
VARGA. S A Operating Reactors Dranch J 03/09/23 CLAYTON, F L 
Alabama Fewer Co I4pp 20604 212 24X Fiche 50-340, Q3/09/23> 

8 310030603 


8310060096 Forwards Pour oversiie drawings, in response to NRO request 
for addl info re svc water bldg battery sys design, per util 
830303 & 0729 proposed Tech Bpec changes involving dc 
distribution sys Aperture cards are available in FOR 
CLAYTON, F L Alabama Power Co Q3/09/23 VARGA, 8 A NRC - No 
Detailed Affiliation Given 2pp 20646 277 24X 

Fiche 50-340,83/09/23,8310060096 


8^10030414 Identifies specific Reg Guide 1 97 accident monitoring 
eqt/ipnent sys for which extension requested, per 030520 ft 
002*4 itrs Schedules for upgrading equipment provided w/bascs 
fer extension request 

CLAYTON, F L. Alabama Power Co 83/09/27 VAROA, 8 A Office of 
Nuclear Reactor Regulation, Director 22pp 20593 087 24X 

Fiche 50-348,03/09/27,0310030414 


B3I00403Q7 Submits evaluation of existing Nestinghouse BTB provisions, 
ASHE Code Bvqtlon XI, Reactor Safety Study (NASH 1400), 

KLiRES-0677 & EQfcO rept, "Insorvice Leak Testing of Primary 
Pressure isolation Valves," as applicable to plant design 
CLAYTON, F L Alabama Power Co 83/09/27 VARGA, B A Office of 
Nuclear Reactor Regulation, Director 16pp 20625 200 24X 

Fiche 50-340,03/07/27,8310040387 


8340140194 Application for amend to Licenses NPF-2 6 NPF-0, chan g 1 tig 
Tach Specs to delete turbine valve testing requirements 
TiOBtlng program will be replaced u/insp meint program for 
all throttle It governor valves 

CLAYTON. F L Alabama Power Co 83/10/06 VAROA, 0 A Office of 
iHuclaar Reactor Regulation, Director 4pp 20766 077 24X 

Fiche 50-348,83/10/06,0310140194 


--0310140199 Proposed Tech Specs re limiting conditions for operation 8< 
surveillance requirements of turbine valve testing Turbine 
Qverspeed reliability assurance program end Program 
lUlthheltf (ref 10CFR2 790 > 

» Alabama Power Co 83/10/06 ISpp 20766 081 24X 

Fiche 50-348103/10/06,0310140194 


03SO17O4O7 Forwards status of licensing items requiring NRC approval 
CLAYTaN,F L Alabama Power Co 83/iO/lO VAROA, S A Office pf 
nuclear Reactor Regulation' Director Jipp 20779 161 24X 

Fiche 50-348, 83/10/10, 0310170407 


8310170416 Application to amend Licenses NPF-2 I, NPF-B consisting of 
changes to Tech Spec re movable rod control sys 
requirements Eiicl clarifies 030304,0603 6 0720 submittals In 
response to NRC 830921 request 

CLAYTON, F L Alabama Power Co 03/10/10 VAROA, 8 A Office of 

Nuclear Reactor Regulation, Director 3pp 20779 195 24X 

Fiche 50-340,83/10/10,8310170416 


— B310170423 Proposed Tech Spec changes re movable rod control sys 
r equirements 

* Alabama Power Co 03/10/10 5pp 20779 198 24X 

Fiche 50’'34a, 03/10/10, 0310170416 


8310180200 Forwards list of application dates, fees paid, fees applicable 
6 NRR fee determination 6 action on each item Based on NRR 
fee determinations, total of tl7,500 due Util will be 
notified of adjustments following final review 

MILLER* M O License Fee Monagement Branch 83/10/11 CLAYTON, F.L 
Alabama Power Cu 3pp 20B27 126 24X Fiche 50-348,03/10/11, 

Q31O10D2BO 


0310180308 Forwards response to B30916 request for most realistic 
schedule for inservlce insp testing items requiring NRC 
approval for fifth refueling outage Approval of proposed 
changes t* BER « ev by 040101 requested 

CLAYTON. F L Alabama Power Co B3/i0/li VARGA, S A Office Of 
Nuclear Reactor Regulation, Director 3pp 20803 098 24X 

Fiche 50-348.83/10/11,8310100308 


0310210259 Application For amend to Licenses NPF-2 h NPF-B, chang Ing 
Tech Specs to allow operation w/slightly positive moderator 
temp coefficient at low power levels increased enthalpy 
hot channel factor (F Delta N) below full power 

CLAYTON, F L Alabama Power Co 03/10/13 VAROA, B A, Office of 
Nuclear Reactor Regulation, Director 50pp 20851 163 24X 

Fiche 50-340,03/10/13,0310210259 


—8310210261 Proposed Tdch Spec changes to allow operation w/slightly 
positive moderator temp coefficient at low power levels & 
increased enthalpy hot channel factor (F Delta H> limit 
below full power 

» Alabama Power Co 83/10/13 IPpp 20051 213 24X 

Fiche 50-340,03/10/13,0310210259 


0310300005 Forwards Amends 33 fe 26 to Licenses NPF-2 6 NPF-0, 
respectively %t safety evaluation Amends consist of 
administrative changes to Tech Specs re administrative 
controls for onsite 6 offsite organization 

REEVES. E A Operating Reactors Dranch 1 03/10/14 CLAYTON»F. L 

Alabama Power Co 2pp 20769. 001 24X Fiche 50-340. 03/10/14, 

8310200085 


— B31O20OO92 Amends 33 U 26 to Licenses NPF-2 h NPF-8, re spectively, e>a I ing 
administrative changes to Tech Specs re administrative 
controls for onsite & offsite organization 6 environ 
qual t f i cati an audits 

VAROA, S A Operating Reactors Branch 1 03/10/14 46pp 

20965 003 24X Fiche 50-340,83/10/14.0310280085 


— 8310200114 Safety evaluation supporting Amends 33 h 26 to Licenses 
NPF-2 *c NPF~a, respectively 

e Office of Nuclear Reactor Regulation, Director 03/10/14 6pp, 
20965 049 24X Fiche 50-34 0,03/10/14,0310200085 


8310250422 Responds to four Items re shunt trip design for DS-416 
reactor trip breakers, per NRC 030920 request Environ 
conditions considered In developing Westlnghouse Owners 
Group generic design 

CLAYTON, F L Alabama Power Co 03/10/20 VAROA, 9 A Office of 
Nuclear Reactor Regulation, Director 2pp 20B97’ 102 24X 

Fiche 50-340,03/10/201 0310250422. 


0310270374 Application to amend License NPF-2, permi tting one-time 
Tech Spec change re movable tn-core detectors Change does 
not Invulve significant haxards consideration 

CLAYTON, F L Alabama Power Co 03/10/21 VAROA, 8. A Office of 
Nuclear Reactor Regulation, Director 4pp 20924 Oi9 24X 
Fiche 50-340, 03/10/21, 0310270374. 


— 831027037B Proposed one-time Tech Spec change re movable in-core 
detoc tors 

# Alabama Power Co 83/10/21 2pp 20924 033 34X 

Fiche- 50-348, 03/ 1 0/21 . 0310270374 


Q Inspection reports, lE Bulletins U correspondence 


8310040374 Ack receipt of 030709 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept* 50-349/03-20 
50-364/03-10 

VERRELLltD M Division of Project 6 Resident Programs 03/09/19 

MCDONALD, R P Alabama Power Cq Ip 20617 066 24X 

Fiche: 50-340, 83/09/ 19, 0310040374 


— ‘0310040377 Responds to NRC 030017 Itr re violations noted in IE ln»p 
Roptv 50-340/83-20 ft 50-364/03-10 Corrective actions* 
containment air cooler Pan annunciator links 2A h BB closed 
& chemistry <:ontrnl Procedure FNP-O'CCP-12 rewritten 
CLAYTON, F L Alabama Power Co 83/09/09 VERRELUI.D H Division 
of Project If Resident Programs. 3pp 2D617 067 24X 

Fiche 50-348,03/09/19,8310040374 


— 031OO4O37B Forioards 16 Insp Repts 50-348/03-20 h 50-364/03-10 on 
830711-0010 $f notice of violation 

VERRELLI.D M Division of project 6 Resident Programs 03/08/19 

MCDONALD, R.P Alabama Power Co 2pp, 20617 071, 24X 

Fiche 50-348,03/07/19.8310040374 
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‘^8310040379 Notice of violation from iosp on B3071 1-0910 

» Region 2. Office of Director 93700/19 Sjip 20il7 073 24X 

Fiche aO-34B. B3/09/19. Q3I0040374 


— 8310040394 lE Inap Hepti 30-340/83-20 & 50-364/83-18 on 030711-0810 
Noncamp 1 ianc e noted sulfuric acid std used to checb 
hy dropiKf ten not listed on licensie test ei^ulpment inventory 
tt malnt schedule 4e containment air coaler fan links open 
BAADFORDiN H i RULAND. M H Region 3> Office of Director 
CANTRELLiF 8 Division of Project & Realdent Progrann 93/09/10 

lOpp 20617 073 24){ Fiche 30-340*93/09/19.0310040374 


9310250376 Foruiartfs IE Ensji Repts 30-340/93-22 U 30-364/63-20 on 
030829-31 No none amp I ian c e noted 

VERRELLZiD M Division of Project 6 Resident Programs 83/09/19 

hCDONAUDiR P Alabama Pouer Co 2pp 2DB90 130 24X 

Fit he S0-34B. 93/09/19. 0310250376 


— 0310250387 lE Insp Repts 50-348/83-22 it 50-364/03-20 on 030829-31. No 
nencantpl lance noted Major areas Inspec ted. 1 ic ensee action on 
previous Insp followup Items 6 two licensee reported events 
Involving spread of contamination. 

DEBBr B. T Region 2. Office of Director BAftRrK P Division of 
Engineering & Operational programs 93/09/14 4pp 20890 132. 
24X Fiche. 50-340* 93/09/19, 8310230376 


9300300340 lE Info Notice 93-61* “Allejad Use of Stand-Ins for Uelder 
Qual iflcatlan Tests.'* Sve list end 

UORDAN. E. U Division of Emergencg Preparedness & Engineering 
Response (Past 030103) 93/09/26 Consolidated Edison Co of Neu 

York, Inc UVpp 20734 022, 24)( Fiche 30-000. 83/09/26, 0300300340 


9308300342 IE Info Notice 83-62* "Failure of Redundant Toilc Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Sve list end 

JORDAN, E.C Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) B3/09/26 Consolidated Edison Co of New 

York. Inc llApp 20777 210. 24X Fiche 50-000,03/09/26,0300300343 


0309300345 IE Info Notice 93-63* "Potential Failures of Nestinghouse 
Type 0A-1 Differential Relays *' Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 930103) 83/09/26 Consolidated Edison Co of New 

York* Inc llEpp 20770:001 24X Fiche: 30-000, 03/09/261 030930034 5 


0300300349 I£ Info Notice 93-64. "Lead Shielding Attacked to 
Safety-Related 6ys N/o tOCFRSO 9^ Eveluaiion " 8vc list 
end 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 630103) 03/09/29 Consolidated Edison Co of New 

York* Inc llSpp 20716,324. 24X Fiche 50-000,03/09/29*0300300349 


8310140194 Application for emend to Licenses NPF-a 1* NPF-8* chang ing 
Tech Bpeci to delete turbine valve testing requirements. 

Testing progrem will he replaced bi/inep & mialnt program for 
all throttle fc governor valves. 

CLAYTON, F I. Aiabame Power Co 03/10/06 V ARC A, 9 A Office of 
Nuclear Reactor Regulation* Director 4pp 20766 077 24X 

Fiche’ 50-340, 93/10/06*0310140194 


— 0310140199 Proposed Tech Specs re limiting conditions for operation U 
lurvcilianca requirements af turbine valve testing Turbine 
overspeed rsllabllity assurance program end Program 
withheld Iref 10CFR2 790J. 

« Alabama Power Co. 03/10/06 13pp 20766.001 24X 

Fiche 30-349.83/10/06,9310140194 


9310230472 Ac k receipt at 030921 Itr informing NRC of steps taken to 
correct violationi noted In IE Imp Repts SO-34B/03-21 L 
50-364/93-19 Request for 60-day extension for response to 
violations approved 

VERRELLI, D H Division of Project L Resident Programs 03/10/06 
IfCDONALDi R P. Alabama Power Co 2pp 20902 121 S4X 
Fiche: 30-340. 83/10/06*8310250472 


— 83102SO479 Responds to NRC 830909 Itr re violations noted in IE Insp 
Repti 30-340/03-21 Ik SO-364/03-19, Corrective actions 
detailed review of fire protection program underway 
Ectension of 60 days requested for response 

CLAYTON,FL. Alabama Power Co. 03/09/21 VERRELLI, DM Division 
of Project It Resident Progrsms 2pp. 20902 129 24X 

Fiche 30-34 0. 03/ 1 0/06* 03 1 02 P0472. 


— B2IO25O405 Forwards IE insp Repts 50-340/03-21 U 30-364/03-19 on 
030816-19 t noticf of violation 

VERRELLIrD.K Division of Project It Resident Programs 03/09/09 
MCDONALD* R.P Alabeme Power Co 2pp 20902,125 24X 

Fiche ; 50-340, 03/ 10/06, 8310230472. 


—8310250490 IE Insp Repts 50-348/03-21 it 50-364/03-19 on 830016-19 
Noncompliance noted Inadequate surveillance test procedures 
for fire detection sys. fire protection control v.ilvss 8< 
carbon dioxide hose reels Si no fire stops for cable trays 
MILLER, M H , GIBBONS. T D , CONLON. T E Region 2. Office of 
Director 03/09/07 lOpp 20902 129 24X Fiche 50-340. 03/1 Q/06, 

0310250472 


0308300378 IE Info Notice 83-63. "Surveillance of Flow in RTD Dypass 
Loops Used In Westlnqhouse Plants " Sve list end 
JORDAN* E L Division of Emergency Preparedness it Engineering 
Response (Post B301D3) 63/10/07 Consolidated Edison Co of Rev 

York. Inc 76pp 20S27 213 24X Fiche 50-000. 03/ 10/07. 0300300370 


B30B300752 IE Info Notice 83-66, "fatality at Argentine Critical 
Facility " Bve list one I 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post B30103) B3/iO/07 Consolidated Edison Co of Neu 

York, Inc 79pp 208B2 026 24X Fiche 50-000,03/10/07,0300300752 


830B300759 IE Info Notice 83-67. "Emergency Use Respirator Matl Defect 
Causes Production of Noxious Oases " 8vc list end 
JORDAN* E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830ID3} 83/10/11 Consolidated Edison Co of Neu 

York, Inc 117pp 21043 075 24X Fiche 50-000.93/10/11,0308300759 


0300300761 IE Info Notice 03-69, "Respirator User Earning Defective 
Be If-Cantained Dreathing Apparatus Air Cylinders " Sve list 
en-c L 

JORDAN, E L Division of Emergency Preparedness Ir Engineering 
Response (Post 030103) 83/10/il ConBolldated Edison Co of New 

York, Inc ISOpp 20B27 129 24X Fiche 50-000.83/10/11,0308300761 


9310180308 Forwards response to 830916 request for most realistic 
schedule for tnservlce insp & testing items requiring NRC 
approval for fifth refueling outage Approval of proposed 
changes L SER rev by 840101 requested 

CLAYTON, F L Alabama Power Co 83/10/11 VARGA. 8 A Office of 
Nuclear Reactor Regulation, Director 3pp 20003 098 24X 

Fiche 50-348.03/10/11,8310100308 


R Periodic operating reports & related correspondence 


8310180124 Monthly operating rept for Sept 1983 (4/031012 Ur 

HAIRSTON, W 0 , CLAYTON, F L Alabama Power Co 83/10/04 NRC - No 
Detailed Affiliation Given 9pp 20807 154 24X 

Fiche 50-348.03/10/04,8310100124 


0 Reportable occurrences* LERs it related correspondence 


0310070130 LER 03-O3B/O3L-O on 030829, instrumentati on channele 
associated w/lovel Indicators LI-3594A it L1-3594B declared 
inoperable when indicators turned off Caused by procedural 
inadequacy Procedure revised (4/630927 Itr 

HAIRSTON, W 0 , CLAYTON, F L Alabama Power Co 03/09/27 Re J Ion 
2, Office of Director 3pp 20659 035 24X Fic he- 50-340, 03/09/27, 

0310070130 


0310070296 Forwards LERs B3-057/03L-0 L Q3-036/03L-0 

CLAYTON. F L Alabama Power Co 83/09/30 Region 2. Office of 
Director ip 20651 075 24X Fiche 50-340,83/09/30,8310070296 


—8310070299 LER B3-057/03L-0 on 830831, rad iati on monitor R-Il 
containment atmosphere particulate activity Indication 
decreased off-scale Caused by increase In containment 
background radiation Mods made to Increase range of R-ll 
HAIRSTON, (4 0 Alabama Power Co B3/09/30 Region 2, Office nf 
Director Ip 20651 076 n4X Fiche 50-348, 83/09/30. 031 0l)7(i296 


— 0310070302 LER 03-O36/O3L-O on B30831 , fol lowing failure alarm on power 
cabin ft 2DD, red control sys declared inoperable Caused by 
blown fuse Fuse li blown fuse indicator replaced 

HAIRBTON.WO Alabama Power Co 83/09/30 Region 2. Office af 
Director Ip 20651 077 24X FUhe 50-340,83/09/30,8310070296 


8310070301 Potential Part 21 rept re underrange characteristic of 
Model N-EllOH transmitter Underrange zero offset may occur 
when transmitter initially pressurized from atmospheric to 
suppressed zero input End users notified 

BERBER1AN,M J Foxboro Corp 83/09/30. Director's Office, Office 
of Inspection and Enforcement Upp 20651 064 24X 

Fiche 50-000,03/09/30,0310070001 


8310120350 Forwards LERs e3-060/03L-0, 83-061 /03L-0. 83-037 /03L-0 it 
83-O30/OaL-O W/o LER B3-038/03L-0 

CLAYTON, r L Alabama power Co 83/10/04 Region 2, Office of 
Director Ip S0699 317, 24X Fiche, 50-340, 83/10/04, 0310120350 


— 8310250490 Notice of Violation from Insp on 030016-19 

-* Division of Prftjsct ti Resident Programs. 03/09/09. Spp 
20902*127 Z4X Fl chf* 90-34D, 83/10/06* 8310290472 
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-^fl3l01203S6 LE/? B3-060/03L-0 un 030912* instruoientation channel for flow 
iranifnitber Ff-'llS declaiod mopgrabJe doe to erratic 
Indications Caused bi} failuie of NLP card Card replaced 
IHAinSTON, W 0 Alabama Powui Co 03/10/04 Region 2. Office of 

Director Ip 20699 31B 24XFiche 50-343, 63/10/04, 0310120350 


— 83101^0363 UEft e3-061/03L-0 on 030913, ina trumentati on channel 
a»socJatpd u/level transmitter LT-4&9 declared inoperable 
when found out ef tolerance Caused bg failure of NLP card 
Card replaced t* channel declared apeiabte 

HAIRSTON, w o Alabama Power Co 03/10/04 Region 2, Office of 
Director Ip 20699 319 24X Fiche 50-348,63/10/04.0310120350 


— 0DJO12O371 LER OG-OaV/OSL-O on 030907, battery bank 2A declared 
inoperabla Caused by decrease in voltage on cell 56 below 
Tech Spec 3023 requirements Cell cleaned & charged Sys 
restored 

HAIRSTON, W 0 Alabama Powei Co 03/10/04 Region 2, Office of 
Director Ip 20699 320 24X Fiche 50-340, 03 / 10 / 04 , 8310i20350 


6310140226 Farward* LERs 03-O59/O3L-O h 03-069/03L-0 

CLAVTDNi F L Alabama Power Co 83/10/06 Region 2, Office of 
Dirac toT Ip 20761 250 24X Fiche 50-340,03/10/06,0310140226 


— 0310140829 LER 63-059/03L-0 on 630906, tram B control room emergency 
air eJaanup sys declared inoperable when train B air 
conditioner compressor tripped Caused by solenoid valve 
linlage on pump down line out of adjustment 

HAIRSTON, W 0 Alabama Power Co 63/10/06 Region S, Office of 

Director Ip 20761 291 24X Fiche 30-340,03/10/06,0310140226 


— aas0140aas LGR 83-062/03L-0 on 830907, during caUbr 8, functional test, 
train D chlorine detector declared inoperable when lero 
potentiometer found to be malfunctioning Potentiometer 
rap lac ed 

HAIRSTDN, W 0 Alabama Power Co 83/10/06 Region 2, Office of 
Directoi Ip 20761 252 24X Fiche 50-340.63/10/06,8310140226 


DOCKET 50-353 LIMERICK OENERATINS SI AT I ON, UNIT 1 


A Appil ca t ian/construc ti on stage documents 6 correspondence 


6310810315 Ifespondd to FOlA request for documents re decision to 
c-anduct Caseload Forecast Panel meetings & only tour 
facility te any documents re rationale or basis for decision 
Forupards documents 

FELTON, J W Division of Rules and Records 83/07/29 SUOARIIAN, R J 
Sugarman U Denworth 2pp POB03 170 24X Fiche 50-352,63/07/29, 

031021031 5 


BG03230300 Requests Caseload Forecast Panel site visit to update 
assessment of const completion status 

EiSENHUT, D C Division of Licensing 83/03/16 HARTFIBLOrR A 
Management Information Branch Ip 20003 194 24X 

Fiche 50-352,03/07/29,0310210316 


031OOSO36O Notification of B30926 meeting w/utll in Dethesda.MD to 
idl«cuaB draft BNL rept on core molt frequency 

MARTIN, R E Licensing Branch 2 83/09/21 BCHWBNC EH, A Licensing 

Branch 8 4pp 20650 043 24X Fiche 50-352.83/09/21.0310050360 


e3lDD50455 Notification of Significant Llconsee Meeting 03-84 on 
03X036 w/util at site to discuss status of const t( 
jire-Dper at i onai testing (Module 3030l&> 

CONNER, 8 L Region 1, Office of Director 03/09/26 Region 1, 
Office of Director Ip 20650 033, 24X Fiche 50-352,03/09/26, 

6310030455 


03X0040296 Provides addl info re thermal hydraulic stab i 1 1 ty . p er 830624 
verbal request Cncl revised F0AR tables will be incorporated 
Lento FSAR rev scheduled for Dtt 1903 

KEMPER, J 5 Philadelphia Electric Co, 03/09/28 SCHWENCER, A 
Lice-nsing Branch 2 6pp 20614 207 24X Fiche 50-352,83/09/20, 

0310040296 


0310040124 Forwards response to Equipment dual 1 f Ication Branch 020730 
request for addl info re audits by Seismic it Dynamic 
Qixal i f Xca ti on it Pump Valve Uporability Review Teams Util 
itikX] be notified of items selected far 831015 audit 
KEMPER, J 8 Philadelphia Electric Co 03/09/30 8CHWENCER, A 
Ll censing Branch 2 I229pp 20600 202 24X Fiche 90-352,03/09/30, 

03100401^4 


--&310040ia7 Rev 0 to Procedure 8031-0-14, "Oeneral Project Requirements 
For Boiamlc Design it Analysis of Equipment Supports ** 
d Bechtel Corp 03/00/19 212pp 20609 215 24X 

FLche 50-352,03/09/30,0310040124 


— 8310040129 Rev 1 to Procedure B031-O-19, "Required Response Spectra 
(RRS) of Primary Containment for Load Camblnatlons of 
Seismic & Hydrodynamic Loads " 

# Dechtol Corp 81/08/02 190pp 20610 067 24X 

Fiche 50-352.83/09/30,8310040124 


— 8J10040131 Rev 2 to Procedure B031-G-19, "Required Response Spectra 
(RRS) of Reactor Bldg & Cantrol Room Structure for Load 
Combinations of Seismic -Sr Hydrodynamic Loads “ 

* Dechtol Corp 82/01/29 530pp 20610 237 24X 

Fiche 50-352,03/09/30,0310040124 


0310040431 Forwards response to 820730 1 tr re operability qualification 
of pumps Ic valves Qua 1 i f 1 cation St installation of active 
pumps it valves 90/ comp lot e , per 030916 telcon 

KEMPER, J S Philadelphia Electric Co 03/09/30 SCNUENCER, A 
Licensing Branch 2 S7pp 20617 296 24X Fiche 50-352,03/09/30, 

0310040431 


03X0140093 Forwards analysis of dust loading on first HbPA filter in 
EBF HVAC filtration train, as discussed in 030926 telcon 
Dust loading capabilities not exceeded 

KEMPER, J B Philadelphia Electric Co 03/10/03 BCHWENCER, A 
Licensing Branch 2 7pp 20767 052 24X Fiche 50-352,03/10/03, 

8310140093 


0310070243 Forwards revised draft FSAR Page 13 4-8 adding 
superintendent, nuc 1 ear training section to operating 
eiperiencc assessment comml ttee , per 830929 conference call 
Rev will be incorporated in Nov 1903 FSAR rev 

DRAOLEV', E J Philadelphia Electric Co 03/10/04 8CHNENCBR, A 
Licensing Branch 2 3pp S065S 339 24X Fiche 50-352. 83/ 10/04, 

8310070243 


0310120062 Advises that operation of facility will not adversely affect 
significant or archeological resources, provided 
investigations performed & negative visual Impacts 
o 1 iminated 

NILLJAMS.D Peniisy Ivanla. Commonweal tb of, 03/10/05 SCMVlENCtR,- A 
Licensing Branch 2 Lp 20696 156 24X Fiche 30-352,83/10/05, 

8310120062 


0310140197 Discusses actions to bo taken to revise 6 expand upon 
applicant Q11104 Itr. in response to NRC 030031 request. 

Areas discussed include pipe replacement, matl corrections I, 
additions it noncon f orating welds in Class 1 sys 

KEMPER, J S Philadelphia Electric Co 03/10/05 EIBENHUTrO 0 
Division of Licensing 16pp 20762 333 24X Fiche 50-352,83/10/05, 

0310140197 


0310140278 Forwards draft response to 030913 Request for Addl Info 
RAI 271 2 re qualification of automatic depressur i lati on sys 
accumulators per TMl Item n K 3 20 Response will be 
incorporated in Nov 1983 FOAR rev 

DRADLE9iC J Philadelphia Electric Co 03/10/05 SCRUENCER, A 
Licensing Oranch 2 9pp S0761 IB6 24X Fiche 50-352,83/10/05, 
0310140270 


0310120140 Faruards clarification Of requested info on misplaced bundle 
accident analysis, per Q307LS telcon Draft replacement for 
F0AR Table 15 4-6 end Info will be incorporated into next 
FSAR rev 

KEMPER, J a Philadelphia Electric Co C3/10/07 BCHWENCER, A 
Licensing Branch 2 4pp 20696 OIB 24X Fiche 50-3 52,83/10/07, 
0310120140 


8310140097 Forwards Amend 57 to OL appl iratiom consisting of 
"Electrical Equipment Environ Qual i f Icati on Rept" dtd Oct 
1903, rep 1 ac Ing earlier version 

BRADLEV»E j Philadelphia Electric Co 03/10/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 20755 001. 
a4X Fiche 50-352,03/10/07,8310140097 


— 0310140101 Aflvend 97 to OL appl 1 cation, consl iting of "Electrical 
Equipment Environ Qualification Rept" dtd Oct 1903, rrp lacing 
earlier version Certificate of Bve end 

BOYER. V 0 , GRADLey. E J Philadelphia Electric Co 83/10/06 
6pp 20755 003 24X Fiche 30-352.03/10/07,8310140097 


— 8310140103 "Elecbricat Equipment Environ Qualif icati an Rept, Ulmer i c k 
Generating Station Units 1 «♦ 2, *' Vols 1-3 

« NU7ECH Engineers, Inc 03/10/31 l,667pp 2075S 009 24X 

Fiche 50-352. 03/ 1 0/07, 0310140097 


C Utility Environmental Report (ER), amends it correspondence 


8310180423 Forwards "Limerick Generating Station Request For Addl Info 
Environ Rept - OL Stage OuEstlon E451 0, FSAR Question 451 9, 

Uaint Frequency Distributions of Wind Direction b Speed by 
Atmospheric Stability Class. 

KEMPER, J B Philadelphia Electric Co 83/10/13 BCHWENCER, A 
Licensing Oranch 2 4pp 20B03 31B 24X Fiche 50-358.83/10/13, 

8310180423 
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D NRC Draft/Final Environmental Statements* suppis & correspondence 


8310180420 Advises that results of revietj of CES re water supply 
coosistent w/ Plnd ings of Delaware River CommJsslon Rept 
should address lou level radwaste storage & disposal 

PASTOR* fl J Pennsy 1 vanla* Commonwealth of* 83/10/04 SCHWENCER* A 
Licensing Branch 3 3pp 30B03 221 a4X Flche 50-33 2i 03/10/04. 
8310100420 


E NRC 9a/ety Evaluation Report (SER). suppls t* correspondence 


0310070190 Eummory of B30615 meeting w/uti 1 . Reeh tel & OE in Bethesda. HD 
re open SER issue concerning high radiation signal on 
containment purge vent valves u/respsct to placement of 
radiation monitors S. isolation requirements 

HARTINjB. E Licensing Branch 2 B3/09/29 Licensing Dronch 2. 

13pp SOABO 235 2AX Fiche 50-352. 03/09/29. 031 O07O1 90 


0310110132 Forwards draft revs to FSAR re 8ER Open Item Issue 19 
concerning frequency c lassi f 1 cat I on of generator load 
rejection w/bypass failure & turliine trip w/bypass 
failure events FSAR revs scheduled for Nov 19B3 
KEMPER* J B Philadelphia Electric Co 03/10/03 SCHWENCER. A 
Licensing Branch 2 9pp 30h66,S99 a4X Flche 50-352.03/10/03. 
0310110132 


8310120392 Forwards draft revs to FSAR Sections ie/524(771( draft 
revised response to FQAF Question 410 23. per 831222 meeting 
re SER Open Issue B concerning alrhorne particulate 
rad 1 oact 1 Vi ty jsonitor Ing sys 

KEMPER* J 8 Philadelphia Electric Co 83/10/05 SCHWENCER, A 

Licensing Branch 2 25pp 20i9B*0iO 24X Fiche 50-352,03/10/05. 

0310120392 


B3l02d<]31A Summary of 030707 meeting u/uti 1 in Bethasda.ND re 
overpretsurl ration of standby gas treatment sys ductuorJc W 
filters Issue resolved Disposition discussed in SEK. 

NUREO-0991 issued In Aug 1983 

MARTIN, R E Licensing Branch 2 B3/JO/J9 ■Licensing Branch 2 
I9pp 20921 220 24 X Flche 50-352, 03/10/ 19, 03102*0316 


F Security* medical, emirgency tr fire protection plans 


6310040110 Foru-ardi final schedule for satisfying requirements of 
Osnerlc Ltr 02-33 re Buppl 1 to NURE0-07a7* "Requirements 
for Emergency Response Capability ” 

SCHWENCER, A. Licensing Branch 2 83/09/26 BAUER. E O 

Philadelphia Electric Co 4pp 20634 336 ?4X 

Fiche 50-352.03/09/26.0310040110 


B3101S0423 Forwards "Limerick Generating Station Request For Addl Info 
Environ Rept - OL Stage Question E451 B.FSAR Question 45J 9* 

Joint Frequency Ols tr 1 but 1 ons of Wind Direction t. Speed hg 
AlAOiphtrlc Stability Class . 

KEMPER, J 8 Philadelphia Electric Co 03/10/13 SCHWENCER, A 
Licensing Branch 2 4pp 20B03 318. a4X Flche 50-352.03/10/13* 
8310180423 


0310200127 Responds to NRC 030926 ltr re schedule for ffieeting emergency 
response capability requirements. Const schedule will permit 
fuel loading by 040001 Full scale emergency preparedness 
ererciie rescheduled to 040725 

EOYERrV 8 Philadilphifl Electric Co 83/10/25 SCHWENCER, A 
Licensing Branch 2 3pp 20729 273 24X Fiche 50-352,03/10/25* 

8310280127. 


0 Adjudicatory correspondence 


0309130054 Forwards receipts Indicating that draft offsite emergency 
plans recrlved by City of Philadelphia I by J Dorsey on 
behelf of Intervenors 

BRAOLEYiE J Philadelphia Electric Co 03/09/07 DRENNER* L , 
HORRI0.P, A . COLE. R F Atomic Bafety and Licensing Board Panel 
4pp 20356 177 24X Fiche 50-352,83/09/07,0309130054. 


1310030437 Motion to modify wording of Contention V-4 on carburetor 
icing. 

ROMANO, F R Air and Water Pollution Patrol 03/09/26 BRENNER* L, * 
COLE.R F. * MORRIS, P A Atomic Bafety and Licensing Boord Panel Ip. 
^0602 - 094, 24X Fi c h e ' 50-352, 03/09/26 , 8310030437 


110050423 Notice of withdrawal of appearance In proceeding Certlfic-ate 
of 0ve end. 

CHAWiE I Hearing Branch S 83/09/27. 3pp 20632.351 e4X 
F 1 c h B ’ 50 -352* 63/09/27. 83 1 00504 23 


10040471 Motion, to reword Contention 1-62 re pressurlitd thermal 
shoclr, in respqjise to ASLB 030913 memorandum l< order 
Certificate of Svc encl 

.EWlBiM I Lewis, M 03/09/26. Atomic Bafety and Licensing Board 
='anel Spp 20625 162 24X FI cht. 50-352, 03/ 09/2B, 0310040491 


0310040490 Respoc of Contention 1-41 re sys interaction Certificate of 
Svc efic 1 

DORSEY, J A Limerick Ecology Action DORSEY, J A Dorsey. J A 
B3/O9/20 BRENNER, L . COLE, R F , MORRIS. P A Atomic Safety and 
Licensing Board Panel 0pp 20625 152 24X Fiche 50-352, BG/OW SB* 

6310040490 


□310040167 Memorandum 6 order re util 03O9S7 motioit for summary 
disposition of Contention Y-4 Util directed to file new 
statement of matt fact u/supporting citations by 831006 
BRENNER, L Atomic Bafety and Licensing Board Panel 83/09/30 
Philadelphia Electric Co 5pp 20600 084 24X 

Fiche 50-352, 83/09/30, B3t 00401 87 


0310040627 Rept per ASLB 83091J memorandum ft order re establishment of 
hearing schedule 6 re MI Lewi s, frl ends of the Earth 8, Air 8c 
Water PelJutlun Patrol contentions Certificate of Svc end 
METTERHAHN, M J Philadelphia Electric Co WETTERHAHN, M J Conner !r 
Ufltterhahn B3/09/30 6pp 20626 183 24X Fiche 50-352,83/09/30, 

8310040627 


8310050429 Response to Limerick Ecology Action 830831 proposed severe 
accident assessment rept/environ rept - OL stage <SARA/EROL) 

Section 7 contentions 6 City of Philadelphia 830920 SARA 
concerns 

YOOLER, B H Hearing Branch 2 83/09/30 Atomic Safety and 

Licensing Board Panel Hpp S0633 216 24X Flcho 50-352 , 03/09/30, 

0310050429 


—0310050432 Rept om behalf of applicant, M Lewis, Air & Hater PeUuticn 
Patro I, Fr lends of the Earth ft Limerick Ecology Action, in 
response to A&LB 030713 memorandum re hearing schedule 
proposals Certificate of Svc end 

HODODONiA P Hearing Branch S 83/09/30 Atomic Safety and 
Licensing Opard Panel 6pp 20633 230 24X Flche 50-352* 

83/07/30, 8310050429 


0310060305 Forwards author notice of appearance in proceeding Author 
should be substituted for TY Au on »vc list Certificate of 
Svc enc 1 

FERKIN* 2 G Pennsylvania, Commonwealth of, 83/09/30 BRENNER, L * 
M0RRI8*P A 1 CQLE, R F Atomic Safety and Licensing Board Panel 
3pp 20646 176 24X Flche 50-352,93/09/30,8310060305 


8310040103 Memorandum 8f order shortening schedule for answers to 
respec of Limerick Ecology Action Contention 1-41 rc sys 
interaction Util answer shall be received by NRC by 83J007 
I. by ASLB t( Limerick by 031011 

BRENNER* L Atomic Safety and Licensing Board Panel 63/10/03 4pp 
20600 OBO S4X Flche 50-352,83/10/03,8310040183 


8310050515 Brief opposing Del-Aware Uni Imi ted, Inc exceptions to ABLE 
830308 partial Initial decision & 830601 memorandum 6 order 
denying Del-Aware motion to reopen record Notice of 
appearance L Certificate of Svc end 

CONNER,? S Phllodelj>hia Electric Co CONNER, T D Conner it 

Uetterhahn 83/10/03 Atomic Safety and Licensing Appeal Pend 

laopp 20630 210 24X Fiche 50-352,83/10/03.8310050515 


8310110052 Memorandum Ic order re hearing schedules proposed by parties 
NRC schedule essentially acceptable 

BRENNER, L Atomic Safety and Licensing Board Panel 83/10/04 4pp 
20668 265 24X Flche 50-352.83/10/04,0310110052 


0310110305 Second interim rept to ABLB re Contention Vl-l 

WETTERHAHN, M J, Philadelphia Electric Co WETTERHAHN, M J Conner h 
Wetterhahn 63/10/04 kp 20665 339 24X Fiche 50-352,83/10/04, 

0310110305 


—0310110307 Affidavit af VS Boyer re review of welds in 1776 under 
responsibility of OC inspector Certificate of 8vr end 
BOYER* V* 8 Philadelphia Electric Co 83/09/29 6pp 20665 240 
34X Fiche 50-352,83/10/04.0310110305 


6310130037 Advisee that hearing schedule S( rept to ASLD Inadvertently 
stapled to response to Limerick Ecology Action t. City of 
Philadelphia 830930 severe accident risk assessment 
contentions Inconveniance regretted 

COOLER, 8 H Hearing Branch 3 83/10/04 BRENNER, L , MORRIB.F A * 

COLE*R F Atomic Safety and Licensing Board Panel Ip 20726 289 
24X Flche 50-352,83/10/04,8310130037 


0310110291 Supplemental affidavit of ME Smith in support of motion for 
summary disposition of Contention V-4 

SMITH, M E Philadelphia Electric Co. 83/10/05 3pp 20666.000 
24X Fiche 50-352,83/10/05,8310110291. 


— 0310110297 Revised statement of matl facts *s to which there is na 
genuine issue to be heard 

WETTERHAHN, M J Philadelphia Electric Co WETTERHAHN, M J Conner 
it Wetterhahn 83/10/05. llpp 20666 083 24X 

Flche 50-352,83/10/05,8310110291 
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— 03i€l 10300 Affidavit of VS Doyer re Cantention V-^ concerning 
t;ro«9~PloD natural draft evaporative cooling touere 
BOYERiV 5 Philadelphia Electric Co 63/10/05 Ip 20l>6h 09^ 
S4X Fiche 50-a52i 03/10/05i 63101 10291 


— 8310110312 Foruards executed ‘signature page of affidavit of ME Spilth If 
D Seynour in support of motion for summary disposition re 
Contention V-4 End page should be substituted for page sent 
□n 030926 Certificate of Svc end 

InlETTERHAHMfM J Conner it l^ettcrhahn WETTEriHAHN. M xJ 

Philadelphia Electric Co B3/10/05 Docketing & Services 

Branch Dpp 20666 093 24X Fiche 50-352*03/10/03.8310110291 


G3L01!02]2 Requests assurance that former employment ui/NRC does not 
preclude appearance as counsel for applicant Response by 
031019 requBstecf 

SlIDEMAKERiC J Atomic Safety and Licensing Appeal Panel 83/10/06 
LAVEHTY.vJ 11 Conner & Wetterhahn Ip 20665 061 24X 

Fiche 50-353* 03/10/06, 8310110212 


B31O1L0S75 Ansuiar to Friends of the Earth 030927 petition for extension 
of tliHE it scheduling of evidentiary hearings after B40101 
!< motion to dismiss Contentions V-3a fc V-3b. or for other 
sanctions 

WETTERHAHN* M J Philadelphia Electric Co WETTERHAHN* M J Conner If 
Wetterhahn 83/10/06 Atomic Safety and Licensing Doard Panel 
tlpp 20666 166 24X Fiche 50-352*83/10/06*8310110275 


--8310I10277 Answer opposing Air If Water Pollution Control 030926 
motion to reword Contentions 1-63 R V-4 

WETTERHAHN* M J Philadelphia Electric Co WETTERHAHN* M J Conner 
Ic Wetterhahn 83/10/06 Atomic Safety and Licensing Hoard 
Panel 3pp 20666 182 24X Fiche 50-352*83/10/06,8310110275 


— 8310110284 Forwards VS Doijcr 831005 affidavit re Contention V-4 
WETTERHAHN* M J Conner U Wetterhahn WETTERHAHN* M J 
Ph nadelph i a Electric Co 83/10/06 Docketing it Services 
Branch 2pp. 20666 105 24X Fiche 50-352,83/10/06*0310110275 


~-83HI>n0387 Notice of transmittal of addl matl re Limerick Ecology 
Action Contention 1-42 

WETTERHAHN* N J, Philadelphia Electric Co WETTERHAHN* M 3 Conner 
It Wetterhahn 83/10/06 2pp 20666 10/ 24X 

Fiche 50-352. 83/10/06* 8310110275 


*—0310110292 Answer opposing Limerick Ecology Action respec of 
Contention 1-41 re exacerbation of accidents Contention 
lads basis it specificity Certificate of 8vc end 
WETTERHAHN* ft J. * WETTERHAHN* N J, Philadelphia Electric Co 
63/10/06 Atomic Safety and Licensing Board Panel Upp 

20666 189 2A)( Fiche 50-352* 83/10/06* 8310110275 


831D120364 Motion for summary disposition of Contentions V-3a U V-3b No 
genuine issue oF matl fact exists it util entitled to 
favorable decision 

UETTERHAHNrM J Philadelphia EloctrU Co WETTERHAHN* M J Conner If 
Wetterhahn 83/10/07 Atomic Safety and Licensing Board Panel 
Ip 20753 341. 24X Fiche 50-352*03/10/07*8310120364 


— 6310120368 atatement of matl facts as to which there Is no genuine 
issue re Contentions V-3a If V-Sh 

WETTERHAHN.M J Philadelphia Electric Co WETTERHAHN.H J Conner 
6 Wetterhahn 03/10/07 Atomic Safety and Licensing Board 
Panel lOpp 20753 342 24X Fich® 50-352*83/10/07*8310120364 


—*9310120377 Memorandum supporting util motion for summary disposition of 
Contentions V-0& !< V-3b re postulated failure of two 
pipelines 6 effect on plant No substantive answers provided 
to util discovery requests 

WETTERHAHN.H J Philadelphia Electric Co WETTERHAHN.H J Conner 
If Wetterhahn. 03/10/07 Atomic Bafety and Licensing Doard 
Panel i4pp. 20753 352 24X Fiche 50-352* 83/10/07* B310120364 


- — 3 3 1 D 1 S0364 Affidavit of JD Walsh supporting motion for summary 
disposition of Contentions V-3a 8i V“3b No adverse effacta on 
taf a ty-r elated structures would occur if natural gas in 
pipeline detonated One aperture card available In PDR 
WALBH*^ D Philadelphia Electric Co WALSH* J 0 Dechtel Corp 
B3/10/06 llpp 20754 003 24X Fiche. 50-352* 03/10/07* B310120364 


0310100419 Response supporting fnotiuno to reword Contention 9-4 
Applicant objection^ to reiuording deal w/semantics only 
Effect of steam release not limited tn visible plume only 
Certificate of Sve end 

ROMANO, F.R Air and Water Pollution Patrol 03/10/08 BRENNER* L . 
MORRIS* P A * COLE. R F Atomic Safety and Licensing Doard Panel ip 
20B03 312 24X Fiche 50-352.03/10/00,8310180419 


0310140071 Reply to util I* NRC responses to Limerick Ecology Action 
severe accident risk assessment contentions Certificate of 
Sve enc 1 

ELLIOTT. C W Limerick Ecology Action 03/10/10 Atomic Safety 
and Licensing Board Panel 69pp 20767 063 24X 

Fiche 50-352, 03/10/10* 8310140071 


0310170511 Brief in opposition to Del-Auare Un 1 imi t ed , Inc exceptions to 
A9LB Partial Initial Decision LBP-B3-11 fr to ASLB 830601 
order denying motion to reopen record No reversible error 
committed Certificate of Sve end 

HQDODON* A P Hearing Branch 3 03/10/12 Atomic Safety and 

Licensing Appeal panel 4ipp 20704 151 24X Fiche 50-352* 

83/10/12* 0310170511 


0310100132 Motion for summary disposition of Contention I*-62 

WETTERHAHN.H J Philadelphia Electric Co WETTERHAHN.il J Conner tc 
Wetterhahn 03/10/12 Atomic Safety and Licensing Board Panel 
tp 20807 097 24 X Fiche 50-352*83/10/12.0310180132 


— 0310100139 Hemarandum in support of motion for summary disposition of 
Contention 1-62 re pressurised thermal shock <PT9> PT6 will 
not be problem du* to conservative design. mat! selection* 
const * testing * op eratlon l< surveillance 

WETTERHAHN.H J Philadelphia Electric Co WETTERHAHN* M J Conner 
it Wetterhahn. 83/10/12 Atomic Safety and Licensing Board 
Panel 15pp 20007 090 24X Fiche 50-352*03/10/12.0310100132 


— 0310100146 Statement of matl facts as to which there is no genuine 
Issue to be heard re Conteistloti 1-62 

WETTERHAHN.H J Phi 1 ade 1 p hia Elec trie Co WETTERHAHN* H J Conner 
I* Wetterhahn B3/10/I2 Atomic Safety and Licensing Board 
Panel 9pp 20807 113 34X Fiche 50-352*03/10/12.0310100132 


— 0310180192 Statomont of S Ranganath. LB Burns* FE Cooke Ic SE Carter In 
support of motion for summary disposition of 
Contention 1-62 prof qualifications it Certificate of 8vc 
enc 1 

RANOANATH. 0 * SURNB.L 3 * COOKE* F E Philadelphia Electric Co. 
03/10/11 Gipp 20807.122 24X FlChe 50-352* 03/10/ 12* 0310100132. 


0310(90040 Request for followup to 630927 application to make limited 
appearance statement before A9L0 

ANTHONY* R L Anthony, R L 63/10/12 Atomic Safety and Licensing 

Doard Panel Ip 20023 172 24X Fiche 50-352* 03/10/12* 0310190040 


—6310190044 Response to ASLB 030913 6 1005 memoranda it orders it 831007 Ic 
12 te Icons w/NRC. Infcervenor has no affidavit from util as to 
exact ARCO pipeline location 

ANTHDNV.R L Anthony* R L 03/10/13 Ip 20023 173 24K 

Fiche 90-352*03/10/12,8310190040 


0310190056 Reply to NRG it util filings re severe accident risk 
a siessment/environ rept - DL stage* Se ction 7 issues 
Assessment grossly deficient Impact on environ cannot he 
properly assessed Certificate of 8vc encl 

BUSH.M N Philadelphia, PA 03/10/12 Atomic Safety and 
Licensing Board Panel 13pp 20823 190 24X Fiche 50-352,83/10/12* 

0310190050 


8310250100 Response opposing LlmeTick Ecology Action 630920 rtspecified 
Contention I-4I re sys interaction analyst s. Content! on lacks 
required specificity it regulatory basis Notice of appearance 
<1 Certificate of SvC end 

WRtOHTtN, A Hearing Branch 2. 03/10/13 Atomic Safety end 

Licensing Board Panel 12 pp, 20895 279 24X FUhe 50-352*83/10/13* 

0310250100 


0310180234 Answer opposing Air L Water Pollution Control D31002 notion 
for production of welder certification l< for independent 
retesting involving reactor Hotlon unsupported I, w/o basts 
WETTERHAHN* M J Philadelphia Electric Co WETTERHAHN.H J Conner l< 
Wetterhahn 83/10/14 Atomic Safety and Licensing Board Panel. 

3pp 20606 251. 24X Fiche 50-352,03/10/14*0310100234 


— 8310120368 Affidavit of V8 Boyer supporting motion for summary 
disposition ARCO* p ipel ine owner* agreed to prohibit shipping 
at propane in V through pipelines on plant premises 
Certificate of 0vc end 

BOVER*V. 3 Philadelphia Electric Co 83/10/06 Bpp 20754 014 
24X Fiche 50-052*03/10/07*0310120364 


— 831018023^7 Proposed schedule of util* NBC I, M Lewis for hearing *f 
Contentions 1-62* V-Sa* V-3b U V-4 Certificate of Bve end 
WETTERHAHN* M J Philadelphia Electric Co WETTERHAHN* H J Conner 
Ic Wetterhahn. 83/10/14 5pp. 20808 254 24X 

Fiche. 5O-352r03/lO/k4* 0310100234 
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8310JB0243 Advises of no conflict of interest between previous NflC 
omplogment & current enjp I oyriient w/Conner b Uetterhehn re 
licensing proceeding 

LaVERTY^ J H Conner & Wetterfiahn LAV£iRTY< J H Philadelphia 

Electric Co 93/10/M KaHL,C N i OOTCHY, R L , E0t.£9, 0 ^ Atomic 

Safety and Licensing Appeal Panel 2pp 20B0B 249 24X 

Flchff flO-332, 03/10/ 14i 9310100243 


8310230342 Response to tntervenor Air b Uater Pollution Patrol 83092& 
motion to reword Contention V-4 b Intervenor MI Lewis 930929 
motion to reword Contention I-A2 In response to ASLD 030913 
memorandum b order Motions should be denied 

V/OOLCRiD If Hearing Branch 2 93/10/17 Atomic Safety and 

tlcehslng Hoard Panel 3pp 20899 030 24X Flche SO-332. 83/10/ 1 ?► 

8310350342 


— 031O33O3&4 llesponae to Friends of the Earth 930927 petition for 
eitenslon of time to reword Contentlgna V-3a & V-3b fc 
schetfullna of evidentiary hearing after 040101 4 to 
applicant motion to dismiss Certificate of Svc end 
COOLER) B H Hearing Branch 3 83/10/17 Atojnic Safety and 

Licensing Board Panel 7pp 20899 033 24X Flche 50-332, 

03/10/17,8310250342 


9310230299 Forwards revised pages to NRC 031012 brief, corred ting four 
Inadvertent errors. 

RDTBERO, ^ Hearing Branch 2 B3/10/1B KOHL, C N , EDLES, O J , 

OOTCHY, R L Atomic Safety and Licensing Appeal Panel 4pp 

20895 347 24X Flche 50-352,03/10/19,0310230989 


— 9310250292 Corrected pages to B31012 brief In opposition tft Del-Auiore 
Unlimited appeal 

» Office of the Etecutlve Legal Director 83/10/19 Atomic 
Bafety and Licensing Appeal Panel 4pp 20995 351 24X 

Flche 50-352,83/10/19,8310250209 


□310S4019G Memorandum b order confirming B31D17 & 18 prehearing 
conference rullnje on status of certain, parties 4 schedule 
re Air b Water Pollution Patrol, Fr i ends of the Earth b 
Liwls contentions Courtesy notification end 

BRENNER, L Atomic Safety and Licensing Board Panel 03/10/20 
Air and Water Follutlon Patrol 7pp 20D78 092 24X 

Flche 50-352, 03/10/20, 8310240199 


8310240273 Advliei Of intention to continue as party tP litigation on 
Istuee re emergency planning W/o eve list Related 
correspondence 

HER&HEY, 9 P Community Legal Services, Inc HERSHEY, 0 P CEPA 
03/10/21 DRENNERi L Atomic Safety and Licensing Hoard Panel Jp 
2091 1 308. 24X Flche 50-352, 83/10/21 . 8310240273 


8310310334 Respanie to util Q30917 statement of matl fact as to urhicb 
there Is ns genuine issue ts be heard re mation for eummary 
dispsKitlan of Contention V-4 Cooling tower plume issue 
unaddresied. W/Certi f Icate of Svc 

FQHANOiF. R Air and Water Pollution Patrol 83/10/21 Atomic 

Safety and Licensing Board Panel lOpp 20959' 071. 24X 

Flche. 50-352, 03/10/21,8310310336 


' — 8310310353 Statement of matl facts as to which there is genuine issue 
to lie heard re caaling tower plumes^ 

HOMAWOi F R Air and Water Pollution Patrol 63/10/21 Atomic 

Bafety and Licensing Board Panel 5pp 2C9S9 001 24X 

Pi c h e 50-3 52< 03/ 1 0/2 1 , 03 1 03 1 0336 


— 8310310371 Affidavit of FR Romarto re summary disposition of Contention 
V-4 

ROMANO, F H Air and Hater Pollution Patrol. 03/10/21 Dpp 
20959 0B4 24X Flche 50-332, 03/10/21, 8310310336 


1027026G Btatement of matl facts as to which there Is genuine 
issue as to contention 1-62 Certificate of Svc end 

LEWIBiM i Leiuli, M B3/10/24 Atomic Safety and Licensing Board 
»anel. 2pp 20923 327 a4X Flche 30-352.83/10/24,9310270268 


8310270354 Statement supporting respnnBe to applicant motion for 
summary disposition of Contention f-62 

LEWIS, M I Lewis, M 03/10/24 Atomic Safety and Licensing 

Board Panel. 9pp. 20923.329 a4X Fi c he, 50-352, 03/1 0/24, 
8310270268, 


310270342 Rebuttal to applicant 831012 statement of mail facts aS 
to which there is no genuine issue as to Contention 1—42 
LEHI8,M I Lewis, M 83/10/24 Atomic Bafety and Licensing 

Board Panel, Opp 20923.338 34X Fiche 50-352,83/10/24, 

8310270268 


110270348 Respanse opposing applicant 030927 motion for summary 
disposition of Contention 1-62 

# Lewis, M 03/10/24 Atomic Safety and Licensing Board Panel. 
3pp. 20923 341 24X Flche 50-352, 03/10/24, 8310270268 


Q310310231 Request for official ncitica of federal regulation of 
ultralight a Ircraf t , 47FR3077O Certificate of Svc end 
UETTGRHAHN, M J Philadelphia Electric Co HETTERHAHN, M J Conner |, 
Uetterhahn 03/10/27 Atomic Safety and Licensing Board Panel 
I4pp 20947 210 24X Flche 50-352,03/10/27,8310310931 


H Oeneral correspondence 


6310210295 Urges NRC ta continue local hearings on plant issue 

ADDISON. E T , ADD I BON. J C Affiliation Unknown 03/10/17 NFIC - 

No Detailed Affiliation Given 2pp 20051 045 24X 

Fiche 50-352,83/10/17,0310210295 


6310250047 Package of seven comments opposing plant licensing 

LEWIS, S C , NEVILLE, JT , 7nEN't,N Affiliation Unknown 83/10/21 
OriENNER,L NRC - No Detailed Affiliation Given 15pp 20B94 134 
a4X Flche 50-352,83/10/21,0310250047 


031O2BDO93 Package of two comments on plant licensing Plants should nat 
be licensed w/o neighborhood referendum 

DrEDZY, J L , MILLER, W S Affiliation Unknown 83/10/24 NRC - Ra 
Detailed Affiliation Given 2pp 20935 079 24X 

Flche 50-352.03/10/24,0310280003 


K Utility Final Safety Analysis Report IFBAR) b amends 


B3100S0437 Forwards Rev 24 to PBAR 

BRADLEY. e J Ph i ladclph ia Elec trie Co 83/09/30 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 20431 001 
24X Flche 50-352,03/09/30,0310050437 


8310250035 Forwards Affidavit of Svc re distribution of Rev 24 to 
FSAR 

BRADLEY, E J Philadelphia Electric Co 03/10/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 20895 274 
24X Flche 50-352,83/10/20,0310250035 


Q Inspection reports, IE Bulletins b correspondence 


0300300340 IE Info Notice 83-61, "Alleged Use of Stand-Ins for Welder 
Gu3l i fi cation Tests " Svc list end 

JORDAN, E L Division of Emergency Praparednees b Engineering 
Response IPost 030103) 03/09/24 Consolidated Edison Co of New 

York, Inc ll7pp 20754 022 24X Flche 50-000,03/09/94.03 0 9300340 


8308300342 IE Info Notice 03-42, "Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intakes ” Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 63/09/24 Consolidated Edison Co of New 

York. Inc 114pp 20777 810 24X Fiche 50-000,03/09/26,8306300348 


9300300345 IE Info Notice 03-63, "Potential Failures of Westinghouse 
Type QA-I Differential Relays " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/09/24 Consolidated Edison Co of New 

York, Inc H8pp 20770 001 24X Flche 50-000,03/09/84,0300300315 


8308300349 lE Info Notice 03-44. "Lead Shielding Attached to 
8af ety-Rela ted Sy* W/o 10CFR50 59 Evaluation “ Svc list 
end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/09/29 Consolidated Edison Cn of New 

York, Inc U5pp 20716 324 24X Fiche 50-000,03/09/29,0300300319 


6310130020 Summary af 930031 meeting w/util in DethesdaiMD re 
intergranular stress corrosion ciacking b preservtce insp 
program 

HARRISON,© Licensing Branch 2 03/09/30 Licensing Branch 2 

4pp 20777-003 24X Fiche' SO-352, 03/09/30, 0310130020 


8310190176 Forwards lE Insp Rept 50-352/83-11 on B30B01-0902 b notice 
of violation 

QTAROBTECKl. R Division of Project b Resident Programs 83/10/03 
KEMPER, J 8 Philadelphia Electric Co 2pp 80818' 083 24X 

Flche 30-352.83/10/05,0310190174 


— 8310190185 Notice of violation from insp on 030001-0902 

• Region I. Office of Director 83/10/05 Ip 20810 005 24X 

Fiche 50-352, 03/10/05, 8310190176 


— 0310190203 IE Insp Rept 50-352/83-'! 1 on 030801-0902 None ortip 11 ante 
noted , unqual I fled welders worked on in-core housing guide 
tube socket fillet uields 

CHAUDHARY, B K , REYNOLDS, S D , NICHOLAS, H H Region I, Office of 
Director 03/09/20 lip 20BJ8 004 24X Fiche 50-352,03/10/05, 

8310190176 
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B3OB3OO370 IE Info Notice B3-i5, "Surveillance of Flow in RlP Dgpas& 
Loops Oserf in s-ti nghouse Plants " Svc list end 
JORDAN* E L Division of Emergency f'reparednes & tc Engineering 
Response (Post 830103) 83/10/07 Consolidated Edison Co of Meie 

Yarir Inc 76pp 20827 213 24X Fiche 50-000*03/10/07,0308300378 


B308300752 JE Info Notice 83-6&i "Fatality at Argentine Critical 
Facility " Svc list end 

JO^DANi E L Division of Emergency Preparedness 8i Engineering 
Response (Post B301D3) 03/10/07 Consolidated Edison Co of New 

YerV, Inc 79pp 20882 0S6 24X Fiche 50-000.03/10/07,0308300752 


0308300739 IE Info Notice 83-67, "Emergehcy Use Respirator Matl Defect 
Causes Production of Noxious Gases " Svc list end 
JORDAN, E L Division of Emergency Preparedness If Engineering 
Reiponee (Post B30103) 03/10/11 Consolidated Edison Co of New 

Vori, Inc n7pp 21043 073 24X Fiche SO^-OQO, 03/10/ 1 1. 8300300759 


030830076-1 IE Info Notice 83-60, "Respirator User Naming Defective 
S^e 1 f-Con-tained Breathing Apparatus Air Cylinders " Svc list 
er< I 

JORDAN, E L Division of Emergency Preparedness |f Engineering 
Responsd (Post 830103) 03/10/11 Consolidated Edison Co of New 

YqrJ, Inc I20pp 20027 129 24X Fiche 50-000,83/10/11.0300300761 


8310040124 Forwards response to Equipment Qualification Branch 820730 
request fnr addl info re audits by Seismic If Dynamic 
Qualification St Pump l« VaWo Operability Review Team* Util 
will be notified of items selected for 831015 audit 
KEMPER. J S Philadelphia Electric Co 03/09/30 SCHWENCER. A 
Licensing Branch 2 J225pp 2060S 282 24X Fiche 50-352, 03/09/30 . 

B310040I24 


— 0310040127 Rev O to Procedure BOOl-O-Mi "General Project Requirements 
for Seismic Design It Analysis of Equipment Supports ** 

» Bechtel Corp 83/00/19 2l2pp 2060? 215 24X 

Fiche 50-352,83/09/30.0310040124 


— 6310040129 Rev 1 to Procedure 8031-0-19, "Required Response Spectra 
(RRS) of Primary Con-tainmen t for Load Camblnations of 
Seismic &r Hydrodynamic Loads " 

a Bechtel Carp 81/00/02 190pp 20610 067 24X 

Fiche 50-352,03/09/30,0310040124 


— B310040131 Rev 2 to Procedure 8031-0-19, "Required Response Spectra 
(RRS) of Reactor Bldg & Control Room Structure for Load 
Combinations of Seismic V Hy drodynanvic Loads " 

« Bechtel C^orp 82/01/29 530pp 20610 257 24X 

Fiche 50-352. B3/09/30, 0310040124 


S Reportable occurrences, LERs h related correspondence 


B3li02B00l3 Final significant Deficiency Rept 91 re 
taeit interior coatings Existing coatings will be 
from all eight diesel generator fuel oil storage 
raccated w/substitute Amercoat 90 epoxy phenolic 
KEfVPER.J S Philadelphia Electric Co 03/10/05 
Region If Office of Director Spp 20932 273 
Fiche 50-353.03/10/05.8310200013 


diesel oil 
removed 
tanks li 
coating 
HURLEY, T 
24 X 


s torag e 


E 


T Hearing transcripts on non-ant i trust matters 


8310040431 Forwards response to 820730 I tr re operability qualification 
of pumps If valves Qua 1 1 f ication l< installation of active 
pumps It valves 90X complete, per 830916 telcon 
KEMPER, J S Philadelphia Electric Co 83/09/30 8CKWENCER, A. 
Licensing Branch 2 57pp 20617 296 24X Fiche 50-352,03/09/30, 

0310040431 


6310140093 Forwards analysis of dust loading on first HEPA filter in 
ESF HVAC filtration train, as discussed in 830926 teUon 
Dust loading capabilities not exceeded 

KEMPER. J S Philadelphia Electric Co 83/10/03 SCflWENCER, A. 
Licensing Branch 2 7pp 20767 0S9 24X Fiche 50-352,03/10/03, 

0310140093 


8310120176 Transcript of ACRS Subcommittee on Limerick Oenerating 
Station Units i it 2 831007 meeting In Pottstown.PA 
Pp 1-252 Viewgraphs end 

* ACRS - Advisory Committee on Reactor Safeguards 83/10/0/ 
375pp 20694 267 24X Fiche 50-352.83/10/07,0310120176 


0310120168 Transcript of ACRS Subcommittee on Limerick Generating 
Station Units 1 If 2 S3100B meeting in Pottstown,PA Pp 
a 5)3-530 

■ ACRS -Advisory Committee on Reactoi Safeguards 03/10/00 
aTSpp 20693 349. 24X Fiche 50-352, 63/ 10/08, 8310120160 


O31C2001B& Transcript of 831017 prehearing conference in Phoenlxville, 
P/i Pp 4, 530-4, 760 Supporting documentation encl 
• Atomic Safety and Licensing Board Panel 03/10/17 263pp 

30034 151 24X Fiche 50-352,83/10/17,8310200185 


0310210009 Transcript of 831010 prehearing in Phoeni xvi 1 1 e, PA Pp 4,769- 
047 

* Atonic Safety and Licensing Board Panel 83/10/18 305pp. 

20B45 001 24X Fiche 50-352,03/10/18,0310210089 


B31O310171 Transcript of RW Dureik limited appearance statement Urges 
Commission bo grant requested DL 

BURCrK.R N Affiliation Unknown 83/10/25 office of the 

^■eretary of the Commiiiion 2pp 20V59 007 24X 

Fiche 30-352,83/10/25,6310310171 


V. Oj^erator Examinations 


8310070243 Forwards revised draft FSAR Png* 13 4-8 adding 
superintendent, nucl ear training section to operating 
experience assessment commttt e o. per 830929 conference call 
Rev will be incorporated In Nov 1903 FSAR rev 

BRADLEY* E J Philadelphia Electric Co 83/10/04 BCHNENCEK, A 
Licensing Branch 2 3pp 2065B 335 24X Fiche 50-352,63/10/04, 

0310070243 


8310120062 Advises that operation of facility will not adversely affect 
significant or archeological resources, provided 
investigations performed tt negative visual impacts 
e 1 imina ted 

WILLIAMS. D Pennsylvania, Commonwealth nf, 83/10/05 SChiNENCER, A 
Licensing Branch 2 Ip 20696 156 24X Fiche 50-352,83/10/05, 

6310120062 


8310140177 Discusses actiohs to be taken to revise h eipAnd upon 
applicant 611104 Itr. in response to NRC 830831 request 
Areas discussed Include pipe rep lacement, metl corrections Si 
additions b nonconforming welds in Class 1 sys 
KEMPER, J S Philadelphia Elactric Co 03/10/05 EIBENHUT, D 0 
Division of Licensing 16pp 20762 333 24X Fiche 50-352,83/10/05, 

0310140197 


0310140270 Forwards draft response tp 830915 Request for Addl Info 
RAI 271 2 re qualification of automatic depressurization sys 
accumulators per 7M1 Item 11 K 3 20 Response will be 
incorporated in Nov 1903 FBAIt rev 

BRADLEY, E J Philadelphia Electric Co 03/10/05 SCHWENCERiA 
Licensing Drench 2 9pp 20761 IB6 24X Fiche 50-352,83/10/05, 
8310140270 


8310070229 Notification of Significant Licensee Meeting B3-B5 on 831025 
at. site to discuss schedule for conducting licensing exams. 

Including qual i f i cat ion I, training for licensed operators 
JOHHSON, D F Region 1, Office of Director 83/09/29 Region 1* 
□Fflca of Director Ip 20664 363 S4X Fiche 50-352,63/09/29. 
0310070229 


8310120140 Forwards clarification of requested info on Misplaced bundle 
accident analysis. per 83071S telcon Draft replacement for 
FSAR Table 15 4-6 end Info will be incorporated into next 
FSAR rev 

KEMPER, J S Philadelphia Electric Co 83/10/07 8CHWENCER, A 
Licensing Branch 2 4pp 20696 018 24X Fic ha, 50-352, 83/10/07, 

031O12O14B 


DCKTHET 50-353 LIMERICK GENERATING STATION, UNIT 2 


A Appl icat i on/cpn B true tion stage documents 6 correspondence 


8310050360 Notification of 830926 meeting w/util in Dathesda,HD to 
discuss draft BKL rept on core melt frequency 

HAflTEN. R t Licensing Branch 2 83/09/21 SCHWENCEH, A Licensing 

Branch Z 4pp 20650 043 24X Fiche 50-352.03/09/21,8310050360 


8310040296 Provides addl info re thermal hydraulic stab i 1 i ty, per G3D624 
verbal request Encl revised FSAR tables will be incorpora ted 
Into FBAR rev scheduled for Oct 1903 

KEHFER, J 5 Phi 1 adel phia Elec tr ic Co 03/09/28 SCHWENCER, A 
Licensing Branch 2 6 pp 20614 207 24X Fiche 50-352,83/09/26. 

0310040296 


8310140097 Forwards Amend 57 to OL application, consi sting of 
"Electrical Equipment Environ Qualification Rept" dtd Oct 
1903, rap lacing earlier version 

BRADLEY, E J Philadelphia Electric Co 83/10/07 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director 2pp 20755 (X)l 
a4X Fiche 50-352,03/10/07,0310140097 


— 03IO14OIOI Amend 57 to OL ap p 1 i cati on, consi sting of "Electrical 
Equipment Environ Qualification Rept" dtd Oct 1983, rep lac ing 
earlier version Certificate of Svc end 

BOYER, Y S , BRADLEY, E J Philadelphia Electric Co 83/10/06 
6pp 30755 003 24X fiche 50-332,63/10/07,8310140097 
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— Q31014Q1D3 ''Electrical Equipment Environ Qua 1 i PiCat i mi Rep t* Lin eric It 
Generating Station Units I fc 2**' Vo 1 5 1-3 

* NUTECH Englneersi Inc 03/10/31 1 , 667p p 207 && 007 24X 

Plche 30-352,83/10/07.0310140097 


C Utllitg Environmental Rvpart <ER)^ amende correspondence 


8310180423 Foruards "limerick Oeneratlng Station Request For Addl Info 
Environ Rept - OL Stage Question E451 B. FSAR Question 451 7. 

Joint Frequency Oi s tr Ibut i ana of Wind Direction Speed by 
Atmospheric Stability Class " 

KEMPERrJ 8 Philadelphia Electric Co 63/10/13 S<MlWENCERr A 
Lleiniing Branch 2 4pp 20603 3ia 24X Flche 50-352,03/10/13, 
0310180423 


D NRC Dradt/Final Env i roTiffl enta J Statements, supple & enrresp andencr 


8310180420 Advises that results of review of DES re walfri supply 
contlsitni w/flndings of Delaware River CommissiDn Rept 
should address low level radwaste storage disposal 

PASTOR. 8 J Pennsylvania. Commonwealth of. 83/10/04 SCHWENCEH, A 
Licensing Branch 2 3pp 20803 221 24X Flche 50-352.63/10/04. 

03101 B0420 


E N8C Safety Evaluation Report (SERI, suppis Bi correspondence 


B3 1 0070190 Summary of 630615 meeting w/utU . Bech tel b OE In Bethesda.HD 
rc open SER Issue concerning high radiation signal on 
containnent purge vant valves w/respect to placement of 
radiation monitors & iiotatlon requirements 

ftARTlN. R E Lieending Branch 2 03/09/27 Licensing Dranch 2 

tSpp 2OAB0 239 24X Riche 50-352.83/07/27,0310070170 


8310110132 Forwards draft revs to F8AR re EER Open Item Issue 19 
concerning frequency class 1 fica t i on of generator load 
rejection u/bypets failure b turbine trip u/bypass 
failure events FSAR revs scheduled for Nov 1993 
KEMPER. JS PblUdtIphIa Electric Co 63/10/03 SCHWENCEft. A 
Lltenslng Branch 2 9pp 20&6i S99 2455 Flche 50-352.03/10/03. 

63101 10132 


8310120392 Forwards draft revs to FSAR aectiohs 1 B. 5 2 & 7 7 fc draft 
revised response to FSAR Question 410 23, per 631222 meeting 
re SER Open Issue 6 concerning airborne particulate 
radleac tivlty monitoring lyi, 

KEMPER. J S Philadelphia Electric Co 83/10/05 8CHWENCER. A 
Licensing Branch 2 2 5pp 20690 060 24 X Fiche 50-352,03/10/09. 

B31D120392 


Q310260316 Summary of 030707 meeting u/util in Bethesda.lID re 
0 verpretsuri lailon of standby gas treatment sys ductwork b 
filters Issue rtioLved Dlsposltinri discussed in SERn 
NyftEO-0991 Issued in Aug 1903 

MA8T1N.R E Licensing Branch 2 03/10/19 Licensing Branch 2 

19pp 20921 220 2AX Flche 50-392, 03/10/ 19. 8310260316 


F Security, medtcel. emergency b fire protection plana 


B310040110 Forwards final schedule for satisfying requirements of 
Generic Ltr 82-33 re Suppl J to MjREO-0737, '"Requirements 
for Emergency Responee Capability " 

5CHWENCER, A Licensing Branch 2 03/09/26 BAUER,£ Q 

Philadelphia Electric Co 4pp 20634 336 24X 

Flche 50-392,03/09/26, 8310040110 


0310180423 Forwards "Limerick Generating Station Request For Addl Info 
Environ Rept - OL Stage Question F451 8. FSAR Question 451 9, 

Joint Frequency Distributions of Wind Direction b Speed by 
Atmospheric Stability Class " 

KEMPER. J S Phlladalphla Electric Co 83/10/13 BCHWENCER. A 
Licensing Branch 3 4pp 20003 318 24X Flche 50-352. 63/10/ 13, 

6310100423 


6310S80127 Responds to NRC B3Q926 ltr re schedule for meeting eaiergency 
reiponie capeblllty requirements Const schedule will prr/mlt 
fuel laading by 040801 Full scale emergency preparedness 
eierclst rescheduled to 040725 

BOYER.V S Philadelphia Electric Co 03/10/29 8CHMENCER.A 
Licensing Branch 2 3pp 20929 273 24X Flche 90-352,03/10/25, 

63102 B0127 


0 Adjudicatory correspondence 


030 7130094 Forward! receipts Indicating that draft offsita emergerveu 
plana received by City of Philadelphia b by J Dorsey on 
behalf of interveners • 

BRADLEY. E J Philadelphia Electric Co 03/09/07 BRENNER. L , 
H0RRI8.P A . COLE. H F Atomic Safety and Licensing Board Panel 
4pp 20396 177 24X Flche 50-352. 03/09/07, 0307130054 


0310030437 Motion to modify wording of Contention V-4 on carhuretnr 
icing 

ROHANUi F R Air and Hater Pollution Patrol 83/09/26 BRENNbHI.L 
COLE, R F . MORRIS. P A Atomic Safety and Licensing Doard Panel jq 
20602 074 24X Flche 50-352. 83/09/26. 63100304 J7 ^ 


3310050423 Notice of withdrawal of appearance in proceeding Oertjflcei« 
of Sve end 

CHAN, E J Hearing Branch 2 B3/09/27 3pp 20632 351 24X 

Fiche 50-352.03/09/27,0310050423 


Q310040491 Motion to reword Contention 1 62 re prcssuriied thermal 
shock, in response to A5LR 630913 momorandum b order 
Certificate of Sve enc 1 

LEHtS.M I Lewis. M 83/09/20 Atomic Safety and Licensing BDard 
Panel 3pp 20625 162 24X Ficho 50-352, 83/09/38, 83100401 91 


0310040490 Rospec of Contention 1-41 re sys interaction Certificate of 
Bve enc 1 

DORSEY, J A Limerick Ecology Action DORSEY, J A Dursey, J A 
03/09/28 DRENNEH.L , COLE. R F , MORRIS, P A Atomic Safety and 
Licensing Ooard Panel Qpp 20625 19,' 24X Ficho 50-352,03/09/50. 

Q3100404VO 


0310040187 Memorandum b order re util 830927 motion for summary 
dispaaltion of Contention V-4 Util directed to file now 
statement of mail fact w/supportiny citations by 031006 
DRENNER.L Atomic Safety and Licensing Board Panel 83/'09/3Q 
Philadelphia Electric Co 5pp 20600 084 24X 

Fiche 50-352. 03/09/30, 8310040107 


8310040h27 Rept per ASLD 830913 memorandum b order re estab 11 shment o| 
hearing schedule b re MI Lewi s. Fri end s of the Earth b Air b 
Water Pollution Patrol contentions Certificate of Sve encl 
WETTERHAHN, M J Philadelphia Electric Co WCTTERHAMN. H J Conner b 
Wetterhahn 83/09/30 6pp 20626 103 24X Fiche 50-352,03/09/30. 

0310040627 


0310050427 Response to Limerick Ecology Action Q30Q31 proposed severe 
accident assessment rept/environ rept - OL stage IBARA/EROLI 
Section 7 contentions b City of Philadelphia 830920 SARA 
concern s 

VOGLER, 0 H Hraring Branch 2 03/09/30 Atomic Safety «ind 

Licensing Doard Panel 14pp 20633 216 24X Fiche 50-352,03/09/30. 

031 0090429 


— 0310050432 Rept on behalf of applicant. H Lewis. Air & Water Pollution 
Pa tro 1 , Fr 1 ends of the Earth b Limerick Ecology Action, In 
response to AEL0 B30913 memorandum re hearing schedule 
proposals Certificate of Sve enc 1 

KODODON, A P Hraring Branch 2 03/09/30 Atomic Safety and 

Licensing Board Panel 6pp 20633 230 54X Flche 50-35P. 

03/09/30, 0310050429 


8310060305 Fortiiards author notice of appearance In proceeding Author 
should be substituted for TV Au on sve list Certificate of 
Sve one 1 

FERKIN, Z O Pennsylvania. Commonwealth of. 83/09/30 BRENNER, L . 
MORRIS. P A J cole, R F Atomic Safety and Licensing Board Panel 
Spp 20646 196 24X Fiche 50-352,83/09/30.0310060305 


8310040183 Memaranduffl b order shorteninq schedule for answers to 
respec of Llrnerlck Ecology Action Contention 1-41 re sys 
interaction Util answer shall be received by NRC by 831007 
b by ASLD b Limcrlck by 631011 

DRENNER.L Atomic Safety and Licensing Board Panel 83/10/03 4pp 
2060B 000 S4X Fiche 50-352,63/10/03.8310040183 


9310090515 Brief opposing Del~Awarc Uni i mi ted. I nc exceptions to A5LB 
□303QB partial initial decision b 830601 memorandum b order 
denying Del-Awart motion to reopen record Notice of 
appearance -b Certificate of Gve end 

CONNER.! 8 Philadelphia Electric Co CONNER,! D Conner b 

Wetterhahn 03/10/03 Atomic Safety and Licensing Appeal Panel 

I20pp 20630 2J0 24X Fiche 50-352.03/10/03,6310050515 


9310110052 Henorandum b order re hearing schedules proposed by partiei 
NRC schedule eesenttally acceptable 

BRENNER. L Atomic Safety and Licensing Board Panel 83/10/04 4pp 
20668 26S 24X Fiche 50-352.83/10/04,0310110052 


9310110309 Second interim rept to AGLD re Contention VT^I 

WETTERMAHN.M J Philadelphia Elrctrlc Co WETTERHAHN.M J Cerrir b 
Wetterhahn 03/10/04 Ip 20665 339 24X Flche 50-352, 03/ JO/OL 

0310110305 


— 8310110307 Affidavit of V3 Boyer re review of welds in 1976 under 
responsibility of QC inspector Certificate of Sve rntl 
nOVER.VS Philadelphia Electric Co 83/09/29 6pp 20665310 
24X Flche 50-392.03/10/04,8310110305 
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0310130037 Adviaeo that hearing schedule repfe to ASL 0 inadvor tentl y 
stapled to response to Limerick Ecologu Action & City of 
Philadelphia 830?3D severe accident risk assessment 
contsntions Inconvenience regretted 

VDOLEFl. 0 H Hearing Branch 2 B3/ 10/04 BRENNER, L . NORRIS, P A , 

COLEiA F Atomic Safety and Licensing Board Panel ip 30756 2B9 
a4)C Fiche 50 ' 3 D 2 , 03/10/04, 0310130037 


0310110291 Supplemental affidavit of NE Smith in support of motion for 
KUiflijniary disposition of Contention '/~4 

SliITH< M E Philadelphia Electric Co 03/10/09 3pp 20666 000 
a4X Fiche 50-35,^, 03/10/05,0310110291 


— 0310110297 Revised statement of matl facta as to which there is «o 
genuine issue to be heard 

WETTEflIiAHN. rt J Philadelphia Electric Co WETTERHAHN, M J Conner 
^ Uetterhahn 83/10/05 llpp 20666 003 24X 

Fjehe 50-^352, 03/10/05. 03101 10291 


'-*8310110300 Affidavit of VS Boyer re Contention V*-4 concarniny 
cross-flow natural draft evapoiative cooling towers 
J^OYERfV 8 Phi ladelphia Electric Co 03/10/05 Ip 20666 094 
3HX Flthe 90-353, 03/10/05, 8310110291 


— 83]0’U0312 Forwards executed signature page of affidavit of HE Smith 8c 
D Seymour in support of motion for summary disposition re 
Contantion V-4 End page should be substituted for page sent 
on 030726 Certificate of Svr end 

WETTEAHAHNiW J Conner 6 tletterhahn WETTERHAMN. M J 

Philadelphia Electric Co 03/10/05 Docketing fc Services 
Branch 5pp 20666 095 24X Fiche 50-352,83/10/05.0310110291 


6310110212 Requests assurance that former employment w/NRC does not 
preclude appearance as counsel for applicant Response by 
631019 ren.uostDd 

SHOEhAKER.C J Atomic Safety and Licensing Appeal Panel 83/10/06 
LAVERTYjJ H Conner 6 Wetterhahn Ip 20665 061 24X 

Fiche 50*392.03/10/06,0310110212 


9310110279 Answer to Friends of the Earth 630927 petition for oitenslon 
Of time I, scheduling of evidentiary hearings after 040101 
•b inoilan to dlemiss Contentions V-3a it V-Sb, or for other 
s anctlons 

WETTERHAHN, M J Philadelphia Electric Co WETTERHAHN, M J Conner h 
Mctte-rhah-n 83/10/06 Atomic Safety and Licensing Board Panel 
ILpp 20666 166 24X Fiche 30-352,83/10/06,8310110275 


--8310110277 Answer opposing Air 8* Water Pollution Control 830926 
^not^a^ to reword Contentions 1-62 (< V-4 

wetterhahn, N J Philadelphia Electric Co WETTERHAHN, M J Conner 
b Wetterhahn 03/10/06 Atomic Safety and Licensing Board 
Fanel 3pp 20666 182 24X Fiche 30-352,83/10/06,0310110275 


--S3SO1IO204 Forwards VS Doyor 831009 affidavit re Contention V-4 
WETTERHAHN, N J- Conner Wetterhahn WETTERHAHN, M J 

Philadelphia Electric Co 83/10/06 Docketing 8i Services 

Branch 2pp 20666 105 24X Fiche 50-352, 03/ 10/06, 83101 10279 


--8310110207 Notice of transmittal of adJl mat! re Limerick Ecology 
Action Contention 1-42 

WETTERHAHN, rt J. Philadelphia Electric Co WETTERHAHN, M 0 Conner 
b Wetterhahn 83/10/06 2pp 20666 107 24X 

Fiche 50-352,83/10/06,0310110275 


--0310110292 Answer opposing Limerick Ecology Action respdc of 
Contfntion 1-41 re exacerbation of accidents Contention 
lacks basis li specificity Certificate of 8vc end 
WETTERHAHN, N J , WETTERHAHN, N U Philadelphia Electric Co 
83/10/06 Atomic Safety arid Licensing Board Panel Hpp 
20666 109 24 X Pich* 50-352,83/10/06,0310110275 


&310120364 Hotien for summary disposition of Contentions V-3a b V-8b No 
grnulni issue of matl fact exists 6 util entitled to 
favorable decision 

wetterhahn, H J Philadelphia Electric Co WETTERHAHN, M J Conner k 
Wetterhahn 03/10/07 Atomic Safety and Licensing Board Panel 
Ip 20753 341 24X Fiche 50-352,03/10/07,0310120364 


— 8310120360 Statement of mail facts as to which there is no genuine 
issue re Contentions V-3a b V-3b 

WETTERHAHN, H uT Philadelphia Electric Co WETTERHAHN, M d. Conner 
b Wetterhahn 03/10/07 Atomic Safety and Licensing Board 
Panel lOpp 20753342 24X Fiche 50-392,03/10/07,8310120364 


— B310120377 Memorandum supporting util motion for summary disposition of 
Contentions V-3a 6 V-3b re postulated failure of two 
pipelines b effect on plant No substantive answers provided 
to util discovery requests 

WETTERHAHN, M J Philadelphia Electric Co WETTERHAHN, M J Conner 
b Wetterhahn 03/10/07 Atomic Safety and Licensing Board 
Panel I4pp 20753 352 24X Fiche 50-392,83/10/07,8310120364 


— 0310120304 Affidavit of JD Walsh supporting motion for summary 
disposition of Contentions V-3a b V-3b No adverse effects on 
sa f et y-relatod structures (Jould occur If natural gas in 
pipeline detonated One aperture card available in PDR 
WALSH, J D Philadelphia Electric Co WALSH, J D Bechtel Corp 
83/10/06 llpp 20794 003 24 < Fiche 90-352,03/10/07,8310120364 


— 031O12O3B8 Affidavit of VS Boyer supporting motion for summary 
disposition ARCO« p i pe 1 ina owner. agreed to prohibit shipping 
of propane in b through pipelines on plant premises 
Certificate of Sve end 

BOYER. V s Philadelphia Electric Co 03/10/06 0pp 20754 OM 
24X Fiche 90-352, 83/1 0/07,- 031 01 20364 


B3101B0419 Rosponse supporting motions to reword Contention V-4 
Applicant objections to rewording deal w/semantics only 
Effect of steam release not limited to visible plume only 
Certificate of Sve end 

RPMANO, F R Air and Water Pollution Patrol, 83/10/00 BRENNER, L , 
MORRIS, P A , CDLE, R F Atomic Safety and Licensing Board Panel. Ip 
20803 312 Z4X Fiche 50-352,03/10/00,0310100419 


0310140071 Reply to util b NRC responses to Limerick Ecology Action 
severe accident risk assessment contentions Certificate of 
Sve one 1 

ELLIQTT, C W Limerick Ecology Action 03/10/10 Atomic Safety 
and Licensing Board Panel 69pp 20767 063 24X 

Fiche 50-392,03/10/10,8310140071 


0310170511 Brief in opposition to Del-Auare Unlimited, Inc exceptions to 
A6L0 Partial Initial Decision LBP-03-n b to AELB 030601 
order denying motion to reopen record No reversible error 
committed Certificate of Sve end 

HODODDN, A- P Hearing Branch 2 03/10/12 Atomic Safety and 

Licensing Appeal Panel 41pp. 207B4 151 24X Fiche 50-352, 

03/10/12, 6310170511 


0310100132 Motion for lummary disposition of Contention 1-62 

WETTERHAHN, M J Philadelphia Electric Co WETTERHAHN, M J Conner b 
Wetterhahn 83/10/12 Atomic Safety and Licensing Board Panel 
Ip 20007 097 24K Fiche 90-352.63/10/12,0310100132 


— 0310100139 Memorandum In support of motion for summary disposition of 
Contention 1-62 re pressurised thermal shock IPTSJ, PTB will 
not he problem du« to conservative designrmatl selection, 
const, tee ting ; Dperat 1 on b surveillance 

WETTERHAHNiM J Philadelphia Electric Co WETTERHAHN. M J. Conner 
b Wetterhahn 83/10/12 Atomic Safety and Lieenilng Dpard 
Panel 13pp 20S07 090 24X Fiche 50-392,03/10/12,6310100132 


—0310160146 Statement of matl facts as to uhieh there is no genuine 
Issue to be heard re Contention 1-62 

WETTERHAHN.M J Philadelphia Electric Co WETTERHAHN, M J Conner 
b Wetterhahn 83/10/12 Atomic Safety and Licensing Board 
Panel 9pp 20007 113 24X Fiche 50-352,83/10/12,8310100132 


— 6310100152 Statement of 8 Ranganath,LS Burns, FE Cooke b aE Carter in 
support of motion for summary disposition of 
Contention 1-62 Prof quail Plcations b Certificate of Sve 
end 

RANOANATH, 8 j BURNS. L B , COOKE, F E Philadelphia Electric Co 
83/10/11 31pp 20807 122 24X Fiche 50-352,83/10/12,0310160132 


0310190040 Request for followup to B30927 applicetion to make limited 
appearance statement before A8LB 

ANTHONY, R L Anthony, R L 83/10/12 Atomic Safety and Licensing 
Board Panel Ip 20023 172 24X Flchi 30-352,03/10/12,0310190040 


— 6310190044 Response to A8LB 830^13 b 1005 memoranilo b orders b 031007 b 
12 telcons u/NRC, rntervenor ha>s no affidavit from util at to 
exact ARCO pipeline location 

ANTHONY, R L Anthony, R L 83/10/12 Ip 20623 173 24X 

Fiche 50-352,83/10/12,0310190040 


0310190056 Reply te NRC b util filings re severs accident risk 
asseesment/env 1 ron rept - OL stage, Section 7 Issues 
Assessment grossly deficient Impact on environ cannot be 
properly assessed, Certl ficate of Bve encl 

BUSH, M W PhllJtdelphia, PA 63/10/12 Atomic 0af«ty and 

Licensing Board Panel 13pp 20623 19b 24X Fiche! 50-352, 03/10/12, 

8310190050 


8310250100 Response opposing Limerick Ecology Action 830920 reipecified 
Contention I-4I re sys interaction analysis Contention lacks 
required specificity 4^ regulatory basts Notice of appearance 
b Certificate of Bve encl 

WRIOHT, N A Hearing Branch 2. 03/10/13 Atomic Safety and 

Licensing Board Panel I2pp 20895 279 24X Fiche 50-352,83/10/13, 

0310250100 
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0310100234 Answp-r ojiposing Air It Pollution Control 031002 vnatioo 

for production of uvldcr certification & fqr independent 
reteitinp involving reactor liotlon unsupported & ui/o basis 
WETTEBHAHN.M J Philadelphia Electric Co WETTEftHAHNr M J Conner 8c 
Mttterhahin B3/10/14 Atomic Safety and -Licensing Doard Panel 
Spp 2000A 291 24X FI che 50-3!>Sc 03/ 10/14. 0310180234 


— 0310100837 Proposed schedule of util*NRC II Leuls For hearing of 
Contentions 1^42. V-Sa. V“3b & V-4 Certificate of Svc end 
UErrERHAHN. H J Ph t lad elph la Electric Co UETTERHAHNi. M J Conner 

I* Wetterhabn 03/10/14 5pp 20B0B 254 24X 

Fiche 50-352. 83/10/14. 0310100234 


8310160243 Advises of no conflict of interest betueen previous NRC 
employment 8c current employatent ui/Conner 8i Uetterhahn re 
licensing proceriling 

LAVERTY. J H Conner !.c Uetterhahn LAVERTY.J H Phi ladeiphia 
Electric Co 03/ JO/ 14 KOHL. C N . OOTCHY. H L . EDLES. 0 J Atomic 

Safety and Licensing Appeal Panel 2pp 20608 S49 24X 

Fiche S0-332> 03/ 10/14. 0310100243 


8310250342 Response to Intervener Air Zt Uater Pollution Patrol 030924 
motion to reuiord Contention V-4 8c Intervenor HI Lewis 030720 
motion to reword Contention 1-42 in response to A8LB 630913 
mtmorandun Ic order Motions should be denied 

YDOLER.D H Hearing Branch 2 03/10/17 Atomic Safety and 

Licensing Board Panel 3pp 20090 030 24X Fiche 50-352.03/10/17. 

0310250342 


— B3l0asO344 Response to Friends of the Earth 030927 petiti-on for 
extension of tine to rtuord Co-ntantians V-3e & V-3b 8< 
irheduling of evidcntlarv hearing after B40101 8i< to 
applicant motion to dismiss Certificate of Svc end 
VOOLER.B H Hearing Branch 2 03/10/17 Atomic Safety end 

Licensing Board Panel 7pp 2OB9S'033 24X Fiche 50-352. 

83/ 10/17. S3I0250342 


— B31027-0362 Rebuttal to applicant 031012 statement of matl facta as 
to uih tch there is no genuine issue as to Contention 1-62 
LEUIE.H I Leiuxsi t1 03/10/24 Atomic Safety and Llcetislng 
Board Panel Gpp 20723 33B 24X Fiche 30-352.03/10/24. 

0310570260 


— 0310270360 Response apposing applicant 83072/ motion for summary 
disposition of Contention 1-62 

* Lewis. M B3/10/24 Atomic Safety and Licensing aoord Panel 

3pp 20923 34t 24X Fiche 50-352,03/10/24.0310270260 


8310310231 Request for official notice of federal regulation of 
ultralight aircraft. 47FR3a770 Certificate of Svc end 
WETTERHAHN.fi J Philadelphia Electric Co WETTERHAHN. M J Conner 8i 
Wetterhaho 03/10/27 Atomic Safety and Licensing Board Panel 
i4pp 20747 210 24X Fiche 50-352.83/10/27,8310310231 


H General correspondence 


9310210295 Urges NRC to continue local hearings on plant issue 

ADDISON. E T . ADDISON. J C Affiliation Unknouin 03/10/17 NRC - 

No Detailed Affiliation Given 2pp 20051 045 24X 

Fiche 50-352.03/10/17.0310210295 


8310250047 Package of seven comments opposing plant licensing 

LEWIS. S C , NEVILLE. J T . TRENT. N Affiliation Unknown 03/10/21 
BRENNERtL NRC ~ No Detailed Affiliation Given ISpp 20B94 154 
24X Fiche 50-398.83/10/21,8310250047 


8310200003 Package of two comments on plant licensing Plants should not 
be licensed oi/o neighborhood referendum 

DZEDZY. J L . MILLER. W 9 Affiliation Unknown 03/10/26 NRC - No 
Detailed Affiliation Given 2pp 80735 079 24X 

Fiche 50-392.03/10/26.8310280003 


031-0290809 Fopuards revised pages t-o NRC 031012 brl ef . correc t i ng four 
inadvertent errors 

RUTBERO.J Hearing Branch 8. 03/10/10 KOHL. C N . EDLES. 0 J , 

GOTCHYi R L Atomic Safety end Licensing Appeal Panel 4pp 

20099.347, 24X Fi c he: 50-392. 83/10/ 1 0. 8310290209. 


—0310290292 Corrected pages to B31012 brief In opposition to Del-Aware 
UnllAlted appeal 

« Office of the Executive Legal Director 03/10/10 Atomic 
Safety and Licensing Appeal Panel 4pp 20899 351 24X 

F i Ch e ' 50-352. 03/ 10/ 1 8. e 3 1 0290209 


8310240108 Hemorandum 8t order confirming 831017 li 18 prehearing 
conference rulings on status of certain parties L schedule 
re Air i Heter Pollution Patrol . Friends of the Earth 8« 

Lewis contentions Courtesy notification end. 

BRENNER. L Atomic Safety and Licensing Board Panel 83/10/20 
Air and Water Pollution Patrol. 7pp 20078 072 24X 

F i c h # 90-353. 83 / 1 0/20, 03 1 0240100 


1310360273 Atfvlect of Intention to continue as party to litigation o-n 
issues re emergency planning U/o svc list Related 
correspond ence. 

HERSHEY, 8 P, Community Legal Bervlcas, Inc HERBHEY. 0 P CEPA. 
03/10/21. BRENNER, L, Atonic Safety and Licensing Board Panel. Ip 
20711 300. 24X Fiche 50-392,03/10/21.0310260272 


B310310336 Response to uttl 830917 statement of matl fact ae to which 
there Is no genuine issue to be heard re motion for summary 
disposition of Contention V-4, Cooling tower plume issue 
unaddrettffd W/Cert i f Icate of 3vc 

ROMANO, F.R Air and Water Pollution Patrol. 83/10/2J Atomic 
Safety and Licensing Board Panel iOpp 20939:071. 24X 

Fiche. 50-393,03/10/21, 8310310336 


'8310310393 Statement of matl facts as to which thare Is genuine Issue 
TO be heard re co-ollng tower plumes 

ROMAND, F. R Air end Water Pollution Patrol 83/10/21 Atoeilc 
Safety end Licensing Board Panel 5pp 20739:001. 24X 

Fiche* 90-392, 63/ 1 0/21 r 0310310336. 


*63^0310371 Affidavit of PR Romano re summarv dispoeltion of Contention 

ROMANO, F R Air and Water Pollution Petrol 03/10/21 3pp 
20799:006. 24X Fi che* 50-352, 83/10/21* 8310310336, 


310270260 Btatement of matl facte as ta which thara ia genuine 
Issue as to Cgntentlun 1-62. Cert i f icate of Bve and 

LEWIS, M. I Lewis, M. 03/10/24 Atomic Safety and Licenelno Board 
Panel, 2 pp, 20723.337 24X Fiche- 90-393, 03/10/24, 8310270260 


0310270396 Statement supporting response to applicant motion for 
suMary diiposltlon of Contention 1 - 62 . 

LEWIS, M I Lewis* M 03/10/24 Atomic Safety end Licensing 
20983.327. 24X Fiche* 90-393* 03/ 10/24^ 

0310270866 


K Utility Final Safety Analysis Report IFSAR) 6 amends 


0310090437 Forwards Rev 24 to FSAR 

BRADLEY, E J Philadelphia Electric Co 03/09/30 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 20631 001 
84X Fiche 90-352.03/09/30,8310050437 


0310250033 Forwards Affidavit of Svc re distribution of Rev 24 to 
FSAR 

SRAOLEY.EJ Philadelphia Electric Co 03/10/20 DENTON, HR 
Office Df Nuclear Reactor Regulation* Director 3pp 20B99 274 
S4X Fiche 50-352, 83/10/20. 0310290035 


-0. Inspection rep-orts, lE Bulletins h correspondence 


B30B300340 IE Info Notici 83-61. "Alleged Use of Stand-Ins for Welder 
Qualification Tests " Svc list end 

JORDAN, e L Division of Emergency Preparedness it Engineering 
Response (Post 0301031 03/09/26 Consolidated Edison Co of New 

York. Inc ll7pp 20754 022 24X Fiche 50-000.83/09/26.0300300340 


0308300342 lE Info Notice 03-62, "Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Air 
tntakes •* Svc list end 

JORDAN, E L, Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/09/26 Consolidated Edison Co of New 

York. Inc 116pp 20777,210 24X Fiche 90-000, 83/09/26, 830 83003 4 2 


03QB3OO349 IE Info Notice 03-63. "Potential Failures of Westinghouse 
Type SA-l Differential Relays " Bve list end 
JORDAN* E L Division of Emergency Preparedness I, Engineering 
Response (Post 030)03) 03/09/26. Consolidated Edison Co. of New 

york. Inc ilSpp 20770 001 24X Fiche 50-000,83/07/26.830030034 5 


0308300349 IE Info Notice 03-64, "Lead Shielding Attached to 
Safety-Related Bys W/o 10CFR90 99 Evaluation " 8vc list 
■ nc 1 

JORDAN. E. L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/09/29 Consolidated Edison Co of New 

York* In* 115pp 20716 324 24X Fiche 90-000,03/09/27.8308300349 


0310130020 Summary of 830031 meeting w/otii in Bethesda.MD re 
intergranular stress corrosion cracking 6 prsssrvice imp 
p rogram 

HARRISON* 0 Licensing Branch 2 03/07/30 Licensing Branch 2 

6pp 20777 003 24X Fiche. 50-352. 83/07/30, 0310130020 


0300300370 IE Info Notice 03-65, "Burvel 1 lance of Flow in RTD Bypass 
Loops Used In Westinghouse Plants," Svc list end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 63/10/07, Consolidated Edison Co of New 

York, Ine, 76pp 20827 213 24 X Fiche 50-000,83/10/07*0300300370 
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^3X>a300752 IE Info IJotice 83-66< “Fatality at Argentine Critical 
Fa-cHity '* Svc li&t encl 

■JORDAN^ £ L Division of Emergency Preparedness 8< Engineering 
Riiponse (Post G3DI03) 83/10/07 Consolidated Edison Cn of Now 

Vert. Inc 79PP 20882 026 24 X Ficho SO-000. B3/iO/07. G3O03OO7S& 


eMB3{Kli7S‘? 1£ Info Notice B3-67j "Emergency Use Respirator Matl Defect 
Cnauses Production of Noxious Oases " Sve list end 
JCADAN. E U Division of Emergency Preparedness t* Engineering 
Response (Post 830103) 83/10/11 Consolidated Edison Co of Neu 

VoTl, Inc li7pp, 21043 073 24X Flche 50-000*03/10/11,0300300759 


S30B300761 lE Info Notice 83-68, "Respirator User Warning Defective 
S* ] f-Contalned Breathing Apparatus Air Cylinders " Bve list 
• ncl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/10/11 Consolidated Edison Co of New 

Yari, Inc J20pp 20827 129 24X Fiche 50-000*83/10/11,8308300761 


S R'cportaZtle occurrences, LERs S< related correspondence 


6310280013 Pinal significant Deficiency Rept 91 re diesel oil storage 
tar)i interior coatings Existing coatings will be removed 
from all eight diesel generator fuel oil storage tanks it 
recoated u/sub s titu te Amcrcoat 90 epoxy phenolic coating 
KEHPen. J 9 Philadelphia Elettric Co 83/10/05 MURLEy,T E 
Region ii Office of Director Spp 20932 273 24X 

Fiche 50-392,83/10/05,8310280013 


T Hearing transcripts on non-antl trust matters 


D3IOI20I76 Transcript of ACRS Bubcommittee on Ulmerlck Generating 
Station Units 1 It 2 831007 meeting in Pottstown,PA 
Pp S-232 Vlewgraphs encl 

» ACRS - Advisory Committee on Reactor Safeguards 83/10/07 
20694 267 24X Fiche 90-352,83/10/07,0310120176 


8310120168 Transcript of ACRS Subcommittee on Limerick Generating 
Station Unite 1 ti 2 831008 meeting in F^ottstoun, PA Pp 
233-530 

a ACRS - Advisory Committee on Reactor Safeguards 83/10/08 
27epp 20673 347 24X Fiche 50-352,83/10/08,0310120168 


83102001B5 Transcript of 03101/ prehearing conference in Phoenixvllle, 
PA. Pp 4, 530-4,768 Supporting documentation encl 
* Atonic Safety and Licensing Daard Panel 83/10/17 265pp. 

20034 ISI 24X Ttcho 50-352,03/10/17,8310200189 


83LOa]0089 Transcript of 831018 prehearing in Pboenl xvl 11 e, PA Pp 4,769- 
5, 047 

* Atomic Safety and Licensing Doard Panel 83/10/10 305pp 

20045 001 S4X Fiche 90-392,03/10/18,8310210009 


6310010171 Transcript of RW OurciV limited appearance statement Urges 
Commlseian to grant requested DL 

BURCIK, R W Affiliation Unknown 83/10/29 Office of the 

Secretary of the Commission 2pp 20959 007 24X 

Fiche 50-352183/10/29,8310310171 


DOCKET 90-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


A App^k icat lon/cons tructl on stage documents 8, correspondence 


6310130411 Foruards requist for addl info re safety review of QL 
application Responsa should be submitted within 63 days of 
030930 Hr 

eCHHEN0ER,A Licensing Branch 2 03/09/30 MITTL,R, L Public 

Service Electric 6 Oas Co of New Jersey 16pp, 20770 001. 24X 

riche 90-354,83/09/30,8310130411 


8311W70217 Notification of 031009 meeting ui/utll in Bethesda,MD tti 
discuss selsmolog i cal it geotechnical issues for facility 
WAONER, D Licensing Branch 2 83/10/03 8CHWENGER, A Licensing 

Branch 2 4pp 20&76 398 24X Fiche 50-354,83/10/03,8310070219. 


6310070223 Notification of 831005 meeting w/utll in Bethesda, HD to 
discuss structural & geotechnical issues for facility 
NACNER, D Licensing Branch 2 83/10/03, 8CHMENCEH, A, Licensing 

Branch 2 4pp H0676 344 24X Fiche. 50-354, 83/ 10/03, 0310070223. 


8310250315 Forurards info re seismic I, dynamic qualification teat 
prH»gran, per F8AR commitment Beismic t( environ test schedule 
non-NS88 supplied components summeriied 
HITTLjR. L Public Service Electric fc Oas Go, of New Jersey 
83710/09 SCHWENCER,A Licensing Branch 2. 23pp 20894 037 24X 

FIcfii 50-354. 03/10/09.8310290215 


8310210129 Forwards updated distribution list for environ rept - OL 
stage, FSAR t, general info 

SCHWENCCR. A Licensing Branch 2 83/ 10/ 13 MITTL, R L Public 
Service Electric L Oas Co of New Jersey 6pp 2OB03 267 24X 
Fiche 50-354,03/10/13,0310210125 


C Utility Environmental Report (ER>, amends it correspondinte 


8310210129 Forwards updated distribution list for environ rept - OL 
stagdiFBAR 6 general info 

SCHWENCER. A Licensing Branch 2 03/10/13 HITTL, R L Public 
Service Electric t( Oas Co of New Jersey 6pp 20803,267 24X 
Ft Che 90-354,83/10/13,8310210125 


E NRC Safety Evaluation Report C5ER), supple k correspondence 


8310200239 Proposes schedule for balance of safety review questions to 
support 840221 draft 0ER date Responses could be transmitted 
to NRC by 840110 if questions finalized by 831111 Two 
■major FSAR chapters still undar NRC review. 

HETTL.R L Public Service Electric k Oas Co of New Jersey 
83/10/13 6CHNENCER.A Licensing Drahcb 2 2pp 20033 057. 24X 

Fiche 90-354,03/10/13,9310200239 


F Security, medical, emergency 6 fire protection plans 


8310240143 Forwards "Control Room Design Review Program Plan, Hope Creek 
Generating Station,*' in response to Generic Ltr 82-33, Item 
5 Summary rept will be submitted by B40BI5 
MITTL, R U Public Bervice Electric fc Oas Co. of New Jersey 
83/10/17 SCHWENCER.A Licensing Branch 2 2pp 2OB00. 039 S4X 
riche 90-354,03/10/17.8310240143 


— 9310240145 "Control Room Design Review Program Plan, Hope Creek 
Generating Station '* 

e Essex Corp 03/10/14 52pp. 20880* 041 24X 

Ficho 90-394,83/10/17,8310240143 


0 Adjudicatory correspondence 


0310030464 Notice of appearance in proceeding Certificate of 8vc encl 
FRYLlNOrR Public Service Electric k Gas Co of New Jersey 
93/07/27 3pp 20601 074 24X Fiche 90-394,83/09/29.0310030404 


6310090410 Response to Public Advocate, State of NJ 830909 petition to 
intervene as par fcy-i ntervenor in hearing area* re OA k 
emergency planning Petition not opposed Certificate of Sve 
enc 1. 

GODDARD. R J Hearing Branch 3 83/09/29 Atomic Safety and 

Licensing Ooard Panel 4pp 20633 IB3. 24X Fiche- 90-394. 83/09/29. 
8310050410 


8310200247 Memorandum furnishing qualification k prior prof activities 
of Judge* JH Carpenter. PA Morris k ME Miller In advance of 
831122 special prehearing conference Resumes encl. 

MILLER, M E Atomic Safety and Licensing Board Panel 03/10/18 
epp 20827*298. 24 X Flch* 90-394,83/10/18,8310200247 


0310270301 Informs that updated FBAR wiU bo forwarded as soon as 
clerical work completed Related correspondanca, 

CONNER, T B Conner k Wetterhahn. B3/L0/29. MILLER. H.E Atomic 
Safety and Licensing Board Panel. Ip 20923 344. 24X 

Fiche, 50-354.83/10/25. 831027030*. 


Q Inspection reports. IE Bulletins k correspondence 


0300300340 IE Info Notice 03-61, "Alleged Use of Bt*nd-Int for Welder 
aual 1 f Ication Test* " Bye list end 

JORDAN. E L. Division of Emargency Preparedness k Engineering 
Response (Post 8301031 83/07/26 Consolidated Edison Co of New 

York, Inc 117pp. 20794 022 24X Fiche. 90-000, 83/09/26, 0300300340 


8308300342 IE Info Notice 83-62, "Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " 8vc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 8301031 03/09/26 Consolidated Edison Co. of New 

York. Inc H6pp 20777 2iO 24X Flch# 50-000,03/09/26,0300300342. 


B30'8300349 IE Info Notice 03-63, "Potential Failures of Waatinghouse 
Type 8A-i DiPferantial Relays." 8vc list encl 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 630103). 03/07/26 Consolidated Edison Co of New 

York, Inc UQpp 20770 00 1 24X Fiche; 90-000, 03/09/26, 8300300349 
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03OB3OO349 IE iTifo Notice a3-64. ’‘Lead Bhieldltig Attached to 
Safetg-ReUted Bys H/c 10CFR90 59 Evajyation " Svc lint 
end 

JORDAN. E L Division of Emergiency Preparednei* Sc Entgineoring 
Response <Posi GOOiOO} B3y<i9/S9 Confioi idated Edison Co of Neu 

Vork. Inc 115pp 2071^1 324 24 K Flche 50- 0Q0» 03/'09/29. 0300300349 


B3100405S2 Cammenta on imp len^entat lan of rotummondod i ndt p enid en fe deM.|iii 
rovieui Design verification should bu conducted \n paiollDl ' 

ui/verl f 1 catl on of const c^ualiig 

NEVLAN/ A J Torrey Pines TechnolDqij B3/09/12 WILLIAMS* J 
Cincinnati Oas «c Electric Co 2pp 50624 235 24X 

Fiche 50-330.03709/ 12. 8310040522 


S3O03OO378 IE Info Notice 83-69, ’*9urvcl 1 1 ance of Floui in RID Bypass 
Loops Used In West 1 nghouse Plants Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response fppst 0301031 B3/10/07 Consolidated Edison Co of New 

York, Inc 76pp 20827 213 24 X Fiche SO- 000.^ 93/ 10/07. 8306 300370 


0300300732 IE Info Notice 03-66, "Fatality at Argentine Critical 
Facility '* 8vc list encl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103} 03/10/07 Consolidated Edison Co of New 

Vark. Inc 79pp 20062 026 24X Fic6e 50-000.03/10/07.0306300752 


8308300357 Doard Notification 02-i05A for wards evaluation of 
allegations ro design deficiencies in Class I piping sys 
Info applicable to Diablo Canyon 1 t* 2. Fermi 2 tt Callaway 
erSENHUT. D 0 Division of Licensing 03/09/29 PALLADINO. N J 
Cofnnifssi oners 3pp 20632 001 24X Fichc 50-000.03/09/29, 

8300300357 


9310040459 Amend 151 to OL app 1 i cati on. c onsl sting of Rev 97 to FQAR 
WILLIAMS. Cincinnati Oas j. llectiic Co 03/09/30 DENTON. H R 
Office of Neclear Reactor Regulation. Director Hpp 20624 031 
24X Fiche 50-358.03/09/30.0310040439 


8308300739 IE Info Notice 03-67. "Emergency Use Respirator Mall Defect 
Causef Productian of Noxious Oases " Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103} 83/10/11 Consolidated Edlsen Co of New 

York. Inc 117pp 21043 075 24X Fiche 30-000,03/10/11,8300300759 


6308300761 IE Info Notice 03-60. "Respirator User Warning Defective 
Beif 'Contained Breathing Apparatus Air Cylinders " Svc list 
end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103} 03/10/11 Consolidated Edison Co of New 

York. Inc laOpp 20627 129 24X Fiche 50-000,33/10/11,0308300761 


0310120304 Fartuarils agenda topics of 03092? prsbid meeting for 
independent design review Attendance list.QA matrix, 
isometrics of RHR sys & respanses to quostions raised eiicl 
KRAUS, H J Cincinnati Oas & Electric Co 03/09/30 KEPPLFH, J G 
Region 3. Office of Director 25pp 20690 351 24X 

Fiche 50-358.83/09/30.0310120304 


0310170515 Forwards Rev 24 to "Natl Board Tasks Rept " Rept aasemblci 
for tracking progress on concerns raised by Natl Board 
Interim Repts I tc 2*Suppl5 2. 3. 5, 7 h 13 

WILLIAMS. J Cincinnati Oas Electric Co 03/10/03 YOST. R A 
Ohio. State of Ip 20704 253 24X Ficho 30-350.03/10/03, 

0310170515 


S Reportable occurrences. LERs tr related correspondence 


831D280101 Potential const deficiency rept re shortened Hlltl 
expansion anchors used in raceway support installations 
Initially reported on 830916 Exams expected to be completed 
during uk of 030926 Final rept by 031020 

MARTIN. T J Public Service Electric 6 Gas Co of New Jersey 
83/09/14 MURLEY, T E Region 1, Office of Director 2pp 
20935 326 24X Fiche 50-354,03/09/14,8310260101 


8310260075 Significant «on*t deficiency rept re four OE pressure 
twitches conteining undercured 0-ring that could allow 
leakage of process fluid into electrical portion of devices 
Quitches win be replaced by 031216 

MARTIN.T J Public Service Electric 6, Oae Co of New Jersey 
83/09/20 HURLEY, T.E Region I, Office of Director 2pp 
20935077 a4X Fiche 50-354.03/09/28,0310290075 


6310200093 Potential const deficlancy rapt re Besler Electric Co 
restetors installed in emergency diesel generatora Initially 
reported on 830901 %* reported by vendor under Part 21 on 
830819 Final rept expected by 031130 

MARTIN.T J* Public Service Electric h Das Co of New Jersey 
83/09/30 MURLEY, T,E Region I, Office of Director 2pp 
20935 322 24X Flcho 50-354.03/09/30,0310280093 


DOCKET 50-350 WILLIAM H ZIMMER NUCl EAR STATION, UNIT 1 
A App 1 ic ation/c onst rue t i on stage documents t. correspondence 


8310200212 Responds to appeal re denial of FOIA request for Qfc of 
Investigation repts concerning facility Orants appeal In 
part Forwards document Info pertlaly withheld iref FOIA 
Exemption 7), 

ChILK.S j Office eP the Secretary of the Commission 83/09/24, 
DEVINEjT Oovernment Accauntabll ity Project 2 pp 20964. 19B 24X 

Fiche. 50-358, 03/08/34, 83 1 0280212 


'8310280224 Submits revised proposal for providing completion sves for 
fecllity Rfv to proposal. or i gina 11 y submitted on 921100. 
responds to Commission 92Ji22 order to show cause List of 
independent review team members end 

REIN8CH. H 0 Bechtel Corp, 02/11/83 DICKHONER.W H Cincinnati 
Oil It Electric Co 7pp 20964 265 24X FI c he- 50-358. B3/0B/24, 

8310280212 


^“8310280229 Bupple 921123 Itr in response to JO Keppler 921220 request, 
directed to util, re Bechtel mgt role Goderhoim involvement 
discussed, 

M Bechtel Corp. 02/12/29 DICKHONERiWH Cincinnati Oas 
Electric Co 6pp 20964 296 24X Fiche; 50-350, 03/00/24* 

rtfiomfoi 


00231 Forwards description of steps to be taken tn identify 
.estary or gani i ational & procedural action. resumes of 
iiaee I team memt ers, lummar i i es of Bechtel nuclear 
•xperiinti k contract forms Info deleted 

REINSCH-HO Bechtel Corp. 02/11/09 DlCKHONER.UH Cincinnati 

MWSBOsU *" =<>''*‘’='00 a4X Fit he, 90 - 3 »B, 03 / 08 ^ 24 . 


— 031O17O5)B Rav 24 to "Natl Board Tasks Rept " 

s Cincinnaitl Oas it Electric Co 03/09/30 61pp 20704 554 oxv 
Fiche 50-350. 03/10/03.0310170515 


0310060497 Declines to approve work requested in 830414 & 0009 fic 29 
Itrs Revised aryanization should be in place program to 
complete const idpntlftod 8t under NHC review prior to 
approval 

KEPPLER, vl Q Region 3. Off ire of Dirocior B3/i0/04 WILLIAMS. J 
Cincinnati Oaa 8( Electric Co 2pp 20641 013 24X 

Fiche 50-350,93/10/04.0310060497 


8310110266 Forvtards 830930 news release stating that Qechtel Po-wrr 
Corp estimates facility completion in range of 24 to 36 
months Final dote contingent on orderly t< timely resolution 
of Nov 1982 show cause order Reloted correspondence 
CONNER.! B Connor «< Wetterhahn CONNER,! B Cincinnati <5a^ i« 
Electric Co 03/10/05 FRYE, J H , HOOPER. F F , LIVINGSTON, H 3 
Atomic Safety and Licensing Board Panel 2pp 20665 336 24X 

Fiche 50-350,03/10/05.0310110286 


0310100035 Staff TequirementB memo on Torrey Pines, Int 03O92B bneflnj 
In Nash Ingtan. DC re independent review of project mgt 
CHlLK.fi vJ. Office of the Becrotary of the Commission. 03/10/135 
D1RCK8.M. J Office of the Executive Director for Operations Ip 
30025030 24X Fiche 50-350,83/10/05,0310100035 


8308300771 Board Notification 83-126A forwards Equipment Qualification 
Branch cancluai-one re potential problems w/ASCQ salenoid 
valves, 

EI3eNHUT,D.O Division of Licencing 03/10/06 PALI AD I WO, N J 

Commissioners. 31pp 2OB10 001 24X FlthB 50-000,03/10/06, 

03003007/1 


0310120252 Forwards response to Phase 1 of NUREG-0612. "Conlr&S of 
Heavy Lends at Nuclear Power Plants," per BJ Youngblood 
030011 request for addl info All cronon 4c hoists purchased 
to aargent Ic Lundy specs 

WILLIAMS. J Cincinnati Oas k Electric Co 03/10/06 D£NTON,FIR 
Office of Nuclear Reactor Regulation. Director, 4pp 20692 J.03 
24X Fiche 50-358,03/10/06,8310120258 


9310200209 Forwards '’Course of Action" responding to 82! 112 "Order ts 
Show Cause |( Order Immediately Suspending Const." 

(CLr-82-22) Section IV B lUlbl W/o enrl 

HILLIAMB, J. Cincinnati Oas Electric Co 03/10/06 DIRCKS. W J 

Office of the Executive Director for Operations ip 20032 324 

24X Ficho 5D-35B. 03/10/06, 0310200209 


— 0310200212 Furwards "Course of Action" responding to 821112 "Order lo 
Show Cause ti Order Immediately Suspending Const," 

(CH-a2-33> Section IV B (IXb) W/o end 

WILLIAMS, J Cincinnati Oas b Electric Co 03/10/06, DEYOUNG, R C 
Dlrector'a Officer Office of Inspection and EnPorcpment Ip 
20032 325 24X Fiche 50-350. 83/ 10/06. 03! 0200209 
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'-B3lOaOO&l5 Forwards “CoorsD oP Action'’ responding to B21112 ''Order to 
Sfiou Cau&£i ■& Order Immediotelg biisponding Consti " 

ICLI~02“33> Section IV B (IXb) W/o enc] 

HILLIAMS>J Cincinnati Oas ti Electric Co 83/iO/OA STLLI n< V 
R'Ti^ional Operations & Ceneric F?equl rcoienis Ip 20032 326 24X 

FJchp 50-3SB, 83/10/06 r 83 1 020020 V 


— 83J0200222 Forwards "Course of Action" responding to 021112 "Older to 
Shouii Cause & Order Immediately Suspending Consti " 

KLI-82-33) Section IV D ll)<b> W/o one I 

WILLIAMS, vi Cincinnati Oas if Electric Co 03/10/06 DEMTDM, H R 
Office of Nuclear Reactor Regulation, director Ip 20002 32/ 
Ficbe 50-359, 03/10/06. D310200207 


--0310200227 Forwards "Course of Action" responding to 621112 ‘^’Or der to 
Show Cause ?{ Order Immediately Subpendinq Convt. " 

<CLI-82-33> Section IV D (iXbl W/o end 
tflLLlAMSiJ Cincinnati Oas (i Electric Co 03/10/06 

EISEMIUT.D G Division of Liconaing ip 20032 320 24X 

Fiche 50-350. 63/10/06. 8310200207 


— a3lO2OD2J0 Forwards "Course of Action" rospondinq to 821112 "Order tn 
Show Cause l( Order Immediately Susperiding Conptj " 

<CLI-e2-331 Bectien IV D (1K6> W/o end 
WILLIAMS. -J Cincinnati Qas ^ fclecti ic Co 03/10/06 
CUNNINGHAM. Q H Office of the Executive Legal Oirccioi' Ip 
2DB32 329 24 X Fit fie 30-350.03/10/06.0310200207 


— 8310200234 Fgrwaxds "Course of Action" responding to 021112 "‘Older lo 
Show Cause 8< Order Immediately Suspending Const." 

<CL!-B2-33) Bectlon IV D (IXbl W/o stated end Util 
external Itrs end 

V/lLLlAMOiiJ Cincinnati Gas Electric Cu 03/10/06 LIEDERMAN. J 
NRC - No Detailed Affiliation Given 21 pp 20832 330 24X 

Fiche 80-358,03/10/06.0310200207 


6310130234 Informs that util proposed "Course of Action" rept lulll be 
Ihrnvided to interested persons for comment Written comments 
reach negion HI by 031101 Region III will conduct two 
open meetings on 831101 Distribution list t< details end 
K€PPLER.J Q Region 3. Office of Director 03/10/07 WILL] AMS. U 
Cincinnati Gas t* Electric Co 6pp 20/20 102 24X 

Fiche 30-358,03/10/07.8310130234 


— 0310130237 "Course of Action." Vols 1 2 

» Cincinnati Gas «« Electric Co 03/10/07 639pp 20720 100 

24X Fiche 50-350.03/10/07.0310130234 


631Q13-024S Forwards Certificate of Sve of Amend 151 to 030730 
application for licenses in form of Rev 7/ to FSAR 
WILLIAMS. J Cincinnati Gas Electric Co 83/10/07 DENrON.H 
Office of Nuciear Reactor Regulation. Director 3pp 20719 144 
SAX Fiche 90-358.03/10/07.8310130242 


0310140094 Summary of 830914 meeting u/util in Region III ofc re 
actlQns being taken to strengthen GA program S. to autllnn 
P lar of ac tl on. 

K.EPPLER.U 0 Region 3. Office of Director 83/10/07 Region 3. 
Qfrice of Director Ip 20/67 351 24X Fiche 50-358.03/10/07. 

0310140054 


— B310S40055 Summary of 830913 meeting w/util in Wash ington. DC re plan of 
action for GA program 

ftURRAVi-J P Office of the Executive Logal Director 03/09/14 
OfflCB of the Executive Legal Directoi 2pp 20767 332 S4X 
FicNo 50-358.83/10/07.8310140054 


8310240133 Ndtificatlan of 831013 meeting lu/util in Dethesda.MD to 
tffccufis proposed course of action to verify quality of 
facility Sr complete const as described in 831005 rept 
KENTNER.L L Llconslng Dronch 1 B3/i0/ll YQUNGDLOODr B. 3 
Licensing Branch 1 4pp 20091 334, a4X Fiche 50-350,03/10/11. 
8 310240133 


&310210Q03 Summary of 831011 meetinn w/Dayton Power Jc Light Co In Glen 
EJli'gn. IL re actions required before const can be resumed. 

D-AVIS. A 11 Region 3. Office of Director, 83/10/18 Region 3i 
Office of Director Ip 2001*5 166. 24X Fiche 90-390,03/10/10. 

8 3X0210003 


031O2LOD67 Bummary of 031005 meeting <u/util at Region III ufc re 
actions taken to strengthen OA program 

IfEPPLER.J Q Regiun 3, Office of Director 83/10/18 Region 3* 
Cfflce of Director ip 20057 269 24X Fiche 90-358.83/10/10, 

8310210067 


F Security, medical, emergency tc fire protection plans 


0310040336 F-orwards Procedure AD NP 16. "'Nucloar Prodtictian Directive 
Emergency Procedure Generation Program," per NUH£0~0737. 

Suppl I (Generic Ltr 82-33) 

WILLIAMS. J Cincinnati Gas It Electric Co 03/09/30 DEN TON. H R 
Office of Nuclear Reactor Regulation> Director 2pp 20617 133 
24X Fiche 50-393,03/07/30.0310040336 


— 8310040341 Procedure AD NP 16. "Nuclear Production Directive Emergency 
Procedure Generation Program •' 

WALD. J J Cincinnati Gas It Electric Co 03/09/01 73pp 
20617 135 24 X Fiche 90-3SB. 03/09/30. 8310040336 


0310100177 Clarifies NRC position procedures for admitting NRC 
personnel to facility Access to vital areas should be 
afforded to listed Region 111 personnel Update will be 
provided every 6 months 

AXELSDN.W L negion 3. Office of Director 03/lO/i4 WILLIAMS, J 
Cincinnati Oas It Electric Co 7pp 2000? 046 24X 

Fiche 50-338. 03/10/141 0310100177 


0 Adjudicatory correspondence 


0310060345 Petition for reconsideration of ABLD 030915 order denying 
Miami Valley Power Project iHDtion to reopen record for 
atTmlsaion of eight proposed contentions, Addl info provided 
since original decision Certificate of Sve end 
DEVINE. T Kia/nl Valley Power Project DEVINE. T Government 
Accountability Project 03/10/03 Atomic Safety and Licensing 
Board Panel Qlpp 20645 S7J 24X Fiche 50-350.03/10/03. 
0310060245 


— 8310060252 Affidavit of D Uones for Govt Accdtrntab 1 1 ity Project 
protesting Torrey Pines rept chapter on ca*e* studies Ref to 
author Interviews incomplete Ic thus inaccurate Analysis of 
whistleblower missed real problem of lack of freedom 
uaNES. D Affiliation Unknown 03/09/26 9pp 20645.391 24X 

Fiche' 50-350. 03/10/03. 8310060249 


— BD100602S9 Affidavit of T Devine summarliing 030919 discussion w/ 
€ Weaver re summery of interview in Torrey Pines rept 
Weaver seriously chaUenges completeness of interview 
summary 

DEVINE. 1. Oovarnmont Accountability Project 03/09/26 3pp 
20646 009 24X Fichs SO-330. 83/10/03. 0310060245 


-■-0310060263 Affidavit of R Reiter for Govt Accountabi Uty Project 
expressing dissatisfaction ot u/summarixed interview in 
Torrey Pines rept 

REITER, R Affiliation Unknown 03/09/24 2pp 20646' 012 24X 

Fiche 90-390.83/10/03.9310060245 


— 8310060266 Motion for extension to file appeal until 10 days after tve 
of A8LB decision on Miami Valley Power Project petition for 
reconsideration Certificate of Sve end 

DEVINE. T Miami Valley Poupr Project DEVINE, T. Government 
Accountability Project 03/10/03 Atomic Safetv and Licencing 
Appeal Panel 4pp 20646 014. 24X Fiche 90-398,83/10/03* 

0310060345 


0310110306 Forwards 030730 news release stating that Bechtel Power 
Corp estimates facility completion in range of 24 to 36 
inonthR Final date contingent on orderly h timely resolution 
of Nov 1702 show cause order. Rela ted correspondence 
CONNER. T,B Conner b Wetterhahn CONNER, TB Cincinnati Gas «c 
Electric Cp 03/10/05 FRYE. J H . HOOPER, F F . LIVIN09TON, M. 8 
Atomic BaPety and Licensing Board Panel 2pp 20665’ 336 24X 

Fiche 50-350.03/10/05,0310110^06 


0310110043 Order granting Miami Valley Power Project 031003 motion for 
extenaion to file appeal from A8LP 830915 order Time 
extended until ID days after sve of A5LB decision on Project 
petition for reconsideration 

8H0EMAKER* C. -J Atomic Safety ^nd Licensing Appeal Panel 03/10/06 
Miami Valley Power Project. 3pp 20668 277. S4X 
Fiche 90-350.03/10/06,8310110043 


0310110308 Notice of UH Lavgrty employment w/Conner It Wettarhahn* P-C 
Pravipui employmant w/Commitsi oner Roberts eliminates any 
contrlbutidn to rimmer case 

LAVERTY. J H Conner it Wetterhahn 03/10/06 Ip B066S 131. 24X 

Fiche. 5O-390« 83/ 10/06. 9310110308 


— 8310110216 Notice pf VH Laverty employment w/Conner Mettarhahn, PC. 
Laverty will not participate in matters leading to DL 
issuance due to previous employment w/Commlsiioner Roberts 
Certificate of 0vc encl. 

CONNER. T B Conner I? Watterhahn 83/10/06 3pp 20665:132 24X 

Fiche, 90-358.83/10/06. 0310110200, 
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8310U0269 NotifU*tion to Commission of Miami Valley Power Project 
misrepresentation in 031003 motion for reconsideration of 
ASUB 030915 order No util counsel communicated w/Oovt 
AccountaJii lity Project Certificate at Svc entl ^ ^ . , 

CONNER, T B Cincinnati Oas it Electric Co CONNER, T B 

NetterKahn 03/10/06 App 20666 140 24X Fiche 50-356.03/10/06, 

8310110269 


Q Inspection reports, IE Qglletlns 8, 


83102B0204 Appeals denial of FOJA ro^ocst for Dfc of lnvDstit)atit.M 
repta re allegation* concerning presencp or BechtoJ 
rvpresentati ve at facility prior to Nov 190 rHILM g 

DEVINE, T Oovernitient Accountab 1 1 i ty Project 03/06/16 
Office of the Secretary of the CommiBSian 2pp 192 ,,.4 


8310110214 Requcsti progress rept on resolution of offsite emergency 
Planning issues.per step* outlined in 830811 Itr 
FRYE. J H Atomic Safety and Licensing Board Panel B3/10/07 
WETTERHAHN. M J Conner & Wetterhahn Ip 20665 060 24X 

FI chi 50-350. 83/ 10/07> 8310110314 


3310200235 Advises that Ofc of Investigati ons is conducting ongoing 
Investigation Ofc would present fruits of Investigation upon 
ABLB reauist in camera ex parte 

HAYES, B B Office of Investigation 33/10/12 FRVE, J H Atomic 
Safety and Licensing Board Panel Ip 20S32 333 24X 

Fiche 50-358, 83/10/ 12, 83 i 0200233 


8310190146 Memorandum In support of Miami Valley Power Project mVPP) 
petition for reconsideration of ASLB 030913 order MVPP urges 
ABLB to address stds for reopening record Issues should be 
included to ensure complete record Certificate of Svc end 
NEBS, D F Mentor, KY 03/10/13 Atomic Safety and Licensing 
Board Panel 6pp 20820 239 24X Fiche 50-358,83/10/13,8310190146 


8310210133 Answer opposing Miami Valley Power Project 031003 petition 
for reconsideration of ASLB 830915 memorandum 1< order 
den^/lng Project motion to reopen record to admit eight lata 
filed contentions on OA Certificate of Svc end 

CONNER. T B Cincinnati Oas fc Electric Co CONNER,! B Conner fc 
Wftterhahn 83/10/18 Atomic Safety and Licensing Board Panel 
2tpp 20653 14S 24X Fiche 50-358,83/10/18,8310210153 


8310260205 Order granting NRC 831021 oral request for extension until 
831031 to respond to Miami Valley Power Project petition for 
r econslderatlDn of ASLB S30915 nimerandum tc order 
FRYE, J H Atomic Safaty and Licensing Board Panel 03/10/24 
Office of the Executive Legal Director Ip 20912 236 24X 

Fiche 50-358,83/10/24,8310260205 


8310270262 Second response to FOIA request fur NRC ropt on 
Investigation of charges that Bechtel lepresontatlves onsite 
prior to Bechtel nomination to conduct independent mgt 
review Documents in App A available in PDR AMm-ucnw tj 

FELTON, J M Division of Rules and Records 83/07/14 ANDLRSON, f H 

Shaui, Pittman, Pott» 8( Trowbridge SoP 20943 06/ 26X 

Fiche 50-358, 83/07/14, 8310270262 


0310280212 Responds to appeal re denial of FOIA request Pur Ofc Of 
Investl gatlon repts concerning facility Grants appaal in 
part Forwards document Info partlaly withheld (rof FOIA 

ChitLK, 8 J Office of the Secretary of the Commission O3/0B/L‘4 
DEVINE, T Government Accountability Project Spp 2096^ J9B 
Fiche 50-358,83/08/24,8310280212 


24 X 


—8310260220 IE Invostigatlan Rept H-B3-001 on 830120-0301 No 
noncomaliance noted Major areas investigated allegations 
r® prflfrfinc® Pf Bechtel pepreeentflt i ves at facility prior to 
Nov 1902 Affidavit end Info deleted 

GILBERT, E C , MARD.W J , HAVES, B D Office of Investigati nn 

83/03/11 60pp 20964 2QS 24X Fiche 50-330, 03/00/24, GHlOaDOid 1 2 


8310050338 Forwards IE Insp Rept 90-358/03-12 on 830801-0902 U notice 
of vinlation , ^ . 

WANNICK.R F Region 3, Office of Director 83/09/22 WILLIAMS, 
Cincinnati Gas 8< Electric Co Spp 20631 202 24X 

Fiche. 50-338, 03/09/22. 8310050538 


— 0310030340 Notice of violation from insp on 030001-0902 

WARNlCKiR F Region 3, Office of Director 03/09/22 2pp 
20631 284 24X Fiche 50-338,83/09/22,0310050938 


6310260230 Rtsponds to 630927 request for actions re mgt structure 
program. Ltr forwarded to JO Keppler for consideration 
PLAINE, H.H Office of the Ganeral Counsel 83/10/24 DEVINE, T 
Miami Vallay Power Project Ip S0912 188 24X 

Fiche 50-358, 03/ i 0/24, 83 1 0260230. 


H General correspondence 


6310120287 Forwards IE Insp Repts 50-358/82-10 t« 50-358/83-02 re welder 
quallf icmtions w/o ends 

SCHWEJBINZ.E Region 3, Office of Director 03/10/06 STANFIELD, 0 
Affiliation Untnown Ip 20693 001 24X Fiche 50-338,63/10/06, 

8310120287 


—8310050546 IE Insp Rapt 50-350/03-12 on 030601-0702 None omp llnnco 
noted failure to follow requirements of Procedure l6-QA-0a 
in processing Corrective Action Request Bl-25 l< other 
documentation 

OWYMN,! P , nightingale, E , FORNEY, W L Region 3, Office oP 
Director 83/07/23 48pp 20631 2B6 24X Flcho, 50-390, 03/09/22. 

83I009053B 


8310050518 Forwards IE Insp Rept 50-390/83-17 on 030428-29 U 0914-16 U 
notice of violation 

WARNICK, R F Region 3. Office of Director 03/09/23, WILLI AMD. J 
Cinefnnati Gas S< Electric Go 2pp 20634 1/9 24X 

Fiche 50-350,83/09/23,8310050510 


6310270370 Informs of citiien concern re const defects 6 GA breakdowns 
b urges initletlon of further eetlon assuring total safety 
of plant 

aRONN,J Y Kantueky, Commonwealth of, 83/10/10, PALLADINO, N J 
CommiiSioners Ip 20924*000 24X Fiche 50-390, 03/ i 0/10, 

0310270370 


B310250109 Forwards 831012 Resolution R/195-1983, creating oversight 
committee. 

POSEY, W W Cincinnati, OH 83/10/14. DENTON, H.fi Office of 

Nuclear Re«ctor Regulation, Director 5pp 20896 250. 24X 

Fiche 50-358,83/10/14,8310250109 


K Utility Fine! Befety Analysis Report <F8AR) b emends 


—0310050922 Notice of violation from insp on 830420-29 Sc 0914-16 
WARNICK, R F Region 3, Office of Director. 03/09/23 Ip 
20634 101 24X Fiche 50-358,83/09/23,0310050910 


—0310050530 IE Insp Rept 50-350/03-17 on 030428-89 b 0914-16 
Noncompliance noted failure to submit written repts on 
reportable deficiencies within 30 days of Initial 
notification per iOCFRaO 55Ce> 

SCHWEIBtNZ, E R , FORNEY, W L, Region 3, Office of DIrectoi 
83/09/23 4pp 20634 188 24X Fiche 50-390, aa/09/23i 8310050510 


8308300340 IE Info Notice 83-61, '^AHeged Use of 8taiid-Ins for IJeldPr 
Oua lif ication Tests " Svc list end 

JORDAN* E L Division of Emergency Preparedness b EnglneuTing 
Response <Post 030103) 83/09/26 Consol idated Edison Co. of New 

York. Inc U7pp 20754 022 24X Fiche 50-000,03/09/26,8308300340 


8310040499 Amend 151 to OL appUcatiom consisting of Rev 97 to FOAR. 
WILLIAMS, J Cincinnati Gas b Electric Co, 83/09/30 DENTON, H R 
Office of Nuclear Reactor Regulation* Director 2pp 20624:031 
24X Fiche* 50-350, 03/09/30, 8310040459. 


— S3I0040461 Rev 97 to FSAH 

a Grundy Electric Coopiretlve, Inc. 83/09/30 72pp 20624 034. 
24X Fiche 50-350,83/09/30,8310040459. 


8310130242 Forwards Certifiemti of 8vc of Amend 151 to 830930 
applitatiun for licenses in farm of Rev 97 to F8AR, 

WILLIAMS, J Cincinnati Gas b Electric Co. 83/10/07 DENTON, H 
Office of Nuclear Reactor Regulation, Director. 3pp 20719' 144 
24X Fiche. 50-330, 03/10/07,0310130242. 


0308300342 IE Info Notice 83-62. 'failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intakes ” Svc list end 

JORDAN, E L Division of Emergency Preparedness b Englneorxng 
Response iPoit B30103) 03/09/26 Consolidated Edison Ca of New 

York, Inc. 116pp. 20777 210 S4X Fiche; 30-000, 83/09/26* 030030034^. 


0308300345 IE Info Notice 83-63, “putontlal Failures of yestinghDUse 
Type SA-l Differential Relays.*' Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 83/09/26 Consolidated Edison Co of New 

York, Inc U8pp 2O770'OO1 24X Fish s: 50-000, 03/09/26, B30B3D0345 


0308300349 IE Info Notice 83-64, "Lead Shielding Attached to 
Safety-Related Sys W/O 10CFR50 59 Evaluation " SvC list 
end. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/07/29 Consolidated Edison Co of New 

York/ Inc llSpp 20716 324 24 X Fi the, 50-000, 03/09/27, 6300300349 



DOCKETED ITEMS 


233 


@310]40'1C]5 k rtrcsipt of Q30Vi5 interim response informing NDC of 
«tepe taken to correct violations noted in IE Insp Rept 
30-35a/B3-07 

WARNICK. R F Region 3, Office of Oirector B3/10/0& WILLIAMS, J 
Cincinnati 'G^as Sc Electric Co 2pp 20763 044 24X 

50-353, {33/IO/06i 8310140130 


— Q3101401S6 Responds to NRC 830620 1 tr re violations noted in IE Insp 
Rapt 3Q-358/B3-07 Corrective actions Chapter 10 of QA manual 
revised to require that HJ Kaiser perform OC on pumps Ic 
motors 

WlLLIAMSfT Cincinnati Qae Electric Co 83/09/15 KEPPLER, J 0 
Region 3, Office of Directui 6pp 20763 046 24X 

FicAe 30-359,83/10/06. 831 01401 35 


&3OB30037Q 16 Info Notice 03*65, '^Burvei 11 anc e of Flom In RID Bypass 
Laopf Usod In Wostinghouso Plants '* Svi list end 
JORDAN, E L Division of Emergency Proparerfness *c Engineering 
Response iPost 830103> 03/10/07 Consolidated Edison Co of New 

Tori. Inc 76pp 20827213 24X Fiche 30-000.83/10/07.8300300370 


eG4>83D(>752 IE Info Notice 03-66. ‘‘Fatality at Argentine Critical 
Facility ’’ Svc list end 

JORDAN. £ L Oivision of Emergency Preparedness 6 Engineering 
ReipP-nse (Post 830103) 03/10/07 Consolidated Edison Co of New 

Vopt, Jnc 79 pp 20882 026 24 X Fiche 50-000,83/10/07,8308300752 


0310200276 Forwards IE Insp Rupt 30-350/83-11 on 030725-29,0811,0030-31 
■6 0901-0? No noncompliance noted 

LlTa^.M S Region 3. Office of Director 83/10/07 WILLIAMS. J 
Cincinnati Oas & Electric Co 2pp 20030 027 24X 

Fiche 5O-350, 83/10/07. 831 OS00276 


— 8310200280 IE Insp Rept 50-358/83-11 on 830725-29.0011.0030-31 It 
0901-02 No noncompliance noted Major areas inspected open 
items U unresolved i terns, proposed insp plans for cable troy 
hanger Ic conduit supports 

KEATING, D E . DANIELSON, D H Region 3, Office of Director 
03/10/07 5pp 20830 029 S4X Fiche 50-350,03/10/07,0310200276 


8300300759 lE Info Notice 03-67, "Emergency Use Respirator Matl Defect 
Causes Production of Noxious Oases " Svc list end 
JDflDANj £■ L Division of Emergency Preparedness l< Engineering 
A«spense (Post 830103) 83/10/11 Consolidated Edison Co of New 

York. Inc 117pp 21043 075 24 X Flcho 50-000.03/10/11,0308300759 


@306300761 IE Infp Notice 03-68. "Respirator User Warning Defective 
Sel f-Conta mad Breathing Apparatus Air Cylinders *' Svc list 
enc ] 

JORDAN. E L Division of Emergency Preparedness tt Engineering 
Ntsponse (Post 830103) 83/10/11 ConsoHdatod Edison Co of New 

York, Jnc 120pp 20027 129 24 X Fiche 50-000,83/10/11.8308300761 


e3J0i704l51 Ad receipt of 030923 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-358/02-17. 

InrARHlCK.n F Region 3. Office of Director 03/10/11. WlLLIAMS^J 
Clndrinatl Oas tt Electric Co Ip 20704 043 24X 

Fiche 30-350,03/10/11.8310170451 


— 8310170454 Responds to NRC 030610 Itr re violatiens noted in IE Insp 
Rept 50-359/02-17 Corrective actions lugs welded by 
unqualified welders will be reworked S, corrective action 
statement issued re welding control procedure 

HtLLIAHS^J Cincinnati Oas U Electric Co 03/09/23 KCPPLERi J 0 
Reginn 3, Office of Director Qpp 20784 044 24X 

Fiche 50-3501 B3/10/1 1, 0310170431 


0310240-161 Summariies proposed welding reinsp program of Class 1 
v-tructural stee) as discussed during 030811 site meeting 
Melds found iit/major deficiencies will be reworked, Program 
details one 1 

HXLLIAM3. J Cincinnati Gas 6 Electric Co 03/10/11 KEPPLER. J Q 
Region 3. Office of Director 5pp 20001 300 24X 

Fiche 50-3SB, 83/10/11,8310240161 


eJI-OieOlT? Clarifies NRC position procedures for admitting NRC 
personnel to facility Access tp vital areas should be 
afforiied to listed Region Ml personnel Update will be 
provided every 6 months 

AXELSPNi Ul L Region 3, Office of Director 03/10/14 WlUlAMSrJ 
Cincinnati Oas t< Electric Co /pp 20D09> 046 24X 

Fiche 50-358, 03/10/14, 031O10OJ97 


0310-200197 Submits portions of draft JE info notice It 830915 Itr re 
NUfiEG-0969 "Rept of NRC Evaluation Team on Quality of Const 
at ZLiMner Nuclear Power Station.*' for review comment 
Response requested by 831104 

KEPPLER. J Q Region 3. Office of Director 03/10/17 WILLIAMS. J 
Clrcinnatl Gas U Electric Co I9pp H0B34 107 S4X 
Fichp 50-398.03/10/17,8310200157 


8310210105 Act receipt of 03O6D9 Itr & revised 030923 Itr informing NRC 
of steps taken to correct violations noted in IE Insp Rept 
50-350/02-10 

KEPPLER. J G Region 3, Office of Director 03/10/17 WILLIAMS, J 
Cincinnati Gas it Electric Co 2pp 20850 207 24X 

Fiche 50-398.03/10/17,8310210109 


— 8310210110 Responds to NRC 830325 Itr re violations noted In IE Insp 
Rept 50-350/82-10 Corrective actions personnel changes made 
procedures revised for update of welder qual i f ication 
cards Programs far welder qualification uil 11 be audited 
WILLIAMS, J Cincinnati Oas & Electric Co 03/09/23 KEPPLER, J 0- 
Region 3, Office of Oirector 14pp 20050 200 24X 

Fiche 50-350,03/10/17,8310210105 


— 83^10210113 Responds to NRC 830325 Itr re violations noted in lE Insp 
Rept 90-350/09-10 Corrective actions welder qualification 
review program being developed Quality records mgt reviewing 
all welder qualification related documents 

WILLIAMS, J Cincinnati Oas 6 Electric Cd 03/06/09 KEPPLER. JO. 

Region 3, Office of Director lOpp 2O05B 222 24X 

Fiche 30-358, 83/10/17, 8310230105. 


0310260090 Responds to IE Bulletin 83-05 re A8KE Nuclear Code pump* Ir 
spare parts mfg by Hayward Tyler Pump Co After review of 
purchasing documentabi on t< investigation of suppliers 
subvendor 5, utl 1 determined IE bulletin -not applicable 
WILLIAMS. J Cincinnati Qas & Electric Co 03/10/10 KEPPLER. J 0 
Region 3. Ufflce of Director. 2pp 20912 224 24X 

Fiche 50-358,83/10/18.8310260090 


8310250376 Ack receipt of 830308 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-358/91-13 
Meeting scheduled 031031 to discues closeout of I tern 5 
of Insp rept re gap dimensions of socket welds 

KEPPLER,J 0 Region 3, Office of Director 83/10/21 WILLIAMO.J 
Cincinnati Oas U Electric Co Ip 21102 133 24X 

Fiche 50-350,03/10/21.0310250076 


— 83102S05Q6 Responds bp NRC 930321 Itr re violations noted in IE Insp 
Rept 50-350/01-13 Provides addl Info pending changes to 
ASME Code, Paragraph NX 4427 

WILLIAMS. J Cincinnati Oas Ic Electric CD 83/10/12 KEPPLER, JO 
Region 3, Office of Director Spp 20900 357 24X 

Fiche 50-350,93/10/21,8310250576 


R Periodic operating reports St related correspondence 


0310170540 Forwards Natl Board Interim Rept 15 dtd 831005 covering 
audit team activities for Bept 1983 

/□ST.R A Ohio. State of 03/10/07 WILLIAMS. J Cincinnati Qas U 
Electric Co 4pp 20780 351 a4X Fiche 50-358,83/10/07,8310 1 70540 


0310210065 Fgrwards monthly status rept for Sept 1903 

DiRCKSiM J Office of the Eiecutive Director for Operations 
93/10/13 FALLADlNOiN Comrni ssi oners Ip 20004’ 001 24X 

Fiche 50-350,03/10/13,8310210065 


— 9310210069 Monthly status rept for Bept 1903 

a Region 3. Office of Director 83/09/30. 26pp. 20804*002 24X 

Fiche 50-358,03/10/13, 8310210065 


8310100267 Forwards util 631005 written plan re course of action to be 
taken for audit recontnendati ons in Tarrey Pines Technolagy 
"Independent Review of 2immer Project Mgt Final Rept *' W/o 
end 

KEPPLER. J 0 Region 3. Office of Director 83/10/14 NEVLAN, A J 
Torrey Pines Technology 4pp 20802 209 24X Fiche* 50-358. 

93/10/14. 8310100267 


3 Reportable occurrences. LERs t< related correspondence 


0310120383 Interim deficiency rept, Item E-SO re electric*! cable 
termination, Ini tlal ly reported on 821027 Approval of 
procedure rev scheduled for 63101 5, Fa i lure to incorporate 
criteria in procedures to be evaluated Next rept by 031231 
WILLIAMS, J Cincinnati Gas i Electric Co 03/09/30 KEPPLER. J 0 
Region 3, Office of Director 2pp 20699, 195. 84X 

Fiche* 50-350, 83/D9/3D. 6310120383 


8310120442 Interim deficiency rept, Item M-96 re indeterminate 
qua 1 if 1 cation of supplier per A8ME Bectlon 111 Initially 
reported on 820902 Correctiv-e Action Request 471 Initiated 
by HJ Kaiser Co. requiring audit of facilities U program. 

WILLIAMS, J Cincinnati Oas it Electric Co. B3/09/3D KEPPLER, J 0 
Region 3, Office of Director. 2pp. 20696:258 a4X 
Fiche. 50-350, B3/09/3Q, 6310120442 
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B3I0IS0256 PNO-III''G3-0*?O on B30930; licensee JiDtifled re5irf«fnt 
Inipcctor of allvi^afcioTi of improper training c prtif l-tafcion 

of individuals conifucttng reviews of safetij-related records 
for HJ Kaiser Co. principal site contractor 

SCHeiBlNZiE . FORNEVi W Rojiian 3. Office of Director 03/10/03 
Ip 20^91 330 24X Fiche S 0-3561 83/10/03. 6310120256 


831017034B Interim deficiency reptiltem -Q-Il re failure to implement QA 
program corrective action reparti-ng sys Initially 
reportaif on 830907. QA Dept reorgani led fc corrective action 
request s/trcn<fi ng group estalillehed Followup rapt by B31130 
WltLlAMB, J Cincinnati Oas & Electric Co 63/10/07 KEPPLEfl.JO 
Region 3. Office of Director. 2pp 20786 162 24)C 

FI Che 30-358.03/10/07.8310170348 


S310170649 Interim deficiency rept. Item Q'-IS re procedures for Inep of 
reiiiork/repair activities fnltlallij reported on B30909 OA 
personnel developing program to require verification of 
repai r/reuark far closed 7000 series nonconfornance repts 
InllLLfAMSi Cincinnati 17as 6 Electric Cd 83/10/07 KEPPLER.J 0. 
Region 3. Office of Diroe tar 2pp. 20780 179 24X 

Fic6e 30-338. fl3/lO/07i 83 1 017064? 


6310170404 Interim deficiency rept. Item E-35 re electrical equipment 
foundation ueldlng, Initially reparted on 830104 Const Lnsp 
plans developed for surveillance of paint removal & lnsp of 
electrical panel mounting uieldK Next rept by 831201. 

WILLIAMS. J Cincinnati Oas & Electric Co B3/10/10. KEPPLER. »l O 
Region 3. Office of Director Spp 20779- IS4 34X 
Fiche 50-338.83/10/10.0310170404 


8310170448 Interim deficiencg rept. Item E-20 re inadequate cable trey 
hanger lnsp Initially reported on GS0303 Formal submittal of 
proposed reinsp program. Inc lud Ing request for relaxation of 
NRC 821112 sliDu cause order. uiJ 1 1 be made by 831108 
WILLIAKS.J CinrinnatL Oas k Electric Co. 03/10/10 KEPPLER.^i 6 
Region 3. Office of Director 2pp 20779 22B 24X 

Ficfie 30-090.03/10/10.8310170448 


B310I7048S Interim deficiency rept. Item il-45 re intermediate welder 
qual 1 f i cat 1 ons Initiallv reported on 830430 Compvterlied 
welding info sys scheduled for completion by 640213 
Followup rapt will be submitted by 840321 

WILLlAffS.J Cincinnati Oas fc Electric Co 83/10/10 KEFFLER. J 0 
Region 3. Office of Director 2pp 20704* 0?1 24X 

Flche: 30-336. 63/10/10.8310170^85 


631-0180296 Interim dificltncg rept. Item E-33 re discrepancies in 
4 16-kV switchgeer wiring diagram Initially reported on 
850922 Evaluation continuing Follow-up rept will be 
submitted by 840120 

WILLIAMS. J Cincinnati Oas & Electric Co 63/10/10 KEPPLER. J O 
Region 3. Office of Director 2pp 20GD6'3S2 24X 

Fiche* 90-358. 83/10/10. 8310180S76 


0310200098 Interim deficiency rept. Item M-97 re jet pump 
instrumentatl on brecicet welds not Installed ta design 
requirements Iniiielly reported on 630922 Df 30 bracltels,24 
not completely welded Next rept expected by 831121. 

WILLIAMS. J Cincinnati Oas k Electric Ca 83/10/12 KEPPLER. J. 0 
Region 3. Office o# Director, 2pp. 20633 361 24X 

F i c h • . 30-338. 03/ 1 0/ 1 2. 83 1 0200098 


8310200083 Interim deficiency rept. Item M-36 re inedequate Installation 
of gamma plugs in acctsslbla C( embadded piping Initially 
reported on 820804 HJ Kaiser Co completing investigation 
Final resolution expected by 840130 

WILLIAMS. S J Cinclnneti Oes & Electric Co 63/10/14 KEPPLER. J 0 
Repion 3. Office of Director. 2pp 20037,004. 24X 

F 1 c h t 80-398. 83/ 1 0/ 1 4 . 8310200083 


1310200132 PNQ-I 11-83-097 on 831013.13 malnt If janitorial workers at 
site resigned due to internal Investigation re marijuana It 
alcohol use during working hours. All saf ety-reja ted const 
suspended, 

HILL.W, r FORNEY, V Region 3, Office of Director. 03/10/14, Ip 
20836,321- 24X FI chtJ 30-350, 03/ 10/14. 8310200132 


8310250487 Interim deficiency rept. Item E-34 re misapplication of 
control circuit f uses. Int tla 1 1 y reported on 830923 Incorrect 
desig-n documentation will be revised l< welldown progrem to 
verify fuses to be developed, Flna I rept by 640531 

WILLIAMS. J Cincinnati Oas k Electric Co 63/10/17. KEPFLER. J 0 
Region 3. Office of Director. 2pp C0d?7-069 24X 

F i c h e : 90-390. 83/ 1 0 / 1 7. 8 31 02S0487 


6310230366 Interim deficiency rept. Item E-46 re leek of Type 619 
swltchboerd wire certification InltlalJy reported on 830713 
Bargent b Lundy Issued Design Document Change SLE-977 to 
require Type 818 wire for future use Next rept by 840131 
WtLLIAMQiJ Cinclnneti Oes 6 Electric Co, 83/10/16 KEPPLER. J.C, 
Region 3. Office of Director, 3pp. 20696*067. 84X 

Fi Che, 90-338. 83/10/16, 631023036di 


T Hearing transcripts on non-ant i trust matters 


8310050450 Transcript of 630920 bripfing by Torray Pines. Inc in 
Wash Ing Con. DC re independent review of util project 
mgt Pp 1-66 Supporting documentati on one 1 
a Commissioners 63/09/28 133pp 20640 ODi 24X 

Fi c he 50-338, 03/09/20. 031 00504 50 
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F Security, medical, emergency S< fire protection plans 


83i 00301 10 Forwards revs to physical security plan Revs withheld 
<ref I0CFR73 21). 

MEDFORD.M □ Southern Callfarnia Edison Co 83/09/29 Division 
of Licensing 2pp 20590 031 24X Fiche 50-206,83/09/29, 

8310030110 


G3101300L2 Forwards two errata pages to Rev 11 to Mar 1901 physical 
security plan Safeguards contingency plan submitted on 
830923 will replace Chapter B of physical security plan by 
831215 Pages withheld Cref 10CFR73 211 

MEDFORD.M 0 Southern California Edison Co 03/10/07 Division 
of Licensing Ip 2072S 200 24X Fiche 30-206.03/10/07.8310130013 


8310130424 Requests fee due per 030211 revised physical security plan 
be remitted within IS days of receipt of 1 tr 

MILLER. W 0 Licanse Fee Management Branch 03/10/11 DIE1CH. R 
Southern California Edison Co 2pp 20769 242 24X 

Fiche 50-206,83/10/11.8310130424 


K Oeneral correspondence 


03lOi9OOOQ Informs of organ! zati onal k personnel changes resulting 
from Jan 19B0 central 1 zatl on of nuclear engineering It 
operations dept Revs to Tech Specs being prepared for future 
submittal 

FOOARTV.D J Southern California Edison Co 03/10/17 DENTON, W R 
Office of Nuclear Reactor Regulation, Director 2pp 20023 304 
84X Fiche 30-206.03/10/17,8310190000 


P Operating license stage documents correspondence 


0310040009 Informs that evaluation re possible mods to pravent/ml tlgatp 
inadvertent recirculation actuation signal still in 
progress Completion of study expected by 040220 
MEDFORD, M O Qouthern California Edison Co 03/07/27 
KNIOHTON.O W Licensing Branch 3 Ip 20600 112 D4X 
Fiche 50-361,03/09/27.0310040009 


8310120276 Forwards response to J Martens B30805 request for oddl info 
re open items involving damaged snubbers l( water hammer 
Assessment of areas complete 

RAY.H 0 Southern California Edison Co 03/09/29 MARTIN. J D 
Region 5. Office of Director 3pp 20693- 078 24X 

Flclifl 30-206, 03/09/29, 0310120270 


83101 J012B Forwards application for amend to Licenses NPF-IO NPF-15. 
changing Tech Specs to revise administration of work hours 
for min shift crew personnel per Generic Ltr 82-12 
BA8KIM, K P Southern California Edison Co 83/10/03 DENTON.H R 
Office of Nuclear Reactor Regulation. Director 2pp 20666 340 
24X Fiche 50-361.63/10/03.0310110128 


— 6310110133 Appllcotlon for amend to Licenses NPF-10 & NPF-1 5. changing 
Tech Specs to revise administration of work hours for min 
shift crew personnel per Generic Ltr 02-13 

BA8KIN.K P Southern California Edison Co HOLCOMBE. J C Han 
Diego Gas k Electric Co, PDHLMAN. D L Anaheim, CA 83/10/03 
Bpp 20666 342. 24X Fiche 50-361,03/10/03,8310110128 


— 6310110136 Proposed Tech Specs re administration of overtime for min 
shift crew 

d 8outhern California Edison Co. 03/10/03 53pp 20666 350 
24X Fiche 50-361.83/10/03,0310110120 


8310100173 Forwards notice of consideration of issuance of amrnif to 
Licenses NPF-10 I, NPF-1 3, proposed NSHC determination 8. 
opportunity for hearing I, Initial NSHC determination h 
noticifig action re DNBR calculations 

ROQD.H Licensing Branch 3, 03/10/04 BASKIN. K £ Southern 

California Edison Co. HOLCOMBE. J C San Diego Gas k Electric Co 
3pp 20827 023 24X Fiche 50-361 . B3/10/04. 0310100173 


— 0310180177 Notice of consldaratl on of issuance of amend to Licenses 
NPF-10 l< NPr-13 l( proposed NBHC determination h opportunity 
for hearing re DNBR calculations 

KNIGHTON, 0 W Licensing Branch 3 03/09/26 Bpp 20827 026 

24X Fiche 50-361.83/10/04,8310180173 
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aiaj0120397 Forwards affidavit attesting to direct distribution of Amend 
Applications 22 St Q 

MEDFORD. M O Southern Californio Edison Co 03/10/07 
KNIGHTON^ 0 W Licensing Branch 3 4pp 20699 053 24X 

Fichr 50-361, aJ/10/07. 8310120397 


B3|0a00177 Foruatds response to NRC 83062/ request fur addl Info to 
satisfy requirements of NUHEG'~0737i 1 1 em II D 1, "Relief Zt 
Safety Valve Testing " 

MEDFDRD^MO Southern California Edison Co B3/10/14 
WNI<?HT0N.0 M Licensing Branch 3 17pp 20035 298 24X 

Fiche 50-361.03/10/1410310200177 


8310250124 Forwards Rev 1 to Calculation SFR-CC-Ol 1. "Reovaluati on of 
Spirit Storage Racks. " in response to NRC B30722 

reiijest Racks in fully loaded condition fail to meet seismic 
criteria 

MEDFORD. M D Southern California Edison Co B3/10/17 
CRtITCHFftLD, D Operating Reactors Branch 5 2pp 30098 165 24X 

Fiche 50-206,03/10/17,0310250124 


0 Inspection reports, IE Bulletins & coi respondence 


6308300340 IE Info Notice 83-61, "Alleged Use of Stand-Ins for Welder 
Qualification Tests " Sve list end 

vilDftDANi Ei L Division of Emergency Preparedness Sc Engineering 
Response fPost 830103) 83/09/26 Consolidated Edison Co of Neui 

York, Inc ll7pp 20754 028 S4X Fitho 50-000, 93/09/26, 8308300340 


9308300342 IE Info Notice 83-68, "Failure of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes '* 5vc list end 

JORDAN. E L Division of Emergency Preparedness S. Engineering 
Ftespense (Post 030103) 83/09/26 Consolidated Edison Co of New 

York. Inc U6pp 20777 210 24X Fiche 50-000,83/09/26,0308300342 


8300300345 IE Info Notice 83-63, "Potential Failures of Westinghouse 
r^pe EA-^l Differential Relays " 8vc list end 
JORDAN, E U Division of Emergency Preparedness S. Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison Co of Nou 

YoTk„ Inc llDpp 20770 001 24X Fiche 50-000,83/09/86,0308300345 


0310120298 Submits comments on B30826 6ALP analyses Operator errors 
prlcnarlly result of inadequate procedures or training 
Actions taken to improve training & operating experience 
feedback in maint program 

FOGARTV,I> J Southern California Edison Co 03/09/80 MARTIN, J B 
Region 5. Office of Director Spp 20693 170 24X 

Fiche 50-706,83/09/20,8310120290 


0300300349 IE Info Notice 83-64, "Lead Shielding Attached to 
9a f et.y-Rolated Sys W/o lOCFRSO 59 Evaluetion " Sve list 

enc ] 

JElf^DAN. E L Division of Emergency Preparedness it Engineering 
ftesponse (Post 830103) 83/09/29 Consolidated Edison Co of New 

York, Inc llBpp 20716 324 84X Fiche 50-000,83/09/29,0300300349 


8310200200 forwards IE Insp Repts 80-206/03-19,50-361/63-29 h 
50-362/03-27 on 030804-0916 No noncomp I lance noted 
BlBhiOPiT ^ Division of Resldenti Reac tor Project & Engineering 
Programs 83/10/04 MCCARTHY, C B Southern California Edison Co 
Spp 20034 128 24X Fiche 50-206,83/10/04,0310200208 


—8310200214 IE Insp Repts 50-206/03-19.50-361/03-29 & 50-362/03’27 on 
030804-0716 No none omp 1 1 anc e noted Major areas inspected 
Gpirational safety veri fl cation, witness ing precr tti cal ity, 
initial criticality 8, low power physics testing 
CHAFFEiA E , DMNQELO,A , STEWART, J.P Region 3, Office of 
Director 83/09/30 10pp 20034 130 24X Fiche 50-206, 83/10/04, 

03 10200208 


8300300378 IE Info Notice 83-65, "Surveillance of Flow in RTD Bypass 
Loops Used in Westinghouse Plants ** 8vc list end 
JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 030103) B3/10/07 Consolidated Edison Co of New 

VorSc. Inc 76pp 20087 213 24X Fiche 50-000,83/10/07,0300300378 


930B3DO752 IE Info Notice 03-66, "Fatality at Argentine Critical 
Facility.'' Sve list end 

JORDAN. E U Division of Emergency Preparedness it Engineering 
Response iPost 830103) 83/10/07 Consolidated Edison Co of New 

York. Inc. 79pp 20802 026 24X Fiche 50-000,03/10/07,8300300752 


8309300759 IE Info Notice 03-67. "Emergency Use Respirator Matl Defect 
Causes Production of Noxious Oases " Sve list end 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/10/11 Consolidated Edison Co of New 

York, fnc li7pp 21043 075 24X FI c he' 50-000, 83/10/1 1, 8300300759 


0300300761 IE Info Notice 03-66. "RespiTalOT User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " Bve list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/10/11 Consolidated Edison Co of New 

York, Inc JSOpp 2-0027 129 24 X Fiche 50-000,83/10/11,8300300761 


6310200220 Forii/ards IE Mg fc Meeting Repts 30-206/03-22.50-361/03-36 t< 
50-362/83-34 on 830900 re SAUP rep t for Jul 1902 - May 1983. 

MARTIN, J B Region S, Office of Director 03/10/14 MCCARTHY, C P 
Southern California Edison Co 2pp 20029 327 24X 

Fiche 50-206.03/10/14,0310200220 


—9310200224 IE Mgt Meeting Repts 50-206/03-22,50-361/03-36 8. 
50-362/93-34 on 030909 Major areas discussed 9ALP rapt for 
Jul 1992 - May 1993 

KIR6CH,D F Region 5, Office of Director 03/10/13 3pp, 
20929 329 24X Fiche 50-206. 03/10/14. 0310200220 


—9310200228 SALP rep t for Jul 1982 - May 1993 

# Region 3, Office of Director 93/07/15 42pp 20029 331 24X 

Fiche 50-206.03/10/14.8310200220 


— B310S00232 Summarizes major investigative activities involving 
facilities for SALP board review covering Jul 1902 - May 
1903 

SHACKLETON, 0 C Office of Investigation 03/06/06 BISHOP, T W 
Region 5. Office of Director. 2pp 20930 011 24X 

Fiche 50-206,93/10/14.0310200220 


— B306170106 Forwards observations from evaluation of LERs for 820701— 
830030, to assist In BALP review Licensee submittals above 
average in terms of reporting completeness it factual 
accuracy 

SEYFRIT, K V Reactor Operations Analysis Branch 83/06/10 
STERNBERG, D Division of Res Ident, Reactor Project U Engineering 
Programs 6pp 20930 015 24X Fiche 50-206,83/10/14, 0310200220 


R Periodic operating reports b related correspondence 


6310030102 Monthly operating rept for Mar 1902 W/undated Itr 
HANAFORO. 1 , RAY.H B Southern California Edison Co. 92/04/01 
Office of Resource Management, Director 7pf 20590 056 24X 

Fiche 50-361,82/04/01,8310030102 


8310190092 Monthly operating repts for Aug 1903 W/030919 Itr 

RAYiH B , MAYWEATHER.L Southern California Edison Co 83/09/15 
Olvialon of Data Automation b Management Information 13pp. 

20022 252 24X Flcho 50-361,93/07/15.9310190092 


S Reportable occurrences, LERs b related carrespondence 


8310200071 FQIA request for AEOD rept, "Loss of Bhutdoun Coding It 
Subsequent Boron Dilution at San Onofre 2," dtd 030425 b 
Info re fuel rod degradation problem described In IE Info 
Notice 02-27 

KIATT.8 L Ohio Citizens for Responsible Energy 03/06/29 
FELTON, J M Division of Rules and Records Ip 20962 155 24X 

Fiche 50-361, 03/06/2?, 03 10280071. 


6310200079 Responds to FOIA request for AEOD rept, "Loss of 9hutd«wn 
Cooling Ic Subsequent Boron Dilution at San Onofre 2, “ dtd 
030425 St documents r* fuel rod degradation problem described 
in lE Info Notice 82-27 Forwards App A documents 
FELTDN, J M Division of Rules and Records 93/07/20 HIATT, 8 L, 
Ohio Citizens for Responsible Energy 2pp 20962 1 56 24X 

Fiche 50-000,03/07/20,8310200079 


— 9305030115 Forwards "Loss of Shutdown Cooling I, Subsequent Boron 
Dilution," engineering evaluation rept 

CINTULAiT. C Reactor Dperatlons Analysis Branch 03/04/25. 

8EYFRIT, K V Reactor Operations Analysis Branch Ip. 20762 239. 

24X Ficha 50-000,83/07/20,8310800079 


— 9305030120 "Loss of Shutdoun Coaling Ir Subsequent Boron Dilution, 
engineering evaluation summary 

« Director's Office AE0D/E3J0 93/04/25. I3pp 20962 240 
24X Richer 50-000, 93 /07/28, 83 1 02B0079 


— Q3051601B4 Forwards draft IE Info notice t»n possible safety concern to 
all PWRs re end engineering evaluation rept on 830314 St 24 
lots of shutdown cooling St subsequent boron dilution 
HELTEME9, C J Docketing I, Services Branch 03/05/06 JORDAN, E, L 
Diviilun of Emergency Preparedness Be Engineering Response (Post 
830103) ip 20762 230 24X Fiche 50-000,83/07/20,8310200079 



236 


DOCKETED ITEMS 


0310070304 LER Ba-i 16/03L-‘0 on B3O023, 0702, 0-4 U 00. calcu lations 
Indlcaicdl DNDR margin not within limits. Ac^eptablo margin 
virlfiad within 13 mlnutoa bg rastaring' core operating limit 
supervKory to avc W/030733 Itr 

RAYiH S Southern California Edis-on Co 03/09/23 MARTIN, J B 
Region 3i Office af Director 3pp 20651,004 34X 

Flcho 50-341,03/07/23.8310070304 


B31 0150192 LER B3~ll7/0lT-0 OTi 030903. pr e s sur i z er level instrument 
2LI-01O3A on ebsential plant parameter monitoring sy* panel 
2L-411 varied from correct reading by appro* 137 Level 
correction applied U/e30?19 Itr 

RAY. H B Southern California Edison Co B3/09/23 MARTIN. J 0 
Region 9. Office of Director 5p p 50696 Oil 54X 
Fiche 90-341. 03/09/23, B310120159 


03101 SOI 14 LER B3-li3/03L-Q on B30829i uih 1 1 e in Mode l.Bhiftly 
eurveillance on control element assembly calculator 2 
Ttvealid that three auto restarts occurred within 12 b 
Caused by poorly seated disc interface card W/B30926 Itr 
RAY. H B Southern California Edison Co 03/09/56 MARTIN. J n 
Region 9, Office of Director 3pp 20496 147 24X 

Fiche* 50-361. 03/09/26, 031 0120116 


0310120130 LER 03-U4/O3L-O on B30B29,uhilo In Mode 1 . CDtitainmeTi t 
Isolation valve SHV-0512 gave dual position indication 
Cause unknown Investigation suspended pending containment 
antry during neit outage U/B30726 Itr 

RAViH D Southern California Edison Co 83/09/26 MARTIN, J 0 
Region 9. Office of Director 3pp 20670 250 24JC 
Flche 50-361.03/09/24.0310120130 


0310120144 LER e3-ll9/03L-0 on 830020, Or oup 6 control element 
assemblies <CEA> Inserted to control atial shape i-ndcx 
Reactor coolant cold leg temp observed below limits Caused 
by effects of Xenon build-in U CEA insertion M/830927 Itr 
RAV.H D Southern California Edison Co 83/09/27 MARTIN, J B 
Region 9. Office of Director 3pp 20674 030 24X 

Fiche 50-361,83/09/271 8310120146 


8310120164 LER G3-115/03L-0 on 030829. toxic gas isolation sys train A 
ammonia analyzer declared inoperable Failure caused by 
change in amplifier gain Amplifier board k analyser 
reeal Ibr, W/B30927 Itr 

RAY.H n Southern California Edison Co 83/07/27. MARTIN. J B 
Region 5. Office of Director 8pp 20695 358 24X 

Fieh* 50-341,03/09/27,0310120144 


0310120070 LER 03-12O/O3L-O on 030029 & 31, flow control valve 2FV-0318 
for Iodine removal sys failed t-o open k declared 
inoperable Caused by cracked O-rlng allowing high pressure 
oil to leak to low pressure side, M/B3092e Itr 

RAY. H B Southern California Edison Co 03/09/20 MARTIN. J.S 
Region 5. Office of Director 3pp S0694 159 24X 

F i c h e ' 50- 341 , 03 / 09/201 031 0 1 20070 


0310120073 LER B3-075/03L-0 on 830020, r egulat ing control element 
asiambly group 4 exceeded tine allowed for long-term 
steady-state insertion limit Caused by use of assemblies to 
control axial tbape index oscillations M/030920 Itr 
RAY, H B. Southern California Edison Co 63/09/20 MARTIN. J D 
Region 5, Office of Director 3pp 20696 191 24X 

riche 50-341.03/09/28.0310120073 


1310120342 Forwards updated LERs a3-i05/03X-l k 83-076/03X-1 
RAYiH B Southern California Edison Co 03/09/20 MARTIN. J B 
Region 5. Office of Director 2pp 20700 233 24X 

Flche 50-361.83/09/20,0310120342 


— 0310120347 Updated LER 03-1O5/O3X-1 on 830001. pilot fUmes of trains A 
6 B toxic gas Isolation sys (TOISI butane/propane monitors 
found extinguished Cause of flameout unknown TOIB failure 
caused by low alarm setpoint for flame detection 
RAYiH B. Bouthern California EdUon Co 83/09/28 Region 5, 
Office of Director tp 20700.233 24X Fiche 50-34 i i 03/09/28, 

8310120342 


—0310120351 Updated LER B3-074/03X-1 on 830703. p i 1 □ t flames of trains A 
h B of toxic gas Isolation syi butane/propane monitors found 
extinguished Cause of pilot flameout unknown Failure of sys 
caused by low alarm «e tpo int. Pi lot flames restored 
RAY,H Q BautAsrn California Edison Co 63/09/28, Region 5, 
Office of Dlrtctop Ip 20700 236 a4X Fl che, 50-341 . 83/09/2G. 
0310120342 


3310070301 Potential Part 21 rept re underrange characteristic of 
Model N-EllGM transmitter. Underrange xcro offset may occur 
when tranimitter initially pressurized from atmospheric to 
■uppreiscd zero input End users notified 

0ER0ER1AN, M nf, Foxboro Corp. 83/07/30 Director's Office. Office 
of Inspection and Enfaresment. tlpp 50451 044 24X 

Fiche 30-000, 83/09/30. 0310070301 


9310140234 PW0-V~a3-045 on 831003. two renctor trip breakers failed 
30 day surveillance test Cause of failure under 
investigation Dreakers placed in open position & replaced la/ 
spares 

ECKHARDT.J Region 6, Office of Director B3/10/04 ip 
20759 236 24X Flche 30-361,03/10/04,0310140284 


8310270454 RO re 1703 land use census, enumerating changes in land use 
within 5-'mlle radius of site ref point which have resulted 
in calculated dose commitments greater than values currently 
calculated, per Tech Spec 4 11 2 3 

BASKIM, K P Southern California EdiBon Co 83/10/04 MARTIN. J D 
Region 5, Office of Director 2pp 20923 004 34X 

Fiche 50-34 1, 03/10/04,8310270454 


0310160477 Requests NRR assume lead responsibility in assessing yerifrli 
implications of reactor breaker undervoltaye trip device 
failures on 831002 8< 03 Previous failures occurred in Mar 8. 

Jul 1902 & Mar 1983 

BiBHOPiT W Division of Res i dent, Reactor Project 8< Engmeeriny 
Programs 03/10/07 EISENHUT, D G Division of UiconsiTig 2pp 
20803 133 24X Flche 30-361 . 03/10/07. 0310100477 


— 0310100404 RO 03-125 on 031002, during surveillance testing of reactor 
trip breakers iRTBl.RTO 4 operated out of spec k removed 
from SVC On 831003. RTB 5 removed from sve after failing to 
open on undervoltage trip Investigation in progress 
RAYt H 0 Southern California Edison Co 03/10/04 MARTIN. \f D 
Region 5. Office of Director 3pp 20803 155 24X 

Fiche 50-361,83/10/07.0310100477 


0310250145 LER B3-182/03L-0 on 830914, core protection calculator 
channel D observed to have more than three auto restarts in 
previous 12 h period Caused by failure of power supply 
Power supply replaced {4/031014 Itr 

HAYNEB.J 0 Southern California Edison Co 83/10/14 MARTIN, -J D 
Region 3, Office of Director 3pp 20696 326 24X 

Flcho 50-341,03/10/14.0310250145 


8310270443 LER 03-124/O3L-O on 830917 k 23. control element assembly 
calculator declared inoperable due to spurious position from 
control element assembly 20 Caused by defective board If 
connector Equipment replaced W/031017 Itr 

MAYNEBiJO Southern California Edison Co 83/10/17 MARTIN, J U 
Region 5, Office of Director 3pp 20923 123 24X 

Fiche 50-361,03/10/17,8310270463 


8310270434 LER a3-l25/0lT-0 on 031002. during reactor trip breaker 
testing, breaker s 4. 4 Sc 7 demonstrated anomalous behavior 
when undervoltage devices tested Cause undetermined Breakers 
replaced 14/831010 Itr 

HAYNES. J O. Southern California Edison Co 03/10/lQ MARTIN.JJl 
Region 5, Office of Director 4pp 20723 051 24X 

Fiche 50-361.03/10/10,0310270434 


0310270498 LER 03-123/O3L-O on 830913. w/Unlt 2 in Mode 1 f. Unit 3 in 
Mode 3. tnsp af electrical penetrations revealed two holes in 
penetration seals in auxiliary bldg control area Caused by 
procedural deficiencies during const 14/031010 Itr 
HAYNEB.J 0 . RAYiH B Southern California Edison Co 83/10/ ID 

MARTIN, J B Region 5. Office of Director 3pp 20922 002 241 

Flche’ 30-361. 03/10/ 10. a31027049Q 


8310310324 RO fire doors listed on end list found inoperable during 
Sept routine survei 1 lane es Compensatory fire watches 
established Latching mechanism !< closing mechanism failures 
caused by harduiare degradation 

HAYNES, J G Bouthern California Edison Co 03/10/iQ MARTIN. JB 
Region 3. Office of Director 6pp 20961 142 24X 

Flche- 50-361. 83/10/10.0310310324 


8310310284 PNB-V-93-0 1 1 on 831024. San Francisco Chronicle published 
article re use It sale of illegal drugs by current 8, former 
facility personnel Drug-related accidents or injuries not 
cited Repts believed to be untrue or exaggerated 
SCHAEFER, D.W , NDRDERHAUO, L R Region 5, Office of Director 
03/10/24, Ip 20941 282 24X Fiche 50 - 2 Q 6 i 03/ 1 0/24, 83 10310204 

V Operator Examinati^s 


8310030109 Requests. b V 031020, schedule for requalification trointns b 
exams for 1784 Schedule needed for periodic audits of 
licensed operator r equal i fl cation programs 

0I8HOP.T W Division of Resident, Reactor Project k Lngineerinp 
Programs 93/07/26 FOOARTY, D J Southern California Edison Cc 
2pp 20590*053 24X Fiche 50-206.03/07/26,0310030109 
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CMiCKEr 30-362 SAN QNOFRE NUCLEAfl STATlDNi UNIT 3 


F Security^ mDificali fimergency 8f fipo protection plans 


03=10010639 Foftiiards Arnand 8 to License NFf-lS ti notice of issuance It 
a VP liab 1 1 ity Amend authorizes operation at pquier levels up 
to 1004 of full rated pouer & revises Tech Spec to reflect 
changes In fire protec-tion equipment 

El6£NMUTrD 0 Division of Licensing 83/09/16 DASKIN* K £ 
Southern Gallfornia Edison Co HOLCOMDEi J C San Diego Oas It 

electric Co 6pp S0627 321 S4X Fiche S0-362« 83/09/16. 0310040639 


— >8310040642 Amend 6 tp License NFF -15, author 1 1 mg operation at pouer 
levels up to 100/4 pf full rated pouer. revi s ing Tech Spec to 
reflect changes In fire protection equipment & reflecting 
insiaUotion of copllng sys for auxiliary feeduator pump 
EISENHUr. D Q Division of Licensing 03/09/16 I4pp 20627 329 
24jf Fiche 30-362. P3/07/ 16, 0310040639 


—8310040-643 Notice of issuance availability of Amend 6 to License 

f/pr-i D 

MNIO^^TOM, 0 W Licensing Drench 3 83/09/16 4pp 20627 343 

a4X FiChe 30-362,03/09/16,8310040639 


e3l003'01i0 Foruiards revs to physical security plan Revs uithhcld 
lr«f 10CFR73 21) 

MEDFORD, N 8 Southern California Edison Co 63/09/29 Division 
of licensing 2pp B0590 05 1 24X Ficbe 30-206,83/09/29, 

8310030110 


8310130012 Forwards tud errata pages to Rev 11 to Mai 1961 physical 
scetrity plan Safeguards contingency plan submitted on 
030923 will replace Chapter 8 of physical security plan by 
aaiais pages wlthhelcf <ref 10CFR73 21) 

MEDFORD, M O Southern California Edison Co B3/10/07 Division 
Qi Licsnslng Ip 20785 208 24X Fiche 90-206, 03/10/0/, 6310130012 


8310130484 Requests fee due por 630211 revised physical security plan 
b« remitted within 19 days of receipt of Itr 

MILLER, W 0 License Fea Management Oranch 63/10/11 DIETCH,R 
Southern California Edison Co, 2pp 20769 242 24X 

Fiche 50-206,03/10/11,8310130424 


H Oo-naral correapondenca 


0310190000 Informi of organ 1 zati onal 1( personnel changes resulting 
fromi Jan 1980 centralization of nucleai engineering It 
eperatinns dept Revs to Tech Epees being prepared for future 
1 ubmii tta 1 

FOfflARTY, D J Southern CaUfornia Edison Co 03/10/17 DENTON, H R 
Gfflce of Nuclear Reactor Regulation, Director 2pp 20023 304 
a4X Flrhe 90-206,03/10/17,8310190008 


P Qparetlng license stage documents 6 correspondence 


0310040639 Forwards Amend B to License NPF-19 b notice of issuance b 
availability Amend authorizes operation at power levels up 
io lOOH of full rated power b ravlsee lech Spec to reflect 
•changes in fire protection equipment 

EI6£NHDr,D0 Division of Licensing 83/09/16 BASKIN, K F 
Southern California Edison Co, HOLCOMDE, J C Ban Diego Oas !< 
Electric Co 6pp 20637 3?4 24X Fiche 50-362.03/09/16,0310040639 


--8310040642 Amend B to License NPF-15, author! z ing operation at power 
levels up to 10054 of full rated powar, revising Tech Spec to 
reflect changes in fire protection equipment 6 reflecting 
f ntta 1 latl an of cooling syi for auxiliary feedwater pomp 
ElOENKDT, D 0 Division of Licensing 63/09/16 14pp 20627 329 
a4X Fiche 50-362,03/09/16,0310040639 


— 0310040643 Notice of Issuance l< availability of Amend 0 to License 
NFF-15 

KNIOMFON, 0. M Licensing Branch 3 03/09/16 4pp 20627 343 

a4X Fiche. 50-362, 03/09/16,6310040639 


0310040009 Informi that evaluation re possible mods to prevent/mi ti ga te 
Inadvertent rec ircula tion actuation signal still In 
prngress Completion of study expected by 640220 
MeOFORDiM a Bouthern California Edison Co 83/09/27 
HUNIOMTQII. a H Licensing Qranth 3 Ip 20608 112 24X 

FJcft* 90-361183/09/271 Q3 10040009 


0310060500 Approves 830629 request for delay of loss-of-oPf site-power 
test until after BOX testing but prior to lOOX testing in 
order to include test of uninterruptible power supply sys 
KMIOHTON.O W. Licensing Branch 3 83/09/28, BASKIN, K Southern 

California Edison Co HOLCOMBE, J C San Diego Oas It Electric Co 
3pp 20663,293, a4X Fiche 30-362, 03/09/20, 0310060808 


B30B30Q392 Dgard Notification 83-144 provides evaluation 6 
recommendatxons re need for PDRJs on C-E plants Info will be 
presented to ACRs in O-c t 19B3 

NOVAK. T M Assistant Director for Licensing 03/09/27 Atomic 
Safety and Licensing Appeal Panel 4pp 20601 230 24X 

Fiche 50-000.63/09/29.0300300352 


— 6310030407 Informs that *'Staff Evaluation of Need for Rapid 
Depressurization Capability for C-E Plants" & Commission 
830916 transcript fi, slides from San Onofre briefing should 
be transfliittad to boards & parties for C-E plants 
EISENHUT.D O Division of Licensing 03/09/27 NOVAK, T M 
Assistant Director fur Llcanslng Ip 20601 334 24X 

Fiche 30-000* 03/09/29, 8300300352 


8310120278 Forwards response to J Mertens 630805 request for addl info 
re open items Involving damaged snubbers & water hammer. 

Assessment of areas complete 

RAY, H 0 Southern California Edison Co 03/09/29 MARTIN, J B 
Region 5, Office of Director 3pp 20693 078 24X 

Fiche 90-206.63/09/29, 031O12O278 


6310110120 Forwards application for amend to Licenses NPF-lO it NPF-15, 
changing Tech Specs to revise administration of wort hours 
for min shift crew personnel per Deneric Ltr 82-12 
BABKIN, K F Southern California Edison Co 83/10/03 DENTON, K R 
Office of Nucloar Reactor Regulation, Director 2pp 20666 340 
24X Fiche. 50-361,83/10/03,8310110128 


— 8310110133 Application for amend to Licenses NPF-lO & NPF-15, changing 
Tech Specs to revise adminlstretion of wort hours for min 
shift crew personnel per Generic Ltr 62-12 

BABKIN, K P Southern California Edison Co HOLCOMBE. J C Bah 
Diego Oas tt Electric Co P0HLI1AN,D L Anaheim, CA 83/10/03 
app S0666 342 24X Fiche 50-361,03/10/03,8310110126 


— 0310110136 Proposed Tech Specs re admin i stretion of overtime for min 
shift crew 

a Bouthern California Edison Co 83/10/03 93pp S0666 350 
24X Fiche 50-361,83/10/03.8310110128 


9310180173 Forwards notice of consideration of Issuance of amend to 
Licenses NPF-tO h NFF-1 5, proposed NSHC determination It 
opportunity for hearing l< Initial NShC determination It 
noticing action re DNBR calculations 

RQOD.H Licensing Branch 3 03/10/04 DASKIN,K E Southern 

California Edison Co HOLCOMBE, J G San Diego Oae l< Electric Co 
3pp 20627 023 24X Fiche 90-361,03/10/04,0310180173 


—8310180177 Notice of consideration of issuance of amend to Licenses 
NPF-lO it NPF-iS It proposed NBHC deternlnation It opportunity 
for hearing re DNBR calculations 

KNIGHTON, 0 W Licensing Branch 3 83/09/26 8pp 20827.026 

24X Fiche 50-361,63/10/04,8310180173 


0310120397 Forwards affidavit attesting to direct distribution of Amend 
Applications S2 It 8. 

MEDFORD, M Q Southern California Edison Co 83/10/07 
KNIGHTON, 0 U Licensing Branch 3 4pp. 20699 053 24X 

Fiche 90-361,03/10/07.0310120397 


0310200177 Forwards response to NRC 830627 request for addl info to 
satisfy raquirements of NUREO-0737, Item II D 1, ’'Relief I. 

Safety Valve Testing 

MEDFORD, M O Southern California Edison Co 03/10/14 
KNIOHTON, O W Licensing Branch 3 l/pp 20B39 298 24X 

Fiche 50-361,63/10/14,8310200177 


8310250124 Forwards Rev 1 to Calculation SFR-CC-Ot 1, “Reevaluation of 
Spent Fuel Storage Rads," in response to NRC 030722 
request Racks In fully loaded condition fall to meet seismic 
c r iteria. 

MEDFORD, M Q Bouthern California Edison Co 03/10/17 
CRUTCHFIELD, D Operating Reactors Branch 5 2pp 20690 1B5 24X 

Fiche 50-206,83/10/17,6310250124 


8310210260 Requests concurrence re nod to F8AR Table 14. 2-2A concerning 
power ascension testing sequence of lOOX power plateau test 
program, per 030729 ltr, to eliminate need for addl plant 
trip 

MEDFORD, M 0 Bouthern California Edison Co 83/10/19, 

KNIOHTON, O.W Licensing Branch 3 2pp 20095 256 24X 

FI Che' 50-362, B3/10/19, 5310210260 


0 inspsetion reports, IE Bulletins Ic correspondence 


830-0300340 IE Info Notice B3-61, ’’Alleged Use of 9tand-Ins for Helder 
Oual ifi cation Tests.*' Sve list end 

JORDAN, E L Division pf Emergency Preparedness it Engineering 
Response CPoit 830103). 03/09/26 ConSoUdated Edison Co of New 

York, Inc ll7pp 20754,022 24X Fiche 50-000,03/09/26,0306300340 
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830B300342 IE Info Notice 0a'-6.3. '‘Failure of Redundant Toiic Gas 
uetecton Positioned at Control Room VentlXetien Air 
Intalet « Bvc list end 

JORDANrE L Division of Eftiergenty Preparedness E< Engineering 
Response <Po»t B30103) B3/'09/2i. Cotisal idated Etfison Co of Neu 

Vork» Inc Iiapp 30777 310 24X Flcho SO- 00 0. B3/0?/a A ^ 8300300343 


— 0306170443 Forwards evaluatian of LERs for period 820701 to 93D530 in 
support of ongoing 0ALP review 

SEYFRIT,K V Director's Office 83/06/10 STERNBERG, D Division 
of Res identi Reac tor Project & Engineering Progra/ns 4pp 
20830 031 34 X Fiche 50“206» 83/10/ 14i 8310200220 


03OQ3(X>345 IE Info Notice 83-63, ■'Potential F»i lures of Neetinghouse 
Tvp» 8A-1 Differential Relags ■> five list end 
JOROANi E L Division of Dnergency Preparedness 8e Engineering 
Response (Post 830103) 83/09/26 Consol Idated Edison Co of Neu 

York, Inc llBpp 20770 001 a4X Fic he. 50-000, 83/09/26. B30B30034 9 


8310120298 Submits comments on 030826 BALP analyses Operator errors 
primarily result of inadequate procedures or training. 

Actions taken to improve training Sc operating experience 
feedback in maint program 

FOOARTV.D J Southern California Edison Co 63/09/28 MARTIN, J O. 
Region 9, Qfflce of Director Spp 20693.170 24X 

F 1 c b e 50-206, 03/09/20, 03101 20298 


Q30B30O349 IE Info Notice 83-64, "Lead Shielding Attached to 
Hafetv-Related Bys W/o lOCFRSO 99 Evaluation " Sve list 
sncl, 

OORDANj E L Division of Emergency Preparedness tc Engineering 
Response (Post 830103) B3/09/29 Consolidated Edison Co of New 

York, Inc, llSpp 20716 324 24xriche 30-000,03/09/29,8308300349 


0310200208 Forwards IE Insp Rspts 50-206/03-19.30-361/83-29 t* 
90-362/03-27 on 930004-0916 No noncompliance noted 
BISHOP, T H Division of Resident, Reactor Project & Engineering 
ProgTsms 93/J0/04 MCCARTHY»C B Southern California Edison Co 
2pp 20034 128 24 X Flche 50-206,03/10/04,8310200200 


—8310300214 IE Insp Repts 50-206/83-19,50-361/83-29 tc 50-362/03-27 oti 
030804-0916 No fi oncomp 1 1 J nee noted. Hajor areas inspected 
operational safety ver If 1 cation, ul tness ing precriticality, 
initial criticality fic low power physics testing 
CHAFFE, A E, , D'ANGELO, A.* STEWART, J P Region S. Office of 
Director 03/09/30 ISpp 20034 J30 24X Flche 50-206,83/10/04, 

8310800208 


108300376 IE Info Notice 03-65, *'8urve 1 1 Lane f of Flow in RTD Bypass 
Loops Used in Westinghoust Plants " 8vc list end. 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response fPoit 8301031 03/10/07 Consolidated Edison Co of Nettf 

Yorir Inc. 76pp 20027 213 24X Fiche 50-000,83/10/07,0300300378 


R Periodic operating reports 6 related correspondence 


0310190092 Manthlv operating rapts for Aug 1903 W/B309t5 Itr 

RAYiH B , HAVUEATHER, L Southern California Edison Co 03/09/15 
Division of Data Automation & Management Information 13pp 
20822 252 24X Fiche 50-361,83/09/15,0310190092 


3 Reportable occurrences, LERs 6 related correspondence 


8310120338 LER B3-055/O3L-0 on 830026, core protection channel A 
declared inoperable & bypassed due to failed high reactor 
coolant cold leg temp Input caused by failed open resistance 
temp detector 3TE-9179-1 Detector replaced W/e30928 Itr 
RAY,H B Southern California Edison Co B3/09/2B MARTIN, J fl 
Region 5, Office of Director 3pp 20700 211 24X 

Fiche 50-362.03/09/20,0310120338 


8310070333 PNO-V-83-042 on 030929, unusual event declared when 
unidentified Leakage from RCS of 1 19 gpm discovered Caused 
by high penalty factor applied in response to 1 h 
observation Reactor It sys normal after 20X trip test 
KfRSCH, D Region 5, Office of Director 83/09/29 Ip 20651 002 
24X Fiche 50-362,83/09/29,0310070333 


0310120172 LER D3-060/03L-0 on 030830, control element assembly 
calculator I core protection calculator channel B 
Inoperable Caused by failed input amplifier card Card 
replaced W/030929 Itr 

RAYiN B Southern California Edison Co 83/09/29 MARTIN, J B 
Region 5, Office of Director 3pp 20693 361 24X 

Fiche 30-362,03/09/29,0310120173 


8310070301 Potential Part 21 rept re underrange chardc teris tic of 
Hodel N-CllGM transmitter Underrange zero offset may occur 
when transmitter initially pressurized from atmospheric to 
suppressed zero input End users notified 

BERDERlANiM J Fojcboro Corp 03/09/30 Director's Office, afflce 
of Inspection and Enforcement Upp 20631 064 24X 

Flcho 50-000, 03/09/30, 8310070301 


00300752 IE Info Notice 83-66, ''Fatality at Argentine Critical 
Facility " Sve list enc 1 

JORDAN, E L Division of Emergency Preparedness 8 Engineering 
Hesponie iPost 830103) 03/10/07. Consol idatad Edison Co of New 

York, Inc 79pp 20002 026 24X Fiche 50-000,83/10/07,0300300752. 


8310120075 LER 83-106/01L-0 on 030907, s urv® i llanc e testing resulted In 
unsatisfactory float voltage for pilot cells tl I, 13 & 
unsatisfactory total battery terminal voltage Caused by 
personnel error W/aSO^aO Itr 

RAY, H B Southern California Edison Co 83/09/30 MARTIN, J D 
Region 5, Office of Director Spp 20696 162 24X 

Fiche 50-362, B3/09/30, 8310120073 


J3O03OO7S9 IE Info Notice 83-67, "Emergancy Use Respirator Hatl Defect 
Causes Production of Noxloui Oases ■' Bvc list end 
JDRDANrE L Dlviaion of Emergency Preparedness & Engineering 
Response IPost 030103) 83/10/11 Consolidated Edison Co of New 

York, Itic, 117pp 21043.075 24X Fiche 50-000,03/10/11,0300300759 


0300300761 IE Info Notice 03-68, "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders ” Sve list 
rnel. 

TRDAM# E L Division o# Emergency Preparedness *< Engineering 
■pans# (Fust 830103) 83/10/11 Coniolldated Edison Co of New 

rkr Inc 120pp 20B27 129 24X Fiche 50-0 00, 83/10/1 1 , 0300300761 


200220 Feruardi IE Mgt Meeting Repts 50-206/03-22,50-361/83-36 U 
-362/03-34 on 030908 re BALP rept far Jul 1982 - ffay 1903 
RTIN, J B Region 5, Office ef Director 03/iO/14 MCCARTHY, C B 
BUthern California Edison Oo 2pp 20029 327 24X 

Iche. 50-206, 83/ 18/ 14 1 B31 0200220 


£0200224 JE Mg t Meeting Repts 50-206/83-22,50-361/83-36 6 
50-362/83-34 on 830900 Major areas d I scuii edj 0ALP rept for 
Jul 1982 - May 1903 

41R8CH,DF Region 5, Office of Director. 83/10/13 2pp. 
20027 329. 24 X Fiche; 50-206, 03/ i 0/1 4, 0310200220 


10200228 8ALP rept for Jul 1962 - May 1963 

h Region 5, Office of Director. 03/07/15. 42pp. 20829.331 2-4X 

'1 c h e ’ 50-206, 83/ 1 0/ 1 4 , 03 1 0200220 


0200232 Summarizes major inveetigatl ve activities Involving 
'acuities for BALP board review covering Jul 1962 - May 
903. 

[HACKLETON, 0 C Office of Investigation. 03/06/06 BISHOP, T W 
aglon 5, Office of Director. 2pp. 20830,011 24X 

1 C h e ■ 50-206 , 03/ 1 0/ 14, 6310200220. 


0310120103 LER 83-066/03L-0 on 030029 & 31, while in Mode 2. control 
element assembly calculator 2 experienced excessive auto 
restarts First event caused by faulty central processing 
unit board Cause for second event unknown W/830930 Itr 
RAY. H 8 Southern California Edison Co 03/09/30 MARTIN, J B 
Region 5, Office of Director 3pp 206'?5 290 24X 

Fiche* 50-362, 83/09/30, 8310120163 


8310140210 RO 03-073 on 830929, reac tor placed in Mode 3 due to 
excessive unidentified leakage from RG8 Cooldown commenced 
in parallel w/continuing efforts to locate leakage source 
RCS temp held constant at 400 F to measure leakage 
RAY. H B Southern California Edison Co 83/09/30 MARTIN, J B 
Region 5, Office of Director 2pp 20761 163 24X 

Fiche 50-362,83/09/30,8310140210 


8310120065 PNa-V-a3-043 on 030929, two manual valves Incorrectly closedi 
isolating all charging pump flow to RCS Plant being shut 
down due to exceisive leakage from RCS On 030930, Tech Spec 
violation rtcognlTed tc valves opened 

ECKNARDT, J Region 5, Office of Director 83/10/03 ip 
20690 296 24X Fiche 50-362.83/10/03,8310120065 


8310140023 LER B3-072/03L-0 an B30831, u/unit in Mode 2. containment 
water level wide range train D instrumentation failed Caused 
by water trapped In column for level transmitter 3LT-93BB-2 
Instrument recalibr declared operable W/031003 Itr 
RAV.IH 0, Southern California Edison Co 83/10/03 MARTIN, J D 
Region 5, Office of Director 3pp 2076B 002 24X 

Fiche 50-362,83/10/03,0310140023 


0310140125 LER 83-062/03L-0 on 030901 k 05, during low power physics 
testing in Mode 2, control element assembly B4 dropped 
more than 1? inches* Caused by improper timing of assembly 
grippers Timing adjusted W/B31D04 Itr 

RAV.H B Southern California Edison Co 03/10/04 MARTIN, J B 
Region 5, Office of Director 3pp 20765 027 24X 

rich* 50-362,03/10/04,8310140125 
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tJlOMOlSa PNO-V-83-046 on 831003. while in Mode 3 «< attempting to 
ditcreine uhy LP turbine stop valve would not fullii shut/ 
divcoViered debris inside moisture separator reheatcr Turhine 
Tint damaged 

ECK«W?DT/J Region S* Office of Director 83/10/04 Ip 
a07*3 362 a4X Flche 90-362/83/10/04,0310140153 


e3[iQl40l67 LEH 03-O67/O3L-O on 030901, one-phase trip of suppltj breaher 
far part-length control element assemblii <CEA) 33 
reridered CEA incapable of withdrawal Caused bi| failure of 
circuitry/ component^ Components replaced M/B3i004 Itr 
RAVpH B Southern California Edison Co B3/10/04 MARI IN/ J D 
'Region 5, Office of Director 5pp 20765 073 24X 

FIche 50-363/63/10/04/8310140167 


S3I027Q4S-4 RQ r« 1963 land use census, enumeratl ng changes in land use 
uliMn S'fflila lodiufi of site ref point which have resulted 
in calculated dose commitments greater than values currently 
calculated, per Tech Spec 4 11 2 3 

BASKIN. K P Southern California Edison Co 83/10/04 MARIIN. jn 
Region 9, Office of Director 2pp 20923 004 24X 

riche 30-361,63/10/04/8310270454 


^10330495 Corrected L-ER 03-O6S/O3L-O on 030905 12/ high-range 

in-conta i ninent radiation monitor 3RI-7e20-i declared 
sriipBra6)e after discovery in failed low condition Caused bg 
faulty electrical cable penetration path W/631009 J tr 
HAVNEa. J- G Southern California Edison Co 83/10/05 MARTIN, J 0 
Region S, Office of Director 4pp 2009/ 113 24X 

riche 50-362/63/10/05/8310230493 


MlOa70495 LCH a3-065/03L-0 on 830905 Ic 12, w/unit in Mode 2 at zero 
power, high range in-« ontainmont radiation monitor 3ftI-7820-l 
found in failed low condition ^ declared inoperable Caused 
tg faulty electrical cable penetration path W/B31006 Itr 
HAVKE&j J Q Southern California Edison Co 83/10/06 MARTIN.vi D 
fligicn 5, Office of Director 3pp 20922 005 S4X 
Flch« 90-362/03/10/06/8310270495 


3310270446 LER B3-076/03L-0 on 830907, durl nd shift surveillance, 
(cntrot element assomblg calculator 2 declared inoperable 
Caused by poorly seated circuit board Circuit boards 
rattaled 11/63100/ Itr 

HAYtiES.^ 0 Southern California Edison Co 03/10/07 MARTIN, J B 
Region 9. Office of Director 3pp 20923 134 24X 

he; 50-362, 63/10/07, 031O27O44B 


9310250465 tER 8a-074/02L-0 on 830909, c ontainment airborne radiation 
• onlt«r 3Ri-7B04C i ti cantinuouP alarm state i< declared 
Ir^jpavable Caused bi| alarm setpoint being set too lour New 
sitpaint established N/B31011 Itr 

HAINES, J C Eouthern California Edison Co S3/10/11 MARTIN, J D 
Region 5, Office of Director 3pp 20897 117 24X 

Fichf SO-362. 83/lO/ilr B3102S0465 


^10270416 LER a3-06^/03L-0 on 830917, w/uni t in Mode 3, condenser air 
ejector uide-range gas monitor 3RI "SByo declared inoperable 
Caused by loss of c ummuni cation between RMBO microproc essor 
% Rn23 cointral room readout Data base reloaded W/a3l017 Itr 
HAVhtES, J 0 Southern California Edison Co 83/10/17 MARTIN, J D 
Region 5, Office of Director 3pp 20723 077 24X 

Fich* 90-362, 83/10/ 17/ 0310270416 


1310270432 RO 03-068 on 030922, w/uni t in Mode 3, control room cabinet 
area emergency air conditioning train A unit 3ME427 removed 
from SVC for rDotine preventive maint Malnt completed on 
B30924> ui th in limiting condition for operation 

HA^6tES,vr 0 Southern California Edison Co 03/10/17 MARTIN, J B 
Region 5, Office of Director 2pp 20923 042 24X 

rtcha 50-362,63/10/17,8310270432 


1310270439 t-ER B3-073/01T-0 on 030929, c har g I ng U letdown flaws isoloted 
bg closing manual isolation valves 83120eMU0e4 & 8312O0MUD91 
In violation of limiting conditions of operation Caused by 
personnel error Valves opened on B30930 N/831017 Itr 
HATWEa.J Q 4 HAT, H B Southern California Edison Co 03/10/17 
MAATEN. J 0 Region 5, Office of Director 4pp 20923 ill 24X 
FicAe 50-362,63/10/17,8310270439 


010270426 Updated LER B3-064/03X-1 on 830629, w/unlt in Mode 2, ex-core 
to-garithmjc power safety channel C declared inoperable V on 
8309tB, channel B declared Inoperable Caused by failed cable 
canne-ctors Connectors replaced W/B3l01fl Itr 

HAVKES, J G Southern California Edison Co 03/10/18 MARTIN, J B 
Region. 9, Office gf Director 3pp 20923 062 84X 

rich* 50-362,03/10/10,0310270428 


310310326 RO fin doors listed on end list found inoperable during 
$cpt routine surveillances Compensatory fire watches 
established Latching mechanism it closing mechanism failures 
caused by hardware degradation 

HIAVls!£6.«f 0 Southern California Edison Cg 83/10/10 MARTIN, J B. 
Region 9. Dffice of Director 6pp 20V6i 142> 24X 


0310310204 PNS-V-03-011 on 831024, San Francisco Chronicle published 
article re use ti sale of Illegal drugs by current & former 
facility personnel Drug-related accidents or injuries not 
cited Repts believed to be untrue or exaggerated 
SCHAEFER, D N Region 5. Office of Director 83/10/24 Ip 
20761 202 24X Fiche 50-206,03/10/24.8310310284 


V Qperatar Eiamlnations 


8310030109 Requests, by 631026, schedule for r equal 1 flcation training & 
exams for 1904 Schedule needed for periodic audits of 
licensed operator r equa 1 1 fi cation programs 

DISHDP, T U Division of Resident , Reac tor Project it Engineering 
Programs B3/09/S6 FOGARTY, D J Southern California Edison Go 
2pp 20590 053 24X Fiche 50-206,83/09/26,0310030109 


DOCKET 50-364 JOSEPH M FARLEY NUCLEAR PLANT. UNIT 2 


F Becurity, medical, emergency & fire protection plans 


8310040436 Resubraita 830725 Itr transmitting Rev 7 to security plan 
Original Itr contained safeguards info $< could not be 
docY eted 

CLAYTONiF L Alabama Power Co 03/09/15 O'REILLY, J P, Region 2, 
Office of Director ip, 20619 093 24X Fiche 50-340,03/09/15, 

0310040436 


0310040501 Advises that review of Rev 7 to radiological emergency plan 
complete Plan continues to meet planning stds of 
lOCFRSO 47(b) & requirements of 10CFR90, App E 

VERRELLI,0M Division of Project it Resident Programs 03/09/20 

MCDONALD, R P Aljibama Power Cq 2pp 20622 306 24X 

Fiche 50-348.83/09/20,8310040901 


6310030147 Ack receipt of 630824 Itr documenting results of design 
description for alternative shutdouin capability review re 
fire protection Description acceptable w/eiception that 
source range monitor be added to hot shutdown panel 
CLAYTON, F L Alabama Power Co 03/09/28 VAROA 8 A Office of 
Nuclear Reactor Regulation, Director 2pp 2099Q 034 24X 

Fiche 90-348,03/09/2010310030147 


0310250472 Ack receipt of 830921 Itr Informing NRC of Steps taksn to 
correct violations noted in IE Insp IRepts 50-340/03-21 L 
50-364/83-19 Request for 60-day extension for response to 
violations approved 

VERRELUI.DM Division of Project it Resident Programs 83/10/06 

MCDONALD, R P Alabama Power Co 2pp 20'902. 121 24X 

Fiche 50-348, 03/10/06, 0310250472 


— 8310250479 Responds to NRC 030909 Itr r» violations notad In IE In»p 
Repts 50-340/03-21 it 50-364/83-19 Corrective actions 
detailed review of fire protection program underway 
Extension of 60 days requested for response 

CLAYTON, F L Alabama Power Co 83/09/21 VERRELLI.D H Division 

of Project t< Resident Programs 2pp, 20902 123 24X 

Fiche 50-340. 03/10/06, 83102.50472 


—8310250405 Forwards IE Insp fiepts 50-340/03-21 it 50-364/03-19 on 
83D016-19 -If notice of violation 

VERRELLI,D M Division of Project & Resident Progroms 03/09/09 

MCDONALD, R P Alabama Power Co 2pp 20902 125 24X 

Fiche 50-348,03/10/06,8310250472 


— 8310250490 Notice of violation from insp on 030016-19 

» Division of project fc Resident ProOTams 03/09/09 2pp 
20902 127 34X Fiche 50-348,03/10/06,8310250473 


—8310^50490 IE Imp Repts 50-340/83-21 b 50-364/03-19 on 030016-19, 
Nancompl ianc e noted inadequate surveillance test procedurre 
for fire detection lyi, fire protection contro-I valves 6 
carbon dioxide hose reels it no fire stops for cable trays 
MILLERiW H Region 2, □fflce of Directar 03/09/07 lopp 
20902,129 a4X Fiche 50-340,83/10/06,8310250472 


8310280085 Forwards Amends 33 it 26 to Licenses NPF-3 it NPF-6r 
respectlvelv i< safety evaluation Amende consist of 
administrative changes to Tach Specs re administrative 
controls for onsite 6 offsite organization 

REEVE8«£ A, Operating Reactors Branch 1 63/10/14 CLAYTONiF L 

Alabama Power Co 2pp 20965 001 24K Fiche SO''340. 03/10/14, 

83102^00005 


— 8310200092 Amends 33 6 26 to Uiceneee NPF-2 6 MPF-a) respect ivslyi mating 
administrative changes to Tech Specs re administrative 
controls for onsite 6 -offsite organlration t environ 
qua 1 1 f ice t i on audits 

VAROA. 8 A Operating Reactors Branch 1 03/10/14. 46pp 

20965 003 24X Fiche 50-340103/10/14.0310200085 
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— B 3102 aon 4 safety vvaluation supporting i^mends 33 %c Sh to Lkcenses 
NPF-S b NPF-01 respectively 

# Office of Nuclear Ueactor Rrgulatiorir Director 03/10/14 6pp 
20965 04? 34X Fi ch b" 30“34a. 03/ JO/i4. 0310260003 


8310210022 Itiforms of inaccuracg in design description for alternative 
ihutilowri capability transmitted In util 620701 Itr Local 
mrchanical level indication not Installed on condensate 
storage tanl but uiH te added 

CLAYTONjF L Alabama Power Co 03/10/17 VAflOA,S A Office of 
Nuclear Reactor Regulation! Director 2pp 2O'05i‘OA7 24X 

Flcb* 30-3 a, 83/ 1 0/1 7, 03 102 1 0022 


P Operating license stage documents Xi correspondence 


8310060533 Forwards Rev 1 to 030408 safety evaluation re requests for 
reliiF from inservlce testing requirements For pumps %• 
valves Addl Infd required for remaining iteme.Revs requested 
for Unit 1 will be addressed separately 

VAHOAi 8 A Operating Reactors Branch 1 03/09/16 CLAYTON* F L 

Alabama Power Co 3pp EOifiJ 322 24X Flche 30-36 4» 03/09/ 1A» 

0310060535 


—0310060340 Rev 1 to 830408 safety evaluation re requests far relief 
from Iniervice testing requlr ements for pumps *< valves* 
based on licensee 830705 submittal Based on revieu' specified 
alternate tasting acceptable. 

a Office of Nuclear Reactor Regulation* Director 03/09/16, 9pp 
20661 323 24X Flchc 50-364,03/09/16,0310060533 


8310030613 Forwards safety tvaluatlon of shunt trip design for RPS D8 
416 reactor trip breakers Design acceptable conditioned 
□ n receipt of eonflrmatory info 6 completion of action 
items listed 

VAROA* S A Operating Reactors Branch 1 B3/09/S0 CLAYTON, F L. 

Alabama Power Co 3pp 30607 314 S4X Flche 30-348.03/09/20* 
8310030613 


— 031OO3D61S Safety evaluation conditionally accepting shunt trip design 
far RPS D8 416 reactor trip breakers 

e NRC - Nd Detailed AfflUatinn -Olven 03/09/14 JOpp 
30607.317 84X Flche 30-340*03/09/20*8310030613 


6310050017 PoTwardt safety evaluation denying licensee 030304 
application for amend to Licenses NPF-2 L MPF-a to allow 
contlnusd plant operations w/irmre than one control rod 
immovab le 

VAR0A*8. A Operating Reactors Branch I. 03/09/21, CLAYTON* F L 
Alabama Power Co 2pp 20650 260 24 X Fiche 50-348*03/09/21* 

0310050017 


— 0310050022 6afety evaluation denying licensee 030304 application for 
amend to Licenses NPF-? L NFF-0 to allow continued plant 
Bperatlons ui/more than one control rod immovabl t, Licensee 
must resolve potential core-wide mechanical problem 
* NRC - No Detailed Affiliation Olven, 83/09/21 Ip. 2Q650.270 
24X Fichs 50-348*83/09/21*8310030017 


6310030603 Rorwards safity evaluation concurring w/llcensee conclusions 
that NUREC-0737* Item II K 3 2 requirements met w/ialstinp 
PORV* safety valva U reactor high trip pressure setpoints 
Automatic PDR9 isolation sys Ittem II K 3 1) not required 
VAROAtS A Operating Reactors Branch 1 03/09/23 CLAYTON* F L 

Alabama Powar Co 14pp. 20604 2i? 24X Fiche 50-340*83/09/23* 

0310030603 


8310060096 Forward I four overalxe drawingSi In response to NRC request 
for addl info ra sve water bldg battery sys design* per util 
830503 L 0729 proposed Tech Spec changes involving dc 
distribution sys.Apsrture cards are available In PDR, 

CLAYTON* F L Alabama Power Go. 03/09/23 VAROA* 8 A NRC - No 
Detailed AfflllitlDn Given 2pp, 20646; 277. 24X 

F 1 c h e : 50-34B* 03/09/ 23* B 3 1 0060096 


6310030414 Idantifies specific Reg Guide 1.97 accident monitoring 
equipment ays for which estensian requei ted* per 030520 V 
0024 Itrs Schedules for upgrading equipment provided w/bases 
for extension request 

CLAYTON* F L, Alabama Power Co. 83/09/27. VAROA* 8 A, Office of 
Nuclear Reacter Regulatloni Director 33pp. 20593 007 24X 

F 1 cb e : 50-340* 03/09/27* 0310030414. 


6310040367 Bubmits evaluation of axlstlng Westinghouae BT8 prnvialons* 
ABME Coda Beetlon XlfReactor Safety Study <(iASH 1400>f 
NUREG-0677 It EGbO rapt* "'Ineervice Leak Testing of Primary 
PrestUT* laolatiop Valves*'' as applicable to plant design 
CLAYTDN,F. L Alabama Power Cp, 83/09/27 VAROA* 8 A, Office of 
Nuclear Reactor Regulation* Director, 16pp. 20625.200 24X 

Flche; 80-348* 03/09/27* 03 1 0040307, 


8310140194 Application for amend to Licenses NPF-2 & MPF-a* chan g i ng 
Tech Specs to delete turbine valve testing requirements 
Testing program will be replaced w/insp L maint program for 
all throttle 6 governor valves 

CLAYTON* F L Alabama Power Co 03/10/06 VARGA* B A Office 
Nuclear Reactor Regulation* Dirnctor 4pp 20766 077 24X 

Fiebs 50-340,83/10/06*8310140194 


— 8310140199 Proposed Tech Specs le limiting conditions for Qper<itlor> fc 
surveillance requirements of turbine valve testing Turbine 
overspeed reliability assurance program end Program 
withheld (ref lOCFRa 790) 

« Alabama Power Co 03/10/06 15pp 20766 08) 24X 

Flche 50-340,03/10/06,0310140194 


0310170407 Forwards status of licensing items requiring NRC approval 
CLAYTON, F L Alabama Power Co 03/10/10 VARGA, S A Office of 
Nuclear Reactor Regulation, Director llpp 20779 161 24X 

Fichu 50-340*83/10/10,8310170407 


8310170416 Application to amend Licenses NPf -2 MPT” Q consisting of 
changes to Tech Spec re movable rod control sys 
requirements End clarifies 830304*0603 S, 0728 submittals in 
response to NRC 030921 request 

CLAYTON, F L AJabamo Power Co 83/10/10 VARGA, 9 A Office of 
Nuclear Reactor Regulation, Director 3pp 20779 195 24X 

Fiche 50-348*03/10/10. 0310170416 


— 0310170423 Proposed Tech Spec chonges re movable rod control sys 
requiremeh ts 

a Alabama Power Co 83/10/10 5pp 20779 198 24X 

Fiche 50-348*03/10/10*8310170416 


83LO10O26O Formal d 5 list of application dotes* foes paid* fees applicable 
L NRR fee dutarminati on 4< action on each item Dosed on NRR 
fee determinat ions* total of 417*500 dup Util will be 
notified of adjustments following final review 

MILLER. H □ License Fee Management Branch B3/i0/il CLAYTON, F L 
Alabama Powur Co 3pp 20827 126 S4X Flche 30-348*83/10/11, 
0310160280 


83L0210259 ApplLcatlon for amend to Licenses NPF-2 6 NPF-B* changing 
Tech Specs to allow operation w/slightly positive moderator 
temp coefficient at Low power levels L Increased enthalpy 
hot channel factor <F Delta H) below full power 

CLAYTON* F L Alabama Rawer Co 03/10/13 VARGA* 3 A Office of 

Nuclear Reactor Regulation* Director SOpp 20851 163 24X 
Flche 50-340,03/10/13,8310210259 


— 8310210261 Proposed Tech Spec changes to allow operation w/sllghily 
positive moderator temp coefficient at low power levels L 
increased enthalpy hot channel factor (F Delta H) limit 
below full power 

a Alabama Power Co B3/10/I3 13pp 20851 213 24X 

Fiche 50-340,03/10/13*0310210259 


031O2BOOB5 Forwards Amends 33 26 to Licenses NPr-2 I, NPr-B* 

respectively it safety evaluation Amends consist of 
administrative changes to Tech Specs re administrative 
Controls for onsite offsite organization 

REEVE8*E A □peratlng Reactors Drench I 83/10/14 CLAYTON*FL 
Alabama Power Co 2pp 20965 001 24X Flche 50-348*63/10/14, 

0310260085 


— 0310200092 Amends 33 L 26 to licenses MPF-S it NPF-8* rBspectively,»al lr| 
administrative changes to Tech Specs re administrative 
cantruls for onsite it offsite organization it environ 
quell f ic a tion audits 

VARGA* B A Operating Reactors Branch 1 83/10/14 46pp 

20965003 24X Flche 50-340* 83/ 10/ 14* 0310200005 


— 031O2GO114 Safety evaluation supporting Amends 33 L 26 to Llcerifi 
NPF-2 it NPF-0, respectively 

# Office of Nuclear Reactor Regulation* Director 83/10/14 
20965049 24X Flche 50-348,83/10/14*0310280085 


0310230422 Responds to four items re shunt trip design for DS-416 
reactor trip breakers* per NRC 830920 request Environ 
conditions considered in developing Nastlnghouse Owners 
Group generic design 

CLAYTON* F L Alabama Power Co 03/10/20 VARGA* S A Office of 
Nuclear Reactor Regulation* Director 2pp 20897 182 24X 

Fiche, 50-340, 83/10/20* 8310250422 


Q Inspection reports* IE Bulletins L correspondence 


0310040374 Acb receipt of 830909 Itr informing NRC of steps taken U 
correct violations noted in Ib Insp Repts 50-348/83-20 b 
50-364/03-10. 

VeRRELLJ/D M Dlvliton of Project fc Resident Programs 83/09/19, 

MCDONALD, R p Alabama Power Co Ip 20617> 066 24X 

Flche 50-348,03/09/19*8310040374 
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RffSpcnJi ta »^ac 6^10019 itr re violAticni. noted in IE Into 
»fpS* EO-349/83-20 h 53-34.^/63-18 Corrective actions 
ccrtesn-ent air cooler fan annunciator linis 2A & 2B closed 
K rh»j*i»tpij control Procedure FWP-O-CCP-12 reunttrn 
CL^A'tTOM.F L Aldbara Power Co 63/09/09 VEPRELLI. D ri Division 
Project it Resident Progroflis 3 pp 20617 06/ 

FlcPi# 5C-349. 03/09/19 03100403/d 


— FijPiirfards IE Insp Repts 50-349/83-20 tr 50-364/B3-1B cn 

830711-0910 8c natice of violation 

^'EP“EL,U I . D M 0i vision of Project & Resident Prosrans 03/0B/19 

r':C<iNALD. R P Alaba"-a Power Co 2pp 20617 071 ?AX 

Pit?'* 50-343.83/09/19 03100403/4 


--93IC0-40379 Wotic e of violatioti from insp on 830711-0810 

» Heaton 2. Office of Director Qj/OB/19 2pp 20617 073 S*X 
Flc^e 50-34 9.83/09/19.0310040374 


— 5 3SGO4,0jS 4 IE Insp Repts 50-348/83-20 l< 50-364/03-18 on 830711-0810 
K;nc cap 1 ianc K noted sulfuric acid std used to check 

dr car tcTS not luted on licensee test equipnent inventory 
t matnt schedule & cantainoient air cooler fan links open 
M ^ Rl/LAND. tf H Reyton 3. Office of Director 
CANTRELL. F S Division of Project Resident Proyraai 83/00/18 
lOpF 20617 075 24X Ftche 50-340.03/09/19.8310040374 


= 513550376 Forwards IE Insp Repts 50-340/03-22 t< 50-364/83-20 on 
S3':a29'-3i hffl none Dopl lant V noted 

^EJRPELH.D M Division of Project fc Resident Prograeis 83/09/19 

1-CCDNALD n P Alaba'ea Power Co 3pp 20890 130 24X 

Fielsi 50-349, 83/09/ 1 9 . 83 1 02503 76 


— 531C2503B7 IE Insp Rept* 50-348/03-22 l< 50-364/83-20 on 030829-31 No 
roncoaji ] lance noted Major areas inspected licensee action on 
pravlous tnsp followup items it two licensee reported events 
involving spread of eontaoinaiion 

rCBSi G T Region 2. Office of Director SARRiKP Division of 
Englnaarlng L Operational Programs 83/09/14 4pp 20090 132 
Z4Jt Fiche 50-348.03/09/19,0310250376 


S'mCO'70>049 Forwards SER re util 600725 Sc 030120 requests for relief 
Frca. inscrvicf insp requireAents of ASHE Code. Section XI 
f4«quests granted 

VARSA. S A Operating Reactors Branch 1 03/09/22 CLAVTON.FL 

Alabaaa Power Co 3pp 20680 001 24X Fiche 30-364*83/09/22. 

*310070049 


— SSlOOTOOSS SER re util 600725 Sc 630120 requests for relief frea 
inscrvice insp requirenents of ASME Code* Section XI Requests 
g rant ed 

e Ha ter la Is Engineering Branch 83/09/20 2Bpp 20680 004 24X 

Fiche M3-36 4* 03/09/22,0310070049 


— *310070054 Kotic* of granting of relief fro« ASME Code requirenents 
VARfiA, S A Operating Reactors Branch 1 63/09/22 2pp 

20600 032 24 X Fitht 50-364,03/09/23.8310070049 


03^*300340 IE Infa Notice 83-61. "Alleged Use of Stand-Ins for Welder 
Qva li f i ca t Ion Tests " Sve list end 

JGRDAM.E L Divlsian of Emergency Preparedness 6 Engineering 
iRespQnie CPest 030103 ) 83/09/26 Consolidated Edison Co of New 

fcrl. Inc 117pp 20754 022 24X FiChe 50-000.83/09/26,8308300340 


S3CS3O0342 IE Info Notice 83-62. "Failure of Redundant Toiic Oos 
Detectors Positioned at Control Room Ventilation Air 
I-ntakes " Sve list end 

JORDAN. £ L Division of Emergency Preparedness tc Engineering 
Response (Post 830103 ) 03/09/26 Consolidated Edison Co of New 

Ynri. Inc. n6pp 2077 7 210 24X Fiche 50-000.83/09/26.8308300342 


03^8000345 TE Info Notice 83-63. "Potential Failures of Westinghoust 
T^pi SA-1 Differential Relays " Syc list end 
JORDAN. E L Division of Emergency Preparedness fc Engineering 
Response IPost 030103) 03/09/26 Consolidated Edison Co of New 

Vork. Inc ilSpp 2077B 001 24X Fiche 50-000.83/09/26.8300300345 


030*300349 IE Info Notice B3-64. "Lead Shielding Attached to 
5afety-Re lated Sys W/o lOCFRSO 39 Evaluation " 8vc list 
ene 1 

■JORDAN.*. L Division of Emergency Preparednees 6 Engineering 
Response fPest 030103) 83/09/29 Consolidated Edison Co of New 

rort. Inc U5pp 20716 324 24X Fiche 50-000.83/09/29.8308300349 


03jai4O|94 Application for emend to Licenses NPF-2 li NFF-S. Cheng ing 
Te-ch Specs to delate turbine valve testing requirements 
Tmstlng program will b* replaced w/insp 6 maint program for 
mil I’brottle Ir governor valves 

CLAYTON. F L Alabama Potfsr Co 03/10/06 VARDA. 6 A Office of 
N^uclear Reactor Regulation, Director 4pp 20766 077 24X 

rich* 5 0-34B. 03/10/06. 8310140194 


'5310140197 Propatrtf Ttch Sjfci rf limltirg ccrdillcnt foT eptration 1. 
Svrvtillarct r*qjirc«*nt» of tvi-bim valve teiting Turhinr 
c.trspvrd rfliabiltty aeiarj’^re p-ogiaa tncl frogran 
withheld iTtf lOCFn2 790) 

# A) abase Power Co B3/I0/O6 I5pp 20766 001 
Fiche 50-340,03/10/06.6310140194 


B31GS50472 Aci receipt of 930921 Itr inforning NRC o# itepa taien to 
correct vioUHcnt noted m IE |nsp Repta 50-3+8/03-21 6 
50-364/B3-I9 Request for 60-ilay eetension for reiponst to 
violations jppro/ed 

VEReELLI.O M Division of Project 6 Resident Prograiai 63/10/06 

PCDONALO. R P Alabama Power Co 2pp 20902 121 24X 

Fiche 50-340,63/10/060310250472 


— 0310250479 Responds to NRC 830909 Ur re violations noted in IE Ihsp 
Rfpts 50-34B/83-21 fc 50-364/83-19 Corrective actions 
detailed review of fire protection program underway 
Eittnsion of 60 days requested for response 

CLAVTON.F L Alabana Power Co B3/07/2J V^RflELUl.D M Division 

of Project t> Resident Programs 2pp 20902 123 24X 

Ftche 50-340. 83/10/06. B3 102504 72 


— B3102504B5 Forwards IE Imp Repts 50-34B/B3-21 L 50-364/03-19 on 
B30B16-19 t. notice Of violation 

t^RRELLI.D M Division of Project 6 Resident Progrems 03/09/09 

MCDONALD, R P Alabama Power Co 2pp 20902 125 241 

Fiche 50-348.83/10/06 6310250472 


— 6310250490 Notice of violation from insp on 830016-19 

* Division of Project L Resident Proframs 83/09/09 2pp 
20902 127 24X Fiche 50-348, 63/10/06. 83 J 0250472 


—0310250498 IE Insp Repts 50-348/83-21 I. 50-364/03-19 on B30B16-19 
Nencompliance noted inadequate surveUlanct test procedures 
for fire detection sys. fire protection control valves L 
carbon dioiida hose reels h no fire stops for cable trays 
MILLER, W H , GIBBONS. T D . CONLON. T E Region 2. Office of 
Director 83/09/07 lOpp 20902 129 24X Ficht 50-348.63/10/06. 

8310250472 


0306300378 IE Info Notice 83-65, "Surveillance of Plow in RID Bypass 
Loops Used in Uestlnghouse Plants " Sve list end 
JORDAN. E L Division of Emergency Preparedness Ir Engineering 
Rtspente (Post 8301031 83/10/07 Consolidated Edison Co of New 

York, Inc 76pp 20827 213 24X Fiche 50-000. 83/ 10/07. 83O03OO37B 


8308300752 IE Info Notice 03-66. "Fatality at Argentine Critical 
Facility “ Sve list and 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/10/07 Consolidated Edison Co of New 

York. Inc 79pp 2OB02 026 24X Fiche 50-000.83/10/07.8308300752 


8308300759 IE Info Notice 03-67. "Emergency Via Respirator Matl Defect 
Causes Production of Noxious Oases " Sve list end 
JORDAN, E L Division of Estrgtncy Preparedness 1. Enginterin} 
Response (Post 830103) 83/10/11 Consolidated Edison Co of Hew 

York. Inc U7pp 21043 075 24X Fie he 50-000.83/10/11.8308300759 


0306300761 IE Info Notice 03-68. "Respirator User Naming Defective 
Setf-Conteined Breathing Apparatus Air Cylinders “ 8vc list 
enc I 

JORDAN. E L Division of Emergency Preparedness V Engineering 
Response (Post 830103) B3/10/U Consolidated Edison Co of Hew 

York. Inc 120pp 20627 1 29 24X Fiehs 50-000.83/10/11.8300300761 


R Periodic operating reports 6 related correspondence 


6310190071 Monthly operating rept for Aug 1963 W/030912 Itr 

HAIRSTON. U Q . CLAYTON. F L AUbasia Power Co 83/09/01 Office 
of Resovreo Managiment. Director 5pp 20823 29B 24X 

Ftche 50-364,63/09/01,6310190071 


6310100134 Monthly operating rtpt f«r Sept 1963 N/831012 tlr 

HAIRSTON. W 0 . CLAYTON. F L Alabama Power Co 03/10/04 NRC >* No 
Detailed Affiliation Given 9pp 20609 186 24X 

Fiche 50-364.83/10/04.8310180134 


8 Reportable occurrencee. LERs h related cerrespendence 


8310030439 RQ on B309l7.while attempting te Isolate steam to turbtna 
bldg, three MSlVs failed te dose under nq-flow conditions 
Clepptr found detached frem valve arm Investigation 
continuing 

HA1R8T0N.no Alabama Power Co 03/09/19 O'REILLV.JP, Region 2« 
Office of Director Ip 20603 090 24X Ficht 50-364. 63/09/ 19. 

8310030439 
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B31 0070270 LER 03-039/01 T'-O on a309l7»MSIVs failed to close under no- 
flqu condi ti ons, I45IV/ ■Q2N11V'002B remained partially op^n 8< 
declared Inoperal^le Caueed by biridinji in valve packing & 
aeparatlon of valve diic from disc arm W/B30930 I tr 
HAlftSTON. W O I CLAYTON, F L Alahama Power Co 03/07/30 Region 
2, Office of Director &pp 20655 J71 24X Fiche 50-364. B3/07/3O» 

8310070290 


8310070296 For^jards LERs 03-O57/O3L-O a3-036/03L-0 

CLAVTDN.F L Alabama Power Co 83/09/30 Region B, Office ef 
Director Jp 20631 075 a4X Flche 50~348i 93/07/30* 6310070396 


— B3I007030S LEIR 03-036/031- -0. on 930331* following failure alar^n. on power 
cabinet BSD. rod control sys declared inoperable Caused by 
blown fuse Fu>se t* blown fuse indicator replaced. 

KAIHSTONjW 0 Alabama Power Co 93/09/30 Refflon 2. Office off 
Director Ip 20651077 24X Fi che 50-348* 93/09/30* 83 10070296 


8310070301 Potential Part 21 rept re underrangf charac ter i »t>c of 
Model N-EllOM tranemlttcr Underrange lero offset ma-y occur 
ubcn transmitter Initiall^j preesoriied from atmaepher-lc to 
suppressed zero input End users notified. 

BERHERIAN* M J Faeboro Corp 83/09/30 Dlrertor'i* Office* Office 
of Inspection and Enforcement iipp. 20631 064 24X 

riche 30-000* a3/09/30, 8310070301 


9310120330 Forwards LERs 83~060/03L-0. 83-061 /03L~0* 03-<J37/O3U-O 4c 
e 3-030/031.-0 W/o LER B3-O30/O3L-O 

CLAYTON. F.L Alabama Power Co 83/10/04 Region 2t Office of 
Director Ip 20699 317 24X Flche 50-348.03/10/04*0310150350 


— B3101S0371 LER a3-037/03L^0- an 030907. battery bank 2A declared 
inoperable Caused by decrease in voltage on cell 56 below 
Tech Spec 3023 re^ulremente Cell t leaned & charged 9ys 
restored 

HAIRSTON. U 0 Alabama Power Co 83/10/04 Region 2. Office of 
Director. Ip 20699 320 24X Ficbe 50-34B, 83/10/04, 93101 2O350 


8310270061 Forwards LERs e3-04O/03L-0 63-04 1/03L-0 

CLAYTON. F L Alabama Pcuer Co 03/10/10 Region B* Office of 
Director Ip 20924- 194 SAK Flche- 30-364* 83/10/10* 0310270061 


—0310270108 LER B3-040/03L’-D on 030910. during performance of RGB 
pressure iiolitlon valve leak test. check valve OSEllVODiA 
declared inoperable when valve found leaking escessivelg 
Caused by Incomplete contact between valve disc 6 seat 
NAinarON. H o Alabama Power Co 03/10/10 Region 2. Office of 
Director Ip 20924 195 24X FI c he 38-364. 83/ 10/18. 8310270061 


—8310270115 LER B3-O41/0DL-O on 830921. instrumentatJ on channel 
associated u/RCP bus underfreguency relay A declared 
Inoperable due to response time being 1.64 s above Tech Spec 
of O, 6 s Caused by dirty contacts 

HAlRSTDNrlf 0 Alabama Power Co 03/10/18 Region 2. Office of 
Director. Ip 20924 • 196 24)( Fic he 50-364* 83/10/18* 0310270061 


DOCKET 58-366 EDWIN I HATCH NOCLEAil PLANT. UNIT 2 


F Security* iftiillcal. emirgency L fire protection plans 


8310040351 Forwards technical support ctr L emergency operations 
facllitv floor plens* route maps to emergency response 
facilities It tflepbone listings Reguests update of info b 
submittal of pfrsennet access documents 

DANCC*H C Division of Project & Resident Programs 03/09/12 
KELLY* R,J Georgia Power Co 0pp. 20620 323 24X 

Flche 50-321,03/09/12.8310040331 


0310040356 Ack receipt of 030912 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/03-17 L 
30-366/03-17 

LEWIS. R C Diviilon of Project f Resident Pragrami 03/09/19 

KELLY* R.O Oeorgia Power Go Ip 20623 304 24X 

F i c h e . 50-321 . 03/09/ 1 9. 831 0040356 


—8310040499 IE Insp Repti 50-321/03-17 L 50-366/03-17 on 030523-27, 
NoncoMpl lance noted. failure to dispose of radwasta per 
10CFR20 301. 

KAHLEjJB Region 2, Office of Director 03/06/20, 7pp 
20625 312 24 X Fiche' 50-321* 03/09/19. 6310040336 


8310170741 Releases public version of revised emergenev plan 
implementing procedures. 

FE-LTON* %J. M. Division of Rules and Rscords. 83/10/06 Document 
Management Drench, Ip 2079/* 272, 24X Flche* 50-321* 83/10/06. 

0310170741 


-'*•0310170743 Forwards public version of revised emergency plan 
implementing procedures* including Procedures HNP-a034 re 
contaminated tool storage 8c control 8( HNP-4061 re emergency 
notification network 

NIX*H C . SOffRELL. E C Oeorgia Powot Co 03/09/16 Office of 
Nuclear Reactor Regulation* Director 4pp 20797 273 D4X 
Fiche 50-321. 03/10/06* 8310170741 


— S310J70746 Public version of revised emergency plan implementing 
procedures, Inc Lud Ing Procedures HNP -0034 re c ontam i nat e if 
tool storago 8. control 8. HNP-4P61 re emergency notification 
network 

OREEHC. T , RGOERB* W H * NIX.H C Georgia Power Co 03/09/14 
26pp 20797 277 24X Fiche 50-321*83/10/06*8310170741 


8310270012 Forwards IE Safeguards Insp Repts 50-321/93-26 6 
30-366/63-38 on 830926-30 No noncompliance noted 
DANCE. H C Division of Project 8. RsBident Programs 63/10/20 

KELLY. R J oaorgla Power Co 2pp 20V24 331 24X 

Fiche 50-321,03/10/20.9310270013 


—8310270033 I£ Safeguards Insp Repts 30-321/03-26 te S0-366/83-3B an 
030926-30 No noncompliance noted Major areas inspected site 
or f eniation. rsvl ew of security plan tt procedures 8. security 
organization Details withheld (ref 10CFR73 2l> 

HALL. B L Region 2, Office of Director 03/10/20 Ip 
20924 333 24X Fiche 50-321.03/10/2010310270012 


0 Adjudicatory corrpap nnd ence 


8310100364 Forwards info re util questioning of validity of notice of 
violation for violating 10CPR20 301 Dtil requested official 
Interpretation L claimed NRC transferred regulatory 
authority to State of SC 

LlEOERMANtJ Regional Dperatlons & Enforcement Division 03/10/13 
0LhSTEAD*D Regulations Division 32pp 20803 044 S4X 
Flche 50-321*03/10/13.0310100364 


J Insurance it indemnity information 


0310030301 Forwards Endorsements 01 it 02 to NELIA Policy hF-2i5 tc 
Endorsements 66 L 67 to MAELU Policy MF-70 

FIELDER, J Marsh it McLennan. Inc 03/09/26 SALT Z MAN. J Assistant 
Director For State & Licensee Relations 5pp 20591 008 B4X 
Flche. 50-321. 03/09/ 26* 0310030301 


P Operating license stage documents 8. correspondence 


8310110442 Informs that commitment to add high radiation signal for 
purge li vent valve isolation meets requirements of 
NURE(l-0737, Item IF E 4 2 7, "Primary Containment High 
Radiation to Close Vent S< purge Valves " 

8T0LZ, J F Operating Reactors Branch 4 03/09/29 BECHMAN. J T 

(Jeorgia Power Co Bpp 20706 31? 24X Fiche 50-321,03/09/29* 

0310110442 


8310070'a64 Forwards proprietary "Di esden 2/3 Nuclear Oencrating Plant 
Suppression Pool Temp Response," "El Hatch Nuclear Pouer 
Btation Units S it S Suppression Pool Temp Response" 8< Mark 
I B30825 meeting viouigraphs Repts withheld <ro# lOCFRP 790) 
PFEFFERLEN. H. C General Electric Co 83/09/30 VASSALUO. D D 
Operating Reactors Branch 2 61pp 20811 292 21X 

Flche 30-000, 03/09/30* 8310070264 


0310070287 Requests that 010226 Itr re proposed Tech Spec changes 
concerning scram discharge sys be superseded by 030919 
lubml ttal 

G8CWA. L T Oeorala Power Co 03/10/03 STOLZ. J F Dpurating 
Reactors Branch 4 Ip 20655 162 24X Fiche* 50-321. 03/10/03, 

0310070207 


0310140341 Provides schedule for plant outages Si activities associated 
w/roclrculation piping in»p required by IE Bulletins B2-03 8* 
BD-OB.as discussed at 830920 meeting w/NRC Replacement of 
piping planned for Unit 2 Vieuigraphs end 

NIX*H C Oeorgia Power Co 03/10/05 STOLZ, J F Operating 
Reactors Branch 4 23pp 20761 345 B4X Fiche 90-321,03/10/09. 
0310140241 


0310170103 Notifies that plant being developed for rep lacement/lnep 
off main recirculation stainless steel piping during outage 
tentatively scheduled to begin Uan 1904 Summary of plans 
provlda tf. Proposed outline end 

NlX.H C Georgia Power Co 83/10/09 STOLZ, J F Operating 
Raaciors Branch 4 6pp 20707 105. 24X Piche 50-366, a3/10/0&i 

0310170183 
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0310120265 ^Application for am^nd to Liconsett DPR-57 & NPF-3 rovi^inQ 
Tech Specs transferring radiological effluent Tech Specs 
From App A to App Hiper 7Q1221 submittal Narked-up Tech 
Specs end 

HEAOtO r Oeorgia Potuer Co 83/10/06 STQLZrJ F Opeiatmg 
Reactors Dranch 4 iSSpp 20690 092 24X Fiche 50-321 r 03/10/06. 

0310120265 


8310310439 Responds to B309D7 request foi' mnd to NRC B30701 order 
confirming util commitments to Implement certain post-TMl- 
related items set forth in NUREG-0737 to extend completion 
date far Item 1 1 H 3 to 631201 Request acceptable 
STOLZ, J F Operating Reactors Branch A B3/10/14 DECKHAth -J 1 
Georgia Peuer Co 2pp 24X Fiche 50-321.83/10/14.0310310439 


— 0310310440 Order granting extension until B31201 to complete 
Ttem 1 1 Q 3. "Post-Accident SampUna '* Commitments on 
applicable NUREO-0737 requirements Ft om Generic L tr 82-05 
end 

ElSENHUTiD 0 Division of Licensing 03/10/14 Georgia Pouer 
Co 5pp 20965 164 24X Fiche 50-321,03/10/14.0310310439* 


0310210270 Application for amend to Licensee DPR-57 & NPF-S 
transferring radiological effluent Tech Spec from App B to 
App A 

DJWAi L T Georgia Power Co 03/10/17 STOLZ.O F Operating 
Reactors Branch 4 6pp 20846 290 24X Fiche 50-321,03/10/17. 

83102102/0 


— 031O21OS77 Proposed Tech Spec transfeiring radiological effluent Tech 
Spec from App B to App A 

» Oeorgia Power Co 03/10/17 I20pp 20046 296 24X 

Fiche 50-321.03/10/17,03102102/0 


— 0310210279 ETS for facilities 

• Georgia Power Co 03/10/17 21pp 20047 063 24X 

Fiche 50-331.03/10/17,03102102/0 


0310-270327 Application for amend to License NPF-5. consisting of Tech 
Spec change request revising applicability of limiting 
condition for operaticin of sys instrumentat ion associated 
w/coolifig 8c protection of fuel 

CAUSEV. J C Georgia Power Co 03/10/20 STDLZ.J F Operating 
Reactors Branch 4 2pp 20923 152 24X Fiche 50-366.03/10/20. 

0310270327 


— Q310270334 Proposed Tech Spec re cooling 8. protection of fuel in 
reactor vessel after removal of all fuel 
i Oeorgia Power Co 83/10/20 26pp 20923 154 24X 

Fiche 50 -366. 03/10/20.031 0270327 


8310310265 Notifies of possible problem re 10CFR50 49 equipment 
qualification deadline for electrical components of MPCl 
•control sys Problems first discovered on 630025 Extension of 
rulemaking deadline may be requested Util awaiting data 
OueWA. L T Ooorgia Power Co 03/10/24 8T0LZ. J F Operating 
Reactors Branch 4 2pp 20947 123 S4X Fiche 50-366.03/10/24. 
B310310265 


O Inspection reports. IE Bulletins h correspondence 


0310040012 Forwards IE Insp Repts 50-321/83-24 it 50-366/03-25 on 
030517-19 No noncompliance noted 

OANTCEjK C Division of Project & Resident Programs 83/09/08 
KELLY.B.J Georgia Power Co 2pp 20600- 113 24X 

Fiche 50-321,03/09/00.8310040012 


— 0310040042 IE Insp Repts 50-321/83-24 it 50-366/83-25 on 830817-19 No 
noncomp 1 i once noted Major areas Inspected licensee action 
on previous insp findings, followup on JE Bulletin 80-11 & 
review of bldg settlement data 

LENAHAN, J J Region 2. Office of Director CDNLON. T E Dlvition 
of Engineering it Operational Programs 03/09/06 4pp 20608 115 
24K Fiche 50-321.03/09/00,0310040012 


03100-40174 forwards IE Enforcement Conference Repts 50-321/83-2? It 
50-366/03-27 on 830010 

a 'REILLY, J P Region 2. Office of Director 83/09/15 KELLY. R* J. 
Oeorgia Power Co Ip 206Q8 222 24X Fiche 50-321.03/09/15. 

0310040174 


— 0310040178 tE Enforcement Conference Repts 50-321/83-22 & 50-366/03-27 
on 030010 Major areas discussed HSIY leahaga sys.HPCl mam 
flow valve tt ATU8 recirculation pump trip signal, 

DANCE. H C Bivtsion of Project 8< Resident Programs 03/09/12 
2pp 20600 223 24X Fiche 50-321.03/09/15,0310040174 


0310040356 Ack receipt of B30B12 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/03-17 ic 
50-366/83-17 

LEUI5.R C Division of Project & Resident Programs 03/09/19 

KELLY. R J Oeorgia Power Co Ip 20625 304 24X 

Fiche 50-321.03/09/19,8310040336 


— 8310040366 Resonds to NRC 030713 Itr re violations noted In IE Insp 
Repts 90-321/03-17 U 50-366/03-17 Corrective ac t ions- b o xes 
prepared for shipment elevated on one end u/drain plug 
removed for 24 h to allow for liquid drainage 

NtX.H C Georgia Power Co B3/0B/12 D'REILLV, J P Region 2. 
Office of Director 4pp 20625 309 24X Fiche 50-321.83/09/19. 

0310040356 


—0310040468 Forwards IE Insp Repts 30-321/03-17 k 30-366/03-17 on 
030523-27 Et notice of violation 

LEWIS, R C Division of Project L Resident Program* 03/07/13 

KELLY. R J Georgia Power Co 2pp 20625 309 24X 

Fiche 50-321,83/09/19.0310040356 


—0310040479 Notice of violation from insp on 030523-27 

# Region 2. Office of Director 03/07/13 Ip 20629 311 24X 

Fiche 50-321,03/09/19,8310040396 


—8310040499 IE Insp Repts 90-321/83-17 J. 50-366/83-17 on 030523-27 
Noncompliance noted failure to dispose of raduaste per 
10CFR20 301 

KAHLE.J B Region 2. Office of Director BARR.K P Division of 

Engineering it Operational Pragrams 03/06/20 7pp 20625' 312 

24X Fiche 50-321.03/09/19,9310040356 


031O2SO519 Poruiards IE Training Assessment Repts 50-321/03-23 
50-366/03-24 on 030002-05 No noncomp 1 lance noted 
LEWIS. R C Division of Project it Resident Programs 83/09/19 

KELLY. R J Georgia Power Co 2pp 20901 031 24X 

Fiche 50-321.83/09/19.0310250919 


— B3l 0250560 IE Training Assessments Repts 90-321/03-23 it 50-366/03-24 on 
83080-05 No noncomp I iance noted Major areas Inspected 
licensed L nonllcensed operator tra Ining. rtqualif icat ion 
programs 8, onshi f t/r«al-t ime training t, mgt training 
HEHL, C W . MYERS. 0 O . SKINNER. P H Region 2. Office Of Director 
03/07/15 iOpp 20901 023 24X Fiche 50-331.03/09/19.8310250519 


8300300340 IE Info Notice 03-61. "Alleged Use of Stand-Ins for Welder 
Qualification Tests " Sve list end. 

JORDAN. E L Divislart of Emergency Preparedness & Engineering 
Response (Post B30i03} 83/09/26 Consolidated Edison Go of New 

York. Inc Il7pp 20794 022 a4X Fiche 50-000.03/09/26.0300300340 


0300300342 IE Info Notice 03-62. “Failure of Redundant Toxic Oat 
Detectors Positioned at Control Room Ventilation Air 
Intakes '' Sve list end 

JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Post 030103 ) 03/09/26 Consolidated Edison Co of New 

York. Inc J16pp. 20777 210 24X Fiche 50-000,93/09/26.8300300342* 


8300300345 IE Info Notice B3-63, '•Potential Failures of yestlnghouse 
Type 8A“i Differential Relays '• Sve list end 
JORDAN, E L Division Of Emargency Preparedness t. Engineering 
Response (Post 83D103I 03/09/26 Consolidated Edison Go of New 

York. Inc U0pp 20770 001 24 X Fiche 50-000,03/09/26.0300300345* 


8308300349 IE Info Notice 03-64, "Lead Bhieldlng Attached to 
Safety-Related 8ys W/o 10CFR5O 59 Evaluation " Sve list 
end 

JORDAN, E L Division of Emergency Preparedness 6 Englnaering 
Response (Post 8301031 03/09/29 Consolidated Edison Co of New 

York, Inc ll5pp, 20716 324 24 X Fiche 50-000,03/09/29.8300300349. 


0310140241 Provides echeduJe for plant outages 6 activitlai associated 
w/recir cvlat i an piping Insp required by l£ Bulletins 02-03 it 
03-02. as discussed at 030928 meeting u/NRC Replacement of 
piping planned for Unit 2 Vlewgraphs end 

NIX.H 0 Georgia Power Co. 03/10/05 STOLZ, J, F Operating 
Reactars Branch 4, 23pp 2D76I 345 24X Fiche 50-321.03/10/05, 

0310140241 


8310170103 Notifies that plans being developed for rep lacament/lnsp 
of main recirculation stainless steel piping during outage 
tentatively scheduled to begin Jan 1904 Summary of plans 
provided Proposed outline and 

NIX.H C* Oeorgia Power Co 03/10/05 STOUZ, J* F Operating 
Reactors Branch 4 6pp 207B7 1 05 34X Fiche 50-366. 83/ 10/05. 

6310170183 


8308300370 IE Info Notice 03-65, "Surveillance of Flow in RTD Bypass 
Loops Used in Westlnghousa Plants " Sve list end, 

JORDAN. E L Division of Emergency Preparedness it Englnaertno 
Response (Post 030103) 83/10/07 Consolidated Edison Co of New 

York, Inc 76pp 20827 213 24X Fiche 50-000. 83/10/07. 830B300P7B 
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8300300792 IE Info Notice 03-66i "Fot^lifry at Argentine Critical 
Facility*" Svc list onci 

JORDAWj E L Division of emergency Preparedness Sr Engineering 
Response (Post 030103) 03/10/07 Consotldated Edison Co of Neu 

Vorit, Inc 79pp 20082 026 24X Fiche SO-DOO. 83/10/07* 8309300752 


030930073? IF Info Notice 03-67* "Emergency Use Respirator Hatl Defect 
Causes Production of Noxious Oases " Svc list end 
JORDANr E L Division of Emergency Preparedness 8< Engineering 
Response (Post B301031 93/10/11 Consolidated Edison Co of Ncui 

York, Inc ll7pp 21043 07S 24X Fiche 30-000i 83/ 10/1 1 , 8300300759 


03003007-61 IE Info Notice 03-60* "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " Svc list 
end 

UORDANi E L Division gf Emergency Preparedness |r Engineering 
Response (Post 630L03) Q3/10/n Consolidated Edison €a of Neu 

York* Inc* l2Qpp 20927 129 24X Fiche 50-000. 03/ 10/1 1* 830B300761 


0310100364 Foruards Info re util questioning of validity of notice of 
violation for violating 10CFR20 301 Util requested official 
interpretation E dalrned NRC transferred regulatory 
authority to State of EC 

LIEBERhANiJ Regional Operations Enforcement Division 03/10/13 
□LM3TEAD. 9* Regulations Division 32pp 20B03 044 24X 

FI Che 50-321. 03/10/13.0310190364 


83101809S1 Notification of 831021 meeting w/BUR licensees In Dethesda. 
MD to discuss future Insps for intergranular stress 
corrosion cracking 

MIRAOLlAiF J Assistant Director for Safetv Assessment 83/10/14 
ElSENHUTiD 0 Division of Licensing 5pp. 20823 359 24X 

Fiche- 50-000* 83/10/14.8310100551 


8310270012 Foritierds lE Safeguards Imp Repts 50-321/83-26 & 
90-366/03-20 an 030926-30 No noncamp 1 lance noted 
DANCE. H C Division of Project 8i Resident Programs 03/10/20 

KELLY. R J Georgia Pouer Co 2pp. 20?24 331 F4X 
Fiche* 50-321. 83/10/20. 8310270012 


■0310270023 IE Safeguarde Insp Repts 50-321/03-26 «. 50-366/B3-2B on 
030926-30 No none amp 1 1 ance noted, ffajor areas inspecte-tf site 
orl entatlon. revieu of security plan & procedures U security 
organization Details withheld (ref 10CFH73 21 > 

MALL.B, L j MCGUIRE. 0 R. Region 2* Office of Director D3/10/20 
Ip 20924*333 24X Fiche 50-321.83/10/20.9310270012 


R Periodic operating reports t< related correspondence 


8310190014 Monthly operating repts for Bept 1903 UI/B3O910 Itr 

CURTI9.C M . NIXjH C- Georgia Power Co 03/10/10, Director's 
Office. Office of Inspection and Enforcement Mpp. 20023 204 24X 

Fichi 50-321.03/10/10.8310190014 


8 Repertabl# occurrsncfs. LERs related correspondence 


8310210329 Responds to FOIA request for all documents re significantly 
high rate of squipment failures for OE DWR/4 rated at 2.436 
MM, Forwards App A documents Documents also available In PDR 
FELTON. J M Division of Rules and Records. 03/07/20 HAFNER, B. 
Suffolk Nuclear Study Oroup 2pp 20802 223 24X 

Fiche 90-000. 03/07/20. 8 31 02 J 0329. 


B2101B0246 Submits preliminary account of events associated W/820B25 
reactor trip Reactor tripped from 99X- power due to overpower 
condition on average power range monitor Caused by closure 
of or>e isolation valve an C main steam line 
RUBIN. B D Reactor Operations Analysis Branch 02/09/29 
8EYFRIT<K, V Reactor Op er at ions Analysis Branch 9pp 20082 24'9 
24X Fiche, 90-000. 03/07/29 . 831 02 1 0329 


1301100313 Evaluates LERi for Jul 1901 - Oct 1902 In support of 
upcoming 0ALP review LERs minimally adequate in narratlva 
sections. Large number considered mgt dofic i ency-relateil 
8EYFR1T. K. V Director's Office. 03/01/12 LEMZ8.R Division of 
Project if Resident Programs 5pf. 20802 229 24X 

Fiche. 90 -OODj 93/07/20.0310210329. 


)0303iB LER 03-001 /03L-0’ on 830B29( dur i ng performance af Procedure 
IP -2-3309, per mnne I determined HPCI turbine echaust 
aphragm pressure switch out of ca 1 ibr. Caused by instrument 
■tpaint drift, Bwltch rical Ibr. M/030922 Itr 

PPB, 0, D. . NiXfH, C Georgia Power Go 03/07/22. □ 'REILLY. J P 

gion 2. Office of Director. 4pp 20990 398 24X 

Che 50 -366. 03/09/22. 03 J 00303 1 0 


0310030319 UER 83-092/0'3L-0 on 830831. RIIR svc water pump 2A dcLlarcd 
inoperable after motor bearing began to overheat wh j 1 t 
trying to make up water to circulating water flume Caused by 
partially blocked cooling water lino U/830922 Itr 
TIPPS.S B , NIX.H C Gcorflia Power Co 03/09/22 O'REILLY, JP 
Region 2. Office of Director 4pp 20*^90 394 24X 

Fiche 50-366,83/09/22.8310030319 


8310030336 LER 03-O57/O3L-O on 830824. while pulling control rods during 
normal reactor startup. rod block monitor A gave rod out 
block when certain control rods selected Caused by component 
failure 14/030922 Itr 

TIPPS.S B . NIX.H C Georgia Power Co 83/09/32 O'nEILLV. J P 
Region 2. Qfflco of Director 4pp 20590 207 24X 

Fiche 30-366.83/09/22,8310030336 


0310030359 Updated LER 80-106/03X-1 on 000720. w/rcactor in cold 
shutdown. insp of drywall insulation revealed crystalline 
deposits around seams on sacrificial shield Cause unknown 
Investigation inconclusive W/030922 I ti 

TIPPS.S D , NIX.H C Oeorqia Power Co 03/09/22 Q'nEILLViJ P 
Region 2. Office of Director 4pp 20592 134 24X 

Fiche 50-366.03/09/22.8310030359 


B310030382 Updated LER B2-O0B/O3X-1 on 820806. control rod reed switch 
position indicator found inoperable Caused by failed rod 
position indication sys probe Probe replaced W/8309a2 Itr 
TIPPS.S B , NIX.H C Georgia Pourer Co 83/09/22 D'RCILLY.J P 
Region 2. Office of Director 4pp 20592 172 24X 

Fiche 3 0-366. 03 /09/ 22. 83 1 0030302 


G310030415 Updated LER 03-O71/O3X-1 on 030800. contro 1 rod drive low 
pressure alarm received for HCU 2CU-22-19 Accumulator 
pressure found low Caused by leaking EP-111 nitrogen 
charging valve Valve replaced M/030922 Itr 

T1PP8, S D . NIX.H C Georgia Power Co 03/09/22 O'REILLY. J P 
Region 2. Office of Director 5pp 20593 160 24X 

Fiche 50-366, 03/09/22. 031003041 5 


0310030433 LER B3~093/03L-0 on 030901 . remote reactor pressure indicator' 
SCS2-RO06 failed to indicate within 40 psig of control 
reactor pressure indicator aB?l-R004A ii declared inoperable 
Caused by setpoint drift Indicator calibr W/B30922 Itr 
TlPPB. S D ♦ NIX.H C Georgia Power Co 03/07/22 □ 'REILLY, J P 

Region 2. Office of Director 4pp 20602 099 24X 

Fiche 50-366,83/09/22,8310030433 


8310030442 LER B3-095/03L-0 on 030902, contro 1 rod drive hydraulic 
control unit 2CH-34-03 declared inoperable upon discovery 
af low accumulator pressure while investigating alarm 
Accumulator recharged t< alarm cleared M/830922 Itr 
TIPPS.S D , NIX.H C Georgia Power Co 03/09/22 O'REILLY. J P 
Region 2. Office of Director 4pp 20602 069 24X 

Fiche 90-366*03/09/22,8310030442 


0310030486 LER 03-O6O/O3L-O on 030023. RHR loop D min flow valve 
2E11-F007B found to have no position indication Caused by 
blown fuse in control circuit of valve, due to loose fuse 
holder Holder tightened k fuse replaced W/030922 Itr 
TIPPS.S D , NIX,H C Georgia Power Co 03/09/22 D'REJLLY, J P 
Region 2. Office of Director 4pp 20601 079 24X 

Fiche 50-366,83/09/22. 0310030406, 


0310030910 LER B3-079/03L-0 on 030630. during performance of HPCI pump 
operability procedure. HPC 1 bearing temp recorder indicated 
higher temp than allowed Caused by broken wire on HPCI 
outboard bearing temp element. Wire repaired W/830922 Itr 
TIPPS.S B , NIX.H C Georgia Power Co 03/09/22 O'REILLY. JP 
Region 2> Office of Director 4pp 20601 178 24X 

Fiche 90-366.03/09/22. 0310030510. 


B310040409 LER 83-052/03L-0 on 030031. drywel 1 particulate fission 
products monitor 2D11-K631 declared inoperable when counts 
per minute continually increased Caused by filter papei 
drive motor failure Motor replaced W/830927 Itr 
TIPPS.S 0 , NIX.H C Georgia Power Co 03/07/27 O'REILLY, d P, 
Region 2. Office of Director 4pp 20619 080 24X 

Fiche 50-366,83/09/27.0310040409 


031OO6OOJ1 LER fl3-094/03L“0 on 030901. during performance of Procedui e 
HNP-2-30B2. hydrogen/oxy gep analyzer A {2P33-P001A> found 
out of calibr Caused by setpoint drift Analyzer recalibr 
W/8309a7 Ur, 

TIPPS.S 8 . NIX.H C Georgia Power Co 03/09/27 O'REILLY. J P 
Region S. Office of Director. 4pp 20649 295 24X 

Fiche 50-366.03/09/27,8310060011 


0310120403 Revised LER 03-O49/O3X-t on 830016. during diesel generator 
manual start procedure. diasel generator 2R43-0OO1A failed to 
start par Tech Specs Caused by bent engine governor shutdown 
solenoid tc plunger, Dent parts replaced M/030930 Itr 
TIPPS.S B. , NIX.H C Georgia Power Co 03/09/30 O'REILLY. JP 
Region 2. Office of Director 4pp 20699 033 24X 

Fiche 90-366.03/09/30,6310120400 


DOCKETED ITEMS 


24S 


B3IO17-OS09 L€n B3-096/030-0 on B3090t, p l.mt porsonncl determined valve 
2E3S-F00IP would not open when ko4j lock control suiitch 
places] in test position Caused bij burned up motor Motor 
replaced 11/931009 Ur 

ITPPSjS D » JsliXiH C Georgia Power Co 83/10/05 D^RElLUVi J P 
Revlon Si- OPfire of Director 4pp S07B4 113 SAX 
F icho 50-3A6, Q3/lO/05i 8310170‘>07 


Q3L0170531 LEfl 83-097/03L-0 on 830913, plant personnel determined 
Uni CC-30 in panel 2mi‘'P6S7 open Cause unknown Standing 
order issued to pjevent rocunence W/03100& Itr 

TJPP3,S D , NiXiH C Georgia Power Co 83/10/06 O'REILLYp J P 
Rigion 2, Office of Director 4pp 20784 199 24X 

riQh0 50-366,03/10/0610310170931 


0310170584 Updated LER oa‘-06B/03X-l on 020707 8, 24i vol umetr Ic weighted 
average drywell air temp exceeded Tech Spec limit of 135 F 
Cau-i-ed by high ambient temp & failure of alternate chiller 
dans 0S b 9D hfeu chilling units Installed W/B3i006 Itr 
TIPPS. S a * NiXiK C Georgia Power Co 83/10/26 O'REILLY* J P 
R*Sian 3, Office of Director 4pp 20/80 233 24X 

Flche 90-366,83/10/06,8310170504 


0310250343 LER e3-0B6/O3L-0 on 030919, during performances of procedure 
HhP- 2'3101, reac tor vessel water low-low level Instruments 
2B21 -M025B. Switch S & 2D21-M825A, 8wi tch 1, failed to actuate 
properly Caused by setpoint drift 1>1/831014 Itr 

TIPPB.S n , NlXiH C Oeorgio F>owor Co 83/10/14 O'RCILLV* J P 
Region 2, Office of Director 4pp 20898 071 24X 

Flche 5^1-366.83/10/14, 8310290343 


0310290212 LER G3-100/03L-0 on 830926, during control panel uralkdowni 
diicovered that reactor vessel water level reorder not 
recardinq properly Caused by failed chart drive geiir 
Recorder Tepalred W/8310I7 Itr 

TIPP5.S B . NIXrM C Georgia Power Co 03/10/17 O'RErLLY, J P 
Region Si Office of Director 4pp 20093 319 S4X 
Fiche 50-366.83/10/17,8310290212 


8310290285 LER 0J~O99/O3L«O on 830925, wh 1 1 e performing Procedure 
KriP-S-3P82, hydrogen analyzer A would not callbr Analyzer 
panel & drywel I & torus recorder declared inoperable Caused 
by worn sample pump diaphragms 14/831017 Itr 

TIPPS.S U r NIX,H C Oeopgio Power Co 03/10/17 O'RElLLYrJP 
Region S, Office of Director 4pp 20896 001 24X 

Fiche SO- 366, QJ/JO/17* 03IO25O2B5 


8310250291 LER SS-OBS/OSL-O on B30922, opei at i one personnel determined 
RCXG percent demand Indication off On 630925, RCIC failed to 
reach rated flow it pressure Caused by setpoint drift High 
Current limiter adjusted H/631017 Itr 

TIPPB.S D r MlXiH C Georgia Power Co 83/10/17 O'REILLY, J P. 
Region 2* Office of Director 4pp 20095 343 S4X 
FUhe 50-366,83/10/17,6310250291 


8310250311 LER 03-OB3/O3L-O on 830922, during control locked valve 
Proce-dure HMP-514, nonlnterrup tab 1 e Instrument air supply 
valvos SP52 r459 it F460 found unlocked Caused by personnel 
error Valves locked in position W/B3I017 itr 

TIPPS.S 13 r NIX, H C Georgia Power Co 83/10/17 O'REJLLY, J P 
Ragi-on S. Office of Director 4pp 20P94 360 24X 

FKha 80-366,03/10/17. 6310290311 


0310250312 LER 83-06i/03L-0 on 630921 , during RCIC turbine exhaust 
djaphragni pressure instrument Procedure HNP-2-3414, 
ccnnvctlon line inadvertently broke off RCIC turbine D 
eihaust diaphragm pressure switch W/83l0i7 Itr 

IJPPB. 8 B . WIX. H C Georgia Power Co 83/10/17 O'REILLY, J P 
Raglon 2. Office ef Director 4pp 20898 020 24X 

Ficho' 50-366, 03/10/17, 0310250312 


031O25OSO6 LER B3-O90/O3L-O on 830924, 2011-02-27 I* 2C1 1-1 4-27 
accumulators declared inoperable following control rod low 
prossure or high level alarm Caused by leaking nitrogen 
charge valve Valve replaced 14/831017 Itr 

TlFpa, s D , NIX, H C Georgia Power Co 83/10/17 O'REILLY. J P 
Negton 2* Office of Director 5pp 20902.073, 24X 

Fiche 50-366,83/10/17,8310250506 


B3i025D06l RD on 031O1B* drywell equipment drain sump pump 2Qll^C006B 
became Inoperable w/redundant pump also inoperable Cause not 
stated Increase of 1 9 gpm unidentified leakage Into sump 
dra^Jn requested for □0-day period 

N1X.H C Georgia power Co. 03/10/19 BTOLZ, J F Operating 
Reactars Dranch 4 2pp 20896 072 24X Fiche. 50-366, 83/10/19, 

6310290061 


33I03I0236 LER B3-101 /03L-0! on 830927, reactor bldg exhaust vent 
ratfiattqn monitor D 2D11-K6090 indicated decreased 
sensitivity of OM lobe U/ODIOFO Itr 

TIFFS. a a , NIX,K C Georgia Power Co 83/10/20 O'REILLY, J P 
Region 2, Office of Director 4pp 20947 203 34X 

Fiche 50-366.83/10/20,8310310236 


8310310259 LER 8a-059/03L-0 on 830920, dur i ng scram recovery procedure, 
primary containment isolation valve for traversing in-core 
probe D would not close Caused by failed ball valve Ball 
valve rep laced, tested it returned to bvc W/031020 Itr 
TIPP3,3 B , NIX,H C Georgia Power Co 03/10/20 O'fiEILLY, J P 
Region 2, Office of Director 4pp 20947 163 24X 

Fiche 50-1366.83/10/20,8310310259 


03103102BO LER B3-106/03L-0 on 831001, after personnel backfilled torus 
water level transmitters 2T40-N021A Sc D, water level 
determined to be balow Tech Spec requiro-ment Caused by 
normal evaparation Ref legs backfilled 14/631020 Itr 
TIPPB.S B , NIX.H C Georgia Power Co 83/10/20 O'REILLY, J P 
Region 2, Office of Director 4pp 20961 206 24X 

Ficho 50-366,83/10/20.8310310280 


8310310363 LER a3-oa3/03L-0 on 030920. both recirculation pumps tripped 
Caused by packing binding inside reactor level Instrument 
2flai-N031B low pressure side manifold isolation valve Valve 
operated op en-to-c lose then c lose-'to-open W/031020 Itr 
TIFFS. B D , NlX.H C Georgia Power Co 03/10/20 O'REILLY, J P 
Region 2. Office of Director 4pp 20961 |17 24X 

Fiche 50-366,03/10/20,8310310363 


V Operator Examinations 


8310250519 Forwards IE Training Assrssment Repts 50-321/03-23 it 
50-366/83-24 on 830802-05 No noncompl lance noted 
LEWIS, R C Division of Project I, Realdont Programs 63/09/19 

KELLY, R J Georgia Power Co 2pp 20901 021 24X 

Fiche 50-321,03/09/19,8310350319 


—6310200560 IE Training Assessments Repts 50-321/03-23 it 00-366/83-24 on 
03OBO-OS No noncompliance noted. Major areas inspected 
llconsed & noiitlcensed operator tra ining , requal if icatlon 
programs & onshi f t/rea 1-time training & mgt training 
HEHL.C g , WATfiDN.L J Region 2* Office of Director 
PANCICRA. V W Division of Project Resident Programs 83/09/15. 
lOpp 20901 023 24X Ficho 50-321, 03/09/19.8310250519. 


DOCKET 50-367 OAIULY GENERATING STATION 


0 Adjudicatory correspondence 


03101 10378 Requests status rept on author fee petition 

UMICHER.J h Businessmen for the Public Interest WHICHER. J M 
Uhlehor, J M 83/10/05 PLAINE.H E Office of the General Cauneal. 
2pp 20665 327 24 X Fiche 50-367,03/10/05,0310110276 


DOCKET 50-360 ARKANSAS NUCLEAR ONE, UNIT 2 


F Security, medical, emergency fire protection plans 


0310060520 Forwards clarification of NRC positions on certain 
requirements of App R to 10CFI150 40 

BTOLZ.J F , miller, UR Operating Reactors Branch 4 83/09/14. 
griffin, li ft Arkansas Power Be Light Co Bpp 20663,139. S4X 
Fiche 50-313,83/09/14,8310060520 


8310030416 Eubmits addl Infe re mods to Fire Zones 2100-Z 8e SJOl-AA, 
per 830713 request for App R schedular exemp tion. Del Ivtry 
of pump switchgear expected in lat* Jan 1984 

MARSHALL, J R Arkansas Power tt Light Co 83/09/27, 8T0LZ.J. F 

Operating Reactors Branch 4, MILLER, J.R Operating Reactors Branch 

3 2pp 20593 166. 24X Fiche 00-313.03/09/27,0310030416 


8310060243 Releases public version of revised amergincy plan 
Implementing procedures 

FELTQN, J M Division of Rules and Records. 83/09/30 Document 
Management Branch. Ip 20660' 276 S4X Fiche 50-313,83/09/30, 
8310060243 


— 031DO6O25O Public varslpn of Rev 4 to Emergency Plen Implementing 
Procedure 1903,01, •'OrganI xatl on Sr Use of Emergency Plen 
Implementing Procedures” i( Rev 10 to Procedure 1903 10, 
“Emergency Action Level Response “ 

LEVINE* J M Arkansas Power 6 Light Co 03/09/19. 32pp, 

20660.277, 24X FIch# 50-313.03/09/30,8310060243. 


8310060997 Releases publtt version of revised emergency plan 

FELTON. J M Division of Rules and Records, 03/10/09, Document 
Management Branch. Ip. 20661.092. 24X Flcht 50-313*83/10/00, 

8310060597. 


— 8310060601 public virsipn of Rev 8 to emergency plan U/B30922 Itr. 
MARflHALLr J R Arkansas Power it Light Co 03/09/14 COLLINS* J.T 
Regiun 4^ office of Director. 56pp 20661*093 24X 

Fiche 50-313*03/10/00,8310060597. 
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0310230539 Hlfchdrauia request Por schedular e^empti□n until 830501 to 
todiplete installation of certain t h rated fire barriers 
Hods complated bij B304S2 

MARSHALL, JR Arkansas Poi^er St Light Co 83/10/07 BTOLZ, J F 

Oparatlng Reactors Oranch 4 HILLER. J R Operating Reactors Branch 

3 IP 20900 346 Fiche 30-313.03/10/07,8310250557 


0310140076 Forwards corrected Attachments 24 1 It 27 1 to IAEA design 
Info quaetionnalre for safeguards program submitted in 
830022 Itr 

MARSHALL. J R Arkansas PotJer & Light Co B3/i0/J0 EJSENHJT.D 0 
Division of Lirensing 2pp 20766 096 24X Ficba 50-368,03/10/10* 

8310140096 


0310190291 Releases public version of amend to enargency plan 

FELTON. J M Division of Rules and Records 83/10/14 Document 

Management Branch Ip 20840 143 24X FUbe 50-313.83/10/14. 

8310190291 


— B31D19D292 Public version, of Amend 8 to emergency plan 

« Arkansas Power Light Co 83/09/14 &Opp 20B4O J44 24X 

Fiche 50-313,03/10/14.8310190291 


8310190294 Releases public version of revised emert^ency plan 
Ifliple/ient ing procedure 

FELTQN* J M Oivielon of Rules and Records 83/10/14 Document 
Management Branch Ip 20841 341 24X Fiche 50-313,83/10/14. 

0310190294 


—8310190395 Public version of Rev 11 to Emergency Plan Implementing 
Procedure 1903 10, ''EmeTgency Action Level Risponse 
W/a31002 Itr i< receipt form 

LE7INE. J M Arkansas Power & Light Cd 83/10/01 70pp 
20841 342 24X Fiche 30-313,03/10/14,8310190274 


831D2S0274 Updates present status Sc describes tasks performed over 
previous 6 months per requirements of Oenerlc Ltr 82-33 & 

Suppl I to NUftEO-0737 re control room design review Figure 
2-2 end 

MARSHALL.*; R Arkansas Power b Light Co 03/10/20 FJSENHUl.D G 
Division of Licensing 4p p 20702 340 245C Fiche 50-313,83/10/20. 

8310250374 


J Insurence b indemnity information 


B31024003S Forwards Endorsements S3, 94 b 5S to MELIA Policy NF-210 & 
Endorsements 46 k 47 to MAELIP Policy MF~74 

MARSHALL. J R Arkansas Power b Light Co 83/10/12 DIMITZ, I 
Afsiftant Director for State b Licensee Relations 6pp 20881 353 
24X Fiche* 50-313, 83/10/12. 0310240033 


P Operating license stage documents b correspondence 


0310060402 Forwards MPDE0 Permit AROOOID92, effective 630606 - 06D705, 
per NRC 830311 ltr U util 830520 c onf Irrnat Ion. 

MARSHALL. J R Arkansas Power b Light Co 83/06/ ID CQLLtNB,*; T 
Region 4. Office of Director 3pp 20641 329 24X 

Fiche S0-3i3. 03/06/ iO. 83 1 0060402 


—0310060406 NPDES Permit AH0001392, 1 s sued to Arkansas Power b Light Co 
K HUDSON I M D Environmental Pratectinn Agency 63/05/06 28pp 
20641,332 24X Fiche 50-313,03/06/10,0310060402 


6310030337 Application to amend License NPF-6. chang tng Tech %ec 
4 6 4, 1 b b Table 3 3-9 re hydrogen anelyier calibr b remote 
shutdown panel instrumentation. respec tlve 1 y 

ORlFFiNiJ M Arkansas Power b Light Co 83/09/27 MILLER, J R 
Operating Reactors Branch 3 4pp 205V0 211 24X 

Fiche S0-36B, 03 /09/27 . 03 10030337 


■031OO3O34O Proposed Tech Gpec 4 6 4 I b b Table 3 3-9 re hydrogen 
analyser calibr b remote shutdown panel instrumentation, 
respectively 

» Arkansas Power b Light Co 83/07/27 4pp 20570 215 24X 

Fi ch e. 50-368. 83/09/27. 83 1 0030337 


0310030332 Updates 030520 request for extension of deadline for 
environ qual 1 f Ication of equipment Status of specific items 
enumerated. 

MARSHALL, J.R Arkansas Power b Light Co 83/09/20 STOLZ, J F 

Operating Reactors Branch 4 MILLER, J. R Operating Reactors Oranch 

3 4pp 20592 311 24X Fiche 50-313,83/09/28,8310030332 


0310110618 Summary of 030023 meeting u/util Ir Dethesda, MD re Tech 
Bpecs for reechanlcal b hydraulic snubbers Agenda b marked-up 
Tech Specs mcl 

V188IN0.0S Operating Reactors Branch 4 a3/09/3'0 Operating 

Reactors Branch 4 lOpp 20715.160 24X FI c he, 50-313. 03/09/30. 

0310110610 


8310120079 Forutards updated radiuloqlcal effluent Tech Hpecs h offsite 
dose calculation manual, per 030510 request Imp 1 ementation 
date of 850101 efitoblished 

BRIFFIN.,/ M Arkansas Power b Light Tn 83/09/30 ST0L7 ,Jf 
O perating Reactors Branch 4 MILLER, J R OpBrating Reactors Brarich 
3 3pp 20696 241 24X Fiche 50-013. S3/09/30, 0310120079 


— Q3J0120031 Revs to radio J og ic.i 1 effluent Tech Specs 

» Arkansas Power b Light Co 83/09/30 116pp 20696 2fl4 24* 

Fiche 50-313,03/09/30,03101200/9 


— G3J01S00B3 Revs to offsite dote calculation manual 

» Arkansas Pouiqr b Light Co 83/09/30 99pp 20696 360 24X 

Fiche 50-313, 83/09/30, 83JOJ20077 


BD10I30097 Forwards nonpropr iotary b proprietary responses to 63t>[f02 
telcon request for add! info re proposed Tech Spec change 
concerning in-core detectors Affidavit one 1 Proprietary 
rept lulthhold (ref 10CFR2 790) 

ORIFFIN.J M Arkansas Power b Light Cn 83/09/30 MILLER, JR 
Operating Reactors Branch 3 lOpp 20725 277 24X 

#^iche 50-368,83/09/30.0310130097 


— 8310130107 Noiipropr letari; "Responses to NRC Ouestions re Arkansas 
Nuclear Unit 2 Cyd® 3 Tech Spec Change " Proprietary info 
deleted (ref J0CFR2 790) 

• Combustion Engineering. Inc CEN-SSf. ( A>-NP 03/00/31 5pp. 
20723 287 24X Fiche 50-368, □3/09/30. 031 0130097 


8310210000 Requests remittance of fee due for 030215 app I Ication i e 
deletion ef terrestrial monitoring programs within 15 days 
MILLER. W O Lic-etise Fee Management Brunch 83/10/17 GRIFFIH.J M 
Arkansas Pouier b Light Co Ip 20093 251 24X 

Fiche 50-313,03/10/17. 0310210000 


031O25OSB1 Advises of delay In providino addl info re NURE(}>0737, 

Item II O 3 concerning post-accident sampling sys, per 030714 
request. due to outage beginning ahead of schedule Info 
expected by 831025 

MARSHALL, J R Arkansas Power b Light Co 83/10/17 QTDLZ.J F 

Operating Reactors Branch 4 MILLER. J H Operating Reactors Dram h 

3 Ip. 20B98 362 24X Flchc 50-369,03/10/17.8310250201 


8310250333 Aidvlses of correction of CPC software d i screpancy, per D3t&ll 
telcon Mod will be performed prim to initial reactoT 
criticality for Cycle 5 b will not be contingent on schedule 
for other software changes 

MARSHALL. J R Arkansas Powoi b Light Co 83/10/18 MILLER. JR 
Operating Reactors Branch 3 Ip 20902 142 24X 

Fiche 50-360,03/10/10.0310250533 


Q Inspection reports, IE Bulletins b coi respondenco 


0310060020 Forwards lE Insp Repts 50-313/03-13 b 50-360/03-13 on 
830606-10 No none omp 1 lance noted 

SEIDLE. H C Region 4. Office of Director 03/08/01 ORlFFtN.J H 

Arkansas Power b Light Co 2pp 20647 156 24X 

Fiche 50-3ID, 83/08/01. 8310060020 


—8310060026 IE Insp Repts 50-313/83-13 b 50-368/83-13 on 030606-10 tij 
nsncomp 1 tance noted Major areas inspected action on previous 
vl ola t ions I ons i te radiation protection organ! latioti, staff 
qualifications b training, exposure control b ALARA program 
CHANEV.H D , HOLLEY, W L , MURRAY. D Region 4. Office of Director 
03/07/20 19pp 20647 139 24X Flfhe 50-313, 03/00/01. 031 OBfctX>ID 


83102SDJ53 Provides status of work accomplished in response to If 
Bulletin 79-02, "Pipe Support Base Plato Designs Using 
Concrata Expansion Anchor Dolts," b It Bulletin 79-14 
"Seismic Analyses for As-Duilt Safety Related Piping S'js " 
MARSHALL, J R Arkansas Power b Light Co 83/08/05 CClLIhSrJT 
Region 4, Office of Director Ip 20896 343 24X 

Fiche 50-313.03/08/05.8310250153 


0310130320 Forwards IE Insp Repts 50-313/83-15 b 50-360/03-15 on, 
930701-31 Mo noncumpl lance noted 

3EIDLE.W C Region 4. Office of Director 03/00/10 GRirPI/l-JH 
Arkansas Power b Light Co 2pp 20724 105 24X 

Fiche 50-313, 83/oa/lO. 8310130220 


—031013022^ IE Insp Repts 50-313/83-15 b 50-368/83-15 on 830/01-31 N» 
none amp I lance noted Major avoas inspected operational safety 
veri f IcAtion. survei 1 lance, maint b followup on previously 
Identified items 

CALLAN, L J . CUMMINS, J E , JOHNSON, W D Region 4. Office of 

Director 03/00/05 I2pp 20724 107 24X Fiche 50-313. 03/ 03/1 ^ 

8310130320 
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e3l0l3033O For wards IE Jnsp Repts 50 -313/B3--21 SO-^aAS/aa-ai on 

030B01''3l 8c notice af violation 

SEIDUEcW C Region 4* Office of Director B3/09/1& GRIFFIN. J M 

Arlansas Poii;er & Light Co 2pp 20/19 343 24X 

Fiche 50-313.03/09/16,0310130330 - 


— 03tOl3O3j3 Notice of violation from jnsp on 030801-31 

* Region 4. Office of Director 03/09/16 4pp 20719 345 24X 

Flche 50-313.83/09/16.0310130330 


--B31013O335 IE Insp Rcpts 50-313/83-31 & 50-369/03-21 on 830801-31 
hloncomp 1 i ance noted failure to properly identify calculation 
8s design change, to perform maint activities u/uritten 
procedure 8f to install electrical cables per procedures 
CALLAN. L J , CUMMINS, J E . JOHNSON, M D Region 4. Office of 

Director 83/09/15 llpp 20719 349 24X Flchc 50-313. 03/09/16. 

Q31 01 30330 


9300300340 IE Info Notice 03’-61» "Allegod Use of Stand-Ins for Nelder 
Oua] 1 f 1 cat i on Tests ’* Syc list end 

■JORDAN. E L Division of Emergency Ft eparedness 8( Engineering 
Netponse (Post 830103) 83/09/26 Consolidated Edison Co of New 

Yort, Inc n7pp 20754 022 24X Fiche 50-000.03/09/26,8300300340 


9308300342 IE Info Notice 03-62, "Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intakes '■ Svc list end 

•JORDAN, E L Division of Emergency Preparedness 6* Engineering 
fteaponse (Post 830103) 83/09/26 Consolidated Edison Co of New 

York. Inc 1 I6pp 20777 210 24X Flche 50-000,03/09/26,0300300342 


03-O83DO34S lE Info Notice 83-63. ‘‘Potential Failures of Nestlnghouse 
Type SA-1 Differential Relays " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
ftisponsE IPost 830103) 83/09/26 Consolidated Edison Co of Neui 

York. Inc llBpp 20778 001 24 X Fiche 50-000.83/09/26,0300300343 


8300300349 IE Info Notice 83-64. "Lpad Shielding Attached to 
Baf ety-Re J a ted Sys N/o lOCFRSO 59 Evaluation *' Svc list 
end 

■JORDAN. E L Division of Emergency Preparedness & Engineering 
Responsn IFost 830103) 83/09/29 Consolidated Edison Co of New 

York, Inc 1 ISpp 20716 324 24 X Fithe 50-000.03/09/29.8308300349 


03OB3OO376 IE Info Notice 83-63. "Surveillance of Flou in RTD Bypass 
Loops Used in Nestinghouse Plants " Svc list end 
JORDAN. E L Division of Emergency Preparedness Sr Engineering 
Response (Post 830103) 83/10/07 Consolidated Edison Co of Nctii 

York, Inc 76pp 20027 213 24X Fi c he 50-000. 03/10/07. 0300300378 


93OB30'O752 IE Info Notice 83-66. "Fatality at Argentine Critical 
Facility " Svc list end 

JORDAN, e L Division of Emergency Preparedness Sr Engineering 
Response iPost 030103) 83/10/07 Consolidated Edison Co of New 

York. I nr 79pp 20892 026 24X Flche 50-000. 03/10/07. 830B300752 


030 8300759 IE Info Notice 03-67, "Emergency Use Respirator Natl DeFecb 
Causes Production of Noxious Oases " Svc list end 
JORDAN. E L Division of Emergency Preparortness Sr Engineering 
nesponse (Post 930103) 83/10/11 Consol Idateif Edison Co of New 

York. Inc Il7pp 21043 07 5 24X Fir he 50-000.83/10/11.8300300759 


8308300761 lE Info Notice 83-68, "Respirator User Naming Defectlvo 
Self-Contained Breathing Appaiatus Air Cylinders " Svc list 
«nc ) 

JORDAN. E L Division of Emergency Preparedness Sr Engineering 
JResponse (Pnst 030103) 63/10/11 Consolidated Edison Co of New 

York, Inc 120pp 20027 129 24X Fiche 50-000. 83/10/11. 030B30076t 


R Periodic operating reports Sr related correspondence 


8310190045 Monthly operating rept for Aug 19B3 W/e307l5 Iti 

BRAMLETT. L S . MARSHALL. J R Arkansas Power U Light Co 03/09/15 
&A50ETT, H 3 Division of Data Automation Sc Management Information 
7pp 20823 224 24X Fiche 50-360.03/09/15.8310190045 


a Reportable occurrences. LbRs Sr related correspondence 


8310040330 LER a3-03B/03L-0 on 03O8i8. core protection calculator 
C^annel A placed in bypasss Sr Channel D tripped Caused by 
point identification Number 064 far channels reading less 
than min W/8309i9 1 tr 

ROGERS. P . MARSHALL. J R Arkansas Power Sr Light Co 83/09/19 
9EtDLE. W C Region 4. Office of Director 3pp 20617 275 P4X 
Fiche 50-368.83/09/19.0310040338 


8310040149 LER B3-040/03L-0 on 630831 . con tro 1 element assembly 47 
dropped to lower electrical limit Caused by blown fu&e 
Opened fuse r ep lac o d. curr ent traces taken Sr tightness of 
connections checked W/B3092O I tr 

ROGERS. P . MARSHALL. J R Arkansas Power Sr Light Co 03/09/20 
SEIDLE. W C Region 4, Office of Director 2pp 2060B 026 24X 

Fiche 50-360. Q3/07/20. B3100401 49 


8310040206 Corrected LER 03-O33/O3X-1 on 83OB20. during full power. Fire 
Door 274 to cable spreaiiing room had gap of greater than 
3/4 inch at bottom Caused bij improper installatian 
guidance New threshold plate installed M/fl30922 1 tr 
ROGERS, r . MARSHALL. J R Arkansas Power Sr Light Co 83/09/22 
SEIDLE.N C Region 4. Office of Director 2pp 20614 324 24X 

Fiche 50-360.83/09/22.8310040206 


8310030476 PND-IV-a3-029 on 930926. unit shut down due to inahlUtg to 
comply tu/Tech Spec action statement following discovery 
that station batterr^ 2011 failed quarterly surveillance teat 
on 830922 Conditlan not recognixed by mgt until B30926, 

JOHNSON, W D , CALLAN.L J Region 4, Office of Director 83/09/27. 
Ip 20601 066 24X Fiche 50-360.83/09/27^0310030476 


8310130100 LER 83-044/OlT-O on 030922. battery 2DU failed surveillance 
Reactor Shut down Corrective actioTis on phv»lcal battery 
impairment & admini s tratl ve failure un’der evaluation 
W/0 30927 Itr 

LEVINE. J M Arkansas Power & Light Co 03/09/27 COLLINS, J 
Region 4, Office of Director Ip 20724 325 24X 

Fiche 50-360,83/09/27,8310130180 


8310130283 LER 83-043/03L-0 on 030907. contract person pnsted for 
fire watch duty discovered asleep Individual awakened & 
relieved Disciplinary actions taken Fire watch policy 
expanded W/B30930 Itr 

ROOERS.P . MARSHALL I J R Arkansas Power & Light Co 83/09/20 
SEIOLE.V) C Region 4. Office of Director 3pp 20723 144 24X 

Fiche 50-360.83/09/30.8310130283 


8310100489 Updated LER B2-0a7/O3X-2 on 820216, teak discovered in weld 
for drain line of suction bladder of charging pump 2P-36C 
Caused by vibration-induced cracking Check of pulse 
Inflation added to preventative maint cycle W/B3D930 Itr 
ROOERS.P . MARSHALL. J R Arkansas Power (c Light Co B3/09/30 
SEIDLE.MC Region 4. Office of Director 3pp 2O0DO J 55 24X 

Fiche 50-368.83/09/30.8310180409 


0310100457 LER 83-041/03L-0 on 830B31.core protection channel D point 
Identification 008 read conservatively high Cause 
undetermined Evaluation will be performed to determine cause 
6 corroctivo action W/831003 Itr 

ROOERS.P . MARSHALL. J R Arkansas Power & Light Co 83/10/03 
SEIDLE. WC Region 4. Office of Director 3pp 20B01 344 24X 

Fiche 50-368,80/10/03.8310180407 


0310100529 Updated LER 83-008/03X-1 on 030207, during wal k down. fir e 
barrier deficiencies discovered On 831006. inadequate fire 
barrier penetration seals identified Caused by inadequate 
work controls Fire watch posted W/83I006 Itr 

ROGERS.!* . MARSHALL. J R Arkansas Power 8r Light Co 83/10/06 
6EIDLE. NC Region 4, Office of Director 4pp 20BD1 181 24X 

Fiche 50-360,03/10/06,8310180529 


8310180109 LER 83-044 /OlT-0 on 830926. 1) at ter y 2D1 1 failed quarterly 
surveillance test Caused by normal aging coupled w/ 
insufficient equal iiing charges SurvelHance procedure 
limits will be treated as Tech Bpec limits M/831010 Itr, 

MOEOOENBERO, 0. . MARSHALL. J R Arkansas Power 1, Light Ca 83/10/10 
SEIDLEihl C Region 4. Office of Director 3pp 20008 349 24X 

Fiche 50-360.83/10/10,8310100189 


8310310368 LER 83-042/03L-0 on 830913 U J 5. junction box far conduits in 
Fire Zone 3150 discovered open gap between floor h Fire 
Doors 340 6 267 exceeded acceptance criteria Caused by 
exclusion of loncs from installation specs H/B31012 Itr, 

ROOER0,P i MARSHALL, J R Arkansas Power li Light Co B3/10/J2 
OAOLIARDO.J E Region 4, Office of Director 3pp 20959 180. 24X 

Fiche 50-3601 83/10/ 13, 83103 1036B 
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F Security, medical, emergency It fire protection plons 


0310040511 Summarixes 830916 mgt meeting in Atlanta. GA re security 
barrier problems at facility 

□ 'REILLY. J P Region 2, Office of Director 03/09/21 TUCKER, H 5 
Duke Power Co ip 20623 096 24 X Fiche 50-369,63/09/81. 

031004051 i 


8310060265 Releases public version of revised station directive 

FELTON. J M Division of Rules and Records, 03/09/30 Document 

Management Branch Ip 20660 226 24X Fiche, 50-369, 83/09/30. 

G310060265 
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— B31CO&O560 Public version, of FTev 5 to Station Directive 3 S 
"Technical Support Ctr " W/03O7OA. I tr 

MCINTOSH. M 0 . TUCKEfT. H B Duke Power Co 83/06/24 DENTON, H S 
Office of Nuclear Reactor Flepulationr Director A DENS A M. E O 

Licensing Branch -4 6 pp ^0660 227 24X Fiche 50 - 3 A 9 , 83/09/30i 

03I006D?65 


B31007DJ34 Releases public version of revised crisis mgt plan 
implementing procedures 

FELTON. vl M Division of Rules and Record* 03/10/04 Document 

rtanaaement Uratich Ip S0670 001 34X Flche 50-000.03/10/04. 

0310070134 


—0310070143 Forwards public version revised crisis mpt plan 
iffipi emeni ing procedures. inclvJd Ing Procedures S 3 J rr 
recovery manager St immediate staff iroup plan ^ D 3 4 re 
sched ul Ins/planni ng support group 

TUCKER, H B Duke Power Co 03/07/06 DENTON. H R Office oF 
Nuclear Reactor Regulation. Director 3pp 20670 002 24X 

Ficbe 30-000. 03/10/04. 0310070134 


— 03lOO7Ol&a Public version oP revised crisis mgt plan Implementing 
procedures. inc Iwd ing Procedure 5 3 1 re recovery manager 
i ImmadiJte staff group plan 4# S 3 4 re sch edul ing/planning 
support group 

* Duke Power Co 03/07/01 457pp 20670 005 24X 

Fiche 30-000. 03/10/04, B3I0070134 


0310110413 Releases public version of revised emergeneg plan 
Implementing procedures 

FELTON. J M Division of Rules and Records B3/I0/03 Document 
Nanagetnent Branch Ip 20714 001 24X Fiche 50-369.03/10/05. 

0310110413 


—0310110410 Forwards public version of revised Emergency Plan 
Implementing Procedure 0P/1/A/62OO/4B re operation of 
poi t-acc i dent liquid sample sys & Stotlon Directive 
S 0 5 re news releases 

TUCKER. H 0 Duke Power Co 03/06/14 BENTON, H R Office of 
Nuclear Reactor Regulation. Director ADENSAM. E 6 Licensing 
Branch 4 Ip. 207J4 002 C4X Fiche 50-369.03/10/05,0310110413 


—0310110421 Public version of revised Ei^ergency Plan Imp 1 ementing 
Procedure OP/l/A/bBOO/dB re operation of pus t-acc ident 
liquid sample 1. Station Directive 2 O 5 re news 
releases 

riCCONNELL, T L , BEAVER, B Duke Power Co 83/05/16 21pp 
20714 003 24X Fiche 50-369, 03/1 0/05, 03101 10413 


T310110072 Releases public version of revised emergency plan 
implementing procedures 

's'gLTOM. J M Divieioh of Rules and Records B3/10/07 Document 
'anagement Branch Ip 20709 006 24X Fiche, 30-369. B3/10/07. 

non 007 a 


10110077 Forward! public version of revised emergency plan 
Implementing procedures, i ncluil ing Procedures HP/O/B/1009/02 
r# alternate method for determining dose rate within reactor 
bldg «< PT/0/ A/ 4600/06 re exercises Ir drills. 

TWCKERfH B. Duke Power Co 03/00/30 DENTON. H R Office of 

Nuclear Reactor Regulation. Director ADEN0AW. E C. Licensing 

Branch 4. 2pp, 20709 007 24 X Fiche 50-369# 03/J 0/07, 031 01 1 0072 


83101 10079 Public version of revised emergencfi plan Implemanfcing 
proe edores. I nclud Ing Procadurea HP/0/B/IOC9/OS re alternate 
method for determining do»e rate within reectpr bldg & 
PT/a/A/4600/06 re exercises U drills 

OLDWER, M 0. I MCCONNELL. T L Duke Power Ca. 03/00/05 71pp 
20709.009 24X Fiche 50-369. 83/10/07, 03|OJ 10072 


'0100444 Responds to request for crisis mgt ctr staff to participate 
emergency ixerclses at same frequency aa technical 
jport ctr staff Crisis ngt team will he activated In 
l-scale exercise Involving full state participation 

Duke Power Co 03/10/10, BENTON. H R Office of 
Lear Reactor Regulation, Director »pp 20802 J2l 24X 
1 # 50-000. 83/10/10. 8310180444 


'0416 forwards Rev 5 to security training 4< qual i f Icatian plan 
' withheld <r*f 10CFR73 21 > Plans will be updated to 
lude changes ^ „ 

KER, H B. Duke Power Co 03/10/10. □ 'REILLY. J F Region 2. 

ice of Director Ip 20939 303 a4X Fiche’ 50-369, 03/10/ 1 0. 
0310416 

50635 Informs thet periodic eveluation of QALP complete Hept 
roved, 

ElLLViJ. P Region 2. Office of Director^ 83/10/17 TUCKER. H B 
e Power Co. 3pp. 20900.205 a4X Fiche 50“000i 03/10/17, 

0S5O6O5. 


— 8310250652 6 ALP Rep ta 50-269/83-17, 50-270/03- 17. 50-20//B3-1 /. 

50 - 369/03-24, 50-370/83-32. 50-413/03-14 L 50-414/03 13 for 
June 1902 - Apr 1903 

* Region Si Off ice of Djiertor B3/0Q/02 ‘ 76 pp 20900 211 T'lK 

Fiche SO-000, 03/10/17. 0310250635 


8310270026 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M UiviBion of Rulos and Feecoi ds 83/10/20 Document 

Management Branch Ip 20942 01 B 24X Fjcho 50-369.83/10/20, 

0310270026 


— 8310270136 Forwards public version op levisod station directives t> 
Change 2 to Emergency Plan Implementing Procedure 
OP/ 1 /A/6200-/ 49 re post-accident liquid sample ays 
TUCKER, H B Dv>t« Power Co 03/10/06 OENTDNi M R Office of 

Nuclear Reacter Regulation, Director AUENSAM. C 0 l.iccnsiriq 

Branch 4 Ip 20942 019 24X Fiche 50-369. 83/10/30, 031 02/00l’6 


— 0310270146 Public version of revised station dirertivcs L Change £ 
to Emergeni-y Plan Implemontinq Procedure QP/ 1 /A/6200/4B re 
pus t-acc idpnt liquid sampjo sqs 

MCCONNELL, T L . BEAVER. B Duke Power Co 83/09/2? 3?pp 
30942 020 P4X Fiche 50-369. D3/10/20, Q310270026 


J Insurance «, iTufemnity information 


0310210312 Forwariia Endorsement 28 to NBtiA Policy Nr-24a L Endorsement 
23 to MAELU Policy MF-lOl 

LAWSON. L T Duke Pouior Co 03/10/17 SALT/MAW. J MIK. - Nn 
Detailed Affiliation Given 20051 0/6 24X 

Fiche 50-369,03/10/17,0310210312 


P Operating license stag* documents U cot rospondencr 


8310040368 foruaids proprietary "MtOuire Pont-Mod Steam C’BTtqrfitoi lube 
Vibration Monitoring Program, " preliminary rep t, eummar 1 x inq 
results of May--June 1983 steam generator tests Rept 
withheld Iref lOCTHa 790) 

T\JCV.En»» B Duku Power Co 83/00/02 DENTON. H R Office of 

Nuclear Reactor Regulation. Director ADENSAM. E 0 LicensJna Brflfith 

4 2pp 20620 333 24X FiCho 50-369.83/09/02,8310040360 


6310040474 Application to amend Licenses NPI — 9 L NPF-1 7, changing lech 
Specs to increase upper limit for containment lower 
compartment to 125 F for up to 70 cumulative days provided 
lower compartment temp less than ISO F 

TUCKER, H D Duke Power Co 03/09/22 DENTON. H R Uffitt of 
Nuclear Reactor Regulation, Pirectoi ADENSAM E & Llcensinq Branth 
4 3pp 20622 308 24X Ficbc 5(3-369. 83/07/22. 83100404/4 


— 8310040492 Proposed Tech Specs increasing upper llmil for cunfcaiiimpnt 
lowar compartment to 125 F for up to 90 cumulative days per 
calendar yr provided lower compartment temp ovoraged over 
previous 365 days less than 120 F 

a Duke Power Co 03/09/22 3pp 20622 311 t’4X 
Fiche 50 - 369 . 03 / 09 / 29 , 8310 ( 3404/4 


6310030604 Forwards QER re response to Generic Ltr 01-21. "Natural 
Circulation Coeldown, " Upon acceptable implementation of 
emergency response gwlrfoHnoe, procedures will be adequate 
to perform safe natural ciTCUlation cooldown 

NOVAK. T M Assistant Director for Licensing 83/09/23 PARRIS.H B 
Tennessee Valley Authority 2pp 20607 2QB 2AX 
Fiche 50-000. 03/09/23. 83 1 0030604 


— 0310030607 SEP accepting 011201 response to Generic Ltr Bl-at< "Natural 
Circulation Cooldown *' 

e NRC - No Detailed Affiliation Oivun 03/09/23 0PP 
20607 290 a4X Fiche 50-000.03/09/23.0310030604 


B310050076 Concurs w/d i ssulufci on of Model D3/D3 Steam Generator UtiJ 
Design Review PanaJ Pond work complott 
NOVAK, T M Assistant Director for Licensing 83/09/20 
DLACKLEY.S K DesiSn Review Panel Spp 20650 165 24X 

Fiche SO-OOO, 03/09/23. 8310050076 


0310190199 Forwards safety evaluation re util response to Generic Ltr 
81-21 ‘^Natural Circulation Cooldown " Upon acceptable 
imp 1 emantation of emergency response g«i de 1 ines. procedures 
adequate for «*fe natural circulation cooldown 

NOVAK. T M Assistant Director for Licensing 03/09/30 TUtKER.H U 
Duke Power Co SpP 20830 098 24X Fiche 50-000.83/09/30, 

031019019? 


—0310190200 SER re response to Generic Ltr Bl-21 "Notuiel Cliculatior 
Cooldown '♦ Roftponie acceptable, 

m NRC - No Detolle-d Afflllatian Given 03/09/30 0pp 
20830-100 a4X Fiche 50-000,83/09/30.0310190199 
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8310170710 Forwards Amends h 25 to Licenses NPF-9 U UPF-17, 
respectively safety evaluation Amends authorize 
maintaining hat standby conditions lu/o preceoding to cold 
sSutdawn for Unit i 

AOEh23AH. E 0 Licensing Branch ^ 03/10/06 TUCKER. H R Duke Pobiei 

Co 2pp 2079B 134 24X Fiche 50-369. B3/ 10/06, 8310170710 


8310250014 Ack receipt of B30I310 3 tr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-369/83-26 tc 
30~3707B3-33 Evaluation of radiation hazard associated ui/ 
transfer of neutron source adequate Violation withdrawn 
O'REILLV', J P Region 2* Office of Director 03/10/07 TUCKER. H B 
Duke Power Co 2pp 20701 279 24X Fiche 50-369. 03/10/07. 

B3102S03L4 


— 9310170719 Amends 24 5 to Licenses NPF-'9 S, NPF -17, rrspec ti veJ y. 

autharliing maintaining hot standby conditions u/o 
proceeding to cold shutdown for Unit 1 

ADENSrtM.E G Licensing Branch 4 83/10/06 7pp 20790 136 ?4X 

Ficho 50-369.03/10/06,83101/0710 


B310170736 Safety evaluation supporting Amends 24 5 to Licenses NPl — V 

tt WPF-I7f respoc ti vcl y 

a Office of Nuclear Reactor Regulation, Director B3/10/06 2pp 
20793 143 24X Flche 50-369.83/10/06,0310170710 


B3]OHOSO'5 Forwards offsite dose calculation manual, Rev 2 Rev corrects 
typographical errors 8« updates meteorological info 
T STOKER, H B Duke Power Co B3/10/07 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAH. E 0 Licensing Branch 

4 ip 20762 349 34X Flche 50-369. 03/10/07, B3t0140203 


^'83]i(M4D207 Offsite dose calculation manual. Rev 2 

SfEHARTiJ K Duke Power Co 03/09/30 6pp 20762 350 24X 

Flche 30-369,03/10/07,8310140205 


6310210131 Responds to 830901 request that rod control sys Interim 
operating restrictions be removed based on acceptable 
results from recent unit ^ cycle specific analysis Agrees 
that restrictions no longer apply for first cycle 

IIOVAK. T M Assistant Director for Licensing 83/10/18 TUCKER, M 11 
Duke Power Co 2pp 20003 327 24X Flche 50-369i 83/ 10/10, 

0318210131 


&310-2B0037 Forwaids Amends 6 & 25 to Licenses NPF-9 8< NPF-17, 
r espec t ivaly. safety evaluation & request for FR publication 
Ajiendv authorire transfer of spent fuel between Units 1 6 2 
ADENSAK. E 0 Licensing Branch 4 83/10/19 TUCKER, H D Duke Power 

C» 3pp 20964 120 24X Ficho 50-369. 83/ 10/19, 8310280037 


Q Inspection reports, IE Bulletins & correspondence 


—8310230524 Responds to NRC 030711 Itr re violations noted in IE Insp 
Repts 50-369/83-26 b 50-370/03-33 Violation re failure to 
perform adequate neutron radiation survey denied Sound 
health physics judgment used 

TVCKER.H B Duke Power Co Q3/O0/1O □'’REILLY. J P Region 2, 
Office of Director 3pp 20901 201 24X Fithe 30-369,03/10/07. 

B310250DJ4 


— 0310250530 Forwards IE Insp Repts 50-369/03-26 8» 50-370/03-33 on 
030606— to 6 notice of violation 

LEWIS, n C Division of Project it Resident Programs 03/07/11 
TUCKER. H D Duke Power Co 2p p 20901 204 24X 

Ficho 50-367.83/10/07.0310250514 


— 0310250534 Notice of violation from Intp on 830606-10 

a Region 2, Office of Director 03/07/U Ip. 20901 206 a4X 
Flche 30-369. 83/10/07, 8310250514 


—0310250540 IE Insp Repts 50-367/83-26 fc 50-370/03-33 on 830606-10 
NoncompliancB noted failure to perform adequate neutron 
radiation survey to evaluate extent of radiation hazards 
present prior to permitting worker entry. 

COLLIWa. T R . BARR. K P Region 2, Office of Director 83/06/28 
6pp 20901 287 24X Fiche 50-367.83/10/07,8310250514 


B3O03OO759’ IE Info Notice 03-67. ’’Emergency Use Respirator M*tl Defect 
Causes Production of Noxious Oases " Sve list end 
JORDAN. E L Division of Emergency Preparedness fc Engineering 
Reaponso CPost 830103> 83/1-0/11 Consolidated Edison Co of New 

York, Inc U7pp 21043 075 24 X Flche 50-000.83/10/11,8300300759 


0308300761 IE Info Notice 03-68, "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders *' 8vc list 
enc 1 

JORDAN, E L Division of Emergency Pr eparedness fc Engineering 
Responee CPost 8301031 83/10/11 Consolidated Edison Co of New 

York. Inc 120jip 20827 129 24X Fi che. 50-000. 83/ 10/1 1. 8308300761 


8310250580 Act receipt of 030810 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-369/03-26 S. 
50-370/83-33 Acceptability of response under review 
LEVIIS. R C Division of Project 8. Resident Programs 83/08/29 
TUCKER, H B Duke Power Co Jp 20900 352 24X 

Flche 50-369,83/00/29.0310250000 


8310250635 Informs that periodic evaluation of 8ALP complete Rept 
approved 

□ ’'REILLY, JP Region 2, Office Of Director 83/10/17 TUCKER, HB. 
Duke Power Co Gpp 20900 205 24X Fiche 50-000.03/10/17, 

8310250635 


8308300340 lE Info Notice 63-61, ’’Alleged Use of Stand-Ins for Welder 
Oual 1 fi cation Tests ” Sve list end 

JDltDAN.E L Division of Emergency Preparedness 6 Engineering 
Response iPost 830103) 83/07/26 Consolidated Edison Co of New 

York, Inc 117pp 20754 023 24X Flche 50-000,83/09/26.8308300340 


0308300342 lE Info Notice 83-62, ’’Failure of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
intakes ’’ 8vc list end 

JORDAN, E L Division of Emergency Preparodnoss & Engineering 
Response fPost 030103) 83/09/26 Consolidated Edison Co of New 

York, Inc I16pp 20777210 24 X Fit h e. 50-000. 03/09/26. 8308300342 


830B300345 IE Infu Notice 83-63, ’’Potential Failures of Westlnghouse 
Typo BA-l Differential Relays ’* Svc list end 
JORDAN, E U Division of Emergency Preparedness in Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison Co of New 

York, Inc ilBpp 20778 QOl 24X Flche 50-000.83/07/26.8308300345 


8308300349 IE Info Notice 83-64, ’’Lead Bhielding Attached to 
Safety-Related ays W/o 10CFR50 59 Evaluation " Bve list 
enc 1 

JORDAN, E L Division of Emergency Preporedness It Engineering 
Response (Past 830103) 83/09/29 Consolidated Edison Cp. of New 

York, Inc 115pp 20716 324 24X Flche 50-000,83/09/29.8308300347, 


6308300378 IE Info Notice 83-65. ’’Surveillance of Flow In RTD Bypass 
Loops Used in Westinghouse Plants ’* Svc list end 
JORDAN. E L Division of Emergency Preparedness h Engineering 
Response (Post 030103} 83/10/07 Consolidated Edison Co of New 

York. Inc 76pp* 20027 213 24X Ficho 50-000.83/10/07,8300300378 


830B3OD752 IE Info Notice 83-66. "Fatality at Argentine Critical 
Facility,” 9vc list end 

JORDAN. E L Division of Emergency Preparedness It Engineering 
R««ponse (Post 030103) 83/10/07 Consolidated Edison Co ef New 

York. Inc 79pp, 20002 026 24X FI the. 50-000, 83/10/07, 0308300752 


—0310250646 Forwards SALP ftopts 50-269/83-1 7. 50-270/03-17. 50-287/03- 17. 
50-367/03-24.50-370/83-32.50-413/03-14 U 50-414/83-13 for 
June 1782 ' Apr 1903 

LEWIS. R C Division of Project h Resident Programs. 83/08/02 
TUCKER, H B Duke Power Co 3pp 20900 208 24X 

Fiche 50-000.83/10/17.8310250635 


—0310250652 SALP Repts 50-269/83-17, 50-270/03-1 7. 50-287/03-17. 
50-369/03-24, 50-370/83-32.50-413/83-14 t( 50-414/03-13 for 
June 1702 - Apr 1903 

* Region 2, Office of Director 03/00/02 56pp 20900 211 24X 

Ficho, SO-000. 83/ 1 0 / 1 7« 83 1 02 5063 5 


--8310250665 Responds to 830802 Itr re SALP board rept Rept incomplete b 
premature In certain areas In general, util endorses 
observations re facility performance. 

TUCKER, H B Duke Power Co 03/08/29 Q'REILLY. J P Region 2, 
Office of Director 2pp 20900 267 24X Flche 50-000,03/10/17. 

8310250635 


R Periodic operating reports Cr releted cerr espondence 


0310180100 Honthly operating repts fur Sept 1783 N/e310l4 Ur 

REAVIS. J A., TUCKER. H B Duke Power Co 83/10/14, Director's 
□ fflce, affice of Inspection and Enforcement, lOpp 20807 > 163 24X 

Flche 50-369.83/10/14.8310100100 


8 Reportable occurrences. LERs It related correspondence 


0310060050 Forwards LERs 83-07S/03L-D B< B3-044/03L-0, Detal ltd event 
analysis and 

TUCKER, H D Duke Power Co 83/09/28 O'REILLY, J.P Region 2, 
Office of Director 3pp 20640-320 24X Flche 50-369.83/09/28. 

031 0060 05Dh 
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■“-Q3100&0063 LEft B2-072/03L-0 an 830714, uhi i e in Mode 1. review determined 
th»t inadequate fire barrier provided between elettrical 
penetration rooms located in auiiliarq bldg Caused bq error 
during identification of fire barrier penetrations 
NA/?DQCI,P B Dule Power Co 83/09/20 Region 3i Office 
Director Ip 20648 331 24 X Fiche 50-369,03/09/30.8310060059 


—0310060040 LER a3-044/03L-0 on 030913, review revealed inadequate firr 
barrier provided between electrical penetration rooms 
located in auxiliary bldg Caused bg error during 
Identification of Fire barrier penetrations 

NARDDOI.P B Duke Power Co 03/09/30 Region 3, Office of 
Director Ip 20640 332 34X Fiche 50-369, 83/09/28, 3310060059 


B31025007J CER 03-004/OlT-O on 830929, n lie 1 car bvc uiatur tr*iiii A 
declared inoperable after containment npray »ys trolii P 
declared inoperable on S3092Q, c oust i tut i ng degraded mode 
Caused by water in oil reseivnir for pump lA M/DdlOl^ Jti 
NAR08CI«P D , TUCKER' H 0 Duke Pome? Co □3/10/11 O'llEIlUV, J P 
Region 3, Office of Director Spp 3('D96 0/8 P1X 
Fiche 50-369, 03/10/14, 8310250071 


6310250074 Forwards LCRs 03-085/01 T-0 & 03-050 /O I T-0 Do tailed uveut 
analysis end 

TUCKERi H D Duke Power Co 83/10/14 D'RCiLUy, J p Reyinn Vi 
Office of Director 4pp 20894 J33 2»4X Fiche 50-369, U3/10/J 4, 

0310250074 


8310060384 LER B3-073/03L-0 on 030829, surveil lance test review 
determined that monthly test on RCS cold leg accumulator 
preseure not performed by required date of 830506 Caused by 
personnel error W/a3O920 Itr 

MARDDCl.P B , TUCKER, H B Duke Power Co 83/09/20 O'REILLV, J P 
Region 2, Office of Director 2pp 20646 052 24X 

Fiche 50-369,83/09/20,8310060394 


8310120413 LER 03-O74/O3L-O on 030830, while in Mode |, invalid fire 
alarm on Fire Detection Zone FFA-ao received in control room 
6 alarm would not reset EFA-8D declared inoperable Caused by 
dust accumulation in detector U/030929 Itr 

NARDOCI.P D I tucker. M B Duke Power Co 93/09/29 O'REIlLY# J P 
Region 2, Office of Director 2pp 20698 330 24X 

Fiche 30-369,03/09/29,8310120413 


6310170248 LER 03-O76/O3L-O on 830901, Fire Door 819A found propped up 
against wall w/scrius removed from door hinges Caused by 
door deliberately removed from frame due to dragging 
problem Door repaired 11/830930 Itr 

NARDOCI.P B , TUCKER, H D Duke Power Co 63/09/30 O'REILLY, J P 
Region 2, Office of Director 2pp 20787 0B9 24X 

Fiche 50-369,03/09/30,0310170240 


0310170384 LER B3-075/03L-0 on 830831, while attempting to open valve 
iMM-200fl for stroke timing during nuclear sampling valve 
stroke timing quarterly test.valve failed to open Caused by 
burned up actuator Actuator ujll be replaced W/e30930 Ur 
NARDOCIrP 6 t TUCKER, H B Duke Power Co 03/09/30 O'REILLY, J P 
Region 2, Office of Director 2pp 20703 029 24X 

Fiche 50-369,63/09/30,8310170384 


—8310250076 LER 03-005/011-0 on 030930, il i sc fiv er ed that equipment/t nb 1r 
interfaces using Crouse -Hituls conduit couplinq as npallni} 
method may be susceptible to moisture soepage Causod by 
design oversight in failure to test runnectlons 
NARDOCl.P 0 Duke Power Co 03/10/14 Region Officu at 
Director Ip 20894 137 24X Fiche 50-369, 03/ 10/14, □31O2»O0/4 


—0310250000 LER 03-O5O/OIT-O on 030930, d i sc ever ed that oqiii pmon 1 7Cfib I c 
interfaces using Crouso-Hj ndr conduit coupling an soaluiB 
method may be susceptible to moisture spcpoge Caused by 
design oversight in failure to test connections 

NARDOCl.P D Duke Power Co 03/10/14 Region I*, Officu of 

Director Ip 20094 130 24X Fiche 50-369, 03/ 10/ 14, 03iOL’DOO/4 
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F Security, medical, emergency {, fire piotcctlon plono 


6310040511 Summarizes 030916 mgt meetinq in Atlanta, GA re sectir-J L(J 
barrier problems ot facility 

□ 'REILLY, JP Region 2, Office of Director B3/09/r?l TtiLKER.JI 0 
Duke Power Co tp 20623 096 24X I'ichD 30-369, 03/OV/tJJ , 

0310040511 


6310070120 Releasee public version of revised omergeiicij plan 
Implementing procedure 

FELTON, J M Division of Rules and Records 03/09/26 Dociimefit 
Management Branch Ip 20671 102 24X Fichp 50-370.03/09/26. 

0310070128 


8310170430 LER 03-077 /03L-0 on 830907, while in. Mode I, Channel 4 of 
loose parti monitor declared inoperable because of circuit 
noise If continuous alarm Probably caused by short in 
acceUrometar or fleixble cable H/03IOO5 Itr 

NARDOCIrP B , TUCKER, H B Duke Power Co 83/ JO/OS O'REILLY# J P 

Region 2, Office of Director 4pp 20779 210 24X 

Fiche 50-369,83/10/03,8310170430 


—0310070131 Public version of revised Lmerponcy Plan Implementing 
Procedure 0P/2/A/6200/4B, "Dperatlng Procedure fur Operation 
of Post-Accident Liquid Sampling Sys " W/03O9I5 Ur 
MCCONNELL, T , TUCKER.H 0 Duke Power Co 03/00/19 DENlONtM H 
Office ef Nuclear Reactor Regulation, Director I9pp 2067 1 ICJH 
24X Fiche 50-370,83/09/26,6310070120 


8310210300 LER B3-07fl/0aL-0 on 830906, while in Mode 3, invalid fire 
•lerm on fire ditection Zone EFA 152 received Fire alarm 
would not resit S, EFA 152 declared inoperable Cause 
unknown Alarm reset w/unit at power U/B3i006 Itr 

NAR00CI,P B , TUCKER, H B Duke Power Co 83/10/06 O'REILLY, J P 
Region 2, Office of Director 2pp 20031 152 24X 

Fiche 30-369,83/10/06,0310210300 


0310210005 LER e3-079/03L-0 on 830900 L 26, steam line 1C radiation 
monitor IEMF-26 declared Inoperable due to sporadic 
operation of light i checksource function Caused by OM tube 
loed resistor below limit Resistor replaced W/B31007 Itr 
NARDOCli P. B , TUCKERiH B Duke Power Co B3/J0/07, O'REItLY, J F 
Region 2, Office of Director 2pp 20055 164 24X 

Fiche 30-369, 03/10/07, 8310210005 


8310210309 LER 03-O&O/O3L-O an 830909, during performance of periodic 
ice condenser intermediate tfi&i door & manitoring sus insp* 
two Intermediate deck doors discovered frozen shut Caused 
by unusual sve conditions N/a3l007 Itr 

NAfirocl.P B , TUCKER, H B Duke Power Co 83/10/07 O'REHLYpJ P 
2 Director 2pp 20051 072 24X 

Fiche 90-369,83/10/07,0310210309 


dearadJd on 830910, fire detection instrumental j on found 

degraded Investigation & rept preparation Incomplete Rept 
will be submitted by 831020 

O'REILLY. J P Region 2# 
gSfwIoSL 20056 011 24X Fiche 50-369.03/10/10, 


830911, pressurii.r heater group IB 
Jeclared inoperable when operation did not aid in Rca ^ 

.r...or. contr.i c«.„ bg bl„„n 500 .., 1,!.. ,i!. In 

ARDOClfP B , TUCKERiH B Duke Power Co 03/10/11 O'RFii i v i 
Director 2pp 20924 J73 % REILLY. J 

1 Che. 90-369, 83/10/11,8310270173 


0310060265 Releases public version of revised fttation directive 

FELTON, J M Division of Rules and Records 03/09/30 Oncum^oi 
20660 226 24X n che 50-369, 03/O9/:3O# 

8310060269 


8310060268 Public version of Rov 5 to Station Directive 3 0 Vj 
"T echnical Support Ctr " W/830706 Itr 

MCINTOSNiM D I TUCKER, H B Duke Power Co 83/06/24 DCNlfJN,#! R 
Office of Nuclear Reactor Regulation, Director ADCNBAM, t G 

Branch 4 6pp 20660 227 a4X Fiche 50-369, 0'J/OV/aO, 

8310060265 


0310070134 Releases public version of roviaed crisis mgl plan 
implementing procedures 

FELTON, J M Division of Ruleo and Records 33/10/04 Ducwment 

Branch Ip 20670 OOl 24X Fiche 50-000# 03/ 10/04. 


HW.,##,. version or revi BOO crisis mg t plan 

implementing procedures, including Procedures 5 3 i ru 
recovery manager S, immediate staff group plon 8i 9 3 4 re 
scheduling/planning support group 

TUCKER, HB Duke Power Co 03/O//O6 DENTON, H R Office dF 
Nuclear Reactor Regulation, Director app 2067U 002 24X 

Fiche 50-000,03/10/04,8310070134 


‘0310070152 Public version of revised 
procedures, including Procedure 5 3 
& immediate staff group plan 4< 9 3 
support group 

* Duke power Co 03/07/01 457pp 

Fiche 90-000,03/10/04,0310070134 


crisis mgt plon imp 1 enon b i ng 
1 re recovery manager 
4 re scheduHng/p lannlny 

20670 005 24X 


0310110413 Releases public 
Implementing procedures 
FELTDN, J M Division of 
Management Branch ip 
0310110413 


version of revised emergency plan 

Rules and Records 83/10/05 Dneumrnt 
20714 001 a4X Fiche 50-367# 03/1 O/OD. 
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"S310ll04iB Forcjartfs public veision of revised Emergencij Hlon 
luplrinpnt »ns Procodure 0P/l/A/6?00/48 ro operation of 
post-accident liquid sample sqs & Station Directive 
2.0 5 re news releases 

TUCKERi M 13 Dufce Power Co 83/06/14 DENTONi H R Office of 

fjyclear Reactor negulatlon* Director ADEN9AM< C 0 Liccnsinq 

BTa^c^ 4 Ip 20714 002 24X Fiche 50-369* 03/lO/OS< 83101 10413 


— e'3IOll04Sl Public version of revised Emergency Plan Implementing 
Procedure OP/ 1 /A/6200/4a re operation of post-accident 
liquid sample sys & Station Directive 2 0 b re news 
releases 

MCCONNELL* T L i DEAVEfl. D Duke Power Co 03/05/16 21pp 
20714 003 P4X Flthe 50^369i B3/10/05i 03JO1 10413 


B31.0I1O072 Releasea public version of revised emergency plan 
lap lemEnting procedures 

FELTONi-J N Division of Rules and Records 83/10/07 Document 
ttanajenent Branch Ip 20709 086 24X Flcho 90-369,03/10/07, 

83101)0072 


— 0310110077 Forwards public version of revised emergency plan 
lap I emenbi rig procedures, includ ing Procedures HP/O/D/ 1 009/02 
re alternate method for determining dose rate within reactor 
bldg Sr pr/O/A/4600/06 re exercises 8< drills 

TUCRERrH B Duke Power Co 83/00/30 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADEN9AM, E 0 Licansing 
Branch 4 2pp 20709 007 24X Flthe 90-369, 83/10/07, B31 01 10072, 


— 9310] 10079 Public version of revised emergency plan implementing 
procedures# tmc lud ing Procedui es HP/O/D/1009/02 re alternate 
method far -determining dose rate within reactor bldg 
PT/0/A/4600/06 le exercises Ic drills 

OLOVERrN 8 . MCCONNELL,? L Duke Power Co 83/00/05 7Jpp 
20709 089 34 X Flche 50-369,03/10/07,8310110072 


8310180444 Responds to request for crisis mgt ctr staff to participate 
in ersergenci/ exercises at same frequency ss technical 
cup^firt ctr staff Crisis mgi team will be activated In 
full-scale exercise involving full state participation 
TUCKER. H D Duke Power Co 83/10/10 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 2pp 20802 121 24X 

Flche 50-000,83/10/10,8310100444 


6,3103)0416 Forwards Rev 5 to security training t qual 1 f i cat ion plan 
K<v withheld Iref 10CFR73 21), Plans will he updated to 
incluiie changes 

TiXlKER. H B Duko Power Co 03/10/10 O'REILLY, v) P Region 2, 
Office of Director Ip 20959 303 24X Ficho 50-369,83/10/10, 

G31O310416 


B3IOSS0635 Informs that periodic evaluation of 8ALP complete Rept 
approved 

O'REILLY. JP Region 2, Office of Director 03/10/17 TUCKER,HD 
Duke PQWer Co 3pp 20900 205 24X Flche 50-000,83/10/17, 

8310250639 


—8310250652 SALP Ropts 90-269/83-17, 90-270/83“ 17, 90-287/83-17# 
50-369/03-24# 90-370/03-32, 30-413/03-14 & 50-414/03-13 for 
June 1902 - Apr 1903 

f fteglan 2, Office of Director 03/00/02 96pp 20900 211 84X 

Fiche 50-000,03/10/17,8310230639 


031O2/OO26 Releases public version of revised emergency plan 
iepjemsntlng procedures 

FELTON,J M Division of Rules and Records 03/10/20 Document 
Mana^enent Dranch. Ip 20942 010 24X Flche 30-369,03/10/20# 

03)0270026 


— 8310270136 Fonuards public version of revised station directives S, 
Change 2 to Emergency Plan Implementing Procedure 
OP/ i/A/6ZQD/40 re post-accident liquid sample sys 
TUCKER, H a Duke Power Co 03/10/06 DENTON, H R Office of 
Nuclear Reactor Regulation, Director A DENS AM, E 0 Licensing 

aranch 4 Ip 20942 019 24X Ficho 50-369,03/10/20.0310270026, 


— 83)0270146 Public version of revised station directives S< Change B 
to Emergency Plan Implementing Procedure OP /I /A/6200/40 re 
past-accident liquid sample eye 

MCCONNELL# T. L, , DEAVER,D Duke Power Co 83/09/29, 39pp. 

20742 020 S4X Fiche 50-369,03/10/20,8310270026 


J [Insurance &< indemnity information 


83102)0312 Forwards Endorsement 28 to NELlA Policy NF-248 Endorsement 
23 to MAELU Policy MF-101 

LM4&0lir#L T Duke Power Co 03/10/17 SALTZMAN, J NRC - No 
Data! led Affiliation Oiven Ppp, 20851 076 24X 

rjthe 90-369# 03/10/17, 0310210312 


P Operating license stage documents tt correspondence 


0310040474 Application to amend Licenses NPF-9 & NPF-17, changing Tech 
Specs to increase upper limit far containment lower 
compartment to 125 F for up to 90 cumulative days provided 
lower compartment temp less than 120 F, 

TUCKER, Ha Duke Power Co 83/09/22 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM E 0 Licensing Branch 

4 3pp 20622 308 24X Flche 50-369# 03/09/22# 031 0040474 


'8310040402 Proposed Tech Specs increasing upper limit for containment 
lower compartment to 125 F for up to 90 cumulative (fays per 
calendar gr provided lower compartment temp overaged over 
previous 365 days less than 120 F 

* Duke Power Co 83/09/22 3pp. 20632 31 1 24X 

Flche 50-369,03/09/22,0310040474 


8310030604 Forwards 9ER re response to Oenerlc Ltr 81-21, '’Natural 
Circulation Cooldown '* Upon acceptable implementation of 
emergenty response gui del Ines# procedures will be adequate 
to perform safe natural circulation cooldown 

NOVAK, T M Assistant Director for Licensing. 03/09/24 PARRIS# H 0 
Tennessee Valley Authority 2pp 20607 208 24 X 

Fi Che 30-000# 83/09/23# 8310030604 


— 8310030607 6ER accepting 011201 response to Generic Ltr Sl-21* “Hatupal 
Circulation Cooldown ” 

* NRC - No Detailed Affiliation Given, 03/09/23 Opp 
20607 290. 24X Fitbe SO-OOO# 83/09/23# 8310030604 


8310050076 Concurs ui/dissolutton of Model D2/D3 Steam Generator Util 
Design Review Panel Panel work complete 
NOVAK,T M Assistant Director for Licensing 03/09/23 
QLACXLEV, B K Design Review Panel 5pp 20690 165 84X 

Fiche 50-000,03/09/23,8310050076 


8310190199 Forwards safety evaluation re util response to Generic Ltr 
81-21 "Natural Circulation Cooldown. '* Upon acceptable 
implementation of emergency response guide line s, procedures 
adequate for safe natural circulation cooldown 

NOVAKrT M Assistant Director for Licensing 03/09/30 TUCKETl.H, B 
Duke Power Co 2pp 20030 098 24X Fiche 30-000, 03/09/30, 

0310190199 


0310170710 Forwards Amends 24 b 25 to Licenses NPF-9 tt MPF“i7, 
respectively safety evaluation. Amends authorise 
maintaining hot standby conditions ui/o preceeding to cold 
shutdown for Unit 1 

ADEN8AK,E G Licensing Branch 4 83/10/06 TUCKER, H B, Duke Power 

Co 2pp 20790 134 24X Flche 50-369, 03/10/06# 8310170710 


—8310170719 Amends 24 8. 5 to Licenses NPF-9 b NPF- 17# respect I vel y# 
authorising maintaining hot standby conditions u/o 
proceeding to cold shutdown for Unit 1 

ADENBAMiE 0 Licensing Branch 4 83/10/06 7pp. 20790 • 136 24X 

Flche 50-369,83/10/06.8310170710 


— B310170736 Safety evaluation supportlmg Amends 24 li 5 to Licenses NPF-9 
Zt NFF-17# respectively 

* Office of Nuclear Reactor Regulation, Director 03/10/06 2pp 
20798 143 24X Flche 50-369, 03/10/06# 03101707 10, 


8310140205 Forwards offsite dose calculation manual# Rev 2 Rev carrdcti 
typographical errors €< updates meteorological Info 
TUCKER, HB Duke Power Co 83/10/07 DENTON, H. R Office of 
Nuclear Reactor Reoulatlon# Director, ADEN0AK# E. G, Licensing Branch 
4 Ip 80762 349. 24X Fiche 50-369, 03/ 10/07, 0310140205. 


— 0310140207 Pffsite dose calculation manual, Rev 2 

STEWART# J M Duke Power Co, 83/09/30 6pp 20762:350. 24X 

Fiche 50-369,83/10/0718310140205 


0310210131 Responds to 030901 request that rexd control *V* interim 
operating restrictions be removed based on acceptable 
results from recent unit L cycle specific anal y si s. Apt ees 
that restrictions no longer apply far first cycle. 

NOVAK# T M Assistant Director for Licensing 03/10/18. TUCKER, H B 
Duke Power Co. 2pp 20BB3 327. 24X Flche: 50-369, 03/10/ IB. 

8310210131. 


B31O20OO37 Forwards Amends 6 h 25 to Licenses NPF-9 L NPF-17# 
respect Ive ly # safety evaluation St request for FR publication 
Amends authorite transfer of spent fuel between Units 1 St 2. 
ADEMSAM#E.G Llcetising Branch 4, 03/10/19 TUCKER, H B Dgke Power 

Co 3pp 20964 120 Z4X Flche 50-369# 83/10/19# 0310880037. 
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a Inipeclien rsporti. IE Bulletins i correspondence 


03lO25O5flO Act receipt of 830810 Itr Inforaing WC of steps taken to 
correct vrlolations noted tn IE Insp Repts 50^3i9/a3-2i fc 
90-370/83-33 Acceptability of response under review 
L-EUlStR C Division of Project fc Resident Prograrts 83/08/29 
TUCKER, H B Duke Power Co Jp 20900 352 24X 

P i c h e 90-3&9i 83/0B/29* 8310250580 


B30B300340 lE Info Notice 83-Ati ^Alleged Use of Stand-Ins for Uelder 
Oualifi cation Tests * Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response fPoit 8301031 83/09/26 Consolidated Edison Co of New 

York, Inc 117pp 20734 022 24X FitJie 50” 000, 83/09/26, 8308300340 


8^308300342 IE Info Notice 83-62, 'Failure of Redundant Toxic Cas 
Detecton Positioned at Control Room Uentilation Air 
Intakes ' Sve list end 

JORDAN, E L Division of Emergency Preparedness & Enginoering 
Response iPost 830103) 83/09/26 Consolidated Edison Co of New 

York, Int ll6pp 20777 210 24 X Fiche 50-000,83/09/26,8308300342 


8308300343 t£ Info Notice 83-63, 'Potential Failures of Westlnghouse 
Type 8A-I Differential Relays ' Sve list end 
JORDAN, E L, Division of Emergency Preparedness tc Engineering 
Response (Rost 830103) 83/09/26 Consolidated Edison Co of New 

York, Inc llBpp 20778.001 24X Fidie 50-000,83/09/26,8308300345 


8310250639 Informs that periodic evaluotion of 8ALP completo Kept 
approved 

O'REILLV, J P Region 2. Office of Dlrptfcor 03/10/17 TUIKfH.M D 
Duke Power Co 3pp 20900 205 24X Fiche 50-000,01/10/17, 

0310290635 


— 8310250646 Forwards PALP Repts 50-269/03-17, 50-270/03-17, 30-i’n;/en-l/, 
50-369/03-24, 90-370/83-32, 50-413/83-14 tt 90-414/03-13 for 
June 1902 ♦* Apr 1903 

LEUIS,R C Division of Project & Resident Frogm/ns 83/0U/(>2 
TUCKER, H fl Duke Power Co 3pp 20900 200 24 X 

FiOie 50-000, 03/ J 0/1 7, 8310250635 


—0310250652 9ALP Ropte 90-269/83-17, 50-270/03-17,50-287/03-17, 
50-369/03-24, 50-370/83-32, 50-413/03-14 U 90-414/03-13 for 
June 1982 - Apr 1903 

* Region 2, Office of Director B3/0Q/02 56pp 20900 £? J 1 21* 

Flcfie 50-000, 03/10/17, 8310250639 


— 8310250665 Responds to 830802 Itr re SALP board ropt Rept incpm-plele t 
premature in certain areas In general , utl 1 ondorces 
observations re facility performance 

TUCKER, H B Duke Power Co 03/O0/J29 O'REILLY, J P RonlPi'* i*> 
Office of Director 2pp 20900 267 a4X Flcho 50-000,83/10/17* 
8310250635 


R Periodic operating reports St related correspondence 


8308300349 IE Info Notice 83-64, 'Lead Shielding Attached to 
Safetg-Ralated Syt W/o 10CFR50 59 Evaluation " Sve list 
end 

JORDAN, E L. Division of Emergency Preparedness Engineering 
Rfspons# (post 830103) 83/09/29 Consolidated Edison Co of New 

York, Inc JlSpp 20716 324 24X Fiche 50-000,83/09/29,8308300349 


630B30037B lE Info Notice 83-63. 'Surveillance of Flow In RTD Bypass 
Loops Used In Uestinghouse Plants " Bve list end 
JORDAN, E L Division of Emergency Preparedness Sr Engineering 
Response (post 830103) 83/10/07 Consolidated Edison Co of New 

Von, Inc 76pp 20827 213 24X Fiche 50-000,83/10/07,0300300378 


8306300792 IE Info Notice 83-66, 'Fatality at Argentine Critical 
racillty ' SVC list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Rfiponti (Post 830103) 83/10/07 Consolidated Edison Co of New 

York, Inc. 79pp 20082 026 24X Fiche 50-000,83/10/07,0300300752 


6310250514 Act receipt of 830010 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-369/83-26 k 
50-370/83-33 Evaluation of radiation haiard associated w/ 
transfer of neutron source adequate Violation withdrawn 
O 'REILLY, J P Region 2, Office of Director 83/10/07 TUCKER, H B 
Duke Power Co 2pp 20901 279 24X Fiche 50-369, 83/10/07, 

6310250514 


—031 02505^* sp^ds to NRC 830711 Itr re violations noted in IE Insp 
Repts 50-369/63-26 k 90-370/83-33 Violation re failure to 
perform adequate neutron radiation survey denied Sound 
health physics judgment used 

TUC^R.HB Duke Power Co 83/00/10 O'REILLY, Jp Region 2. 
TOI02?0914 50-369,83/10/07, 


50-369/83-26 k 50-370/83-33 on 

030606-10 |< notice of violation 

^kIrVii P'-aji'ct k Resident Programs 03/07/11 

TUCKER, H B Duke Power Co 2pp 20901 284 24 X 

Fiche 50-369,03/10/07,8310250514 


~e3102W3M Notice of violation from Insp on 030606-10 

^ Region 2, Office of Director 83/07/11 :»noni ont 

Fiche 50-369,63/10/07.8310230514 


24X 


8310100100 Honthly operating repts fur Sept 1983 W/8310M 1 fci 

REAVIB.J A , TUCKER, H 0 Duke Power Co 03/10/14 Dlruclor's 
Office, Office of Inspection ond Enforcement lOpp 21J80/' 5.MX 

Fiche 50-369,03/10/14,8310100100. 


6 Reportable occurrences, LERs k related entrespondunf a 


0310040403 Updated LER 03-O33/O3X-1 on 0110726, during routine 
surveillance, two of four upper head injection level switch 
setpoints found out of tolerance Couimd by design 
deficiency. Switch recalibr Mod Imp 1 emonled, W/8309ai Itr 
NARDQCIiP B , TUCKER, H D Duke Power Co 03/07/21 D'MEUUVrJ I' 
Region 2, Office of Director 3pp 20617 354 24X 

Fiche 50-370,03/09/21,8310040403 


8310060255 LEW 03-O43/O3L-O from BP0627-0707, during UnUliDn vrtivc 
leak rate test, penetrations M259, M3a2, M3a7, H330 k M305 
failed to meet Tech Specs, Caused by authorlied mods & 
component malfunction, respectively W/QD0923 Itr 

NAROOCliP B , TUCKER, H D Duke Power Co 03/09/23 0 'REK LV, J P 

Region 2, Office of Director 4pp 20647 039 04X 

Fiche 90-370, 03/09/23,8310060255 


0310060050 Forwards LERe a3-072/03U-0 «< Q3-044/03L-0 Detailed event 
analysis end 

TUCKER, H B Duke Power Co 03/09/28 O'REILLY, JP Reginn 2, 
20648 328 24X FUhe 50-369, 03/09 /|?8, 


®21OO6OO60 LER B3-044/03L-0 on 03091 5, rovl eui revealed inaif equA t« fire 
barrier provided between electrical penetration rooms 
located In auxiliary bldg Caused by error during 
identification of fire barrier penetrations 

NARDOCI.P B Duke Power Co 83/09/28 Rejjion 2, Office of 
Director ip 20648 332 24X Fi c ho ‘ 50-369, 83/09/2Q* 831006005D 


on B30907, containment sump level wlrfe-ran 
..1 Si ° incQTrectly Indicated 2 ft of water In containment 
sump Channel B declared inoperable Ceuced by low side 
installed u/ incorrect mat} 

NARDOCI.P D , TUCKER, H D Duke Power Co 03/10/07 O'REJLLV, J V 
Region 2, Office of Director 2pp 20050 202 24X 

Fiche 50-370, 83/10/07, 0310210077^^ 


J0“3*9/S3-26 k 50-370/03-33 on 030606-10 
NencomplUnce noted failure to perform adequate neutron 
sKrvey to evaluate extent of radiation haiards 
present prior to permitting worker entru n"»-ros 

U pp, 21043.079 24X Fiche 50-000,83/10/11,0308300759 

.. ... 

PP 20827.12? 24X Fiche 90-000, 03/10/11,0308300761 




caTibr: .K, on 030912, during removal of tachometer 

cjild auxiliary feedwater pump started k 

0’’ control 

blown fuse Fuse replaced H/031012 Ur 

® Pohi^r Co 03/10/13 0 'REILLY* J P 

Region 2, Office of Director 3pp 20724 112 24X 

Fiche 50-370,83/10/12,8310270048^^ 

^^inalJJu enu'*’’*** 83“OB3/01T-0 k 03-O3O/O1T-O Detailed event 

OfflfMlA, 83/10/14. O'REILLY, J.P, Region Sf, 

8310250074°^*^ Fiche; 50-369, 03/IO/1 4 r 

030930^ discovered that equlpment/cabU 
methid k!* ■ ^»'““f* 7 Hinds conduit coupling as sealing 
j I V • susceptible to moisture seepage Caused bU 


NARDQCI.p 

Director 


BS/IO/H. A.glon S. », 

20S74 138 24X Fiche 90-369, 83/10/14, 03 J 02 5C>074 



DOCKETED ITEMS 


253 


LER B3-0^8/03L-0 on 830914, IS & 16, avsrage IqiiJar coi^ta indent 
£icecd<[f Tecfi 9p0C roquiretnent® Caused by consi b 
■d«»tgn dffFlciP-nclos syfi air handling units realigned to 
to couSer sout'ce U cooling fJou/ increased U/831014 Itr 
NARPDOJ»P R < TUCKER# H B Duke Power Co B3/X0/i^ 0‘'nElLLYiJ P 
Rrqlon 2# Office of Director 4pp 20934 097 34X 

F i che 30-370, 83/ 1 0/ 1 4 , 83 1 0270209 


B31027B310 LER aa'049/£>3U-0 on 830916, invest i gat ion of cabinet tiDuble 
Hilarfli revealed "operate" light for steam line 2A radiation 
aonitor SEKF-'IO failed b could not be restored Caused by 
fioapdoerit failure Gtt tube replaced U/831014 Itr 

NARPOCliP S r TUCKER, H □ DokP Power Co 83/10/14 0'REIILY#J P 
Ragion 2i Office of Director 2pp 20923 190 24X 

FlchP 50-370.03/10/14,8310270310 


l>OCK£T 50-373 MSALLE COUNTY STATION, UNH 1 
F Security, medical, emergency b fire protection plans 


18310030229 Releases public version of revised emergency plan 
idvplenenting procedure 

reLTOR. J M Division of Rules and Records 83/09/28 Document 
Manujemetit Branch Ip 20603 0D7 SdX Fiche 90-373,83/09/80, 
63100^0229 


— 03I,’OO3O236 Public version of Rev 4 to Emergency Plan Implementing 
Procedure L2P 1700-2, "Station Employee List '♦ 

■* Commonwealth Edison Co 03/06/09 80pp 20603 030 S4X 
F t c h e 50-373, B3/O9/S0, 03 1 0030229 


— -0310200424 Public version of Rev 5 to Emergency Plan Implementing 
Procedure LZP-HlO-l, "Station Director lActing Station 
Directarl " W/B31003 Itr, receipt form b 10CFR50 59 format 
for safety evaluation 

HOLYOAK. R H Commonwealth Edison Co 03/10/03 27pp 20059 234 
24 X Fiche 50-373, 03/10/17, 8310200416 


6310270526 Releases public version of revised emergency plaP 
implementing procedure 

FELTON. J M Division of Rules and Records 83/10/21 Document 

Hanagement Dranch Ip 2093/ 216 24X Fiche 50-000.63/10/21, 

B310270586 


— B310270537 Public version of Rev 8 to Emergency Plan Implementing 
Procedure EOF-6, "Administration & Logistic* Manager " 

W/631017 Itr b receipt form 

NELLig,C A Commonwealth Edison Co 03/02/iB DENTON, H R NHC 
No Detailed Affiliation Given 7pp 20937 217 24X 

Fiche 50-000,03/10/21,0310270026 


631-0260206 Rc-teases public verslpn of revised emergency plan 
i-mplement ing procedure* 

FELTON, J h Division of Rules and Records 83/10/29 Document 
Management Branch Ip 20964 148 24X Fiche 50-373,03/10/29, 

0310280206 


— 0310260215 Public version of revised Emergency Plan Implementing 
Procedures LZP-I320-J re augmentation of plant staffing, 
LZP-1950-11 re post-accident sampling equipment inventorv 
LZP-IZOO-S ro station employee list 

• Commonwealth Edison Co. 03/07/29 43pp 20964 14? 24X 

Fiche 50-373,03/10/2310310200206 


8310040444 Foruard* Rev 19 to security plnn Rev withheld 
(ref 10CFR73 2i > 

FiARRAf}, D L Commonwealth Edison Co 83/09/30 Office of Nuclear 
Reactor Regulation, Director Ip 20619 052 24X 

rich* 90-373,03/09/30,0310040444 


6310260307 Releases public version of revised generating station* 
emergency plan telephone directory 

FELTON, J H Division of Rules and Record* 03/10/29 Document 
Management Branch Ip 20963 ISA 24X Fiche 50-000,03/10/29, 
0310280307 


83 SO 160390 Forward s IE Insp Repte 90-373/03-36 b 90-374/63-39 on 
S3D914-I6 No noncompHance noted 

PAPERIELLO, C U Region 3, Office of Director 03/10/04 REED, C 
C cmAonueal th Edison Co 2pp 20002 332 24X Fiche 90-373,03/10/04, 

S3 40160290 


--S3 10160257 IE Jnsp Repts 90-373/83-36 b 90-374/83-35 on 630914-16 No 
nencompl i ance noted Major areas inspected emergency 
preparednos* prog’ram including licensee action on previously 
Identified items b licensee audits 

PLO&KI,r r PHILLIP8, M P Region 3, Office of Director 83/10/03 
App 20802 334 24X Fiche 90-373,83/10/04,6310160290 


— B3102BO314 Public version of revised generating station* emergency 
plan talephone directory 

OALLC, D P Commonwealth Edison Co 03/00/11 DENTON, M R Office 
of Nuclear Reactor Regulation, Director. 64pp 20963 127 &4X 

Fiche 50-000,03/10/25,8310280307 


0310260191 Releases public version of revised smirgency plan 
Impleaientlng procedure, 

FELTON, U M Division of Rules and Record* 83/10/26 Document 
Management Branch Ip. 20963' S66, 24X Fiche 50-000,03/10/26, 

8310280191 


8310110110 Releases public version of revised emergency plan 
1 aplementing procedure 

FiELTONj J N Division of Rules and Records 83/10/09 Document 
M anegenten t Dronch Ip 20606 319 24X Fiche 30-373,83/10/09, 

BSioiioi 10 


— 8310200209 Public version of Rev 1 to Emergency Plan Implementing 
Procedure EOF-19, "Emergency Operations Facility 
Activation " 

MOOREiR D Commonuiealth Edison Cn 83/08/02 90pp 20962 267 
24X Fiche 50-000,83/10/26,6310200191 


— 8310110123 Public version of Rev 4 to Emergency Plan Implementing 
Procedure UZP-1700-3, "Station Phone List " W/03Oe29 
Itr b revl sed index 

HOLYDAK.R H Commonwealth Edison Co 63/07/01 Office of 

Nuclear Reactor Regulation, Director 23pp 20666 316 24X 
Fiche- 50-373,03/10/03, 031O1IO11B 


8310170664 Respond* to 630722 Itr r« Rev 14 to security plan Portion* 
of plan acceptable Items from previously approved plan 
should be followed for portions Inconsistent u/lOCFR90 54 
Enel withheld <Tsf 10CFR73.21) 

SCHWENCER.A Licensing Branch 2 03/10/12 FARRAR, D L 

CorMonwealth Edison Co 2pp 20779 293 24X Fiche 90-373,83/10/12, 

9310170664 


9310170707 Releases public version o'' revised emergency plan 
lop Ifaentlng procedure 

FEt,TON. J M Division of Rules and Record* 03/10/13, Document 
Management Branch Ip 20813 242 24X Fiche 90-373,03/10/13, 

831.0170707 


— 9310170711 Public version of Rev 3 to Emergency Plan Implementing 
Procedure LZP”1330-24, "Determination of Reactor Coolant 
Kydragcn Offgas Concentration* at High Radiation Rampling 
Sys " N/830928 Itr b receipt form 

HOLYOAKrfl H. Commonwealth Edison Co 83/09/16 38pp 20013 243 
24X Flthe 50-373,83/10/13,8310170707 


9310300416 Rsleases public version of revised emergency plan 
Imp Eementi ng procedure 

FELTDN,J « Division of Rules and Records 83/10/17 Document 
Management Branch Ip 20899-233 24X Fiche- SO-373, 03/10/17, 

8310200416 


K Utility Final Safety Analysis Report (FBARl b amends 


8310160249 Forward s affidavit of distribution of Amend 63 to TSAR 
SCHROEDER,C U Commonwealth Edison Co 83/10/10 DENTON. H R. 
Office of Nuclear Reactor Regulation, Director 2pp. 20007:061 
24X F i C h o : 50-373, 83/ 1 0/ 1 0, 63 1 0180249. 


P Operating license stag* documents It correspondence 


6310200273 Forwards schedules for equipment qualification test programs 
for facilities, par 810528 Ur Dates given for current 
qualification activities should be viewed as "tarBst-datee" 

S< not as firm dates. 

BARNES, P L Commonwealth Edison Co, 63/10/09 KEPPLER, J. 0. Region 
3r Office of Director 10pp. 20830 034, 24X Fiche. 90-000, 03/10/09, 

0310200273. 


6310120433 Discusses proposed rev to primary containment vent b purge 
valve closure times Util will replace b/or modify eight 26- 
inch valve* b two 0-inch valves per unit to permit 19 * or 
less closure time Marked-up Tech Spec end 

8CHR0EDEH, C. W Commonwealth Edison Co 63/10/06 DENTDN,H. R. 
Office of Nuclear Reactor Regulation, Director 3pp. 30698 29B 
a4X Fiche. 50-373 , 63/ i 0/06 r 03 1 01 20433 


8310160281 Forward* marfcad-up changes to Amend 63 to FSAR Table* 
14.2-130,14,2-124,14.2-114 b Figure 14.2-2 re startup test 
program. Sumatary of changes listed 

SCHROEDER, C, M Commonwealth Edison Co 03/10/13 DENTON, HR. 
Office of Nuclear Reactor Regulation* Director, 10pp. 20607*029 

24X Fichet 50-373, 03/10/13,0310180261. 
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0310130397 Confirms Q31003 telcan re «tll tfecision tn perform feedwater 
pump trip vibr^itiDn monitarJng at tun snubber Locatiotm in 
Unit 2 ba&sd on Unit 1 test results 

aCHRDEDER.C W Commonueal tb Edison Co 03/10/13 DENTON* H R 
Office of Nuclear Reactor flegulataon* Director Ip 20803 317 ?4X 

Ficlir 30-373* fl3/t0/ 13* 8310180397 


8310160423 Describes results of main turbine bypass sys testlnp 
perfortnad to determine position vs flew relationship for 
main turbine bypass valves. per Tech Spec 3/4 7 10 
SCHRDEDER^C U Commoniuea 1 th Edison CO 83/10/13 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Spp 20B&3 303 
a4X Flche 30-373-. 03/10/13*0310180423 


8310190290 Forwards proprietary ''lTi'*Plant Safety Relief Valve Tost. 
LaSalle County station unit I." final evaluation rapt Kept 
withheld <ref 10CFR2 790> 

aCURDEDHR* C W Commonwealth Edison Co 83/10/14 DENTON, H R 
Office of Nu-Claar Reactor Regulation, Director 4pp 20B20 120 
84X Flche- 30“373, 83/10/14, 8310190350 


B310240275 Documents NRC position re elements that must he considered 
in computation of acceptable closure time for containment 
purge U vent valves, in response to 83l00/i Itr vTUsti f i cat ion 
for Interim operation requested 

acHWENCER.A Licenains Drench 2 03/10/10 FARRAR* D L 

Commonwealth Edison Co 2pp 20907 330 24X Flche 50-373,83/10/18, 

0310240275 


63102SD684 Denies reciuest for estension re submittal on Oeneric Ltr 
03-28* "Clar 1 f lea 1 1 on of Required Actions on Oeneric 
Implications of Qalem ATN9 Events *’ Required Info should be 
subntl 1 1 ed* to eitent prae tlca J . by 831109 

5CHNENCER. A Licensing Branch 2 83/10/16 FARRAR* D U 

Coimnonusalth Edison Co 2pp 20908 34? S4X Fithe 50-373*83/10/10* 
831 0250^04 


0310250293 Forwards Rev 10 to Offslta Dose Calc u-lat 1 on Hanual for 
LaSalle Ir Quad Cities & Rev 9 to Offsite Dose Calculation 
hanual for Brel dwood, conti stins nf Chapters 7 2 8r 6 0 
BENNETT^C Common-wealth Edison Co 83/10/21 CASE. E 0 Office 
of Kuclaar Reactor Repulation* Director Jp 20894 259 24X 

Fiche SO-ODO* 83/10/21 . 8310250293 


— 6310290298 Rev ID to Offsite Dose Calculation hanual for LaSalle & Quod 
Cities 

* Commonwealth Edison Co 03/09/30 44 pp 20B94 260. 24X 

FI chi 50-000* 83/10/21* 8310250293 


0 Inspection raportii IE Bulletins & correspondence 


0310090493 Forwards IE Jnsp Rspts 50-373/03-30 & 50-374/03-29 on 
030725-0709 6 notice of violation 

aTREETEfti J F * Region 3* Office of Director 83/09/22 REED* C 
Comnenutealth Edison Co 2pp 20631 350 24 X Flche- 50-373* 03/09/22* 

0310050493 


--8310090498 Notice of violation from Insp on 030725-0909, 

BTREETER.J F Region 3» Office of Director 03/09/22* Ip 
20631 352 SAX FIcite SO- 373« 03/09/22* 8310090493 


— 0310050502 IE Imp Repfcs 90-373/03-30 ic 30-374/03-29 on 830729-0909 
None ompl lance nsted diisei generator 2A not lined up for 
startup operation during performance of Preaper atlona 1 Test 
PT~AP-203 

LANK8BURV,ft 0 * DUPONT* S 0 , flEVE3* L A Region 3* Office of 
Director 03/09/22 5pp 2063 J 353 24X Fiche 30-373.83/09/22, 

8310030493 


3308300340 tE Info Notice B3-61« “Alleged Use nf 6tanif-lns for Nelder 
Qua 1 if ication Tests-” Sve list end 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of Mew 

Vorl^ Inc 117pp 20794022 24X Flche 50-000,03/09/26,6300300340 


6308300342 IE Info Notice 63-62, "Failure of Redundant Toslc ©as 
Detectors Fosltlened et Control Room Ventilation Air 
Intakes ” Sve list end 

JORDAN, E, L Division of Emergency Preparedness It Engineering 
Retpdnie iPost 830103). 03/09/26 Conso 1 Idatrd Edison Co of New 

Yort, Inc n6pp 20777 210 24X FI c h *- 50-000* 03/09/26. 0308300342 


''00300349 JE Info Notice 83-63. “Potential Failures of Nesti nghouse 
Type BA-I Dlfferentlel Relays ■» 0vc list end 
JORDAN* E L Division of Emergency Preparedness N Engineering 
Response <Past 930103) 63/09/26 Consolidated Edison Cu of Neu 

Yorirr Inc li0pp 20778 001- 24X Flche 90-000,03/09/26*8308300345 


0310040352 Confirms plans far 830930 enforcement conference in Glen 
Ellyn* IL to discuss inadvertent heatup event on 830B24, which 
caused unplanned mode change & rosultcd In procedural 
vlulati unt. 

NORELlUStC E Division of Project 6 Resident Programs 03/O9/S6 
REED. C Commonwealth Edison Co ip 20620 215 24X 

Fiche 50-373*03/09/26.0310040359 


0308300349 IE Info Notice 03-64* "Lead Shielding Attached to 
Saf e ty-Ralated Sys W/o 10CFR50 59 Evaluation " five list 
ant I 

JORDAN, E L Division of Emergency Preparedness ?< EnSineering 
Response (Post 830103) 03/07/29 Consolidated Edison Co of jjgu 

York. Inc 115pp 20716 324 24X Fiche 50-000.03/09/29,0300^00349 


03101402)3 Forwards lE Insp Repts 50-373/63-35 & 50-374/83-34 on 
830804*05,08-11 & 1 5 No noncomp 1 lance noted 

STREETER, J F Region 3, Office of Director 03/09/29 REED.C 
Commonwealth Edison Co 2pp 20762 307 24X Fiche 50-373.03/09/29, 

8310140213 


--031O14O2I5 IE Insp Repts 30-373/83-35 «< 50-374/83-34 on 830804.05,08 M 
& 15 No noncomp] lance noted Kajor areas inspected review nf 
previous open 8( unresolved items ^ followup on previous 
Items of nunc omp 1 lance 

CHOUIES, N C . HA6&E, R A , NUNTER* D R Region 3* Office of 
Director 83/09/28 6pp 20762 309 24X Fiche 50-373. 03/O9/.39i 

8310140213 


0310120290 Provides supplemental response to IE Bulletin BO-16 re 
misapplication of Rosemount transmitters All changeouts in 
N58B sys for Unit 5 complete 

BARNES, P L Commonwealth Edison Co B3/10/04 KTPPLER.JO RpsIoti. 
3, Office of Director Spp 20692 339 24X Fiche 50-373,83/10/04. 

03101 S0S90 


B3101B0230 Forwards IE Insp Ropts 50-373/03-36 tt 50-374/B3-35 on 
830914-16 NO noncompl lane e noted 

PAPERIELLO, C J Region 3. Office Of Director 03/10/04 REED, C 
Commonwealth Edison Co 2pp 20802 332 24X Fiche 50-373.63/10/01, 

8310180250 


—8310160257 IE Insp Repts 50-373/03-36 & 50-374/63-35 on 030914-16 No 
noncompliance noted Major areas inspected emergency 
preparedness program including licensee action on previously 
identified items & licensee audits 

PLOSKI.T , PHiLLIPSrM P Region 3* Office of Director 03/10/03 
6pp 20002 334 24X Fiche 50-373* 03/10/04, □310100,^50 


0310200124 Forwards IE Mgt Meeting Repts 50-010/03-10* S0-237/B3-27, 
30-249/83-25* SO-254/83-27, 50-265/03-36, 50-295/83-19, 

50-304/83-20, 90-373/03-30 . 50-374/83-38* 50-4 54/03-44* 
50-455/63-33,50-456/03-14 Sc 50-457/03-13 

NORELIUS.C E Division of Project Sc Resident Prograciis 03/10/04 
REED, C Commonwealth Edison Co 2pp 20034 090 24X 

Ficho 50-000*03/10/04,0310200124 


—0310200148 IE Mgt Meeting Repts 50-020/03-18, 50-237/03-27, 50-249/B3-r>* 
90-254/03-27* 50-265/03-26, 50-295/83-19, 50-304/03-20* 

50-373/03-36, 50-374/83-30* 50-454/83-44* 50-459/03-33* 

90-456/B3-14 St 50-457/63-13 

NORELIUS.C E Division of Project St Resident Programs B3/JO/03 
4pp 20834 100 24X Fiche 90-000. 03/10/04* 0310200124 


8310200159 Forwards IE Insp Repts 50-373/03-39 St 50-374/83-40 on 
030915 No noncompl ia<nce noted 

LITTLE.WS Region 3, Office of Director 63/10/05 REED, C 
Commonwealth Ediaon Co 2pp 20834 094 24X Fiche 50-373,03/10/05, 

8310200159 


—0310200164 IE Insp Ropts 50-373/03-39 St 50-374/83-40 on 830915 Mu 
noncomp 1 f anc e noted Major areas inspected fatigue usage 
factors St stress calculations for main steam drain piping 
DANIELSON, D H , NUFFETT, J W Region 3, Office of Director 
83/10/05 2pp 20034 096 24X Fiche 50-373,03/10/05,0310200159 


0306300378 lE Info Notice 03-65. “Surveillance of Flow in RTD Bypass 
Loops Used in Neitinghouse Plants " Sve list end 
JORDAN* E L Dlviolan of Emergency Preparedness Sc Engineering 
Responsft (Post B30103) 93/10/0/ Consolidated Edison Co of New 

Yorhi Inc 76pp 20B27 313 24X Fiche 50-000, 83/10/07, 0300300370 


8308300752 IE Info Notice 03-66, “Fatality at Argentine Critical 
Facilltv " Eve liet and 

JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103), 83/10/07 Consolidated Edison Co of New 

York. Inc 79pp 20082 026 24X Fiche 50-000*03/10/07,8300300732 


6300300739 IE info Notice 03-67, “Emergency Use Respirator Matl Defect 
Causes Production of Noxious Oases " Sve list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/10/11 Consolidated Edison Co of New 

Yorl, Inc n7pp 21043 075 24X Flche 50 - 000 , 83 / 10 / 1 1 * B30B3007 5 9 
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B:30aa0076l IE info Notice QS-ABi "Respirator User Worhing Defective 
SeJ -F-Contdifted Breathing Apparatus Air Cylinders ” 8vr list 
enc 1 

JDftDASfj E L Division of Emergency Preparedness ?< Engineering 
Reapansa ePust 030103) 03/10/11 CansolidaCsd Edison Co of Neui 

York. Inc I20pp 20027 129 24X Fichc 5O-O00- 03/10/ 1 1, 830B300 761 


8310140045 Updated LER B3-026/03X-1 on 830321 . radmaste discharge 
process radiation monitor tfeclared inoperable Caused bg }ilgh 
filed level of background radiation Equipment design changes 
investigated U/931003 1 tr 

AFIANB. J ^ , DTEDERICK. d J Commonwealth Edison Co 03/10/03 
KEPPLER.xl O Region 3, Office of Director 3pp 20760 273 
Fiche 50-373. 03/10/03, 031014004 3 


831O15QE07 Clarifies NRC position on procedures for admitting NRC 
personnel Certified access list end Update uiill be provided 
wery 6 months 

AXEL60N#W L Region 3. Office of Director 03/10/14 RECD, C 
Coaunoniijealth Edison Co 7pp 20809 0B6 24X fiche SO-3/3, 83/10/14, 

a 310! BO 187 


031O10OS3I Ratification of 031021 meeting w/BUn licensees in Bethesda, 
rtD to discuss future insps for intergranular stress 
corrosion cracking 

MlRAOLtAiF J Assistant Director for Safety Assessment 03/10/14 
ETISENIIUT, D 0 Division of Licensing 5pp 20023 350 SAX 
FicJie SO-OOOi 03/10/14, 0310180331 


0310250356 Ac k receipt of 831010 Itr informing NRC of stops taken to 
ccrrect violations noted in IE Insp Repts 50-373/83-30 & 

5 0-374/83-29 

STREETER. J F Region 3, Office of Director 83/10/20 REEt), C 
C om^anuieolth rdison Co Ip 20890 117 24X Fiche 50-373.03/10/20. 

8310250356 


— 0310250361 Responds to NRC 030922 ! tr re violations noted in IE Insp 
Rvpts 50-373/83-30 U 50-374/83-29 Corrective actions 
Procedure LDP-DS-Oi being clarified fi< step ulll be added to 
verify that E8F status panel checked after 1 ineup’ comp leted 
FARRAR, D L Commonwealth Edison Co 03/10/10 KCPPLER, J Q 
Rvglon 3. Office of Director 2pp 20090 120 24X 

Fiche 50-373. 83/ 1 0/20, 0310250356 


S- neportable occurrences. LERs it related correspondence 


8310140069 LER 83-109/03U-0 on 830903, radwaste discharge line hi-hl 
radiation isolation valve DNUOA? failed to fully dote 
Caused by faulty valve piston Internal valve piston 
replaced W/031003 Itr 

ARAND, J J , DIEDBRICH.O J Commonujea I th Edison Co 03/10/03 

KEPPLER.U 0 Region 3. Office of Director 3pp 20760.012 24X 

Fiche 50-373,03/10/03.0310140069 


0310140263 Updated LER 83-052/O3X-1 on B30516. during valve calibr 
Procedure LE9-M8-0I . MSI V 1B21-F02BC RP8 trip channel. 1 iml t 
switch A2> failed to operate properly Caused by misalignment 
of limit switch actuating arm Arm readjusted W/031003 Itr 
HOUSTON. R M . DlEDERtCH, 0 J Commonwoalth Edison Co 03/10/03 
KEPPLER.O 0 Region 3. Office of Director 3pp 20761 267 24X 

Fiche 30-373. 03/ 10/03, 0310140263 


8310140037 LER 03-11O/O3U-O on B3070B, while performing LEB-0I1-U9. 
unrfervolt age relay 1427-AP037D failed to trip conalstently 
within allowable time limits Caused by defective 
undervoltage relay lTE-27 Relay replaced H/8310O5 Itr 
HIETALA.J J . DIEDERICH. 0 tJ Cammonwealth Edison Co B3/1Q/05 
KEPPLBR.J Q Region 3, Office of Director 3pp 20767:014 24K 

Fiche 50-373.83/10/05.8310140057 


0310140073 LER 03-11I/O3L-O on 830621. RMR pump A suction valve 
1G12-F004A would not operate properly from control room 
panel IH1P-P601 Caused by broken torque switch in valve 
motor Motor 6 torque switch replaced H/B31006 Itr 
HOUSTON, n If . DIEDERICH. 0 J* Commonwealth Edison Co 83/10/06 
KEPPLER. J 0 Region 3. Office of Director 3pp 20768 015 24X 

Fiche 50-373,03/10/06,8310140073 


33101 1043-0 Responds to FOIA request for four different categories of 
ddcuments described In 830510 Itr Forwards matl listed in 
App A. responsive to Items 1.2 6 4 ODE should be contacted 
far matl requested in Item 3 of Itr 

FELTON. JM Division of Rules and Records 03/06/14 HIATT, S L 

OMo Cliiiens for Responsible Energy 3pp 20706 002 24X 

Ficfke 50-000. 03/06/14. 83101 10430 


8310210222 LER e3-llS/03L-0 on 830914 . b ypa ss damper 0VC13YA Of Train A 
edor eater failed in shut position causing temporary loss of 
control room ventilation Cause unknown Bypass damper wired 
shut Investigation underway U/eOlOlA Itr 

LINTAKAS.A . DIEDERICH.O J Commonwealth Edison Co. 83/tO/t4 
KEPPLER, J 0 Region 3. Office of Director 3pp 20352*076 24K 

Fiche 50-373,83/10/14,0310210222 


— 631O11047D Responds to 830413 Itr requesting info re use of foreign 
mails on valve seating surfaces Lubricants It cleaning 
solvents used on valve component surfaces per vendor 
re cemmendati ons ft maint practices 

FARRAR.DL Coirtfionuealth Edison Co 03/04/22 KEPPLEK. U 0 
Region 3. Office of Director 4pp 20706 063 24X 

Fiche 50-000.03/06/14.8310110430 


8310270274 LER a3-ll4/03L-0 on 030921, DP IS 1D21-NQ24D reactor water 
level switch setpoint eicceeded Tech Spec by 2 5 inches Cause 
undetermined Switch found in proper order Switch rucallbr Ic 
returned to sve on 030921 V)/Q310-J4 Itr 

HOUSTON, R.fl , DIEDERICH.O J Commonwealth Edison Co B3/10/14 
KEPPLER.J, O Region 3. Office of Director 3pp 20923 261 24X 

Fiche 50-373.03/10/14,0310270274 


B31OIB0273 LER 03-I00/03L-0 on 030019. suppression pool nitrogen makeup 
ddWTislream isolation valve 170050 would not close Caused by 
dirty tprque switch contac ts, preventing closing direction 
«lrcuit from completing Contacts cleaned W/8309i3 Itr 
DLPS^R , DIEDERICH.O J Commonwealth Edison Co 83/09/13 
KEPPLER. JO Region □. Office of Director 4pp 20002 292 24X 

Fiche 50-073,03/07/13.8310180273 


0^1 01 20107 LER B3-1O3/0JT-0 On 030914. roac tor water level rapidly 
dvereased from 50 Inches to 0 inches causing Group VI PCIB 
Initiation at 12 5 inches during valve lineup Caused by 
Jnjection check valve being stuck open W/B30927 Itr 
UESTFHAL. B 9 . DIEDERICH.O J Commonwealth Edison Co 03/09/27 
KEPPLER.J Q Region 3. Office of Director 4pp 20676 173, 24X 

Fiche 50-373,83/09/2718310120109 


6310060271 LER 83-li06/03L~0 on 030830. blowdown flow recorder found 
reaflng low Caused by entrapped air in transmitter sensing 
lines Air removed 6 lines vented, W/830928 Itr 

HASrcnsPNiV . DIEDERICH. O J Commonwealth Edison Co 83/09/28 
KEPFlERiJO Region 3. Office of Director 4pp 20641 009 24X 

Fiche. 50-373. 83/09/28. 83100602/1 


8310060186 LER B3-l07/0aL-0 on 830901. w/unit shutdown for planned 
outag e. determi ned that valve leakage rate limits exceeded In 
4 ll cases at least one isolation valve in piping line 
u/«cc«ptahts leakage rate W/030929 Itr 

MITTENBURO, K C, , DIEDERICH.O J, Commonwea I th Edison Co 03/09/29 
KEPPLER.J 0 Region 3. Office of Director 4pp 20647 152. 24X 

rich** 50-‘373. 83/09/29. 8310060106. 


B31CKI60198 LEH a3-l0e/03L-0 on 030901. during L09-RH-Q3r RBR A min flow 
bypass valve 1E12-F064A failed to close. Caused by broken 
tripper fingers holding motor operator in handwheel 
apCTsitlDn- New fingers installed N/030929 Itr. 

HOUSTON. R . DIEDERICH.O J Commonwealth Edison Co 83/09/29 
KEFFLEfl.JO Regions. Office of Director 3pp, 20647 146 24X 

F i c h • . S 0-373, 03 /09/ 29. 63 1 00601 98 


8310270276 LER B3-11S/03L“0 on 030727, Barton Model 900A swl tehee. DRIB 
t021-N03/D ft DPI8 1B21-N037D. setpoints found to slightly 
exceed Tech Spec 3 3 5 values, Cause undetermined. Betpolnt t 
recalibr W/e31014 Itr. 

HOUSTON. R U . DIEDERICH.O J Commonwealth Edison Co B3/10/i4 
KEPPLER.J 0 Regions, Office of Director 3pp. 20923:264 24X 

Fiche* 50-373, 03/ 1 0/ 1 4 , 8 3 1 02 70276 


8310270490 LER e3-UA/03L~0 on 830726, c on trol rod drive (CRD> at tore 
location 30-19 indicated overtravel when withdrawn to full 
out position Caused by inner filter retainer spring damage 
due to excessive crud buildup H/B31017 Itr 

WINTERHDFF.D R , DIEDERICH.O J Commonwealth Edison Co 83/10/17. 
KEPPLER, J.O Region 3, Office of Director 3pp. 20722 008 24X 

Fiche 50-373,03/10/17,8310270490 


0310270267 LER 83-U7/03L-0 on 030730, RHR HX outlet valve failed to 
open manually or via motor opera tor. Caui e unknown Task 
force committee assigned to resnlve problem W/B31019 Itr 
PETERS.M A . DIEDERICH. O J. Commonwealth Edison Co. 03/10/19 
KEPPLER.J Q Region 3, Office of Director, 3pp 20723 253 24K 

Fiche 50-373,83/10/19.8310270267 


DOCKET 50-374 LABALLE COUNTY SIATION, UNIT S 


A, Application/construction stage documents b correspondence 


8310040105 Confirms B309SI telcon denying 830909 request to delete 
feedurater pump trip vibration monitoring test Unit 1 results 
do not ensure correct snubber insta 1 1 all on in Unit 2 
BCHWENCER.A Licensing Branch 2 83/09/27 FARRAR. D L. 

Commonwealth Edison Co 2pp 20634 355 24X Fiche 50-374.83/09/27, 

8310040105. 
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9310120176 Notlf i toti ori of 631007 site visit u/uti 1 in L-aSalle County* 
IL to discuss mgt prelic«nsing rcvieu 

BOURNIAiA UKensinff Branch 2 63/10/04 SCHWENCER,A Licensing 

Branch 2 4pp 20777 154 ?4K Fiche 50-374. 63/ 10/04* 6310 130J76 


0310120007 C-ommtnts on util B30909 Itr re emer^sncy jiot^er redundancy 
Pr BOjperatlonal Test PT-A 103 Ccncurs u/conclusion that single 
set voltage readings for verification nf transformer tops 
acceptable 

SCHhiENCEft. A Licensing Branch 2 03/10/03 FARRAR. D L 

Conunonuealth Edison Co 3jip 20750 297 24X Fiche 50-374*93/10/05* 

8310130007 


631 DI 30132 Pot tifards list of preoperati onal test deficiencies ft time 
frame for completion tiustl f i cat 1 on for deferral of 
resolution of items begand fuel load date provided 
8CHR0EDER. C N Commanueal th Edison Co 93/10/09 SCHUEhfCER.A 
Licensing Branch 2 Spp 20726 343 24X Flehe 50-374.93/10/05* 

6310130132 


6310200273 Forwards schedules far eiiuipinent iiual i f ication test program-!* 
for facl lltlesi par 610929 Jtr Dates given fo-r current 
qua 1 i f icati on activities should be viewed as ”target-date»" 

1< nob as firm dates 

BARNEBiF, L Commonwealth Edison Co 83/10/05 KEPPLERiJ G Region 
3, Office of Director 10pp. 20630.034 24X Fiche 50-000.63/10/05. 

6310-200273 


6310120433 Discusses proposed rev to primary containment vent (c purge 
valva closure times Util will replace l(/or modify eight 26- 
Inch valves it tsio B-lneh valves per unit to permit 15 s or 
lass closure time harkid-up Tech Spec end 

8CHR0EDER.C M Commonwealth Edison Co 03/10/06 DENTON. H R 
Office of Nuclear Reactor Regulation* Director 3pp 20698 290 
24X Fiche 50-37X83/10/06*9310120433 


8310170426 Forwards status o-f util request for approval to defer 
compleblan of certain preoperati anal tests* listed In encl 
to 630721 Itr* beyond fuel load 

8CHR0EDER*C U CommonweaUh Edison Co 93/10/06 DENTON. H R 
Office of Nuclear Reactor Regulation* Director Spp 20763 318. 
24X Fiche 90-374* 03/10/06. 8310170426 


8310160261 Forwards markad-up changes to Amend 63 to F8AR Tables 
14 2-130,14 2-124*14,2-114 k Figure 14 2-2 re startup test 
program Summary of changes lleted 

eCHROEOER*C. N Commonwealth Edison Co 93/10/13, DENTON* H R 
Office of Nuclear Reactor Rejulatlon* Directar lOpp 20607 025. 
24X Fiche 50-373.63/10/13*0310160281 


6310100397 Confirms 631003 telcon re util declalon to perform feedwater 
pump trip vibration monitoring at two snubber locations in 
Unit 2 based on Unit 1 test results 

SCHRDEDERjC U. Commonwealth Edison Co, 03/10/13 DENTON. H R 
□ffipe of Nutlear Reactor Regulation* Director Ip 20003 317 24X 

Fiche, 50-373* 83/10/ 1 3* 63 1 0180397 


6310240279 Docunents NRC position re elements that must be considered 
in computation of acceptable closure time for containment 
purge k Vint valves, in response to 631006 Itr Jut tlf Uo-tion 
for Interim operation requested 

SCHNENCER.A Licensing Branch 2 63/iO/lB. FARRAR.D.L 

Commonwealth Edison Co. 2pp. 20907,330 24X Fi the; 50-373. 63/ 10/16, 

8310240275 


8310290684 Denies request for estensinn re submittal on Generic Lir 
83-20. '^Clar If 1 cation of Required Actions on Oeneric 
Implications of Baltin ATMS Events. ” Required info should be 
■ ubni tied. to estent practical*by 631105 
BCHUENCER.A Licensing Branch 2 83/10/16 FARRAR. D L 

Oommonwealth Edison Co 2pp 20900 349 24X Fiche 90-373*83/10/18, 

8310290664. 


6310290293 Forwards Rev 10 to Offsite Dose Calculation Henual for 
LeSaile & Quad Cities V Roy 9 to Offsite Dose Calculation 
Menual for Brai dwood* cons Is ting of Chapters 7 2 l< 6 0 
SENNETT.C.J Go-mmonvea 1 th Edison Co 63/10/21, CASE.E O Office 
«f Nuclear Reactor Regulation. Director. Ip 20694,259 S4X 
Fiche 90-000.03/10/21*6310250293 


— 8310250298 Rev 10 to Offsite Duse Calculation Hanual for LaBalle It Quad 
Cities 

e Commonuealth Edison Co 03/09/30 44pp, 20894 260 24X 

Fiche 90-000*03/10/21.8310250293 


F Reeurity. nedical* emergency b fire protactlan plans 


631003022? Releases public version of revised emergency plan 
implementing procedure 

FELTON* J. M Division of Rules end Records, 83/09/28 Document 

Hanegamtnt Branch. Ip 20603 , 037 2 4 X Fiche. 90-373 * 03/09/28* 

8310030229. 


— 0310030236 Public version of Rev 4 to Lmerqency Plan Implementing 
procedure LZP 1700“2 j ''Station Employee List " 
a Commonuual tb Edison Co 83/06/09 20pp 20603 05B 24X 

Fiche 50-373. B3/09/2B* 0310030229 


6310040444 Forwards Rev i5 to security plan Kev withheld 
(ref 10CFR73 Pi ) 

FARRAR. D L Comiupnwea 1th Edison Co 03/09/30 Office of Nuclear 
Reactor Regulatiun. Director ip 20619 052 24X 

Fiche 30-373,03/09/30,0310040444 


0310100250 Forwdrds IE Insp Repts 50-3/3/83-36 k 50-374/B3-3b on 
630914-16 No nnncorn-pl lane b nuied 

PAPERIELUO.C J Region 3* Office of Director 83/10/04 f(ECD-C 
C ommonueal th Edison Co 2pp 20802 332 24X riche 50-373,63/10/04, 

B3101G02S0 


— 6310160257 IE Insp Repts 50-373/83-36 & 50-374/83-35 on 830914-16 No 
noncompliance noted Major areas inspected omergencij 
preparedness program including licenree action on previouBlij 
identified items & licensee audits 

FLQSKIiT Region 3. Office of Director 83/10/03 6p p 
20B02 334 24X Ficho 50-373.83/10/04,8310180250 


8310110110 Releases public version of revised emergency plan 
implementing procedure 

FELTDN* J M Division of Rules and Records B3/i0/05 Document 
Management Branch ip 20606 315 34X Fiche 50-373. B3/ 10/05* 

0310110110 


— 0310110123 Public version of Rev 4 to Emergency Plan Impl emunting 
Procedure LZP-1700-3, "Btation Phone List " W/930825 
Itr & revised index 

HCH.Y0AK< R H Camrnonweal th Edison Co 03/07/01 Office of 

Nuclear (Reactor Regulation. Director 23pp 20666 316 24X 
Fiche 50-373*03/10/05*8310110110 


0310170664 Responds to 030722 Itr re Rev 14 to aocurlty plan Poitions 
of plan acceptable I terns from provlouslu approved plan 
should be followed for portions inconsistent w/lOCrR50 S4 
Encl withheld (ref 10CFR73 21) 

SCHWENCER.A Licensing Branch 2 03/10/12 FARRAR. D L 

Commonwealth Edison Co 2pp 20779 293 24X Fiche 50-373*03/10/12, 

Q3I0170664 


0310170-707 Naiea>ses public version of revised emerdency plan 
i mp 1 enent Ing procedure 

FELTDN, J M Division of Rules and Records 83/10/13 Document 
Management Branch Ip 20313 242 24X Fiche 50-373.03/10/13, 

B3ID 170707 


—6310170711 Public version of Rev 3 to Emergency Flan Implementing 
Procedure L2P-I330-24. ''Determination of Reactor Coolant 
Hydrogen Offgas Concentrations at Hiqh Radiation Sampling 
Sye " W/830920 Itr I* receipt form 

HOLYOAK.R H Commonwealth Edison Co 03/09/16 3Qpp 20013 243 
24X Fiche 50-373.03/10/13.8310170707 


3310200416 Releases public version of revised emergency plan 
Imp lementi-ng procedure 

FELTON, J M Division of Rules and Records 83/10/17 Document 
Managament Branch Ip 20B59 233 24X Fiche 50-373.03/10/17* 

8310200416 


— B310200424 Public version oP Rev 9 to Emergency Plan Implementing 
Procedure LZP-lllQ-l, ♦'Station Director (Acting Station 
Director) " lJ/831003 Itr* receipt form k 10CFR50 59 format 
for safety evaluation 

HOLYOAK, RH Commonwealth Edison CO 03/10/03 27pp 20359 234 
24K riche 50-373*83/10/17,0310200416 


8310270526 Releases public version of revised emergency plan 
imp 1 emen ting procedure 

FELTON, <J M Division of Rules and Records 03/10/21 Document 
Manaaemant Branch Ip 20937 216 24X Fiche 50-000, 83/ lO/Sl* 

8310270926 


— 0310270537 Public version of Rev 2 to Emergency Plan Implementing 
ProcaifurB EDF"6* "Administration k Logistics Manager " 

N/8310i7 Itr k receipt form 

NELLIS, C A Commonwealth Edison Co 83/02/18 DENTON* H K NRC - 
No Detailed Affiliation Given 7pp 20937 217 24X 

Fiche 90-000*03/10/21,03102/0526 


0310260206 Releases public version of revised emergency plan 
implamentlng procedures 

FELTON^J M Dlvlslort of Rules and Records 63/10/25 Document 
Hanagemint Branch Ip 20964 14B 24X richo 50-373*83/10/25* 

031 €260206 
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— SGICSBOSIS public version of revised Emergency Plan Imp Ir/ncnii ng 
Procetfures I JP-1320-1 re augmentabion of plant staffing> 
C_ZP“15aO-lJ re post-accident sampling equipment inventory % 
L2P-1700-2 TP station employee list 

ff Commonwealth £di&on Co 83/07/29 q3pp 209M 149 ZAX 
Flffhe 50-373. 03/10/25, B3102D020& 


8310280307 Releases public version of revised generating stations 
eaergeTicy plan telephone directory 

FELTON, 0 M Division of Rules and Records 83/10/25 Document 
Hanagsment Branch Ip 20963 126 24X Fiche 50-000,83/10/25, 

8310280307 


— 8310280314 Public version of revised generating stations emergency 
plan telephone directory 

q^LLEjD P Commonwealth Edison Co 83/08/ U DENTON, H R Office 

of Nuclear Reactor Regulation, Director 64pp 20963 127 24X 

Fiche 50-000,03/10/25.8310280307 


8310200191 Releases public version of revised emergoncg plan 
jm-plpment Ing procedure 

FELTON, J h Division of Rules and Records 83/10/26 Document 
rtanagament Branch Ip 20962 266 24X Fiche' 90-000, 03/10/26, 

0310230191 


B3S02B0209 Public version of Rev 1 to Emergency Plan Imp lemon ting 
Procedure E0F"'15 j "Emergency Operations Facility 
Activation '♦ 

HOOREiK D commonwealth Edison Co 03/00/02 90pp 20962.267 
24X Fiche 50-000.03/10/26,8310280191 


K Utility Final Safety Analysis Report iFSAR) ft amends 


0310180249 FoTuiards affidavit of distribution of Amend 63 to F8AR 
SCHROEDER, C N Commanwealth Edison Co 83/10/10 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 20807.001 
a4X FUbe SO-373, 03/10/10, 03iOlBO249 


a Inspection reports. IE Bulletins 6 correspondence 


831 0050493 Forwards IE Insp Repts 50-373/03-30 & 90-374/83-29 on 
030725-0909 g, notice of violation 

STREETER, JF RoolonS, Office of Director 83/09/22 REED, C 
Comaoruealth Edison Co Spp 20631 390 24X Fiche 90-373,83/09/22. 

B 3 10050493 


“031OO5O49Q Notice of violation from insp on 830729-0909 

STREETER, vJ F. Region 3, Office of Director 83/09/22 Ip 
20631 352 24 X Fiche 90-373, 03/09/22, 8310090493 


— 0310050502 !E Insp Repts 90-373/83-30 ft 30-374/03-29 on B30725“0909 
Noncomp 1 iance noted diesel generator 2A not lined up for 
startup operation during performance of Preoperatlona 1 Test 
PT-AP-203 

LANKS0URV, n D , DUPONT, 8 0 , REVES, L A Region 3, Office of 
Director 03/09/22 5pp 20631 393 24X Fiche 50-373,03/09/22, 

0310050493 


8308300340 IE Infu Notice 83-61, "Alleged Use of Stand-Ins for Weldor 
Gua I if (cat ion Tests. " Bvc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Recponss (Post 8301031 03/09/26 Consolidated Edison Co of New 

Vurk. Inc I17pp 20754 022 24X Fiche 50-000,03/09/26,0308300340 


8308300342 IE Info Notice 83-63, "Failure of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
Iniatss " 6vt list end 

JORDAN. E L. Division of Emergency Preparedness ft Engineering 
Response <Post 830103) 83/09/26 Consolidated Edison Co of New 

York, Inc 116pp 20777 210 24X Fiche 50-000,83/09/26,8308300342 


8300300345 IE Info Notice 83-63. "Potential Failures of Westlnghouse 
Type 8A-1 Differential Relays," Svc list end 
JORDAN, E U Division of Emergency Preparedness ft Engineering 
Response <Pait 830<103> 83/09/26 ConsoUdated Edison Co, of New 

York, Inc llSpp 20776' 001 24X Fiche 50-000.83/09/26,6308300345 


8300300349 IE Info Notice 83-64. "Load Shielding Attached to 
Rafety-Related 8ys W/o 10CFR90 59 Evaluation. " 0vc list 
end, 

JOtROAN, E L Division of Emergency Preparedness U Engineering 
Response CPost 830103) 83/09/29 Consolidated Edison Co, of New 

York, Inc ilSpp 20716* 324 24X Fiche 50-000.83/09/29,0308300349 


8310140213 Forwards IE Insp Repti 50-373/03-35 t< 90-374/03-34 on 
830904.09,08-11 tt 15 No noncomp 1 iance noted 

STREETER, JF, Region 3, Office of Director 03/09/29 REED.C. 
CojiaiQnuealth Edison Co 2pp, 20762.307 24X Fiche 90-373.63/09/29. 

8310140213 


—8310140215 IE Insp Repts 50-373/03-39 «< 50-374/83-34 on 030004,05,08-11 
ft 15 No noncompl ianc e noted Najor areas inspected review of 
previous open & unresolved items 6 followup on previous 
Items of noncompl lance 

CHOULESi N C , KASBE. R A , HUNTER, D R Region 3, Office of 
Director B3/09/2B 6pp 20762 309 24X Fiche 50-373,83/09/29, 

0310140313 


8310120290 Provides supplemental response to IE Bulletin 80-16 re 
nisapp 1 i ca t ion of Rosemount transmitters All changeouts in. 

NSSS sys for Unit 2 complete 

BARNES, P L Commonwealth Edison Co 83/10/04 KEPPLER.J Q Region 
3, Office of Director Spp 20692 339 24X FI che* SO-373, 83/10/04, 

8310120290 


8310160250 Forwards IE Insp Repts 50-373/83-36 W 50-374/83-35 on 
830914-16 No noncompl iance noted 

PAPERIELLD, C J Region 3, Office of Director 83/10/04. REED, C 
Commonwealth Edison Co Spp 20002 332 24X Fiche' 90-373, 83/10/04, 

8310180250 


—8310180257 IE Insp Repts 50-373/83-36 & 90-374/03-35 an 030914-16. No 
noncompliance noted Major areas inspected emergency 
preparedness program including licensee action on previously 
identified items ft licensee audits 

PLOSKI.t , PHILLIPS, N P Region 3, Office of Director, 83/10/03 
6pp 20002 334 24X Fiche 50-373,83/10/04.0310100250 


8310200124 Forward# IE Mgt Meeting Repts 50-010/03-18-50-237/03-27, 
50-249/83-25, 50-294/03-27, 50-365/83-26. 90-295/83-19. 

90-304/83-20. 50-373/03-30, 50-374/83-38. 50-434/03-44. 
50-459/03-33.50-456/03-14 It 30-457/03-13 

NORELIUS. C E Division of Project & Resident Program* 83/10/04 
REEOiG Commonwealth Edison Co 2pp 20034 098 24X 

Fiche 50-000,83/10/04.8310200124 


—8310200148 IE Ngt Meeting Repts 30-020/03-10, 90-237/03-27,50-249/03-23. 
30-294/83-27, 30-263/83-26, 50-B95/B3-19. 30-304/83-20. 

50-373/83-38. 30-374/83-38, 50-454/03-44, 50-455/83-33, 

50-496/83-14 ft 50-457/03-13 

NORELIUe. C E Division of Project ft Resident Programs 03/10/03 
4pp 20834 100 24X Fiche 50-000,03/10/04,0310200124. 


83I0200I99 Forwards IE Insp Repts 50-373/03-39 4c 50-374/83-40 on 
030915 No noncompliance noted 

LITTLE, W S Region 3. Office of Director 03/10/05 REED. C. 
Cammonwealth Edison Co 2pp 20834 094. 24X Fiche' 50-373. 83/10/05, 

0310200159 


— 031O2OOL64 IE Insp Repts 50-373/83-39 It 50-374/03-40 on 830919 No 
noncompliance noted Major areas inspected fatigue usage 
factors ie stress calculations for main steam drain piping, 
DANIELSON, D H , MUFFETT, J W Region 3, Office of Director 
03/10/05 2pp 20034 096 84XFlChB 90-373,03/10/05.8310200159 


8308300373 IE Info Notice 03-69, "Surveillance of Flow in RTD Bypass 
Loops Used in Mestlnghouso Plants " 8vc list end 
JORDAN, E L, Division of Emergency Preparedness Bt Engineorlnff 
Response tPosb 3301031. 83/10/07 Consolidated Edison Co. of New 

York, Inc 76pp 20027 213 24 X FI c he. 90-000, 03/10/07, B30B30037B. 


8300300792 IE Info Notice B3-66, "Fatality at Argentine Critical 
Facility 8vc list end 

JORDAN, E L Division of Emergency Preparedness tt Engitiser ing 
Response iPoit 8301031 03/10/07 Consolidated Edison Co of New 

York. Inc 79pp 20002 026. 24X Fi c he' 50-000. 03/10/07. 0308300752. 


0300300799 IE Inffl Notice 83-67. ‘'Emergency Use I^eaplrator Matl Defect 
Causes Production of Noxious Oases " Svc list end. 

JORDAN.E 0 Division of Emergency Preparedness Engtnsering 
Response (Post 0301031 83/10/11 GonsoHdated Edison Co, of New 

York, Inc U7pp 21043 075 24X FI che: SO-OOO, 03/10/1 1, 0300300759. 


0300300761 IE Info Notice 03-68, "Respirator User Warning . Defective 
aelf-Contained Dreathing Apparatus Air Cylinders " 8vc list 
and. 

JORDAN, E L Division of Emergency Preparedness & Engint ering 
Response (Post 830103> 83/10/11 Consolidated Edison Co, of New 

York. Inc. 120pp 20027 129 24X Fiche 90-000,83/10/11,0300300761. 


8310180107 Clarifies NRC position on procedures for admitting NRC 
personnel. Certified access list end Update will be provided 
every 6 months. 

AXEL80N, W. U Region 3, Office of Director 03/10/1,4. RECD, C> 
Gommonusal th Edison Go 7pp 20009 066. 24K Fiche' 50— 373. 83/10/14. 

63101801B7 


8310250396 Acb receipt of 83101S Hr informing NRG of steps taken to 
correct violations noted in IE Insp Repts 50-373/83-30 6 
30-374/03-29 

STREETER, J F Region 3. Office of Director 83/10/20 REED.C. 
Commonwealth Edison CO Ip 2OB90 119, 24X Fiche, 30-373. 03/10/20. 

8310290336 
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— 03102503^^1 Rfliponds to MRC a'3093a Itr to violations notsd in IP Insp 
Rspti 50-373/03-30 It 50-374/03-29 Corroctivo actions 
Procodurs tOP-DO-Ol being clarified ft step will bo added to 
vsrifg that ESF status panel chectod after lineup cofnplrtrd 
FARRAR f D L. Commonwealth Ed > son Co, 83/10/10 HEPPt-ER^ J G 
Region 3i Office of Director 2pp ^0096 120 24X 

Fiche 30-373i 03/10/20. &310S503DA 


S Reportable occurrehc esj L^Rs U related correspondence 


0310110430 Responds to FOIA request for four different categories of 
■documents described in 030510 Itr Forwards matt listed in 
App Aj responsive to Items 1 1 2 8 c 4 DDE should be contacted 
far matl requested in Item 3 pf Itr 

FELTGN. J « Division of Rules and Records 03/06/14, H1ATT»8 1. 
Ohio Cl tl tens for Respnnsibla Energy 3pp 20706 002 S4X 
Fiche 90-000.83/06/14.0310110430 


— 8310110470 Responds to B30413 Itr requesting info re use of f oi eign 
matl* on valve seating surfacsE Lubricants & cleaning 
solvents used on valve component surfaces per vendor 
recommendations it malnt practices 

FARRARfD U Commonwealth EiTIsdti Co 03/04/82 KEPPLER, j & 
Region 3. Office nf Director 4pp 20706 063 24X 

Fiche 30-000-83/06/14.0310110430 


031OS1OO56 Final Deficiency Rapt 03-06 re AGCO solenoid valves in 
control rod drive sys Initiallg reported on 630918 Valves 
u/defeetlve solenoid plunger housings replaced (< spare parte 
In l-nvent'Ory eiamined Plant operable 

SCHROEDER.C 14 Commonwealth Edison Go 03/10/18 KEPPLER. J 6 
•Region 3i Office of Illrector 2pp 80659 284 84X 

FIch* 90-374.03/10/12.8310210036 


DOCKET 50-302 MATER FORD OENERATINO STATrON. VNIT 3 


A Appll cation/construct j on stage dacuments Ir correspondence 


9310310063 FOIA request for documents re const b operation of C-E 
plants List of info required submitted 

flELL.N Coalition for Safe Power 03/03/31 Office of 
Administration Ip SC990 173 24X Fiche 90-000.53/03/31. 

5310310063 


6310070140 Discusses utH deferral of plan b-r« f erenced simulator In 
training program NRC may reconsider position on training 
program due to deferral Proposed rule under consideration 
requiring use of simulator 

ElSENHUTtD 0 Division of Licensing 63/09/28 C0LLIN6. vi T. 
Region 4. Office of Director.- Spp 80660 344 84X 

rich# J 50-308. 03/09/88. 0310070140 


“6310070144 Advises that util must provide plant-specific simulator on 
more timely basis than presently called for Simulator uill 
impToya training program 

COLLIN0»J.T Region 4. Office of Director 83/07/11, 

EI 6 ENHUT 1 D Q Division of Licensing 8 pp 806BO 340 84X 

Fiche 50-3 08. 03 /09/82. 8310 070 1 40 


6310030060 Forwards Amend 33 to OL appl 1 call on. com I sblng Of Amend 33 
to F 8 AR. 

LEDDICK.R, 6 Louisiana Power Sr Light Co 83/09/20 Office tff 
Nucleer Reactor Regulation. Director 2pp 20594 345 24X 

Fiche* 50-302,03/09/28. 6310030060 


— 8310030063 Amend 33 to OL application, 

LEDDlCKrR 8 - Louisiana Power & Light Co 03/09/28 Ip 
20994*347 24X Fiche 90-308,83/09/20,0310030060 


6310200171 Forwerds. for comments ifacumintatlan supporting no adverse 
effect determination for two archeological sites eligible 
for ffatl Register of Historic Places 

KNlOHTONfO M Licensing Branch 3, 03/09/20 MALL. L 0 Advisory 

Council on Historic Praservatlon 6 pp 20844,178 24X 

Fiche. 50-362, 83/09/26. 0310200171 


0310870854 8 ubmits documentation of no adverse effect drterminat ion re 
two archeological sites eligible for Natl Register of 
Historic Places, Concurred In by Advisory Council on Historic 
Preservation on 031016 

KHIOHTOM.OW Licensing Branch 3 03/09/25 HALL, L 9 Advisory 

Council on Historic Preservatior, Spp 20923:800, 24X 

Fiche* 50-308. 8 3/09/28. 03 1087 02 54 


6300300358 Board Notification 63-144 provides evaluation L 
recommend at ions re need for PORVs on C-E plants. Info will be 
pratenled to ACRs In Oct 1963 

NOVAK. T.H Assistant Director for Licensing 03/09/89 Atomic 
Safety and Licensing Appeal Penal. 4pp 20601:830 84X 

Flchaj 90-000,63/09/29. 8300300352 


— 0310030407 Informs that "Staff Evaluation nf Need for Rapid 
Depressur 1 xatioti Capability for C-E FMatits" Ic Commission 
030916 transcript & slides from Ban Qnofre briefing should 
tie transnltted to boards 6 parties for C-E plants 
EISENHUT. 0 G Division of Liconsing 03/09/27 NOVAK, T h 
Assistant Director for Licensing Ip 20601 334 24X 

Fiche 30-000.03/09/29.0300300352 


6310040372 Forwards response to KRC 830026 request for addl ifjfo 
Chemical Corp will be contacted re effective date of Itr New 
OAXT Terminal Corp Itr will be submitted by 031231 
ORUHHOND, F J Louisiana Power & Light Co 03/09/29 KNiQHTQfIjGW 
Licensing Branch 3 4pp 20622 344 24X Fiche 90-36.2. 83/ 09/2 

0310040378 


8310040557 Forwards "Independent Bafety Lngineering Group Review of 
NRC Concerns*' & Harstead Engineering Apsoc rapt. "Analysis 
qf Cracks & Hater Seepage in Foundation Mat." in response to 
WRC 830004 Itr 

GAtNiJ M Luuisiana Power tt Light Co 03/09/29 DEVOUNO, R C 
Dtrector-'s Office. Office of Inspection and Enforcement Spp 
20621 311 24X Fiche 50-382,03/09/29.0^10040559 


— 6310040365 '^Independent Safety Engineering Group Review of NflC 
Concerns, " 

DRUMMOND. F J , ALSWORTH. M , CARVER. A M Louisiana Power L Light 
Co 03/09/29 Slpp 80621 313 24X Fiche 50-362. B3/07/27. 

6310040599 


— 8310040573 "Analysis of Cracks 8 ( Water Seepage in Foundation Mat ’ 
DU BOUCHET. A V . UNSAL. A I , MAR ST E AD, 0 A Harstead Engineerlrg 
Associates. Inc 0304-1 03/09/19 U9pp 20622 002 TAX 

Fiche 50-332. 03/09 /29, 8310040559 


6310070247 Application to amend CPPR-103. ext ending const completion 
date to 640930 Delay due to exhaustive prerequisite testing, 
preopera 1 1 ona 1 testing, troub 1 eshootlng & retesting to meet 
acceptance criteria 

LEDDlCKrR B Louisiana Power U Light Co 03/09/29 EISENHUT.D Q 

Division of Licensing 4pp 20650 331 84X Fiche 50-302.03/09/29. 

8310070247 


8310070235 Advises of installation of removable section of 3BS diesel 
genetator room in south wall Installation of wall will be 
documented in Amend 34 to FSAR 

DRUHMGNO.F J Louisiana Power & Light Co 03/10/03 KNIGHTON, G W 

Licensing Branch 3 I2pp 20637 070 34X Fiche 50-082.83/10/03, 

8310070335 


6310110260 Forwards util application for amend to CP to extend latest 
const completion date from 631030 to 040930 Target date for 
fuel load date Is 04O331 

SLAKE^E, L Show. Pittman, Potts & Trowbridge BLAKE. E L Loulsifra 
Pducr & Light Co 63/10/04 KOHL. C Atomic Safety and Llcensinj 
Board Panel JOHNSTON, W R , MILDER. H A Atomic Safety and LlceniJrg 
Appeal Panel 7pp 20665 329 24X Fiche 50-302.03/10/04. 

8310110280 


6310200070 Forwards INEL technical evaluation repts summarijing 
activities of SORT during B109I4-IB 6 030830-0903 sciEfftic 
L dynamic qualification program audit M/o repts 
KNIOHTDNjO H Licensing Branch 3 03/10/04 LEDDICK. R S 

Louisiana Powr 6 Light Cp 2pp 80044 274 24X 

Ficha 50-002, B3/10/04. 83J 0200070 


—9309300064 Forwards INEL technical evaluation repts summariiing 
activities of seismic L dynamic qualification program for 
mechanical Ic electrical equipment during facility audit 
NOONAN, V 9 Equipment Qualification Branch 03/09/^0 

KNIGHTON. O Licensing Branch 3 ip 20044 276 sAX 

Fiche; 50-302, 83/10/04. 0310200070 


8310180226 Advises that util will participate U/INPO L C-E OwneisOrCLif 
In addressing certain requirements of Generic Ltr 03-28. 

"Required Actions Based on Generic Implication of Salem A7W0 
Events." Initial response expected by 040115 

COOK. K H Louisiana Power & Light Co 03/10/05 EIBENHUT, D 0 
Dlvfiian of Licensing. Ip 20693.134 24X Fiche 50-382.03/10/05. 

9310180226 


9308300771 Board Notification 03-128A forwards Equipment Qualification 
Branch conclusions re potential problems w/A 8 Ca solenoid 
valves 

EISENHUT, D G, Division of Licensing 03/10/06 PALLADJNO, N J 
CommlSBlonors 31pP 20616 001 24X Fiche. 50-000. 63/10/06. 

0300300771 


83L0170S69 For<i>«rdi rsvlied App A notes to Harstedd Engineering Asset 
rep t, dis trlb u ted on 830920 8 vc list end 

CHURCHILL. D M Show. Pittman, Potts 8 . Trowbridge CHURCHILL.BH 
Louisiana Power I, Light Co, 03/10/12 KOHL, C N . JOHNSON. M R . 
HILBER.H, A Atomic Eaf ety and Licensing Appeal Panel Spp 
20760 324 84X Fiche 50-302. 03/10/12. 0310170569 
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03IO?a<3OOa Farujflf da* for rtviuw, “AnalijBis of Cracks & Water Seepage in 
Foundat 1 ort Kat*'‘ coverlTtg design ade<tuacu of basemat Design 
of mat eitromelg conserva t 1 vq Add! analgats not required 
CAINpJ M Louisiana Power ti Light Co 03/10/20 DLyclUNG'i R C 
Director's Officoi Office of Inspection and Lnfarcemcnt 2pp 
2D?3S 005 24X Fitho SO-OOP* 03/10/20, 0310200002 


— e31Q2Q0a0& "Anal gels nf Crocks 8< Water Seepage in Poundation Mat " 
DU HOUCHET,- UN6AL»A I , HARBTGADi 0 A Hjrstead Engineering 
Assoc lotnsi Inc 030^-2 03/10/12 JOApp 20735 007 2AX 

F i c fi a S 0~3a»4 03/10/ 20iQ3l 0300002 


83BO310C91 Forward* approved nuclear operations organiiatlon charts 
Charts provide means for onsite S< offsite mgt 8< describe 
technical personnel resources necessary to complete const f< 
rcTidvck preoperatlonal/atartup testing 

CRt^lHONOrF J Louisiana Power t* Light Co B3/10/3A KNtOHTQNiO W 
Licensing Uranch 3 ip 20750 344 34X Fiche 50-302, 83/1 0/24i 

B3103JC091 


E Safety Evaluation Report (DLRL suppls ^ correspondence 


B310)20D72 Discusses actions to he taken to resolve turbine missile 
Issue Identlfiud in SSER AiBoctioh 1 Vi including development 
B# turbine V volve maint programs described In NUREO-OBOO 
Ihjt main turbine throttle 8< governing valves 

l>RUKNOND,r J Louisiana Power St Light Co 03/10/05 KNIOHTON, G W 
Licensing Oranch 3 2pp 20A77 161 24X richn 50-3B2> BS/IO/OS, 

03101200^2 


B3101102BO Forwards utlL application, for amend to CP to extend latest 
const completion data from B31030 to 040930 Target date for 
fuel load date Is B40331 

QLAKEi E L Shaia* Pittman* Potts Trowbridge BLAKC.C.L Louisiana 
Power it Light Co B3/1O/04 KDHLj C Atomic Safety and Llceniing 
Board Panel JQHNSTQN* W R , WILBER* H A Atomic Safety and Licensing 
Appeal Panel 7pp 20665 329 24X Fiche 30-3B2. 03/10/04, 

0310110280 


8310170470 Motion for further extension until 831121 to respond to 
Joint Intervenors 630725 motion to reopen Contention 22 in 
light of cracking it water seepage in concrete tasemat 
Certificate of Sve end 

TURK/S E Hearing Branch 1 B3/10/07 Atomic Safety and 

Licensing Appeal Panel Bpp 20783 287 24X Fiche aO-3Ba* 83/ 10/07, 

B31O17O470 


— B310170484 Affidavit of J Me tc R Pichumani re cracking *< water seepage 
in concrete basemat 

MAi J I PtCHUHAHItR Structural t< Oeotechnical Englneerlnfl Branch. 
83/10/07 5pp 20703295 24X Fiche 50-3B2* 83/ 10/07* 8310170470. 


8310170390 Response to NRC 831007 motion for further extension to 
S3112I to file response to Joint Intervenors motion to 
reopen contention Motion not opposed Certificate of Sve 
end 

BLAKE* E L Louisiana Power Sc Light Co BLAKE, E L Shaw* Pittman, 
Potts S, Trowbridge 83/10/12 Atomic Safety and Licensing Appeal 
Pane! 5pp 80785075 24X Fiche 50-382,03/10/12,0310170390 


0310350496 Advifiot that dofictoncy re failure of CPC software to apply 
failed CEAC penalty factor to local power density corrected, 
per KRC request 1 Urn should be closed out in next suppl to 
SEfl 

CDCK.K H Louisiono Power Si Light Co 03/10/80 KNIGHTON, 0 W 
Licensing Branch 3 2pp 80(177 ISb 84X Tlche 50-388,63/10/20* 
8310250496 


F SetuTityi medical, emergency t< fire protection plans 


B3103 10367 Responds to NRC B305PV 1 tr re IE Emergency Preparedness 
Ajpgralsal flept SD-BBS/BS-OB Emergency plan 6 implementing 
procedures will be revised to reflect flow of authority it 
respons i b 1 1 i ty 

□ nUtlMONDiF J Louisiana Power !< Light Co 03/07/29 MADSEN, 0 L 
fleglon 4, Dfflco of Director 76pp 20959 091 24X 

rich* 50-302, 03/07/89* 8310310367 


031031 9 Responds io NRC 030527 1 tr re It Emergency Preparedness 
Appraisal Rept SO-302/83-08 Cotroctlvo octlons two dedicated 
vehicles will be provided for field monitoring teams S< 
two-way radios will be installed in vehicles 

CflUMJiOHDiF J Louisiana Power 6 Light Co 83/08/30 MADbEN* G L 
flegien 4, Office of Director 4pp 20959 066 24X 

Fiche. 50-302, D3/08/30. 0310310315 


8310170569 Forwards revised App A notes to Harstead Engineering Assoc 
rept* di strlbutod on 830920 Sve list end 

CHURCHILL, B U aiiaw* Plttmen* Potts tt Trowbridge ChltlRCHlLL, □ W 
Louisiana Power 6 Light Co 83/10/12 KQHL,C N * JOHNSON, W R. , 
NILBER*H A Atomic Safety and Licensing Appeal Panel Spp 
20780 324 24X Fiche 50-382,83/10/12,8310170569 


631O190S12 Forwards Harstead Engineering Assoc, Inc rept re design 
adequacy of foundation basemat Applicant has not yet 
reviewed rept Design of foundation mat conservative Cracking 
1 nsignl f leant N/o rept Sve list encl Related correspondence 
CHURCHILL, D H Shaw, Pittman* Potta fc Trowbridge CHURCHILL* D W 
Louisiana Power 6 Light Co 83/10/14 KOHL* C N , JOHNSON, N R , 
UILBERiH A Atomic Safety and Licensing Appeal Panel 4pp 
20818 071 24X Fiche 50-382*03/10/14,0310190212 


B310310195 informs that DR Lewi s, former ly AfiLB participant In BL 
proceed tng* begon working for author on 03iO24.DR Lewis 
will not participate in OL proceeding Certificate of 8vc 
encl 

BLAKE, EL 8haw, Pittman, Potts St Trowbridge BLAKE, E. L Louisiana 
Potiier St Light Co 63/10/26 Cemmi sfiloners 4pp 20958 356. 24X 
Fiche 50-382*03/10/26,0310310195 


H General correspendanc a 


&3I00603S7 Submits amended imp 1 omentatl on schedule far Suppl 1 to 
WWEO-070/ requirements for safety parameter display sys L 
Reg Guide I 47 Listing of parameters available for display 
eric I. 

DftUHHONOiF J Louisiona Powor L Light Co 83/09/29 KNIGHTON, G W 
Licensing Dranch 3 3pp 20646 107 24X Fiche, 50-302, 03/09/29, 

0310060357 


B3100700D1 Informs that, effective Immedlatel y , FJ Oruminand, nitc 1 ear sves 
manager 6 KH Cook, nuclear support L licensing manager, 
authorised to sign correspondence to NRC re f aci 1 1 ty • e xc ept 
under 10CFR50 30<h) requiring corporate officer signeture 
LEDDICK.R O Louisiana Power l< Light Co 83/09/30 KNIGHTON, 0 M 
Licensing Branch 3 ip 20651:001 24X Fiche 50-382,83/09/30, 

0310070001 


7 Adjudicatory correspondence 


K. Utility Final Safety Analysis Report (FSAR) L amends 


^10040233 Answer opposing Joint Intervenors 830722 motion to reopen 
record re Contention 22 pn saf cty-rolatod concrete Heavy 
tvrden in seeking to reopen record not mot 

CMURCHtUiD N Louisiane Power it Light Co CHURCHILL, B W Shaw* 
Pittman. Potts 6 Trowbridge 03/09/30 Atomic Gafety and 
Licensing Appeal Panel 32pp 20613 224 24X Fiche 50-302* 

B3/l>9/30, 8310040233 


'-03IOO4O239 Affidavit of JL Ehasx supporting util opposition to Joint 
Intervenors motion to reopen on saf wty-related concrete 
Cruets expected to form in concrete mat* enabling transfer of 
tensile load from concrete to embedded steel, 

0^82. vJ L Louisiana Power L Light Co EHA02»J L. Ebasco 
Services, Inc (subs of Encorch Corp 1 63/09/27 14pp 

20613 256 24 X Fiche 50-382*83/09/30,0310040233 


--0310040245 Affidavit of WF Gundaker supporting util opposition to Joint 
Intervenors motion to reopen record on safety-related 
carer ate. Corros ion of reinforcing steel in concrete mat will 
not occur to elgnificant degree Certificate of Bve encl 
CWDAKER,N F Louisiana Power it Light Co GUNDAKER* N F Ebasco 
Services, Inc (subs of Enoerch Corp > 63/09/27 ISOpp 

20613,271 24X Fiche 50-302*83/09/30*0310040233 


0310030060 Forwards Amend 33 to DL ep pi icatton, coneis ting of Amend 33 
to F8AR. 

LEDD1CK,R S Louisiana Power & Light Co, 03/09/28 Office of 
Nuclear Reactor Regulation* Director 2pp. 20594 345 24X 

Fiche: 50-302* 83/09/28* 0310030060 


— 8310030063 Amend 33 to OL application. 

LEODICK* R 8 Louisiana Power & Light Co 83/09/28 ip 
20894 347 24X Fiche 5O-30iI, 03/09/28, 0310030060 


—0310030067 Amend 33 to FBAR 

a Louisiana Power L Light Co 03/09/30 2i91pp 20594 35} 24X 

Fiche 50-302, 03/09/20. 0310030060 


B31 0060333 Certifies sve of F6AR Amend 33 on B30930. 

# Louisiana Power S* Light Co, 03/10/03. Ip. 20647:090 24X 

Fiche 50-302,83/10/03,8310060233 
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Q Inipvctior) npgrts* IE Bulletins & corr es.pondffnce 


S3|OnoO40 FOIA rei^uest far 3ALP documents, urittvn or routed since 
197?, which mention or refer to facility ft describe pr 
provide info on SALP insp findings or conclusions bated on 
BALP reviews 

RIDENHOUR, R dambit 03/05/04 GRlMStEY.D C NRC - No Detailed 
Affiliation Given 2pp 20713 306 24X Flche 30-302,83/05/04. 

0310110040 


0310110044 Responds to FQIA request for SALP doeujqenttJ written nr 
routed since l?79,wfiich mention or refer to facility & 
describe or provide info on SALP Intp findings or 
conclusions re SALP reviews Forwards App A documents 
FELTON, J K Division of Rules and Records 63/07/20 RIOENHOLIR,R 
Oamblt 2pp 20713 308 24X Fiche 30-000, 03/07/20. 63101 10044 


— 81121701G8 Advises that Cycle 2 of syttematic evaluation of licensee 
performance will cover Jul IGBO-June I9B1 Regional board 
meetings will be conducted Jul-Dec 1981 All Cycle 2 NRR 
perfornunci evaluation end 

riSENHUTiD Q Division of Licensing 8J/06/04 Division of 
Engineering 4pp 20713 310 24X Fiche 50-382,83/07/20, 

6310110044 


— 0200230434 Requests Input fc appropriate comments, re systematic 
aiseisment of licensee performance, (SALP) for Aug I901-Ju] 
1982 Response required by 620806 SALP ciiteria end 
BLACK, 8 Licensing Branch 3 82/09/03 Licensing Branch 3 

i3pp 20713 324 24X Flche 30-382, 63/07/20, B3 101 10044 


—0209010314 Forwerds draft NRR input For systematic assessment of 
licensee performance Draft based partly on input solicited 
from selected staff personnel having contact & involvement 
w/util licensing activities 

BLACK, 6 Licensing Branch 3 62/08/11 EISENHUT, O 0 Division 

of Licensing 5pp 20713 331 24X Flche 50-362,03/07/20, 

6310110044 


— 8310040157 IE Insp Rept 50-302/03-27 on 030002-05 No ntmcomp 1 1 arc e 
noted Major areas Inspected 10CFR30 55<o) reporting 
program 6 repts 

DBERO.C R . CR0S9MAN, W A Region 4, Office of Direr tor 8:1/00/26 
7pp 20600 030 24X Fichr 50-302,83/06/29,0310040153 


8310310315 Responds to NRC 030527 1 tr re IE Emergency Preparedness 
Appraisal Rept 50-382/83-06 Corrective actions two dcdicited 
vehicles will be provided for fldcf monitoring team*, & 
ttkid-uray radios will be installed In vehicles 

DRUMMaND,F J Louisiana Potuer tt Light Co 63/06/30 MAnOEN. 0 1 
Region 4, QFficc of Director 4pp 20959 066 24X 

Piche 50-392, 63/08/30. 0310310315 


B31006059) Forwards response to B30727 questions re NRC inquiry teaim 
630628 meeting in New Orleans, LA Inquiry team 830714 rept on 
GA allegations 2, IE 830B04 status rept end 

PALLADINO. N J Commissioners 63/09/06 HARKEY, E J House of 
Rep . Interior & Insular Affairs 7pp 20661 160 24K 

Fiche 50-302,83/09/09,8310060591 


— 6310060593 Forwards inquiry team rept re QA allegations Meeting to 
discuss followup requested 

DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement B3/08/04 CAIN, vJ M Louisiana Power ti Light Co 
Ip 20661 103 24X Fiche. 50-302,83/09/00, Q31006059J 


— 6310060594 Requests info re c ircumstont es of June 1983 interviews w/HfiC 
investigation team 

MARKEY, E J House of Rep , Interior N Insular Affairs 03/07/2/ 
PALLADiNOiN J Commissioners Ip 20661 192 24X 

Fiche 50-382,83/09/08,0310060591 


8300300340 IE Info Notice 83-61, "Alleged Use of Btand-Ini for Welder 
Gual if icatlon Tests " Sve list end 

JORDAN, E L Oivieion of Emergency Preparedness it Enqlnoerlng 
Response (Post 630103) 03/09/26 Consolidated Edison Cn of New 

York, Inc H7pp 20754 022 24X Flche 50-000,03/09/26,6300300340 


— 8210050447 Forwards final NRR Input for Cycle 3 systematic assessment 
of licensee perforfBanct Performance Is rated Category 2 
Licensee resources adequate although staffing could be 
Improved 

BLACK, 8 Operating Reactors Branch 3 02/08/23 EISENHUT, 0 0 

Division of Licensing 5pp 20713 336 24X Fiche 50-382, 

63/07/20, 8310110044 


—0310110051 8ALP rept for Jul 1900 - June 1901, Const allegations 
reviewed 

SEYFRlTfK V Region 4, Office of Director 83/07/20. lOpp 
20713 314 24X Fiche 50-362183/07/20,6310110044 


8310310367 Responds to NRC 830927 Itr re IE Emergency Preparedness 
Appraisal Rept 50-382/83-00 Emergency plan i implementing 
procedures will be revised to reflect flow of authority «, 
responsibility 

DRUMMOND, F J LouiS«ani Power <, Light Co. 03/07/29 MADSENtO L 
Region 4, Office of Director 76pp 20959 091 24X 

Fiche 50-302,03/07/29,0310310367 


8310060379 Forwards IE Imp Rept 50-382/03-22 on 630627-0701 No 
noncompliance noted 

MADSEN, O L Region 4, Office of Director 83/06/19 MAURIN. L V 
Louisiana Power li Light Co 2pp 20646 03B 24X 

Fiche 50-362,83/00/19,83100603/9 


0308300342 IE Info Notice 63-62, "Failuro of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " 8vc list end 

JORDAN, E L Division of Emergency Preparedness «, F-ng InoerlDa 
Response (Post 6301031 83/09/26 Consolidated Edison Cu of Nrw 

York, Inc n6pp 20777 210 24X Fiche 50-000, 83/09/26, 0300'>00.l4 2 


8300300349 IE Info Notice 83-63, "Potential Failures of Nestlnghouae 
Type SA-1 Differential Relays " 8vc list encl 
JORDANiE L Division of Emergency Preparedness bngineering 
Response (Post 830103) 83/09/36 Consolidated Edison Co nf Niw 

York, Inc il6pp 20778 001 34X Fiche, 50-000, 83/09/26. 030030034 5 


8300300349 IE Info Notice 03-64, "Lead Shielding Attached to 
Safety-Related Sys M/o 10CFR50 97 Evaluation " Bve list 
encl 

JORDAN, E L Division of Emergency Preparedness It Fngineering 
Response (Post 030103) 63/09/29 Consolidated Edison Co. of New 

York, Inc 115pp 20716 324 24X Fiche 50-000,63/09/29,0306300349 


0310310402 Forwards lE Insp Rept 50-362/03-26 on 030701-0831 Ha 
noncompHance noted 

MADSEN, 0 L Region 4, Office of Director 03/10/09 LEDDIGH.R 6 
Louisiana Power & Light Co 2pp 20999 287 84X 

Flche 50-382,83/10/05,8310310402 


■0310060391 IE Imp Rept 50-382/83-22 on 830627-0701 No noncompli ante 
noted Major areas inspected radwaste program & 
transportation activities , air cleaning sys, inatrumentatlon 
Tech Specs, procedures L controls for effluent releases 
BAERiR E , MURRAY, B , GROSSMAN, W A, Region 4, Office of Director 
83/08/10 i2pp 20646 040. 24X Fiche 90-382.83/06/19,0310060379, 


— B3I0PIO40B IE Insp Rept 50-302/83-26 on 830701-0031 No none amplianc « 
noted Major areas inspected al 1 egations, preoperat 1 anal test 
witnessing it structural steel erected by American Bridge 
Div, US Steel 

CONSTABLE, 0 L , FLIPPO, T A , CROBBMAN, W A Region 4, OPfica of 
Director 63/09/30 Bpp 20759 289 24X Flche 50-302, 83/1 0/09, 

8310310402 


8310060459 Forwards IE Imp Rept 50-382/03-23 on 030711-19 No 
noncompHance noted 

MAD^, DL Region 1, Office of Director 03/00/22 WAURIN, L V 
Louisiana Power it Light Co, 2pp 20641 019 24X 

Fiche 50-382, 03/00/22,8310060459 


8310130262 Ack receipt of 830B24 Itr informing NRC of steps taken to 
correct violations noted in Ifc insp Rept 50-382/03-21 
MADSEN, 8 L Region 4, Office of Director 03/10/06 MAURIN, FI B 
Louisiana Power I, Light Co Ip 20723 221 24X 

Fiche: 50-302,83/10/06, 8310130262 


-0310060464 IE Imp Rept 50-302/83-23 on 03071 l-i9 No nencompliance 
noted. Major areas inspected: preoperationel insp of radiation 
protection program k actions taken on 12 open Items In lE 
Imp Repts 50-382/82-04 it 90-382/83-04 

C^Y,H D , MURRAY. B , CR098MAN, W A Region 4 , Office of 
93100604*59 30-303, 03/06/22, 


8310130266 Responds to NRC 630725 Itr re violations noted Jn IE Insp 
Rept 50-302/03-21 Corrective actl ons. change to Procedure 
MM-8-014 implemented to address naw stud Instal la t i on/ 
removal tool.Haint Bupervicori instructed 

DRUMMOND, F J, Louisiana Power U Lighit Co 83/08/24. MADBfM.P L 
Region 4, Office of Director. 2pp 20723 222 24X 

Flche 50-382, 83/10/06, 0310130262, 


1310040153 Forwards IE Insp Ript 90-382/03-27 on 630802-05 No 
noncompHance noted 

Office of Director 83/00/29. LEDDICK, fl S 
Louisiana Power k Light Co, 2 pp, 20606.029 24X 

Flche* 50-382, 83/00/29, 03100401 53. 


8308300370 IE Info Notice 63-69, "BurvelUance of Flow In RTD Dypass 
Loops Used in Mestlnghouse Plants," Sve list encl 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 83/10/07 Consolidated Edison Co of Niw 

York, Inc 76pp 20027 213 24X Flche* 50-000, 63/1 0/07, 8300300370 
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8306300755 IE Info Notice 83-66< 'Tatality at Argentine Critice) 
Facilitg Gvt libt end 

JORDAN^ E L Diviaion of Emergency Preparedness tt Engineering 
Response (Post 630103) B3/I0/O7 Consolidated Edison Co of Neu 

York. Inc 77pp 20802 026 24X Ficho 50-000,83/10/07.0308300752 


8309300759 IE Infn Notice 03-67, “Emergency Use Respirator Natl Defect 
Cause* Production of Noxious Oases *' 0vc list end 
JORDAN, E L Division of Emergency Preparedness S( Engineering 
Rasponse iPost 030103) 83/10/11 Consolidated Edison Co of Neu 

Vort. Inc 117PP 21043 073 24 X Flche 30-000,83/10/11.8308300759 


8a0830{>76( IE Info Notice 83-68, “Respirator User Naming Defective 
Sel f-Conta i ned Dreathing Apparatus Air Cylinders “ Qvt list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Ae-sponse (Post 830103) 03/10/11 Consolidated Edison Co of Neu 

York, Inc I20pp 20827 129 24 X Fiche 50-000,83/10/11,8300300761 


S Reportatilo occurrences, LERs tc t elated correspondence 


8310030259 Fifth interim const Deficiency Rept 66 re CE-type AKR 
breakers S' C-clips possibly falling off Completion of 
corrective action t< review of supporting documentation 
scAiduled for B31014 Final rept by 03MO2 

DflUMNOND.F J Louisiana Power t* Light Co 83/09/15 COLLINB, J T 
Region 4, Office of Director 2pp 20591 090 24X 

Flche SO-'Sga. 03/09/ 15, 8310030257 


83L-0030363 Third interim significant const Deficiency Rept 76 re 
damage to pressurizer heaters during hot functional testing 
All 30 pressuriier heaters replaced Melding NDE testing 
jrrrformed por ASNE code Next rept by 031014 

ORLPHMOND. f J Louisiana Power «< Light Co 03/09/15 COLLINS, J T 
Region 4, □PFice of Director Ip 20591 282 24X 

Fiche 50-382,83/09/15,0310030363 


931CO3036B Fourth interim significant corist Deficiency Rept 79 re 
unqualified components in hydrogen analyzers Completion of 
corrective action delayed until 831014 due to design 
changes Final rept will be submitted by 831110 

DRUMMOND, F J Louisiana Power i< Light Co 83/09/15 C0LLIN9, J T 
Region 4, Office of Director Ip 20593 039 24X 

Fiche 30-382,83/09/15,0310030368 


0310030468 Second interim significant const Deficiency Rept 86 re 
burred 3A-0 safety inverter output capacitor wiring 
Supporting documentation under review w/expected completion 
bi 831007 Final rept expected by 831019 

□RUmONDiF J Louisiana Power 6 Light Co 03/07/15 COLLINS, J T. 
Reghion 4, Office of Director Ip 20601 030 24X 

Fiche 50-382,93/09/15,0310030468 


6310030402 Final significant const Deficiency Rept 33 re chilled 
water piping supports Caused by overstressed welds It 
structures & seismic span criteria being exceeded Designs 
modified 

ORUMWIND, F J Arkansas Power U Light Co 83/09/15 COLLINS, J.T 
Rapion 4, Dffice of Director 3pp 20601 071 24X 

F I c h • . a o-paa, a 3/09/ 1 5, sp 1 0030492. 


0310030507 Final significant const Deficiency Rept 60 re turnover 
‘lepuntntat'l on 6 inadequate hanger weld problems T-B 
Carpletion l< documentation review scheduled for 831214 Final 
ript will bo submitted by 840116. 

DHUhUWNO, P J Louisiana Power 6 Light Ca 83/09/15 CDLLIN 8 ,J. T 
Region 4, Office of Director Ip 20601 169. 24X 

Ffclie 50-382,83/09/15,8310030507 


8aiC430S4D Final Deficiency Rept 123 re fusion of conductor insulation, 
rendering insulation values indeterminate Initially 
reported on 830810 Deficiency not reportable per 
IOCFR50 55(6) 

Dfll^MNONDiF J L.tJUisiana Power 6 Light Co 03/09/15 COLLINS, J T 
Region 4, Office of Director 2pp 20601 192 24X 

Fiche 30-382,83/09/15,0310030540 


8310040912 Final deficiency rept rr Potentially Reportable Deficiency 
12t concerning Anchor Darling Valve 29I-V326D circular 
indication Initially reported on 030816 Radiographic exam 
revealed no nonconformances Item determined not reportable 
ORl^mONO, r O Louisiana Power 6 Light Co 83/09/13 CDLLIN 8 »J. T. 
Region 4, Office of Director, 2pp 2P623 074 24X 

FIc?ie 50-382. 83/09/15, 0310040512 


9310190151 Final rept re Significant Const Deficiency 5S concerning 
possible failure of GE-type I-IFA relays Initially reported 
on 630725 Lexan coil spools In HFA relays replaced by coils 
made of Tefzel 

G£RRET 8 ,T F Louisiana Pouer L Light Co 03/09/30 C0LLLINS,U T 
Region 4, Office of Director 3pp 20820 224 24X 

Fiche 50-382,83/09/30.8310190151 


B3LD2102S8 First interim significant const Deficiency Rept 8 B re 
refueling water storage pool 1 iner/no z z le overstressed 
condition Restraints will be added to deficient nozzles to 
reduce noizle load on. pool liners Next rapt by 631219 
OERRETB, T F Louisiana Power Jt Light Co 03/10/07 COLLINS, J. T 
Region 4, Office of Director 4pp 20048 277- 24X 

Ftche 90-382,83/10/07,0310210258 


0310210290 First interim significant const Deficiency Rept 69 re GE 
AK50/AK3O switchgear breakers cam shaft bearing retaining 
r lz>g Interim corrective action taken to prevent baarlng 
movement until repair developed by OE Next rept by 840180 
OERRETS.T F Louisiana Power L Light Co 83/iO/07 COLLINS, J. T. 
Region 4, Office of Director 3pp 20859.245. 24X 

Fiche 90-302,83/10/07,0310210390 


0310210293 Fifth interim significant const Deficiency Rept 70 re GET 
400-volt trip colls not dropping out after tripping Two of 
86 breakers remain to have design chenge installed h 
verified Final rept will be submitted by> 631221 

oeRRETS. T F Louisiana Power L Light Co 83/10/07 C0LLIN8, J T. 
Region 4, Office of Director 2pp 20855*210. 24X 

Fiche 50-382,83/10/07,0310210293 


6310280012 Sixth interim deficiency rept of Blgniflcant Const 
Deficiency 57 re inadequate instrumentation Ic control 
installations Sc turnover documentation Initially reported on 
830729 Final rept will be submitted bg 840215 

OERRETS, T F Louisiana Power Sc Light Co 83/10/13 COLLINS, J T 
Region 4, Office of Director 2pp 20934 107 24X 

Fiche 50-382,83/10/13,8310280012 


8310280069 Fifth interim significant const Deficiency Rept 77 re 
inadequate containment purge valve closure time 6 : flow rate 
Review of supporting documentation will be completed b-y 
831128 Final rept will be submitted by 831219 

OERRETS, T.F Louisiana Power L Light Co 63/10/13 COLLINS, J T. 
Region 4, Office of Director 2pp 20933 340 24X 

Fiche 50-382,03/10/13,8310280069 


8310310292 Third Interim rept re Significant Const Deficiency 02 
concerning bent control element assembly rods tnltially 
reported on 830816 Rods evaluated 6 reworked by C-E 
returned to facility Final rept will be submitted by 840115 
GERRETB, T F Louisiana Pouer 6 Light Co 83/10/14 COLLlNSttl.T 
Region 4, Office of Director 2pp 20961 232 a4X 
Fiche 50-382, 03/10/14, 0310310292. 


0310310300 First Interim rept re 91gnlfic*nt Const Deficiency 90, 
’■Electrical Conduct Overstressed “ Initially reported on 
830716 All condvit Installetion* will be physically 
verified Next rept bg 840215 

OERRETS, T F Louisiana Pouer It Light Co 83/10/14 CCX.LIN 8 , J, T. 
Region 4, Office of Director. 3pp iJ0960 399 24X 

Fiche; 50-382, 83/ 1 0/ 1 4 . 83 1 03 J 0300 


D Gongrcselonal/Ezeciitive Correspondence 


0310060991 Forwards respense to 030727 questions re NRC inquiry team 
830628 moating in New Or I tans, LA. Inqu iry team B30714 rept on 
QA allegations St IE 830004 status rept end 

PALLADINO, NJ Comml ssi onors 83/09/08. MARKEY,E. J. House «f 
Rep , Interior Sc Insular Affairs. 7pp E0661 160 24X 

Fiche 50-302,03/09/08, 8310060591. 


—8310060573 Forwards inquiry team rept re OA aliegatlons Meeting to 
discuss followup requssted 

DEYOUNG, R C Director’s Office, Office of Inspection and 
Enforcement 83/08/04, CAlH» J M. Louisian* Power I, Light Co. 
fp 20661 103. 24X Fiche; 50-302, 83/09/08, 8310060591. 


— 8310060994 Requests info re circumstances of Owns 1933 interviews w/NRC 
Investigation team 

MARKEV.E J House of Rep., Interior L Insular Affairs, 83/07/27. 
PALLADINO, N J. Commissioner* Ip 20661 192 24X 

Fiche 50-302, 83/09/08, 8310060591. 


83J0040134 Interim rept re significant cpnst Deficiency 42-Rl on HHA 
Aultllary relays Review 6 verification of supporting 
tfocumentatlon scheduled for completion by 031006, Final rept 
will be submitted by 031020 

OEitREI0,T F, Louisiana Power L Light Co 83/09/26 COLLIN 81 J. T 
Region 4, Office of Director 2pp 20600 006 24X 

Fich* 50-382.03/09/26,8310040134 
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DOCKET 50-307 SUSQUEHANNA STEAM ELECTRIC STATJOM. UNIT 1 


F StcUTitgi tnedica-li energancy & Fir« protection pl^ans 


8310060401 Rilea&B^ pwbllc verslan of revised enieraency plan 
iinpleniffntatiQn proc«ftor« 

FELTDNiJ n Division of Rvles and Records 03/09722 Document 

Management Srancb Ip 20660 006 34X Etcho 50-3B7 j 03/O9/22» 

0310060401 


— 0310060406 Public version of Hey 2 to Emergency Plan Implementation 
Procedure EP~lP''00a» ■'^Emergency Mgt Moti f i cat 1 ona " W/B30915 
Itr It Rev 34 to table of contente 

KAISER, H Pennsylvania Power 4* Light Co 03/09/15 SCHWENCER, A 
NRC - No Detailed Affiliation Given 75pp 20660 007 24X 

F i c h B 50-30 7, 03/09/22, B3 1006040 1 


8310120037 Foryardi A^end 16 to License NPF-14 &i safety evaluation 
Aflitnd incorporates Rev 2 to fire protection revieu rept l< 
corrects typographical errors in Tech Spec 4 1 1 2- I 2-1 
SCHWENCEfliA Li can ling Dranch 2 83/09/28 CURTlS, N U 

Pennsylvania P-ower & Light Co. 3pp 20749 183 ?4X 

F i c h B 50-307, 83 / 09/20, 83 J 0120037 


— B310120041 Amend 16 to License NPF~14, incorporating Rev 2 to fire 
protection revieui rapt -b correcting typographical errors in 
Tech fipec 4 11 2 1. 2-l« "Radioactive Oaseoui Naete Sampling 
& Analysis Program. " 

EI8ENHUT, D 0 Division of Licensing 83/09/38 aipp 20749 186 
24X FI Che 50-387^83/09/28.8310120037 


0310170046 Retiueste piibHcation of FR notice of consideration of 
issuance of amend to License NPF-14 tr proposed NSHC 
determination 6 opportunity for hearing re fire protection 
review rept, NSHC deteratlnation available in Central Files 
SCHUEHCER,A Licensing Branch 2 83/07/28 MILLER^J R Operating 

Reacton Branch 3 4pp 20790.060 24X Fiche 50-387,03/07/28, 

0310170046 


0310060211 Forwards EAR for safety parameter display sys. In response 
to Generic Ltr 82-33, per NURE 0-0737, Sup p 1 1 6 uti 1 830415 
Itr Implementation schedule for safety parameter display 
sys cncl 

CURTIS, N N Pennsylvania Power «, Light Cd 83/09/30 SCHNENCER, A 
Lleeniing Branch 2. 9Bpp 20646:279 24X Fiche 50-307,83/09/30, 

S31006D211 


8310060533 Releases public version of revised emergency plan 
Implementation procedure 

FELTOM, J W Division of Rules and Records 83/09/30 Document 
Management Branch Ip 20661 334 24X Fiche ao-3 37, 83/09/30, 

8310060533 


—0310060536 Publ Ic version of Rev 3 to Emergency Plan Impl ementatlon 
Procedure EP-lP-007r ''Personnel Assembly L Accountability " 
W/B30720 ltr <r Rev 20 to table of contents 

KEISERiH Pennsylvania Power >Br Light Co. 83/07/18 SCHWENCER, A. 
NRC - No Detalleil Affiliation Given 20pp 20661 339 24X 

Fiche* 50-387, 83/09/30, 8310060533 


0310110091 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J fj Division of Rules and Records 83/10/05 Document 
Management Branch. Ip. 20687.337. 24X Fiche 50-307,83/10/06, 

6310110091 


— 6310110094 public version of Rev 1 to Emergsncy Plan Implementing 
Procedure EP-rp-018, "Emergency Call-in tt Communication " 

N/a3063i ltr l< receipt form 

* Pennsylvania Power Sc Light Co 83/08/31. SCHHENCER,A. NRC - 
No Detailed Affil latlon Olven 13pp. 20667 338 24X 

Fiche 90-307, 83/10/05,8310110091 


H, General correspondence 


6310270214 Requests that Jld Hi liar d, pro jact manager, be daletad from sVc 
list 6 ND Meiss be added as new project manager. 

CURTIfliN. W. Pitiniyl Vania Pdwar It Light Co 83/10/24 SCHWENCERM 
Licensing Stench 2 Ip 80924*096. 24X Fiche 30-387,03/10/24, 

8310270214, 


P Operating llcenee etage documents fc cerreipondenca 


8310090123 Dlicusses util response to ConditioTi 4 associeted w/TMl 
Action Plan Item IT K 3 le re automatic depres sut i ? atl on sys 
timer letting Proposed bypaee timer setting of 460 s 
acceptable, aafety evaluetlon end. 

8CHWENCER, A Licensing Branch 2 03/09/20. CURTIS, N W 

Pennsylvania Powar & Light Co. 3pp. 20690:193. 24X 

Fiche. 50-387,03/09/20, 8310050125 


8310110462 Advises that diesel qenorator starting times up to 25 s or 
less acceptablo per 020924 Tech Spec change request 
8CHNENCER,A Licensing Branch 2 83/09/28 CURTlB.N W 

Pennsylvania Power & Light Co 3pp 20706 314 24X 

Fiche 50-307.83/09/28,0310110462 


B310120037 Forwards Amend 16 to License NPF-14 8, safety evaluation 
Amend Incorporates Rev 2 tp fire protection review rept ?r 
corrects typpgraphi cal errors in Tech Lpec 4 11 2 I ?-j 
SCHWENCER.A Licensing Branch 2 03/09/20 CURTIS, N W 

Pennsylvania Powei I* Light Co 3pp 20749 103 t''4X 

Fiche 50-307, 83/09/20, 0310120037 


— 8310120041 Amend 16 to License NPF-14, i nc orporat i ng Rpv 2 to fire 
protection review rept U carracting typographical errors in 
Tech Spec 4 ll 2 1 2-1. "Radioactive Oaseoua Waste Samp I mq 
2c Analysis Program. " 

EI6ENHUT, D 0 Division of Licensing 03/09/20 21pp 20749 106 
24X Fiche 30-387, 83/09/20, 0310120037 


— B310120045 Safety evaluation supporting Amend 16 to License NPr-M 
* NRC - No Detailed Affiliation Given 83/09/20 bpp 
20749 207 24X Fiche 50-387,03/09/90,8310120037 


8310170046 Requests publication of FR notice of consideration of 
issuance of amend to License NPF-14 h proposed NbHC 
determination & opportunity for hearing re fire protection 
review rept N3HC determination available in Central Files 
SCHWENCCH, A Licensing Branch 2 03/09/28 tilLLCR. J R Operating 

Reactors Branch 3 4pp 20798 060 24X Fiche 50-3B7. 03/09/20, 

8310170046 


B31O170D48 Requests publication of FR notice of consideration of 
issuance of amend to License NHf -14 h proposed NSHC 
determination & opportunity for hearing re deletion of grab 
samples NSHC detcrminatl on available in Central Files 
SCHWENCER.A Licensing Branch 2 83/09/20 MILLER, J R Operalinq 

Reactors Branch 3 4pp 20814 142 24X Fiche 50-307, 03/O9/20« 

6310170046 


8310180131 Advises that continued operation until completion of mods rr 
NUREO-0737, Item II E 4 2 concerning gang opening of two sys, 
justified Licensee committed to modifying logic at first 
refueling outage 

SCHWENCERiA Licensing Branch 2 83/09/29 CURTJB. N W 

Pennsylvania Power h Light Co 3pp 20827 077 24X 

Fiche 50-367,63/09/29.8310180131 


8310130207 Forwards application for amend to License NPF-M. correcting 
tgpogra phical error In design of reactor water Level 2 
tn revising isolation signal for valves required for re.ictor 
water Level 3 only 

CURTIB, N H Pennsylvania Power Light Co 83/10/07 SCHWENCER.A 
Licensing Branch 2 3pp 20725 018 24X Fiche 50-307,03/10/07. 

031013020/ 


— 031O13OS'13 Application for proposed Amend 30 to License NPF-14, 
correcting typographical error in design of reactor water 
Level 2 & revising isolation signal for valves required for 
reactor water Level 3 only W/marked-up Tech Spec 
CURTI8, N W Pennsylvania Power b Light Co 03/10/07 2pp 
20725:021 24X Fiche 50-307,03/10/07,0310130207 


8310140114 Expresses concern re wording of new 10CFR50 72(bJI2>IVi) 
effective 040101 Paragraph stated was not included In 
proposed rule Rev stating that licensee notify NRC as soon 
as practical should be included 

CURTIS, N W Pennsylvania Power & Light Co 03/10/10 DEMTDN, M R 
Office of Nuclear Reactor Hegulationi Director 8pp 20764 009 
24X Fiche 50-387,03/10/10,0310140114 


8310170495 Retiuest that NUREG-0123, *'3td BWR Tech Specs," be revised to 
previous format, based on need to provide adequate time frame 
for completion of WPPS8~2 power ascension testing program 
Susquehanna test duration data end 

aORENSENrO C Washington Public Power Supply System 03/10/10 
gCHkENCER,A Licensing Branch 2 3pp 20704 015 24X 

Ficha 50-000,03/10/10,8310170495 


8310140155 Application for Amend 29 to License NPF-14, revising 
insarvlce visual insp of snubbers 

CURTIS, N W Pennsylvania Power k Light Co 03/10/11 SCHWENCER, A 
Licensing Branch 2 4pp 20/63 014 24X Fiche 50-387. 83/ lO/1 1, 

0310140109 


— 8310140156 Proposed rev to Tech Specs re surveillance requirements lor 
snubbers 

e Pennsylvania Power & Light Co, 83/10/11 2pp 20763 018 SIX 
Fiche 50-307# 83/10/11, 0310140155 
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93IOIS0426 Forwards rey fco Section 14 2 qF F3AR re proposed startup 
test program for Unit 2 It clarification of Unit 1 startup 
test pragram ilevs wi 1 1 be Incorporated into next FBAR amend 
CyfirSSjN W Pennsglvanla Powei & Light Co 83/10/13 SCHWENCERi A 
Licensing Elranch 2 70pp 20803 224 24X Ficha 50-307.83/10/13, 

03IOLOC42£ 


1^310180480 Forwards Rev 1 to ''Control Sgs Power Supply & Sensor 
Ma I func tion Study " Existing sys adequately controls 
facility 

Cu^TTB. N W Pennsylvania Power Light Co 83/10/14 9CHUENCER. A 
L ictus Irtq Dranch 2 2pp 20800 167 24X Fichc 30-367,83/10/14. 

G3JP1BO460 


0310180461 Rev 1 to "Control Sys Power Supply It Sensor Malfunction 
Study 

* EDS NuElear. Inc 02-0160-1102 ROl 82/03/31 2Dpp 
20800 169 a4X Fichfl 50-387. 83/10/14. 0310160400 


— 0310160485 App A to Rev 1 to "Control 8y 5 Power Supply << Sensor 
Kalfunction Study." "Technical Procedure for Performance 
of Analysis " 

# EDS Nuclear. Inc 02/03/31 30pp 20000 194 24X 

Ficha S0-3B7. 03/10/14. 031OIBO40O 


— Q3L01BD493 App Q to Rev 1 to "Control 8ys Power Supply & Sensor 
Halfunction Study." "Control Sys 8t Safety Functions " 
a EDS Nuclear. Inc 02-0160-1102 Rl APPQ 02/03/31 lOpp 
20800 224 24X Flche 50-38/, 83/10/14. 8310180480 


'B3S0IBO497 App C to Rev 1 to "Control Sys Power Supply &. Sensor 
Malfunction Study." "Control Sys Identi Ficatlon Diagrams " 
l^/Flve Dverslie diagrams Aperture cards are available in 
FOR 

» EDS Nuclear, Inc 02-0160-1102 Rl APPC 82/03/31 Ip 
20800 233 24 X Flche 50-387.83/10/14.8310180480 


— 03101810498 App D to Rev 1 to "Control Sys Power Supply I. Sensor 
Halfuncfcion Study." "Commonality Diagrams " 

* EDS Nuclear. Inc 02-0160-1102 Rl APPD 82/03/31 llpp 
aOBOO S35 24X Flche 50-387. 83/10/14, 8310180480 


~-83iOtQ05Qil App E to Rev 1 to "Control Sys Power Supply & Sensor 
Malfunction Study." "Failure Modes & FFfecta Analysis " 

♦ EDS Nuclear. Inc 02-0160-1102 Hi APPE 02/03/31 51pp 
20800 246 24X Ftche 50-30/, 63/10/14. 0310180400 


— 0310180504 App F to Rev i to "Control Sys Power Supply fc Sensor 
Malfunction Study." "Malfunction Analysis Tables " 

* EDS Nuclear. Inc 02-0160-1102 Rl APPF 82/03/31 43pp 
20600 297 24X Flche 50-387.03/10/14.0310100480 


03liai8O!5O7 Forwards Rev 0 to "Evaluation of Effects of High Energy 
Lin* Breaks on Control Sys " 

CURTIS. N W Pennsylvania Power it Light Co 83/10/14 SCHWENCER.A 
Licensing Branch 2 Ip 20800 340 a4X Fich* 50-387,03/10/14. 
Bai01B0507 


— 8310I80S09 Rev 0 to "Evaluation of Effects of High Energy Line Breaks 
or Control Qys " 

* EDS Nuclear, Inc 02-0160-1131 ROO 83/05/01 36pp 
20000 341 24X Flche 50-387,83/10/14.8310100507 


— B3101E05IO App A to Rev 0 to "Evaluation of Effects of High Energy 
Line Breaks on Control Sys," '^Technical Procedure for 
Performance of Analysis " 

* EDS Nuclear, Inc 03/05/31 29pp 20001 015 24X 

FicAe 50-307.03/10/14,8310180507 


— B310iB05l4 App B to Rev 0 to "Evaluation of Effects of High Energy 
Line Breaks on Control Bys. " "Control Sys & Safety 
Furbctions " 

* EDS Nuclear, Inc 02-0160-1131 RO APPB 83/05/31. llpp 
aOBOl 044 24X Fiche 50-387.83/10/14,8310180607 


— 8310160518 App C to Rev 0 to "Evaluation oF Effects of High Energy 
Lin* Breaks on Control Sys," "Control Sys Identification 
Diagrams 8c Control System Component Tables " W/four oversize 
diagrams Aperture cards are available In PDR 
a EOB Nuclear, Inc 02-0160-1131 RO APPC 83/05/31 13pp 
20001 035 ?4X Flche 30-387,83/10/14.0310180307 


— 8310180520 App D to Rev 0 tq "Evaluation of Effects of High Energy 
LTne Breaks on Control Sys." "Commonality Diagrams " 
e EDS Nuclear, Inc 02-0160-1131 RO APPD 03/05/31 4pp 
SD0O1'O6'9 24X Fiche 50-387.03/10/14,0310180507 


0310160923 App E to Rov 0 to "Evaluation of Effects of High Energy 
Line Breaks on Contr-ol Sys." "Failure Modes & Effects 
Analysis 

* CDS Nuclear. Inc 02-0160-1131 RO APPE 83/05/31 19pp 
20001 073 24X Fiche 50-387.83/10/14.0310100507 


8310100525 App F to Rev 0 to "Evaluation of Effects of High Energy 
Line Breaks on Control Sys.” "Figures 6 Tables " 
a EDS Nuclear, Inc 02-0160-1131 RO APPF 03/05/31 22pp 
20B01 092 24X Flche 90-307,83/10/14.0310100507 


0310250106 Opposes NRC 030920 pasltLOn on Tech Spec requiring second 
diesel start to occur in 10 s or less Opportunity For 
detailed discussion requested 

CURTIS. M U Pennsylvania Power Sc Llsht Co B3/1O/20 SCHWENCER.A 
Licensing Branch 2 Ip 20096,248. 24X Fiche: 5O“307i 03/ 10/20. 

8310250106 


0310250246 Forwards application for Proposed Amend 31 to License 
NPF— 14. changing Tech Spec Table 4 0 11 2-2 re settings for 
emergency sve water pump timers 

KENYON. D D Pennsylvania Power U Light Co 03/10/20 SCHWENCER.A 
Licensing Branch 2 app 20099 030 24X Fiche* 90-387. 83/10/20. 

B310250246 


— 8310250252 Application for Proposed Amend 31 ta License NPF-14. changing 
Tech Spec Table 4811 2-2 re settings for emergency *vc 
water pump timers 

KENYON, B D Pennsylvania Power 8. Light Co 03/10/20 Ip 
20099 033 24X Flche 50-307.03/10/00.0310250246 


—0310250256 Proposed changes to Tech Spec Table 4, 0 1 I 2-2 re settings 
for emergency eve water pump timers 

* Pennsylvania Power 8* Light Co 03/10/20 2pp 20099 034 24X 

Fiche 50-387. 03/ 1 0/20, 8310250246 


8310270449 Forwards application for amend to License NPF-14. c ansi atlng 
of Propostd Amend 32rchansing Tech Specs to limit spray pond 
operating temp to 81 F ti to maintain inventory at rnln of 
23 million gallons 

KENYON. 6 D Pennsylvania Power it Light Co B3/10/24 SCHWENCER.A 
Licensing Branch 2 2pp. 20723 027 24X Flche 50-307.83/10/24. 

0310270449 


— 8310270453 Application for amend to License NPF-1 4, canals ting of 
Proposed Amend 32. changing Tech Specs to limit spray pond 
operating temp to Si F It to maintain Inventory at min of 
23 million gallons 

KENYON.B D Pennsylvania Power It Light Co. 03/10/24 ip 
20923 029 24X Fich* 50-307.03/10/24,6310270449 


— 0310270457 Proposed Tech Specs re limiting condition for operation Ic 
surveillance requirements for spray pond operating temp 
« Pennsylvania Power Ic Light Co 63/10/24 Ip 20983 030 24X 

Flche 50-387,03/10/24,8310270449 


O Inspection reports. IC Sulletlns Ic correspondence 


8308300340 IE Info Notice e3-61,< "Alleged Use of Stand-Ins for Welder 
Qualification Tests." 5vc list end 

JORDAN, 6 L Division of Emergency Preparedness tc Engineering 
Respottse (Post 830103) 63/09/26 Consolidated Edlaon Co of New 

York, Inc ll7pp, 20794:022 24X Flche 50-000,83/09/26,8308300340 


8300300342 IE Info Notice 83-62. "Failure of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " avc list end. 

JORDAN, E L Division of Emergency Preparedness 8c Engineering 
Response (Post 030103) 63/09/26 Consolidated Edison Co. of New 

York, Inc il6pp 20777 210. 84X Fich* 50-000. 83/09/26, 0300300342 


0300300345 IE Info Notice 83-63. "Potential Failures of Westinghouse 
Type SA-1 Differential Relays " 0vc list encl 
JORDAN. E L Division of Emergency Preparedness 8c Engineering 
Response (Post 830103) 63/09/26 Consol Idatsd Edison Co of New 

York. Inc llBpp 20778.001. 24X Fich e 90-000. 03/09/2*. 8300300345 


8300300349 IE Info Notice 03-64, '^Lead Shielding Attached to 
Safety-Related Bys N/o 10CFR50 59 Evaluation " Bve list 
encl. 

JORDAN. E. L Division of Emergency Preparedness &t Engineering 
Response (Post 830103) 63/09/29 Consolidated Edison Co, of New 

York, Inc lISpp 20716 324 24X Flche: 50-000, 03/09/29, 8308300349 


0308300378 IE Info Notice 83-65. "Burvei 1 lane# of Flow in RTD Bypass 
Loops Used in Westinghauss Plants." 3vc list end. 

JORDAN, E L Division of Emergency Preparednass N Engineering 
Response (Post 830103). 83/10/07. Consolidated Edison Co of New 

York, Inc 76pp 20827:213 a4X Flche 50-000,83/10/07.0308300378 
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03OBUOO732 te Info Notice '‘Fatality at Argentina Critical 

Facllitv *' Svc list one 1 

JORl>ANi-E L Ciyision of Emergenev Preparedu* * » & Engineering 
Responso (Post 030103) 93/10/07 Consolidated Edison Co of New 

Yorhi Inc 7*?pp 20882 03& 34X Fiche 30-000i 83/10/07. B30B3007 52 


8310180349 Ac fc receipt of 830928 Itr Informing MRC of steps taken to 
Correct vlalatldns noted in IE Insp Kept 5a'*3e7/a3-l8 
HARTIM.T- T Div^i&ion of Engineering fc Technical prograrav 83/10/07 
KENYONi B D Pennsylvania Power it Light Co Ig 20303 Oil. 24X 
rich# 30"3a7j 03/10/07, 8310180349 


““0310180396 fleepcnds tn NRC 830029 Itr re violations nqted In JE Insp 
Rept 30-307/83-18 Corrective action* Importance of complying 
ui/planfc procedures & radiation work perftit r*<iuireinents 
itre»*ed & incorporated Into training course 

KENVOM. B D Pennsylvania power «« Light Co 83/09/28 MARTIW. T I 
Division of Engineering & Technical Programs 4pp 20803 012 
24X F i c he* 50-087. 83/ 10/07, 8310180349 


8!3O03O{)759 IE Info Notice 83~67, "Emergency Use Respirator hatl Defect 
Causes Production of Noxlhui Oases « Sve list and 
JORDAN, E 1 Division of Emergency Preparednet* it Engine erlng 
Response iPost 830103) 83/10/11. Consolidated Edison Co of New 

York, tnc, ii7pp 2£043 073 24X Flche 30-000,03/10/11,8308300759 


0308300761 IE Info Notice 83-601 "Respirator User Naming* Defec ti ve 
Self'-Contained Breathing Apparatus Air Cvllndera *’ 8vc list 
■ ncl, 

JORDAN, E. L Division of Emergency Preparedness 6 Engineering 
Response <Po*t 830103) 83/iO/ll Consolidated Edison co of Neu 
York, Inc 120pp 20327 129 24X Fiche 50-000, 83/ 10/1 830B300761 


8310140155 Application for Amend 29 to License NFF-14. r evis I ng 
inservicB visual insp of snubbers 

CURTIS, N W. Pennsylvania Power ft Light Co 83/10/11 SCHWENCER, A 
Licensing Drsnch 2 4pp 20763 Ol4 84X Flche 30-387, 03/10/1 i , 
9310140199 


--S31OI40136 Prapttitd rav to Tech Specs re s uirvei llanca requirements for 
snubber I. 

h Pennsylvania Power 6 Light Co SP/tO/li, 2pp 20763 010 24X 

Fi Che: 80-307^ 83/10/111, 831 01401 55. 


03iOieO5!lt Notification of 831021 meeting u/SUR licensees In Dethesda, 
HD to discuss future Imps for intergranular stress 
corrosion cracking 

HrRAQLlA,F. J Assistant Dlreetar for Safety Assessment 83/10/14 

eiBENHUT,D o, Division of Licensing. 5pp 20823 358 %4X 

Fiche, 50-000, B3/i0/l4, 9310100551 


0310250476 Advises df plans to revise PSl commitments outlined In 
Belief Request 4 to delete further efforts Wpraposed 
automated uitfAsonlc equipment HINAC will be used to 
rad iographical ly inspect inservice welds during refueling. 

Ci/RTIB,N W Pennsylvania power tt Light Co 83/ 10/19. 8CHVieNCEft,A 
Licensing Branch S 2pp 20897 143 24X Flche 90-387,93/10/19, 

0310290476 


A, PerlDdle opereting reports l< related correspondence 


8310190000 Monthly operating repi for Aug 1903 N/03a9l2 1 tr 
KUCZYN8MI,L A., KENYON, B O Pennsy Ivania Power 6 Light Cp 
03/09/00 DEG BE, M R Management Information Branch. 9pp 

20022-273. 24X Ftchf 90-307, 83/09/00, 8310190000 


0310110197 NPDE0 discharge monitoring rapt for Aup 1903 N/830929 Itr 
KAUFFHANi J. T Pennsylvania Power 2 Light Co 03/09/26 
Pannsy 1 vanl s, Commonwealth of, 1 0pp. 20665*296 S4X 
F 1 e h i . 50-387 , @3/09/26, 831 0 1 1 0 1 97. 


0 Beportablc occurrences, UERs l< related correspondence 


8310270841 Responds to FOIA request for three categories of document* 
re 030606 gas leak at facility Forwards App A documents 
FELTON, xf.M Division of Rules and Records. 03/07/22. AROYROS. D. L 
Chamlinr Schottland, Rosen, Cavanagh tc Ultano 2fp 20937 225 24-X 

Flcha: 50-ODO, 83/07/22, 8310270541 


— 8310270S47 Submits morning rapt for Region I, listing 030606 6 07 
avents, 

ALLAN, J.H Region I, Office of Director 03/06/07 DLAHAfJ. 
Program Support Branch Ip. 20937-220. S4X Fiche 50-000, 
03/07/22, 0310270541 


□10210329 Responds to FGIA request far mil dqtumanits re s i gni f Icantly 
high rate of equlpjient failures for 0£ BWR/4 rated at 2,436 
MM. Forward* App A documents Documents also ayallebla In PDR 
FELTON, J.M. Division of Rulei and Records 03/07/28 HAFNER, B 
Suffolk Nuclear Study Group 2pp 20682 223 24X 

F 1 c h e ; 5 0-000, 33/07/28, 831021 0329. 


— H303030103 Comments of LERs submitted from Feh 1982 - Joh 1903, in 
support of SALP levieu LERs generally prepared adequately 
w/occasional exceptions Licensee performance typical of 
average OWR facility in initial phase of plant startup 
SEVFRIT.K U Reactor Operations Analysis Branch 03/02/22 
STAROSTECKi, R Division of Project S, Resident Programs 2pp 
20002363 24X Fiche 50-000,03/07/20.0310210329 


0310250219 LER Q3-n7/03L-0 on 030815 6 0902. reactor bldg Zone 1 HVAC 
supply Pans tripped, causing Zone 1 pressure to exceed Tech 
Specs Caused by opening reactor bldg Zone 1 supply plenum 
access door for approx ?0 s or longer W/030915 Itr 
PIEMONTESE. A P , REISER. H N Pennsylvania Power t< Light Co 
03/09/15 MUHLEY, T E Region 1. Office of Director 2pp 
20893 305 24X Fiche 30-307,03/09/10,0310250219 


0310310305 RO on 03001 1, troub 1 a alarm for Fire Detection Zone 09 
annunciated In plant cantrol room Investigation revealed 
open resistance exists in circuit for Zone 09 End-of-life 
relay replaced 

REISER, H W Pennsylvania Power 6 Light Co 03/09/13 MURLEV,T E 
Region 1, Office of Director Ip 20V61 223 24X 

Fiche 30-307.03/09/15,0310310305 


0310200271 LER 03-116/O3L-O on G3O023, check valve in RHH pump A 
discharge line would not seat properly suction valve 
closed resulting in limiting condition of operation Caused 
by need to seat discharge line check valve M/830922 Itr 
KUCZYNBKI.L A , REISER, N N Fennsylvarua Power it Light Co 
03/09/22 HURLEY, T E Region 1, Office of Director 3pp 
20830 044 24X Ficfio 30-307, 83/09/22, 83 10200271 


0310200130 Final deflcloncy ropt re water hammer in essential sve wotei 
sys Initielly reported on 830505 Vacuum breakers will be 
installed during first refueling outage Also reported par 
Part at 

CURTIG, N R. Pennsylvania Power it Light Co 03/09/22 HURLEY,? E 
Region I, Office of Director 7pp 20929 254 24X 

Fiche 50-307,83/09/22,8310280130 


0310190120 LER 03-12O/O3L-O on 030828, during post-scram vessel level 
f luctuetlon.RCIC sys turbine automatically initiated & 
tripped on electrical overspeod Caused by slow response of 
governor valve Valve linkage travel reduced M/830927 Itr 
OrAHAM, 0 J , KEISERrH M Pennsylvania Power 8, Light Co 03/09/27 
HURLEY, T E Region 1, Office of Director 3pp 20821 049 24X 

Fiche 50-307, 03/09/27, 831 0 1901 20 


0310190145 LER 83“U9/03L^0 on 030828, during drywell vacuum S b post- 
initiation survel 1 lance„ anamal DUS position indication noted 
for two vacuum breakers Caused by looee cam coupling set 
Screws Solenoid valve cleaned Screws tightened M/630927 Itr. 
KUCZVNSKl.L A , KEISER.H M Pennsylvania Power it Light Co 
03/O9/S7 HURLEY, T E Region 1, Office of Director 3pp 
20020 313 a4X Fiche 50-397,03/09/27,0310190145 


0310190230 LER 03-1 1B/03L-0 on 030029, during callbr of main steam I In* 
A, low pressure switch PSL-B21-iNDlSA setpoint found below 
Tedh Bpec allowable value Setpoint failed acceptance 
criteria Switch replaced W/03092/ Itr 

PIEHDHTE8E, A P. , KE16ER, H (4 Pennsylvania Power & Light Co 
03/09/27 HURLEY, T E Region 1, Office of Director 2pp 
20318 050 24X Fiche 50-307,03/09/27,0310190230 


0310250594 LER B3-078/03L-0 on 030829, excess flow check valve 
XV-B21-F0Q9 could not be tasted to verify operability Caused 
by present configuration of instrument line not allowing 
access to valve u/o fetnavlfig vessel head M/030927 Itr 
PIEMQNT£:8£, A P. , KEISER.H M Pennsylvania Power 6 Light Co 
83/07/27 HURLEY, T E Region 1, Office of Director 2pp 
20901 056 24X FichP 50-387,83/09/27,0310250594 


0310230228 LER 03-122/O3L-O on 830901 , reactor bldg Zone MI vent Hat! on 
sys Isolated it would not restart after radiation detector 
power supply switched to alternate source Caused by blown 
fuse on Zone III isolation damper HD17502A M/030930 Itr. 

FlEM0NTE8e,A P , KEISER, H M Pennsylvania Power 8< Light Co 
83/09/30 HURLEY. T C Region I, Office of Director 3pp 
20099 IIG 24X Fiche 50-307,03/09/30,8310250220 


0310250245 LEr e3-l23/03L-0 ot> 030901, reee tor bldg Zone III ventilation 
tripped, causing *h ort-durat ion loss of O 25 inches Caused by 
rpomentary, spurl ous signal Investigation revealed absence of 
Zone III Isolation signal M/e3D930 Itr. 

KUCZVNSKIiL A , KEISER, H M Pennsylvania power it Light Co 
03/09/30 hurley, T E Region I, Office of Director 2pp 
20899 072 24X Fiche 50-307,83/07/30,0310250245 


8310290386 LEh 03-12 1/03L-0 on 030902, average power range monitor Plow 
biased simulated thermal power - upscale scram i* neutron 
flu* - upscale control rod block trip setpoints higher than 
Tech Spec limit Caused by power peaking M/830930 Itr 
KUCZYNSKliL A , KEI&ER,H M Pennsylvenia Power it Light Co 
83/09/30 HURLEY, T E Region 1, Office of Director 2pp 
20898 143 24X Fiche 50-387,03/09/30,8310250306 
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?3l02SO555 L^R &3-ir^/03L-0 on B30901 . solenoid valve controlling 
rcactar bldg Zone 1 exhaust Ton damper failed Caused by 
lejtl wear In solenoid valve Volvo rebuilt & reinstalled 
H/e3a'?30 Itr 

JtycZi^NSKli t- A « KElSEft-H W Pennsylvania Power «c LiOht Co 
®3/0?/30 HURLEV, T E Region 1. Office of Director app 
20901 OiO a4X Fiche 50'3S7 f B3/09/30* 0310250550 


&3l0130ia? Advises that AEOD engincerlnq evaluation rept re events 
invoLvfnqi RHR eys in shutdouin cooling mode distributed 
t« appropriate branches & project tranager 

OENTCWif- H R Office of Nuclear Reactor Regulation^ DiT'ector 
83/10/04 HELTEMES.C J Director's Office 2pp 20734 340 24X 

Fieri* 5O-307» 03/10/04, 8310130109 


— 830B1503SS For-uards AEOD engineering evaluation rept. “Misuse of Valve 
Resulting in Vibration ^ Damage to Valve Assembly U Pipe 
Eupporis " 

EPDUNp E J Reactor Operations Analysis Branch 83/07/07 
SeVFRlTp^K V Reactor Operations Analysis Branch Ip 20754 343 
24X Fiche 50-3Q7 j 03/10/04. 8310130189 


e3l02S04!>a LEFl B3-126/03L-0 on 030905, f o 1 1 owi ng receipt of fault alarm* 
control rod scram accumulator 46-07 pressure found beloui 
Ticpn Spec limit Caused by water leak past piston Accumulator 
r epressuri I ed 14/831005 Itr 

PJEHQNTESErA P • KEISERiK W Pennsylvania Pouter ^ Light Co 
93/10/05 MlifILEY, T E Region 1, Office of Director 2pp 
208^7 296 24X Fiche 50-387*03/10/05.0310250402 


^10250204 LER S3-1S9/01P-0 on 830927* to? que switch spring pack failed 
t* open at specified torque* caus ing valve operating motor tn 
burn up on over-torque u/locked rotor Engineering evaluation 
si thtrnaJ overload bypass ciicult design under revlout 
FEISER^H H Pennsylvania Power «< Light Co 03/10/07 MUHLEY* 1 E 
Region i* Office ef Director 2pp 20B93 362 24X 

riche 5O-307» B3/ 10/07* 8310200204 


£310250242 LER B3-132/03L-0 on 030910* dut Ing weekly preventive mainb 
acl Ivii y* analyzer Q exhibited erratic oxygen concentration 
readings it declared Inoperable Caused by malfunctioning 
hydrogen sample cell flow regulator 14/031010 itr 
mUCIYNSKl* L A I REISER, H W Pemisyl vaiila Power & Light Co 
83/10/10 hVRLEV»T E Region 1* Office of Director 2pp 
20B99 070 24X Fiche 50-387* 03/10/ 10. 0310250242 


B3I025O622 LER B3~131/03L-0 on 030910, d iese 1 generator B tripped prior 
td acM«vln9 600 rpm Three low priority alarms received 
c OTi c urr*E>t 1 y w/trip Caused by water (* corrosion products In 
Jnikrument air sys Air dryers to be installed 14/031010 Itr 
VLhCZyNSKIiL A * KBIBER.H W Pennsylvania Power & Light Co 
83/10/10 MURLEY.T E Region 1* Office of Director 2pp 
20900 205 24X Fiche 50-387,03/10/10*8310250622 


&j 1O2G'0129 LER BG-lSO/OlP-O discrepancies discovered In initiating 
signals for iO containment isolation valves Caused by 
piTiannal omission to make proper FSAR St Tech Spec changes 
Followup rept will be provided in 14 days 

KEIECRtH H Penney Ivania Power S* Light Co 03/10/10 hVKLEY* T E 
Region I*. Office of Director Ip 209&9 220 24X 

rich* 90-307*83/10/10,8310280125 


6310250266 LER B3-i34/03L-0 an 030912* duv ing diesel generator monthly 
optrability testrdlesel generator C tripped on 
ovirexc Itation Probably caused by voltage perturbation on 
offsite grid interfacing Investigation ongoing U/B31018 Itr. 
)<lK7VNSKIiL A . KEIBCR.H W Pennsylvania Power S< Light Co 
83/10/12 MUHLEY.T E Region 1* Office of Director. 3pp 
20099 023. 24X Fiche 50-387,83/10/12*0310250266 


8310200521 NPCES noncomp 1 lance notification beginning 000918* drinking 
«ater turbidity level ranged from J 7 to 3 2 turbidity 
vnits Free available chlorine level indicated maint of 
disinfection irv sys Safe drinking wator requirements met 
FIELDS* J S Pennsylvania Power it Light Co 03/10/13 
WH1TCRAFT,P K Environmental Protection Agency ip 20833*064 
24X FlcAe 50-337*03/10/13*8310200221 


DDCHET 50-308 SUBOUEHANNA STEAM ELECTRIC STATION* UNIT 2 


A App 1 icatlofi/cons truct 1 on stage documents & carre spondence 


0310050125 Discusses util response ia Canditlon 4 associated w/THl 
Action Plan Item II K 3 10 re automatic depr e s sur 1 xa t i on sys 
timer setting Proposed bypass timer setting of 480 s 
acceptable Safety evaluation encL 

SCHWENCER.A Licensing Branch 2 03/09/20 CURTIB*N W 

Pennsylvania Rawer & Light Co 3pp 20650 175 24X 

Fiche 50-307*03/09/20*9310050125 


0310210292 Forwards summary of 030907 meeting in Allenteun*PA re 
p duier, vol taga & relay study covering cable length 
d ef Ic lency, T- 10 & ECCB transPurmar project 

CURTIS* N U Pennsylvania Power & Light Co 83/09/21. MUR LEV* T E 
Region 1. Office of Director 23pp 20B95 222 24X 

Fiche 50-300*03/09/21,0310210292 


83I004C032 Forwards 9-month response for NUREO-0612* "Control of Heavy 
Loads at Nuclear Power Plants Electrical interlocks 
prevent main hoist of reactor bldg crane from being used 
over reactor well or spent furl pool 

CURTia. NU ReimayWanLa Pawer b Light Co 83/09/29 eCHHENCER*A 
Licensing Branch S 63pp 20608 143 24X Fiche 50-380*03/09/29* 

0310040052 


8310040421 Foruarda revs to FSAR Section 53 ro stainless steel weld 
cladding tc fracture toughness Revs show conformance 
W/IOCFR50 Apps 0 Xc H S( will bp Incorporated in next FBAR 
amend 

CURTIBrN W Pennsylvania Power Light Co 83/09/89 SCHHENCER* A 
Licensing Branch 2 lOpp 20619 175 a4X Fiche 30-388*03/09/29* 
0310040421 


8310040640 Forwards revised Bectien 11 3 nf f 8AR to be Incorporated 
Into next amend Rev refs gaseous waste mgt sys diaqrams 
CURTIBiM N Pennsylvania Power it Light Co 63/09/30 BCHUENCER*A. 
Licensing Branch 2 2pp 20625 330 C4X Fiche 50-308*83/09/30* 
0310040640 


0310120173 Forwards revised eectian 3 13 to FBAR Rev references util 
previously submitted position on Reg Ouide 1 97 Rev will bs 
incorporated In next FSAR amend. 

CURTIS.NW Pennsylvania Power E Light Co 83/09/30. BCHHENCERpA 
Licensing Drancb 2 2pp 20693 890 B4X Fiche 50-388*83/09/30* 
0310120175 


0310070160 Bubmits rev to FBAR Section / 5 re neutron flux monitoring 
sys plant computer sys Revs will be incorporated in next 
FSAR amend 

CURTISiNW Pennsylvania Power Light Co 83/10/03 BCHNENCER*A 
Licensing Drench 2 0pp 20659 007 S4X Fiche 5O-3B0* B3/10/0-3* 
0310070160. 


8310120067 Forwards revised Section 7.6 to FSAR* c lari f« ing pressure 
indicator /non! tor i ng* add xng discussion of non-Class lE temp 
sensors 1< including info average power range monitor upscale 
thermal trip Revs will be incorporated into next FSAR rev 
CURTIS. NW Pennsylvania Power it Light Co 83/10/06 BCHWENCER*A 
Licensing Drench 2 4pp S0697 165 24X Fiche 50-308*83/10/06* 

0310120067 


8310120000 Informs that FBAR Bection 12 2 revised to reflect that 
layout of equipment In Unit 2 net significantly different 
than Unit 1 layout Shielding U loning requirements apply to 
both units Info will be Incorporated into next FSAR amend 
CURTIS, N W . Pennsylvania Ppwer 6 Light Co B3/1O/06. BCHi4ENCER*A 
Licensing Oraneb 2 2pp 20697 155 B4X Fic he. 50-309, D3/10/06, 
0310120080 


0310120105 Forwards revtied FBAR Section 10 4 re regeneration syi.Revs 
clarify acid strength 6 verify ultrasonic resin cleaner 
added to sys Revs will be Incorporated in next FSAR amend 
CURTIS* N W. Pennsylvania Power 6 Light Co 03/10/06 BCHHENCER, A. 
Licensing Branch 2 3pp 20696 225 24X Fi c he. 50-388* 83/10/06* 

83IOI201Q5 


0310250345 LER e3-l2a/03L-0 on 830913* reactor bldg Zone HI vontilatiofi 
sys tripped & automatically restarted Caused by spurlnus 
ac^tvetion of differential PDSHH 17501D switch Pneumatic 
instruments replaced 14/831013 Itr 

PIEHONTEBE. A P . KFISER, H W Pennsylvania Power 6 Light Co 
83/10/13 MURLEV, T E Region 1* Office of Director 2pp 
20698 040 24X Fiche 50-307*83/10/13*0310250345 


8310120144 Forwards revised 
RCIC pump rooms Info will 
amend 

CURTIS* NN Pennsylvania 
Licensing Branch 2. 9pp 
0310120144 


Section 3 6A of FSAR re analysis for HPCl It 
be incorporated tPto next F»AR 

Power U Light Co 93/10/06 8C HhfENCER , A . 

20696 033 24 X Fiche 50-380103/10/06* 


0310140077 Forwards revised 
high level vol 6 computer 
incorporated In next FBAR 
CURTIS.N H Pennsylvania 
Licensing Branch 2 6pp 
8310140077 


FBAR Section 7.7 clarifying scran discharge 

sys block diagram Revs will be 

amend 

Ppwer fc Light Co 03/10/07 SCHWEKCER,A 
20767 134 SAX Fiche; 50-088*83/10/07, 
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Q310170145 Forwards '*UHS Test Interim R^pt. " conducted to demons ti ate 
that measured per Par(man {:9 oF spraij pond equals or escs-ods 
p erfor/mance predicted |>g analysis for two-unit operations 
CtfRTlS, M W Pennsylvania Power tf Light Co 83/10/12 SCHWENCF«»A 
Licensing Branch 2 Ip 2i>7B7 007 L*4X Fiche 50^3Ba< 83/10/ IS. 
0310170145 


— 03iOt7O14B "UHS Test Interim Kept '* 

* PeJinsyivania Power «» Light Co 03/10/12 5pp 20707 008 24/ 

Fiche &0“3Baf 83/10/12. 8310170143 


6310180166 Forwards FSAR Section 9 J re reactor bldg crane. rovi sed in 
response to NUHEO-0612 Changes will be incorporated into 
neit FSAR amend 

CUPTIB. N Pennsylvania Power S< Light Co 83/10/13 SCHUENLEfL A 
Llcanoing Branch 2 2Bpp 20809 001 24X Flthe 30‘-38 Bj 03/10/13. 

8310100166 


63101B0426 Furwards rev to Sectlojv 1.4 2 of FSAR re proposed startup 
test program for Unit 2 & <lari f ica ti on of Unit I startup 
test program lievi will be incorporated into next FSAR amend 
CURTIS. W W. Pennsylvania Pnwer U Light Co 83/10/13 BCHWEWCER. A 
Licensing Branch 2 70pp 20803 224 24^ FicAe 30-387,83/10/13, 

8310180426 


9310180437 Forwards revised FSAR Sections 14 2 12 4 L 14 S 12 5 
covering preoperati ana 1 test program Revs will be 
incorporated in next FSAR amepid 

CURTIS. M M Pennsylvania Power Light Co 03/10/13 SCHHENCtP. A 
Licensing Branch 2 9Spp 20902 163 24X FIche 50-388.83/10/13. 

031010043/ 


8310180454 Forwards rflvs to Section 9 3 of FSAR covering process 
san^pling ays & design bases Revs will be incorporated Jn 
next FBAft amend 

CURTIS. N.W Pennsylvania Power & Light Co 83/10/14 SCilRENCER. A 
Licensing Branch 2 5pp 20802 107 S4X Flcbe 50-3BB, a3/10/J4, 
93101804B4 


6310280195 Informs that util completed installation of modified tfryuel) 
to wetueJl vacuum breakers 

CURTIB. N U Pennsylvania Pauier it Light Co 63/10/24 8CHHENCER.A 
Licensing BTanch 2 Ip 20929:019 a4X Fiche 50-300.83/10/24, 
8310260195 


E NRC Safety Evaluation Report CSER). suppls & correspondencD 


0310070336 Forwards info re reactor pressure vessel beltJine plates 8« 
welds, c 1 osing out S€R Issue 112 F8AR: changes generated wilt 
be submitted under separate cover 

CURTIS, N W Pennsylvania Power b Light Co S3/40/03 SCHWENCCK. A 
Licensing Branch 2 5Spp 20691 003 24X Fi chc* 50-360. 83/10/03. 

B31O070336 


8310140056 Forwards response to 88ER 5. Section I 9 Item 115 5 IE 
Bulletin 79-27. '*Lose of Non-Class IE Instrumentation &i 
Control Fawer Bgs Bus During □perati-on ** 

CURTIS. N W Pennsylvania Power k Light Co 83/10/10 BCHHENCER. A 
Licensing Branch 2 9pp 20767 394, 24X Ffche 50-368,83/10/10. 

0310140056 


F, Becurity, medical, emergency & fire protection plans 


8310060461 Releases public version of revised emergency plan 
Implementation procedure 

FELTON, J M Division of Rules and Recordfi 03/09/22 Document 
Management Branch. ip 20660 006 SAX Fiche 50-307,03/09/22, 

831 0060401 


— 8310060406 Public version of Rev 2 to Emorgency Plan Implementation 
Procedure EP-lP-002. "Emergency M3 1 Notifications '* W/eP0915 
Itr it Rev 24 to table of contents 

KAISER, H Pennsylvania Power k Light Co 83/09/15 BCHWENCEn. A 
NRC - No Detailed Affiliation Qtvon 75pp. 20660 087 H4X 

F i t h 0 50-307, 03/09/22, 031 0060401 


8310060211 Forwards BAR far safety parameter display sys, in response 
to Generic Ltr 82-33, psr NUR £0-0737, Slip p 1 1 k util 030415 
Itr Implementation schedule for lafety parameter display 
sys end 

CURTIS. N W. Pennsylvania Power I, Light Cd- 83/09/30 SCHWENCER.A 
Licensing Branch 2 9Bpp 20646^279 24X Fiche 50-307,03/09/00, 

8310060211 


310060533 Releases public version of revised emergency flan 
imp 1 ementatla-n procedure 

FELTDNfvf, M Divisi-on of Rule* and Records 03/09/30, Ducument 
Management Branch Ip 20661 334 24X Fiche 50-307# 83/09/30. 

B3J 0060533, 


— 8310060538 Public version of Rev 2 to Lmcrgency Plan I mp I cmcn t,i t j nn 
Procedure EP-lP-007, ''Parsoi.nel Assembly k Accountability *' 
W/630720 ltr ic Rev 20 to table of contents 

KEIBER.H Pennsylvania Power k Light Cd 03/0// IB SCNHENutfLA 
NRC - No Detailed Affiliation Given 20pp 20661 335 24/ 

Fichu 50-387,83/09/30. 0310060533 


0310110091 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J M Division of Rules and Rocoi ds B3/i0/0b Document 
Management Branch Ip 20687 337 24X Fiche 50-307.83/10/05. 

03101 1009J 


— 8310J 10094 Public version of Rev 1 to tmergency Plan Implementing 
Procedure EP-IP-OIB, ‘‘Emergency Call-in k Communication 
W/03OB31 ltr 8. receipt form 

* Pennsylvania Power k Light Co 83/08/31 SCHWENCER, A fJWC - 
No Detailed Affiliation Given I3pp 206 B 7 330 24X 

Fiche 50-387. 83/10/05, 8310110091 


H General correspondence 


0310270214 Requests that JW Mi Hard, pro jec t manager.be deleted frum sve 
list k ND Weiss be added as noui ptoject manager 

CURTIS. N N Pennsy Ivanla Power «< Light Co 03/10/24 5CPWLNtf-R. A 
Licensing Branch 2 Ip 20924 096 24X Fiche 50-38/, 03/10/ 2d. 

0310270214 


0 tnspoetjon reports* IE Bulletins It cot respondent c 


8310060041 Formal ds IE Insp Rep I 50-388/83-13 on 830816-10 No 
nonco/npl lance noted 

martin, T T Division of Engincorinq & lechnical Programs 03/09/2,? 

KENyON. D D Pennsylvania Power & Light Co 2pp 20c.'47 2 32 ?-lX 
Fiche 50-308.03/09/22,6310060041 


— 6310060046 IE Insp Rept 50-300/03-13 on 830816-18 No nontompl ionce 
noted Major areas inspected preoperati onal test program, 
interface of shared sy* I< OA/OC interface w/test proqrn/n 
NICHOLAS. H K . BETTENHAUSEN. L Region 1. Office of Director 
03/08/31 7pp. 20647 234 24X Ficho 30-388.83/09/22.0310060011 


8300300340 lE Info Notice 83-61. "Alleged Use of Stand-Ins foi Nrldfr 
Oual i f Icat ion Tests " Sve list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response iPost 830103) 83/09/26 Consolidated Edison Co of Ntu 

York. Inc il7pp 30734 022 24X Fiche 50-000.03/09/36.0300 100310 


0300300342 IC Info Notice 03-62, "Failure of Redundant Tone Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Sve list end 

JORDAN. E U Division of Emcrqency Preparedness S< Fngineeriiig 
Response (Post 830103) 63/09/26 Consolidated Edison Co of New 

York. Inc 116pp 20777 210 24X Fiche 50-000,83/09/26,8300300313 


8308300345 IE Info Notice 03-63, "Potential Failures of Nesting hoiuse 
Type 8A-1 Differential Relays " Bve list end 
JORDAN, E L Pivisian of Emergency Preparedness k Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of New 

York, Inc U0pp 20770 001 24X Fiche 30 - 000 . 03 / 09 / 26 . BJOOjODJ15 


8308300349 IE Info Notice 83-64, "Lead Shielding Attached to 
Safety-Related Sy s W/o I0CFR50 39 Evaluation '* Sve list 
enc 1 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Response iPost 030103) 03/09/27 Consolidated Edison Co of Rev 

York. Inc ItSpp S0716 324 24X Fiche 50 - 000 . 83/09/29. a3nOuOt>349 


8308300370 IE Info Notice 03-65. “Surveillance of Flow in RID Bypass 
Loops Used in Nestinghouse Plants " Svi list end 
JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Poet 830103) 83/10/07 Consolidated Ldison Co of 

York. Inc 76pp 20827 213 a4X Fiche 50-000,83/10/07,8300300370 


0308300752 IE Info Notice 83-66, "Fatality at Argentine Critical 
Facility, " 8vc list end 

JORDAN. E L Division of Bmergency Preparedness 8. Engineering 
Response (Post 830103) 03/10/07 Consolidated Edison Co of Nfu 

York, Inc 79pp, 20882 026 24X Fiche 50-000,83/10/07.8300700702 


8310140056 Faruiaxds response to SSFR 5. Section 1 9 Item 115 IE 
Bulletin 79-27. "loss of Non-Class IE instrumentation k 
Control Power Sys Dus During Opetation " 

CURTIS, N U Pennsylvania Power k Light Co 83/10/10 BCMNENCFR, A 
Licensing Branch 2 9pp 20767 354 24X Fiche 50-300.83/10/10. 

0310140056 
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Sjt}S30O75‘? IE Info Notice 83-67. “tfnery enty Uat» Hcspiiator Matl HePect 
■Causes- Production oP Noxious Ooscs " avc list enc I 
JORDAN^ C I Division of Cfnergoncu Prpparedness Inqinooring 
Pespon&p iP-ost Q30i03) 03/10/11 ( unsol i dated Ldlsan Co of Neiii 

/ort. Inr 1 17pp 21043 075 24X Fithe 50-000.03/10/11,03013300759 


B '300300761 IE Info Notice 83 - 60 . "Respirator User Warning Dofective 
Self-Contained Breathing Apparatus Air Cylinders " &vc list 
e ncl 

JOF?DAfl> t L Division of Eoiergency Pr epar udnesa tt tnoineerimj 
Response iPost 030103) 83/10/11 (onsolidated Edison Co of Neui 

York. Inc laOpp 20S27 129 ?4X Fir he 50-000.03/10/11,8308300/61 


Peripdic operating reports reloted currespondentr 


831 01 101^7 NPDES discharge inoiii ton ng rapt for Aug 1903 M/030929 Hr 
kauffHAM. J T Pennsylvania Pouier & Light Co 83/09/26 
Pennsylvania. Commonuiea J Ih of. lOpp 20665 296 24X 

Ftche 30-307,83/09/26. 8310110197 


5 Reportable occurrences. LtRs related correspondence 


6310330505 RO on 03081 1 . troub le alarm for Tire Detection Zone 89 
annejneiaksd m plant control loom Investigation revealed 
Q^en resistance exists in circuit for Zone 89 End-oP-lifo 
relay replaced 

KEiSER.H W Pennsylvania Poiuer ^ Light Co 83/09/15 NURLFY. 1 L 
Region 1, Office of Director Ip 20V61 233 24/ 

Ftehe 50 -387.03/09/15.8310310300 


6'31D510392 Foruards summary of 8J0907 meeting in Al lentouin, PA re 
pewer. vol tago t( relay study covering cable length 
daf U lent Vr T-IO *< LCCS transformci project 

CURTIB. N tJ Pennsylvania Power 6 Light Co 83/09/21 MUHIFY.T Z 
Region 1, Office of Directer 23pp 20853 222 24X 

FlChe 50-308. 03/09/21 . 831021 02'?2 


EhJ 1 0280X30 Final deficiency rapt re water hammer In essential sve water 
sya Initially leported on D30505 Vacuum breakers will be 
installed during first refueling outage Also reported per 

Park ax 

CURTIS, N W Pennsylvania Power fc Light Co 03/09/22 MURLCY, T t 
Region L, Office of Director 7pp 20929 254 24X 

Fiche 00-367.83/09/22,8310280130 


S310280065 becond interim deficiency rept re OF reactor mode owitih 
tnltlally reported on 83040/ Mode switch redesigned bample 
ultl be independent ly tested Also repoited per Pari 21 Final 
rep-t will be submitted by Dec 1983 

CURTIS, N U Pennsylvania Power 6 Light Cti 63/09/30 MURLEVil F 
Region I, Office of Directoi 6|ip 20929 020 24X 

riche so-oes, a3/09/30, 03 1 0280065 


5310260137 Interim deficiency rept re isolation of nitrogen makeup sys 
Also reportable per Part 21 Initially reported on 830912 
Permanent design mod will bo implemented Final rept will bo 
submitted in Der 19Q3 

CUftTtB. N W Ponnhylvania Power t( Light Co 03/10/10 MUftLEYiT t 
Region I. Office of Director 5pp 20929 009 24X 

Ffche 50-288,83/10/10. 8310280139 
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F Sscurlty. medical, emergency tc fire protection plans 


83 II OTJ60490 XTeleases public version of revised ofPnormal emergency 
operating procetfutes 

FELT-DN. J M Division of Rules and Recoids 83/07/22 Document 
Karagemenfc Branch Jp 20650 299 24X Fiche 50-335,83/09/22. 

G 3 10060490 


— 0310060492 Forwards public vei sion of levised offnarmal 6 emergency 
operating prucedures, me lud mg Procedures 1-0910032 re 
auiiliary transformer offnormal opBiation 6 2-lOi0030 re 
Loss of iiifitrument air 

WCTHY.C rt Floiida Powei t. Light Co 83/09/12 Director 
Office, Office of Inspection and Enforcement Ip 20650 300 24X 

Fsche 50-335, 83/09/22, 8310060470 


— D3J0060494 Public version of revised offnormal emergency opeiatmg 
p rocediiresi inc ) ud ing Procedui es 1-0910032 re auxiliary 
trans formers offnormal operation & 2-1010030 re loss of 
instrument an 

PCTR1E,L Florida Power Ic Light Co 03/09/01 60pp 20650 3QJ 
24X Fiche 50-335.83/09/22.8310060490 


8310070230 Forwards "Detailed Control Room Design Review of F^lant, 

St Uucie Unit 2 Nuclear Power Statlan < NURE0-0737i Bup p I 1)," 
per 830415 commitment 

UNRIO. R E Floilda Power 6 Light Co 83/09/30 ElfiENHUT. D O 
Division of Licencing Ip 20659 J 20 Ficha 50-389, 03/07/30, 

Q310070250 


— 0310070253 "Detailed Contra) Room Design Review of Plant, Ot Lucie Unit 
2 Nuclear Power Station,** summary rept 

UHHIG.ft E Floiida Power It Light Co 03/09/30 SlSpp 
20659 129 P4X Fiche 50-309, 03/09/30, 0310070250 


031O2SO4OO Forwards IE Insp Repts 50-335/03-30 l« 90-389/83-58 on 
830029-0902 No noncompUance noted 

DANCE.H C Division of Project le Resident Programs 03/10/05 

UNRIO, R E Flundfl Power *c Light Co 2p p 20897 256 24X 

Fiche 50-335,83/10/05, B310250400 


—0310250409 IE Insp Rapts 90 - 335/ 83-30 8c 50-309/83-58 on 830029-0902 No 
noncompliance noted Major ai cas inspected changes to 
emergancy preparedness pr ogi am. sh i f t staffing & augmentation 
6 dose calculations 6 assessments 

HUFFMANiO N Region 2. Office of Director B3/09/3O lOpp. 

20897 230 24X Fiche 50-335.03/10/05,8310250400 


6310270049 Raleases public Version of revised emergency plan 
implementing procedures 

FELTON,J M Division of Rules and Records 83/10/27 Document 
Management Dranch Ip 20940 206 24X Fiche 50-369,03/10/27, 

G3l 0270047 


— 83102700D3 Forwards public version of Rev b to nffnprmal Emeriericy 
Operating Procedure 2-0030140, "Blackout Operation" ft Hev 
O to Procedure 2-0970031. "Loss of SUPS - NonsaPety Vital AC 
or Fire Security Inverters *' 

METHY.C N rlorida Power 6 Light Cn 83/10/10 Director's 

Office. Office of Inspection an-d Enforcement ip 20940 287. 24X 

Fiche 50-309.83/10/27,83102/0049 


— 8310270067 Public version of Kev 5 td Uffnorma) Emergency Operating 
Procedure 2-0030140. "JJlackeut Operation" It Rev O to 
Procedute 2-0970031. "Loss of BUP9 - NIonsafety Vital AC or 
Fire U Security Inverters *' 

tt Florida Power 6 Light Co 03/10/06 21pp 20940 288 24X 

Fiche 50-369, 83/10/27,83102/0049 


0 Operating license stage documents h c o? respond ence 


6310060534 Forwards notice of consideration of Issuance of amend to 
License NPF-16 & proposed NBHC ifetormination U opportunity 
for hearing on 030617 request re Tech 8pec admin i stratlve t. 
editorial clianges 

NERSES, V Licensing Dranch 3 03/09/1^ UHRIO. R E Florida Power 

tiLightCa 2pp 20663 2/9 24X Flchc 50-389.83/09/16.8310060534 


■831006053/ Notice of consideration of issuance of emend to License 
NPF-16 U proposed NSHC determination opportunity for 
hearing on 03061/ request re Tech Spec administrative !< 
editorial changes 

KNICHTON.OH Licensing Branch 3 83/09/15 Bpp 20663.201 

24X Fiche 50-389,03/09/16,8310060534 


0310110497 Advisee that project mgt responsibility transferred from 
Licensing Branch 3 to Operating Reactor Branch 3, effective 
630919 Personnel changes listed 

MILLER, J.R Operating Reactors Branch 3 83/09/26 UNRIO, R £ 

Florida Pouior U Light Co 2pp 20714 317 24X 

Fiche 50-309,03/09/26,8310110497 


631-0130423 Advises tha t, e f f ect i ve 030919, mgt responsibility transferred 
from Licensing Branch 3 to Operating Reactors Branch 3, 

Dlv of Licensing 

miller. J.R Operating Reartors Branch 3 03/09/20 O'REILLY, J P 

Regicn 2, Office of Director 2pp 2076? 240 24X 

Fiche. 50-309, 03/09/28, 6310130423 


8310130153 F-orward* 'MnservifB fest Propram for Pumps & Valves'* f. Rev 0 
to PNS-CIO Document 002-JO, "Inservlce Insp. First iO-Yr 
Plan, ’* Vol5 1 «. 9 

UHRIO.fl E Florida Power h Light Cu B3/10/06 EJ8ENHUT. D, 0 
Division of Licencing Ip 20717 15? 24X FlChe 50-389,63/10/06, 

8310130153 


— 83)0130134 'MnservUe Test Program for Pumps l< Valves, St Lucie Unit 2 *' 
a Florida Power Light Co 83/10/06, 129pp 20717 160 24X 

Fiche 50-389,03/10/06,0310130103 
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3310180200 /Application for amt>nd to LiCG-nse^ DHR-A/ R NM-^li* revi b» nq 
factlitg orfl cl n i la 1 1 on chart tc niodiFijinq definition of 
fihift technical advisar functian 

WILLIAMS. J W Plot Ida Pouer h Li9ht Co 03/10/12 Ef BEWfll/l . H t-* 
Division of Licensing 3pp 20008 217 24X Fiche 50-335* 0J71O/IP. 

0310180208 


--8310100211 Pro-pos-ed Tech 8p ecs« reviG inp facility organ! lat i on chart fc 
modifying dePinitlon of shift technical advisor fonctJan 
Safety evaluiitian one 1 

♦ Florida Power Light Co 03/10/12 6pp 20D09 2*^0 PAX 
Fiche ‘SO-335. 83/10/12, P310 100208 


63L02702M Forwards list of addl LLT actuation sys relays not 
identified m 830^26 sub^nittal or FSAH to he nontesiable u/o 
jeopardjiing plant safety Sufficient justification provided 
for not testing relays 

WILLIAMS. J W Mnrida power fc Light Co B3/I0/2I FIseNHlIl,!} G 
Divillon of Licensing 3pp 20924 041 SAX Fiche 50-389.83/10/21. 
831027021 1 


8310310015 Forwards Class I L Class II fees for B31012 application in 
amend Licenses DPR-A? & WPF-Jt W/o end 

WILLIAMS. J W Florida Power l< Light Co B3/10/2.6 F I SENHU J , 0 G 

Oiviilon of Licensing Ip /09A7 105 rJ4X Fiche 50-335* B3/1C1/?A. 
8310310015 


0 Inipectlon reports. IE Dwlletins & coi respondence 


9310040447 Forwards lE Insp Repts 50-330/83-27 h 50-389/63-52 an 
830611 "07 10 Nd noncemp Haiir e noted 

DANCE* H C Division of Project L Rasident Programs 03/09/14 

UHRlGrR E Florida Power h Light Co 2pp 2062S 295 24X 

Fiche 50-333*03/09/14*9310040447 


—8310040454 IE Insp Repts 50-335/03-27 & 30-389/03-52 on 830611-0710 No 
none omp] ianca noted Major areas inspected malnt I* 
surveillance observations* plan t operations. IE bulletins I* 
circulars* LER sj SER follouop & FAQ item follDuup 
ELROD* S A I DlPD.H £ Region 2* Offiro of Director -JULIAN C 
Division of Project S« Resident Programs 63/09/13 17pp 
20625 397 24 X Fiche 50-335,03/09/14*8310040447 


8310040405 Confirms tolc-on re Q31DS1 mgt meeting in Miami, FL to dlsrtiss 
results of first jihase of BALP review for period Jgl 1992 - 
June 1983 Proposed agenda end 

LEWIS^R C Division of project * Resident Programs 03/09/22 
UHRIO.R E Florida Power & Light Co 2pp 20619 072 ?4X 

Fiche 50-000*83/07/22.6310040405 


6310040450 Confirms 030716 decision to cancel NRC training assessment 
team 930926-3D insp Util will be informed of reschedule 
date 

LEWIS* R C Division 0# project I* Resident Programs 03/09/23 

UHRIO.R E Florida Power «. Light Cn ip 20623 324 24X 

FlcKa 50-335.03/07/23,8310040450 


8308300340 IE Info Notice 03-61. "Alleged Use of Stand-Ins foi Welder 
Qualification Tests ** Sve list end 

JQROANrE L Divisidn of Emergency Preparedness It Engineering 
Response (Post 6301031 63/09/26 Consolidated Edison Co of Netu- 

York* Inc 117pp 20754 022 24X Fiche 50-000. 03/09/26. 0300300:i40 


8306300342 IE Info Notice 63-62, '’Failure of Redundant Taiid Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes ” Sve list end 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 63/09/26 Consolidated Edison Ca of New 

York* Inc 116pp 20777 210 24 X Fltho 30-000, 03/09/26. a'lGa30034a 


8306300345 lE Info Notice 63-63, "Potential Failures of We sting house 
Type SA-1 Differential Relays " 8vc list end 

JORDAN. ErL Division of Emergency Preparedness S* Engineering 
Response (Post 830103) 63/09/26 Consolidated Edison Co of New 

York. Inc liOpp 20776 001 24X Fiche 50-000* Q3/09/26, □306300345 


831025061 S Forwards IE Insp Rspts 50-333/63-31 I* 50-389/03-99 on 
630830-0902 No nancofflp 1 lance noted 

DANCE. )1 C Division of Project U Resident Programs 83/09/27 
UHRI0*R B Florida Power Ir Light Co 2pp 20900 16/ 24X 

Ficht. 50-333* 03/09/27. 8310250615 


—6310250681 IE Insp Rep t 50-335/63-31 1. 50-389/63-59 on 630830^0702 Nn 
noncompllanca noted. Major at'eas Inspected health physics 
Instruments I< equipment* 00 audi ts. thermal shield disposal 
practices Ic actions on previous Inspector followup items 
WRAY. J B Region 2. Office of Director 8 ARR. K P, DIyIbJOii of 
Engineering «* Operational Programs, 63/07/23 5pp 20700 J69 
24X Fiche 50-335* 83/09/87, GJ102I)061 5 


6308300349 IE Info Notice 03-64. "lead bluoldinq Att.iEhrd to 
Safety -Re la ted Qy^ M/o lOCFRSll 59 Evaieotutn " Sve lit. I 
encl 

JORDAN. E L Division of emergency Proparcdnois K Inqinerring 
Response <Post 930103) 83/09/29 Confolidated CdlLoiv Co af Neu 

York, Inc llSpp 20716 324 24X Fiche 50-000. 03/09/29. QlOOJUOl^') 


6310250400 Furwards IE Inap Repis 50-335/B3-30 ?< 50-387/03 58 on 
83 0029- 0902 No noncomp 1 leiire noted 

DANCE. H L Division of Frnject It Resident Program.^ L)3/iO/05 

UhRlQi R E Florida Power U Light Co L’pp 2089/ .,56 tfAX 

Fiche 50-335. 03/10/05. 03102504 00 


—□310250407 IE Insp Repts 50-335/03-30 S. 50-309/03-58 on B30U29 090? N[. 
none omp 1 lance noted Major arear. inspected chanpoo to 
emergency prepai edness pi oqi am. sh i f t staffing 6 augmentation 
|( dose calculations & assessments 

HUFFMAN* 0 N , STODDART* P G Region 2* Office of Director 
JENKINS* G fl Division of Engincerlnc] !# Dpoi ati oiial Proflrmns 
63/09/30 lOpp 30997 256 24X Fiche 50-335* 03/10/05. D3I02S040D 


83S0130153 Forwaids "Inservlce lest Progiam for Pumps t* Volves" !* Rtv 0 
to PNS-CIG Document 002-10* "Jnservire Inrp. First )0-Yr 
Plan. “ ViiU I & 2 

UHRIOrR E rtoiido Power Light Co 03/10/06 EJSCNHUI.D 0 
Division of Licensing Ip 207)7 159 24X Fiche 50-389.03/10/06, 

8310130153 


— 8310130154 "Inservlce Test Program for Pumps L Valves*0t Lu< le Unit 5* ' 
a Florida Power l< Light Co 83/10/06 129pp 2071/ I6(i 24X 

Fiche 50-3B7* 83/1 0/06* a3l01J015>J 


—9310130157 Rev 0 to PN3-C IG Uotumenl 002-10, "Inservice Insp. First 
lO-Yr Plan. " VolB 1 h 2 

HEYCOCK.P IT * oarCH.G . PADUANO.H N Florida Pouier It Lti^ht Co 
03/10/03 550pp 20717 288 24X Fiche 30-389*03/10/06. 

6310130153 


8310250516 Forwards IE Insp Repts 50-335/83-28 «< S0-3BV/03-95 on 
8307)1-0810 No noticomp 1 lance noted 

DANCE. H C Division of Project & Resident Progriims 03/10/06 

UHRJO.R E. Flnrlda Power It Light Co 2pp 2090) 310 24X 

Fiche 30-335.83/10/06*8310250516 


—0310290520 IE Insji Repts 50-335/83-20 & 50-307/83-55 on 030711-0010 Hi* 
noncomp 1 1 anc e noted Major areas inspected ma int 
surveillance observa ti on* p Inn t opurations. IL bulletins, 
circulars 8< info notices.LERs I* startup testing 
ELROD. 8 A r BIDD.H E . UANDIB.K Region 2. Office tif Director 
83/10/04 iipp 20901 312 24X Fichc 50-335, OJs/ 10/06, □□ J 025051 6 


6309300376 IE Info Notice 03-65* ‘'Surveillance of Fliw in RID bypass 
Loops Used in Meetinghouse Plants " Sve list encl 
JORDAN. E L DJ vision of Emergency Preparedness l< Engineering 
Response <Po9t 830103) 63/10/07 Consolidated Edison Cn of Mew 

York, Inc 76pp 20627 213 24X Fiche 50-000. 83/ 10/07. 03flQ3OO3/a 


8308300752 IE Info Notice 63-66. "Fatality .it Argentine Critic.il 
Facility *' 9vc list one) 

JORDAN.* E L Division of Emergency Preparedness L Lnyiiieering 
Response IPost 830103) 63/10/07 Consolidated Edison Cn of Npu 

York, Inc 79pp 20002 026 24X Fichu 90-000*83/10/07.830630075? 


930B300759 IE Info Notice 0p-67. "EmeT gency Use Respirator Hatl Defect 
Causes Production of Noxious Oases " Sve list encl 
JORDAN. E L Dlvinion of Emergency Preparedness i< Fngineorlng 
Response (Post B30103) 03/10/11 Consolidated Edison Co of Reu 

York. Inc ll7pp 21043 075 24X Fiche 50-000,03/10/11,8300300/59 


8306300761 IE Info Notice 03-66, “Respirator User Raining Defoe tive 
Self-Contained Breathing Appaiatus Air Cylinders " Sve list 
enc 1 

JORDAN, E L, Division of Emergency Preparedness St Cngineerms 
Response (Post 030103; 63/10/11 Consolidated Edison Co of Brw 

York* Inc I20pp 20027 129 a4X Fit he 50-000. 03/10/ 1 !, 0300 J00761 


R Periodic operating reports I* related c orr eepondenc e 


8310190023 Monthly operating repts for Aug 1963 W/B30715 1 tr 
QRAMT, N N Florida Power t* Light Co 83/09/15 Office nf 
Resource Management, Director 17pp 20022 017 24X 

Fiche 50-000*83/09/1310310190023 
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3 Repdrtafrlc octuntnces# LEfls 3< related correspondtnee 


Ml003a39Q LER 03-050/03L-0 on tf308Pa, duw nfl power operati on, train A 
B contalniPient particulate iodine ga&cou^ monitors 
inopera&le Caused bg filter papei stuck on instrument 
S^nSiar Papers freed from sensors t< realigned M/03 OVe!O 1 tr 
HOl-ELLAiT S ► WILLIAMS, J W Florida Pouiei h Light Co B3/09/P0 
O-REILLV, J P Region 2. Office of Director 2pp P0592 300 P'lX 
PichB 50-369rG3/09/20, 0310030398 


e3lO03a'l40 LER e3-0SW03L-0 on 030022, instrument FT 3306 tiain A 
ftiutdawn cooling flou failed Cause unkcun Calibr checks made 
of associated sigma h controller rT-3306 volved out L 
bact. into sve W/Q30921 Itr 

fiOlELLA, r B ► WILLIAMS, J W Florida Power Light Co 83/09/31 
O -REILLY, J P Hegion 3. Office of Director 2pp 20603 033 34X 

FicAe 30-389.83/09/21.8310030448 


0310030254 LER S3-049/01T-0 on 830911, while performing valve lineup 
checks For startup, sve air containment isolation valves 
V20794 & ViB796 found open Caused by personnol error Valves 
Shut 'W/B30926 Itr 

44lLLrAKS. J W , PARKS. » Florida Power & Light Co 03/09/26 

O-HEILLV, JP Region 2. Office of Director 2pp 20591 062 24X 

F i c h e 30-3B9, 03/09/26 . 8310030254 


B3tOl4Q217 Suppl to final Deficiency Rept 8?~014 re malfunctioning 
^hut^daurn. cooli-ng eye HX bypass valves Valves will he 
Tiepiaced w/conventl onal Limitorque operators prior to 
startup from first refueling 

UHHlO.fl E Floiidd Pouier 8< Light Co 83/10/06 D'RtlLLY.J 3 
Region 2. Office of Director Ip 20/61 189 S4X 
FI Che S0-’3D9. Q3/10/06, 0310140217 


0310230060 LER a3-056/OaL-0 on 830707. w/shutdown cooling (SDC) itain 2H 
in op eraii an. SDC train 2A in injection mode it loop D reactor 
coolant pumps inopet'ab le. 1 oop A pumps made Inoperable Caused 
erroneously racking out pumps W/Q310Q/ Itr 
BRAF4MIK. J P , WILLIAMS, J M Florida Power It Light Co 83/10/07 
O^RElLLY. J P Region 2. Office of Director Spp 20894 174 24X 

FUhe 30-309* 83/10/07. 8310250060 


0310250039 LER OD-OSS/OSL-O un B30910. wide range nuclear 
in sirumentat ion C failed On 830912* channe 1 0 failed Caused 
bi| failure of decade dividers in log countrate cards Parts 
replaced W/B3JOIO Itr 

PARKS. B M I WILLIAMS. J N Florida Power & Light Co 83/10/10 
O-RErmy, J P Region 2, Office of Director 2pp 20874 087 24X 

FJthe 50-389.03/10/10.0310250037 


Q31D250337 LER aD-OSS/OaL-D on 830709. while in hot shutdown. con tainmeni 
pressure esceeded 0 4 psig limit Caused by heatup !< high 
pressure Pressure released by purge after obtaining waste 
jas release permit 

PARKS. 0 M . WILLIAMS. vl W Florida Power «< Light Co 83/10/10 
O-HEII-Ly. J P, Region 2. Office of Director 2pp 20898 02^ 24X 

rt«he 50-309.03/10/10.831025033/ 


8310190104 LER 03-OS8/O3L-O on 830914. during 100% pouier. fire riooi s 
found open Caused by const activities Continuous fire patrol 
watch abbBrved since startup W/0310i3 Itr 

MCLAUGHLIN, L , WILLIAMS. J W Florida Power l< Light Co 83/10/13 
a-RElLLY.J P Region 2. Office of Director 2pp 20822 110 24X 

riche 50-399.03/10/13.8310190104 


DOCKET 50-370 MATTS 0AR NUCLEAR PLANT, UNIT 1 


A App 1 i cat i on/constrwetion stage documents correspondence 


B310O50076 Concurs w/di ssoluti on of Model D2/D3 Steam Generator Util 
Design Review Panel Panel work complete 
WQVAK. T M Assistant Director for Licensing 03/09/23 
BLACKLEY. S K Design Review Panel 3pp 20650 165 24X 

Fiche 50-000.83/09/2318310030076 


8310170031 Forwards procedures ^ protocol to be followed by util.Dlack 
6 Veatch £< NRC re eampletian of review St evaluation of 
independent review of facility auxiliary feedwater sys 
NOVAK. T H Assistant Director for Licensing B3/09/30 PARRIS. K 0 
Fentiessea Valley Authority 5pp 20790' 337 24X 

FI eh* &0-390. 33/07/30. 8310170031 


0310170725 Forwards request for add! info re environ equipment 
qualification program, based on util 830819 environ 
qualification rept Response requested by 031017 

ADEHSAH.E G Licencing Branch 4 03/10/04 PARRIS. M Q Tennessee 

Valliey Authority 9pp 20798 074 24X Ficho 50-390.83/10/04. 

B31017D72& 


0310140224 Provides info supporting util decision not to install 
safety-grade manual switches In main control room for 
closure of isolation valves In upper head ],njectian sy& 

HILLS, L H Tennessee Valley Authority 03/10/11 ADENSAH. E 

Licensing Branch 4 4pp 20761 175 24X Fichc 50-390.03/10/11. 

0310140224 


0310180308 Requests that latest fuol load dates specified in CPPn-91 & 
CPPR-92 be extended to Jan 8c Jul 1705. re spoct i vely Add 1 work 
required prior to projected fuel load dates listed 
M1LUS,U H Tonnessue Valley Authority 03/10/11 ADENBAM. E 
Licensing Branch 4 2pp 20003 2|3 24X Ficho 50-370.03/10/11. 

0310180388 


B310210023 Forwards util 831003 Itr to J Robinson of Black & Veatch ra 
independent review program personal sves contract Ltf 
forwarded in keeping w/protacol for handling program. per 
TM Novak 830930 Itr 

KAMMER. D 9 Tennessee Valley Authority 03/10/14 ADENBAM. E 
Licensing Branch 4 5pp 20055 338 24X Fiche 50-390.03/10/14. 

0310210023 


03 1 0250034 Nntifles of 831025 meeting in Knoxville. TN to discuss TVA 
procedures for controlling it implementing corrective action 
on Dlack & Veatch findings re auxiliary feedwater eye 
independent review 

HILLS. L H Tennessee Valley Authority 03/10/10 A DENS A H. E O 
Licensing Branch 4 Ip 20097 S7i 24X Ficho 50-390,83/10/18. 
8310250034 


Q3102B0173 Forwards latest response to NUREO-0737. I tern II D 3. <'l>irect 
Indication of Relief b Safety Valve Position.'' reflecting 
as-installed location of acoustic monitoring sys 
a c cel croineter 

KILLS. L K Tennessee Valley Authority 03/10/24 ADENSAMr E 
Licensing Branch 4 Spp 20929 006 24X Fi che. 30-390, 03/10/24. 

8310200173 


E NRC Safety Evaluation Report ISER). suppls it correspondence 


8310210301 Forwards Drawings 47W600-26 It 47W600-S7j dep i c ting addl two 
sensor location changes per BbR Confirmatory Item 23, 

HELL8.L K Tennessae Valley Authority G3/I0/1B ADENSAN. E 
Licensing Branch 4 4pp 20B51 057 24X Fiche 50-390.83/10/18. 

8310210301 


F Security, medical, emergency b fire protection plan* 


B31 0250367 Suppls response to NRC 820027 Itr re deviation* noted in IE 
Insp Rept a 30-390/82-29 it 50-091/02-26 Guidance defining 
fire protection GA boundaries de layed. de lag ing completion of 
drawing rev effort b DA verificatinn 

KAMMER. D 3 Tennessee Valley Authority 03/O7/S5 0'nEILLVr%l P. 
Region 2. Office of Director Ip 20898 086 24X 

Fiche 30-390.03/07/25.0310230367 


8310040452 Submits central emergency control ctr meteorological data 
availability statistics for Apr-June 1763 Data availability 
rept* will be discontinued due to consistently high data 
availability through previous rept periods 

hXLLB.L H Tennessee Valley Authority B3/O9/20 A DENS AM. E, 
Licensing Branch 4 2pp 20623 326 24X Fiche 3O-G00. 83/09/20* 

8310040452 


B310040402 Forwards results of preliminary lighting survey for main 
control room, per 830727 request NUREB-0700 

M ILLS. L ft Tennessee Valley Authority. 03/09/29 ADEN8AM. E 
Licensing Branch 4 2pp 20617 352 24X Fiche 30-390,83/09/29, 

0310040402 


8310250303 Forwards IE Insp Repts 50-390/83-34 U 50-391/03-23 on 
830906-09 No noncompl iante noted 

VERRELLliD K Division of Project 6 Resident ProgreJns 03/09/29, 
PARRIS.KG Tennessee Valley Author! ty 2pp 2009 & 322 24X 

Fiche 50-370.83/09/29,0310250303 


—8310250304 IE Insp Repts 50-390/83-34 tt 50-391/03-23 on 030906-09, No 
noncompliance noted. Major areas inspected licensee readiness 
for emergency preparedness appraisal 

CLINE.M E,, KREH. J L Region 2* Office g# Director JENK1N9.G R 
Division of Emergency Preparedness Qt Materials Bafety. 03/09/20 
7pp 20895 324 24X Fiche 50-390. 03/09/29, 0310230303 


831O1B0315 Forwards response to 030325 request for add! Info re 
lOCFRSO App R Info includes color-coded tin# drawings 
demonstrating compliance w/Section III 0 B( L St degree of 
separation for equipment Inside containment 

KAMMER. D a Tennessee Valley Authority e3/tO/kS. ADENSAH. E. 
Llceniing Branch 4 22pp 2C)0O6»S44 24X Ft c he. 50-390. 83/10/ 12. 

831018Q3I5 
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J Incur4ncB & indBirtTi ity information 


6310140130 FoTwards ■stcon-dary financial prat«ctian cprtlficatos to 
NELIA Pallcy M-SO h nAELU Policy H-BO 

DUCKi J R Marsh 4c McLennan, Inc 03/10/03 BALTZMANrJ AstiBtant 
OirectoT fop State It Licensee Relations I3pp 20763 343 24X 

Flche S0'390, 03/10/03,8310140130 


6 Iniptciion reportsc IB Bulletins fc correspondence 


fl3l02503&7 Buppla response to MRC B20B27 Itr re deviations noted Jn tl 
Insp R»pt« S0“3?0/a2~27 t< 50-391/02-36 Guidance defining 
fire protection QA boundaries delay edi de lay ing completion of 
drawing rev effort & OA verification 

KAMMEfi.D S Tennessee Valley Authority 03/07/23 O'REILLY, J P 
Region S, Office of Director Ip 20090 0B6 PAX 
Fiche 50-390103/07/25,0310250367 


6310040140 Forwards ]E Insp Rept 50-390/03-31 on 030817-19 No 
noncofflp llance noted 

VERRELLl, D M Dlvisiion of Project 8r Resident Programs B3/09/09 
PARRIB, K O. Tennessee Valley Aothority 2pp 2060B 013 24X 

Fiche 50-390,83/09/09,03100401-40 


“0310040147 IE Insp Rept 50-390/03-31 on 030917-19 No n p comp 1 i cone 
noted Major areas inspected exam of installed supports fit 
rsitriints, piping vibration program ti followup on 
outstsuding items 

WHlTENERiM L , JAPE, F Region 2, Office of Director 83/09/07 
□pp. 20600 015 24X Fichc 50-390,03/09/09,0310040140 


6310040483 Forwards IE Insp Repts 50-390/03-89 fit 50-391/03-20 on 
S30B15-19 No noncompl ianc e noted 

VERRELLliD M Division of Project fit Resident Programs, B3/09/J2 
PARRIS, H 0 Tennessee Valley Authority lOpp 20619 127 24X 

F 1 cb e : 50-390, 83/09/ 1 8, 0 3 1 004 04S3 


‘8310040427 IE Insp Repts S0-390/B3-29 fit 50-391/03-20 on 630015-19 No 
noncompliance noted Major areas Inspected licensee action on 
previous enforcement me tters, independent Insp effort, IE 
Bulletin 79-14 fit Inspector followup items 

YORK, W Region S, Office pf Director BLAKE, J J Division of 
Engineering 6 Operational Programs 03/09/00 JOpp 20619 129 
84X Flche 50-390,03/09/12,0310040423 


—6310250304 IE Insp Repts 50-390/03-34 fit 50-391/B3-23 on B30V06-09 Wu 
noncomp 1 iatic e noted Major areas inspected licenser readiness 
far emergency preparedness appraisal 

CLINE, N E , KREH, J L Region 2, Of Tice of Director tJENKINfluC R 
Division of Emergency Preparedness 6 Materials Safety 8’i/09/3fl 
7pp 20095 324 24X Flche 50-390,03/09/29,0310250303 


8310250397 Forwards IE Insp Repts 50-390/63-36 St 50-391/03-25 on 
030912-16 No nancump I lanco noted 

VERRELUIrD M Division of Project fit Resident Programs 83/10/04 
PARRIS, H G Tennessee Valley Authority 2pp 80097 191 ?4X 

Flche 50-390, B3/10/04, 8310250397 


—8310350406 IE Insp Repts 50-390/B3-36 fit 50-391/03-25 on 030912-16 Ho 
noncompliance noted Major areas Inspected licensee action 
on previous enforcoment matters fit i0CFR2l reportah i I ity 
MCFARLAND, C R Region 2, Office of Director UPRIGHT. C H 
Division of Engineering & Operational Programs 03/09/29 4pp 
20097 193 24X Flche 50-390,83/10/04,0310250397 


8300300378 IE Info Notice 63-65, *'Burve 1 1 lance of Flow In RID Byposs 
Loops Used in Uestinghou&e Plants " Sve list enrl 
JORDAN, E L Division of Emergency F'reparedness fi< Engineer Ing 
Response <Post 030103) 03/10/07 Consolidated Edison Co of Nfw 

York, Inc 76pp 20887 213 24X Flche 50-000,03/10/07,8300300378 


B30B300752 IE Info Notice 03-66, "Fatality at Argentine Critical 
Facility " Sve list end 

JORDAN, E L Division of Emergency Preparedness fit Enqineprlnq 
Response (Post 630103) 83/10/07 Consolidated Edison Co of Niw 

York, Inc 79pp 20802 026 24X Fiche 50-000,83/10/07,8300300/5? 


0308300759 IE Info Notice 83-67, "Emergency Use Respirator Matl Defrcl 
Causes Production of Noxious Gases •' Gve list end 
JORDAN, E L Division of Emergency Preparedness fit Engineering 
Response iPosb 830103) 83/10/11 Consolidated Edison Co of Nsm 

York, Inc 117pp 31043 075 24X Fiche 50-000,03/10/11,6300300757 


6308300761 IE Info Notice 63-60, "Respirator User Natnlng Defective 
Self-Contained Breathing Apparatus Air Cylinders " Sve list 
enc 1 , 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 63/10/11 Consolidated Edison On of Neu 

York. Inc I20pp 90037 129 24X Flche 50-000, 83/10/1 1, 830n'30076l 


8310040555 Forwards IE Imp Repts 50-390/83-33 fit 50-391/63-28 pn 
030022-0026 No noncompliance noted 

VERRELLI.D M Division of Project fit Resident Programs 83/09/12. 
PARRra,H0 Tennessee Valley Authority 5pp 20622,160 24X 

Flche 50-390, 83/09/ i 2, 03 1 0040555 


—8310040563 IE Insp Repts 50-390/83-33 t< 50-391/03-22 on 830829-26 
No noncojnpllanc e noted Major areas Inspected preaperat lonal 
test procedure review fit results fc review 6 followup on 
previously identifieif insp findings 

THOMAB.M Region S> Office qf Director JAPE, F Division of 
Engineering fit Operational Programs 63/09/07 Spp 20622,168 
24X Flche 50-390,03/09/12,8310040555 


8300300340 IE Info Notice B3-61, "Alleged Use of Btand-Ins for Welder 
Oua 1 1 f i cat 1 on Tests “ Sve list enct 

JORDAN, E L. Division of Emergency Pr eparodness & Engineering 
Reiponte <Post 030103) 63/09/26 Canso 1 i dated Edison Co of New 

York, Inc ll7pp. 20754 022 24X Fi che. 50-000, 83/09/26, 8300300340, 


830 0300342 IE Info Katie# 03-62, "Failure of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Svt list end 

JORDAN, E L. Division of Emergency Preparedness fit Engineering 
Response iPost 830103) 03/09/26. Consolidated Edison Co of New 

York, Inc il6pp. 20777 210 24X Fiche 50-000, 03/09/26, 830 BOO-Oat 2. 


0308300345 IE Info Notice 03-63, "Potential Failures of Westing house 
Type 8A-1 Differential Relay*. •» Sve list end 
JORDAN, B L Division of Emergency Preparedness h Engineering 
Response (Post 0301031 03/09/26 Consol i dated Edison Co of New 

York, Inc llBpp. 3077B OOJ 24X Fiche 50-000,63/09/26,8300300345 


8300300349 IE info Notice 83-64, "Lead Shielding Attached to 
Bafety-Relatad Bys W/o lOCFRSO 59 Evaluation " Sve list 
enc 1. 

JORDAN, E L Division of Emergency Preparednes s 6 Engineering 
Respanis (Post 030103) 83/09/29 Consolidated Edison Co of New 

Yerkt Inc iiSpp. 20716-324. 24X Fiche 50-000,03/09/29,0308300349 


8 Reportable occurrences, LERs fi< related correspondence 


8310030214 Second interim deficiency rept re seismic analysis of north 
steam valve room rnltlally reported on 830502 Natural 
frequencies not used resulting in clipping peaks of response 
spectra Reanalysis performed incorporating deficiencies 
MtLLS,L M Tennessee Valley Authority 83/09/21 O'REILLY, JP 
Region 2, Office of Director 2pp 20598 321 24X 

Fiche 50-390,03/09/21,8310030214 


6310030233 Third interim d'^ficiency rept re QA program on TubrliT.e naU 
supplied by Capitol Pipe Initially reported on 830329 Stop 
work order issued T-L f i t tings/f langes not installed in 
safety-related sys Next rept by 831100 

NILL0,L M Tennessee Valley Authority 03/09/21 0 'REILLY, J P 

Region 2, Office of Director Spp 2O590 343 24X 

Flcho 50-000, 03/09/21, esiOOGOPia 


6310030244 Final deficiency rept re offeet lead-in guides on Wachtsr 
■ pent fuel cells Initially reported on 630318, Eng 1 near! ng 
Change Notice 4043 issued revising Wachter Assoc, Inc 
drawings Also reportable per Part 21 

MILLS, L M Tennessee Valley Authority 03/09/21 O'REILLY, J P 
Region 2, Office of Director 2pp 20{>91 069 24X 

Fiche SO-370, 63/07/21 , 83 10030, ->4 4 


0310030252 Supplemental final deficiency rept re main control room 
habitability initially reported on 600305 Corrective action 
in 630906 Itr applicable to Watts Bar only 

riILLS,L M Tennessee Valley Authority 83/09/21 D'fiErLLV, J P 
Region 2, Office of Director ip 20592 310 84X 

F i c ho- 50-390, 83/09/21 , 03 1 0030252 


6310030257 Firat interim deficiency rept re broken pin carrier platps 
on ERCW motors mfg by Si emens-Al 1 1 8 Initially reported on 
830024 Vendor in process of determining max loading applied 
to bushlnge Also reportable per Part 21 

MILLS, L M Tennessee Valley Authority 03/09/21 D'REILLYrJ P 
Region 2, Office of Director 2pp 20591 060 24X 

Flche. 50-390, B3/09/21 , 0310030257 


0310230303 Forwards lE Insp Rapt* 50-390/03-34 fi< 50-391/83-23 on 
B30906-09 Mo noncomp 1 iance noted, 

^ Division of Project ’fi( Resident Programs, 03/09/29 
PARRIS, H 0 Tennessee Valley Authority 2pp. 20095 322 S4X 
Flche 50-390r 83/09/29 , 83 1 0250303 


6310030338 Becond Interim deficiency rept re inaccurate results froat 
ANCHORS cinrputer program Initially reported on 630329 
Problami reanalyied using Version 2 issued B30S06 Users 
manual revised Next rept expected by 83J231 

MILLS, L M Tennessee Valley Authority 03/09/21 O'RCILLY, J P 
Region 2, Office of Director 2pp 20590 303 24X 

Flche 50-390,83/09/21.8310030338 
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e3l00303aB second Interim deficiencg rept re QA program for personal 
ivc contract Initially reported on 830406 Controlled copies 
«f pnganeFrlng procedures sent to Oilbeit Assoc Next rept 
ccpccted bij 631014 

NILLBj?- M Tennessee Valley Authority 03/07/21 O^flCILLYr J P 
J?*gion 2, Office of Director 2pp 20572 137 24X 

riefcie 50-000,H3/07/21. Q3 10030380 


S3I0030J77 Third interim deficiency rept re incorrect use of Category 
(ILI supports on pipes near uater chillers Initially 
raporttd on 630117 Shielding structures being designed to 
protect chillers Next rept expected bg 031017 

KILLS- i. M Tennessee Valley Authority 83/09/21 O'RErULY, JP 
fiegion DFfice of Director 2pp 20593 075 24X 

Ficfce 50'-370, 83/09/21. 0310030397 


G3I0030404 First interim deficiency rept re fire dampers not adequately 
shou-n on design typical drauings Initially reported on 
030024 Clearances betureen fire damper ?< embedded sleeve will 
be inspected Next rept expected by 031PO6 

MILLS, L It Tennessee Valley Authority 63/09/21 O^RCILLY.JP 
Region a, Office of Director 2pp 20602 217 24X 

Fjche 50-390^63/09/21.8310030404 


&31OO30424 Third interim deficiency rept re Failure to provide bolt 
lightening requirements Initially reported on B30120 
flequlT enenbs provided in geneial note draupings. struc tural 
drauings S? manufacturers installation procedures 
KiLLBvL n Tennessee Valley Authority 63/09/22 O'REILLY. J P 
Region a. Office of Director 2pp 20593 170 24X 

FlChe 30-390.03/09/22.0310030424 


6310030473 Final deficiency rept for Unit 1 4i fourth interim deficiency 
T<pt for Unit S re use of digitiied response spectra data 
initially reported on 020422 Engineering Change Notice 349i 
issued to revise drawings Next rept expected by 840630 
M ILLS. L M Tennessee Valley Authority 03/09/22 O'REILLY. JP 
Region 2. Office of Director 3pp 20601 061 24X 

FI Che SO- 39 O 1 83/09/22. 6310030473 


&310030&06 Revised final deficiency rept re sheared motor pinion Neys 
In Llmi torque motor operators Initially raported on 820030 
Coritfiiiort only applies to Watts Dar Keys will be replaced by 
840-201 Also reportable per Part 21 

KILLS. L M Tennessee Valley Authority 83/09/22 O'REILLY. JP 
Reg-lon 2. Office of Director 3pp 20601 174 24X 

Fieri B 50-000.83/09/22.0310030506 


63ID03Q5I9 Final deficiency rept re failure to evaluate operator 
actions to realign ERCW train A Initially reported on 
ezODiO Analysis revealed that sys able to deliver design 
flour to all loads during 10 minutes follau/lng DDA 
H1LL9.L K Tennessee Valley Authority 03/09/22 O'REILLY.UP 
Rsflon Si Office of Director 2pp 20601 201 24X 

Flche 50-390.83/09/22. 8310030519 


S310030530 Final deficiency rept re incorrect max pipe movements 
contained in TPIPE program Initially reported on 830504 
Response spectrum utilised in analyxing oarthquaJee effect 
Tvsvlt-s in conservative displacements 

KILLS. L K Tennessee Valley Authority 83/09/22 O'REILLY. JP 
Rtgion 2. Office of Director 3pp 20601 207 24X 

Ficha 50-000.83/09/22,8310030530 


9310030365 Final deficiency rept re Moriam Instruments orifice plates 
described in QA program Initially reported on 630510 No 
s af B ty-ro lated plates mfg for util since subj audit Util 
Mill verify implementation of QA 

MILL8.L H Tennessee Valley Authority 83/09/23 O'REILLY, JP 
Region 2. Office of Director 3pp 20592 327 24X 

Fiche 50-390. 83/09/23. 8310030365 


&3lf>030370 Final interim deficiency rept ra diesel generator electrical 
s-q.vlpmant temp rating Initially reported on 820601 
Engineering change notice issued Ventilation sys can 
maintain, acceptable temp in electrical equipment 
HILLS. L M Tennessee Valley Authority 03/09/23 O'REILLY, JP 
Region 2. Office of Director 2pp 20592,175 24X 

Fiche 50-390,83/09/23.83100303/0 


9310030436 First interim deficiency rept re calculation pf support 
design loads in TFIPE Initially reported on B30714, Procedure 
devilaped allouing recomputati on of design loads near 
l6callted phenomena by hand Next rept by 631220 

fflLLS.L H Tennessee Valley Authority. 63/09/23 O'REJLLY.JP 
Region Si Office of Director 2pp. 20602 095 24X 

Fiche 50-000.83/09/23,8310030436 


8310D3Q462 Final deficiency rept re heat loss from Power 8ys diesels 
Initially reported on 020729 Heat loss tests performed on 
621120 830223 confirmed temps near saf ety-related 

a^iPlpnant exceeded limits Also reportable per Part 21 
HILLS. t M Tennessee Valley Authority 83/09/23 O'REILLY. JP 
Region 2. Office of Director 3pp 20601 049 24X 

Fiche SO-390. 03/09/23. 0310030462 


8310040180 Final deficiency rept re lack of evidence that auxiliary 
feedwater pump components meet ASKE Class 3 or TVA Claes C 
code requirements Initially reported on 620330 Drawings 
revised to identify piping Ic components properly 

MILLB.L M Tomiossse Valley Authority 83/09/27 D 'RE ILLY. J P 
Region 2. Office of Director 2pp 20608 265 24X 

Ficho 50-39'0, 03/09/27. 6310040100 


8310040544 Final deficiency rejt re transfer switches to auxiliary 
feeduater sys having non d ivl s i ona 1 power Initially reported 
on 830202 Caused by design oversight Engineering change 
notices issued design mods made. 

MILLS, L M Tennessee Valley Authnnty 83/09/27 D'REJLLY, J P. 
Region 3. Office of Director 3p p 20623 251 24X 

Fiche 50-390,83/09/27,8310040544 


8310040138 Final deficiency rept re improper c lass if 1 catian of ERCH 
sys piping te camponents. I ni t i a 1 ly reported on B10324 
Components Zc drawings will be revised to shoiu correct 
classification of HVAC equipment by 831115 

Mltua. L M Tennessee Valley Authority 83/09/26 □ 'RE ILLY. J P 

Region 2. Office of Director 5pp 20608 000 24X 

Fiche 50-390. 83/ 09/ a a. B3 1 0040 130 


8310040193 Final Sc second Interim deficiency repts for Units 1 L 2. 
respectively re high pressure fire protection sys piping 
water danger to shutdown board transformers after postulated 
earthquake Initially reported on B30616 

MILLB.L M Tennessee Valley Authority 83/09/26 O'RClLLV. J P. 
Region 2. Office of Director Gpp 2O60B i03 S4X 
Fiche, 50-370, 03/07/26. 0310040193 


8310040949 First Interlin Deficiency Rapt NRC H-lSB-P re failure of 
pressurtxer level transmitters to cover process range, 

Initially reported on 030029 Expected dispositian will be 

new calibr span Next rept will be submitted by B40106 

MILLB, L H Tennessee Valley Autho-rlty 83/09/26 O'REILLY. J P. 

Region 2, Office of Director 2pp S0623 247 24X 

Fiche 50-390,83/09/26.6310040549 


8310060009 Final deficiency rept re support welds not Inspected or 
documented Initially reported on 030711 List developed of 
supports requiring weld insp Reids will be Inspected 6( 
reworked if necessary by 631130 

MILLB.L M. Tenriessea Valley Authority 83/07/29 P 'REILLY. J P 
Region 2. Office of Director, 2pp 20647 243. 24X 

Fiche 50-370,03/07/29.6310060007 


0310060016 Final deficiency rept re valve position indication problems 
u/EHO gate valves Initially reported o-ri 830203 Uestinghouse 
equipment engineers porvlded u/lnstruc t ions re valve 
function Also reportable under Part 21 

MILLB.L H Tennessee Val ley Authority 83/09/29 O'REILLY. JP 
Region 2. Office of Director 2pp 20648 394 24X 

Fiche 50-390.83/09/29.6310060016 


8310060027 Final deficiency rept re containment spray minlflaw valve 
design error Initially reported on 620309 Nest ingh ouse 
Internal design assurance verification procedures revised 
Also reportable under Pert 21 

M1LL9.L M Tennessee Valley Authority 63/07/29 O'REILLY. J P 
Region 2. Office of Director 2pp 20647 091 24X 

Fiche' 50-390. 03/09/29, 8310060027 


8310060000 8econd Interim deficiency rept re diesel generator rear 
bearing problem Initially reported on 030627 Oenerator 
r epalred. Bear Ing assembly dlmcnsione will be examined to 
determine presence of ou-t-of-toleranc e parts 

MILLB.L M Tennessee Valley Authority 83/09/30 D'REILLY.J.P 
Region 2t Office of Director 2pp 20647,241 24X 

Fiche 90-390, 83/09/30. 0310060006 


0310-060087 Final deficiency rapt re review b updating of piping 
drawings. Initially reported on 620621 Design Critei la 
Document WB-DC-40-31 3 revised to add Section 4 3 requiring 
mod to assure piping has been updated 

MILLB.L M Tennessee Valley Authority 63/09/30 O 'REILLY. J, P 
Region 2. Office of Director 3pp 20646 335 24X 

Fiche 90-390,83/09/30.6310060067 


031-0060099 Final deficiency rept for Unit 1 fit fifth interim deficiency 
rapt far Unit 2 re discrepancies in support details 
Initially reported on 820302 6 63031 1 . re spec t Ive 1 y Revs to 
support drawings will be issuod by 640103 

MILL8.L M Tennessee Valley Authority 03/O9/3D, O'REILLY.J.P 
Regions. Office of Director 4pp- 20640-336 24X 

F I Che 90-390, 83/09/30. 6310060075 


8310060331 Final it eighth interim deficiency repts for Notts Bar 
Bellefonte. respectively re inconsistent istab 1 1 shment of 
tnsp program Initially reported on B10324 Requirements, 
control Ic use of const requirements manual developed 
NILUa.L M Tennessee Valley Authority 63/09/30. O'REILLY. JP 
Region 2. Office of Director 4pp SD641 001. S4X 
Fiche 90-000.83/09/30.0310060331 
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03100-60342 Final da#iciencij rapt rt fteam jenerator lower support 
t>oit» Ifiifrlallg reportad on OSOdilO Rehpat treatments provide 
adeq^uate strength at operating tenp • suf f 1 cieot fracture 
toughness & crack resistance Also reportable per Part Hi 
Nll-LSi L M Tennessee Valleg Authority 03/OV/3O D-'n£ILLY< J P 
Region S. Office of Director 3pp 20A46-077 24X 

F 1 c 6 e 50-390. 83 709/ 30i B3 1 0060342 


8310120336 Final deficiency rapt re questionable patches of plastic 
cement mortar Initially reported on a204£9 Samplins of 
expansion anchored supports proved adequacy of supports Item 
not reportable per lOcrR^O ^5lc> 

MlLLSi L H Tennessee Valley Authority 03/10/04 0 'REIU.Y» -vf P 

Region S, Office of Director 3pp ^0699 279 H4X 
F I ch c 50-390* 83/10/04* 03101 203 J6 


G310060436 Final deficiency rept re failure of safety-related 
Mestlnghcusa gate valves Initially reported on 801031 All 
affected valves modified k applicable drawings revised 
MILLBjL M Tennessee Valley Authority 83/09/30 □'RCILLY. J F 
Region Hi dfflce of Director 2pp 20641 227 24X 

F I C h • 30-3 90, 83 / 09/30. 83 100604 36 


8310120309 Final Sc sixth Interim deficiency repts far Units 1 Sc y, 
reapecttvel y, r e discrepancies in as-built vs as-ariolqtrd 
piping sys Initially reported an 010226 Support locations 
evaluated All Unit 1 rework will bo completed by 831201 
hILLGfU M Tennessee Valley Authority 03/10/04 O'nElLUYiJ P 
Region 2* Office of Director 4pp 20699 120 S4X 
Fiche 50-390.33/10/04,8310120389 


8310060476 Fifth Interin defielency r«pt r* setpoint program for 
overpressure mitigation sys Initially reported on 020521 
Util conducted PORV response time tests Next rept eipected 
by 840103 Also reportable under Part 21 

MILLSicL M Tennessee Valley Authority 03/09/30 O'REIlLY, J P 
neglon 2, Office of Director 2pp 2064J 017 24X 

Fiche 50-390.83/09/30.8310060476 


0310140048 Final deficiency rapt re mass of HVAC supports not iticludfii 
in frequency calculations Initially reported on B30B09 
Designs revised Field rework k support work will be 
completed by 840101 

HlLLS.L M Tenneesee Valley Authority 83/10/05 0'RE1LLY^JP 
Region 2/ Office of Director Hpp 20768 272 HdX 
Fiche 90-390, 03/lO/0Si 8310140048 


0310060488 Final k third interim deficiency repts far Units 1 k 2, 
respect ively re postulated accident blowdown of more than 
one steam generator Initially reported on B21015 Power 
supply to steam generator POftV rearranged 

MlLLB^t, M Tennessee Valley Authority 03/09/30 O'REILLY, J P 
Region 2, Office of Dlroetor Spp 20641*015 a4X 
Fiche: 30-390. 03/09 / 30. 03 1 0060 488 


0310140017 Becond interim rept re pump motors supplied w/o selBoiic 
analysis or ppcrabjlity demonstration Initially rnpoi tetf on 
830428 Addl info received from Westinqhouse but analysis not 
completed Next rept expected by 831230 

HfLLS.L M Tennessee Valley Authority 83/10/06 O'REILLY, J P 
Region 2. Office of Director 2pp 20767 027 SAX 
Fiche 90-390,03/10/06,8310140017 


8310070301 Potential Part 21 rept re wnderronge characteristic of 
Model N-EllOK transmitter Underranie lera offset may occur 
when transmitter initially pressurired from atmospheric to 
suppressed lera input End users notified 

BERBER IAN. M. J, FoiboroCarp 03/09/30 Director's Office. Office 
of Inspection and Enforcement IJpp 2065J 064 24X 

Fiche 50-000. 03/09/30, 03 1 0070301 


8310170264 Second interim deficiency rept re routing oP radlqpclive 
nonradloac t ive sys Instrument lines Initially reported on 
630729 Engixveerlng Change Notice 4207 initiated to remove 
instrument lines Next rept expected by 831221 

MILLS. L M TennessB* Valley Authority 03/10/06 O'RCJLLY, J P 
Region 2. Office of Director Ip 20707 100 24X 

eri,>k« qn-nt7n. any in/06, B310170264 


0310120236 Final deficiency rept re incorrectly installed pressuriier 
I ns tr umetit line Initially reported -on 830727, Engineering 
Change Notice 4249 Issued to correct Control Diagram 
47W6 1 0-68-5 R9. Hardware corrections completed by B311D0 
MILLS, L M Tanncssee Valley Authority 03/10/03 O'REILLY. J P 
Region 2. Office of Director Hpp, 2069H 170 24X 

Fiche 50-390, 03/10/03,8310120236 


6310210096 Final rept re OA program deficiencies in Gilbert Assoc 
personal svcs contract Initially repOTtsd on B30406. Specif U 
problems not identified by audit Items not reportable per 
10CFR90 59(e} 

MILLS, L M Tennessee Valley Authority 03/10/12 O'REILLY, J P 
Region 2, Office of Director 4pp 20B59 197 SAX 
Fiche 90-000,03/10/12,8310210096 


8310120237 Final deficiency rept re ambiguous outputs from Bart-on 
pressure transml tiers in RCS Initially reported on 030409 
Addl RCP trensmltitrs installed outside containment. Also 


reportable per Part ai 

M1L.L9. L M Tennessee Valley Authority 03/10/03 
Region 2, Office of Director 3pp 20692 J72 24X 

Fiche: 50-390, 83/ 10/03, 83! 0120237 


O'REILLY. 




P 


6310290370 Final deficiency rept re supports not designed or modified 
es reciulred by Engineering Change Notice 2576 Initially 
reported on 830118 Support depigns reviewed Design mods 
will be completed by 031230 . n 

MILLS, L M Tennessee Valley Authority 03/10/12 0 REILLY, J P 

Regions, Office of Director 2pp 20090,137 24X 

Fiche 80-390,03/10/12.0310250370 


8310120332 Final deficiency rept re escessive movement of centairnnenl 
penetratlnn bellows Initially reported on B112Q4 Analysis 
determiried that bellow movement may exceed 0 226-incb 
lateral dlsp Ucempnt. Enfl Ineer 1 ng change notice initiated 
hlLLfl.L.M Tennesiee Valley Authority 03/10/03 O'REILLY, JP 
Region Hi Office of Director 3pp 20699.272 24/ 

Fiche, BO-390, 63/10/03. 8310120332 


0310190009 Final deficiency rept re discrepancy in Interface 
coordination of design review process Initially reported on 
810717 Finding of coordination problem not significant & 
should not have been reported fco NRC per 10CFR90 55{o) 

MILLS, L.M Tennessee Valley Authority 03/10/13 O'REILLY, JP 
Region 2. Office of Director Spp 20010 132 24X 

Fiche 90-000,03/10/13,0310190087 


831D120396 Final k fourth interim deficiency rept for Units I In H. 
re igect ively. re control of civil engineering support branch 
analysis calculatloTis Initially reported an B208H3. Flange 
due 1 if i cat Ion rrauirements incorpora ted into checklist 
MlLLa,L M Tennessee Valley Authority, 83/10/03, O'REILLY, J F 
Region 2-, Office of Director 2pp 20700 197 2AX 
Fiche* 5D-390. B3 / 1 0/03, 831013039 6 


0310190224 Final deficiency rept re design review failure to verify 
accuracy It adequacy of design documents Initially reported 
on 011215 Listed changes to design review process will be 
implemented by 040101 

MILLS, L N Tennessee Valley Authority 83/10/13 
Region 2. Office of Director 3pp 20BIB 049 24X 

Fiche 50-000,03/10/13,8310190224 


O'REILLY, J P 


0310180100 Final It seventh interim deficiency repts. far Units I & 2, 
raspsctivfly. re piping sys analysis k pipe support 
ifeslgn efforts for Class 1, 2 ft 3 sys Initially reported on 
801217. All Unit i supports designed for current load's 
MILLS, t M- Ten-ntssee Valley Authority B3/I0/O4 □'REILLY. J P 
Region 8* Offic# of director Hsu 20A9A f«n ZAX 


8310210011 Final deficiency rept re resolution of unanticipated 
vibratory laading concerns Initielly reported on 830120 New 
requirements for assessing piping vibration problems during 
preoperational testing requirements Issued ^ , » 

MlLLStL M Tennessee Valley Authority 83/10/13 0 REILLY. V r 

Region 2, Office of Director 3pp 20895 345 24X 

Fiche 90-000, 03/10/13.831021001 i 


0310210019 First interim deficiency rept re support for test lines by 
alternate analysis Initially reported on 830919 Existing 
support structure being analyied to determine if mods 
necessary for DBA loadings Next rept by 831205, „/arTi i v i o 

MILLOrL N Tennesse* Valley Authority 03/10/13 □ REILLY. V r 

Region 2* Office of Director Hpp 20058 261 24X 

Fiche 90-390,03/10/13.0310210015 


0310210042 Supplemental deficiency rept re sensing of pip® brooks in 
component cooling sgi, Ini ttel ly reported on 830624 
TypoqrapMcal error identified In 030909 final rept 
Engineering change notice number should be 4293, not 4P39 
NILLB,L,N, Tennessf# Valley Authority 83/10/13 0 REILLY. V,P 

Region 2. Office of Director Ip PO055>317 24X 

Fiche 50-390,03/10/13.8310210042 
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63K051D049 Revis^ed final deficiency rept re voiding of engineering 
Change notices lECNs) ui/o proper review Initially reported 
on ■620816 Settions in EN DhS-fcP 4 02 addressing voiding of 
CCNi changed in Rev 12> issued on B00203 

MIELS.L H Tennessee Valley Authority B3/10/I3 O'REILLY, JP 
Region 2* Office nf Director 2pp «^0US5 304 a4X 
Fiche 30-000.03/10/13,0310310047 


B3102l'O06B Final deficiency rept for Unit 1 tc third interim deficiency 
rcpi for Unit 3 re loose matl in steam generator Initially 
rrjiorted on 030335 Caused by lack of work controls Also 
reportable p*r Part 21 Next rept due by 040706 

KILLS, L h Tennessee Valley Authority Q3/10/13 O'REILLY, -J P 
Region 3. Office of Director 4pp 20D57 370 24X 

Fiche 50-390,83/10/13,0310210068 


8310190127 First Interiin deficiency rept re shorted indicating lights 
in Rest inghoiise panels Initially reported an 030915 
Re 1 1 inghause provided trained ujit ing separation procedure h 
firing sketch Next rept expected by 031215 

MILLS, L M Tennessee Valley Authority B3/10/14 O'REILLY, JP 
Higlon 2, Office of Director 2pp 20021 120 24X 

Fleh* 50-390,03/10/14,0310190127 


&3l0a50371 Final deficiency rept for Unit I k interim rept for Unit 2 
re alternately analyzed piping Verification of all Unit 1 
piping carried out by personal svcs contractor k ulil div 
of etigJneering design 

MILLS. L M Tennessee Valley Authority 03/10/14 O'REILLY, JP, 
Region S, Office of Director lOpp 20090 044 24X 

Ficho 50-390.83/10/14,0310250371 


031O25OCM2 Supplemental final deficiency rept re corrosion in high 
pressure fire protection sys Corrective action will be 
respleted by 03£23'O, per 030930 telcon Vendor matl for const 
revert Uflll not arrive onsite to support original schedule 
KILLS. L N Tennessee Valley Authority 03/10/17 D'REILLY. J P 
JRcgion 2. Office of Director Ip 2DQ94 183 24X 

Fiche 50-390,03/10/17.0310250012 


83'lC25a>l&2 Becond revised final deficiency rept re cross-trained diesel 
generator HX inlet valves Initially reported on 830531 
Applicable drawings revised to apply diesel start signal to 
correct valve Corrections completed 

MILLS, L M Tennessee Valley Authority 03/10/17 O'REILLY, JP 
Region 2, Office of Director 3pp 20096 293 24X 

Flche 50-390 1 03/10/17, 0310250162 


&3I02S0165 Third interim deficiency rept re spacing k clearance of 
sprinkler heads in high pressure fire protection sys 
Initially reported on 030331 Caused by lock of understanding 
necessity for maintaining adequate spray patterns 
KILLS. L M Tennessee Valley Authority 03/10/17 O'REILLY, JP. 
Region 2, Office of Director 3pp 2<>094 062 24X 

riche 50-390,03/10/1710310230165 


3310250173 Final k fourth interim deficiency repts for Units 1 2. 

r espec t i vely, re incorrect use of Category IILI supports on 
pipes near uater chillers Initially reported on 030117 New 
iprav ahlelds designed to be installed above water chillers 
M]LL8,L M Tennessee Valley Authority 83/10/17 □'REULY,JP, 
Region 2, Office of Director 4pp <10893 278 24X 

Fiche 50-390,03/10/17,0310250173 


B3IQ250233 Revised final deficiency rept re drawings issued under 
E^cig inee ring Change Notice 2104 w/o adding flexible hose 
tnitlally reported on 030314 Procedures revised adding 
checklist far design review 

MILL8. L K Tennessee Valley Authority 83/10/17 O'REILLY, JP, 
Region 2. Office of Director 2pp SO099 045 24X 

rich* 50-390,03/10/17.0310250233 


8310270-150 Final rept re cable bend radius deficiencies due to use of 
nonsid fittings Initially reported on 830720 Caused by 

inte rpretat 1 on of specs Task team appointed to identify, 
evaluate k resolve problems Rework completed 

MILLS. L M Tennessee Valley Authority B3/10/18 O'REILLY. JP, 
Region 2, Office of Director. 3pp. 20925*020 24X 

riche 50-390,03/10/10.8310270150 


R510270183 Final deficiency rept re welds on structural steel in main 
steeia valve rooms Initially reported on 030921, Util in 
pracess of visually relnspectlng lOOX of all structural 
steel welds Carrective action will be completed by B41025 
HILLS, L K Tennessee Valley Authority 03/10/18 O'REILLY, JP, 
Region 2i Office of Director 2pp. 20925 031. 24X 

Ftche 50-390. 03/10/ IB, 0310270183, 


e3IO3]0J4B Revised final deficiency rept for Unit 1 t* first interim 
deficiency rept for Unit 2 re installation of flow switches 
•El sensing tines Initially reported on B30810 Actual rev to 
drawings will be accomplished by 831028 for Unit 1. 

MtLLB,L H Tennessee Valley Authority 03/10/19 q'REILLY, J P. 
Region 2, Office of Director 5pp 20959 014 24X 

F Iche > 50-390. 83/10/19, 0310310140 


6310310320 Final deficiency rept for Unit 1 L fourth Interim rept for 
Unit 2 re improper overlapping analysis technliiues Initially 
reported an 03O1J1 Twenty-nine problems judged unacceptable 
h reanalyzed to comply w/proper techniques 

MILLS, LH Tennessee Valley Authority 03/10/21 D'RErLLY, J.P 
Region 2. Office af Director 3pp 20V6i 210 24X 

Fiche 50-390,03/10/21,8310310320 


8310310348 Final deficiency rept re Target Rock pressuriier PDRVs 
failure to open Initially reported on 830922 Analyses could 
not identify cause for compressed rings Valves modified by 
vendor Also reportable per Port 21 

MILLS, L M Tennessee Valley Authority 83/10/21. O'REILLY, J P 
Region 2, Offlco of Director 3pp 20957 074 24X 

Fiche 50-390,83/10/21.8310310340 
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A App 1 i cat i on/cons truct 1 on stage documents 8< correspondence 


B3100S0076 Concurs w/d is solution of Model D2/D3 Steam Generator Util 
Design Review Panel Panel work complete 
NOVAK, T M Assistant Director for Licensing 83/09/23 
BLACKLEY, a K Design Review Panel 5pp 20650 165 24X 

Fiche 50-000, 03/09/23, 0310050076 


0310170725 Forwards request for addl info re environ equipment 
qual i f ication program, based on util 830B1? environ 
qualification rept Response requested by B3I017 

ADENSAH, E O Licensing Branch 4 83/10/04 PARRI0, H Q Tennessee 

Valley Authority 9pp 20798074. 24X Fiche 50-390, 93/ 10/04, 

0310170725 


0310140224 Provides info supparting util dteisi-on not to install 
safety-grade manual switches in main control room for 
closure of isolation valves in upper head injection sys 
HILLB, L M Tennessee Valley Authority 93/10/11 ADEN8AM, E. 
Licensing Dranch 4 4pp 20761 175 24X Fiche 50-390,03/10/11, 

0310140224 


0310180360 Requests that latest fuel load dates specified in CPPR-91 It 
CPPR'-92 be extended to Jan 6 Jul 19B5i respec tl ve 1 y Addl work 
required prior to projected fuel load dates listed 
HILLS, L H Tennessee Valley Authority 63/10/11 ADENSAH, E 
Licensing Oranch 4 2pp 20603 213 24X Fiche 50-390,83/10/11, 

0310180306 


8310210023 Forwards util 631003 1 tr to J Robinson of Black & Veatch r* 
Independent review program personal svcs contract Ltr 
forwarded in keeping w/protocol for handling program, per 
TM Novak 830930 ltr 

KAHHER, D 9 Tennessee Valley Authority. 63/10/14 AOENSAM, E. 
Licensing Branch 4 Spp 20B55 338 24X Fiche 50-390,03/10/14, 

0310210023 


6310250034 Notifies of 831025 meeting in KnoxVi lie, TN to discuss TVA 
procedures for controlling h implementing corrective action 
on Black k Veatch findings re auxiliary feedwater sys 
independent review 

KILLS, L M Tennessee Valley Authority. 03/10/18 ADEN8AM, E. 0, 
Licensing Branch 4 Ip 20B97 271 24X Fic he* 50-390, 63/10/ 19, 

8310250034 


8310200173 Forwerdi latest response to NUREO-0737. I tem IX D 3, "Direct 
Indication of Relief k Bafety Valve Position," reflecting 
es-lnstalted location of acoustic monitoring sy* 
accelerometer 

MILLS, L.M, Tennessee Valley Authority 03/10/24. ADENSAH, E. 
Licensing Branch 4 2pp. 20929.006 24X Fi Che’ 50-390. 83/10/24. 

0310200173 


E NRC Safety Evaluation Report <8ER), supple b correspondence 


B3102103D1 Foriiiardt Drawings 47N600-26 It 47N600-27 j dep Utlng addl two 
tansor location changes per 0ER Confirmatory Item 23 
MILLS, L.M Tenncsfie Valley Authority. B3/i0/l9 ADEN8AM. E 
Licensing Branch 4 4pp 20851.057 24X Fi che. 50-390. 03/10/18, 

0310210301 


F. Security, medical, emergency k fire protection plans 


8310250367 Quppls response to NRC 820927 ltr re deviations noted In XE 
Insp Repts 50-390/62-29 It 50-391/82-26 Guidance defining 
fire protection OA boundaries delay ed. delay 1 ng completion of 
drawing rev effort k OA verification 

KAMHER.D.S Tennessee Valley Authority 83/07/25. D'RElLLYiJP 
Region 2, Office of Director, ip. 2D096. 096 24X 

Fiche 50-390,83/07/25,8310250367. 
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G310040432 Submits central efnargency control c tr met earolog teal data 
availability statistics for Apr-Juno t<?33 Data aveilabllitg 
repts twill be discontinued due to consistently high data 
availability through previous rapt periods 

MILLSjL n Tennessee Valley Authority □3/O7/20 ADCWSAM, E 
Licensing Branch 4 2pp 20623 326 24X Fiche 50-000. H3/09/ 28. 

B3 100404 52 


6310040402 Forwards results of preliminary lighting survey for mam 
control room, per 030727 request NURCG-0700 

MILLS. L K Tennessee Valley Authority 83709/29 ADEMSAM. E 
Licensing Branch 4 2pp 20617 352 SAX Fiche 30-390. 83/09/ ?v, 
0310040402 


S310250303 Ferwards IE fnsp Ropts 50-390/03-34 U 50-391 /B3-23 on 
830906-0? No none om p 1 1 an c e noted 

VERRELLI.D M Division of Project it Resident Programs 83/09/29 
PARR18.H O Tennessee Valley Authority 2pp 20Q93 322 24X 

Fiche 50-390,03/09/29.0310250303 


— 8310250304 IE Imp Flepts 50-390/03-34 & 50-391/83-23 on 030906-09 No 
noncpmp Hance noted Major areas inspected licensee readiness 
for emergency preparedness appraisal 

CLINEjW E Region 2, Office of Director 03/09/20 7pp 
20B95 324 34X Fiche 30-390.83/09/2910310250303 


83101B0315 Faruards response to 830325 request for addl info r* 
lOCFRSO App R Info Includes colar-coded line drawings 
demonstrating compliance u/Section III O & L V degree of 
separation for equipment inside containment 

KAMMER. D 3 Tennessee Valley Authority 83/10/12 ADEN 3 AM, E 

Licensing Branch 4 22pp 20806 244 a4X Fiche 50-390,03/10/12. 
8310180315 


J Insurance tc indemnity Information 


8310140130 Forwards secondary financial protection certificates to 
NELIA Policy N-80 it MAELU Policy H-80 

DUCKiJ R Marsh h McLennan* Ine 03/10/03 SALTZMAN. J Assistant 
Director for State 6 Licensee Relations i3pp 207&3 343 24X 

Fiche 50-390.83/10/03.6310140130 


0 Inspection reports. 1£ Bulletins 6 correspondence 


0310290367 Suppls response to NRC 820027 1 tr re deviations noted in IT 
Imp Repts 90-390/82-29 6 50-391/82-26 Ouidance defining 
fire protection QA boundaries de layed« -d eiay ing compLotlon of 
drawing rev effort QA verification 

KAMMERiD S Tennessee Valley Authority B3/07/25 O'REILLY. J P 
Region 2. Office of Director ip 2039B 006 24X 

Fiche 50-390.83/07/25.6310290367 


8310040423 Forwards IE Insp Repts 50-390/B3-29 L 90-391/83-20 on 
030815-19 No noncompliancB noted- 

VERRELLI.D N Division of Project & Resident Programs 83/09/12 
PARRIS) M 0 Tennessee Valley Authority lOpp 20619 127 24X 

Flch# 50-390. 83/09/ 1 2. B3 100 4 0423 


—0310040427 IE Insp Repts 90-390/63-29 4. 50-391/83-20 on 030615-19 No 
noneompi lance noted tlejor areas inspected licensee action on 
previous enforcement metters. ind epend ent insp effort. IE 
Bulletin 79-14 inspector followup items 

YORK.U Region 2. Office of Director BLAKE. V J Division of 
Engineering ic Operational Programs 03/09/08 iOpp 20619:127 
24X Flch# 90-390.03/09/12.8310040423 


0310040555 Forwards IE Insp Repts 50-390/03-33 t, 50-391/03-22 oh 
G3OBS2-O026 No none omp 1 1 ance noted 

VERRELLI.D M Division of Project Resident Programs, 03/09/12 
PARRIB. H Q Tennessee Valley Authority gpp 20622 160 24X 

Fiche- 50-390, 83/09/ 1 2. 63 1 00 4 0555 


■0310040563 IE Insp Repts 50-390/B3-33 U 50-391/63-22 on 830822-26 
No noncomp 1 lance noted Major areas inspected pr eoperationa L 
test procedure review L results St review 6 folloijup on 
previously identified fnsp findings 

THOMAS, M Region 2# Office of Director JAPE.F Division of 
Enfftnierlng L Operational Programs B3/09/07 3pp 20622:162 
24X Fiche 90-370.83/09/12,0310040555 


8308300340 IE Infg Notice 83-61. "Alleged Use of Gtand-Ins for Uelder 
Gualif Icatlon Tests *' 6vc list end 

JDRDANfE L, Division of Emergency Preparedness 6 Engineering 
Response CPoit 0301031, 03/09/26 Consolidated Edison Co of New 

York. Int ll7pp 20754 022 24X Fiche 50-000.03/07/26,8308300340 


8308300342 IE Info Notice 03-62, "Failure of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes ” 8vc list tnel 

VORDAN, E, L Division of Emergency Preparedness 1. Engineering 
Response CPost 030103), 03/09/26 Consolidated Edison Co of New 

York. Inc U6pp 20777 210 24X Fiche 50-000. 83/09/26. 8300300342 


0308300345 JE Info Notice 03-63, "Potrntjal failures of Her t i nq fitu se 
Type SA-l Differential Relays ” Sve list end 

JORDAN, E L Division of Emergoncij Preparedness «< EnQlneoring 
Response (Past 030103 ) 83/09/26 (onsalidatcd Edison Co of fJtiy 

Vorlc. Inc llSpp 20778 OOi a4X Fiche 50-000, Q3/09/26, -DJOfl 


0300300349 IE Info Notice 83-64. "Load Bhielding Attached to 
Safety-Related Sys W/o 10CFH50 59 Evaluation " Sve list 
end 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 030103) 83/09/29 Cunsalidatcd Edison <,o ol fitv 

York* Inc 5l5pp 20716 324 24X Fiche 50-000,03/09/29,0308300319 


B31 0250303 Forwards IE Insp Repts 50-390/03-34 & 50-371/03-23 on 
830906-09 No noncomp 1 1 anc e nuted 

VERRELLI.D M Division of Project & Resident Program.i e3/09/P9 
PARRIS, H O Tennessee Valley Authority 2pp 20895 322 liqx 
Fiche 50-090*83/09/29, 0310250303 


—6310250304 IE Insp Repts 50-390/03-34 8< 30-391/03-23 qn 03OVOh-D9 Hj 
noticomp 1 iance noted Major areas inspected licensee readiness 
far emergency preparedness appraisal 

CLINE, U E . KREH. J L Region 2. Office of Director JENKIh^.C Rl 
Division, of Emergency Preparedness it Materials Safety e3/07/2ti 
7pp 20895 324 24X Fiche 50-390.03/09/29,0310250303 


0310250397 Forwards lE Insp Repts 50-390/83-36 8< 50-391/83-25 en 
830912-16 No noncomp 1 lance noted 

VERRELLlfH M Division of Project it Resident Programs &3/10/D4 
PARRIS, H Q Tennessee Valley Authority Jpp 20B77 J9i i»4)C 
Fiche 50-390.83/10/04.8310250397 


—8310250406 IE Insp Repts 50-390/03-36 it 50-391/83-25 on 020912-16 Hj 
noncomp 1 lance noted Major areas Inspected licensee action 
on previous enforcement matters S* 10CrR2i r eportahi 1 1 ty 
MCFARLAND* C R Region 2. Office of Director UPRIGHT, C M 
Division of Engineering & Operational Programs 83/D7/2? 4pp 
20897 193 24X FlChe 50-390.83/10/04,0310250397 


8308300370 IE Info Notice 03-6b, ''Surveillance of Flow in RTU Bypais 
Loops Used in Wcstlnghouse Plants " Bve list end 
JORDAN. E, L Division of Hmergcncy Preparedness 8, Engineering 
Response (Post 030103) 03/10/07 Consalldatod Edison Co of Niw 

York, Inc 76pp 20027 213 24 X Fit ho 50-000. 83/1 0/07 , 03Oa3OO3;D 


6308300752 IE Info Notice 03-66. "Fatality at Argentine Critical 
Facility " Sve list eticl 

JORDAN, E L Division of Emergency Preparedness t< tnginaerli.g 
Response {Post 030103) 83/10/07 Consolidated Edison Co Of Niw 

York. Inc 79pp 20882 026 24X Fiche 50-000. 03/10/07. 0300 100/^^ 


8300300759 IE Info Notice 03-67, "Emergency Use Respirator M»tl Defict 
Causes Traduction of Noxious Oases " Bve list end 
JORDAN* E L Division of Emergency Preparedness it Engineering 
Response CPost CJ3D103) 83/10/11 Consolidated Edison Co of Nte 

York, Inc 117pp 91043 075 94X Fir he 50-000, 03/10/ 1 1. 0300300757 


03OB3OO761 IE Info Notice 03-60, "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " Sve list 
«nc 1 

JORDAN* E L Division of Emergency Preparedness L Engineeriiig 
Response (Post 030103) 03/10/11 Consolldatsd Edison Co of Niif 

York. Inc I20pp 20027 129 24X Fithe 50-000.03/10/11.0303300761 


6 Reportable occurrences, LERs & related correspondence 


0310030214 8econd interim deficiency rept re seismic analysis of nsrlh 
steam valve room Initially reported on 830502 Natural 
frequencies not used resulting In clipping peaks of response 
spectra Rea-nalysls performed incorporating defUiendos 
MILLB.L N Tennessee Valley Authority 03/09/91 O'REILLY, JP 
Region Sf, Office of Director 2pp 20592 321 24X 

Fiche 50-390.83/09/21.8310030214 


0310030233 Third interim deficiency ropt re QA program on Tubellne estl 
supplied by Capitol Pipe Initially reported on 030329 Stop 
work order Issued T-L fittings/flanges not installed in 
safety-related sys Next rept fay 831108 

MILLB.L M Tennessee ValUy Authority. 63/09/21 D 'REILLY* J P 
Region 3. Office of Director 5pp 20590.343 24X 

Fic he , 50-000. 03/09/21 . 03 1 0030233 


0310030244 Final deficiency rept re offset lead-in guides on WecMsT 
spent fuel cells Initially reported on 830310 Engineering 
Change Notice 4043 issued revising Wachter AssoCr Inc 
drawings Also reportable per Part 21 

MILLBiL M. TsnneasBe Valley Authority 03/09/21 □ 'REILLY* J P 

Region 2, Office of Director 2pp 20591 069 a4X 
Fiche 50-390.83/09/21.8310030244 
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^1CX}>3<}252 Supplemental final dcflcionty rapt re mam control room 
tadbitabllltv Initially reported on B00309 Corrective action 
Irv €3a90-& Itr applicable to l^atte Dar onlg 

MILLSj-L K Tennessee S/aliey Authority 03/09/21 O'REILLY.vlP 
Region Sr Office of Director Ip 2059S 310 2^X 

Ficha 50-390.03/09/21.0310030232 


p3l0030a57 FlrB-t interim deficiency rept re broken pin carrier plates 
on ERCU (itot-orB mfg by 8 i emene— A1 1 1 s Initially reported on 
830024 Vendor In process of determining max loading applied 
to bushings Also reportable per Part 21 

KILLS. L M Tennessee Valley Authority 83/09/21 O'REILLYiJ P 
Region Sj Office of Director 2pp 20591 060 24X 

FJche 50-390. 83/09/211 8310030237 


B31OD3O330 Second interim deficiency rept re inaccurate results from 
ANCHORS computer program Initially reported on 830329 
Problems rcanalgxed using Version 2 issued 930506 Users 
narual revised Next rept expected by 831231 

lirLLS.L M Tennessee Valley Authority 83/09/21 O^RElLLY. JP 
fltglen 2, Office of Director 2pp 20390 303 24X 

Fiche 50-390^03/09/21.8310030330 


8310030383 Second interim deficiency rept re QA program for personal 
»vc contract Initially reported on 030406 Controlled copies 
of engineering procedures sent to Gilbert Assoc Next rept 
expected hg 831014 

MJLL.S, L M Tennessee Valley Authority 03/09/21 O^RCILLY. JP 
Region 2. Office of Director 2pp 20392 139 24X 

Fiche &0-000» 03/09/81. 8310030380 


EK3l(K)30399 Third Interim deficiency rept re Incorrect use of Category 
[<L> support^ oTi pipes near water chillers Initially 
reported on 830117 Shielding structures being designed to 
protect chillers Next rept expected by 931017 

MILLS. L » Tennessee Valley Authority 03/09/21 O'REILLYiJ P 
Region 2r Office of Director 8pp 20393 075 24X 

FI Che 50-390.83/09/21.8310030399 


8310030404 First interim deficiency rept re fire dampers not adequately 
shown on design typical drawings Initially reported on 
B30B24 clearances between fire damper !< embedded sleeve will 
be inspected Next rept expected by 831206 

MILLS.L H Tennessee Valley Authority 03/09/21 O'REILLY.JP, 
Region 2. Office of Director 2pp 20602 217 24X 

FI Che 30-390.83/09/21.0310030404 


8310030424 Third interim deficiency rept re failure to provide bolt 
tightening rsqulrements Initially reported on 830120. 
Rs^ulrements provided In general note drawings. structural 
■drawings 4c manufacturers installation procedures. 

KILie.L M Tennessee Valley Authority 03/09/22 O'REILLY. JP 
Region 2. Office of Director 2pp 80593 178 24X 

Fiche 50-390.03/09/22.8310030424 


BG1.I0030473 Finai deficiency rept for Unit 1 8. fourth interim deficiency 
rept for Unit 2 re use of digitized response spectra data 
tritially reported on B20422, Eng Ineer ing Change Notice 3491 
issued tp revise drawings Next rept expected by 640630 
MILLS. L H Tennessee Valley Authority 83/09/82 O'REILLY. JP 
Region 2. Office of Director 3pp 20601 061 24X 

F 4 c 6 e 50-390^ 83/09/22. 831 0030473 


8310030506 Revised final deficiency rept re sheared motor pinion keys 
tTi Llml torque motor operators Initially reported on 620630 
Cordltlon only applies to Watts Dar Keys will be replaced by 
040201 Also reportable per Part 21 

KFLLa^L K Tennessee Valley Authority 03/09/22 0 'REILLY, J.P 

Region 2. Office of Director 3pp 20601 194 24X 

F i < h a 50-000. 03 / 09/22. 03 1 0030 506 


&31O03O5I9 Final deficiency rept re failure to evaluate operator 
actions to realign ERCW train A Initially reported on 
020510 Analysis revealed that sys able to deliver design 
flow te all toads during 10 minutes following DBA 
MXLLS.L « Tann eases Valley Authority 03/09/22 O 'REILLY. J.P 
Region 2. Office af Director 2pp 20601’ 201 24X 

Fiche 50-370. 03/09/22. 03 100305 J? 


^10030530 Final deficiency rept re incorrect max pipe movements 
contained In TPIPE program Initially reported on 830504 
Response spectrum utilized in analyzing earthquake effect 
results In conservative d isp lacemente 

MILLS. L.H Tennessee Valley Authority 83/09/22 O'REILLY. JP 
Region 2. Office of Director 3pp 20601-207 24X 

Flche 50-000.03/09/2810310030530 


0310030365 Final deficiency rept re Meriam Instruments orifice plates 
d'escrlbed in OA program Initially reported on B30510.No 
s a f « ty^relatad plates mfg for util since subj audit Util 
will verify imp lamentation of OA 

KILLB.L M Tennessee Valley Authority 93/09/23 O'REILLY. J P 
Reiglon ?. Office of Director 3pp 20592 327. 24X 

rich*- 50-390. 03/09/23. 8310030369 


6310030070 Final interim deficiency rept re diesel generator electrical 
equipment temp rating Initially reported on 080-601 
Engineering change notice issued Ventilation sys can 
maintain acceptable temp In electrical equipment 

MILLS. L K Tennessee Valley Authority 83/09/23 a'RElLLYiJ P 
Region 2. Office of Director. 2pp 20598 195. 24X 

Flchfl 50-390,83/09/23,0310030370 


8310030436 First interim deficiency rept re calculation of support 
design loads in TPIPE Initially reported on 830714- Procedure 
developed allowing r ec omputat i on of design loads near 
localized phenomena by hand Noxt rept by 831220. 

MILLS. L M Tennessee Valley Authority. 03/09/23 O'REILLY. J P 
Region 2, Office of Director 2pp 20608 095 S4X 
Fiche 30-000,03/09/20.9310030436 


6310030462 Final deficiency rept re heat loss from Power Bys diesels. 
Initially reported on 820729 Heat loss tests performed on 
B2112Q 4( 030223 confirmed temps near safety-related 
equipment excasded limits Also reportable per Part 21. 

MILLS. L M Tennessee Valley Authority 83/09/23 O'REILLY. J P 
Region 2, Office of Director. 3pp 80601 049 S4X 
Fiche: 50-390, 83/09/23, 83 1 0030462 


0310040100 Finai deficiency rept re lack af evidence that auxiliary 
feedwater pump components meet ASHE Class 3 or TVA Class C 
code requirements Initially reported on 020330 Drawings 
revised to Identify piping I« components properly 

MILLS, L M Tennessee Valley Authority 83/09/27 O'REILLV, J P, 
Region 2, Office of Director 2pp 80608 265 24X 

Fiche 50-390,03/09/27.8310040100 


8310040544 Final deficiency rept re transfer sultchee to auxiliary 
feedwater sys having nond ivls iona 1 power Initially reported 
on 030202 Caused by design oversight Engineering change 
notices Issued Cc design mods made 

MILLS, L M Tennessee Valley Authority 83/09/27 O'REILLY. J P 
Region 2, Office of Director 3pp 206S3 25t. 24X 

Fiche. 50-390,83/07/27. 0310040544 


8310040138 Final deficiency rept re improper classification of ERCH 
sys piping It components Initially reported an 610324. 

Components & drawings will be revised to sho-u correct 
classif icatlon of HVAC equipment by 831115 

MILLS. L M Tennessee Valley Authority B3/09/2B, O'REILLY. J P 

Region 2. Office of Director. Spp 20606,008. 24X 

Fiche: SO-390. 03/09/2B, 6310040138 


8310040193 Final << second interim deficiency I'epts for Units i L 2, 
respectively re high pressure fire protection sys piping 
water danger to shutdown board transformers after postulated 
earthquake Initially reported on 630616 

MILLB.L M Tennessee Valley Authority 83/09/20 O'REILLY, J P. 
Region 2. Office of Director. 3pp 20606.103. P4X 
Fiche: 50-390, 03/09/80, 8310040193 


B310060009 Final deficiency rept re support welds not inspected or 
documented Initially reported on 330711 List developed of 
supports requiring weld insp Welds will be inspected It 
reworked if necessary by 031130 

MILLS. L M. Tennessee Valley Authority, 63/09/29, O'REIULYi J P 
Region 2, Office of Director 2pp 20647 243 24X 

Fiche 50-390, 03/09/29, 03 1 0060009 


6310060016 Final deficiency rept re valve position Indication probities 
w/EHD gate valves. Initla 1 ly reported on 030203. Meit i nghouse 
equipment engineers porvlded w/instruc tions re valve 
function Also reportable under Part 21 

MILLSfL H Tennessee valley Authority. 63/09/29 D 'REILLY. J. P. 
Region 2. Office of Director 2pp, 20646 334. 24X 

Fiche: 30-390. 83/09/29, 03 1 0060016 


8310060027 Final deficiency rept rt containment spray minlfluw valve 
design error Initially reported on 020305 Meetinghouse 
internal design assurance tt verif icat ion procedures revised. 

Also reportable under Part 21 

MILLBfL M Tennessee Valley Authority 03/09/29. 0 'REILLY. J. P, 

Region 2. Office of Director, 2pp 20647 091, a4X 
Fiche: 30-390. 63/09/29, 63 1 0060027 


B310060008 Second interim deficiency rept re diesel generator rear 
bearing problem Initially reported on 030627. Generator 
repaired Bearing assembly dimensions will be ecamlned to 
determine presence of out-of-tolerance parts. 

MILLS* L.M Tennessee Valley Authority. 63/09/30 O'REILLY. J P 
Region 2, Office of Director 2pp 20647 241 24X 

Fiche: 30-390, 83/09/30, 631 0060006 


0310060007 Final deficiency rept re review U updating of piping 
drawings. Initially reported on 620621 Design Criteria 
Document WS-DC~40-31 3 revised to add Section 4.3 requiring 
mod to assure piping has been updated 

MILLBjL M, Tennessee Velley Authority 03/09/30 O'RElLLYiJ P 
Region 2« Office pf Director 3pp 20648 335 24X 

Fiche. 30-390. 83/09/ 30^ 63 10060067 
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B3100600<?9 Pinal dfef i cienc rapt for Unit 1 tc fifth interim deFicioncif 
rept for Unit 2 re di s-cr epanc i es In support details 
Initially reported on 620302 & Q0O311< respec tivel y Revs tu 
support drauilngs uill be issued 040103 

MlLLfiiLlI Tennessee Valley Authority 03709/30 D'WEILLY. JP 
Replan 2< Office of Directar 4pp 20640 330 24X 

Fie ha 50-390. 03/09/30, 031 0060093 


6310060331 Final l< eighth Interim deficiency repts for Watts Bar & 
Be 1 1 ef on ttti resp Bct i vely re inconsistent estab I tshnnent of 
insp propram Initially reported on B10324 Rec^uireiments. 
control & use of const requir emecits manual developed 
MILLS, L.M Tennessee Valley Authority 03/09/30 O'REILLY. J P 
Region 2, Office of Director 4pp 20641 OOi 24J( 

Fiche 50-000.63/09/30,0310060331 


8310060342 Final deficiency rept re steam generator laiuer support 
bolts Initially reported on 020610 Reheat treatments provide 
adequate strength at operating temp. suf M cient fracture 
toughness <c crack resistance Also reportable per Part 21 
MlLLfi.L « Tennessee Valley Authority Q3/Q9/30 O'REILLV. J P 
Region 2. Office of Director 3pp 20646 077 24X 

Fich* 30-390. Q3/ 09/30. 031 00603 4 2 


8310060436 Final deficiency rept re failure of sa fety-relatcd 
Ueitinghouse gate valves Initially reported on 801031 All 
affected valves modified Ic applicable drawings revised 
MILLBiU M Tennessee Valley Authority 03/09/30 O'REILLY# J P 
Region 2# Office of Director 2pp 20641 227 24X 

Fiche 50-370,63/09/30.6310060436 


8310060468 Final & third interim deficiency repts for Units L S< 2. 
respectively re paetulated accident bloydoun of more than 
one steem g enerator> Initial ly reported on 621015 Pauer 
supply to steam generator PORV rearranged 

MILLS. L H Tennessee Valley Authority 03/09/30 a'RElLLVtVP 
Region 2# Office of Hirector 2pp 20641 015 24X 

Fiche 50-370. 63/09/30. 031OO6O4B0 


8310070301 Potential Part 21 rept re underrange charac terlstl c of 
Model M-EllOrt transmitter Underrange lero offset may occur 
uhen transmitter initially pressurised from atmospheric to 
suppressed lero Input End users notified 

HERBERIAN. M. J FoiboroCorp 63/09/30 Director's Office# Office 
of Inspection and Enforceme-nt IJpp 20651 064 24X 

Fiche. SO-000. 83/09/30, 8310070301 


6310120237 Flnsl deficiency rtpt re ambiguous outputs from Barton 
pressure transmitters in RC8 Initially reported on 830409 
Addl RC8 transmitters installed outside containment Also 
reportable per Part 2i, 

MlLLBiL.M Tanneesee Valley Authority B3/10/03, O'REILLY. JP 
Region 2. Office of Director 3pp 20692 172 24X 

F 1 c h e - 5 0-390 . 03/ 1 0 /03, 0 31 0 J 2 0237 


6310120332 Final deficietiey rept re erctsslve movement of containment 
penetration btllous Initially reported on 811204 Analysis 
determined that bellow movement may exceed O 226-lnch 
lateral displacement Engineering change notice initiated. 

MlLLSrL M Tennessee Valley Authority B3/10/03 O'REILLY, JP 
Region 2. Office of Director 3pp 20699 272 24X 

F 1 c h e - 9 0-390. 83/10/ 03.8310 120332 


B310120394 Final b fourth Interim deficiency rept for Units 1 It 2# 
respect ivelyj re control of civil engineering support branch 
analysit calculations Initially reported on 820023 Flange 
qua 1 If i Cl tion requirements incorporated into checklist, 

MILLS. L M Tennessee Valley Authority. 83/10/03 P 'REILLY. J. P. 
Region 2# Office of Director 2pp 20700* 197 24X 

Fiche 50-390.03/10/03,8310120396 


3310120100 Final b seventh Interim deficiency rapti. for Units 1 b S. 
r etpeci 1 valg* r e piping sys analysis b pipe support 
design efforts for Class 1.2 b 3 sys Initially reportad on 
B01217 All Unit 1 supports designed for current loads, 

MILLS.L-M Tennessee Valley Authority 03/10/04, D'REILLY. J P. 
Region 2. Office of Director. 2pp 20696 IBO, 24X 
Fiche 50-390.63/10/041 B3 101201 00 


8310120169 Fourth interim (Unit 2> b final (Unit 11 deflciancy repts 
re Incomp 1 ete/undocumented checking of pipe stress analysis 
problems Initially reported on 630513. Next rept for Unit 2 
expected by 650119. 

MILLB. L H Tennessee Val ley Authority S3/10/04 O'RErLLYi >1, P. 
Region 2# Office of Director 3pp 20690 089. 24X 

Fiche ’ 90-390r 03/ 10/04. 0310120169. 


B310120210 Flnel 6 third Interim deficiency repts for Units 1 b 2# 
respect Ive 1 y. re thick ualled instrument piping not eccounted 
for In analysis o-P process piping Initially reported on 
020909. Next rept by 840702 

MELUBiL M. Tennessee Valley Authority. 03/10/04, Q'REILLVj J P, 
Region 2, Office of Director 2pp 20696 123 24X 

F I c h e ■ 50-390, 03/ 1 0/ 04 . 83 1 0 1 208 1 0, 


6310120336 Final deficiency rept re questionable patches of plastic 
cement mortar Initially reported on 830429 Sampling of 
expansion anchored supports proved adequacy of supports Item 
not reportable per 10CFR50 55(e) 

MILL6.L N Tennessee Valley Authority 83/10/04 D'RtiLLV. J p 
Region 2# Office of Director 3pp 20699 279 24X 

Fiche 50-390.63/10/04,0310120336 


8310120367 Final b sixth interim deficiency repts for Units 1 b 2, 
T espactl ve 1 y, r e discrepancies in as-built vs as-analyred 
piping sys Initially reported on 810226 Support locations 
evaluated All Unit 1 rework will bo completed by B31201 
MILLS, L M Tennessee Valley Authority 83/10/04 O'REILLY. JF 
Region 2, Office of Director 4pp 20699 120 24X 

Fiche 50-390.03/10/04.0310120309 


8310140046 Final deficiency rept re mass of HVAC supports not included 
in frequency calculations Initially leported on 030009 
Designs revised Field rework b support work will be 
completed by 640101 

MtLLS,L M Tennessee Valley Authority 83/10/05 O'REILLY, J P 
Raglan 2, Office of Director 2pp 20768 272 24X 

Fiche 50-390.83/10/05,8310140048 


6310L40017 Second interim rept ro pump motors supplied u/o seismic 
analysis or operability demonstration Initially reported on 
030426 Addl info received from Westinghouse but analysis not 
completed Next rept expected by 831230 

MILLS* L M Tennessee Valley Authority 83/10/06 O'REILLY, J P 
Region 2, Office of Director 3pp 20767 027 24X 

Fiche 50-39D, 63/10/06, 0310140017 


8310170264 Second interim deficiency rept re routing of radioactive I, 
nonradi oac t 1 ve sys instrument lines Initially reported on 
030729 Engineering Change Notice 4287 Initiated to remove 
instrument lines Next rept expected by B31221 

MILLS. L M Tennessee Valley Authority 63/10/06 O'REILLY, J P 
Region 2, Office of Director Ip 20787 100 24X 

Fiche 30-390,83/10/06.8310170264 


8310210096 Final rept re OA program deficiencies in Gilbert Assoc 
personal sves contract Initially reported on 030406 Specific 
problems not identified by audit Items not reportatile per 
10CFR50 55(c> 

MJLUS.L M Tennessee Valley Authority 03/10/12 O'REILLY, J P 
Region 2, Office of Director 4pp 20838 197 B4X 
Fiche 50-000,83/10/12,0310210096 


G3i0190089 Final deficiency rept re discrepancy In interface 
coordination of design review process Initially reported on 
810717 Finding of coordination problem not significant b 
should not have been reported to NRC per lOCPFlSO 55(el 
MILLS. L M Tennessee Valley Authority 03/10/13 O'REILLY. J P 
Region 2, Office of Director 3pp 20018 132 24X 

Fiche 50-000*63/10/13,0310190009 


8310190224 Final deficiency rept re design review failure to verify 
accuracy tc adequacy of design documents Itiitially reported 
on BllRlb Listed changes to design review process will be 
implemented by 040101 

MILLS. L M Tennessee Valley Authority 83/10/13 O'REILLY, J P 
Region 2, Office of Director 3pp 20810 045 24X 

Fiche 50-000* 03/ iO/ 13, 8310 190P24 


8310210011 Final deficiency rept re resolution of unanticipated 
vibratory loading concerns Initially reported on 830120 Neu 
requirements for assessing piping vibration problems during 
p re-operat iona 1 testing requirements issued 

MILLB, L M Tennessee Valley Authority 83/10/13 O'REILLYrVP 
Region 2, Office of Director Qpp 20B55 345 24X 

Fiche 50-000,83/10/13.0310210011 


8310210015 First Interim deficiency rept re support for test lines by 
alternate analysis Initially reported on 830919 Existing 
support structure being analyxed to determine If mods 
necessary for DBA loadings Next rept by 831205 

MILLS, L M Tennessee Valley Authority 83/10/13 O'REILLY, J P 
Region 2, Office of Director 2pp, 20850 261 24X 

Fiche, 50-390* 83/10/13, B3I021001S 


8310210042 Supplemental deficiency rept re sensing qf pipe breaks In 
component coollnp ays Initially reported on 830624 
Typographical error identified In 830909 final rept 
Engineering change notice number should be 4253, not 4235 
MILLS, L M Tennessee Valley Authority 03/10/13 O'ftElLLV.J P 
Region 2, Office of Director. Ip, 20855 317 24X 

Fiche* 50-390* 63/10/13. 8310210042 


8310210049 Revised flnel deficiency rept re voiding of engineering 
change notices (ECNs) w/o proper review Initially reported 
on 020016 Sections in EN DES-EP 4 02 addressing voiding of 
ECNa changed in Rev 12, Issued on 030203 

MILLB, L.M Tennessee Valley Authority 83/10/13 O'REILLV.JP 
Region 2. Office of Director 2pp 20B55 304 24X 

Fiche 50-000,83/10/13,8310210049 
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QllOSlOO^Q Final deficiency rcpt for Unit 1 Sc third interim deficiency 
r«pt for Unit 2 re loose mail in steam generator Initially 
reported on 830325 Caused by lack of work controls Also 
reportable per Part 21 Next rapt due by 840706 

l^lLL9iL M Tennecsee Ualloy Authority 63/10/13 O^REILLY<JP 
Resl'on Sm Office of Director 4pp 20057 270 24X 

Fiche SO“3 VOj 93/ 10/1 3i 831 021 0060 


^310190127 First intEnm deficiency rept re shorted indicating lights 
tn Nestlnghouse panels Initially reported on 630915 
Ueslirghouse 4 >ravlded trained miring separation procedure (< 
wiring sketch. Next rept expected by 0J1215 

M1LL5>L W Tennessee Valley Authority 63/10/14 a'REILLYiJ F 
Region 5r Office of Director 2pp 200S1 12B 24X 

Fithe 50-390 j 03/lO/14i 8310190127 


B310250371 Final deficiency rept for Unit 1 «< interim rept for Unit 2 
re alternately analyzed piping Verification of all Unit 1 
piping carried out by personal svcs contractor & util div 
af engineering design 

nrCLB-L H Tennessee Valley Authority 03/10/14 O'REILLY.U P 
Region 2^ Office of Director lOpp 20698 044 24X 

Fic^he 30-390* 03/10/141 8310250371 


831.10250012 Bupplemental final deficiency rept re corrosion In high 
p-p««sur« fire protection sys Corrective action mill be 
completed by 83l230i per 830930 telcon Vendor matl for const 
rauarl mill not arrive onsite to support original schedule 
Ntt-LS^L M Tennessee Valley Authority 63/10/17 O'REILLY* J P 
Region 8* Office of Director Ip 20694 103 24X 

Fiche 30-390*03/10/17*8310230012 


&3I0230I62 Second revised final deficiency rept re cross-trained diesel 
generator RX Inlet valves Initially reported on 630331 
Applicable draulngs revised to apply diesel start signal to 
correct valve Corrections completed 

fTILLSiL M Tennessee Valley Authority 03/10/17 6 'REILLY* J« P, 

Region 2* Office of Director 3pp 20696 293 24X 

Fiche SO-390* B3/10/17* 83102D0162 


631025Q165 Third Interim deficiency rept re spacing t* clearance of 
eprlnkler heads in high pressure fire protection sys 
Initfallg reported on 630331 Caused by lack of understand ing 
nacissltg for maintaining adequate spray patterns 
N1LLB*L M Tennessee Valley Authority 83/10/17. □'RE1LLY*JP 
Region 2* dfflce of Director 3pp 20894 062 S4X 
Fiche 30-390*03/10/17*8310890165 


I&3I0S50173 Final St fourth interim deficiency repts for Units 1 t* 2* 
rcipec tivaly * r e incorrect uso of Category I (L) supports on 
pipes near mater chillers Initially reported on 630117 Nem 
spray shields designed to be installed above water chillers. 
niLlB.L M Tennessee Valley Authority 63/10/17 O'REILLY* J P 
Region 2* Office of Director 4pp 20693 270 24X 

Fiche 30-390*03/10/17*0310230173 


0310270150 Final rept re cable bend radius deficiencies due to use of 
rioniii fittings Initially reported on 630720 Caused by 
mi sinierpratation of specs Task team appointed to identify* 
evaluate «* resolve problems Rework completed, 

MILLB^L H Tennessee Volloy Authority 83/10/18 O'REILLy* JP 
Region 2* Office of Director 3pp 2092S 020 24X 

Ftche 50-390*63/10/18*8310270130 


6310270103 Final deficiency rept re melds on structural steel in main 
s taam valva roami Initially reported on 630921 Util in 
proress of visually reinspecting lOOX of all structural 
st-eei welds Corrective action wlU be completed by 841025 
MZLL6*L H Tennessee Valley Authority 83/10/16 0'REILLY*U, P 
Renton 3* Office of Director 2pp 20923 031 24X 

Fiche 90-390* 83/10/101 8310270163 


6310310146 Revised final deficiency rept for Unit 1 & first interim 
deficiency rept for Unit 2 re Installation of flow switches 
ic tensing lines Initially reported on 830B10 Actual rev to 
dravings will be accomplished by 831026 for Unit 1, 
liILL«^L M Tennessee Valley Authority 63/10/19. O'REILLY* U P. 
Region 2* Office of Director Spp 80957 014 24X 

Fiche 30-390* 63/10/19. 0310310148 


6310310320 Final deficiency rept for Unit 1 & fourth Interim rept for 
Unit 2 re improper overlapping analysis techniques Initially 
reported on 630111 Twenty-nine problems judged unacceptable 
li reanaly-ied to comply w/proper techniques 

HiLLRiL M Tannessee Valley Authority 63/10/21. O'REJLLV* J. P. 
Region 2* Office of Director 3pp 20961 210. 24X 

Fich* 50-390*03/10/21*8310310320 


DOCKET 50-395 VIROIL C SUMMER NUCLEAR STATION* UNIT 1 


D NRC Draft/Final Environmental Statements* supple & correspondence 


8310200005 Forwards B31006 comments submitted to SC Dept of Health It 
Environ Control clarifying points of thermal effects study 
plan as contained In FES 

DlXQNiO kl South Carallna Electric &* Oas Cd 03/10/24 DENTON* M F) 
Office af Nuclear Reactor Regulation* Director 4pp 20934 269 
24X Fiche 50-395.03/10/24*0310380005 


E NRC Safety Evaluation Report (BER)* supple *• correspondence 


0310260109 Supple response to SEN Items 9 t< 10 *'Oeneric Design 
Package for Incorporation of Automatic Shunt Trip Feature 
into WestlnghousB Reactor Protection Sys." as requested on 
031003 

DIXON. 0 W South Carolina Electric L Oas Co 83/10/20 DENTON* H R 
Office of Nuclear Reactor Regulatlan* Director 2pp 20915 234 
24X Fiche 50-395,63/10/20*8310260109 


F Bscurity* medical* emergency & fire protection plans 


6310030573 Releases public version of revised emergency plan 
1 mp 1 ement ing procedures 

FELTON* U H Division of Rules and Records 03/09/28 Obcument 
Management Drench Ip 20604 320 24X Rich e: 50-395* 83/09/20* 

0310030573 


— 8310030582 Forwards public VBTsion of revised emargeneg plan 
implementing procedures* Including Procedures EPP-0D2 re 
communication U notif i< atlon* EPP-003 re In-plant 
radiological surveying tt EPF-013 re fire emergency 
DIXON* a N South Carolina Electric 4c Oas Co 03/08/12 
DENTON, H R Office of Nuclear Reactor Regulation* Director 2pp 
20604 329 24 X Fiche S 0-39 5* 83/09/28* 0310030573 


— 831003DSB7 Public version of revised emergeneg plan implementing 
proce d ures » inc 1 ud ing Procedures EPP-002 re communication It 
notif 1 cat i on* EPP-003 re in-plant radialoglcal surveying *< 

EPP-013 re fire emergency 

*■ eouth Carolina Electric it 0a« Co. 03/08/10 367pp 20604^331 

24X Fiche 30-395*03/09/20*6310030573 


6310170289 Forwards Amend 17 to License NPF-12 & safety evaluation 
Amend changes wording of liesnia condition re firs 
suppression to accurately reflect plant design 

ADEN8AH.E O Llcemlng Drench 4. 63/10/12 DIXON* □ N Gouth 

Carolina Electric I* Oas Co 3pp. 20796 245 24X 

Fiche: 50-395* 63/10/12. 831Oi70&89 


— 0310170296 Amend 17 to License NPF-12* chang ing wording of license 
condition re fire suppression to accurately reflect plant 
design 

ElSENKUTiDO Division of Licensing 83/10/12 2pp. 20796*248 
a4X Fiche 50-395*83/10/12.8310170289. 


— 8310170301 Safety evaluation supportinp Amend 17 to License NPF-12 

« Office of Nuclear Reactor Regulation* Director 83/10/12. 3pp. 
20796 250 24X Fiche . 50-396* B3/10/ 12* 6310170209, 


P Operating license stage documents it correspondence 


83i0040i20 Forwards ’^Control of Heavy Loads at Nuclear Power Plantst 
VC Summer Nuclear Station* Unit 1 (PHASE 1)*'“ EOLO technical 
evaluation rept Synopsis re NRC interpretation of NUREO-0612 
guidelines for resolution of open items end 

NOVAK* T.M. Assistant Director for Licensing 63/09/16. DIXON. O.H. 
South Carolina Electric U Oas Co 2pp 20640' 274. 24X 

Fiche 50-393*63/09/16,6310040180 


— 6310040123 '’Control of Heavy Loads at Nuclear Power Plants* VC Bummer 
Nuclear station. Unit 1 (PHASE 1)*” technical evaluation 
rapt 

FRIEDERICHS.B. EOLO. Inc FIN A-6457. EOO-HB-6371- 63/06/31 

NRC - No Detailed Affiliation Given 49pp 20*640:276 24X 

Fiche 50 -393* 03/09/ 1 6 * 03 1 00401 20 


0310050076 Concurs w/dleaolutlan of Model D2/D3 Steam Generator Util 
Design Review Panel Panel work complete. 

NOVAK. T.M. Assistant Director for Licensing. 83/09/23 
BLACKLEY. S K Design Review Panel 5pp 20650: 165. 24X 

Ftchs 50-000,03/09/23,6310050076 


0310170289 Forwards Amend 17 to License M’F-t2 U safety evaluation 
Amend changes wording of license condition re fire 
suppression to accurately rsflect plant design, 

AOENSAMjE G, Licensing Branch 4. 83/10/12. DIXON* D N South 

Carolina Electric t* Gas Co, 3pp. 20796 245. 24X 

Fiche. 50-395.83/10/12. 0310170299 



278 


DOCKETED ITEMS 


— 6310170296 Amend 17 fro License NPF-j.2. changing wording of license 
condition re Fire suppression to eccuretel^ rel^lcct plant 
design 

EISENHUT^D 0 Division of Licensing 03/10/12 ^pp 20796 24a. 
a4X FI Che 30-395.33/10/12.0310170289 


— 0310170301 9afetv evaluation supporting Amend 17 to Licence NPF-12 
» Office of ffuclBar Reactor Regulation. Director. 83/10/12 3pp 
20796-250 24X Fiche- 50-395. 03/10/12. 0310170289 


3310260232 Application for amend to License tfPF-l2 changing Tech Specs 
re SVC uater intake structure monitor ing/inip ReviEcd 
License Condition 2 C(5> end 

DIXON. 0 » South Carolina Electric 8. Oae Co 03/10/21 DENTON. H, R 
Office of Nuclear Reactor Regulation. Director 3pp 20912 109 
S4X Piche 90-395.03/10/21.0310260232 


0310260259 Application for amend to License NPF-12 revising Tech Specs 
rf cold overpressur# protection sgs tiarked-up proposeil 
Tech Specs end 

DIXON. 0 N South Carolina Electric «i Gas Co 83/10/21 DENTON. H 2 
Office of Nuclear Reactor Regulation. Director IDpp 20909 267 
Z4X Fiche 90-395.03/10/21.0310260255 


0310270139 Notification of 031101 d»eeting w/utll in Reading. PA to 
discuss equipment qualification analyses performed for 
leltmic confirmatory program, 

HOPKINS. J D Licensing Dranch 4 03/10/21 ADENSAH.C Q Licensing 

Branch 4 4pp 20942 190 24X Fich e' 50-393, 03/10/21 . 0310270139 


Q Inepection reports. IE Bulletins L correspondence 


0300300340 IE Info Notice 03-61. "Alleged Use of Stand-Ins for Welder 
Oualif ication Tests ” 8vc list encl 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103} 83/09/26. Cansolidated Edison Co nf Neu 

York. Inc U7pp 20794 022 24X Flche 50-000.03/09/26.0308300340 


6008300342 I£ Info Notice 83-62. "Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " eve list end 

JORDAN. £ L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison Co of Naur 

York. Inc 116pp 20777-210, 24X Fiche 90-000.83/09/26.8300300342 


8300300349 IE Info Notice 83-63. "Potential Failuras of Westlnghouse 
Type BA-i Differential Belays." 6vc list end 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Responee (Post 030103) 03/09/26 Consolidated Edison Co of Neu> 

York. Inc ilBpp 20770 001 24 X Fiche SO-000, 03/09/26. 0308300349 


0308300349 lE Info Notice 83-64. "Lead Shielding Attached to 
Safety-Related Sya U/a 10CFR90 99 Evaluation " Sve list 
end 

JORDAN. E>L Division of Emergency PrepareilneBs & Engineering 
Response (Post 830103) 83/09/29 Consol Ideted Edison Co. of New 

York. Inc. iiSpp. 20716; 324 24XFlChe 90-000.83/09/29.0308300347 


8308300378 lE Info Notice 03-69. "8urve i 1 lane e of Flow in RTD Bypass 
Loops Used In West! nghouie Plants. " 0vc list end. 

JORDAN. E L. Division of Emergency Preparedness l« Engineering 
Response (Post 630103} 83/10/07. Consolidated Edison Co of New 

York. Inc. 76pp. 20027 213, 24X Fiehe 50-000# 83/10/07. 8308300378 


8300300782 IE Info Notice 03-66. "Fatality at Argentine Critical 
Facility " 8vc list encl 

JDRDAN.EL Division of Emergency Preparedness 4. Engineering 
Responee (Post 030103} 03/10/07 Consolidated Edison Co of New 

York. Inc 79pp. 20802,026 24 X Fiche. 90-000. 03/10/07. 8300300792 


6308300799 IE Info Notice 03--67. "Emergency Use Respirator Metl Defect 
Causes Production of Noxious Oeses " 8vc list end. 

JORDAN. E. L Divtilon of Emergency Preparedness & Engineering 
Response (Post B3(»ia31 03/10/11 Consolidated Edison Co. of New 

York. Inc ll7pp 21043 079 24X Fiche, 50-000. 83/10/1 1# 830a3007 59 


6308300761 IE Info Notice 03-60. "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " Sve list 
end, 

JORDAN. E L Division of Emergency Preparedness 4c Engineering 
Response (Post 830i03>. 83/10/11 Consolidated Edison Co of New 

York, Inc. IflOpp, 20027 129, 24X Fiehe 50-000# 03/10/ 1 f> 0300300761. 


J3J0200258 Forwards 0C Dept of Health V Environ Control 830030 Itr b 
Util 830912 response to noncomp 1 lances noted during 
030711-13 insp of NPDE8 Permit 0COO3OB56. Correc t i ve action 
will he completed) hU 831015 

DIXON. 0 H. South Carolina Electric 4r Oas Co. 83/10/10 DENTON# H R. 

Office of Nuclear Reactor Regulation. Director 5pp 20B30 £10 
24X Fiehe- 90-399# 83/10/10# 0310200258. 


0310260232 Application far amend to License NPP-ia changing Tech SpefS 
re SVC water intake structure monl tar mg/insp Revised 
License Condition 2 C(5) end 

DIXON, 0 W South Carolina Electric & Gas Co 03/10/21 DEN7WLM R 
Office of Nuclear Reactor Regulation. Director 3pp 20912 JB7 
24X Plcho 50-395,03/10/21,0310260232 


R Periodic operating reports & related correspondence 


0310190028 iionthly operating rapt for Aug 1983 W/QPa9i2 Itr 

TAYLOR. 0 J , DIXON, □ W South Carolina Electric & Gas Co 03/07/12 

BARRY, L W Office of Resource Management, Director 5pp 
20823 236 24X Fiche 50-395.03/09/12.0310190020 


S Reportable occurrences, LERs h related correspondence 


0310030475 flD aO 030022, uih 1 1 e in Mode 1 . fireproof ing far Control Bldg 
Roa/n CD~36-0a declared degraded when section removed From 
structual steel for const mod plre watch established Flro 
proofing repaired & detectors declared operable on 030031 
DtXON.O W 8e)uth Carolina Electric 8. Gas Co 03/09/19 
O'REILLY, J P Region 2. Office of Director 2pp 20601 064 24X 

Plche 50-395.03/09/19.0310030475 


8310030343 LER 0O-1O2/O3U-O on 830023 8# 26.whiJo in Mode 1. turbine rooji 
sump liquid radiation monitor RM-LB had insufficient sample 
flow Caused try clogged solenoid valve on 830023 5 closed 
suction tine on 030026 W/B30920 Itr 

KOLB, L E . DIXON, 0,W South Carolina Electric & Gas Co 03/09/20 
□ 'REILLY, J P Region 2, Office of Director 3pp 20590 337 24X 

Fiehe 50-395.03/09/20.0310030343 


0310040416 Confirms 030916 mgt meeting in Region II ofc to discuss 
830912 ovent where apparent load rejection at 75X pawrr 
did npt result in proper functioning of related sys, per 
830913 frel can. Proposed meeting agenda end 

O'REILLY, J P Region 2. Office of Director 83/09/24 DIXON.O N 
South Carolina Electric Gas Co 3pp 20619 169 34X 

Fiche 90-395,03/09/84,0310040416 


8310040465 LER B3-103/03L-0 on 830910, w/un i t in Mode 1, plant went from 
97X power to 79Y, within 1 h Required Isotopic iodine 
analysis not performed within 2 to 6 h Caused by personnel 
error Procedure mods implemented W/030926 Itr 
BOUKNlOHTiR J , DIXON. 0 W South Carolina Electric 6 Gas Co 
83/09/86 O'REILLY, J P Region 2. Office of Director 3pp 
80623 143 24X Fiche 50-395,03/09/26.0310040465 


8310070002 LER a3-l05/O3L-0 on 830902, w/unlt in Mode I, refueling water 
storage tank level transmitter LT-991 failed high, dec lared 
inoperable fi. placed In bypassed cond i tion. Caused by water in 
conduit resulting in electrical short W/830926 Itr 
MCKINNEY. C J . DIXON. 0 W South Carolina Elei-tric St Das Cd 

03/09/86 O 'REILLY. J P Region 2. Office of Director 2pP 

80698246 24X Fiche 50-395, 03/09/26, B31007000S 


0310070270 LER 03-104/017-0 an 030914. discovered that hourly fire 
watch patrol not established on 630909 when fire barrier 
surrounding HVAC ducts in HVAC chiller rooms removed for QA 
insp. Caused by personnel error W/B30987 Itr 
BOUMNIOHT.R J , DIXON. 0 W South Carolina Electric ft Oas Co 
83/09/27. D'RElLLYrJ P Region 2, Office of Director 4pp 
20657 021 a4X Fiche 50-395,83/09/27.0310070270 


0310070126 LER 03-107 /03L-0 on 830714. reactor bldg Internal pressure 
dropped below Tech Spec min Caused by change of ambient 
temp Reactor bldg minipurge supply activated to return 
pressure to within limits W/030929 Itr 

HQLB, L E . DIXON. 0 W South Carolina Electric ft Gas Co 83/09/89 
O'REILLY, J P Region 2, Office of Director 2pp 20659 062 PAX 
Fiche 50-395.03/09/27,8310070126 


0310070338 LER 83-106/03L-0 on 030704, post-accident hydrogen analyicr 
panel A {XPN-7215A) declared inoperable when calibr 
rotometer ball bearing indicator lodged in pressure 
regulator Caused by personnel error W/830730 Itr 

KOLfl,L E , DIXON, O.W South Carolina Electric ft Oas Co 03/09/30 
□ 'REILLY, JP Region 2, Office of Director, 3pp 20653 165 84X 

Fiche 50-395# 83/09/30. 8310070330 


8310170560 LER e3-lO0/O3L-O on 030902, while in Mode I. diesel generetor 
A output breaker failed to close during performance of 
surveillance test Cause not determined Test performed ft 
unit returned to operable status W/830930 Itr 
MCKINNEY, C J # DlXONiO W South Carolina Electric ft Gas Co 
B3/09/30, O'REILLY, J P Region 2, Office of Director 4pp 
80700: 339 24X Fiche. 50-395, 03/09/30, 8310170560 
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33101704^3 LER 63-ill/03L~0 on G30911iUhilc in Mode l>reactor trip 
QffurrBd foJlDtuing power intorrop tian on 115 JtV offsite 
p-over source Cause of trip from transient to onsite power 
source linger investigation U/B31010 Itr 

t1C«'l»NEV.C J I DIXON, a U South Carolina Electric & Oas Co 

63/lO/iO D^nETLLY.JP Region 2. Office of Director 3pp 

20779 229 24X Pie he 50-395.03/10/10.8310170443 


^>i0210128 t£R B3-il0/03L-O on 030712, during Mode l.RCS Tavg exceeded 
J^c-ujer distribution limits by 2-1/2 degrees Caused by failure 
HO f parmanent magnet generator 22-”Volt power supply condenser 
& almaspheric dump valves W/G31010 Itr 

KCXINkA R . DIXONiO Vf South Carolina Electric & Oas Co Q3/tO/10 
□ 'REILLY. J P Region 2. Office of Director 9pp 20030 241 24X 

riche 30-395.83/10/10.0310210128 


0310310234 LER B3-112/03L~0 an G30923. s ignal comparator IPD-953R1 
associated u/conbai nment pressure transmitter rPT-953 
declared inoperable when bistable tripped It would not reset 
Caused by defaefrive bistable electronic card i.J/B3i020 Itr, 
ftDLD.L E . DIXON, □ N South Carolina Electric fc Oas Co 83/10/20 
O'REILLVrJ P Region 2, Office Of Director 3pp 20947 a07 24X 

Fiche 50-375.83/10/20,9310310234 


03ID31O392 LER 83*-l 14 /03L-0 on 031004, steam generator C pressure 
indicator 494 declared inoperable doe to spiking causing 
various alarms t* bistable to actuate Caused by faulty 
vlactronic loop pauer supply card U/G31020 Itr 
SDlKKfilOHTir R J , DlXONiO W South Carolina Electric ti Oas Co 
G3/IO/2D O'REILLY, JP Region 8i Office of Director 2pp 
20959 335 24X Fit he 90-395. B3/10/C0i 0310310392 


031O:}|O394 LER a3-113/03L-0 on 830924. operator found personnel escape 
door hatch outer door hard to operate it unsecured Caused 
by sheared right angle gear drive pin Both doors lacked I. 
tea] leak tested sa tisfactor i ly U/831020 Itr 
aoUKNIOin.R J 4 DIXON.O W Bouth Carolina Electric << Oas Co 
63/10/20 O'REILLY, J P Region 2. Office of Director 2pp 
209 59 283 24 X Fiche 90-393, 83/ I0/20i Q310310394 


8310260117 Forwards clarification of why operator did not manually 
Initiate raactor trip when reactor trip window illuminated 
on. Hfirit-out annunciator panel on 030712. per NRC request 
at 830916 moetinr} 

DtXmO N South Carolina Electric & Oas Co B3/10/21 BENTON.H R 
Office of Nuclear Reactor Regulation, Director 3pp 20915:231 
24X Fiche 50-375.83/10/21,0310260117 


DCKFET 30-397 WPPSS NUCLEAR PROJECT. UNIT 2 


A App I Icatlon/constr uction stage documents & correspondence 


031iOO3O'i97 Forwards response to 030907 request for addl Info re 
setpoint methodology Resolution of Issue generlcally w/NRC- 
recognlied util group presently addressing Issue requested 
SORENSEN. 0 C Washington Public Power Gupply System 83/09/23 
SCKtCNCER.A Licensing Branch 2 3pp 20592.337 24X 

FlHclie 90-3974 03/09/23,0310030357 


&31DO4O440 Forwards addl info re containment “Out-of Roundness'* per 
NRC 630722 mooting 

SCWENISENiO C Masbington Public Power Gupplg System 83/09/26 
SCHWCNCER.A Licensing Branch 2 29pp 20619 099, 24X 

Fiche 50-397.03/09/26.0310040440 


6310070342 Forwards "'Design Reveri f lea tlon Program,” Vols i it 24Pinal 
assastnent repi Results of program will be presented to NRC 
in late Oct 1983 

SDflE/fSENiO C Mashington Public Power Supply System 83/07/27 
DENTONiH R Office of Nuclear Reactor Regulation. Director 2pp^ 

2 0651 ICO 24X Fit ho 90-097,03/09/27.0310070342 


— 631007-0046 "Design Rever i f i catl on Program,” Vols 1 (. 2, final assessment 
T«pt 

* Washington Public Power Supply System 03/09/30 4l5pp 
aO&31 102 24X Fiche 50-397.83/09/27.8310070342 


8310] 10332 Forwards draft Tech Specs to require use of shorting 
links during initial source range monl tors/lntermsdlate 
range monitors overlap demonstration or post-mod. per 
NUPEO-Oi23 

SDRENSENiO C Washington Public Power Supply System 83/10/03, 
SCHtlENCER.A Licensing Branch 2 7pp 20666-060 24X 

Fiche 90-397.83/10/03,8310110332 


83IO1S0267 Requests that spent fuel storage pool monitors not be made 
req.wlrertent in Tech Specs, based on recent exemption granted 
f-or License SNM-1090 Storage in ipant fuel storage area 
airssptton predicated on design of storage facility 
SOflENSCNiO C Washington Public Power Supply System 83/10/03, 
SCHWERCER.A Licensing Branch 2 2pp 20693 135. 24X 

Fiehi 50-397.03/10/03,8310120267 


9310120261 Forwards response to FEAR Question 110 43 in NRC B-30003 Itr 
Increased damping L seismic spectra resulting from finite 
clement model utiliied to produce Phase II refined loads 
for each of five sample anchor groups 

SORENSEN. G C Washington Public Power Supply Bystan 03/10/04 
SCHWENCER.A Licensing Drench 2 5pp 20693 114 24X 

Fiche 50-397,03/10/04.8310120261 


8310170131 Forwards request for add! Info re Outstanding Issue 13 
"Control 6gs Failures " Response requested by 031020 
aCHWENCER.A Licensing Branch 2 83/10/05. MAZUR, D W Washington 

Public Power Supply System 8pp 20011 352 24X 

Fiche 50-397,03/10/05.0310170131 


8310130212 Notification of 631016 meeting w/util in Bethesda, MD to 
discuss seismic t. dynamic qusl 1 f 1 cat 1 on of electrical !< 
mechanical equipment 

AULLICK,R Licensing Branch 2 83/10/06 SCHUENCERiA Licensing 

□ ranch 2 3pp 20777 192 24X Fiche 50-397.83/10/06.8310130212 


0310170495 Request that NUREO-0123. "'Std EUR Tech 6pecs4 ” be revised to 
previous format, based on need to provide adequate time frame 
for completion of WPPSS-2 power ascension tasting program 
Susquehanna test duration data encl 

SORENSEN. 0 C Washington Public Rower Supply By stem. 03/10/10. 
SCHWENCERiA Licensing Branch 2 3pp. 20784 019. 24X 

Fiche: 50-000, 03/lO/tO, B31O170499. 


— 8310170499 Tech Spec Page 3/4 10-S re oxygen cancantrabion limiting 
condition for operation 

« Washington Public Power Supply System 82/02/01 Ip 
20704 010 24X Fiche' 50-000, 83/10/10,8310170495 


8310170313 Forwards draft Amend 33 to F8AR consisting of solid wasta 
mgt sgs re utilisation of interim portable solid radwaste 
solidification sys Submittal wiki be inc orporated in FBAR 
Amend 33. W/ two oversiia drawings Aperture cards In PDR 
SORENSEN, O C Washington Public Power Supply Bystam 83/10/11 
8CHM£NCER,A Licensing Branch 2. ip 20794 346 24X 

Fiche 50-397, 83/ 10/ 11 . B31 017031 3, 


6310200031 Forwards request for addl info ra design adequacy for Anchor 
Group 37 identified in 830914 submittal 

8CHWENCER,A Licensing Branch 2 03/10/12 MAZUR, D W Washington 

Public Power Supply System 3pp 20644 233 24X 

Fiche 50-397.03/10/12.8310200031 


8310180449 Forwards Rev 0 to "Dissolved Oas Analysis " Imp leme-ntatlon 
of post-accident sampling sys S. final dissolved gas sampling 
procedure contingent upon receipt of mod equipment from OE 
to be delivered by B3113D 

SORENSEN. 0 C (fashington Public Power Supply System 63/10/13, 
SCHNENCER.A Licensing Branch 2 2pp 25802:060 24X 

Fiche* 50-397, 03/10/13, 0310100449. 


—8310160453 Rev 0 to Procedure 12 lO B. "^Dissolved Oas AnaLysis " 
e Uashlmgton Public Power Supply Bystam B3/09/27, L9pp. 
20002 070 24 X Fiche 90-397,83/10/13,8310100449. 


0310210168 Forwards "Response to NRC Humon Factors Engineering 
Preliminary Design Assessment Audit Rept of 830026 ” 

80REN8EN,0 C Washington Public Power Supply Bystemt 83/10/14 
BCHMENGERi A Licensing Branch 2 Ip 20849.306. 24X 

Fiche. 90-3?7 p 83/10/14, 8310210168. 


— 8310210173 ''Response to NRC Human Factors Engineering PrellsiLnary 
Design Assessment Audit Ript of B30S26. " 

DAVALLE,R.O, FREEMAN. O.J, MCOILTONNi C, H Wash ington Pub lie Power 
Supply System 83/10/07 200pp. 20849 307 24X 

Fiche* 50-397,83/10/14, 0310210168 


8310210309 Provides documentation of util position re reactor pressure 
vessel surveillance program It recently emended 10CFR80 
App N, Coupon removal sys consistent u/i973 version of 
A STM- El 85 

B0REN8EN, 0 C. Washington Public Power Supply System. 83/10/14. 
BCHWENCER.A Licensing Branch 2 2pp 20051,074 24X 

Fiche 90-397,63/10/1416310210309 


8310240150 Provides status info on Branch Tachnlcal Position P9B-1 
commitments per 8 Rhou B30909 request. OE field dispositions 
rs final Dlv 3 sacond level undervoltage protection design t. 
two oyarsizs drawings encl Aperture csrds available in PPR. 
SORENSEN, 0 C Washington Public Power Supply System. 83/10/14 
SCHWENCER.A Licensing Branch 2. 2pp. 20878*054 24X 

Fiche, 50-397^83/10/14. B31 02401 50, 


B31Q260L13 Faruards Offsite Doee Celculation Manual. 

SORENSEN, 0 C Washington Public Power Supply System 63/10/17 
SCHWENCER.A Llcentltig Branch 2 Ipp. 20912:263. 24X 

Fiche 50-397,83/10/17,6310260113 
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— 0310260122 Dose Calculation Manual ” 

■* Washington Public Pautfr Suppli/ S^s-tem 03/10/17 llOpp 
20912 2Q<^ 24X Flche 30-397* 03/10/ I 7. Q310260J 13 


8310270^44 Advls-b( that quality protaasicft group functions can be 
assumeil bg syi comjiletlan group in const mg t organization 
Quality procaises group uill be d i ses tab 1 ished 

CARLISLE* C 8 Washington Public Powar Supply System 03/10/10 
MARTIN. J B Region 9* Office of Director 2pp 30923 115 2^X 

Flche 30-397.03/10/13*8310370444 


fl3tO2S0OBB Forwards Vols I 111 of "Independent Evaluation otf Plant 
Verification Prograim at WPPfi3-2 " 

CARLISLE, C S Washington Public Power Supply System 03/10/19 
MARTIN* J 0 Region 5, Office of Director 3pp 20392 001 24X 

Flchs 50-397*03/10/19*3310330088 


— 8310290093 '♦ In dependent Evaluation of Plant Verification Program at 
WPP5g”2 Vol I Quality Verification ” 

LANEV.R V * R0DDI8. L H * SHEETS* H E Tschnical Audit Associatesi 
Inc 1126-Fl VOi 83/09/30 lOOpp 20092 004 a4X 
Fiche 50-397.03/10/19*8310250000 


— 0310290097 "Indepandent Evaluation of Plant Verification Program at 
ypPS8-2 Vol 3 - Technical Audit Assoc* Inc Audit Repts " 

LANEY*R V * RODDlSiL H , SHEETS* H E Technical Audit Asaociatee* 
Inc U26-F3 Vaa 83/09/30 240pp 20092 J 14 24X 

Fiche 30-397. 03/10/19* 83 1O35OO0S 


E NRC Safety Evaluation Report (SER). supple Ic correspondence 


8310030361 Discusses agreement u/NRC affecting surveillance 
requirements in NVRE0-0S92. 6ER Suppl 3 re TMI Action Item 
It K 3 28 on autametic depressor 1 tatlion sys Dottle pressure 
verification changed to 31 days 

SORENSEN*© C Wishlngton Public Power Supply System 03/09/23 
SCHWENCERiA Licensing Branch 2 3pp 20992 13J 24X 

Fiche 90-397*03/09/23*0310030361 


6310110276 Forward! four avereixe drawings* c Ids 1 ng out Ni/REO-0092* SER 
Outstanding Issue 29 r» vacuum hrealer valves Valve response 
meets containment design bases for response time I* flow 
capacity* Aperture cards are available In PDR 

0OREN8EN. 0 C Washington Public Pouir Supply System G3/O9/20 
SCHWENCERjA Licensing Branch 3 2pp 20665 329 24X 

Flche 50-397.03/09/26*0310110276 


631OI7029B Forwards loose parts detection sys conformance evaluation* 
Including action requested in NUREO-0092. SER Section 4 4. 6 
SORENSEN* e C Washington Public Power Supply Sgiten B3/09/29 
SCHWENCERiA Licensing Branch 2 Bfp 20786 186 SAX 
Flche 30-397. 03 /09/B9* 03 1 0 i 7029B 


6310180387 Forwards proprietary FBAR Table 3 9-2b re SER Conf irmetory 
Issues 9 b iO Table contains CE proprietary Info Table 
withheld (ref 10CFR2 790) Affidavit requesting Info be 
withheld I. OE 830923 Itr also end 

SORENSEN* 0 C Uashlngton Public Power Supply System 83/09/29 
SCHMENCER*A Licensing Branch 2 6pp 20804 098 24X 

Flche 90-397. 03/09/29* 8310100307. 


8310120199 Forwards response tf F8AR Question 110.41 re requirements 
far equipment noizl* loads* per SER Confirmatory Issue 7 on 
Component supports 

0OREN8EN* 0 C lilashlngton Public Power O^upply Bgetem 83/10/04 
SCilMENCER.A Licensing Branch 2 3pp. 20696 005* 24X 

Flche 50-397.63/10/04.8310120155 


0310120099 Foruiariif marted-up tech 8ptc r« ECCB In responir to 030923 
request for proposed change to surveillance requlrenents 
on automatic depressurization lys backup air supply* per HER* 
NUREO-D092 b Item 11 K 3. 20 

SORENSENrO, C Uashlngton Public Power Hupply System 63/10/06 
0GH0ENCER.A Licensing Branch 2 2pp 20697 101, 24 X 

Fiche, 90-397. 63/10/0^. 03 10120099 


0310170212 Forwards marled-up F0Afl changes In response to SER 
Confirmatory Issue i re break locations Info based on 
"status as-built" conf Iguration. Fina 1 ”as-hullt*' analysis 
not ecpsctfd to result in significant diffrrencee 
BORENSENi 0, C Ifashington Public Power Supply System 63/10/11, 
aCHWENCERiA Licensing Branch 2. 135pp. 20786 923 24X 

Fiche 90-397*03/10/11.0310170212 


8310170839 Forwards reeponae to tslcon request for addl clarification 
of response to Question 640 01 a fc h re emergency operating 
procedures generation package. BER <NUR£a-0892I Confirmatory 
Issue 19 re energency procedures review closed, 

OOREKSEN, 0 c Washington Public Power Hupply System. 03/10/JI 
8CHheNCER*A Licensing Branch 2 69pp 207fl7;Ol3 24X 

Fiche 90-397* 83/ 10/11.83101 70235. 


F Security* medical, emergency fire protection plans 


8310040397 Forwards IE Safeguards Insp Repts 50-397/83-33 & 
70-2990/03-02 On 030815-10 & notice of violation Ends 
withheld <reP I0CFR2 790) 

MORDERHAUO*L R Region 5# Office of Director 03/09/28 
CARLISLE*C 5 Washington Public Power Supply System 2pp 
20620 042 24X Flche SO-397, 83/09/28* 0310040397 


8310040232 Part 91 rept re plant mod implementing fire protection* 
Including blocking vent paths from reactor bldg rooms 
containing high energy lines Initially reported on 030920 
Six rooms require reanalysls 

CONN* W 0 Burns & Roe Cq 83/09/29 Director's Office* Office of 
Inspection and Enforcement 2pp 20613 201 24X 

Flche 50-397* 03/09/29, 8310040232 


0310170446 Discusses history t* background of use of fire dampors not 
fire rated or tested in const of facility* due to stote-of- 
the-art const at time of installation FbAR will be revised 
via Amend 33 to document const Marked-up drawings end 
SORENSEN* G C Washington Public Power Supply System 63/09/29 
SCHWENCER.A Licensing Branch 2 27pp 20790 202 24X 

Ficho 50-397* 03/09/29* 0310170446 


0310120339 Discusses proposed Implementation of emergency preparedoiis 
training plan First phase*per NUREO-0654* wi 1 1 be completed 
prior to fuel load Detailed schedules will be completed & 
made available for review upon concurrence 

SORENSEN* 6 Washington Public Power Supply System 03/10/04 

BCKWENCER.A Licensing Branch 2 2pp 20699 277 34 X 

Fiche- 90-397 * 03/ J 0/04 * 83 1 01 20335 


0310130027 Forwards request for addl info re emergency classification 
schema in emergency planning program Response requosted by 
031038 

SCHWENCER.A Licensing Branch 2 03/10/05 MAZUR* D W Washington 

Public Power Supply System 7pp 20749 345 24X 

Flche 50-397.83/10/05*0310120027 


0310170266 Advises that util position re establishing primary emergency 
operations facility approx 0 75 miles from site 6 alternate 
location at util headquarters 9 5 miles from site 
accep table 

EISEWHUT.DO. Division of Licensing 0b/lO/O7 MAZUR* D W 
Washington Public Power Supply System. 2pp 20796 259 24X 

Fiche 50-397. 83/ 1 0/07* 83 10170266 


0310100903 Clarifies util 820617 Itr describing emergency operations 
Facility ventl lation* per NUREG-0696 Charcoal will not be 
provided in ventilation sys 

SORENSEN* 0 C Washington Public Power Supply System 03/10/1? 
SCHWEMCER.A Licensing Branch 2 Ip 20001 100 24X 

Ficha 50-397*83/10/12*0310180503 


G Adjudicatory correspondence 


8310050216 Notice of withdrawal of appearance In precaedlng Cortlficatc 
of 8vc end 

CKAN. E I Hearing Branch S 03/09/27 2pp 20628*206 24X 

Flche* 50-397* 83/09/27* 031 0050216 


K Utility Final Safety Analysis Report (F8AR1 Ic amends 


B31 0070277 Amend 32 to FBAR W/830902 Ur 

SORENSEN. O C Washington Public Power Supply System 83/07/30 
8CHWENCeR*A Licensing Branch 2 823pp 20652 226 24 X 

Fiche 50-397, 83/09/30, 8310070277 


0 Inspection reports* IE Bulletins Ic correspondence 


8308300349 IE Info Notice 83-63* ''Potential Failures of Westlnghous* 
Type 8A-1 Diffeiential Relays " Bvt list end 
JORDAN.E. L Division of Emengency Preparedness 6 Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison Co of New 

Tork* Inc llOpp 20778 001 24X Fiche 50-000*03/09/26,0 300300345 


0310170420 Forwards IE Insp Rept 90-397/83-42 on 030815-10 & 19-0902 
No nancomp tlance noted 

BI8H0P*TW Region 9* Office of Director 83/09/21 MATLOCI^* R fl 
Washington Public Ppwer Supply System 2pp 20783 25B 84X 

Flche 50-397*83/09/21*8310170428 


—0310170432 IE Insp Rept 50-397/03-42 on 830019-18 Sc 19-0902 No 
noncompl lance noted Major areas inspec ted. previous ly 
identified const deficiencies (10CFR50 59(e) repts) 

BURDOlNrJF.* 8C0NN.K M * DODDS* R, T Region 5* Office of Director 
83/09/19 J2pp 207B3 260 24X Fiche 50-397. 83/09/21* 

8310170428 
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??I93CK3340 IE Info NptiCE B3-6li ^'Allegod Use of Stand-Ins for Welder 
C, if icaiian Tes-ts " Svc list oriel 

JWDrtNp E L Division of Emergency Preparedness & Engineering 
Risponse iPost 630103) Q3/04/S& Consolidated Edison Co of Hew 

Yarfc. Inc 117pp 20754 022 a4X Ficho 50-000,03/09/26,0300300340 


e:<33£X)342 IE Info Notice 03-62, “Failure of Hedundant Toxic Gas 
^iitfCtors Pcsitioned at Control Heom Veiitilation Air 
Intakes " Svc list end 

s'WDAN, E L Division pf Einergency Preparedness & engineering 
Piiponse IPost 030103) 03/09/26 Consolidated Edison Co of New 

Vorfci Inc 116pp 20777 210 24 X Firhe 50-000, Q3/09/26, 0300300342 


&3BOD40397 Forwards IE Safeguards Insp Repts 50-397/03-33 t< 
TO-£950/03-02 on B30B15-10 it notice of violation Cncls 
vithrivld (ref 10CFR2 790) 

^Cfl[>ERHAlJO, L R Region 5. Office of Director 83/09/28 
CAHLf&t-E.C S Washington Public Power Supplg System 2pp 
2C420 042 24X Flclie 50-397,83/09/20,0310040397 


7310I2OL92 Acic receipt pf 830919 Itr informing HRC of steps taken to 
<QrT«ct violations noted in IE Insp Rept 50-397/83-38 
BISHOP, T W Division of Res i d ent, Roac tor Project 8f Engineering 
Programs B3/09/2B CARLISLE, G 8 Washington Public Fouier Supply 
Ip B0692 227 24X Fiche 50-397,83/09/20,0310120192 


— SJ10120I96 Respontfs to NRC 830830 Itr re violations noted in IE Insp 
R«pt 50-397/63—38 Corrective actions all uieldolets on six 
separate tree risers inspected it Found Fully welded out No 
deficiencies encountered 

CARLISLE, C S Washington Public Pouter Supply System 03/09/19 
HARTIH, J 0 Region 5, Office of Director Opp 20692 228 24X 

Flche 50-397,03/09/20,8310120192 


2^01^0248 Ack receipt of 030916 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-397/03-30 
BiSifOP* r W Division of Res identi Neac tor Project it Engineering 
PrOframs 83/09/38 CARLISLE, C S Washington Public Power Supply 
System Ip 20691 331 24X Fiche 50-397,83/09/20,0310120240 


—0310)20250 Rasponds to NRC 830030 Itr re violations noted In tC Insp 
Rfft 9O-397/63’-30> Correc tive actions honeycombed areas in 
bfaas soil 6 2D25 excavated to sound concrete fii will be 
repaired Destructive exam Sr documentation review conducted 
CAHLIBLE, C 9 Washington Public Power Supply System 63/09/16 
HARriH,J B Region 5, Office of Director I33pp 20691 332 24X 

Fiche 50-397,83/09/28,8310120248 


s< 3>:Q300347 t£ Info Notice 83-64, “Lead Shielding Attached to 
Safi ty-Related 8ys W/o iOCFRSO 59 Evaluation *' Bve list 
end. 

J’DRDAH.E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/09/29 Consolidated Edison Co of New 

fork, Inc k I5pp 20716 324 24X Fiche 50-000,03/09/29,0300300349 


E'3I'OI7061S forwards IE Insp Rept 50-39//8D-44 during Aug 1983 No 
nentonp 1 lane e noted 

T W Division of Res ident, Reac tor Project 8< Engineering 
Programs 83/09/29 MAZUR, D W Washington Public Power Supply 
Soften 2pp 20782 172 24X Fiche 50-397,83/09/29,0310170612 


-03tO]7<}62J IE Insp P«pt 50-397/83-44 during Aug 1903 No noncomp 1 lane e 
r.oted Major areas Inspected preoporat ional test procedure 
review U independent insp effort, Inc 1 uding testing of pipe 
support h restraint sys 

FEIL, R A , DODDS, R T Region 5, Office of Director 03/09/27 
6pp 20782 174 24X Fiche 50-397,03/09/29,8310170612 


DIOIDO'331 Ack receipt of 830912 Itr informing NRC of steps taken to 
correct violations noted in lb Insp Rept 50-397/03-14 
B^lSHDP, T N Division of Resident, Reactor Project Si Engineering 
Pro^raaiB 83/10/03 CARLISLE, C S Washington Public Power Supply 
E^ilem Jp 20002 344 24X FI che* 60-397, 83/ 10/03, 0310100331 


-^S3l0-]BO34 i Submits interim response to NRC 030603 Itr re violations 
noted In IE Insp Rapt 50-397/03-14 Corrective actions 
Duality Class I &c 11 PEDs undergoing reevaluation Sample 
program expected to be completed by 030930. 

CARLISLE. C S Waehington Public Power Supply System 83/09/12 
STERNBERO. D M Region 5, Office of Director 2pp 20B02 345 
74X Fiche 50-397, 83/10/03, 0310100331 


1310200194 Ack receipt of 030926 Itr informing NRC of steps taken tp 
correct violations noted in lE Insp Rept 50-397/03-38 
aiSFeOP*T W DiylsLOn of Resident, Reactor Project U Engineering 
programs 83/10/04 CARLISLE, C 8 Washington Public Power Supply 
Syitem. Ip 20633*346 24X Fi che 50-397, 83/10/04, 0310200194. 


—0310200200 Responds to NRC 630830 Itr re violations noted In IE Insp 
Rept 50-397/03-30 Corrective actions deficiencies reviewed 
against required hanger function Hangers determined 
adequate 

CARLISLE. C S Washington Public Powar Supply System 03/09/26, 
MART1N,J D Region S, Office of Director 35pp 20833 347 24X 

Fiche 50-397,83/10/04,8310200194 


—8310200203 “Engineering Insp & Evaluation of Quality Class Il/Selsmlc 
Category t Pipe Supports “ 

VARANE, L a , CODR,J L , Pl/RVIS, F Stone L Webster Engineering 
Corp 03/09/22 34p p 20034 020 24X Fiche 50-397, 03/10/04, 
6310200194 


0310210053 Forwards IE Insp Rept 50-397/83-34 on 830701-31 No 
no-ncomp 1 lance noted 

BISHOP, T W Division of Rd sident , Reac tor Project & Engineering 
Programs 03/10/04 MAZUR, D W Washington Public Power Supply 
Bystem 2pp 20Q55 275 24X Fiche 50-397, B3/ 1 0/04, S3l 02100 55 


— 6310210060 IE Insp Rept 50-397/83-34 on 030701-31 No noncompliance 
noted Major areas Inspected preopera tional test procedure 
review, preoperational test witnessing, unresolved items i< 
independent insp effort 

FEIL, R A , DODDS, R T. Region 5, Office of Director 03/09/30 
7pp 20855 277 24X Fiche 50-397.03/10/04,8310210056 


6310130426 Notification of B31014 meeting w/util in Bethesda, HD to 
discuss const appraisal team findings in civil 1, structural 
const area 

AULUCK,R Licensing Branch 2 83/10/06 BCHWENCER, A Licensing 

Branch 2. 3pp 20769 244 24X Fiche 50-397,03/10/06,6310130426 


8308300370 IE Info Notice 83-65, “Surveillance of Flnu in RTD Dypasi 
Loops Used in Wes t i nghouse Plants ** Bve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) B3/10/07 Consolidated Edison Co of New 

York, Inc 76pp 20027 213 24X Fiche 50-000, 83/ 10/07, 6308300370 


3309300752 IE Info Notice 83-66, “Fatality at Argentine Critical 
Facility “ Svc list end 

JORDAN, E L Division of Emergency Preparedness i< Engineering 
Response (Post B30I03). 03/10/07 Consnlldated Edison Co of Hew 

York, Inc 79pp 20BB2 026 24X Fiche 50-000,03/10/07,0300300752 


6310170481 Ack receipt of 930929 Itr informing NRC of steps taken to 
correct violations noted in IE Imp Rept 50-397/03-30 
D18H0P,TW Division of Resident, Reac tor Project Ic Engineering 
Programs 03/10/07 CARLISLE, C B Washington Public Power Supply 
System Ip 20763 300. 24X Fic)ie 50-397,03/10/07,0310170401. 


— 8310170507 Responds ts NRC 830830 Itr re violations noted in IE Insp 
Rept S0-397/63-3B Corrective actions specific deficiency 
noted In Item D of notice of violation placed In project 
tracking sys Deficiency will be corrected by 831101 
CARLISLE, C e Washington Public Power Supply System 63/09/29. 
MARTIN, J B Region 5, Office of Director 4pp 20793 301 24X 

Fiche 50-397,03/10/07,0310170481 


8300300759 IE Info Notice 03-67, “Emergency Use Respirator Mail Defect 
Causes Production of Noxious Gases '• Svc list end 
JORDAN, £. L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/lO/iJ Consolidated Edison Co of New 

Vorkt Inc H7pp 21043 075 24X Fiche 50-000,83/10/11,6306300759 


8300300761 IE Info Notice 03-68, “Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders ** Svc list 
end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 63/lO/ii Consolidated Edison Co of New 

York* Inc 120pp 20827 12? 24 X Fiche 50-000,83/10/11,6308300761 


8310210043 Forwards IE Insp Rept 50-397/83-40 in Sept 1963 No 
noncomp lienee noted 

BIBHDP, T W Region 5, Office of Director. 03/10/13 MAZUR, D W 
Washington Public Power Supply System. 2pp 20B55 268 24X 

Fiche 50-397 , 83 / 1 0/ 1 3, 63 1 09 10043. 


— 0310210045 IE Insp Kept 50-397/B3**4a during Sept 1903 No noncomp 1 lan-c r 
noted Major areas Inspected preoperational test ultnessing it 
independent Imp effort 

FE1L,R A , DODDS, R T Region 5, Office of Director. B3/10/11, 

5pp 20053:270. 24X Fiche 50-397* B3/i0/£3, 8310210043 


8310970420 Notification of 631025 significant licensee meeting w/utll 
in Walnut Creek, CA to discuss NRC regional evaluation of 
licensee performance for Aug 1962 - Jul 1983 

e Raglan 5, Office of Director B3/10/25 Region 5, Office of 

Director Ip 20923,107 24X FUhe 50-397*63/10/95,0310270420 
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6 Reportabls ocrurrfnc8«4 S< related corr»»pandonca 


G3O9I300331 Final deficisncij rep ti Conditicrv S56 re failure to canplv 
u/0£ apece for Installation oF RHR HX Initially reported on 
B30^09 Deficiencies corrected Final revieui practice^ 
developed bg completion contractor 

C^^RLISLErC 0 Hasliington Public Power Supply Systefli G3/09/33 
MARTINj J 0 Pesion 3, Office of Director 6pp 30546 26& 24X 

Fiche 50-3?7<83/09/SS« 6309300331 


6310040331 Part 21 rept re control circuits For safety-reJ atod valves 
CAC-FCV-IA b ID powered from non-CJass IE power supply 
Caused by failure to recognize valves have two safetii- 
related functions^ isolati on & otygan/hgdrogen recomb i nat ion 
CONNiU a Burns Poe Co 03/09/29 pirector^s affice< Office of 

Jnsptctinn and Enforcement 2pp 20617.116 24X 

riche 50-3 ?7i 83/09/ 29i 8310040331 


6310250305 Part 21 rept re saf •tg-relateil e-ontral circuits for 
CAC-PCV-iA Sr 104 being powered fron non-Class JE power 
supply Initially reported on 830926 PEO ai8-E~Cl03 Issued to 
provide Clast IE power supplies to tuo valves 

CONN.M 0 Burns U Roe Co 63/09/29 Director's Offlcei Office of 
Inspection and EnforcrJkent 2pp. 20902 078 24X 

F I c h • : 5 0-397i a3/09/29i 63 J 02 30503 


6310250290 Final deficiency rep t« Condition 49 re operation of standby 
gas treetmant sgs damper Initially reported on 620617 Caused 
by AE failure to adequately apply sinple failure criterion 
PED''21B''E~B137 issued to reroute circuits 

GARLISLEtC 6 Uashlngion Public Power Supply System 63/10/11 
MAflTIN^J B Region 5i Office of Director 4pp. 20B99 013 24X 

Fiche. 30-397^ 63/ 1 0 / 1 1 . 6 3 1 02S0290 


631025042S Final Deficiency- Rept 270 re indeterminate grade mabl on 
ECC3 pumps HPCS-P-lfLPCS-P-J^RHR-P-Bfl i ac Initially 
reported on 630707 Operations malnt sUTveillance program 
implemented to chec Ir breakaway torque 

CARLlBLEfC 6 Washington Public Power Supply System 63/10/13 
HARTINeJ. a Region 5r Office of Director 3pp 20077 001. 24X 

FUhe 5D-3974 33/10/ 134 0310230423 


0310230433 Final deficiency repti Condi tion 2£2 re power piping H'146 
near brackets substituted for previously approved & 
unavailable H''i42 braclEtii Burns & Roe revised Spec S15i 
Section ISjApp D 

CARLISLEiC 6 Washington Public Power Supply System 63/10/13 
MARTINj J D Region 3 j Office of Director 3pp 20B97 155 24X 

Fiche 30-397* B3/ 10/134 0310230433 


6310230092 Interim deficiency rep tj Raportab 1 e Condition 26A re linear 
indications in containnent weld pads Cause unknown All 19 
weld pads providing support for radial bsams being 
reinspectad fc rspaired Nest rept due by 631111 
CARLIBLE/C S tlashington Public Power Gupply System 83/10/14 
HARTlR*aB. Region 3« Office of Director 3pp 20694 109 24X 

Fiche- 50-3974 83/10/ 14i 8310230092. 


6310250144 Final Dsficlency Rept 290 re diesel generator exciter 
control cabinet overheating Design Change SPED S2JB-h-C247 
issued to provide addl ventilation for Div 1 2 diesel 

generator excitation control cabinets. 

CARLISLE; C 6 Nashington Public Power Supply System 83/10/14 
MARTIN* -J B Region 5; Office of Director 2pp. 2O09A 324 24X 

Fiche 50-397* 63/10/ 14i 8310250144 


V Operator Eiamlnations 


6310030142 Requests schedule* by 8310201 fur re quail# i-catlo-n training 6 
exams for 1984 in ortfar to coordinate Region V audit 
of operator requalif icatl-on programs 

BISHOP; T.U Division of Resld ent« Reactor Project t< Engineering 
Programs. 83/09/26 GODFFREY* O NashingtPn Public Power Supply 
System 2pp 20390 040 24X Fiche 30-397* 63 /09/26i 6310030140 


DOCKET 50-400 SHEARON HARRIS NUCLEAR POWER PLW* UNIT 1 


A Appi icatlon/construction stage documents U correspondence 


6310200174 FOIA request for all internal nonpubllc documentation >e 
const flaws v improper conduct by inspectors* util 
contractors or subcontractors 

MCrNNIB. 0 News 6 Observer 63/07/19. FELTON* J Division of Rule** 
and Records Ip 20963 287 24X Fiche- 50-400* 83/07/19* 8310280174 


8310030161 Advises that or genl rational changes for QA prograrn. 6 changes 
to F9ARs Ir mgt capability rept will be forwarded when 
completed, 

UTLEY* E E Caroline Power 6 Light Co. 03/09/13. DENTON. H R 
Office of Nuclear Reactor Regulation* Director Ip 20590 026 24X 

Fiche 50-000*03/09/13,0310030161 


0310040354 Bummoriics 03OS3! moL-ting u/util re plans for res true luri ng 
corporate urgain i lafc ion 

0'REtLLV4J P Region 2. Office of Director 03/09/22 UTlEV.E E 

Carolina Power it Light Co 3pp 20620 331 24X 

Fiche 50-000, 03/09/22. 83100403 54 


6310230176 Responds to FDIA request far internal nonpublic 
dec umen ta t inn re const flatus 6 Improper conduct of NRC 
inspectors *< util contractors cr subc nntractnrs Forwai ds 
documents listed in App A 

FELTONi J M DiviRlOfi nf Rules and Records 03/09/23 VADFN. T 
News 5* Observer 3pp 20963 288 24X Fiche 50-480< B3/09/2J, 

0330260176 


— 0310280197 Forwards draft Ofc nf Inspector & Auditor /81109 rept dn 
inquiry into alleged omission of line inspector views from 
CF hearing* fur perusal W/o end 

MURRAY* vl P Deputy Executive Legal Director 76/U/I0 
COMHlKOS, J J Office nf Inspector it Auditor 3pp 20963 27/ 
24X riche 50-4010.03/09/23*8310280176 


— 6310280202 Documents telcon u/F C Cantrell re map file in preparatJ an 
for testimony- Instructions not received to review file 
Cantrell relied solely on personal notes & records to 
prepare testimony 

FOSTER. W H Office of Inspector U Auditor 70/U/OJ Office of 

Inspector 8* Auditor Ip 20963 29b 24X Fiche 50-400, 03/09/23* 

63102U0J76 


— 0310260207 Advises that A6LAD Chairman, AS Rosenthal will decline 
Interview; claiming purposelessness 

FOSTER, N H Office of Inspector I, Auditor 76/10/26 Office of 
Inspector S. Auditor Ip 20963 296 24X Fiche bO-400, 03/09/P3, 

0310200176 


— 0310260211 Advises that IE Manual Chapter 94010-0 only written policy 
for preparing testimony for licensing hearings, per 70102b 
telcon w/RC Faulus 

FOBTER.M H Office of Inspector it Auditor 76/10/26 Office of 
Inspector L Auditor ip 20963 297 24X Fiche 50-400,83/09/23. 

8310200176 


—6310260214 Forwards AS Rosenthal 781034 memo to DO Abhfcon, for perusal 
ABBTQN.a 0 Office of Inspector I* Auditor /6/l0/if5 
HENDRIE.J H Commissioners Ip 20963 298 24X 

Fiche 50-400. 63/09/23; B31 0200176 


— 8310260216 Advises that A5LAB members not willing to be intervleweij du 
to possible future involvement in case 

ROSENTHAL* A 8 Atomic Safety and Licensing Appeal Panel 
78/10/24 AnSTON*0 Q Office of Inspector & Auditor Ip 
20963 299 24X Fiche 30-4004 03/09/23.8310280176 


—8310300222 Requests interview u/ASLAD meinbers to discuss impact of 
omlsslan of line inspector views frotn written Sc oral 
testimony 

ADerON. 0 O Office of Inspector i. Auditor 78/10/24 
ROBENTKAL; A 8 Atoinic Safety and Licensing Appeal Panel Jp 
20963 300 24X Fiche 50-4004 03/09/23*8310200176 


—6310280325 FoTwards info re Ofc of Inspector Sc Auditor intervltw of 
ASLAD <rof Yore 701019 memo to Commissioners) 

FRYE. J H Atomic Safety and Licensing Board Panel 78/10/20 
ROSENTHAL; A , KELLEY; J L , ABBTON; 0 Q NRG - No Detailed 
Affiliation Oiven ip 20763 301 24X Fiche 50-400,83/09/33* 

6310200176 


— 6310260236 Forwards DFi Gamble 701019 tnomo, for interest 
ABSTON; 0 O Office of Inspector & Auditor 78/10/21) 
HENDRIE.J M Commissioners Ip 20963 312 24 X 

Fiche 30-400. B3/09/23. B3102B0176 


— B3102B0338 Summanies A Rosenthal 7B10I9 telcon opposing potential 
intarvlew uj/A 6LAB members, c iting unp 1 easantness of ASLB 
interview Ofc of Inspector it Auditor must assure different 
line op questioning before interview is granted 

CAMBLE, 0 H Office of Inspector 6 Auditor 78/10/19 Office ol 
Inspector S< Auditor 2pp 20963 313 24X Fiche 50-400,03/07/23* 

6318200176 


— 6310280242 Forwards documentation of 781017 conversation w/JM Vaielni 
former AEC employee re V Drownlee Conversation connected w/ 
current investigation 

DA91S.J O Director's Office, Office of Inspection and 
Enforcement 70/10/19 ADSTON* 0 0 Office of Ir spec tor 6 
Auditor Ip 20963 315 24X Fiche 50-4004 83/09/334 8310280176 
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'^310200240 Dd-cuments- 781017 cunvcraation w/J Vare la* foi mer Region II 
Brobrnlac directed Varela to change InFo In insp 
r t. Jfi9 dispute 

DAVlSiJ 0 Director's Office* Office of Inspection and 
f^nforcemEnt' 79710/19 Director's Office* Office of Inspection 
and EnfarcBmont Ip 20963 316 24X Fiche 50-400,93/09/23, 

a3]'D2ElD176 


8310310172 Foruards NRC 930921 1 tr to util advising of acceptance of 
design, atialgses* mails 8, const aspects of containment vessel 
uield deficiencies* in response to RBSolvtion 1443''Q3 

NOVAK* T M Assistant Director for Licensing 93/10/10 EULEflT* © A 
Perry, OH 3pp 20963 290 24X Fiche 50”'400* 83/ 10/ 1 0, 831 03 1 0172 


E NflC Safety Evaluation Report ( 6ER ) , suppls fc correspondence 


-^S3I0280246 Documents 7B1017 conversation ui/C Barth (OELD) re testimonvr 
fe-TvaF'ded to ASLD before 771004 hearing A6LB should be 
Tiquired to read testimony before hearing 

FOSlER*VI Hi Office of Inspector it Auditor 78/10/16 Office of 
Inspector Bt Auditor Ip 20963 317 24X Fiche 50-400,03/09/234 

6310280176 


0310130240 Foruards add) info in response to draft 3ER 
including Mechanical Enginaering Dranch questions tr 
& 23 lira 

MCDUFFIE, M A Carolina Pnuier Er Light Co 83/09/19 
Office of Nuclear Reactor Begulation, Director 6pp 
24X Fiche 30-400,83/09/19,0310130240 


Open 1 tern 354* 
930919 

DENTON, M n 
20722 236 


'-031O2BD24G Advises of Ofc of Inspector ti Auditor Inability to 
procure useful info during intervieu u/ASLD due to ASLR 
unresponsi veness 

AHSTCN, D G Office of Inspector & Auditor 70/10/17 
HENDRIE*J M * QlLINBKYiV, KENNEDY, R T Commissioners 2pp 
20963 354 24X Fiche 50-400*93/09/23,0310280176 


■9310290250 Advises that HA Wilbur perusal of Dance testimony disclosed 
ner ref to QA problems listed in subj insp repts 

FOSTERtU H Office of Inspector 6 Auditor 78/10/10 Office of 
Inspector & Auditor ip 20963 326 24X Fiche SOMOO. Q3/09/23* 

9(3]C2D0I76 


"8310280254 Foruards case assinoments for ASLD members OD Bright, 

•JV Leeds ft in Smith, per request 

FlTTIfC J Atomic Safety and Licensing Board Panel 79/10/06 
OAMBLE, 1) H Office of Inspector 6 Auditor 6pp 20963 3P7 ?4X 

Fiche 50-400,93/09/23*0310290176 


-3310260256 Forurards Acting General Counsel optnien indicating no 
«E parte problem w/Dfc of Inspector 6 Auditor interview of 
A5LD members 

ABST0N*O O Office of Inspector 6 Auditor 7B/10/03 YORE, J R. , 
POSENTHAL, A 8 Atomic Safety and Licensing Board Panel Ip 
20963333 a4X Fiche 50-400,83/09/23*0310290176 


-'6310260259 Informs of 701003 conversation w/I Smith of ASLD re Ofc of 
Inipictor *< Auditor Interview u/ASLD members, to 
fulfil) Commission order Interview will probably not be 
igranted due to ex parte rule 

FtJSTERiM H Office of Inspector 6 Auditor 70/10/03 Office of 
Inspector it Auditor Ip 20963 335 24X Fiche 50-400,83/09/23* 

6310288176 


--8310260263 Summar i < e s continued attempts to gain ASLD Interview through 
7B0727 conversation w/JV Leeds Leeds will not cooperote, 
citing ex parte rule 

F037ER*W H DPfiCE of Inspector h Auditor. 78/09/27 Office op 
Inspector tt Auditor 2pp 20963 336 24X Fiche 50-400* 83/09/23* 

S3 1 02881 76 


— 63ID280-265 Informs of alleged improprieties re deficiency discrepancy 
T*pts 6 corresponding logbook entries 

VCWSE,J Y Office of Investigation 03/03/04 ALBERSDN* C Y NRC 
- No Detailed Affiliation Given Ip 20963 330 24X 

Fiche 50-400,83/09/23,0310280176 


—9310230270 Discusses alleged improprieties re deficiency discrepancy 
repts it corresponding logbook entries 

Bl>nCH,R H Office of Invest Igatlon 03/03/03 Office of 

Investigation Ip. 20963,339 24X Fiche 50-400*03/09/23, 

0310200176 


—8310280299 Advises that no new Info revealed after inquiry of alleged 
Improprieties ro deficiency discrepancy repts S< 
c orrespond ing logbook entries 

VORSE*J Y Office of Investigation 03/OS/O6 TODD* 0 NRC - No 
OetatUd Affiliation Given Ip 20963 340 24X 

Fiche 50-400,03/09/23,8310290176 


— 0310130540 OC Procedure 150, **Hy dros tat ic Tasting (Critical Bve ) *' 
* Goulds Pumps, Inc 90/07/01 3pp 20722 242 24X 

Fiche 50-400, 03/09/1 9, 03 1 0130240 


—0310130254 Rev 3 to OA Instruction OAl-212, "Training h dual if icatlon 
of QA Personnel 

e Goulds Pumps. Inc 00/06/18 1 Ipp 20722 245 24X 

Fiche 50-400,83/09/19,0310130240 


—8310130261 "Seismic Dual 1 f I cat ion Envelope Limltorque Valve Actuators " 
DRAO.O D , OENKQNBKl.U 0 • FaRHiCA, C D. Uimi torque Corp 00037 
80/01/11 24pp 50722 256 24X FI cha- 50-400, 83/09/19, 8310130240 


— 0310130267 Rev 1 to "Rept of Test on Seismic Vibration Testing of One 
Llmitorque 8HD-000/HaBC Actuator for Limltorque Carp. ” 

ESPO91TO.0. , CAHAUD0M,« * TOLF* M L Acton Environ Teetlng Corp 
14331-2 ROl 79/03/13 i6pp 20723*280 24X 

Fiche* 50-400*03/09/19, 0310130240 


—0310130271 Rev 1 to "Rept of Test on Seismic 
LlmltorquP SMU-OOO/HOQC Actuator W/Selsniic 
Llmitorque Corp '* 

ESPOSITO, 0 * CASAUBON, M. . lOLF, rt L Acton 
14331-3 ROl. 79/03/13 12pp SO? 22 276 
Fiche 50-400,03/09/19,0310130240 


Vibration Testing One 
Adaptor for 

Environ Teetliig Corp 
24X 


—8310130273 "Seismic Test SHD-OOO/MDIJC " 

YOUNG, P T Limltorque Corp B0045 83/09/19 6pp 20722 300 

24X Fiche 50-400,03/09/19,0310130240 


—0310130277 Rev i to "Rept of Test on Seismic Vibration Testing of 
Limltorque &MD-I/H3I)C Actuators for Limltorque Corp " 

ESPOSITO, D * GILFOY.R , TOLF, M L Acton Environ. Testing Corp 
14801-1 ROl. 79/06/11 41pp. 20722 314 24X 

Fiche 50-400,03/09/19,8310130240 


—8310130200 "Rept of Fragility Test on BMD-1-25/H4BC W/Btd Cast Adaptor 
for Llmitorque Cerp " 

a Aero Nav Laboratories, Inc 5-6167-5 75/12/17. 36pp 

20722.355 24X Fiche 50-400*83/09/19,8310130240 


— 0310130202 Rev 0 to Engineering Spec %JSN-T35, "Beat Testing 6 Disc 
Hydrostatic Testing - 5 Minute Duration " 

« Jamosbgry Carp 78/01/24 lipp 20723 029. 24X 

Fiehc* 50-400, 83/09/19, 8310130240 


— 0310130205 Rev 0 to Procedure 4-106* "Cold Bending of Carbon Steel Ik 
Ferritic Alloy " 

e Southwest Fabricating 6 Welding Co (subs, of lU International 
Corp ) 73/05/04 3pp 20723 040 24X Fich e* 50-400, 03/09/19, 

0310130240 


— 031O13D2B7 Rev 0 to Procedure 4-107, "Cold Bending ef Austenitic 
Stainless Strel Piping ” 

a Southwest Fabricating 6 Welding Co (subs of lU International 
Corp ) 73/05/04 Opp 20723 043 24X Fic he- 50-400, 83/09/19, 

0310130240 


9310284303 Advises that Inquiry into alleged improprieties re 
'tfeflcLency discrepancy repts it corresponding logbook entries 
closed Vtil cited for vlalatlnn 

BUfZCH,R H Office of Investigation 03/05/04 Office of 
Investigation Ip 20963:341 24X Fl the. 50-400* 03/09/23* 

831:0280176 


—0310130209 Rev 0 to Procedure 4-100* "Hot Bending nf Carbon 8teel 6 
Ferritic Alloys " 

a Bauthwest Fabricating 6 Welding Co (subs, of lU In terna tlnnal 
Corp, > 73/05/04 5pp 20723 046 24X Fiche: 50-400, 03/09/19, 

8310130240. 


^10070120 Forwards response tP requests for addl info, including 
Tesp<onse to Rev 1 to "Basis for Auxiliary Feedwater 8ys Flow 
Requirements,'' in support of safety review Response Includes 
info re main steam turbine valve testing issue 

HCiHiFFlEiH A Carolina Power it Light Co, 03/09/30 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 41pp 2065B' 34i 
24 X Fiche 50-400, 83/09/30, 8310070120 


—0310130290 Rev 0 to Procedure 4-109, "Hot Bending of Awstanitlc 
Stainless Bteel Piping " 

* Bouthuest Fabricating 6 Welding Co. (subs of lU I ntarnofeional 
Corp } 73/05/04 11 pp 20723 051 24 X Fic he: 50-400, 03/09/19, 

8310130240 


—0310130291 Procedure mE-65* "Pipe Line Blilng Guide " 

» Ebasco Services, Inc (subs, of Enserch Corp ) 70/06/20 7pp 

20723 062 24X Fiche 50-400, 83/09/ 19, 8310130240 
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— S3i0l302?3 0 to Site- Spec 030. ''FieltJ Fabrication & Erection of 

Pau(fr Pipe " 

» Carolina Power & Lijht Co 33/03/?? 23pp 30723 0&9 34 X 

Fiche S0~400i B3/09/19, 0310130340 


— 8310130394 Engineering Procedure 3 2, "Design Change Centrol ” 

* Carolina Power k Light Co 03/00/19 32p p 30733 092 34X 

Fiche 30-400i 83/09/19,8310130340 


8310170134 Suipn^ary of 000035' meeting w/ottl it Ebaaco In Dethesda.Ml) 
r* Hetearolog lea 1 Sf Effluents Treatment Sga Branch draft SER 
open items 

flUCKLey.D C I MOLONICH, J Licensing Branch 3 83/09/29 

Licensing Branch 3 ffpp 20013 039 24X Fiche 50-400, 03/ 09/3 ?i 

8310170124 


8310110119 Foruards amended response to request for add! Info re draft 
SEP Open Item 30 concerning technical basis for GJ>C-31 
compliance Responses to other requests uiil be provided 
shortly 

MCDUFFIE, M A Caro Una Power it Light Co 03/09/30 DENTON, H 0 
Office of Nuclear Reactor Regulation, Direct'or ISOpp 206't>7 038 
a4X Fiche 50-400, 83/09/30, 03101 101 1 7 


&3101S01BO Forwardc response to request far addl info re draft SEN open 
Items on reevaluation of PHP, plant area water accumulation it 
adequacy of electric distribution sys voltages 

MCDUFFIE, M A Carolina Power & Light Co 03/ 10/05 DEN TON, H ft 
Office of Nuclear Reactor Regulation, Director Bpp 20*95 301 
34X Fiche. 50-400 , 83/10/05,0310120100 


831014012^ Foruards response to NRC Question 210 57 re piping spec, 
loading comb inat 1 one <i stress limits completing response to 
32 Mechanical Engineering Branch questions In 030819 *, 25 
Itrs far SER Open Item 354 

MCDUFFIE, M A Caralina Power it Light Co B3/1O/10 DENTON, H, R 
Office df Nuclear Reactor Regulation, Director 21pp 207*5 045 
24X Fiche 50-400,03/10/10,0310140126 


8310100474 Forward* responses to draft SER Open Items 355-303* d 1 sewesed 
at 030921 meeting uf/Auxillarg 8ys Branch In Bethesda, MO 
MCDUFFIE, M A Carolina Power i, Light Co 03/10/11 DENTON, M R 
Office of Nuclear Reactor Regulation, Director 37pp 20001 351 
24X Fiche. 50-400, 83/10/1 1, 8310160474 


0310160311 Faruards pddl infe re draft 8ER open items* in response to 
Mechanical Engineering , Power Bgs 8c Reactor Sgs Branch 
concerns Wastlnghouse Owners Group Jul 1977 ropt L 8ept 197/ 
suppl will be used in derivation of setpoints 

MCDUFFIE, « A Carolina Power & Light Co 63/10/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 22pp 208D3 076 
24X Fiche 50-400,03/10/12,0310180211 


0310260147 Forwards responses to requests for addl info re dr,jft 
SER Open Items 63 & 67 Responsea verify containment 
pressure it justify operation of normal containment purge 
s gs 

MCDUFFIE, M A Carolina Power U Light fn 93/10/20 DENTON, H fi 
Office of Nuclear Reactor Regulation, Director 4pp 2CV12 
24X Fiche 50-400,03/10/20,0310260147 


0310260152 F-orwards response to NftC request for addl info re pmer j e:nty- 
diesel generator load sequence reliability (draft SLR Open 
Item 310) Applicant in process of performing PRA on 
sequencer 

MCDUFFIE, M A Carolina Powci & Light Co 03/10/20 DENTON, If R 
Office of Nuclear Reactor Regulation, Director Spp 20912 21,3 
24 X Fiche SD-400, G3/I0/20, B3I0260I52 


8310260134 Forwards response to request for addl irifo re draft SbR 
Open Item 77 Shunt trip attachment mod will be implemented, 
per Generic Ltr 03-29 

MCDUFFIE, M A Carolina Power 8f Light Co 03/10/21 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 20912 
24X Fiche 50-400,93/10/21,0310260134 


8310280014 Forwaids nenpropr jetary it proprietary responses td request 
for addl info fe criticality analyses for spent fuel racks 
Draft SEr Open Item 360 completed Proprietary response 
withheld (ref J0crR2 7901 

MC0UFFIE,H A Carolina power 8, Light Co 03/10/91 DENTON.HR 
Office of Nuclear Reactor Fiegulation, Director 4pp 20929 D?6 
24X Fiche 50-400. 03/10/21, 0310200014 


— 031O5BOO19 Application for withholding proprietary rcspar,so to reque3,t 
for addl info re criticality analyses for spent fuel racks 
Nonpr oprietary version of response oiu 1 
NTESEMANN* ft A fteatinghouac Electric Carp 03/10/11 
DERLINOER,C M Core Performance Branch 39pp 20729 030 34X 

Fiche 50-400, 83/lO/ai, B3I02N00J4 


F eecurlty, medical, emergency 8< fire protection plans 


0310170070 Summary of B3O02S meeting w/ubil t< Ebasca re fire pr-oteitlon 
program & safe shutdown anolysls 

HONOLICH. J Licensing Branch 1 DUCKL EV, B C Licensing Branch 3 

03/09/30 Licensing Branch 1 3pp 20790 019 24X 

Fiche 50-4 DO, 03/07/30. 8310170070 


0310100165 Durnitnary of 030926 8, 27 mcatlngs w/ufcil 6 Ebasco re file 
protection open- i terns, drawing review it Auxiliary Sys Branch 
discussion of safe shutdown analysis 

DUCKLCY, 0 c Licensing Branch 3 HOLONICH, J J Licensing Branch 1 

03/09/30 Licensing Branch 3 9pp 20027 014 S4X 

Ficho 50-400.03/09/30.0310100105 


0310210024 Foruerdi rssponsea to requests for addl info t* draft S£ft 
open items 

MCDUFFIE, M A Carolina Power 8c Light Co 83/10/14 DEMTON, H R 
Office of Nuclear Reactor Regulation, Director SSpp 20056 017 
24X Fiche 50-100,83/10/14*8310210024 


8310120266 Forwards Rev 1 td emrrgrncy plan Evacuation timr study 
scheduled for completion by 031231 

UTLG/, E E Carolina Power it Light Co 03/10/04 DCNfON.H FI 
Office of Nuclear Reactor Regulation, Director 2pp 20600 001 
a4X Fiche 50-400,83/10/04,0310120266 


8310290638 Forward* supplemental Info In response to Biting Analysis 
Branch concern* re EER Item 7 Ceeboard Bys Railroad provided 
assistance in preparation of supplemental info.Encl withheld 
(ref 10CFB2 770) 

MCDUFFIE, M A Carolina Power L Light Co 03/10/14. DENTON, H ft 
Office pf Nuclear Reactor Regulation, Director 2pp 20899 314 
24X Fiche, 50-^00,83/10/14, 8310250630 


631026DSS9 Forward* proprietary Ij nonpropr 1 e tar y version* of "Table of 
Control Rod Drive Mechanism iCRDM) 400 Beries atalnless 
Bieel Item*,*' in response to Mails Engineering Branch draft 
SER open Item* Proprietary table withheld (ref lOCfftS 790) 

MCDUFFIE, M A Carolina Power h Light Co 03/10/14 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 20909 209. 

84 X Fiche. 5O-4D0, 83/ 10/14* 8310260269 


—6310260267 Appl ice t Inn for withholding priOprletary "Table of Control 
Rod Drive Mechanism (CRDM) 400 Series Steinles* Steel 
Items," per J0CFR2 770 W/affidavit 

WIEBEHANN, R A, WePtlnghuuse Electric Corp 83/10/11 LIAM, It D 

Material* Engineering Branch lOpp 2090? 211 24X 

Fiche 50-400,03/10/14,8510260259 


— S3102602B3 Nonpropr i rtary "Table of Control Rod Drive Mechanism (CRfiM) 
400 Bcriti Stainless Steel Item* •' 

* Hestinghouse Electric Corp. B3/I0/14 Ip 20909 221 24X 

F 1 ch e : 50-400, 03/ 1 0 / 1 4* 0 31 026 0259 


— 8310120260 Rev 1 to emergency plan 

* Carolina Power & Light Co 83/09/30 63pp 20680 003 24X 

Ficho 50-400,03/10/04,0310120266 


0310210136 Forwards addl info re fare protection, inc ludinp response to 
Safety Review Question 200 l,ievised safe shutdown analysis 
u/exemptions J< mods, info requoatod in 030926-27 meetings u/ 

NRC 8c response to enforcement Action 03-41 

MCDUFFIE. M A Carolina Power it Light Co 03/10/14 DENTDN,H R 
Office of Nuclear Reactor Regulation, Director 4y5pp 20036 ISl 
24X Fiche 50-400, 03/10/14, 8310210136 


0 Adjudicatory correspondence 


8310030441 Response to general interrogatories 8, interrogatories on 
Contention fiF(l) Related correspondence 

CARROH.H Carolina Power U Light Co 03/09/23 EDDLEMAN, M 
Eddleman, W 16pp 20602 069 24 X Fiche 50-400,03/07/23, 

8310030441 


—8310030470 Response to request fof production of documents nn 
Contention fiFCl) Certificate of Sve oncl 

CARftDW,H Carolina Power it Light Co 03/09/23 EDDLEMAN, W 
Eddleman, W 4pp 20602 005. 24X Fiche 50-400,03/07/23* 

B31 00304^1 


83lO()30367 Response opposing util motion for summary disposition of 
Eddieman Conten-tion 00 re mixing it dispersion models 
Statement of farts as to which there ate Issues to he heard 
encl 

EDDLEMAN, W Eddleman. W 83/07/27 Atomic Bafety and Licensing 
Board Panel 6pp 20573 009 24X Fiche 50-400, 03/09/27, D3J0030367 
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— 93j003{>3i9 Response opposing util motion for d i spos i 1 1 c*n of 

Ed^iflenan Contention 75 on cioms Stobcment of facts os to 
u>tcei there are issues to be heard one 1 

EDDLiEHAM. U Eddlernorij VI 83/09/S7 Atomic Safety and Licensitip 
Pnard Panel Bpp 20593 015 SAX Ficho 50-400.83/09/27, 

83 1 CK>303&7 


— 93100&02O3 Statement of mat! facts as to uhleh there Is no genuine 
issue re Joint Interveners Contention IT l< W Eddleman 
Contention 37D Related correspondence 

AULTCKj D D Carolina Poitier t< Light Co AULiCKiD D Sh-au* 

Pittman. Potts Trotubr id^e B3/10/03 Atomic Safety and 
Licensing Doard Panel t3pp 20649 071 24X 

Flche 50-400.03/10/03,0310060163 


'^9310030372 Response opposing util motion for summary disposition of 
Eddleman Contention 03/64 re carcinogenic discharges 
Statement of facts as to luhich there are issues to be heard 
end 

EOOLEKAH. Vf Eddleman. W 83/09/S7 Atomic Safety and Licensing 

Soard Panel 6pp 20593 024 24X Fichc 50-400.83/09/27, 

831003036/ 


— 831006021? Affidavit of JI Fabrllant re health effects estimates 
OES Somatic 6 genetic health effect estlimates In DEB ore 
net underestimated Prof qualifications end Related 
correspo-ndenc c 

FABRIKAMT. J I Carolina Power tc Light Co FABRIKANT.J 1 
Laiujirence Livermore Laboratory 83/10/01 ISOpp 20649 084 
Fiche 50-400.03/10/03,8310060180 


— 8310030375 Response to util motion for summary disposition of Eddleman 
Contention 64r 

EODLEMAW. W Eddleman. W 83/09/27 Atomic Safety and Licensing 
Board Panel 2pp S0593 030 24X Fiche 50-400. B3/09/S/, 

831 0030367 


—831003037/ Klotion for license condition on spent fuel shortage if 
Coni ETifciarv 64f withdrawn 

EODLEKAN.W Eddleman. W 03/09/27 Atomic Safety and Licensing 
Board Panel 5pp 20573 032 24X Fiche 50-400. B3/09/27. 

&3J 0030367 


■9310030380 Response partly opposing util proposed schedule rev 
Certificate of 8vc end 

EDDLEHAW, W Eddleman. W 83/09/27 Atomic Safety and Licensing 
Board Panel 2pp 20593 037 24 X Fiche 50-400,03/09/27. 

B3 1 0030367 


S^3e 0040S23 Notifies that util counsel 6 author agreed to negotiate ne:(t 
uh ori util responses to Eddleman Interrogatories 15AA it 0FJ 
Tiiatire tolls time for filing motion to compel 

EDDLEfMH. W eddleman. W 03/09/20 KELLEY, J Atomic Safety ond 
Licensing Board Panel Ip 80624 834 34X Fiche 50-400,83/09/201 

8310040521 


S3l00a0S08 Response to ASLD 030922 inquiry re W Eddleman proffered 
CsntantloTi 24 Opposes contention re teirorlst acts directed 
ijainst Irradiated fuel in transit Regulations do not 
reqiatre security plan for shipment Certificates of Sve end 
BARTHvC A Heal Ing Branch 1 03/09/29 Atomic Safety and 

Licensing Hoard Panel Bpp 20601 170 24X Fiche 50-400.03/09/29. 

9310030500 


5310040516 Response re 10CFR2 758 petition of 030630 on need for pohrer 
\ a-l t ernat i ves Certificate of Sve encl 

EDIXJEHAI/.U Eddleman, V) 03/09/30 Atomic Safety and Licensing 
ioard Pane I Q9pp 20623 OOi P4X Flcho 50-400,03/09/30, 
e3lCKJ4O5J0 


53] 0040536 Forwards Page iO, inadvertent ly omitted from util 030927 
Tcpl'y to H EddLeman response to ASL13 030824 order 
O'ThEXLL. J H Shaw, Pittman, Potts it Trowbridge O'NEILL..! H 
Carolina Pouer tt Light Co 03/09/30 KELLEY, J L , URIOKT, & O , 
CARPENTER. 0 H Atomic Safety and Licensing Board Panel Ip 
20623 297 24 X Flcho 50-400,03/09/30.0310040530 


-9310040541 Page 10. inadvertently omitted from util 830929 reply to 
H Eddleman response to ASLD 030024 order 9vc list end 
* Carolina Power it Light Co 83/07/30 Atomic Safety and 
Licensing Board Panel 3pp 20623 290 24X Fiche 50-400# 

83/09/30. 83 1 0040530 


:31005C>565 Response supporting util 030912 motion to modify schedule 
on environ contentions Issuance of FE9 by 031031 should be 
lactared into schedular mods Certificate of 8vc end 
3ARTH.C A Ksaring Branch 1 03/10/03 Atomic Bafety and 

Licensing Board Panel. 3pp 20629 037 24X Fiche 50-400.03/10/03. 

63100 50565 


— a3100'60S22 Affidavit of OH Vhipple supporting util motion for summary 
dlspasltion of Joint Intervenors Contention II NRC models 
use concentration 5, dos es tr health effects unaffected by 
incomplete nixing or dispersion Related correspondence 
HHIPPLEiO N Carolina Powei & Light Co 03/09/30 16pp 
30649.209 24X Fiche 50-400.03/10/03.0310060180 


—8310060338 Affidavit of JJ Hauro supporting util motion for summary 
disposition of Joint Interveners Contention II & Eddleman 
Contention 37D DE8 determined max ratio o-f health affects 
from plant operation Related correspondence 
HAUROj J J Carolina Power It Light Co HAURO, J J Ebasco 

Services, Imc < subs of Enserch Corp ) 03/10/03 IBpp. 

20649 223 24X Fiche 50-400,03/10/03,0310060108 


0310060323 Notice of appearance in proceeding Certificate of Bve end 
AULICKiD.D Carolina Power b Light Co AULICK, 0 V Shew, Pittman, 
Potts it Trowbridge 83/10/03 5pp 20646 227 24X 

Fiche 30-400i 6 3/ 1 0/03, B3 1 0060323 


0310110150 Motion for summary disposition of Eddleman Contention 89/30 
( App I cemplianct) No genuine issue of matl fact exists k 
applicant entitled to favorable decision Related 
c arre spondence 

O'NEILL. J H Carolina Power Sc Light Co O'NEILL. J H 8hau, 

Pittman. Potts Sc Trowbridge 83/10/05 Atomic Safety and 
Licensing Board Panel 50pp 20665 I3S, 24X Fiche SO-400. S3/10/05» 
0310110150 


— 0310110155 Statement of matl facts as to which there is no genuine 
issue re Eddleman Contention 29/30 

O'NEILL. J H Carolina Power it Light Co O'NEILL. J K Shaw# 
Pittman, Potts U Trouihrldge 83/10/05 Atomic Safety and 
Licensing Do-ard Panel lOpp 20665 186 24X 

Fiche 50-400,93/10/05,0310110150 


— 0310110407 Affidavit Of JJ Mouro Sc 0 Martin in support of applicant 
motion for summary disposition of N Eddleman Contention 
29/30 

MAURD, J J 4 MARTrN.O Carolina Power 6 Light Co 03/10/03 SBpp. 
20665 196 24X FUhe 50-400.03/10/05,0310110150 


—0310110409 Affidavit of RL Stearin in support of applicant motion for 
summary dleposition of U Eddleman Contention 29/30. 

SHEARIN, R L Carolina Power it Light Co 03/09/30. Bpp 
20665 254. 24X Fiche 50-400.63/10/05.0310110150 


— 0310110412 Affidavit of TJ Oront in support of applicant motion for 
summary disposition of N Eddleman Contention 29/30 
Certificate of Sve end, 

GRANT, T,J Carolina Power it Light Co 03/09/30 16pp 
20665 262. 24X Fiche 50-400. 83/}0/0di 83101 10150 


63i0l 10209 Memorandum it order ruling on discovery disputes Notions to 
compel Ic for protective order granted /denied as noted. 

KELLEYj J L Atomic Safety and Licensing Board Panel. 03/10/06 
Eddleman. N 16pp 20665 073. 24X Fiche 50-400,03/10/06, 

8310110209 


131OO6O1&0 Fdrurards motion for summary disposition of Joint Intervenors 
Contention IJ 6 H Eddleman Contention 371) on health effects 
Related correspondence 

Q>'MEILL,J H Shaw, Pittman, Potts it Trowbridge O'NtlLL. J H 
C^Ttfliv^a Power it Light Co 03/10/03 KELLEY. J L , BRIGHT. O. O « 
CARPENTER. J H Atomic Bafety and Licensing Board Panel 2pp 
20649 OOI 24X Fiche. 50-400. 83/10/03, 8310060100 


-0310060193 Motion for summary disposition of Joint Intervenors 
CantentJon II 8< M Eddleman Contention 378 re health effects 
No jienvine issue of mail fact exists util entitled to 
t* V'Orable decision Related correspondence 

AIA<1CK.D D Carolina Pgwer it Light Co AULICK. D D Shaw. 

Pittman. Potts it Trowbridge 03/10/03 Atomic Safety land 
Licensing Boa-rd Panel 62pp 20649 003 24X 

Fiche, 50-400-, 83/10/03, 0310060188. 


8310110210 Memorandum b order admitting some of W Ed.dlem.an late-filed 
contentions on detailed control room design review R Uilson 
830921 ic Conservation Council of North Carolina 030824 
motions to withdraw contentions granted 

BRIGHT* 0 O. . CARPENTER, J. H . KELLEY. J L Atomic Safety and Licensing 
Board Panel 03/10/06 Conservation Council of North Carolina. 

14pp 20663 042 24X Fiche 50-400.83/10/06.0310110210 


9310120370 Response to interrogatories on Contentions 15AA 6 0F 1 
Certificate of negottattons U Certificate of Sve anc 1 
EDDLEMAN. N Eddleman. N 83/10/06 Carolina Power 6 Light Co. 

IBpp 20699 254 24X Fi che. 50-400, 83/ 10/06. 0310120370. 


8310140072 Revised Contention 161 re safety shutdown tys failure 
Certificate of Sve encl 

EDDLEMAN, N Eddleman. N. 03/10/11 Atomic Safety- and Licensing 

Board Panel Hpp 20766 357 24X Fic h e: 50-400, 03/10/1 1 . 831 0140072. 
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BC310I4D06S Erratum to <^SLG G3100A jnemorandum Sr arrfpr ruling on 
W Eddla/nan proposorf c ati tent i (ins re detailed control room 
dea-lgn review n Uilson & fonservati-an CouncLl cf North 
Carolina motions to o^lthdravi contentions 

Ket>LCV» J L Atomic Sa^etg and Licensiiiii Board Panel 133/1071? 
EDBLEHAMi W Cddleman. W Nit BON, tt Wilson, R ?p-p 3076B 007 
24X Flche 50-400,03/10/13, 8310140065 


8310170543 Forioards corrected version of util motion for suflimarij 
disposition of Joint Intervennrs Contention 1 1 S, W Eddlemoti 
Contention 3711 on health effects 

AJLlCKrO D Shaui Pittman, Potts !i Trouihridflc AtJLlCKfO n 
Carolina Pouicr b Light Co 83/10/12 14ELLEV, J L * BRIGHT, G O , 
CARPENTER, J H Atomic Safety and Licensing Board Panel Ip 
20760 ass 34X Fiche 50-400, B3/J0/12, 0310170543 


8310250040 Interrogatories re Contentions 0f J , 8F3 & J bAA < second 
rounds third set) Helated c orrrspondprict 

EDDLEMAN, W Eddleman, W 03 / 10/31 Office of the Eiecutlvr 

Director 6 pp 20996 166 ? 4 X Fiche 50 - 400 , 03 / 10 / 21,8310250040 


8310250086 Response to applicant interroqaturi es on rddleman 
Contention 65 (sixth set) Certificate r, f bvc end Related 
correspoiidenc e 

EDDLEHAN, W Eddleman, W 83/10/31 Cdiolina Power A Light to 

0pp 20B*5'4 143 24X Fiche 50-400, 03/10/21, 8310250006 


B310260202 Interrogatories 6 request for production of documents on 
Eddleman Contention BF<1) Related correspondence 

CARROW, H Consumers Power Co 03/10/21 EDDLEMAN, W Eddleman. U 
6 pp 20912237 24X Fiche 50-400,03/10/21.0310260202 


--0310170600 Corrected copy of motion for summary disposition of Joint 
Intervenors Contention II & W Eddleman Contention 378 on 
health effects Errata sheet end 

AULICK, D D Carolina Power I, Light Co AULICK,D D Shaw, 

Pittman, patts t, Trowbridge 03/10/03 Atomic SJaPety and 

Licensing Board Panel 6 lpp 207B0 33* 24X 

Fiche 50-400, 83/10/12. 0310170543 


— 0310260209 Second set of interrogatories h request for produclionei 
documetiis re Eddleman Contention IbAA Certificate of Ovc 
end Related torr ef pondonce 

CARROW, H Consumers Powor Co 03/10/21 EDDLEMAN, W Eddlemsii, 

W 9pp 20919243 24X Firhe 50-400,03/10/21,0310260202 


— 8310170690 Fourth set of interroga tor i ps & request for production or 
documents 

□ 'NEILL, J H Carolina Pouei & Light Co a'NElLL, J H Shaw, 
Pittman, Potts 6 Trowbridge 83/10/19 Joint 

I ntervenor 5 *-Shfiaron Hai ris 15pp 20781 055 94X 

Fiche 50-400,03/10/12,83101/0543 


— 0310170630 Reply opposing W Eddleman B3C927 motion far license 
condition on spent fuel storage, ASLS lacks jtirisd i ctian 
over Issues of health *< safety re spent fuel transpor tation 
Certificate of sve end 

O'NEILLiJ H Carolina Powei t* Light Co O'NEILL, J H Shaw, 
Pittman, Potts & TrouJhridge 03/10/1? Atomic Safety and 
Liconalny Board Panel lOpp 2D701 070 CAX 
Fiche 50-400,03/10/12,8310170543 


0310170626 Response to 830B3J Interrogatories re Contention 3/B 
concerning health impacts from exposurtf to radioactive 
metis 

BRANA<JAN,E P fladioJogicaJ Assessment Branch BAFiTH, C bearing 
Branch 1 03/10/12 EDDLEMAN, M Eddleman, W 3pp 20789 113 

24)/ Ficho 50-400,03/10/12.0310170626 


— 831(7170632 Response to 830831 second si^t of i nterrogat or ies Statement 
of prof qualifications 8 t Certificate of Sve end 

8 CHWENH 1 0 A Radiological Assessment Branch BARTH, C A Hearing 
Branch I 03/10/12 EDDLEMAN. W Eddleman. W 54pp 80782 116 
S4X Fiche 50-400,83/10/12,8310170626 


8310270319 Memorandum U order modifying schedule on environ 
content i ons 

KELLEY, J L Atomic Safety and Liconsincj Board Panel 83/10/20 
9pp 30923 103 94X Fiche 50-400.03/10/25,8310270317 


8310280051 HespansB opposing W Fddleman 831010 propobcd rev ku 
Contention 161 re safety shutdown ays failure Rev fails to 
specify defects 111 original circuit breaker design 
Certificate of Eve end 

O'NEtULr J M Carolina Pouor 8 ( Light Co D'NEILL, J R 0haw, 
Pittman, Potto 6 Trowbridge 83/10/25 Atomic bafety and 
Licensing Board Panel I4pp 90934 333 24X Ficho 50-400, 8 9/1 0/S!/, 

0310200051 


8310280164 Fifth, set of interrogatories on Joint Contention V3 rt 
radiation detection monitoring h request for production 
of documents 

ANDERSON, P H Carolina Power S, Light Co ANDERSON, P H Bhau, 

Pittman. Potts 8 ( Trowbridge 83/10/25 Joint intervenort.-ShParcii 

Harris I 6 pp 20929 926 94X Fiche 50 - 400 , 83 / 10 / 95,6310200164 


8310310146 Informs that DR Lewi s, former I u A&LD participant in UL 
p roce e d ing , b eg an working for author on 831094 DR Lewis will 
not participate in OL proceeding 

BAXTER, T A Shaw, Pittman, Potts & Trowbridge DAXTFRi 1 A 
Carolina Power $t Light Co 83/10/26 Commi 56 loners 4pp 

20959 056 S4X Fiche 50-400,83/10/26.8310310146 


0 Inspection reports, IE Bulletins & coi respondenco 


0310290469 Response opposing N Eddleman 830927 motion for license 
conifltlon on spent fuel storage Motion premature & not in 
conformity ui/Commis s ion regulations Certificate of Sve 
encl 

BARTH, C A Hearing Branch 1 03/10/17 Atomic Safety and 

Licensing Board Ponel 4pp 20097 J45 24X Fiche 90-400,03/10/17, 

0310250469 


8310040220 Ac k receipt of 830B31 I tr requesting S-month extension to 
complete corrective actionP in response to violations noted 
in IE Insp Rept 50-400/02-39 Request acceptable, 

LEMf 8 . R C Division of Project & Resident Programs Q3/09/lf3 

OTLEV, E E Carolina Power t< Light Co Ip 20614 L'A4 24X 

Fiche 50-400.03/09/13, 831O04O2PO 


8310330125 Fallowup T<spons« to Interrogatory 4 on Contention BIFHI) 
Llstffd document will be placed in PDR 

DARTHi C A Hearing Branch 1 03/10/19 fcDDLEMAM. W Eddleman. H 

Ip 2(7896 344 a4X Fiche 50-400,03/10/19,0310250125 


0310970351 Notifies that negotiations re adequacy t. accuracy of NRC 
response to 830831 discovery on Contentions 370, i SAA, GFl If 
8F2 continuing Motions to compel will be filed within 10 
days -of breakdown of negotiations, if required 

EDDLEMAN, H Eddleman, g 83/10/19 J^ELLEY, J Atomic Safety and 
Licensing Board Panel Ip 20984 009 24X Fiche 50-400,03/10/19, 

0310270351 


0310240183 Third supplemental rosponses to- W Eddleman 831006 general 
Interrogatories It interrogator I as an CrntentionD 27 S* 37D 
Certificate af Sve end 

GtttBfl. J J Carolina Power & Light Co OIDBS, J J Shaiu, Pittman, 
Potts & Trowbridge. 03/10/20 Eddlpman, U lipp 2O07B t04 
24X Fiche 30 - 400 , 03 / 10/2018310840183 


<1310250167 Forwards Pagas 26-32 of ALAD-653 ra security plan 
qpntantlons, per 031005 telcan request Pages withheld 
tref V0CFR73 Si) 

BARTH, C A. Hearing Branch 1 03/10/90 RUNKLF, J North Carolina, 

State of Ip 20094 061 24X Fiche 50-400,03/10/20,0310250167 


(310250037 Oineral interrogatories U Interrogatories on 
Contentione aFJ,BF2 fc 15AA (sixth set) Related 
c orrespondince. 

EDDLEMAN, W. Eddleman, M 63/10/21 Carolina Power & Light Co 

IBpp 20094- U5 84X Fiche 90-400/03/10/21.0310290037 


—8310040924 Requests extension until 031901 to complete replatenirnt of 
unidentif iable bolts an ell Seismic I pumps, in response tn 
violations noted in IE Insp Ropt 50*400/82-39 

PARSONS, n M Carolina Power I, Light Co 83/08/31 O'REILLY. Jf 

Region 2, Office of Director Ip P0614 265 94X 

Fiche 50-400,83/09/13,0310040220 


8310040599 Act receipt of 830831 I, 0909 Itrs informing NRC of steps 
taken to correct violations noted in H Insp Repts 
50-400/03-22 & 50-401/83-92 

LEWIS, R C Division of Project Ic Resident Program'^ 03/09/13 

UTLEY, E C Carolina Power l< Light Co Ip 90626 240 24X 

Fiche 30-400,03/09/13.8310040595 


— 8310040600 Responds to NRC 830803 Ur re violations noted in It 
Rept* 50-400/03-29 «, 50-401/83-99 Coir active actions all 
shop welded joints requiring inservice insp will be 
identified L reworked to moot surface finish requirements 
PARSONS/R M Carolina Power h Light Ca B3/09/O9 O^REILLY.Jf 
Regitfn 2. Office of Director 3pp 9062* 241 24 X 

Fiche 50-400,03/09/13,8310040595 


— B310040603 Responds to NRC 830003 Ur re violations noted in IE Imp 
Repts 50-400/03-22 tt 50-401/83-22 Currectlve actions apprni 
150 deficiency It disposition repts reviewed by 
superintendent It OC for closure by OC/OA specialist 
PARSONSjR M Carolina Power It Light Co 83/09/02 a'RCJtLY,JP 
Region 2. Office of Director, 5pp 2063* 244 24X 

Fiche 50-400103/09/13.0310040595 
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— 03 R^^ponds to NRC 030003 1 tr re violations noted in IE Insp 
fiepts 50 - 400 /Q 3'"22 & S0*-401/B3 -23 CovroctivB actions Phase? I 
insps of hanger SA''H-I23 declared prp] iminary Jt Phase JI 
Lnsps considered insp of record 

PAFISOMSi FI ^l Carolina Power 8< Light Co 83/00/31 O'RCrLLV', J P 

Regiion a# Office of Director 2pp 20626 249 £4X 

FI Che 50 “ 400 , 03/09/ 13, 0310040593 


— S31004060B Forwards IE Insp Repts 50-400/83-22 It 50-401/83-22 an 
03O62O-O7SO 6 notice of violation 

lewis, R C Division of Project & Rc'iident Programs 83/00/03 

UTLEy, E £ Carolina Power t< Light Co 2pp 20626 231 24X 

Fic4e 50-400, 03/09/13, 8310040595 


— B310040610 Notice of violation f i otn insp on B30620-0720 

* Region 3* Office of Director 03/08/03 2pp 20626 253 24X 

Fiche 50-400*03/09/13,8310040595 


—0310040613 IE Insp Repts 50-400/83-22 8, 50-401/83-22 on 030620-0720 
^fancB■lnpl iance noted failure to comply ur/procurement 
requi rementa* control nonconformance repts to foUoiu 
procedure for hanger Insp 

hlAKWELL.O F • PHEVATTE, R L Region 2, Office of Director 
BEMlBiP R Division of Project h Resident Programs 83/00/02 
7ffi 20626 255 24X Flche 50-400,83/09/13,0310040595 


&3J'02-B0176 Responds to FOIA request ra const flaws It improper cQn<)uct 
of WRC inspectors tr util contractors or sutcontractors 
Forwards documents listed in App A Review of addl 
■documentation continuing 

FELTON, J* N Division of Rules and Rccoids 03/09/23 VADEiN, T. 
Neus «< Observer 3pp 20963 288 24X Ficho 50-400,03/09/23, 

8310280176 


— B31028DS93 Documents 0 Zacher 790212 request for current status of 
remand hearing tc NRC actions re recommendations in Qfc of 
Inspector & Auditor rept Recommendations will be adopted 
FGSTCR«W H Office of Inspector (t Auditor 79/02/13 Office of 
Inspector h Auditor Ip 20963 291 24X riche 50-400,81/09/23, 

0310200176 


—3310200250 Advises that HA Wilbur perusal of Dance testimony dlsclDsed 
no raf to GA problems listed in subj insp repts 

FOarER, R H Office of Inspector 8< Auditor 78/10/10, Office of 
Inspector S< Auditor Ip 20963 326 24X Fiche 50-400,03/09/23, 

0310280176 


B3O03OO34O IE Info Notice 03-61, ^'Alleged Use of Btand-Ins for Welder 
Qualification Tests ” 3vc list end 

JCH^DAN, E L Division pf Emergency Preparedness «< Engineerinp 
Aasponse (Post 830103) 03/09/26 Oonsol idated Edison Co of New 

Vork. Inc lJ7pp 20754 022 24X Fiche 50-000,83/09/36,8308300340 


8!30'B300342 IE ipfo Notice 03-62, "Failure of Redundant Toxic Oas 
Dotectors Positioned at Control Room Ventilation Air 
Intakes " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Lngineorinu 
Response (Post 030103) 83/09/26 Consolidated Edison Co of New 

Vork, Int li6pp 20777 210 24X Fiche 50-000,03/09/26,0300300312 


8300300345 IE Info Notice 83-63, "Potential Failures of Wes tingbouse 
Type SA-1 Differential Relays " Sve list end 
JORDAN, E t Division of Emergency Preparedness S, Engineering 
Rmsponso CPast 030103) 03/09/26 Consolidated Edison Co of New 

Vorkr Inc liepp 20770 001, 24X Fiche 50-000,83/09/26,0308300345 


0300300347 IE Info Notice 03-64, "Lead Shielding Attached to 
Safaty-Relatcd 8ys W/o 10CFR50 S9 Evaluation " Sve list 
end 

JOWDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/09/2? Consol idated Edison Co, of New 

Vork, Inc ilSpp 20716 324 24 X Fiche, 30-000, 03/09/29, 8308300349 


0310250620 Forwards IE Insp Repts 50-400/03-28 It 50-401/03-20 on 
030020-0920 No noncomp I lance noted 

VERHELLI,D M Division of Project 4( Resident Programs 03/10/05 
(JTiLEV, E E Carolina Power e< Light Co 2pp, 20900 150 24X 

Fiche 30-400,03/10/05,0310250620 


--a3jCX250632 IE Insp Repts 30-400/03-20 it 50-401/03-28 on 830020-0920 
Ko noncomp 1 lance noted Major areas Inspected corici ete, 
storage, we 1 ding 6 steam generator mods 

KAXHELL,0 F , PREVATTE, R L , DEMIS, P ft Region 2, Office nf 
Director 83/10/05 5pp 20900 160 24X Fiche 50-400,03/10/05, 

0310250628 


0308000378 IE Info Notice 03-68, "Burvel 1 lance of Flow in RTD Bypass 
i.«ops Used in Westlnghouse Plants " 0 vl list end 
JOftOANiE L Division of Emergency Preparedness & Engineering 
flesponse CPost 030103) 83/10/07 Consolidated Edison CO of New 

Vorkj Inc 76pp 20027 213, 24X Fiche 50-000,03/10/07,0300300370 


BG083D07S2 IE Info Notice 03-66, "Fatality at Argentine Critical 
Facility " Sve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 83010-3> 03/10/07 Consolidated Edison Co of New 

York. Inc 79pp 20002 026 24X Fiche 50-000,03/10/07,0308300752 


83D830O7S9 IE Info Notice 03-67, "Emergency Use Respirator Matl Defect 
Causes Production of Naxioua Oases Sve list end 
JORDAN, E L Division of Emergency Preparedness tc Engineering 
Response (Post 030103) 03/10/11 Consolidated Edison Co of New 

York, Inc U7p? 21043 075 24X Fiche 50-000, 03/10/1 1> 0300300759 


8308300761 IE Info Notice B3-6B, "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " 8vc list 
end 

JORDAN, E L Division of Emergency Preparedness it Englrieering 
Response (Post 030103) 03/10/11 Consolidated Edison Co of New 

York, Inc I20pp 20827 129 24X Fiche 50-€00i 83/10/11, 0300300761. 


0310250200 Act receipt of 830923 Itr Informing NRC of steps taken ta 
correct violations noted In lE Insp Rept 50-400/03-16 
LEWIS, n C Division of Project Resident Prograffl-s B3/10/13 

UTLEY, E E Carolina Power it Light Co Ip 20893 323 24X 

Fiche 50-400,83/10/13,0310250308 


— 0310250211 Responds to NRC 030517 Itr re violations noted In IE Inep 
Rapt 50-400/63-16 Corrective actions surveillance teans, 
consisting of OC welding inspector It discipline engineer, 
will survey cable tray supports fi< Identify problem areas. 

PARSONS, R M Carolina Power It Light Co 83/09/23 □'REILLY, O P 
Region 2, Office of Director 3pp 20073 324 24X 

Fiche 50-400, 03/iO/ia, 0310250200 


0310210136 Forwards addl Info re fire protec 1 1 on, Inc luding response to 
Safety Review Question 260 i, revised safe shutdown analysis 
w/exemp 1 1 ans L mods, info requested in 830926-27 meetings w/ 

NRC it response to Enforcement Action 83-41 

NCDUFFIE,f1 A Carolina Power Light Co 83/10/14 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. 475pp 20856 151 

24X Fiche 50-400,03/10/14,8310210136 


031OS5O571 Comments on detection of deficiencies in quality resulting 
from suppliers fraudulent attions, described in IE Info 
Notices 83-07 fe 03-01 !< IE Bulletins 83-06 It 03-07. Use of 
addl insp St testing during receipt insps investigated 
MCDUFFIE, M A Carolina Power it Light Co 03/10/21. DEYOUNO, R. C. 
Director's Office, Office of Inspection and Enforcement Ip. 

20900 347 24X Fiche 50-000,03/10/21,6310250571 


R Periodic operating reports L related « arres pendence 


8310250450 "Beismlc Monitoring Program Quarterly Data Rept, Jul-8rpt 
1903 " W/B31019 Ur 

ZIMMERMAN, S R Carolina Power fit Light Co 03/O9/3O. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director 2pp. 20097* 150 
24 X Fiche- SO-400, 83/09/30, 031025(54 50 


S Reportable occurrences, LERs it related curr espcndence 


0310030526 Final deficeneg rept, Item 105 re auxiliary relay cabinets 
supplied by Sys Control Carp Vendor supplied revised 
drawings u/critica) welds Identified & has completed seismic 
analysis to determine structural integrity 

PARSONS. R M Carolina Power fit Light Co, 03/09/21 Q'REILLV, J P. 
Region 2, Office of Director 4ppp 20601 106 24X 

Fiche 50-400,03/09/21,0310030526 


8310070163 Part 21 rept re potential defects in molded case of iOC- 
amp frame, mutt i-p die E & HE series -circuit breakerB 
Initially reported on 030902 

ERHARDTiJ V Oould, Inc 03/09/26 HURLEY, T E Region 1, Office 

of Director lOpp 20659 095 24X Fiche 50-000,83/09/26, 

0310070163 


0310060036 Third interim Deficiency Rept 77 re shop welding defects in 
seismic Class I cable tray, conduit it HVAC hang ers. Ini t| al ly 
reported an 820802 Final rept expected by 840301. Alan 
reportable per iOCFR21 

PARSONS, ft M, Cerqlina Power S, Light Co. 03/09/29 0 'REILLY, J P 

Region 2, Office of Director. 4pp 20647.007. SIX 
Fiche- 50-400, 03/09/29, 0310060036 


0310060336 Interim deficiency rept, Item 143 re weld deficiencies in 
sections of ducts CC-1 U CC-2 S, transformers IDt, ID2 j lEl tt 
1E2 from Oould l< Drpupn-Ooverl Util awaiting vendor 
response. Also reportable per Part- 21* 

PARSONStft M. Carolina Rower fi. Light Cn. 03/09/29 D'RElLLYiJ.P 
Region 2, Office of Director. Ip 20646.092 24X 

riche 90-400,83/09/29,0310060336 



288 


DOCKETED ITEMS 


S31015O24& Sscand interim d^faciency rept^Item rg seiemlc pipe^ 
hangtri previously accepted by QC in^pettar Item 72 re 
ondertiie mkeued tee fillet uelde on seismic pipe pangerB 
Initially reported on 020013 & 1 105, respective ly 

PARBONS^R M Carolina Pouipr t< Light Co 03/10/03 Q'REILLY, J P 

Region Sf Office of Director 5pp 20692 lOB 24X 

rich# 50-400,03/10/03,3310120246 


0310120367 Second interim deficiency rept« Items 95 1< 72 S< Part 21 rep t 
re shop ufeldlng deflclenties in seismic 1 pipe hangers 
supplied by Bergen-Paterson Initially reported on 020913 b 
1105 All active hangers corrected 

PARBDNa,n M Carol ina Pouior 8f Light Co 03/10/03 O'REILLV.J P 
Region 3,’ Office of Director 5pp 20499 299 24 X 

Fiche 50-400.03/10/03,0310120367 


0310190171 Second interim deficiency reft. Item 103 re main centml 
beard supplied by Meet ingho use initially reported on B21014 
Deficient welding identified fr repaired by vendor Weui 
schedulsd completion date is 031230 Final rept by 040131 
PARSONS, R M Carolina Power U Light Co 03/10/12 0*REJLLY, JP 
Region S. Office of Director 4pp 20021 076 24X 

FiCh •' 80-4004 03/10/ 12, 03101901 71 


0310270206 Part 21 rept re engine mounted electrical cables Defective 
cable not installed as 030927 Itr statcB Parts shipped tc 
Installed on Dulf States River Bend Site (Engine Serial 
74037/40 DSR 401 Instruction for cable changeout due in Nov. 

BOYER, R,E Transamerlca Delaval, Inc 03/10/20 Director '’t 

Office, Office uf Inspection and Enforcement Ip 20924 100 B4X 
F 1 C h e 50-000, 03/10/20, 03 1 0270206 


DOCKET 30-401 8HEAR0N HARRIS NUCLEAR PQHER PLANT, UNIT 2 
A Application/construction stage documents it c orrespondence 


0310280174 FOIA reflUBst for all internal nanpubllc documentation re 
conet flaws & improper conduct by inspectors, ut 1 1 
contractors or subcontractors 

MCINNISiD, News it Observer 03/07/17 FELTON, J Division of Rules 
and Records Ip 20763 287 24X Fiche 50-400,03/07/17,0310280174 


0310330161 Advises that organ! rat 1 onal changes for OA program & changes 
to FGARs & mgt capability rept will be forwarded when 
c omple ted 

UTLEY, E E Carolina Powsr it Light Co 83/07/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 20590 028 24X 

FI Che 50-000, 93/09/ 13iB3l0030161 


8310040354 Bummerlres S3O031 meeting w/util re plans for restruc turinq 
corporate orgenliatlon 

O'REILLY, J.P Region 2, Office of Director 03/07/22 UTLEY, C E 

Carolina Fouer Sr Light Co 2pp 20&S0>331 24X 

Fiche 50-000,83/09/22,8310040354 


8310200176 Responds to FQIA request for IntBrnal nonpublic 
documentation re const flaws k improper conduct of NRC 
Inspectors & util contractors or subcontractors Forwards 
documents listed in App A 

FELTON, J rt Division of Rules end Ffecords 03/09/23 VADEM, T 
News k Observer 3pp 20963 208 24X Fiche 50-400,83/09/23, 

0310280176 


-“0310200197 Forwards draft tJfc of Inspector & Auditor 701109 rept on 
inquiry into slteged omissieTi of line inspector views from 
CP hearing, for perusal W/o encl 

MURRAY, vF P Deputy Executive Legal Dirwetor 7B/I8/18 
CUffHlNOB, J J Office of Inspector L Auditor 3pp 20963.292 
24 X Fiche 50-400,03/09/23,0310200176. 


— 0310200202 Documents telcon w/FC Cantrell re 
for testimony Instructions not received to 
Cantrell relied solely on pereonal notes L 
prepare testimony 

FOSTER, N H Office of Inspector 8, Auditor 
inspector V Auditor Ip, 20963 295 24X 

0310200176 


insp file in preparation 
review file 
records to 

70/11/01 Office of 
Fiche 50-400,83/07/23, 


—0310200214 Forwards AS Rosenthol 781024 memo to OG Ab^ton, for Pbto^., 
ADSTON, 0 Q Office of Inspector k Auditor 78/10/25 ^ 

HENDRIE. J n Cummissi oners Ip 20963 298 a4X 
Fiche 50-400,83/09/23,8310280176 


— O31O2BO3I0 Advises that ASLAB r,. embers nut willing to bo interviewed, 
to possible Future involvement In case 

ROSENTHAL, A 6 Atomic Safety and Licensing Appeal Panel 
70/10/24 ADSTON, 0 G Office of Inspector 8, Auditor Ip 
20963 297 24X Fiche 50-400,83/07/23.0310280176 


— 0310200222 Requests interview w/ASLAO members to discuss impact of 
omIsslOTt of line inspector views from written k oral 
testimony 

ABSTDN* 0 0 Office of Inspector & Auditor 70/10/24 
ROSENTHAL, A 8 Atomic Safety and Licensing Appeal Panel Ip 
20963 300 24X Fiche 50-400,83/09/23.0310280176 


— 0310200225 Forwards info re Ofe of Inspector k Auditor Intorvieu di 
A5LAD (ref Yore 701019 memo to Comml ssionera ) 

FRYE, J H Atomic Safety and Licensing Board Panel 70/i0/20 
ROSENTHAL, A , KELLEY, J L , ADSTON, D 0 NRC - No Detailed 
Affiliation Given Ip 20963 301 24X Fiche 50-400, 03/09/23, 

B3102D0176 


--B310360236 Forwards DH Gamble 701019 memo, for interest 
ADSTON, □ 0 Office of Inspector k Auditor 70/10/20 
HENDRIE, J M Commissioners Ip 20963 312 24X 

Fiche 50-400,83/09/23,8310280176 


— 8310200288 Summarizes A Rosenthal 701(119 telcon opposing potential 
Interview w/AELAD member s, c i ting unpleasantness of A5LU 
interview Dfc of Inspector k Auditor must assure different 
line of questioning before interview is granted 

OAlHBLEfD H Office of Inspector k Auditor 70/10/19 Office of 
Inspector & Auditor 2pp 20963 313 24X Fiche 50-400,03/09/25, 

0310280176 


— 03iO2BO242 Forwards documentation of 701017 conversation w/JM Varela, 
former AEC employee re V Drownlee COPtversation connected w/ 
current investigation 

DAVI8,J 0 Director's Office, Office of Inspection and 
Enforcement 70/10/19 ADblDN, □ 0 Office of Inspector fe 
Auditor Ip 20963 315 24X Fiche 50-400,83/09/23,0310200176 


— 8310200244 Documents 701017 conversation w/J Vare la, former Region J1 
employee Drotenloe directed Vorela to change info in Insp 
rept, causing dispute 

DAVIS, J 0 Director's Office, Office of Inspection and 
Enforcement 70/10/19 Director's Office, Office of Inspccticn 
and Enforcement Ip 20963 316 24X Fiche 50-400.83/09/23, 

0310200176 


— 0310200246 Documents 7B1017 conversation w/C Barth (DELD> re testlmfluir 
forwarded to AfiLD before 771004 hearing ASLB should be 
required to read testimony before hearing 

FOSTER, WH Office of Inspector k Auditor 78/10/18 Office of 
Inspector ic Auditor Ip 20963 317 24X Fiche 50-400,03/09/23. 

8310200176 


— B31O20O24S Advises of Qfc of Inspector k Auditor inability to 
procure useful info during interview w/ASLB due to ASL8 
unresponslveness 

ADSTON, 0 0 Office of Inspector k Auditor 78/10/17 
HENDRIEi J M , GILINSKV. V , KENNEDY, R T Commissioners Pf p 
20963 324 24X Fiche 50-400,03/09/23,0310200176 


— 0310200250 Advi ses that HA Wilbur perusal of Dance tostlirony dlsrle*^^ 
no ref tq QA problems listed In subj insp repts 

FDSfER.M H Office of Inspector k Auditor 78/10/10 Office 
Inspector 8c Auditor tp 20963 326 24X Fiche 50-400,03/07/23, 
8310200176 


— 8310280254 Forwards case assignments for ASLD members GO Oright, 

JV Leeds IW 0mith,per request 

FITTI,C J Atomic Safety and Licensing Board Panel 70/JO/O6 
GAMBLE, P H Office of Inspector k Auditor 6pp 20963 J27 ZAi 
Fiche 50-400,03/09/23,0310200176 


— 83102B0207 Advises that A0LAB Chairman, A0 Rosenthal will decline 
interview, claiming purpose J essnrss 

FOSTER, W H Office of Inspector k Auditor 70/10/^6 Office of 
Inspector k Auditor Ip 20963 296 24 X Fiche 50-400,03/09/23, 

B31OS0O176 


— 0310200211 Advises thet IE Manual Chapter 9401.0-B only written policy 
for preparing testimony for tlcensinp hear i rigs» per 701025 
telcon w/RC Paulu* 

FOSTER, H. H Office of Inspector k Auditor 70/10/26 Office of 
Inspector fc Auditor Ip 20963 297 24X Fiche 50-4 OOt 83/09/23, 

6310200176 


— 8310280256 Forwards Acting General Counsel opinion indicating iio 
ez parts problem u/Ofc of Inspector Auditor Intervleur of 
ASLB members 

AB0TON, 0 0 Office of Inspector k Auditor 70/10/03 YDRE.tl R , 
ROSENTHAL, A S Atomic Safety and Lii-enslng Board Panel Ip 
20963 333 24X Fiche 50-400.03/09/23,0310200176 


—8310200259 Informs of 781003 conversation w/I Smith of ASLB rc Dfc cf 
Inspector k Auditor interview w/ASLB members# to 
fulfill Commission order Interview will probably not be 
granted due to ex parte rule , 

FOSTER, W H Office of Inspector k Auditor 70/10/03 Office 
Inspector k Auditor Ip 20963 335 24X Fiche 50 - 400 , 0*1/09/23, 

0310260176 
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- 026026^ Sujnmarizes continued attempts to 9 ain AbLD inlerviciu thi ough 

78QS27 conversation ui/JV Leeds Leeds ui 1 1 not cofipcrate* 

C i tins paiterule 

FDSTERi^W H Office of Inspector t* Auditor 7a/09/?'7 Office Of 

Inspector ^ Auditor 3pp 20963 336 24X Ficho 50*400,03/09/23. 

6310200176 


*8310260265 Informs of alleged improprieties re deficiency disci epancy 
fspts 6 corresponding logbook entries 

WWEE.>i V Office of Investigation 03/03/04 ALUCRBON. C V N/K 
' Nd Petal led Affiliation Given Ip 20963 330 24X 

Fxch« 50-400,03/09/23,0310200176 


-8310230270 Discusses alleged improprieties re deficiency d isc repanc y 
lepts 6 corresponding logbook entrie' 

EURCH.R H Office of Investigation 83/03/03 Office of 
Investigation Ip 20963 339 24X Tiche 50-400,83/09/21, 

0310280176 


“8310230299 Advises that no new info revealed after inquiry of alleged 
lApropr let 1 es re deficiency discrepancy repts 
corresponding logbook entries 

WIRSE. J Y Uffice of Investigation 83/05/06 TODD, G Nf?C - Nu 
detailed Affiliation Given Ip 20963 340 24X 

ric6e 50 400,03/09/23,0310200176 


''93|i028O3O3 Advises that inquiry into alleqed improprieties re 
le-flclcncy discrepancy repts & corresponding logbook entries 
closed Util cited for violation 

6URCH.H K Office of Investigation 03/05/04 Office of 
Investigation Ip 20963 341 24X fiche 50-400,83/09/33, 

&310300I76 


8iaCH>70t20 Forwards response to requests for addl inf o, inc lud i nq 
response to Rev I to "Qasis for Auxiliary Feedwater Sys Flow 
finui reiFients, ” in support of safety review Response Includes 
info- re mein steam turbine valve testing issue 

HCDUFFIE.M A Carolina Power & Light Co 83/09/30 DENTONr H R 
Office of Muclear Fleactor Regulation, Director 41pp 206SQ 3^1 
!U FUhe 50-400,83/09/30,0310070120 


B3i&3]OL72 Forwards NRC 630921 Itr to util advising of acceptance of 
iiilgn, analy ses, mat 1 s << const aspects of containment ves'.e) 
u»ld drf ici enc i es, in response to Kesolution 1443-83 

HOVAK.T h Assistant Director for Licensing 83/10/10 EULbftliG A 
firry. DM 3pp 20965 260 24X Ft c he 50-400, 83/10/10, 03103 10t7? 


C HfiC Safety Evoluetion Report CSCR). suppls <« correspondence 


B3I0S3034O Forwards addl info in response to draft 6ER Open Item 354. 
including hechanicol Engineering Dronch questions in 03001? 

I 25 Itrs 

JICOiFFIE.h A Carolina Power U Light Co 83/09/1? DENTON, M R 
Office of Nuclear Reactor Regulation. Director 6pp 20722 236 
24* Fiche 50-400, D3/09/I?, 8310130240 


>8310130240 OC Procedure 120, "Hydrostatic Testing (Critical Svc ) 
1 Goulds Pumps, Inc 60/07/01 3pp 20722 242 24X 

Fithe 50-400. 03/09/19,6310130240 


“80L01302S4 Rrv 3 to OA Instruction OAl-212, "Traiiilnq 8. Qua 1 1 f i cat i on 
»f OA Personnel “ 

« OouUs Pumps, Inc 60/06/16 Upp 20722 245 24X 

Fiche 50-400.03/09/19,8310130240 


- B3 10-1 30261 "Seismic Gua 1 1 f ication Envelope Llmitorque Valve Actuators 
DRA8. J B . DENKOWBKI.U J , FORMICA, C D Llmitorque Corp U0037 
BO/OI/11 24pp 20722 256 24 X Fit he 50-400,83/09/19,0310130240 


- 0JIOI 30267 Rrv 1 to "Rept of Test on Beismic Vibration Testing of Onr 
timitariQue SMB-OOO/HQBC Actuator for Llmitorque Corp '* 

E5PDSET0.B . CA8AUB0N. M , ll)LF,M L Acton Environ Testing Corp 
14331-2 ROl 79/03/13 16pp 20722 280 24X 

fiche 50-400, 83/0?/!?, 8310130240 


-’8310130271 Rev I to "Rept of lest on Qeismic Vibration Testing One 
CiAitarqve 5H0~OOO/HOBC Actuator H/Seismic Adaptor for 
Ltniiorque Corp " 

CSFOSETO.D , CABAUDON.M , TOLF, M L Acton Environ Testing Corp 
14331-3 ROl 79/03/13 12pp 20722 296 24X 

fiche 50-400,83/09/19,6310130240 


8310130273 ’Seismic Test BMB-OOO/HOBC " 

TUX/NO. P T Llmitorque Corp B0045 63/09/19 6pp 20/22 300 

P4X FkcAe 50-400.03/09/19,0310130240 


>8310130277 Rev 1 to "Rept of Test on Seismic Vibration Testing of 
Llmitorque SM6-1/H3BC Actuators for llmitorque Corp ” 

ESPOSlTa,0 , CILFOY.R , TOLF.rt L Alton Environ Testing Corp 
14001-1 ROl 79/06/11 41pp 2072.»3I4 24X 

Fithe 50-400.03/09/19.8310130240 


—8310130200 "Rept of Fragility Test on 5MB-1-25/H4BC W/Btd Cast Adapter 
for Llmitorque Corp " 

• Aero Nav Laboratories, Inc 5-6167-5 75/12/17 QApp 

20722355 24X Fiche 50-400,03/09/19,8310130240 


— 8310130302 Rev 0 to Engineering 3pec JSN-T35, "Seat Testing I* Disc 
Hydrostatic Testing - 5 Minute Duration " 
a vfamesburv Corp 78/01/24 llpp 20723 029 24X 

Fiche 50-400,03/09/19.0310130240 


>8310130265 Rev 0 to Procedure 4-106. "Cold Bending of Carbon Steal ti 
Ferritic Alloy " 

« Southwest Fabricating L Welding Co tsubs of iU International 
Corp > 73/05/04 3pp 20723 040 24X Fiche 50-400,83/09/19, 

0310130240 


— 631013O2B7 Rev 0 to Procedure 4-107. "Cold Bending of Austenitic 
Stainless Steel piping " 

» Southwest Fabricating L Welding Co Isubs of lU Interna tlona 1 
Corp 1 73/05/04 3pp 20723043 24X Fiche 30-400,83/09/19, 

0310130240 


•031OI3O2B9 Rev O to Procedure 4-108, "Hot Bending of Carbon Steel li 
Ferritic Alloys " 

a Southwest Fabricating b Welding Co isirbs of IU International 
Corp I 73/05/04 5pp 20723 046 24X Fiche 50-400, 03/09/ 1 9i 

8310130240 


■8310130290 Rev 0 to Procedure 4-109, "Hot Binding of Austenitic 
Stainless Steel Piping " 

* Southwest Fabricating I, Welding Co iiubs. of IU International 
Corp > 73/05/04 Upp 20723 051 24X Fiche 50-400,83/09/19, 
0310130940 


— 8310130291 Procedure MNE-65, "Pipe Line Sizing Guide " 

• Ebasco Services, Inc Isubs of Enserch Corp } 70/06/20. 7pp 

20723 062 24X Fiche 50-400,83/09/19,0310130240 


—0310130293 Rev 0 to Site Spec 030. "Field Fabrication i Erection of 
Power Pipe " 

* Caroline Power I, Light Co 63/03/29 23pp 20723 0A7 a4X 
Fiche 50-400,03/09/19,0310130240 


— 0310130294 Engineering Procedure 3 2, "Design Change Control " 

« Carolina Power V Light Ca 03/08/19 52pp 20723 09Q 24X 

Fiche 50-400,03/07/19,8310130240 


0310170124 Summary of 830B25 meeting w/utlJ tr Ebasco In B«th*sda,HD 
re Heteoro logic e L b Effluents Treatment 8ys Branch draft SER 
open items 

BUCKLEY, B C , HOLON1CH,U Licensing Branch 3 03/09/29 

Licensing Branch □ Bpp 20813 059 E4X Fiche 50-400,83/09/29, 
8310170124 


0310110119 Forwards amended response to request for addl Info re draft 
5ER Open Item 30 concerning technical bans for ODC-SI 
compliance Reeponses t« other requests will be providrif 
shortly 

MCDW^FlEiM A Caroline Power L Light Co 83/09/30 DEKTON, H R 
Office of Nucleer Reactor Regulation, Director L50pp 20667 038 
24X Fiche 50-400,03/09/30.0310110119 


0310120160 Forwards responia to request for eddL infci re draft 6ER open 
Items on reevaluatlon of PHP, plant area water accumulation !< 
adequacy of electric distribution sys voltages 

NCDUFFIE. M A Carolina Power t. Light Co B3/I0/05 DENTON, II R. 
Office of Nuclear Reactor Regulation, Director epp 20695 301 
24X Fiche 50-400,03/10/05,0310120100 


B3I0140126 Forwards response to fMC Question 210 59 re piping spec, 
loading combinations I, stress limits completing reeponse to 
32 Mechanical Engineering Branch questions in 630819 !■ 25 
lire for 5ER Open Item 354 

MCDUFFIE, f1 A Carolina Power I, Light Co 83/10/10 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2lpp 207&3 045 
24X Fiche 50-400.03/10/10.0310140126 


0310100474 Forwards responses to draft SCR Open Items 355-303, d I s-c us sad 
at B30921 meeting w/Auiiliary Bye Branch in Bethesda.pn) 

MCDUFFtE.N A Carolina Power Ir Light Co 03/ 10/] I DENTON, H R 
Office of Nucleer Reactor Regulation, Director 37pp 20801 351 
24X Fiche 50-400,03/10/11.0310100474 


6310IB03U Forwardf addl info re draft SER open Items, in response to 
Mechanical Eng ineer )ng . Power Sys 4 Reactor Sys Branch 
concerns Westinghogse Owners Group Jul 1977 rept D 0epi 197/ 
tuppi will bf used in derivation of setpoints 

MCDUFFIE, M A Cstolina Power I, Light Co 63/10/1? DEKTQN.M R 
Office of Nuclear Reactor Regulation. Director 2?pp 20803 076 
24X Fiche 50-400,63/10/12,8310180311 
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03io?ioa24 ForuJrrft m^ponsis to rtqunts for adrfi info 
nptri ^tfns 

rtCCUFFIt.M A C*rolinii Pouifr & Ll 9 ^t Co 83/‘lO/i^ 
Otfict of Nucif*r n»^ctor R# 9 ul«t»on, Director »5pp 
24X Fiche 50-400 83/ 10/ 14. G3102J0024 


B31O23O630 Farwirdt *uppl inuntJl info in respon** to Siting Analysis 
Branch concern* r* S^f? rti« 7 S»afca«rd Sys Railroad provided 
<««lttince in preparation of *i/pp lematital Info End withheld 
<ref lOCFRZ 790) 

MCDtJFFlE-M A Carolina Power t, Light Co 83/ 10/14 DEWTON, M R 
Office of Nuclear Reactor Regulation* Director 2pp 20899 J14 
a4X Fithe 50-400,83/10/14.8310350633 


re draft SER 

DErro/f, H R 
20056 017 


8310260259 Forwarde proprietary *< nonpropn itary versions of 
Control Rod Drive Nechaniin tCRDMl 400 Series Stainless 
Steal ftt«*i‘' in response to MatU Engineering Branch draft 
SER open item* Proprietary table withheld fref 10CFR2 7901 
MCIKJFFIE. M A Carolina Power & Light Co 03/10/14 DENTON 
Office of Nuclear Reactor Regulation, Director 2pp 20909 
243( Ficht 50-400.03/10/14,3310260259 


Table 

.H R 
209 


0 f 


8310210136 Forwards addl info ri' fire 
Safety Review Ouestion 2G0 1, revised 
w/eiemptions mods, mfo requested i 
NRC & response to Enforcement Action 
MCDUFFIE, M A Carolina Powei 6 Light 
Office of Nuclear Reactor Regulation, 
24X Fithe 50-400,03/10/14,0310210136 


pT (itec. i I on, i nc ) ud I ng icpoiiiwe t u 
safe shutdown ariialysif^ 
n 8 j 0926-27 mer tings w/ 

0:j-4J 

(o QJ/10/14 DENHIN-M 11 
Direr tor 47bpp 151 


0 Adjudicatory correspondent e 


8310030441 Response tn general interrogatories t i n t err o g a I q r > e s on 
Contention SF<1) Related correspondence 

C ARROW. H Carolina Tower 6 Light Co 01/09/23 EDDLLHAN, W 
Edriltman, W I6pp 20602 069 24X Firhe 50-400. UJ/09/23, 

031OO3O441 


— ^0310030478 Response to requdst for production of documents on 
Contention BFUl Certificate of '3vt end 

CARROW, H Carolina Power If Light Co 03/09/23 EDDLEHAN. W 
Eddleman, W 4pp 20602 005 24X Fiche 50-*4OO, 03/09/23, 

0310030441 


-8310260267 Application for withholding proprietary "Table of Control 
Rod Drive Nerhaniim ICRDNl 400 Series Stainless &teej 
rteai." per 10CFR2 790 W/affidavit 

WIEBEMANN.R A Uestinghause Electric Corp 83/10/11 LIAW. B D 

Materials Enginaering Branch lOpp 2O909 211 ?4X 

Fiehe 50-400. 83/10/14. B3J0260259 


0310030367 Response opposing util motion for summary disposition of 
Eddleman Contention 00 re mixing l< dispersion modtfJs 
Statement of facts as to which the? e ai e issues to bo lieurtl 
enc 1 

EDOLEHAN, W Cddleman. W 83/09/27 Atomic Safety and i » tenting 

Board Panel 6pp 20593 009 24X Fir he 50-400, 03/09/27. fH I 00 10 c* f 


—0310260283 Nonproprietary "Table of Control Rod Drive Mechanism (CRDH) 
400 Series Stainless Steel Items " 

♦ WeStinghous# Electric Corp 03/10/14 Ip 20909 221 24X 

Flche 50-400.03/10/14.0310260259 

8310260147 Forwards responses to requests for addl info re draft 
SER Open Items 63 t 67 Responses verify containment 
pressure t, justify operation of normal containment purge 
sys 

MCDilFFlE, H A Carolina Power I Light Co 03/10/20 DENTON. H R 
Office Of Nuclear Reactor Regulation. Director 4pp 20912 220 
24X Fiehe 50-400.83/10/20.0310260147 

8310260152 Forwards response to NRC request for addl info rt emergenty 
tflttel generator load sequence reliability idraft S£R Open 
Item 3101 Applicant in process of performing PRA on 
s equanctr 


24X Fiehe 50-400.63/10/20.0310260152 


per Oanerlc Ltr 83-28 
KCOOFFtEiM A Caroiin 


24X FI Che 50-400.83/10/21,8310260134 


Co 83/10/20 

DENTON. 11 R 

Contention 64r 

Director 

2pp 

20912 232 

EDDLEMAN. W Cddl 
Board Panel 2pp 
8310030367 

for addl 

Info r 

e draft SER 


1 will be 

implemented. 

—0310030377 Motion fi 




Contention 64F wi 

Co Bd/ 10/21 

DENTON. H R 

EDDLEMAN. N tddl< 

Oirec tor 

2pp 

20912 226 

Board Panel 5pp 

8310030367 


--B310030369 Response opposing utii motion for summary disposition of 
Eddleman Contention 75 on clnms Btatrmoot of facts aft to 
which there are issues to be heard or.i ] 

EDDLEMAN. W Eddleman, W 03/09/27 Atomic Oafobg and L i r eiis i nm 

Board Panel Bpp 20393 015 g4X Tiche 50-400, D3/09/.>7. 

0310030367 

— 9310030372 Response opposing util motion for summary <1 1 spos i t inn of 
Eddleman Contention 03/84 re carcinonenir dlschatges 
Statement of facts as to which there are Issues to br heard 
enc 1 

EDDLEMAN, U Eddleman, y Q3/09/27 Atomic Safety aiiit Mfensirqi 

Board Panel 6pp 20593 024 34X Fjche 50-400. 03/09/2/, 

8310030367 

—0310030375 Response to util motion for summary disposition of tcPdlewin 
W 83/09/3/ Atomic Safety and LlcensiuQ 


Atomic Sofety and Llcrnsirq 


0310280014 Forwards nonproprietary 1. proprietary responses to request 
for addl Info re criticality analyses for spent fuel raciis 
Draft BCR Open Item 360 completed Proprietary response 
withheld Iref 10CFR2 790) 

MCDUFFIE.M a Carolina Power 6 Light Co 83/10/21 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 4pp 20929 036 
34X Fiehe 50-400. 83/ 10/2 1.63 1 02800 1 4 


F Becurity. medical, emergency 1. fire protection plant 


B310170070 SuMary of 830025 meeting w/util i Ebatco r# fire protection 
program I. safe shutdown analysis 

H0N0LICH.3 Licensing Branch 1 BUCKLEY. 8 C Licensing Branch 3 

03/09/30 Licensing Branch i 3pp 20790 019 24X 

Fiehe 50-400,83/09/30.8310170070 


''llOieOlBS Summary of B30926 t 27 meetings w/utU i Ebasco re fire 
protection open ) terns, drawing ravlew «i Auxiliary Sys Branch 
Jicutslon of safe shutdown analysis 

XKLEV.B C Licensing Branch 3 MOLONICH. J J Licensing Branch 1 

13/09/30 Licensing Branch 3 9pp 20627 014 24X 

jehe 50-400,03/09/30.0310180185 


)1203A6 forwards Rev 1 to emergency p 
hedsitfd for completion by G31231 
LEV.E E Carolina Power I. Light Co 
flee of Nuclear Reactor Regulation. 

X FIche 50-400.83/10/04,8310120266 


Ian Evacuation time study 

83/10/04 DENTON. K R 
Director 3pp 20686 OOi 


10120268 Rev 1 to emergency plan 
e Carolina Power fc Light Co 03/09/30 
Flcha 50-400,83/10/04.0310120266 


63pp 


20608 00 I 24 X 


-8310030380 Response partly opposing util proposed schedule rev 
Certificate of Sve end 

EDDLEMAN. U Eddleman, N 83/09/27 Atomic Safety end Lirensi.rxai 
Board Panel 2pp 20593 037 24X Tiche 30-400.03/09/27. 

8310030367 


8310040523 Notifies that util counsel !< author agreed to negotiate neit 
wk on util responses to Eddleman Interrogatories 1 “iAA & DM 
Notice tolls time for filing motion to compel 

EDDLEMAN. W Eddleman. W 83/09/28 KFLLCV. J Atofliic fcafety and 
Licensing Board Panel Ip 20624 234 24X Fiehe 50-400. 03/09/211, 

8310040523 


0310040510 Response re 10CFR2 758 petiiinn of 830630 on need fni power 
t, alternatives Certificate of Sve end 

EDDLEMAN. W Eddleman. W 03/09/30 Atomic 8afrty and Licensing 

Board Panel a9pp 20623 001 24X Ficho 50-400,63/09/30. 

8310040510 


8310040538 Forwards Page 1 0. i nadver It nt I y omitted from ulU flJ09JV 
reply to H Eddleman response to ASLD 030024 order 
0 'NEILL, J H Shaw. Pittman. Potts L Trowbridge O'NfJLL.J H 
Carolina Power it Light Co 83/09/30 KELLEY. J L . DRICHT.O (1 . 
CARPENTER. J H Atomic Safety and Licensing Board Panel Ip 
20623 297 24X Fithe 30-400,03/09/30.0310040538 


■8310040541 Page 10, i nadvertent 1 y omitted from util 630929 reply \t> 
U Eddleman response to AGIO 030824 ordei Sve list enc I 
e Carolina Power L Light Co 83/09/30 Atomic Safety and 
Licensing Board Pane] 3p p 20623 290 24X Fiehe 50-400 

03/09/30. 0310040538 
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331D0?05S5 Response supporting util 030912 motion to modify schedule’ 
on environ c otitentians Issuance of FE& by 031031 should be 
fjiCtored into schedular mods Certificate of Sve end 
EARTHpC a Hearing Dranch 1 03/10/03 Atomic Safety and 

iLxccnsinjj JJoar-d Panel 3pp 20629 03/ 24X Fiche 50-400i Q3/l0/03» 

03I0050S65 


fJlCX^frOlQS Foruards motion for summary disposition of Joint Intervonons 
Contonticn 1 1 Ic W Eddlettian Contontlon 37D on health effects 
Related correspondence 

□ '"NEILL. J H Shaujj Pittman. Potts It Troubrldge O'NCILL.J H 
Carolina Power Light Co 03/10/03 KELLEY. J L , DRIOHT.O Q . 
CAflPEHTEB. J H Atomic Safety and Licensing Board Panel 2pp 
E0A49 OOi BAX Fiche 30-400.03/10/03.0310060108 


— e3H>060l93 Motion for summary disposition of Joint Intervennrn 
ComtEntlon II & H Eddleman Contention 37B re health effects 
iHo genuine Issue of matl fact exists t< util entitled to 
favorable decision Related correspondenre 

AULICK. D D Carolina Power & Light Co AULICK.D D Shaw, 

Pittman. Potts «c Trouibridgo 03/10/03 Atomic Safety and 
-Licensing Board Panel ^2pp 20649 003 24X 

ruhe SO-AQO. 03/10/03. 0310060100 


—0310060203 Statement of mat! facts as to which there is no genuine 
lesue re Joint Jntervenors Contention II If H EddlemaTi 
Contention 3VB Related correspondence 

AULiCKiD O Carolina Power Light Co ALTLICK.D D Shaw. 

Pltlmanr Potts It Trowbridge 03/10/03 Atomic Safety and 

Licensing Doard Panel 13pp 20649 071 24X 

FlChe 50-'400. 03/10/03. 031OO6O10B 


8310110209 Memorandum order ruling on discovery disputes Motions to 
compel tt far protective order grented/deni ed as noted 
KELLEY, J L Atomic Safety and Licensing Board Panel 03/10/06 
Eddleman. U 16pp 20665 073 S4X Fichc 50-400.83/10/06, 
8310110209- 


6310110210 Memorandum 6 order admitting some of Eddleman late— filed 
contentions on detailed control room design rovieu R |Jili,on 
030721 *t Conservation Council pF North Carolina 030824 
motions to withdraw c antentions granted 

BRIGHT* 0 D * CARPENTER. J H . KELUEY. J L Atomic Safety and Licensing 
Board Panel 03/10/06 Conservation Council of North Carolina, 
I4pp 20665 042 24X Fiche 50-400.03/10/06,0310110210 


0310120370 Response to interrogatories on Contentions 15AA & BFl 
Certificate of negotiations & Certificate of 8 vc end 
EDDLEMAN. W Eddleman. W 83/10/06 Carolina Power S< Light Co 

iBpp 20699 254 24X Fichc 50-400.03/10/06.0310120370 


8310140072 Revised Oantention 161 re safety shutdown sy« failure. 
Certificate of Sve «ncl 

EDDLEMAN. U Eddleman. W 03/10/11 Atomic Safety and Licensing 

Board Panel 2 pp 20766 3B7 24X Ficho 80-400i 63/10/1 1. 8310 14007H 


0310140065 Erratum to ASLB 031006 ntemorandum & order ruling on 
M Eddleman proposed contentions re detailed control room 
design review 8 c R Uilson 6 Conservation Council of North 
Carolina motions to withdraw content lane- 

KELLEY. J L Atomic Safety and Licensing Board Panel. 03/10/12 
EODLEMAN.M Eddleman. W HIL 8 ON 1 R Hilson. R 2pp. 20760 007 
24X Fiche 50-400.83/10/12,8310140065 


—03100602(2 Affidavit of JI Fabrikant rc health effects ostimatrs in 
DES Somatic tc genetic health effect estimates in DE0 are 
nat underestimated Prof qualifications end Related 
cot-re spondence. 

FABflllKANT.J I Carolina Power Llqht Co FABRIKANT. J I 
Lawrence Livermore Laboratory 03/10/01 I20pp 20649 004 24X 

Fiche 50-400.03/10/03,8310060180 


8310170343 Forwards corrected version of util motion for summary 
disposition of Joint Intervenors Contention U 8 » W Eddleman 
Contention 37D on health effects 

AULICK. 0D Shaw. Pittman. Potts b Trowbridge AULlCK. D 0. 
Carolina Power & Light Co 03/10/12 KELLEY. J L, . DRIOHT.O, O , 
CARPENTER. J H Atomic Safety and Licensing Poard Panel Ip 
20760 353 24X Fiche 50-400,83/10/12,0310170943 


-'9310060222 Affidavit of OH Hhlpple supporting util motion for summary 
tfispofition of Joint Intervenors Contention II NRC modola 
vie roncentratlons, doses U health effects unaffocted by 
Irvcomplete mixing or dispersion Related correspondence 
LNlPPLEiO H Carolina Power b Light Co 03/09/30 16pp 
20649 209, 24X Fiche 30-400.03/10/03.0310060108 


-0310060230 Affidavit of JJ Mauro supporting util motion for summary 
dltpcslllon of Joint Interveners Contention IJ b Eddleman 
Contention 3711 DE9 determined max ratio of health effects 
from plant operation Related correspondence 
KAORO.J J Carolina Power b Light Co MAURO, vl J Ebocen 
Services# Inc (subs of Enserch Corp } 83/10/03 I 8 pp 

S0647 229 24X Fiche 50-400.03/10/03,0310060100 


— 0310170608 Corrected copy of motien for summary disposition of Joint 
Intervenors Contention 11 b N Eddleman Contention 37B on 
health effects Errata sheet end 

AULiCKiD D Carolina Power b Light Co, AULlCK# D 0 8 hau. 

Pittman. Potts b Trowbridge 83/10/03 Atomic Safety and 
Licensing Board Panel 61pp 207BO- 356 24X 

Fiche 50-400. 03/10/12. 8310170543. 


—8310170620 Fourth set of interrogatories b request for production of 
documents 

O'NEILL. >r H Carolina Power b Light Co, O'NEILL. J H Bhau. 
Pittman, Potts b Trowbridge 03/10/12 Joint 

1 nter ven-ors-Shearon Harris 15pp 20701 055 24X 

rich# 50-400, 83/10/18# 0310170943 


$310060323 Notice of appearance in proceeding Certificate of hvc end 
AULlCK. D D Carolina Power b Light Co, AULlCK. D D Shaw. Pittman. 
Potis b Traubrldge 83/10/03 5pp P0646 227 24X 

r I e h e , 50-4 00 . 83/ 1 0/03, 03 1 0060323 


$390110150 Motion for summary disposition of Eddleman Contention 29/30 
lApp ] compliance) No genuine issue of matl fact exists b 
applicant entitled to favorable decision Related 
lorre spon-dence 

0 'NEILL, J H Carolina Power b Light Co O'NEILL. J M Shaw. 

Pittman, Potts b Trowbridge 83/10/05 Atomic Safety and 
Licenalng Doaril Panel 5Qpp 20669 139 24X Fiche 50-400.83/10/05# 

0310110100 


-5310110155 Statement of motl facts as to which there Is no genuine 
tSiLie re Eddleman Contention 29/30 

O'NeiLL. J H Carolina Pow#i b Light Co 0 'NEILL. J H Shaw. 
Pittman, potti b Trowbridge 63/10/05 Atomic Safety and 
Licensing Board Panel lOpp 20665 106 24X 

Fiche 50-400. 83/10/05, 8310110190, 


~B3LOllO407 Affirfevib of JJ Mauro b 0 Martin in support of applicant 
Aotiion for summary disposition of N Eddleman Contention 
29/30 

KAURO. J J . MARTIN, 0 Carolina Power b Light Go, 83/10/03, 58pp 
20669 196 24X Fiche 90-400, B3/i0/05, 8310U0150, 


'9310110409 Affidavit of RL Shearln In support of applicant motion for 
suaunary dlspoiition of H Eddleman Contention 29/30 
SfSARIN.R L Carolina Power b Light Co, 03/09/30 8 pp 
20665 254 24X Fiche. 50-400. 03/10/05. 03101 10150 


‘0310110412 Affidavit of TJ Grant in support pf applicant motion for 
ivsuaary disposition of H Eddleman Contention 29/30 
Certificate <3 f 9vc end 

«RANTrT J Carolina Power b Light Co 83/09/30 I6pp 
20669 262 24X Fiche 90-400.03/10/05.8310110150 


— 6310170630 Reply apposing H Eddleman 030927 motion for license 
condition an epent fuel storage. ASLD lachs jurisdiction 
over issues of health b safety re spent fuel tranvporiatipn, 
Certificate of 8 vc end 

O'NEILL, J H Carolina Power b Light Co, 0'NE1LL#J H Bhaw. 
Pittman, Potts b Trowbridge 03/10/12, Atomic -Safety and 
Licensing Board Panel fOpp, 20701 070 24X 

Fi Che 90-400. 03/10/12# 8310170943. 


8310170626 Response to 330631 interrogatories re Contention 37B 
CQ-ncerning health impacts from, exposure to radioactive 
mails 

BRANAOAN.E F Radicloglcai Assessment Branch, BARTH. C. Hearing 
Dranch 1 83/10/12 EDDLEMAN. N Eddleman. N 3pp 20732:113 

24X Fiche 50-400,03/10/12.0310170626 


— 6310170632 Response to 030031 second «et of Interrogatorl es. Btatement 
of prof 4 ual 1 fl cations b Certificate of Sve end 

8 CHMENK. 0. A. Radiological Assessment Branch BARTH. C. A Hearing 
Branch L 03/10/12 EDDLEMAN. N Eddleman, hi 54pp 20783:116 
24X Fiche 90-400, 83/ 10/ 12. B31D170626 


0310250469 Response opposing H Eddleman 030927 motion for license 
condition on spent fuel storeg i. Motion premature b not in 
conformity u/Commlsslon regulaiions Ceitlflcate of Qvc 
enc 1 

BARTH, C, A Hearing Branch 1 03/10/17 Atomic Safety and 

Licensing Beard Panel 4pp 20097 145 24X Fic ha: 90-400. 03/ 10/17. 

8310290469 


8310250129 Fol lowup response to Interrogatory 4 on Contention 0{F)Ci), 
Listed document will be placed in POR 

BARTH. C. A Hearing Branch 1 83/10/19. EDDLEMAN. H Eddleman. H. 

Ip. 20B96 344 24X Fl chs" 90-400, 03/ 10/19. 031 0290125 
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B3105401B3 Third supplemental responses to H Eddleman eSlOO^ general 
1 nt*rrogatnrl05 S( interrogatories oti Contentions S9 & 37fl 
Certificate qf Svc «ncl 

OraSB, J J Carolina Pauier e* Light Co OIOBS, J J Shaw, Pittman, 
Potti It Trousbridge &3/10/aO Eddlema-n# W llpp 20B7S 104 
24X Ficha 30-400. B3/ 10/20. e3l0240lB3 


B310a50167 FnruardB Paget 26-32 of ALAB-6S3 re security plan 
e ontent 1 ans, per S3i005 tel-con reguest Paget ultlilield 
<reP 10CFR72 21) 

C A Hearing Drench 1 03/10/20 RUNKLE* J North Carol Ina, 

Btate of ip S0B94 061 24X Flche &0-4D0 j B3/i0/S0, B3102S0L&7 


8310230037 General in tarropatories 8r Interrogatories on 
Contentions GTliBFa & i3AA (sixth set) Related 
corrosp ondence 

EDDLEMAN, M EtJdlcman, W 93/10/21 Carol ina Power l« Ligh t Co, 

iSpp 20094 115 24X Fiche 50-400, B3/ 1 0 / 21 j 0310250037 


0310250040 Intsrroaatorles re Contentions eFl*BF2 & i5AA (second 
round, third set) Related correspondence 

E00LEMAN.tr Eddleman. 14 83/10/21 Offiee of tfie Executive Legal 

OireCtoT 6pp aOB96 166 24X Flthe 50-400.83/10/21,6310250040 


S3102500B6 Response to applicant inierragatorias on Eddleman 
Contention 69 (sixth set) Certificate of Svc end Related 
c orraspond etice 

EDDLEfJAN.M Eddleman, H 83/10/21 Carolina Power fc Light Co 

Gpp 20094 143 24X Ftcbe 90-4O0. 03/ 10/21 , 8310250006 


8310260202 1 n terroga t pr 1 « s & request for production of documents an 
Eddleman Contention 8F (1 ) Related correspondence 

CAftRDW. H Consumer « Power Co B3/10/21 CDDLEMAN, M Eddleman, W 
6pp 20912 23? 24X fiche 50-400.03/10/21,8310260202 


--031O26O2O9 Second sat of interrogatories ^ request for production of 
dqCUffients re Eddleman Contention 19AA Certificate of Svc 
end Related correspondence 

CA22DN, H Censumers Power Co 03/10/21 EDDLETfAN, W Eddloman, 

W 9pp 20913,243 24X Fiche S 0-400 > 03/10/21* 0310260202 


0310270319 Memorandum & order riodifyinff schedule on environ 
c ontentions 

■KELLE9, J L Atonic Safety ond Licensing Doerd Pane) 83/10/25 
9pp 20923 103 24X Flchs 90-400.63/10/25,8310270319 


6310200051 Response opposing W Eddleman B31010 proposed rev to 
Contention 161 re safety shutdown sgs failure Rev falls to 
specify defects in original circuit breaker design 
Certificate of Bvc encl 

0 'NEILL, J H Carolina Power U Light Co O'NEILL, J H Shaw, 

Pittman, Potts & Trowbridge 03/10/29 Atomic Safety and 
Licensing Board Panel Mpp 20934 333 24X FI the, 50-400. 03/ 10/23, 

0310280091, 


0310280164 Fifth set of interrogatories on Joint Contention VJ re 
radiation detection monitoring It request fo-r production 
of documents 

ANDERBONrP, H Carolina Power V Light Co ANDERBON, P. H Shaw. 

Pittman. Potts If Trowbridge 03/10/29 Joint Intervenars-Shearon 

Harris 16pp, 20929 226 24X Fiche 50-400.03/10/29.0310280164 


6310310146 Informs that DR Lewis. former ly A0LB participant in OL 
proceed ing, began working for author on 831024 OR Lewis will 
not participate in DL proceeding 

8AXTEFI,T.A Shaw, Pittman, Potts 8, Trowbridge DAJCTER. T A 
Carolina Power Ir Light Co 83/10/26 Commissioners 4pp 
20999.056 24X Fiche 30-400, 03/10/26, 0310310146 


O, Inspection reports, IE Dulletlns L c arrespondence 


8310040599 Ac k receipt of 030831 6 0902 Itrs Informing NRC of steps 
taken to correct violations noted In IE Insp Repts 
50-400/03-22 I* 50-40 1/B3-22 

L£N15, R C Division of Project fc Resident Progrems 83/09/13, 

UTLEY* E E Carolina Power & Light Co. Ip. 20626 240 24X 

Fiche. 50-400, 83/09/13, 0310040595 


— 0310040600 Responds to NRC 830003 Itr re violations noted In IE Insp 
Rrpts SO-400/93-22 fi 50-401/03-22 Corrective actions. all 
shop welded joints requiring inserylce insp will be 
identified A reworked to meet surface finish requirements 
PARSONS, R,M. Carolina Power L Light Co 03/09/02 C'REILLY. J P 
Region 2, Office of Director 3pp 20626 241 24X 

Fi c h ■ * 90-400, 03/09/ 1 3. 03 1 0040595 


— 8310040603 Responds to NRC 830603 Itr re violations noted in IF Insp 
Repts 50-^400/03-22 N 50-401/03-22 Corrective actions apprni 
150 deficiency & disposition repts reviewed bij 
superintendent I, OC for closure by QC/QA specialist 
PARSONS.R M Carnllna rawer & Light Co 83/09/02 O'REILLY, JP 

Region 2. Office of Director 5pp 20626 244 24X 

Fiche 50-400. 83/09/13. B31 0040595 


— 8310040606 Responds to NRC 830603 Itr re violations noted in IC luBp 
Repts 30-400/03-22 fc 50-401/83-22 Conectlve actions Phasr J 
insps of hanger SA-H-123 declared preliminary L Phase JI 
insps considered insp of record 

PARSONS, R M Carolina Power A Light Co 03/09/31 O'REILLY.O P 

Region 3, Office of Director 2pp 20626 249 24X 
Fiche 50-400,03/09/13,8310040595 


— 8310040600 Forwards IE Insp Repts 50-400/83-22 50-401 /Q3-S2 on 

030620-0720 It notice of violation 

LEWIS. R C Division of Project l< Reeidont Programs 83/08/03 

UTLEY, E E Carolina Power It Light Co 2pp 20626 291 24X 

Fiche 50-400.03/09/13,0310040595 


—8310040613 IE Insp Repts 50-400/03-22 & 50-401/83-22 on 830680-0720 
Noncompliance noted failure to comply w/procurement 
requirements, control nonconformance repts 8< to follow 
procedure for hanger insp 

MAXWELl.O F . PREVATTE, R L Region S* Office of Director 
BEMr8,P R Division of Project It Resident Programs 83/08/0? 
7pp 20626 295 24X Fiche 50-400,03/09/13.0310040595 


0310200176 Responds to FOIA request re const flaws 6 improper cor, duel 
of NRC inspectors l< util contractors or subcontractor s 
Forwards documents listed in App A Review of addl 
documen tatlan continuing 

FELTON, J M Division of Rules and Records 03/09/23 VADfcN. T 
News A Observer 3pp 20963 2SB 24X Fiche 50-400,03/09/23. 
8310280176 


—0310280193 Documents 0 Zacher 790212 request for current status of 
remand hearing L NRC actions re recommendati ons in Dfc of 
Inspector & Auditor rept Rocommendati ons will be adopted 
FOSTER. W H Office of Inspector It Auditor 79/02/13 Office of 
Inspector «t Auditor tp 20963 291 24X Fiche 50-400. □□/09/2J< 

0310280176 


—0310280250 Advises that HA Wilbur perusal of Dance testimony disclpsed 
no ref to QA problems listed in subj insp repts 

FOSTER. W HI Office of Inspector It Auditor 7B/10/I0 Office of 
Inspector It Auditor ip 20763 326 24X Fiche 50-400,93/09/23, 

8310200176 


0308300340 IE Info Notice 83-61, "Alleged Use of Stand-Ins for Welder 
Qua lif leatl on Tests '* Svc list encl 

JORDAN, E,L Division of Emergency Preparedness e< Engineering 
Response (Post 630103) 33/09/26 Consolidated Edison Co of Niw 

York, Inc 117pp 20754 022 24X Ficho 50-000,03/09/26,8300300340 


8308300342 IE Info Notice 83-62, "Failure of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes 8v-c list encl 

JORDAN, C L Division of Emergency Preparedness 8< Engineering 
Response (Post B30103) 83/09/26 Consolidated Edison Co of Ne>4 

York, Inc il6pp 20777 210 24X Fiche 50-000,03/09/26*8308300342 


8308300345 lE Info Notice 83-63, "pqtential Tallures of Westinghouse 
Type 8A-I Differential Relays " 8vc list end 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of «eu 

Yort* Inc liQpp 20770 001 24X Fiche SO-000, 03/09/26, 03OD3OO343 


8308300349 lE Info Notice 83-64, "Lead Shielding Attached to 
Safety-Related Sys W/o 10CFR50 59 Evaluation " Svc list 
end 

JORDAN, E L Division of Emergency Preparedness Ic Engineering 
Response (Post 830103) 03/09/27 Consolidated Edison Co of Hsw 

York, Inc llSpp 20716 324 24X Fiche 50-000,83/09/29.030030034'? 


831O25062B Forwards lE Insp Repts 50-400/03-20 & 50-401/B3'2a 
030020-0920 No noncompl lance noted 

VERRELLliD M Division of Project It Resident Programs 93/10/05 
UTLEY, E E Carolina Power 6 Light Co 2pp 20900 150 24X 

Fiche 30-400. 83/10/05*0310250690 


— 031O2SO632 IE Insp Repts 50-400/03-20 I, 50-401/83-20 on 830820-0920 
No noncomp I iance noted Major areas inspected concrete, 
ftaragi, welding L steam generator mods 

MAXWELL, 0 F . PREVATTE, R L , DEMIS, P R Region 2, Office of 
Director 93/10/05 5pp 20900 160 24 X Fiche 50-400,83/10/05. 

0310250620 
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Et3aB30037a IE InFo Notice 63-65i “Burve i Hance of Flow in fHD Oypaso 
l-avpi Used in Uestin^house Plants " Svc list end 
JDftOANiE L Division of Emergency Proparodness Engineering 
Rei^onse CPoi$fc 830103) 83/10/07 Consolidated Edison Co op New 

York, rnc 76pp 20827 213 a4X Fiche SO'-OOO, 83/10/07, 0308300370 


8303300752 IE Info Notice 03-66. "Fatality at Argentine Critical 
FACtlltv ’’ Svc list end 

JOfiDAN,E L Division of Emergonev Preparedness & Engineering 
Response CPost 830103) B3/10/07 Consolidated Edison Co of Neu 

York, Inf 79pp 20882 026 24X Fiche 50-000.03/10/07.8300300752 


S3O03OO759 IE Info Notice 83-67, "Emergency Use Respirator Mat! Defect 
Causes Production of Noxious Oases " Svc list end 
■JDRDANiE L Division of Emergency Preparedness & Engineering 
FlesponSB (Post G3Q103) 83/10/11 Consolidated Edison Co of Neu 

Vorl. Inc lt7pp 21043 075 24X Fiche 50-000.83/10/11.8300300759 


■8308300761 IE Info Notice 83-68, "Reapirotor User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " 9vc list 

en<l 

■JQfttWN, E i Division of Emergency Preparedness t< Engineering 
Response IPost 830103) 83/10/11 Consolidated Edison Go of Nou 

Vorl. Inc laopp 20027 129 2flX Fiche 50-000. 83/10/11 , 8308300761 


83ID2I013& Forwards addl info re fire protec tion. including response to 
Safety flsview Question 280 1, revised safe shutdown onalysls 
'U'/«scenp tions t* mods, info requested in 830926-27 meetiTigs u/ 

NRC S( response to Enforcement Action 03-41 

MCDUfFFIE.M A Carolina Power (* Light Co 03/10/14 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 47bpp 20856 151 
34)1 Fiche 50-400.03/10/14,8310210136 


0310350571 Comments on detection of deficiencies in quality resulting 
fron suppliers fraudulent actions^ described in IE Info 
Notices 83-07 5 83-01 h IE Hollotins 03-06 it 83-07 Use of 
ad^dt Insp & testing during receipt Insps investigated 
MCDUFFIE, A Carolina Power !i Light Co 83/10/21 DEYOUNO, R C 
Director's Office, Office of inspection and Enforcement Ip 
30700 347 S4X Fiche 30-000,83/10/21,8310290571 


P Periodic operating reports & related correspondence 


831D2-90450 "Beistsic Honltoring Program Quarterly Data Rept, Jul-Sept 
1903 H/831019 Itr 

JiHMEftMAN, B R Carolina Power & Light Co 83/09/30 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 3pp 20897 158 
24X Fiche 50-400,83/09/30,8310250450 


S- Reportable ocFurrences, LERs It related correspondence 


S3>lOO70]63 Part 31 rept re potential defects in molded case of JOO- 
aap fr ame» leul 1 1 -pol e E 5 HE series circuit breakers 
InltlaUv reported on 830902 

ERKARDTiJ V Otjyld, Inc 83/09/26 MURLEY, T E Region 1. Office 

of Director iOpp 20699 095 24X Fiche 90-000.83/09/86, 

03 1 00701 63 


8310060036 Third interim Deficiency Rept 77 re shop welding defects in 
seismic Class I cable tray, conduit h HVAC hangers Initially 
reported on B20B02 Final rept expected by 840301 Also 
reportable per 10CFR21 

FAHSOHa.R H Caroline Power it Light Co 03/09/29, D'REILLYiJ P. 
R*giicn 2, Office of Director 4pp 20647 087 24X 

Fiche 90-400, 03/09/29,0310060036 


8310060336 Interim deficiency rept. Item 143 re weld deficiencies in 
sections of ducts CC-1 6 CC-2 it transformers tOl, iD8r id l< 

JE? fram Oould 1. Brown-Boveri Util awaiting vendor 
reipense Also reportable per Part 21 

PARSONS, B M Carolina Power it Light Co 83/09/29 O'REILLY, J P 
Region 2, Office of Director Ip 20646 092. 24X 
F i c h ■ 50-400. 83/09/29. 8310060336 


8310IS0367 Second interim deficiency rept, Iteme 99 8, 72 «« Part 21 rept 
rt shop welding deficiencies in seismic I pipe hangers 
supplied by Bergin-Paterson Initially reported on 02OHI3 & 

1103 Aik active hangers corrected 

PAASOKSiR M Carolina Power 8< Light Go, 83/10/03. O'REILLY. J P 
Revlon 3, Office of Director 9pp 20699 299. 24X 

Fichc 90-400.83/10/03.0310120367 


B31D27O206 Fart SI rept re engine mounted electrical cables, Defective 
cable not Installed as 830927 Itr statee Parts shipped St 
installed on Oulf States River Bend Site (Engine Serial 
74039740 DSR 46) Instruction for cable changeout due In Nov 
BQVER.R E Transamerica Delaval, Inc 83/10/20. Director's 
Office. Office of Inspection and Enforcement. ip 20924 108. 24X 

rich* SO-OOO. B3/ 10/20. 8310270206 


DOCKET 50-406 TUBKEOEE INST RESEARCH REACTOR 


Q Inspection reports. lE Bulletins it correspondence 


8310110426 Requests closeout insp of facility to verify residual 
radiological condl tl ons, p «r 830e09- request to terminate 
L I cense R-122 

THOMAS, C D Stondardi za tlon & Special Projects Branch 03/lO/’O3 
VERRELLIrD N Division of Project L Resident Programs Ip 
20-714 342 24X Fiche 30-406,03/10/03.0310110426 


DOCKET 90-409 LA CROSSE DOILINO WATER REACTOR 


F Security, medical, emergency it fire protection plans 


8310130310 Releases public version of rev to emergency plan 
implementing procedure 

FELTON, J M Division of Rules and Records. 83710/06 Document 
Management Branch Ip 20769 014 24X Fiche 90-409,03/10/06. 

8310130310 


—SGIOISOSII Public version of Issue 2 to Emergency Plan Implementing 
Procedure EPP-6, "Sample Collection it Analysis During 
Emergencies ” W/030920 Itr 

SHAFER, P W . LINDER, F. Dairyland Power Cooperative 83/08/31 
CRUTCHFieUOi D Operating Reactors Branch 9 30pp 20769:019 
24X Fiche 50-409,03/10/06,0310130310 


8’3t0130203 Forwards summary of 830810 meeting tc site tour r< changes to 
physical security program 

CRUTCHFIELD. D Operating Reactors Branch 9. 03/10/11 LINDER, F. 

Dairylend Power Cooperative 3pp 20729 009 S4X 
Fiche 50-409,03/10/11,83X0130203 


0310200003 Forwards Amend 04 to License DPR-49 it safety evaluation 
Amend modifies Tech Specs incorporating addl limitations to 
protect against degraded grid voltage 8< pipe cracking L new 
requirements to facilitate fire protection 

CRUTCHFIELD, D Operating Reactors Branch 5 03/10/14 LINDER, F, 

Dairy land power Cooperative Opp 20837 042 24X 

Fiche 50-409.03/10/14,8310200003 


““8310200005 Amend 34 to License DPR-49. modify ing Tech Specs to 
Incorporate addl limitations to protect against degraded 
grid voltage 8c pipe cracking I* new requirements to 
facilitate fire protection 5 inservlce Insp 

CRUTCHFIELD, D Operating Reactors Branch 5 83/10/14 45pp 

20837 046 S4X Fiche 90-409.83/10/14,0310200003 


— 03JO2OOOO6 Safety evaluation supporting Amend 34 to License DPR-49, 
e Office of Nuclear Reactor Regulation, Director 83/10/14 7pp 
20837 071 24X Fi Che. 50-409, 83/10/14, 63102(30003 


6310190131 Forwards comments on detailed control room design review 
program plan If Implemented properly . revl ew will probably 
produce results that fulfill requirements of Suppl 1 to 
MUREO-0737 Response not required 

CRUTCHFIELD. D Operating Reactors Branch 9. 03/10/17 LINDER, F 

OairyLand Power Cooperative lOpp 20620. 287 24X 

Fiche 90-409,83/10/17.8310190101 


8310310158 Ack receipt of 831009 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 90-409/83-09. 

Severity Level IV violation remains. Violation based on App 
E to L0CFR90 Emergency plan review underway 

PAPERIELLO. C. J Division of Emergency Preparedness Operational 
Support 83/10/25 LINDERrF N DaLrgland Power Cooperative. Spp 
2099? 038 84X Fiche 90“40?i 63/ 10/29, 8310310198. 


—6310310163 Responds to NRC 830906 Itr re vlolatlens noted In IE Inftp 
Rept 50-409/83-09 Corrective actions emergency plan 
procedure revised to notify local authorities within 19 
minutes Protective action guideline# will be Incorporated 
LINDER.F Dalryland Power Cooperative, 63/LD/09 PAPER lELLO. C, J 
Division of Emergency Preparedness 6 Operational Support Bpp. 
20999 040 24X Fiche 90-407.63/10/29,8310310196. 


P Operating license stage documents it correspondence 


6310050101 Forwards lummiry of proposed integrated plant safety 
assessment tNURED-0827) it SEP Topics III-3. A. 1 1 1-4. B 6 
Vlll-t A, Printing error in NUBE<J-04B5 corrected to read 
01/01/84 

LINDER, F. Dairy] and Power Cooperative 63/09/29 CRUTCHFIELD. D. 
Operating Reactors Branch 5 21pp, 20626' 269 24X 

Fiche 90-407.63/09/29.8310050101. 
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8310120-104 R»ituBfit5 formal update to completion ichadules in Jntearated 
plant aEseiime-nt rept Intermediate milestone* should 

to Bitabllebed enabling NiRC to revietu evaluation methods 
acceptance criteria 

CRUTCHFIELD, D Opera t*ng Reactors Dranch 5 83/10/06 LINDER, F 

Oalrvland Pouer Cooperative 2pp 80696 1S2 24X 

richo 50“409i 83/10/06. 0310120104 


83101701159 Forwards clarification of evaluation nf pipe whip, jet 
imp inga ment E breaks within pipe tunnel (SEP Topic III 9 B), 
per 830720 req.ueBt transmitting integrated plant safety 
assessment program (NUREO-0827) 

LINOER^F Dairgland Power Cooperative 83/ 10/06 CRUTCHFIELD. D 
Operating Reactors Branch 5 4pp 807BB 34? 84X 

Fiche 50-409^83/10/06, 83 101 701 59 


8310120272 Advises that FRx c ontaining Commission monthly notices which 
afford public opportunities for hearing on requests for 
action, will be transmitted w/o forwarding Itr in future 
CRUTCHFIELD. 0 Op era ti ng Reac tors Branch S 83/10/07 LlNPER.F 
Dairy land Power Cooperative 2pp 80690 349 24X 

Fiche- SO-409, 83/10/07. 8310120872 


8310130276 Forwards evaluation af util 83DS3I plant design submittal in 
response to integrated plant SAR (NUREO-0827) Section 
4 24 l«4^pp Ki "Electrlctfl Instrutnantatidn fr Control R-eviews 
for LACBHR ■' Issue resolved. 

CfiUTCHFlELOrD Operating Reactors Branch 5 83/10/07 LINDER^ F 

Dalryland Power Cooperative 7pp 20723 198 24X 

Fiche 30-409,83/10/07. 0310130276 


8310200003 Forwards Amend 34 to License DPft-45 6 safety evaluation 
Amend modifLas Tech Specs incorporating add] limitations to 
protect against degraded grid voltage & pipe cracfting !< new 
requirements to facilitate fire protection 

CRUTCHFIELD, D Operating Reactors Branch 5 83/10/14 LINDER, F 

Dalryland Power Cooperative 3pp 20837^042 24X 

Fiche* 90-409. 83/10/14. 8310200003 


— 831030000S Amend 34 to License DPR-49, modifying Tech Specs to 
incorporate addl limitations to protect against degraded 
grid voltage L pipe cracking & new requirements to 
facilitate fire protection -Sr ineervice insp 

CRUrCHFJELDt D Operating fieactors Branch J5 83/10/14 49pp 
20837 046 24X Fiche 50-409, B3/10/14, 8310200003 


— 8310200006 Safety evaluation supporting Amend 34 to License 028-49 
« Office of Nuclear Reactor Regulation. Directur 83/10/14 7pp 
20837 091 24X Fiche: a0-409i 83/10/14. 0310200003 


8310250566 Forwards '*LACBNR Containment Bldg Independent Seismic 
Aneiysis *' hodels 6 assumptions must reflect actual plant 
conf Iguratlani before floor response spectra used 

CRUTCHFIELD. D Operating Reactors Branch 3 03/10/10 LINDER. F 

Dalryland Fou-er Cooperative 2pp 20901 151 24X 

Fiche. 5'0-409. 03/10/ 18. 8310250566 


—8310250570 "LACBNR Containment Bldg Independent 8eisi»ic Analysis 
BRIOOEB.T L . HARRIS, B L EOfcO. Inc, 03/10/lB NRC - No 
Detailed Affiliation Given. 97pp 20901 153 24X 

Fiche 90-409,03/10/18.8310250566 


8310210303 Responds to 030311 request for extension of deadline for 
flnel environ qualification of certain electrical equipment 
iteme Extension to no later than 89033J granted. 

Denton. H.R. Office of Nuclear Reactor Regulation. Director 
83/10/19 LINDER. F, Dairy land Power Cooperative 7pp 20B91 064 
24X Fiche; 50-409i 83/10/19. 8310210303 


10280128 Foruardi safety evaluation re util 830929 resporiso to 
NUREO-0827 re integrated safety aiteetment rep t* Sect! one 
4. 26 6 4 26 3 Commitments jUstl f icetlon far not modifying 
certain FosboTD ti Honeywell recorders acceptable. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 03/10/27. LINDER. F 

Dalryland Power Cooperative 2pp 20929 038 24X 

Flchfi 50-409.83/10/27, 8310280120 


8310200134 Safety tvaluetian re util 830929 response to NUREO-0827 
Integrated plant safety asseseiment rept. Sections 4 26 6 
4,26 3, Comnitmtntt 4r jutt i f icat 1 on acceptable, 

a Operating Reacton Branch 5 03/10/27 2pp 20929 040 24X 

Fiche. 50-407. 63/10/27, 8310200 120 


}3102eOl6t Discusses 031OD6 respans* to request for acfdl infa re 
integrated plant safety assessment rept (NURE2-O0271 j S ection 
4 12, "Pipe Breek Outside Containment.*' Criteria for jet 
impingsaent pro-vided Section complete Evaluation end. 

CRUTCHFIELD. D. Operating Reactors Branch 3 63/10/27 LINDER.F 

Dalrylend Power Cooperative. 2pp 20929 221, 24X 

Fiche* 50-409. 03/10/27. 0310280161 


— 63l0’2e0163 Safety evaluation supporting integrated plant safety 
assessment rept (NURE0-0a27), Sec tion 4 12, "Pipe Break 
Outside Containment " 

e NRC - No Detailed Affiliation Given 83/10/27 Ip 2072? 22 i 
24X Fiche 50-409.83/10/27.8310200161 


0 Inspectien reports. IE Pulletin«> & t . ot t espopdence 


830B300340 IE Info Notice 03-61. "Alleged Use of Stand-Ins far Wrlder 
Oual if icetlon 1 esta " Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response iPost 8301031 83/09/36 Consnl idated Edison Co of Nea 

yoric, Inc 117pp 20754 022 24X Fiche 50-000,83/09/26,8308300340 


0308300342 IE Info Notice 83-62, "Failure of Redundant Toxic Oos 
OeteetoTs Positioned at Control Room Ventilation Air 
Intakes " 8vc list enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison Co of Neu 

York, Inc ll6pp 20777 210 24X Fiche 50-000. Q3/09/26, QaOOSOOaqs 


8300300345 IE Info Notice 83-63, "Potential Failures of Westinghouse 
Type SA-1 Differential Relays " Sve list end 
JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/09/26 Consolidated Ldison Co of Mew 

York. Inc UOpp 20778 001, 24X Fiche 50-000. 83/09/26. B30GJ00345 


0306300349 IE rnfo Notice 83-64, "Lead Shielding Attached to 
Safety-Related Sy« W/o 10CFR50 59 Evaluation " Sve list 
end 

JDROANi E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/09/29 Consolidated Edison Co of Meu 

York. Inc ItSpp 20716 324 24 X Fiche 50-000, 03/09/29, 830P3aO'H9 


G3O03OO370 IE Info Notice 83-65. ‘'Surveillance of Flow in HTD Bypass 
Loops Used in Westinghouse Plants " Sve list end 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/10/0/ Consolidated Edison Co of Neu 

York. Inc 76pp 20827 213 24 X Fiche 50-000,83/10/07.0308300378 


8300300752 IE Info Notice 83-66. "Fatality at Argentine Critical 
Facility " 9vc list end 

JORDAN. E L Dlvislan of Emergency Preparedness & Engineering 
Response (Post 830103) 83/10/07 Consolidated Edison Co of New 

York. Inc 79pp 20882 026 24X Fiche 50-000.83/10/07.8308300752 


0300300759 IE Info Notice 03-67, "Emergency Use Respirator Jtatl Defect 
Causes Production of Noxious Gases " 8vc list end 
JORDAN, E L Division of Emergency Preparedness << Engineering 
Response (post 630103) 63/10/11 Consol idated Edison Co of New 

York. Inc ll7pp 21043 075 24X Fiche 50-000. 03/10/1 1. 0308300759 


0308300761 IE Info Notice 83-68. "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " Sve list 
enc 1 

JORDAN. E L Division of Emergency Preparedness L Engineoring 
Response (Post 030103) 83/10/11 Consolidated Edison Co of Neu 

York. Inc 120pp 20827 129 24X Fiche 50-000.83/10/11.0308300761 


8310180274 Clarifies NRC position re procedures for admitting NRC 
personnel to facilities Access should be afforded to Region 
lit personnel listed in end Update will be provided every 
6 months 

AXELSONiWL Region 3, Office of Director 83/10/14 LINDER. F H 
Dairy land Power Cooperative 7pp 20002 295 24X 

Fiche 50-409,03/10/14.83101802/4 


8310200003 Forwards Amend 34 tp License DPR-45 8. safety evaluation 
Amend modifies lech Epees incorporating addl limitations to 
protect against degraded grid voltage pipe cracking it neiu 
Tsqtilrements to facilitate fire protection 

CRUTCHFIELD, D Operating Reactors Branch 5 83/10/14 LINDEH.F 

Dalryland Power Cooperative 3pp 20837 042 24X 
Fich* 50-409.83/10/14. 8310200003 


— 8310200005 Amend 34 to License DPR-45. modi f y ing Tech Specs to 
incorporate addl limitations to protect against degraded 
grid voltage 6 pipe cracking 5 new requirements to 
facilitate fixe protection it inservice insp 

CRUTCHFIELD, D. Operating Reactors Branch 5 83/10/14 45pp 

20837 046 24X Fiche 50-409,03/10/14,8310200003 


— 8310200006 Safety evaluation supporting Amend 34 to License DPR‘'45 
* Office of Nuclear Reactor Regulation. Director 83/10/14 7pp 
20037 091. 24X Fiche 50-409,03/10/14,8310200003 


8310310397 Forwards IE Insp Rept 50-409/83-13 on 830800-12 ^ notice of 
violation Writtan response detailing plans L schedules for 
addl QA training required 

SFE88ARD,R L Division of Engineering 63/10/17 LINDER. F 
Dairulend Power Cooperative 2pp 20959 310 24X 

Fiche- 50-409, 83/10/ 17. 8310310397 
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3310310400 Noticfl of violation Prom in*ip on B30B0Q-12 
EJPESSARDi fl L Oivisioti of Engineering 03/10/17 4pp 
20^5^7 312 24X Fiche 50-409*33/10/17,0310310397 


£'310310407 IE Snop R*?pt 50-409/B3-13 oti 030008-12 Noncompliance iiatr>d 
tur-proper rc^coriling of surveillance calibi data 
Instrumentation calibr performed ui/o adequate guidelines to 
t«chTiicl 3 n 5 rp prerequisites for performing calihr 

FAi9flELL,f? E , WISH. J N * HUNTER, D H Region 3, Office of Dli ector 
S3/ 10/17 Bpp 20959 316 24X Ficho 50-409*03/10/17,3310^10377 


'■>10310150 Ack receipt of B31005 Itr informing NRC of steps token to 
Borraci vtalations noted in IE Insp Rept 50-409/03-09 
Sevcritv Level lU violation remain^ Violation based on App 
E t6 lOCFRSO Emergency plan review underway 

ffPEfl lELLD* C J Division of Emergency Preparedness 6 Operational 
S.^port 83/10/2S LINDER* F W Dairyland Power Cooperative 2pp 
709 5^030 24)C Ficho 30-407,03/10/25*0310310150 


—351031(5163 Responds to NRC 830906 Itr re violations noted m IE Insp 
Hept 50-409/03-09 Corrective actions emergency ploti 
proc«dure revised to notify local authorities within 15 
minutes Protective action guidelines will be incorporated 
d_lHBEfl*F Dairy land Power Cooperative 03/10/05 PAPERlEtlO, C J 
Division of Emergency Preparedness & Operational Support Qpp 
20959 040 24X Fiche 50-409,03/10/25.0310310138 


I Ppriadle operating reports Ik related correspondence 


i'50l900'&7 Monthly operating rept for Aug 1903 W/030909 Itv 
vOOUMAMj L S . LINDER, F Dairyland Power Cooperative 03/09/07 
r,5C - No Detailed Affiliation Oiven J2pp 20BS3 155 24X 

FIcJi* SO-409, 83/09/07* 0310190027 


' Pepprtable occurrences, LERs 5< related correspondence 


F‘10ll0430 Responds to FDIA request for four different categories of 
Iccvimerits described in 830510 Itr forwards matl listed in 
4pp Apreeponsive to Items 1,2 t( 4 DOE should be contacted 
■Per joat L requested in Item 3 of Itr 

f£LTON, -jf N Division of Rules and Records 03/06/J4 ltlAfT*S L 
■IhiD Ci tilers for Responsible Energy 3pp 20706 002 24X 

firhe: 50-000,83/06/ 1 4, 0310110430 


~93]01]0467 Dally rept re events at three different facilities LACDUR 
eiperienced scram due to low water level PNQ-1 1 1-03-026 
updates use of lubricants on valve seats 

* Region 3, Office of Directoi B3/04/14 ip 30706 062 ?4X 

FiCht 50-000,83/06/14,8310110430 


310-D70301 Potential Part 21 rept re undorrange characteristic of 
“adel M-EISGM transmitter Underrange zero offset may occur 
transmitter initially pressurized from atmospheric to 
ijj-pressed rero input End users notified 

lEPEERlAN.il J foiboro Corp 83/09/30 Director's Office, Office 
zf Inspection and Enforcement Upp 20691 064 24X 

F i ( h » SO- 000, 0 J /09/3O, 03 1 007030 1 


n&l70364 Updated LEfl 83-00//01X-1 On 830716, seal Injection ISI) sys 
rrcssure transient caused gasket in forced circulation pump 
lA sijpply line orifice to fail Caused by personnel error SI 
t)is control changes planned W/G31O03 Itr 

;Gai>flAN,L B , LINDER* F Dairyland Power Cooperative B3/10/03 
^EPPLER,%J O Region 3, Office of Director 3pp 20706 174 24X 

50-40?, 03/ 10/03, 0310170364 


]b(>2|(K>02 RO on 030906, high pressure sve water alternate core spray 
piiS-p XB removed from sve more than 7 days to install addl 
piep Caused by delay In providing replacement pump 
Equivalent pump ottained 6 installed 

LINDER, F Dairyland Power Cooperative 03/10/11 KFPPLER, J G 
Higlon 3* Office of Director 2pp 20D9B 250 24X 

fiche 5 0-409,83/10/11,8310210002 


•HET 50-410 NINE MILE POINT NUCLEAR STATION* UNIT 2 


I 1-cait lon/cons true t i on stage documents & correspondence 


110050131 Forwards request for addl info re operating It maint 
jr-pc^dures it ATU0, FSAR 8ections 13 5 2 t, 15 8 Items I C 7 
4 I Ch 8 from Section 1 10 Responses should be submitted as 
chatijris to FEAR by G310S7 

SCHWElSHlEfi. A Li con sing Dranch 2 03/09/20 RHODE,® K Niagara 

Hqhatek Power Corp 6pp 20650 190 24X Fiche 50-410,03/09/20, 

E3EIX>5013J 


115050007 Forwai tfs roquBst for addl info needed for F3AR review 
lirsponses shquld* be submitted as changes to FEAR by 831215 
SChfWEWCER. A Lt ten sing Branch 2 03/09/27 RHODE,® K Niagara 

nahavk Power Corp App 20650 191 ?4X Fiche 90-410,83/09/2/, 

9310050007 


6310110411 Forwards request for addl info re NUREQ-0737 Items & 
sa f ety-rela ted structures* sys 6 components controlled by QA 
program fFSAR Table 3 2-1) flesponses sliould be submitted as 
changes to F&AR by 031027 

SCHHENCER.A Licensing Dranch 2 03/09/27 RHODE,® K Niagara 

Mohawk Power Corp 7pp 20713 344 24X Ficha 50-4 lO, 03/09/27, 

0310110411 


B310070I74 No t i f i cati an of &31013 meeting u/utll In Dethesda.IlD to 
discuss geoscience Issues fpr facility 

HAUGHEV.M F Licensing Branch 2 03/09/29 SCHMENCER, A Licensing 

Branch 2 Spp 30679 360 24X Fiche 50-410, 03/09/29, 8310070194 


0310170045 Forwards request for addl info re safety review of power sys 
area Schedule for response should be provided within 14 days 
of date of Itr 

SCHHEMCER.A Licensing Dranch 2 03/10/03 RHODC, ® K Niagara 

Mohawk Power Corp 33pp 20612 276 24X Ficho SO-4 l^O, 03/10/03* 

0310170045 


0310170716 For-wards updated distribution list for environ rept.FBAR fc 
general info portion of Dt application 

SCHMENCER, A Licensing Dranch 2 03/10/04 RHODE* 0 K Niagara 

Mohawk Power Corp 5pp 20790 117 24X Fiche 50-410,03/10/04, 

0310170716 


0310170745 Advises that instrument tubing & supports program acceptable 
for plant safety-related sys.based on. review of util 030410 
proposal tt FSAR Table 3 9A-15 Acceptance subj to listed 
cond i tions 

SCHHENCEK,A Licensing Branch 2 63/10/05 RMOrE. O K Niagara 

Mohawk Power Corp 3pp 20796 352 24X Fiche 50-410,03/10/05. 

□310170745 


0310310220 Application for Amend 5 to OL application (filed l-n PDR 
Category Al, consi a t ing of Amend 5 to FSAR (filed in PDR 
Category Kl & 8upp 1 4 to environ rept - 0L stage (filed in 
PDR Category C> Affidavit end 

HANOAN, C Niagara Hehawk Power Corp 03/10/24 63SENHUT, D. 0 

Division of Licensing 2pp 20952 134 24X Fiche 50-410,63/10/24, 

□310310226 


C Utility Environmental Report (ERI, amends b correspondence 


B310310226 Forwards Suppl 4 tu environ rept - OL stage 

MANOAN, C V Niagara Mohawk Power Corp 03/10/24 CISENHUT, DO 
Division of Licensing 2pp 20952 134 24X Fiche 50-410,63/10/24, 

031 0310220 


--0310310230 Suppl 4 to enviro-n rept - OL stoge 

s Niagara Mohawk Power Corp 63/10/31 60pp 20952 136 24X 

Fiche 50-410, 03/10/24, 031O3JO22B 


F Security, medical, emergency 1* fire protection plans 


B310050131 forwards request for addl info re opeTating 8< maint 
procedures & ATU3,F6AR Sections 13 5 2 Ik 15 8 'b Items I C 7 
& I C 0 from Section 1 iO Responses should be submitted as 
changes to FSAR by 031027 

&CMHENCEn,A Licensing Oronch 8 03/09/20 RHODE,® K Niagara 

Mohawk Pewor Corp 6pp 80650 190 24X Fiche 50-410.03/09/20, 

0310050131 


K Utility Final Safety Analysis Report (F8AR> 3, amends 


83103JD22B Forwards Amend 5 to FSAR including proprietary inf-o 
MANOAN, C V Niagara Mohawk Power Corp, 03/10/24. EIBENHUT, D 0 
Division of Licensing 2pp 20952.134 24X Fiche 50-410,03/10/24, 

0310310228 


— 0310310243 Amend 5 toFSARtVnl 8, 1 ncorpora ting certain rasponses to 
FSAR & environ rept 

a Niagara Mohawk Power Corp 03/10/31 I316pp 2095S' 199 24X 

Fiche 50-410. 83/10/24, a3lO31O220 


Q Inspection reports, IE Bulletins L correspondence 


B3 1 0060004 Forwards IE Insp Rept 5O-41O/03-1 1 or 930002-04 No 
r oncoaip liance noted 

MARTIN.? T Division of Engineering tr Technical Programs 03/09/22 
RHODE,® K Niagara Mohawk Power Corp 2pp 20649 283 24X 

Fiche 30-410.03/09/22,0310060004 


—0310060012 IE Insp Rept 30-410/03-11 on 830002 ■~04. No npneomp 1 iance 
noted Major areas inspected installation of electrical 
cab 1 esi raceway, mo tor control ctri, quality records 8< 
inspector followup on previously identified items 
FINKEL.A , ANDERSON, c Region i, Office of Director 03/09/09 
7pp 20649 207 24X Fiche 50-410, BS/O^/SE, 9310060004 
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03OB3OO34O IE In^o Notice a3'&l. "Alleged Use of Stand-Ins for Welder 
dual i fi cat ton Testa ” Svc list end 

JDfiDAWi E L Division of Emergency Preparednesi tt Eng S 


sufficient control of OA prpyra»n to permit ITT Oriiind 

D.vo.tar 03/.0/.3 2 rP 4327 24« 

Eiche 50-410,83/10/13,0310310330 


6306300342 IE In,o Not.tt B3-i2. “Fallur. of ntaunJjnt I".>c Oat 
D.ttctPr, Poiltiontil 4t Control Hoo« Vrtitllatlon Air 

''”?o”on;itt/E!l«r^o“ », n.» 

VortI'"!nc °IIAP, 20777 210 24* Eictio 50 - 000 . 83/09/24. B30BJ00342 

0309300345 IE Info Notice 83-63. "Potential Pal lures of Westinghouse 
Tape BA-1 Differential Relays " Bvc list end 
JOflDAN.E L Division of Emergency Preparedness it Engineering 
Resganic iPnst 8301031 83/09/26 Consolidated Edison 

napp 20778 001 24X Pith. 50-000.03/09/26,8300300345 

0310040389 Forwards IE Enforcement Conference Rept SO-410/83-14 on 

STAROSTECK I , R Division of Project & Resident Programs 03/09/20 
RHODE. 0 • SEIBERT, C R Niagara Mohawk Power Corp 2pp 

20620 044 24X Fit he 50-410,03/09/20.8310040389 

—0310040393 IE Enforcement Conference Rept 50-410/03-14 on 030030 Major 
areas discussed implementation efforts to improve 
performance of piping contractor, ITT Crinnel & results of 
NflC Investigation of contractor 

GRANT, J , CALLO, R Region 1, Office of Director 03/09/26 3pp 
20620 046 24X Fiche 50-410,03/09/20,8310040389 


S R.port.bl, occurr.nc. 

B310170153 Int.nn. deflclsncj rcpl r. B»ckio«Il Iritl "‘""‘“{f*'’ *" 
po,t-LOCA li 9 ilrD 3 «n recombincrs Ijiltiallg rbportod on 83 tl 
RmI r.pt will b. .obmltt.O b9 050909 Also r.portbd pen 


Part 21 

NANNO, S F _ 

Division of Project it Resident Programs 
Fiche 50-410.03/07/01,8310170153 


Nl.g.r. HPh.wk Rowan Corp_ 


S3102B0032 Intoni™ doflci.ntg nopt r. 40 -wU. [. 000 -vol t f 1 no-r. .1 . t.nt 
coT^trol cable supplied by Kerito Co ^ 

B3O029 Cause under investigation final rept to be submit pd 

MANNo!s*F Niagara Mohawk Power Corp 

Division of Project & Resident Programs 2pp <20934 
Fiche 50-410,83/09/23,0310200052 

0310070301 Potential Part 21 rept re underrange charac tori a tl c of 
Model N-EHQM transmitter Underrange lero offset may «ctor 
when transmitter initially pressi/rlxed from atmos-phoric to 
suppressed lero input End ubot s notified ner*,. 

13ERBERIAN.M J FoxboroConP B 3 / 09 /U 0 Dir« bo^'J Off ll.,. Cf fil t 

Of Inspection and Enforcement lipp «.06 jI 064 -.4X 


8300300349 IE Info Notice 03-64, "Lead Shitlding Attached to 
SafetV’R'l^tffd Sys W/o 10CFR50 69 Evaluation »’ Svc list 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Rfsponst (Post 030103) 83/09/29 Consol idated Edison Co of New 

York, Inc llSpp 20716 324 24 X Fiche 50-000,83/09/29,8300300347 


8310 1 30146 Act receipt of 830922 Ur forwarding payment of civil 
penolty imposed by B30824 Itr 

AXEIRAD. JA Director's Office, Office of Inspection and 

Enforcement 03/09/29 RHODE, 0 Niagara Mohawk Power Corp 2pp 

20777 152 24X Fiche 50-410,03/09/29,8310130146 


8310190126 Forwards IE Imp Rept 50-410/83-12 on 830008-0921 it notices 
of violation fc deviation W/o notices 

STAROSTECKI, R Division of Project it Resident Programs 03/10/04 
RHODE,® K Niagara Mohawk Power Corp 2pp 20820 297 24X 

Fiche 50-410,03/10/0418310190120 


DOCKET 50-4 J 2 DEAVER VALLEY POWER STATION, UNIT 2 
A Applicatian/construction stage documonts it corre o pondenco 


0310050352 Notification of 030928-29 mootings w/util in Shipp Ingport, f'A 
to discuss public concerns of environ interaat 8* to conduct 

LAZO, L Licensing Branch 3- 03/09/19 KNIGHTONj 0 W 

Branch 3 8pp 20635 001 24X fiche 50-4 12, 03/09/19. P310090Jbi> 


0310060514 Foruai ds request for add! onvii on qualification info, baaed 
on review of FSAR submitted w/a3051B 81- application Rospoinse 
due by 831123 ^ , 

KNICHTON, 0 M Licensing Branch 3 03/09/22 WOaLGVfcH.G J 

Duquesne Light Co 7pp 20663 J69 24X FiChe, 50-412. O3/O9/0i/, 

8310060514 


—0310190135 IE Intp Rept 50-410/03-12 on 030008-0921 Noncompliance 
noted failure to properly inspect cable rework activities L 
to comply w/FSAR comaitments to hold point usage 
ORAMM.R A , GRANT, J , OALLO, R M Region 1, Office of Director 
03/09/30 14pp 20820 299 24X Fiche 50-410.83/10/04,0310190128 


0310060534 Forwards request for oddl seismic 6 dynamic load Info, 
based on review of FBAR submitted u/D305ia OL appUcotton 
Response due by 031110 

KNIGHTON, 0 W Licensing Branch 3 03/09/£!2 WDDLEVLR.E J 

Duquesne Light Co 5pp 20662 005 24X Fiche 50-412,03/09/22. 

0310060524 


0300300370 JE Info Notice B3-6S, "Surveillance of Flow in RTD Bypass 
Loops Used In Hestinghouie plants " Svc list end 
JOR0AN,E L Division of Emergency Preparedness it Engineering 
Retponst (Post 030103) 83/10/07 Consol Ideted Edison Co of Now 

YoM, Inc 76pp 20027 213 24X Fiche 50-000,83/10/07,8300300378 


0308300752 IE Info Notice 03-66, "Fatality at Argentine Critical 
Fecility '* Svc list and 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 03/10/07 Consolidated Edison Co of New 

York. Inc 79pp. 2O0S2 026 24X Fiche 50-000/ 03/10/07, 0308300752 


0300300759 IE Info Notice 03-67, "Emergency Use Respirator Matl Defect 
Causes Production of Noiious Oases Svc list end 
JORDAN, E L Division of Emergency Preparedness t Engineering 
Response (Post 830103) 03/10/11 Consolidated Edison Cn of New 

York, Inc ll7pp 21043 075 24X Fiche 50-000, 03/10/11, 8308300759 


8308300761 IE Info Notice 83-60, "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " Svc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Poet 030103) 83/10/11 Consolidated Edison Co of New 

York. Inc ]20pp 20027 129 24X Fiche 50-000, 03/10/11, 0300300761 


0310310330 Oiscuisei IE Investigation Rapt 50-410/1-03-005 on 
830222-24,20 V 0301-04 6 forwards notice of violation 
Violation re mgt of QC personnel classified Severity Level 
IV, 

8TAR08TECKI, R Division of Project it Resident Programs 03/10/13 
RHODE,® K Niagara Nohawk Power Corp. 2pp 20961 325 24X 

Fich* 50-410,03/10/13,0310310338 


8310060530 Forwards comments un FBAR Bed ion 1 9, '’BRP Conformance 
Evaluation Comments should be considered In responding to 
930919 request for addl structural it geotechnical 
engineering Info 

KNI0HT0N,0 U Licensing Branch 3, 83/09/28 MOCJLCVER.E J 

Duquesne Light Co lOpp 20662 295 24X Fiche S0-4J2, 83/09/?*#, 

0310060530 


0310060510 Forwards request for addl plant personnel trainina info, 
bated on review of FSAR submitted w/830518 OL application 
Response due by 831125 

KNIGHTON, 0 W Licensing Branch 3 03/09/28 WODLEVER, E J 

Duquesne Light Co llpp 20663.176 24X Fiche. 30-412* 83/09/28* 

0310060510 


0310100121 Notification of Bignif leant Licensee Meeting Q3-39 oh 031021 
in King of Prussia, PA to discuss engineering design control 
program he compliance w/Reg Guide t 75, Rev 2 re electrical 
separation criteria 

TRIPP, L E Region 1, Office of Director 63/10/1? Region 1, 
Office of Director Ip 20024 040 24X Fiche 50-412,03/10/12. 

031O1BO121 


0310310069 Summarlies 030623 meeting u/NRC In 
development of Tech 0pecs for p lant, Concern 
factors aspect of attempting to operate two 
identical units from common control room 
MOOLEVERjE j Duquesne Light Co 83/10/26 
Nuclear Reactor Regulation, Director 3pp 
Fiche 50-412,03/10/26,0310310009 


Betheeda, MD re 
raised re human 
essentia] ly 

DENIPN.H.R Qffic* df 
20950 341, 24X 
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E-rcuritlJj ntedical* emergencg «< fire protoctjon pli^ns 


jlC3l€309 Foruards Amonb 1 to fire protection evaluation rept Amend 
tcnil*ta of mods to teit refiulting from responsoB to NIIC 
adtfl info q.UE3tiona contained in Cncl 1 of 
(J Knighton B30BJJ Itr to EJ Woolevor 

UCOLEVERvE J Duqueonp Light Co 03/10/27 DENTON p H H Of flee of 

Njclear Beactor flegulatlooi Director 2pp 20961 172 24X 

Fit he 50-4 12> 03/10/27, 0310310307 


^31C3I03S2 Amend 1 to firo protection evaluation ropt 

Stone S, Webster Engineering Corp B3/10/31 34pp 2096J 174 
24X riche 90-412,03/10/27.0310310309 


Arfjwilcatorv correspondence 


L0OSO533 Response opposing Ohio Citiions for Responsible Enerqii 
*r»endDd petition for leave to intervene Petition to 
regulations to admit need for power contention is 
aeritless Certificate of 0vc end 

PcjiLlS'. i? 0 Hearing Branch 3 03/09/26 Atomic Safety and 

LiceniSlng Ooarri Panel lipp 20631 334 24X Flche 50-4 12» 03/09/D6» 

9 3tC050&33 


10050403 Response to 030909 soppl to request of Environ Coalition on 

il^cJear Power (ECNPl for DL hearing h petition for leave to 

intervene ECNP fails to provide admissible contentions 

P«tltlon should be denied Certificate of Bve end 

PEJ^LJS, R O' Hearing Branch 3 03/09/29 Atomic SvTfety and 

litChsing Doard Panel I3pp 20633 340 24X Flche 50-412,03/09/29, 

f3 1 00 5 0402 


101400-19 Forwards ZO Ferkin notice of appearance, substl tut ing far 
D R<es it HL Waelfling VJ/o end Related cat r espondcnc e 
■^ERKlffp 2 0 Fennsy Ivanla. Commonwealth of. 03/10/11 
iAROiA.IC»iH B Atomic Safety and Licensing Board Panel Ip 
207A7 039 24X Flche 50-412,03/10/11,0310140019 


LCI40091 Notice of appearance in proceeding Certificate of 8vc end 
EFHtNj Z 0 Ponn&v Ivania, Commanwealth of, 83/10/11 3pp 
’0TA7 033 24X Fiche 90-412,03/10/11.0310140091 


l0iD0343 .Notice of withdrawal as party from proceeding Certificate of 
i^c enc 1 

IHJTCjO-S Affiliation Unknown 03/10/11 3pp gOB02 360 24X 

iehe 50-412, P3/l0/il. 8310100343 


OiaOMO Forwards substltotion of appearance of ZO Ferkin for 
0 flees * HM Moelfllng for Commonwealth of PA Certificate 
if SVC enc 1 

CFKJKr Z Q Pennsylvania. Commonwealth of. 03/10/13 
''AR-GULIE^ifl D Atomic Safety and Licensing Board Panel 3pp 
'DB09. 24X Ficho 50-412,03/10/13,8310180140 


{>25t>29'7 Clarifies cite to Seabrook decision adverted to at 831013 
rehearlnj conference re consideration of sunk costs Full 
i tat ion for fiecisiori is CL1-77-D 

Enul0>R-O Hearing Branch 3 83/10/14 MARGULIEB, M, fl , HILI.,£ E » 

imCKVIiP.H Atomic Safety and Licensing Board Panel Ip 

00-98 361 24X riche 50-412,83/10/14,0310250297 


Utility Final Safety Analysis Report (FSAR) h amends 


0310063 Forwards Amend 3 to F8AR, Consisting of responses to B30B31 
cqvest for add! info 

OOLEVER^E 0 Duquesne Light Co 83/10/26 DENTDN,H R Office of 
jcleat^ Reactor Regulation! Director 2pp 20967 032 24X 

iche 90-412.03/10/36.8310310062 


310310069 Amend 3 to FSARi cons! sting of responses to 030031 request 
fgr addl info 

« Stone it Wohster Engineering Corp 03/10/31 iiSOOpp 
20967 034 24X Flche 50-412,03/10/26,0310310062 


Antitrust correspondence 


^^00036 Forwards notice of receipt of antitrust Info re OL 
jp lie « t i«nt per Reg Oulde 9 3 

NIGHTON-O W Licensing Branch 3 83/10/06 WOOLEVER,E J 

Light Co 3pp 20844 228 24X Rich*. 50-412. 83/10/06, 

310200036 


Q Inspection reports, IE Bulletins 6 correspondence 


8310030345 Ack receipt of 630029 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept SO-412/03-OB 
MARTIN. T T Division of Engineering 6 Technical Programs 83/09/12 
WaOLE9ER,E J Duquesne Light Co Ip 20392 333 24X 

Flche 50-412,83/09/12,0310030345 


— 0310030360 Responds to NRC B3072B Itr re vlolatluns noted In IE Insp 
Rept 50-412/83-OB Corrective actions Schneider Power Corp 
assigned special block of numbers applicable to 
nonconformance 1, deficiency repts For ABME III Program 
HODLEUERrE J Ouquesne Light Co 83/06/25 BTAROSTECKl, R 
Division of Project & Resident Progro-ms 3pp 20592 334 a4X 
Fiche 50-412, B3/09/12. 83J 0030345 


6306300340 IE Info Notice 83-61, ’‘Alleged Use of Stand-Ins for Ifelder 
Qualification Tests Sve list enc 1 

JORDAN, EL Division of Emergency Preparedness It Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison Co. of fleu 

York, Inc II7pp 20754 022 S4K Flche 30-000,83/09/26,0300300340. 


8308300342 IE Info Notice 83-62, ’'Failure of Redundant Toiic Oat 
Detectors Positioned at Control Room Ventilation Air 
Intakes " 3vc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison Co of Neu 

York, Inc ll6pp 20777 210 24X Flche 50-000,83/09/26,8300300342 


6300300345 IE Info Notice 63-63, ’’Potential Failures of Westing hciusa 
Type 8A~1 Differential Relays ’■ Sve list end 
JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Pest 030103) 63/09/26 Consolidated Edison Go oif Neu 

York* Inc 118pp 20770 001 24X Fithe 90-000,83/09/26,030830034 5 


8308300349 lE Info Notice 03-64, '‘Lead Shielding Attached to 
Safety-Related Sys U/o I0CFR5D 59 Evaluation " Sve list 
end 

JORDAN, E L Division of Emergency Preparedness -fe Englnierlng 
Response (Post 030103) 83/09/29 Consolidated Edison Co of New 

York* Inc liSpp 207|6 324 24X Flche 90-000,83/09/29,8300300349 


8300300378 IE Info Notice 03-65, «Sgrvei 1 lane e of Flow in RTD Sypa** 
Loops Used In Uestl nghousc Plants ” 8vc list cncl 
JORDAN, E L Division of Emergency Praparednesi It Engineering 
Response (Post 830103) 83/10/07 Consolidated Edison Co of Neui 

York* Inc 76pp, 20827 213 24X Flche 50-000*83/10/07,0300300376 


8300300752 IE Info Notice 83-66. "Fatality at Argentine Critical 
Facility '* Sve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Past 030103 ) 83/10/07. Consii I idated Edison Co of Ntw 

York, Inc 79pp. 20902 036 24X Fichu 30-000, 03/10/07, 0300300792. 


9300300799 lE Info Notice 03-67, "Emergency Use Respirator Matl Defect 
Causes Production of NoKinus Oases.”' Sve list end 
J0RDAN,EL Division of Emergency Preparedness ti Engineering 
Response (Pest 830103) 03/10/11 Consolidated Edison Co of Neui 

York, Inc I17pp 21043 079 24X Flche' 90-000. 83/ 10/11, 0308300759 


8308300761 lE Info Notice 83-60, ’‘Respirntor User Warning Dofective 
Self-Contained Breathing Apperatus Air Cylinders." Sve list 
enc L 

JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response (Pest 830103) 83/10/11 Consolidated Edison Co of New 

York, Inc t20pp 20027 129 24X Flche 50-000,83/10/11,8308300761 


8310270323 Confirms 831021 meeting w/util at Rrginn I ofc t« discuss 
util rule in contro 1, rtvi ew h independent assessment of 
ongoing engineering efforts in response to previous NRC insp 
finding it 3ALP evaluations, 

STAROBTECKI, R Division of Project It Resident Programs 03/10/10, 
WOOLEVERtE J Duquesne Light Co Ip 20923 182. 24X 

Flche 50-4 1 03/ 1 0/ 1 2, 83 1 0270323 


T Hearing transcripts on ron-ent 1 true t matters 


8310170442 Transcript of 831012 special prehearing conference In 
Pitfcsburph.PA, Pp 1-146 

e Atomic Safety and Licensing Bpard Panel 83/10/12 M7pp 
20770 130 24X Fiche 50-412,83/10/12,8310170442 


310200042 Notice of receipt of antitrust Info re DU appl Icat i »n, p er 
Ri 9 Oulde 9 3 

FNICHT-DN.O W Licensing Branch P 03/10/06 2pp 20044, 23i 
24X1 rtche 90-4 12,03/10/06,0310200036 



298 


DOCKETED ITEMS 


DOCKET 30-413 CATAWBA WUCL^AR STATlOMi UNIT 1 


A App 1 i c at 1 an/cen9t;rirctio'n Btage* documsntB & correspondence 


0310030076 Concurs uf/d i sso 1 ution of tiodol 02/D3 Steein Oenerator Util 
Deelgn Boviouf P-enel Panel uori co/nplete. 

NOUAK,T M Asslftant Director for Liconilng 03/09/23 
BLACKLEVi 8 K De»lgTi Revleu Panel Spp S0i630 163 24X 

F i C h e SO-OOO. B3/0 9/S3 » 03 1 0030076 


8300300359 Board Not tficatloji 83-66A: ad vises that position to rod drop 
issue Ttvtsed to require each Westlnghouse plant aiofier 
provide statontent that required p lant-specl Flc calculations 
have been performed for first cycle 

EISENHUT>D O Division of Licensing, 83/09/29 PALLADlNOr N J 
Commissioners. lopp 20633 106 24X Flcha 50-000. 63/09/29# 

0308300355 


0300300357 Beard Notification 0a-l09A forwards evaluation of 
allegations re design deficiencies in Class 1 piping sys 
Info applicable to Diablo Canyon 1 U SfFerml 3 & Callaway 
ElSEMiUTiD 0 Division of Licensing 03/09/29 PALLADINQ, M J 
Commissioners, 3pp 20632 001 3 AX Fic ho. S0~000# 83/09/29# 

8300300357 


0310030412 Trip rept of 830920 site visit including plant tour 6 
meeting w/utll mgt 

JOaSTEN»Jli Comnt ss loners 83/09/29 Commissioners I8pp 

20993' 1 09, a4X F 1 c h o . 50-4 1 3. 03/09/29 r 83100304 1 2 


0308300763 Board Notification 83-1 5i ' provides info re desirability of 
current ECC8 actuation logic for Mestinghauss plants# in 
light of recent info concerning steam generator tube rupture 
procedure for Borssele Nuclear Power Station 

ElfiENHUTtD 0 Division of Licensing 03/10/04 PALLADINO.N %) 
Comnlesloners 2pp, 20690:033 24X Fiche. 90-0COi 03/ lO/04i 

8300300763 


8310110636 Nummary of 830913 site meeting w/util re mods to steam 
g eneratore 

JABBOLIRtK, N Licensing Branch 4 83/10/04 Licensing Branch 4 

3pp, 20706 326 24X Fiche SQ-413. 83/10/04. 0310110636 


0310210179 Coflimentt on Incorrect statements noted in 030929 trip rept 
Correct milestone date for Unit 1 hot functional testing Is 
Nov 1983 it flag 1904 for fuel loading. 

TifCKER«H B Duke Power Co 83/10/13 OJLrNSKY.V Commissioners 
2pp 20056 125 24X Fiche 50-413. 03/10/13# 0310210179 


0308310050 Board Notification 83-160 provides Info re 030012 failure of 
mein crankshaft on one of three Transaaierlce Delaval 
emergency diesel generators at Shorehaai 

EiSENHDTiD 0 Division of Licensing 03/iO/M. FALLADINO.N J 
Commissioners I5pp 67056.070 24X Fiche. 50-000# 83/ 10/14, 

630B3IOOSO 


8310240245 Forwards notice of receipt of request for action under 
10CFII2. 206 for 030914 petition submitted on behalf of 
Palmetto A1 liance# request ing mgt audit of util & Independent 
review of as-built condition of plant 

OEVOUNOi R C Director 's Office# Office of Inspection and 
Enforcement, 63/10/14 OARDEi D P Government AccountabUl ty 
Project Dpp 20907 200. 24X Fiche 50-413, 03/10/14# 8310240245. 


— 0310240249 Notice of receipt of request for action under 10CFB2 206 foj 
030914 petition submitted on behalf of Palmetto Alliance# 
requesting mgt audit of util S# Independent review of 
ai-bulLt condition of plant 

DEYCK1N9#P C Dlrector'e Office# Office of Inspection and 
Enforcement, 03/10/14 Ip 20907; 283. 24X Fiche 50-413# 

03/10/141 8310240245 


C NRC Dafety Evaluation Report <6£R}# tuppli 6 correspondence 


0310070150 Notification of 830930 meeting w/utll in Eetheida.HD to 
discuss internal corrosion protection for fuel oil storage 
tanks (8ER License Condition 161 t< emergency lighting 
(8ER Open Item 150). 

JABEOURi K. N Licensing Branch 4 03/09/27. ADEN8AM# £ 9 Licensing 

Branch 4 2pp 20680’ 306. 24X Fiche’ 50’^4I3* 83/09/27# 0310070150 


B310040016 Foruarde one oversixe revised flow diagram to comply 
w/8eetlan 10.4.9 of 8ER re License Condition 20# loss of 
primary source of condensate storage water Aperture card 
is available In PDR 

TUCKER* a a Duke Power Co 83/09/28. DENTON# HR. Office of 
Nuclear Reactor Regulatlo-n# Director, A0£N8AM#E, 9, Licensing Branch 
4 # 2pp, 206I9I034, 24 X Fiche, 50-413# 83/09/20# 8310040016 


8310190264 Notification Of S3I027 meeting w/util in Bethesda, hD to 
discuss technical issues re GLif Confirmatory Item 1# "PMP 
Effects oti Safety-Related Structures & Components " 

JAODDUR.K N Licensing Branch 4 83/10/12 ADENSANi £ 9 Lfcrnsliiq 

Branch 4 3pp 20843 162 24X Fiche 50-4 1 3, 83/ 10/ 12# 83l0l902i4 


8310190165 Advises that design max temp pf standby nuclear svc uster 
pond raised from 95 F to 100 F# In response to 65£R IiUpcn 
Item 2 Info will be incorporated in FSAR# Rev B 
TUCKER# H B Duke Power Co 03/10/13 DENTON# H R Office of 
Nuclear Reactor Regulation# Director ADEN9AM# E 0 Licensing Dranch 
4 3pp 20B21 065 24X Fiche 50-4 1 3# 83/ 1 0/13# 0310190165 


0310190195 Advises that Installation of voltmeters to determine reacioi 
trip status by measuring P-4 signal in reactor trip breaker 
cabinets completed# in response to SER Confirmotory Item 27 
TUCKER# H D Duke Power Co 03/10/13 DENTON, H R Office of 

Nuclear Reactor Regulation# Director ADENSAH.E 0 1 icefising Draoch 

4 Ip 20020 203 24X Fiche 50-413# 03/10/13# 8310190195 


8310190262 Forwards description of analysis & results to confirm thot 
sufficient time exists to reestablish DliR If RHR sys 
Inadvertently isolated as result of loss of Instrument bus# 
in response to fiSER l#Open Item IS 

TUCKER, H D Duke Power Co 83/10/13 DENTON# H R Office of 
Nuclear Reactor Regulation# Director ADbNSAM# E 0 Licensing Brarch 
4 3pp 20010 061 24X Fiche S0-41d# 03/10/13# 8310190262 


S30S300779 Board Notification 03-i4OA forwards Board Notification 
03-126 re draft tost rept on qualification tost program of 
Class IE solenoid valves Resolution will bo handled under 
□utstanding issue 4 In 0ER 

NOVAK, T M Assistant Director for Licensing 83/10/17 Atomic 
Safety and Licensing Board Panel 3pp 20055 167 P4X 
Fiche 50-413,83/10/17# e30B300779 


8310280096 Responds to BER Open Item 6 re NUREO-0737. 1 tern II F 2# 
“Instrumentation for Detection of Inadequate Core Cooling,'" 
providing updated F8AR pages concerning core exit 
thermocouples L reactor vessel level measurement 
TUCKER. HB Duke power Co 03/10/1? DENTON, H R Office of 
Nuclear Reactor Regulation# Director A DENS A H, E 0 Licensing Branch 
4 I3pp 20935 191 24X FiChe 50-413# 83/10/19# 031 02B0096 


P Sacurlty# medical, emergency Sr fire protection plans 


0310040406 Forwards IE Insp Repts 50-413/03-23 L 50-414/03-20 oil 
B30B01-05 No nancompHanc e noted 

DANCE# H C Division of Project it Resident Programs B3/09/13 
TUCKER# H B Duke power Co 2pp 20619 094 24X 

Flehe 50-413# 03/09/13# 8310040406 


—0310040413 IE Insp Repts 50-413/83-S3 it 50-414/83-30 on 030901-05 No 
noncomplianc: e noted Major areas inspected preoperational 
emergency preparedness# including Procedure TI 2515/55 re 
readiness for emergency plan implementation appraisal 
HUFFMAN# 0 N Region 2# Office of Director JENKINS, 0 f? Division 
of Emergency Preparedness & Materials Safety 63/09/00 lOpp 
20619 096 24X Fiche 50-413# 03/09/13, 0310040406 


0310040287 Forwards Rev 2 to 030414 response to Sup pi 1 to NUREO-0737# 
including rept on review of Reg Guide 1 97 

TUCKER. H D Duke Power Co 03/09/26 DENTON# H H Office of 
Nuclear Reactor Regulation# Director ADENSAM# E. O Licensing Branch 
4 71pp 20614 077 24X Fiche’ 50-413# 03/09/26# 8310040287 


0310070150 Notification of 830930 meeting w/util in Bethesda.HD to 
discuss intarnnl corrosion protection for fuel oil storage 
tanks (SER License Condition 10> 6 emergency lighting 
(SER Open Item 1501 

JABBOUR.K N Licensing Branch 4 03/09/27 ADEN B Ail, E 0 Licensing 

Branch 4 2pp 20680 306 24X Fiche 50-4X3# 03/09/27# 0310070150 


0310250383 Forwards IE Insp Repts 50-413/03-29 it 50-414/B3-25 on 
830914 No noncomp 1 ianct noted 

DANCE# H C Division of project fc Resident Programs. 03/09/30 
TUCKER. H B Duke Power Co 2pp 20098 139 24X 

Fiche 50-413# 93/09/30, 0310250303 


— B310250392 IE Insp Repts 50-413/83-29 it 50-414/63-25 on 030914 No 
noncomp ) iance noted Kgt meeting held to discuss NRC insp 
program for emergency planning 

HUFFMAN#©. N Region 2, Office of Director JENKINS, 0 R Division 
of Emergency Preparedness 8# Materials Safety 83/09/28 2pp 
20090 141 24X Fiche 50-413# 83/09/30# 0310250363 


03X0070134 Rel«as«s public version of revised crisis mgt plan 
impiamenting prucedurei 

FELTON# J ii Division of Rules and Records 83/10/04 Document 
Management Branch Ip 20670 001 24X Fiche 50-000,03/10/04# 

8310070134 


DOCKETED ITEMS 


299 


B31007D143 Forwards public vdi&ion of revised ctIgib mgt plnn 
imp I «ment ing proc edurpa^ inc lud i ng Procedures 5 3 1 rc 
recoverg manager h iirmedlatp staff group plan S< 5 3 4 re 
tchedul ing/plonnlng support group 

THJCktER. H B Duke Power Co B3/07/06 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 3pp 20&70 002 ?4X 

Fiche 30-000.03/10/04,0310070134 


—0310070192 Public version of revised crisis mgt plan implementing 
procedures, including Procedure 3 3 1 re recovery manager 
Si Inusediate staff group plan & 5 3 4 re scheduling/planning 
support group 

» Duke Potiier Co 03/07/01 4S7pp 20670 005 24X 

Fiche 30-000. 03/10/04. 0310070134 


8310110607 Notification of Q31Q01-04 site meetings u/util to audit Pirr 
protiction program 

JABBOUR.K N Licensing Branch 4 83/10/04 ADENSAM. E Q Licensing 

Branch 4 3pp 20701 337 a4X Fiche 50-413.03/10/04.0310110607 


8310250635 Informs that periodic evaluation of SALP complete Rept 
approved 

O^REiLLy. J P Region 2. Office of Director 03/10/17 TUCKER. H D 
Ouk« Power Co 3pp 20900 203 24X Fiche 30-000.03/10/17, 

0 310250635 


—©310250652 SALP Repts 30-269/83-17.50-270/03-17,50-207/83-17. 
50-369/03-24.50-370/03-32.50-413/03-14 h 50-414/03-13 for 
Jure 1902 - Apr 1903 

♦ Region 2. Office of Director 03/00/02 36pp 20900 211 S4X 
Fiche 50-000.03/10/17.0310250635 


^ Ad judicatarij correspondence 


8308300460 Forwards answer to util & NRC motions for summary 
disposition of Contentions 11.17 & 2/ Proposed schedule for 
emergenev planning proceeding end 

OUTLD.R Oulld. R GUILD. R Palmetto Alliance 03/08/26 
KELLEV#J L « FOSTER. R F . CALL I HAN. D Atomic 0afeti; and Licensing 

Board Panel 3pp 20210 327 24X Fiche 50-413.03/00/26.0308300400 


-B309300486 Answer opposing util & NRC motions for summary disposition 
of Contentions 11.17 h 27 Many substantial & matl issues of 
fact esist affecting public health it safety h environ 
Certificate of Sve end 

OUILD. R Palmetto Alliance GUILD, K Guild. R 03/00/26 
Atomic Safety and Licensing Board Panel 25pp 20210 330 24X 

Fiche 50-4 1 3. 83/08/26. 830B3004BO 


3^10050406 Submits list of NRC witnesses to appear at hearing on 
PiialETiettD Alliance Contention 16 & Carolina Environ Study 
Croup Contention lO/Palmetto Alliance Contention 44 U/o 

end 

0 E Hearing Branch 4 83/09/23 KELLEV, U L , FOSTER, R F , 

CALLiHANiD Atomic Safety and Licensing Board Panel 3pp 
S0630 123 24X Fiche 50-413,03/09/23.8310050406 


3310030406 Forwafds signed corrected PA Evans affidavit Related 
correspondenc e 

KCOAHRViJ Debevolse 6 Liberman MCOARRV. J M Duke Power Co 

83/09/27 KELIEY, U L , CALL THAN. A D . FOSTER. R F Atomic Safety and 
L icons ing Board Panel Ip 20593 132 n4X Fiche 50-413.03/09/27. 

8 310030406 


”■03(0030409 Affidavit of PA Evans in respense to Palmetto Alliance 
allegations that self-initiated evaluation identified 
problems which are symptomatic of systematic deficiencies In 
plant const 

EVANS, P A Duke Power Co 03/09/27 12pp 20593 133 24X 

Fiche 50-413,83/09/27.0310030406 


010030412 Trip rapt of B30920 site visit including plant tour & 
fleeting u/util mgt 

JOQ8TEN.J K Commissioners 03/09/29 Commissioners 18pp 
20S93 107 24X Fiche 50-413. 03/09/271 8310030412 


i3J0080275 Ack receipt of 630816 Itr requesting info on util spent fur) 
plans Area Is ever changing so precise mix of options 
ut^il will adopt Is difficult to predict Flexibility must 
•Ki«t In future Related correspondence 

CRIFFITH.S C Duke Power Co 83/09/29, WILSON, R P South 
Carolina, state of 3pp 20641 005 24X Fiche 50-413.03/09/29, 

8310060290 


310040177 Memorandum k order ruling on objections to ASLB 830914 
f^rahearing conference order Hearing will commence on 831004 
KCLLEY, J L Atomic Safety and Licensing Board Panel 83/09/30. 
Pfllnetto Alliance llpp 20608 254 24X Fiche 50-413,03/09/30, 

e31004DL77 


0310050562 Objection to Palmetto Alliance 030924 request for issuance 
of ASLD subpoena to JP D'Rcl Lly. Reg ion 11 administrator, 
baaed on ASLB 03D912 denial of identical request Partial 
transcript of 030831 tolcon b Certificate of Sve end 
JOHNSON. -O E Hearing Branch 4 03/10/03 Atomic Safety and 

Licensing Hoard Panel 36pp 20629 001 24X Fiche 50-413.83/10/03. 

93100505^2 


6310110294 Requests 031017 meeting in Char lot te, NC to discuss dlsrovery 
needs re emergency planning contentions projected schedule 
far completing discovery for all parties before 040201 
Related correspondence 

CARR, A V Duke Power Co 03/10/04 GUILD, R Palmetto Alliance 
RILEY, J L Carolina Environmental Btudy Group Ip 20665 330 24X 

Fiche 30-413,83/10/04,8310110294 


0 Inspection reports, l£ Bulletins b c orracpondence 


8310110044 Responds to FOlA request for SALP documents, wr 1 tten or 
routed since t979iuhtch mention or refer to facility b 
describe or provide Info on SALP insp findings or 
conclusions re SALP reviews Forwards App A documents 
FELTON. J M Division of Rules and Records 03/07/20 flIDENHOUR. ft 
Oambit 2pp 20713 300 24X Fiche 50-000,03/07/20.0310110044 


— 0310110057 Forwards case chronology re allegations concerning welding 
issues at facilities W/o end 

AL0ER80M, CE Region 2, Office of Director 03/02/23 
JOHNSON. 0 E Office of the Executive Legal Director Ip 
20713 341 24X Fiche 50-413,03/07/20.0310110044 


0310040329 Forwards IE Insp Repts 50-413/03-24 Sc 50-414/83-21 on 
830816-19 No noncomp 1 lance noted 

DANCE, H C Division of Project Sr Resident Programs 63/09/02 
TUCKER, H B Duke Power Co 2pp 20617 005 24X 

Ficho 50-413,03/09/02^8310040329 


—8310040345 IE Insp Repts 80-413/B3-24 &< 50-414/03-21 on 030016-19 No 
noncompliance noted Major areas Inspected verification of 
as-bullts It insp of lOCFRRi regulatians 

MCFARLAND, G ft . WRIGHT, R W Region 2, Office Of Director 
UPRIOHliC M Division of Engineering & Operational Programs 
03/09/01 7pp 20617 087 a4X Flcho 50-413,03/09/02,8310040327 


8310040146 Forwards IE Insp Rept 50-413/83-25 on B30Q22-26 No 
noncompliance noted 

DANCE. H C Division of Project it Resident Programs 83/09/00 
TUCKER, H B Duke Power Co 2pp 20600 O10 24X 

Fiche 50-413,83/09/08.8310040146 


— 83]004015'0 IE Insp Rept 50-413/83-25 on G30B22~26 No non comp 1 lane e 
noted Major areas Inspected preoper atlonal test program/ 
procedure verification 6 plant tour 

TAYLOR, P A , JAPE, F Region 2, Office of Director 03/09/06 
3pp 2060B 020 24X Fi che 50-413. 03/09/09. 8310040146 


8310040406 Forwards lE Insp Repts 50-413/03-23 tc 50-414/83-20 on 
830801-05 No noncompliance noted 

DANCE. H C Division of Project 6 Resident Programs 03/09/13 
TUCKER, H B Duke Power Co 2pp 20619 074 B4X 
Fiche 50-413,83/07/13.8310040406 


—8310040413 IE Insp Repts 50-413/83-23 it 50-414/03-20 OH 830B01-05 No 
none amp I i ance noted Major areas Inspected pr eoperational 
emergency preparedness, Inc 1 ud i ng Procedure TI 2515/55 re 
readiness for emergency plan implementation appraisal 
HUFFMAN, 0 N Region 2, Office of Director JENKINS, O R Division 
of Emergency Preparedness 6 Materials Safety 63/09/00 lOpp 
20619*076 24X Fiche 50-413,83/09/13.0310040406 


8310040579 Forwards supplemental response to IE Bulletin 01-03, •‘Flow 
Blockage of Cooling Water to Bafety Components by Corblcula 
8p (Asiatic Clam) 6 Mytilus ftp (Jlussell Final rept re 
Infestation to be ovailable by 831101 

TUCKER, H B Duke Fawer Co 83/07/16 0 "REILLY, J P. Region 2. 

Office of Director 2pp 20626 174 24X Fiche 50-413,83/07/16. 

8310040577 


8310040313 Ack receipt of 030900 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/03-17 6 
30-414/03-16 

LEWIS, R C Division of Project S« Resident Programs 03/09/22 
TUCKER, H B Duke Power Co Ip. 20649 277 24X 

Fiche SO-4 13, 03/07/22. 0310040313 


—8310040319 Responds to NRC 030811 Itr re viplatlons noted In IE Insp 
Repts 50-413/83-17 & 30-414/03-16. Corrective actions slgnoff 
for const engineer-c 1 vH restricted to eight experienced 
persatiTiel 

TUCKER. H B Duke Power Co 83/09/00 □"REILLY, J P Region 2, 
Office of Director 4pp 20649 300 24X Fiche 50-413.03/09/22, 

03 10040313 
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*-8310040323 Forwards IE Insp ftepts 30-413/83-17 & 50-414/03-lt on 
030711-15 ft nOtlre oF violation 

LEl^lSiR C Division of Pro^sct St Resldant ProgTamis B3/OB/11 
TUCKERiH B Pu|(« Pousr Co 2pp 20649.304 24X 

Fichs 50*413,03/09/22,8310040313 


"0310040327 Nntlca of violation fro:i» insp on 830711-15 

* R«9lon 2 j OFFice of Director. e3/0Q/U 2pp 20647 306 24X 

Flchs 50*4 13i 03/09/22, B3 1 004 031 3 


"8310040335 IE Imp Rtpia 50-413/83-17 & 50“4 14/03-16 on 830711-15 
Non conpl lance noted improper concrete imlx placed 
checklists for cer ti f icatlan oP strwcturnl inspector, 
concrete, Level Z> improperly labeled as Level ff 
WRIGHT, R.W P JACKSOM. L H Region 2, DFPtce op Director 
UPRIGHT, C H Dlvleion of Emergency Preparedness & Hatsrials 
Safetv 83/08/00 lOpp 20647 300 24X Flcbe 50-413,03/07/22, 

8310040313 


6308300340 IE Info Notice 83-61, ''Allesed U«e of Stand-Ins far Welder 
DualiPicatlon Tests *’ Svc list end 

JORDAN, E L Division eP Emergency Preparedness 6 Engineorinip 
Response iPost B30103J 83/09/26. Consolidated Edison Ce of Neu 

VoTi, Inc llTpp, 20734 022 24 X Fic he 50-000t 83/09/26. 8308300340 


8300300342 IE Info Notice 83-62, ^'Failure oP Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Svc lift end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response {post 830103) 83/07/26 Co nso 11 da ted Edison Co at New 

York, Inc U6pp 20777 210. 24X Flclie 50-000, 83/09/26, 0300300343 


0308300345 IE Info Notice 03-63, '^potential Failures of Westinghouse 
Type SA-1 Differential Relays •' Svc list encl- 
JOROAN, E L Division of Emergen(:y Preparedness 6 Engineering 
Response <Post 030103} 03/09/26 Consolidated Edison Co of New 

York, Ine llBpp 20770 OOl 24 X Flche 50-000,83/09/26,8308300345 


8310250378 Forwards IE Insp Repts SO-413/B3-27 6 50-414/03-24 on 
830706-0? Ne noncanp liance noted 

DANCE, H C Division of Project 6 Resident Programs 83/09/26. 
TUCKER, HD Duke Power Co 2pp 20B97 204 24X 

F 1 C h e ! 50*4 1 3, 03/09 / 26, 0 31 0250398, 


—8310250404 IE Insp Repts 50-413/03-27 6 50-414/03-24 on 030906-09 No 
noncompl lance noted Major areas Inipec ted^ cons t progress, 
licensee action on previous enforcement mat ters, steam 
generator mod 6 review aP QA Implementing procedures. 

KLE1NSOROE,W P Region 2, Office of Director DLAKE, J J 
Division of Engineering b Operational Programs 83/07/21 7pp 
20097 296 24X F U h B : 5 0-4 1 3, 03/07/26, 33102 50370 


0300300349 IE Info Notice 03-64, '^Learf BM el ding Attached to 
aafetv-Rilitsd 8gs W/o 10CFR50 59 Evaluation.^ Svc list 
end 

JORDAN, E L, Division of Emergency Preparedness b Engineering 
Rssponss iPost 030103) 03/07/29 Consolidated Edison Co of New 

York, Inc H5pp 20716'324, 24X Flche 50-000,03/09/27,8308300347 


031O25O3B3 Forwards IE Insp Repts 50-413/83-29 b SO-41 4/03-23 on 
930914 No noncompliance noted 

DANGErK C Division of Project b Resident Programs 03/09/30. 
TUCKER, H B Duke Power Co 2pp. 20890^139. 24X 

Flcht’50-41S, 83/09/ 30, 03 1 0250303 


—0310250372 IE Insp Repts 50-413/03-29 b 50-414/83-25 on 830914. Mo 
nonconp liance noted hgt meeting held to discuss NRC insp 
program for cmergencg planning. 

HUFFNANiO N. Region 2, Office of Director. JENKINS, O R Division 
of Emergency Preparedness b Materials Safety, 63/07/20 2pp 
20079 141 24X pi che- 50-413, 83/07/30, 8310250303 


8310250229 Forwards IE Insp Rept 50-413/03-30 on 030712-16 No 
noncompliance noted. 

DANCE, H,C Division of Project b Resident Programs 03/10/06 
TUCKER, H B Duke Power Co, 2pp 20399:113, 24X 

Flche 50-413, 03/ 10/06 1 0310250223 


—0310250230 IE In eg Rept 50-4 1 3/03-30 an 030912-16 No noncompi I ante 
noted. Hejor eraae inspected* preoperationel test witnessing 
b test procedure review {integrated hot functional 
sequencing document) 

TAYLOR, P, A Region 2, Office of Director. JAPE, F. Division of 
Engineering b Operational Programs 03/10/04. 3pp, 20079’ US 
24X F i c h • . 50-4 13, 03/ 1 0 /06» 8310290225. 


8308300370 IE Info Notice 03-69, '•aurvel 1 lance of Flow in RTD Bypass 
Loops Used in Westlnghouse Plants. *' 0vc list and. 

JORDAN, E L Division of Emergency Preparedness b Englnesriiig 
Response (Ppit 030103} 03/10/07. Consolidated Edison Co of New 

York, inc 76pp 20827:213 24X Ft cht- 50-000, 83/10/07, B3O03OO370. 


8300300752 IE Info Notice 63-66, "Fatality at Argentine Cntital 
Fa-cilitg " 3vc lifct enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/10/07 Consolidated Edison Co of ffeu- 

York. Inc 79pp 20002 026 24X Fichc 50-000, 03/ 1 0/07. B3O8:?0D752 


6300300757 IE Info Notice 03-6/, "Emergency Use Respirator Mat! Defect 
Causes Production of Noxious Oases " live list enc 1 
JORDAN. E L Division of Emerycneg Preparedness b Engineering 
Response (Post 830103) 03/10/11 Consolidated Edison Co of |J?u 

York, Inc ll7pp 21043 075 24X Fit be 50-000,83/10/11.8309300757 


8308300761 IE Info Notice 03-60. "Respirator User Warning Pefoctivc 
Self-contained Breathing Apparatus Air Cylinders " 8vc list 
enc 1 

JORDAN, E L Divieion of Emergency Preparedness b Enginaariiig 
Response {fo&t B30103) 83/10/11 Consolidated Edison Co of Neu 

York, Inc I20pp 20827 127 24X Fiche 50-000, 93/10/ 1 1. G30Q30076I 


8310250635 Informs that periodic evaluation of 6ALP complete Repl 
approved. 

D'REILLY, J P Region 2, Office of Director 83/10/17 TUCKER, 110 
Duke Power Co 3pp 20900 205 24X Fiche 50-000,03/10/17, 

8310250635 


--8310250646 Forwards 0ALP Repts 50-269/83-17, 50-270/03-1 7. 50-207/03-1/, 
5^-369/83-24,50-370/83-32,50-413/83-14 b 50-414/83-13 for 
June 1902 - Apr 1903 

LEWIS, R C Division of Project b Resident Programs 03/00/02 
TUCKER, H D Duke Power Co 3pp 20900 200 24X 

Flche 30*000, 83/10/17. 03 i 0250635 


--031O25O6S2 SALP Repts 50-269/03-17, 50-270/03-17, 50-2S//fl3-t/. 
50-369/03-24,50-370/03-32,50-413/83-14 b 50-414/83-13 for 
June 1782 - Apr 1903 

« Region S, Office of Director 03/08/02 b6pp 20700 21 i 24X 
Fiche 50-000,83/10/17,8310250635 


— B3102S066S Responds to 030802 Itr re SALP board rept Rept incomplete b 
premature in certain areas In general, uti 1 endorses 
observations re facility performance 

TUCKER. H a Duke Power Co 03/08/99 O'REILLY, J P Region 2, 
Office of Director 2pp 20700 267 24X Flche 50-000.03/10/17. 

0310250635 


9 Reportable occurrences, LERs b related correspondenco 


0310060039 Interim significant Deficiency Rept 8D 413-414/03-10 re 
failure of power supply printed circuit card adhesive bond 
of heat sink assembly for inverter transistors Initially 
reported on 030615 Assemblies will be replaced by 031201 
TUCKER, H D Puke Power Co 03/09/27 O'REILLY, J P Region 2, 
Office of Director app 20647 005 a4X Flche 50-413, 83/09/27, 
8310D60038 


0310060052 Significant Deficiency Rept SO 03-11 re faulty Mesti nghause 
NS58 process instrumentation b control sys temp channel test 
card mercury relays Initially reported on 030029 Replacement 
relay testing underway 

TUCKERiH D Duke Power Co 83/09/37 D^REILLV. J P Reaion 2, 
Office of Director 2pp 20648 326 24X Fiche 50-413, 83/09/27, 

8310060052 


0310210111 Significant Deficiency Rept QD 413-414/03-12 re metal file 
found In diesel generators IB b 2A Initially reported on 
830713 File found iP air gap between rotor b stator during 
preliminary checkout 

TUCKER, H B Duke Power Co 83/10/13 O'REILLY, J P Region 2, 
Office of Director 3pp 20850 255 24X Fiche 50-413,83/10/13. 

8310210111 


0310270482 Revised interim Significant Deficiency Rept 8D 4J3-414/0-3"Oh 
re socket welds dtd 020415 Required work on Unit 1 
completed Unit 2 Incomplete due to incomplete list of 
affected socket welds Completion expected by 050201 
TUCKER, H. 9 Duke Power Co 83/10/17 O'REILLY, J P Region 2, 
Office of Director Ip 20722 011 24X Fiche 50-413,03/10/17, 

8310270492 


B308310045 Board Notification 03-147 supplies new Info re apparent 
dlesel generator deficiency On 03O914imetal file found in 
diesel generators Investigation underway to determine 
c ircumstances surrounding incidences 

NOVAK, TM Assistant Director for Licensing 83/10/25 Atomic 
Safety and Licensing Board Panel 5pp 20929 014 24X 

Flche. 30-4 13, 83/ 1 0/25, 03003 1 0045 
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r ^H4f»Tring transcripts on non-ant i trust matters 


■]i&3JSO<Ha Partial response to PUIA request for transcripts of 
frpo-Sition testimony prepared in discovery in OL proceeding 
for facilities pDruiariis App A documents Documents also 
ariilable in PDR 

FELTOMp J" M Division of Rules and Records B3/08/10 AHLERS# D M 
Paleetto Alliance Opp 20885 001 Ficho 50-4 1 03/00/ 10. 

E-3102AOGI? 


*8310240314 Transcript of M Dirch deposition in Charlotte. KC re 
Contention 27 

BJRCH.M Duke Poucr Co 03/05/11 126pp 20005 000 24X 

Firhe 50-413. D3/0B/10. B310240012 


'0310240017 Transcript nf CW Graves deposition in Charlotte, NC tb 
C cntentlon □ 

&RA^9.C W Duke Pouer Co D3/05/1P 44pp 20005 134 24X 

Flclie 30-413,83/08/10,0310240012 


e3l024001'a Transcript of PK Vandoorn deposition in Cfiarl otte, Nt le 
Ceniertion 6 

VAlfDDOnW. P K Duke Power Co 83/05/19 150pp 20RB5 178 SAX 

Ficfi* SO-413, 83/OB/lO. Q3102400J2 


>^310240-021 Transcript of WR MrAfee deposition in Charlotte. NC re 
Contention 6 

KCAFEE.14 R F'almatto Alliance 03/05/19 I2app 20885 328 1*4 X 

Fiche 30-413,03/00/10.0310240012 


■0310240023 Transcript of NL Hoopengardtier deposition in Charlotto.NC ro 
Content ion 6 

HOCXPEWOARDNf-R Palmetto AlUonce 03/03/19 47pp 208BA 094 
a4X FUhe 50-413.83/00/10.0310240012 


-831-02 40 024 Transcript of NR Hoopingarner deposition in Charlotte. NC re 
■Cont* nti-on & 

HOOFTNOARNER. N Palmetto Alliance 03/03/20 109pp 20006 142 

a4X Flche 30-4 13, D3/0Q/ 10, 0310240012 


&310240D30 Transcript of GE Vaughn deposition in Charlotte. NC rc 
Contention 7 

VA0CfiN,(? E Duke Power Co 03/05/20 41pp 20006 251 24X 

Ftch». 50-413. 83/08/10. 8310240012 


931C>240032 Transcript of JC Dryant deposition in Charlotte. NC re 
Contentions 6 7 

BJIVANT.J C NRC - No Detoilcd Affiliation Oivon 83/05/20 80pp 
itOBBh 292 24X Fiche 50-413,03/08/10.8310240012 


@3Ji02'40O38 Transcript of PK Vandoorn deposition in Charlotte, NC re 
Contention 6. Vol II 

VANDOORN. P K Duke Power Co 03/03/20 137pp 20007 OJ 1 ?4X 

Fiche: 50-413. 03/00/10. 8310240012 


B3L024{31}4f> Transcript of DO Addis deposition in Charlotte. NC re 
Contention 6 

ADDIS# D O Duke Power Co 83/06/27 129pp 20807 139 24X 

Fiche 50-413. 83/08/10. 0310240012 


3310240043 Transcript of GH Dell deposition in CharlotteiNC re 
Contention 6 

BELL, G H Duke Power Co 83/06/27 75pp 200B7 269 24X 

FKhe; 50-413. 83/08/10, 8310240012 


331G240047 Transcript of JC Rogers deposition in Charlotte. NC re 
Contention. 6 

ROOERG, J C Duke Power Co 03/06/2/ 32pp 20087 346 2.1X 

Fiche 50-4 13. 03/oa/lO. B3108400J2 


J3I0340D49 Transcript of WD Henry deposition in Charlotto.NC re 
CHonfeention 6 

HENFiV. M O Duke Power Co 83/06/28 J33pp 20880 017 24X 

Fiche 50-413.83/00/10.8310240012 


3310243053 Transcript of DO Dcam deposition in Charlotte. NC rr 
Contention 6 

3FAH. DC Duke Power Co 83/06/28 01pp 20880 152 24X 

Fiihe 50-413.83/00/10,0310240012 


I3LOS40095 Transcript of WO Henry deposition in Charlotto.NC re 
Contention 6 

HEWRV, H O Duke Power Co 03/06/29 65pp 20008 235 94X 

Fiche 50-413. 03/08/10,0310240012 


310240056 Transcript of AE AUum 830629 deposition In CharlotteiNC rv 
C^jntention 6 

ALLDH, A E Duke Power Co 83/06/2? Il4pp 2OB0S 300 24X 

Fiche 50''4 1 3. 83/00/10, 8310240012 


—6310240037 Trans-cript of CR Qaldwin 03U629 daposiiion i-n CharlatteiNC 
re Contention 6 

BALDWIN, C R Duke Power Co 83/06/29 i91pp 20889 032 24X 

Fichc 30-413.03/00/10,0310240012 


--8310240O3B Transcript ftf JE Cragan deposition in Charlotte, NC Related 
Info Giicl 

GRDOAN, J E Duke Power Co 83/07/01 27pp 20809 241 24X 

Fiche 30-413.83/00/10,0310240012 


--8310240039 Transcript of WH Dradley deposition in Charlotte, NC re 
Contention 6 

BRADLEY, w H Duke Power Co 33/07/07 56pp 20GB9 270 24X 

Fiche 50-4 1 3. G3/0B/ 1 0. 93 1 02400 1 2 


— 0310240060 Transcript of CM Alexander deposition in Charlotte, NC re 
Contention 6 Related info enc 1 

ALEXANDER, C N Duke Power Co B3/07/O7 llOpp 20009 327 24X 

Fiche 50-413,03/00/10,8310240012 


— 8310240061 Transcript of WB Lee deposition In CharlotterNC Related info 
end. 

LEE.W S Duke Power Co 03/07/12 7Bpp 20890 074 24 X 

Fiche 30-413.83/00/10.0310240012 


--B31024D062 TTanscfipt af RA Morgan deposition in Charlotte, NC re 
Contention 6 

NOROAM. R A Duke Power Co 83/07/13 I20pp 20890 153 24 X 

Fiche 50-413.83/08/10,8310240012 


--8310240065 Transcript of ON Deaton deposition in Charlotte, NC re 
Contention 6 

DEATON. 0 W Duke Power Co 83/07/14 49pp 20090. 274. 24X 

Fiche 30-413,83/00/10.8310240012 


--6310240066 Transcript of 6 Ledford deposition in Charlotte, NC re 
Contention 6 

LEDFORD. S Duke Power Co 83/07/ 1 4i 26pp 20090.325 SAX 
Fiche 30-413. 83/08/10. 8310240012, 


— 0310240073 Transcript of JC Shropshire deposition in Char lot te, NC re 
Contention 6 Related info end 

SHROPSHIRE. J C Duke Power Co 83/07/14 09pp 20070.353 a4X 
Fiche 30-413.03/08/10,0310240012 


—0310240076 Transcript of L Sifford deposition in Charlotte, NC re 
Contention 6 

SIFFORD. WL Duke Power Co 83/07/14 DSpp 20891 003 24X 

Fiche 50-413,83/08/10.0310240012 


8310050386 Forwards testimony of OJ Ell lot. WL Brooks. A Singh, 

P Clemensan,RJ 8erbu %c F Jape on Palmetto Alliance 
Contention 16 l< Carolina Environ Study Group Contention 18/ 

Palmetto Alliance 44 

JOHNSON, OE Operations tr Administrative Dlviiion 83/09/30 
KELLEY, J L , FOSTERrR F . CALLIHAN. D Atomic Safety and Licensing 
Board Panel Ip 20630 140 24X Fiche 50-413,03/09/30.8310050386 


--031OO5O392 Testimony of DJ Elliot on Caroline Environ Study Group 
Contention iO/Pa]metta Alliance Contention 44 re reactor 
embrl tt lecncnt. 

ELLIOT. B J Materials Engineering Drench 03/09/30 22pp 
20630 141 84X Fiche 50-413,03/09/30,0310030306 


— 8310050401 Testimony of WL Brooks on Palmetto Alliance Contention 16 
re critical tty 

BROOKS. WL Core Performance Branch 83/09/30 12pp, 20630 163 

24X Fiche 50-413, 03/09/30. 0310030386 


--8310050415 Joint testimony of A Singh it F Clemensan nn Palmetto 
Alliance Contention 16 re spent fuel pool coollTtg sys. 

SINGH. A , CLEMEN80N.F Auxiliary Systems Branch. 83/09/30 iBpp, 
20630 175 24X Fiche 50-413.83/09/30.0310050386 


— 0310050419 Joint testimony of RJ Berbu it F Japa on Palmetto Alliance 
Contention 16 re spent fuel handling. 

SERDU, R J Radiological Assessment Branch JAPE. F. Division of 
Engineering it Operational Programs 03/09/30 i7pp 20630 193 
24X Fiche 50-413,03/09/30.0310050336 


0310110270 Testimony of JU Riley re Contention 10 cuncerning 
unanticipated rapid embrittlement Affirmation of Sve end 
Related correspondence 

RILEY. J L Carolina Envi rontnental Study Group, 83/10/03 14pp 
20666 144 24X Fiche 50-413.03/10/03.8310110270 
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83100^0310 Testimony of TR f^sger it TA H^ycr re Carolina Environ Study 
Group b Palmetto Allianca Contention 18/44 Ref temp ui 1 1 not 
eihibit more rapid Increase than cal c olat 1 ona ahoio dije to 
radiatiDT) effects on vessel U/Cer ti f icate o>f Sve 
MAOER.T R , MEYER, T A Duke Power Co NAOER, T R Mrttinqhause 
Electric Corp 83/ 10/04 ?6pp 20^>4^ 201 24}C 

Ficht 30-413,03/10/04,03100^0310 


831011007B Transcript of 031004 hearing in Rack Hill>SC Pp 1< 535- 
l. 734 

* Atomic Safety and Licensing 8oard Panel 03/10/04 203pp 

20667 312 24X Ficho 50-413, 03/ 10/04. 0310110098 


8310120392 Transcript of 831005 hearing in RoctthIJl.SC Pp 1.735-1,96? 
* Atomic Safety and Licensing Ooard Panel B3/J0/05 22dpp 
20699 323 24X Fit he 50-413. 83/10/03. 8310120332 


8310130013 Transcript of B31006 hearing in RockhllljSC Pp 1.963-2,207 
» Atomic Safety and Licensing Board Panel 83/10/06 245pp 

20725 292 24X Fiche 30-413,03/10/06,8310130013 


0310120293 Tranicnpt of B31007 hearing in RocIthill.eC Pp 2,300-2,379 
Atomic Safety and Lieensing Board Panel 83/10/07 172pp 

20693 172 24X Ficho 50-41 3, BJ/ 10/07. 83 1 01 20295 


0310170137 Transcript of 631011 hearing in Rockhill.SC Pp 2.380-?, 59? 
* Atomic Safety and Licensing Board Panel 63/10/11 2l3pp 
20780 3S4 24X Fiche 50-413.83/10/11.0310170137 


0310170456 Transcript nf 831012 hearing In Rockhlll.SC Pp 2.593-2.832 
» Atomic Safety and Licensing Soard Panel 03/10/1? 24lpp 
20770 279 24X Fiche 30-4 1 3, 03/ 10/12. 0310170456 


6310190115 Transcript of 831013 hearing In Rockhill.SC Pp 2. 033-3. 060 
* AtQMic Safety and Licensing Board Panel 83/10/13 82Bpp 
20018 232 24X Fiche 90-41 3. 83/10/13. 03101901 1 5 


8310190119 Transcript of 831013 bearing In Floe Irh 1 1 1 . SC Pp 1-67 
« Atomic Safety and Licensing Edard Panel 83/10/13 6Spp 
20620 340 24X Fiche 90-413.83/10/13,0310190119 


8310190122 Transcript of 031014 hearing in RockhlJl.SC Pp 3,061- 
3. 297 

» Atomic Safety and Licensing Ddard Panel 03/10/14 237pp 

20619 244 24X Fiche 50-413. 03/10/ 1 4, QJL0190L22 


8310210050 Transcript of 03101/ hearing in Rockhill.SC Pp 3.273-3,499 
* Atomic Safety and Licensing Board Patiel a3/l0-/17 19epp 
20074 281 24X Fiche SO-413, 83/10/17. 0310210050 


8310210186 Testimony of klH Bradley re quality or safety concerns 
expressed by welding inspectors Related correspondence 
BRADLEY.W H Duke Power Co 83/10/17 Spp 206S6 107 24 X 

Fiche 50-413,03/10/17,0310210106 


—8310210192 Testimony of WD Henry re quality or safety concernft 
expressed by welding inspectors Certificate oP Sve end 
Related correspondence 

HENRY. W a Duke Power Cd 03/10/17 9pp 20056 112 24X 

Fiche 90-413.03/10/17,0310210186 


0310240013 Transcript of 831018 hearing in Rackhill.SC 
Pp 3.496-3,740 

» Atomic Safety and Licensing Board Panel B3/10/18 245pp 

2OB0O 093 24X Fiche 50-41 3. 03/ 10/10, 0310240013 


0310250003 Transcript of 031019 hearing in Rock Hi 11. SC Pp 3.74 1-3.999 
* Atomic Safety and Licensing Board Panel 03/10/19 I?54pp. 

20095 001 24 X Fiche 50-413.83/10/19.0310230003 


9310250001 Transcript of 831020 hearing in Rdct Hi 1 1. sC Pp 4.000-4.240 
# Atomic Safety and Licensing Hoard Panel 03/10/20 24Bpp 
20893 001 24X Fiche 90-413.83/10/20,0310250001 


0310200031 Transcript of 831021 hearing In ReeV Hill.sC Pp 4,249-4.361 
# Atomic Safety and Llcensinqi Board Panel 03/10/21 ll2pp 
20933*209 24X Fiche 50-413, 03/JO/SI , 0310260031 


031O31O35G Transcript of 631025 hearing in Reck Hill.SC Pp 4.362-4.620 
* Atomic Safety and Licensing Board Panel 03/10/25 267pp 

20960 016 24X Fiche 50-413,03/10/23.0310310350 
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0300300355 Board Notification 03-66A advises that position re rod drop 
issue revised to require each Nestlnghouso plant owner 
provide statement that required p 1 an ec i f 1 c calculations 
have been performed for first cycle 

EISENHUT.D G Division of Licensing BJ/09/29 PALlADlNO, N J 
Commissioners lOpP 20632 106 24 X Fiche SO-00O> 03/09/29, 

B30B3003*;5 


Q3O03OO3S7 Board Notification B2-105A Forwards evaluation of 
allegations re design deficiencies in Class ! piping sye 
Info applicable to Diablo Canyon 1 $< 2 Fermi 2 &< Callauay 
EISENHUT.D G Division of Licensing 83/09/29 PALLADlNO.N J 
Commissi oners 3pp 20632 001 24X Fiche 50-000. D3/09/29, 

0300300357 


B310030412 Trip rept of 030920 site visit including plant tour 6 
meeting w/util mgt 

JD05TEN, J K Commissioners 03/09/29 Coirmi s s i oners lOpp 
20593 109 24X Fiche 50-413.03/09/29.0310030412 


0300300763 Board Notification 03-151 provides info re desirability of 
current EfCS actuation logic for Nestinghouse plants. in 
light of recent infti concerning steam generator tube rupture 
procedure for noresele Nuclear Hauer Btation 

EISENHUT.D 0 Division of Licensing 03/10/04 FALLADJNO.W J 
Commissioners 2pp 20690 033 94X Fiche 50-000,83/10/04. 

8306300763 


0310210179 Comments on incorrect statements noted in 03D729 trip lepi 
Correct milostono date for Unit 1 hot functional tpsting la 
Nov 1983 8< May 1904 for fuel loading 

TUCKER. K B Duke Power Co 03/10/13 OIL INSKY. 9 Commi i one r<; 
3pp 20056 laS 24X Fiche 50-413.03/10/13,0310210179 


8308310050 Board Notification B3-160 provides Info rc 030612 failuie of 
main crankshaft on one of three Transamerica Delaval 
emergency diesel oenerators at Shoreham 

EISENHUT.D G Division of Licensing 03/10/14 FALLABINO. N J 
Commissioners ihpp 67056070 24X Fiche 50-000.03/10/14. 

0300310050 


B310240245 Forwards notice of receipt of request for action under 
10CFR2 206 for B30914 petition submitted on behalf of 
Palmetto A1 1 lance, request Ing mgt audit Of util & independent 
review of as-built condition of plant 

DEYQUNfi.n C Director's Office. Office of Inspection and 
Enforcement 03/10/14 OARDb. D P Oovornment Accountability 
Project 3pp 20907 200 34X Fiche 50-413.03/10/14.8310240245 


— 8310240249 Notice of receipt of request for action under lOCFR? ?06 
B30914 petition submitted on behalf of Palmetto Alliance, 
requesting mgt audit of util 8< independont revieiu of 
as-built condition of plant 

DEYQUNGiR C Director's Office, Office of Inspection and 

Enforcement 03/10/14 Ip 20907 283 24X Fiche 50-413. 

03/ 1 0/ 1 4 , 03 J 024024 5 


E NRC Safety Evaluation Report (SLR), suppls 6 correspondence 


0310070150 Notification of 030930 meeting w/util in Dethesdo.MD to 
discuss internal corrosion protection for fuel oil storaqp 
tanks (SER License Condition IB) 8< emergency lighting 
(SER Open Item ISO) 

JABBDUR.K N Licensing Branch 4 83/09/27 ADENSAM. L G Licensing 

Branch 4 2pp 20600 306 a4X Fiche 50-4 13, 83/09/27. 0310070150 


G310040016 Forwards one oversiie revised flow diagram to comply 
w/Section 10 4 9 of SER re License Condition 20, loss of 
primary source of condensate storage water Aperture card 
is available in PDR 

TUCKER, H D Oulte Power Co 03/09/28 DENTON. H R Of Pica of 

Nuclear Reactor Regulation. Director ADENSAM. E 0 Licanslng Drancl. 

4 2pp 20615 034 24X Fiche 50-413.03/09/28.8310040016 


B310190264 Notification of 031027 meeting w/util in Bethesde.liD to 
discuss technical Issues re 3ER Confirmotory Item 1. "PUP 
Effects on Safety-Related Btructures jf Components “ 

JABDOUR.K N Licensing Branch 4 03/10/12 ADENSAH. E G Licensing 

Branch 4 3pp 20043 162 24X Fiche 50-4 13, 03/ 10/12. 83101 90P64 


0310190165 Advisee that design mox temp of standby nuclear sve water 
pond raised from 95 F to 100 F. in response to S8ER l.Open 
I tern 3 Info uiill be incorporated in FSAR. Rev B 
TUCKER. H D Duke Power Co 83/10/13 DENTON. H R Office of 

Nuclear Reactor Regulation. Director ADENSAM, E 0 Licensing Or/^rrl. 

4 3pp 20031 065 24X Fiche 50-413,03/10/13,8310170165 


DOCKETED ITEMS 


303 


53lOfc'?Ql95 Advices that mstaltation of voltmeters to detoroiine reoctar 
trif status by measuring P-4 sidtial reactor trip breaker 
cibineis camp I ctedj in response to GER Confirmatory Item 37 
Tltl^ERi H D Duke Power Co G3''10/13 oENTDNi H R Office of 

hjcl'e^r Reactor Regolatiohj Director ADENSAM* E D Licensing nraiich 

4 Ip 20620 303 34X Fiche 50-4 13» 83/10/13* 0310190195 


Forwai ds ripscription of analysis results to confirm that 
sjlflclent time e*ists to rcestabJish MIR if RHR ays 
Ir adver tent ly Isolated as result of loss of instrument bus. 

1*1 response t-o !$£iER l.Qpen Ittm 13 

TLCKEft. H P Duke Power Co 83/10/13 DENTON. H R Office of 
Njclear Reacfcoi Regulation. Director ADENSAM. E 0 Licensing Branch 
4 3pp 20019061 24X Flthc 50-413.03/10/13,0310190362 


;3C&30D779 Poard Notification B3-140A forwards Hoard Notification 
03-123 re draft teat rept on qualification test program of 
Class IC solenoid valves Resolution will be handled under 
□ .jtstanding Issue 4 in SER 

NSrUAK.T tt Assistant Director for Licensing 83/10/17 Atomic 
Sifety antf Licensing Board Panel Spp 0OB55 167 P4X 
FIche 50-413. 03/10/17. 03003007/9 


S3L02BO496 Responds to SER Open Item 6 re NUREG-0737. I tern II I 2, 

■ Instrumentat 1 on for Detection of Inadequate Core Cooling." 

providing updated FSAR pages concerning core exit 

khernocoup ] es Sr reactor vessel level measurement 

TUCKER. H D Duke Power Co 03/10/19 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM.E 0 licensing Drench 

4 I3pp 30935 191 24XFltho 50-413.03/10/19.0310280096 


Secu-rity. medical, emergency t, fire pTotoction plane 


rJl&040406 Forwards lE Insp Repts 80-413/83-23 5i 80-4 14/03-'2O on 
Mo nancomp llanc e noted 

E4MCe.l1 C Division of Project it Resident Programs 83/09/13 
TOCHER. H B Duke Power Co Qpp 20619 094 24X 

Flchi 30-413, BJ/07/13. 8310040406 


-e3l0a4'04l3 IE Insp Repts 50-413/83-23 it 50-414/83-20 on 83O0OI-OD No 
nDncDoipl iance noted Major ai eas Inspected preoporational 
energency preparedness, inc luding Procedure T1 2515/55 re 
readiness for emergency plan implementation appraisal 
HUFFH4N. 0 N Region 2, Office of Diiector 83/09/00 lOpp 
S0619 096 B4X Flche 50-413.83/09/13,0310040406 


Gl€04'0207 F&ruiards Rev 2 to 030414 response to Buppl I to NUREO-0737 . 
ipcludlng rept on review of Reg Guide 1 7/ 

TttCl^ER, If 0 Duke Power Co 03/09/26 DCNTON, H R Office of 
Nuclear Reactor Regulation, Director ADLNBAM, E O Licensing Dranch 
4 ^Ipp 20614 077 24X Ftcho 50-413,83/09/26.0310040207 


3E00701S0 Notification of 830930 meetinq w/util In DethesdaiHD to 
discuss internal corrosion protection for fuel oil storage 
tanlx I8ER Uicense Condition IBl 6 emergency lighting 
{&ER Open Item 1501 

JABBCKJR.H N Licensing Branch 4 03/09/37 ADENSAH. C G Licensing 

Branch 4 app 20680306 24X riche 50-4 13. 03/09/27. 8310070150 


310250303 Forwards IE Insp Repts 90-413/83-29 It 50-414/83-25 on 
0309141- No noneompl iance noted 

DANCE, H C Division of Project Sc Resident Programs 03/09/30 
TltCKEn^H B Duke Power Co 2pp S0890 139 24X 

Fithe, 50-413, Q3/09/30. 0310230303 


•0310230392 IE Insp Repts 50-413/03-29 8< 90-414/83-25 on 030914, No 
none ompl lanc-e noted Hgt meeting held io discuss NRC insp 
proffram for emergency planning 

HUFFMAM. 0 N Region 2, Office of Director 83/09/2B 2pp 
20B9a 14| 24X Fiche 50-413.83/09/00,0310250303 


310070134 Releases public version of revised crisis mgt plan 
imp leaanting procedures 

FtL-TDN. U M Division of Rules and Records 03/10/04 Document 
Hanageoient Oranch Ip 20670 001 24X Fiche 50-000.83/10/04, 

83 1 0070 1 34 


'3310070143 Forwards public version of revised crisis mgt plan 
Implementing procedures, includ ing Procedures 5 3 1 re 
recevery manager Immodiatr staff group plan 8, 5 3 4 re 
schedul ing/p 1 anning support group 

TVCJdEfl.H 0 Duke Power Co 03/07/06 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 20670 002, 24X 

Fiche 90- 000. 03/10/04,031 0070 134, 


•8310070192 Fublic version of revised crisis mgt plan Implementing 
proceduresr <r>c lud ing Procedure 5 3 1 re recovery manager 
V laMsaillate staff group plan 8< 5 3 4 re sehedul ing/p I«T>nlng 
^upiport graup 

» DiJte PouET Co 03/07/01 457pp, 20670,005 S4X 

Fich^ 90-000,03/10/04.0310070134 


8310110607 Notification of 831001-04 site meetings w/uti 1 to audit fire 
protection program 

JADBQOR.K N Licensing Branch 4 83/10/04 AOENSAM, £ 0 Licensing 

Branch 4 5pp 20701 357 24X Fiche 50-413,03/10/04.8310110607 


8310250635 Informs that periodic evaluation of 9ALP complete Rept 
approved 

□ 'REIULV, J P Region 2, Office of Director 83/10/17 TUCKER.H 0 

Duke Power Co 3pp 20900 208 24X Fiche 50-000,03/10/17, 

B3i 0250635 


—8310250682 9ALP Repts 50-269/83-17,50-270/03-17,90-287/83-17, 
50-369/03-24,90-370/83-32,50-413/83-14 h 50-414/03-13 for 
June 1982 - Apr 1903 

# Regiiire 2. Office of Director 83/00/02 56pp 20900 211 24X 

Fiche 50-000.03/10/17,8310250635 


O Adjudicatory corr espondence 


0300300400 Forwards answer to util *t NRC motions fpr summary 
d ispositi-on of Contentions 11,17 4c 27 Proposed schedule for 
emergency planning proceeding end 

GUILD, R Guild. R GUILD.R Palmetto Alliance 03/08/26 

KELLEY. J L , FOSTER, R F . CALUIHAN, D Atomic gafety and Licensing 
Board Panel ;3pp 20210 327 24X Fiche 50-413,03/00/26,8308300480 


—0300300406 Answer opposing util 2, NRC notlnns for summary disposition 
of Contentions tl,17 t< 27 Many substantial b matl issuot of 
fact exist affecting public health & safety & environ. 

Certificate of 8vc end 

OUILD.R Palmetto All lance 0UILD,R Guild, R 03/08/26 
Atomic 8afety and Licensing Board Panel 25pp 20210:^30. 24X 

Fiche S0-4E3, 03/00/26, 0300300400 


8310050406 Submits list of NRC witnesaes to appear at hparing on 
Palmetto Alliance Contention 16 it Carolina Environ Study 
Group Contention IB/Palmetto Alliance Contention 44. W/o 
end 

JOHNSON, O E Hearing Drench 4 03/09/23 KELLEY, J L , f OSTEA, R f , 

CALLIHANrD Atomic Safety and Licensing Board Panel 3pp 
30630 123 24X Fiche 50-413,03/09/23,0310050406 


0310030406 Forward# signed b corrected PA Evans aff idavi t. Related 
c orre&pondence 

MCOARRY. J ft Debevolse 4, Liberman MCGARRY, J M Duke Power Ca 
83/09/27 KELLEY, J,L , CALLIHAN.A. D , FOSTER, R F, Atomic Safety and 
Licensing Board Panel ip 20593 132 24X Fiche 50-413.03/07/27, 

0310030406 


— 0310030409 Affidavit of PA Evans in response to Palmetto Alliance 
allegations that self- in i tlated evaluatlnn identified 
probleme which are symptomatic of systematic deficiencies in 
plant const 

EVAN0.P A Duke Power Co 83/09/27. t2pp 20993 133 S4X 
Fiche 50-413,83/09/27,8310030406 


0310030412 Trip rept of 030920 site visit including plant tour b 
meeting w/ut i 1 mg L 

JOQ&TENi J K Commissioners 03/09/29. Comfeissienr r«. IQfP 
20593 109 24X Fiche 50-413.03/09/27,0310030412 


8310060295 Ack receipt of 030016 Ur requesting Info on util spent fuel 
tngt plans Area Is ever changing so precise mix of options 
util will adopt is difficult to pred let, Flex i bil t ty must 
exist in future Related correspondence. 

GRIFFITH, 0 C Duke Power Go 03/09/29 WILSON, R P. Bouth 
Carolina, State of 3pp 20641 005 ?4X FI che , 90-413, 03/09/29, 

0310060275 


0310040177 Memorandum b order ruling on objections to A8LB 830914 
prehearing conference order Hearing will commence on 831004 
KELLEY. vl L Atomic Safety and Llceneing Board Panel. 83/09/30 
Palmetta Alliance Upp 20608 254 84X Fic he: 50-413* 63/07/DO, 

0310040177. 


0310050562 Dhjectinn to Palmetto Alliance 030924 request for issuance 
of ASLP subpoena tg JP Q"Rei U y , Reg i on II admini s trator, 
based on ABLB 830912 denial of Identical request. Part I al 
transcript of 030831 telcan b Certificate of 8vc end, 

JOHNSON, Q.E Hearing Branch 4. 03/10/03 Atomic Safety and 

Licensing Board panel 36pp 20629 001 24X FI che: 50-413, 03/10/03, 

0310050562 


8310U0294 Requests B31017 meeting in Charlotte, NC bo discuss discovery 
needs re emergency planning contentions b projected schedule 
for completing discovery for ell parties before 040201. 

Related correspondence. 

CARR. A V Duke Power Co 03/10/04 GUILD, R Palmetto Alliance. 
RILEY, J L Caroline Environmental Study Group Ip. 20663 338 24X 

Fiche 30-413,03/10/04, 03101 10794 
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DOCKETED ITEMS 


Q Inspection rapoTi^^ IE Bulletins & c oi rasp and enc e 


Q310110044- Reeponda to FQIA request; fpr SAUP documents* ur it ten or 
routed since 1979*whic*< mention or rvfer to facility f« 
describe nr provide InFc) on EALP insp Finding^s or 
conclusions re SALP revieLfS Forwards App A documents 
PEL TDM* J M Division of Ro Jet and Records 33/07/20 niDEWHOUR.f? 
Gambit app 20/13 303 24JCFlthO 30-000. 03/07/20, 03101 10 (M A 


— 0310110059 Forwards case chronology re allegations concerning welditiq 
Issues at Facilities U/o one 1 

ALDERSOM, C E Region 2, Office of Director 03/02/23 
JOHNSON, Q £ OFF ice of the Executive Eagal Director tp 
20713 341 2-1X Fiche 50-413,03/07/20.0310110044 


Q31 0040329 Forwards lE Insp Repts 50-413/03-24 h 30-414/03-21 on 
03081-6-19 No non c amp 1 lane B noted 

DANCE ( H C Divislati of Project Resident Programs 03/09/02 
TUCKER, H Q Duke Pouer Co 2pp 206J7 003 24X 

Fiche 90-413,83/07/02,8310040329 


—8310040343 lE Insp Repts 30-413/63-24 h 30-414/03-21 on 830016-19 Nt, 
noncptnp 1 iance noted Najur areas inspected verification of 
as-builte it insp of 10CFR2I regulations 

MCFARLAND. C R . ifRlOHT, R U Region 2, OFPice of Director 
OPRIOHI.C M Division of Engineering Operational Programs 
03/09/01 7pp 20617 007 24X Fiche 30-4 13* P3/09/O2. 831 0040329. 


0310040406 Forwards J£ Insp Repts 50-413/03-23 b 50-414/03-20 uii 
630001-05^ No noncomp 1 ianc e noted 

DANCE. H C Division of Project 8« Resident Programs 03/09/13 
TUCKER. H R Duke power Co 2pp 20619 094 24X 

Fiche 50-413*83/09/13,0310040406 


—0310040413 l£ Insp Rept* 50-413/03-23 «, 50-4J4/83-20 Pi> 030001-05 No 
noncamp 11 ance noted Major areas inspected p reopera tiunal 
emergeneg preparedness* Inc lud ing Procedure TI 2515/55 re 
readiness for emergency plan imp! ewonta tion appraisal 
HUFFMAN* 0 N Region 2, Office of Director JENKINS, O R Di vision 
Of Energencg Preparedness t< Materials Safety B3/-09/0B lOpp 
206 J? 096 24X Fiche 50-413*83/09/13,0310040406 


0310040597 Forwards aupplementaJ response to IE bulletin Bi-03, "Flow 
Blockage of Cooling Hater to Safety C-omponenta bg Corblcula 
Sp iAsiatic Claffll tr Hgtijus Qp (Mussel) Final rapt re 
infestation to be available bg- S31101 

TUCKER, M a Duke Power Co 03/09/16 O-REILLY, J P. Region P, 
Office of Director Spp S0626 174 24X Fiche 50-413,03/09/1^, 

031OO4OS99 


0310040313 Ack receipt of 030908 Jtr informing NRC of steps taken to 
correct vialatlons -noted In IE Insp Rapts 50-413/83-17 t* 
5O-414/03-J6 

LEWJBiR C, OivisioH of Project St Resident Programs 83/09/22 
TUCKER, H B, Duke Power Co Ip 20649 299 24X 

Fiche 30-413,03/09/22,8310040313 


—0310040319 Responds to NRC 030011 Itr re violations noted in IE Jnsp 
Rvpts 50-413/03-17 U 50-414/83-16 Corrective actions signoff 
for const engineer-civil restricted to eight experienced 
personnel 

TUCKER, h 8 Duke Power Co 83/09/00 0'REILLV*J P Regaon 2* 
Office of Director 4pp. 20649 300 24X Fiche SO-4 I 3, 03/09/22, 

0310040313 


—0310040323 Forwards IE Insp Repts 50-413/63-17 6 50-414/03-16 on 
83071J-15 6 notice of violation 

LEUIB.R C Division of Project ft Resident Programs 03/08/11 
FUCKER. H D Duke Power Co. 2pp 20649 304 24X 

Fiche 50-413,03/07/22*8310040313 


—0310040327 Notice of violation from Insp on 830711-15 

a Region 2, Office of Director 83/00/11 2pp 20649306 P4X 
F 1 c h «; S 0-4 1 3, 03/09/ 32* 8 3 ( 00403 1 3 


— B3i0040335 IE Insp Repts 50-413/03-17 6 50-414/03-16 on 03O7il-15 
Nancomp I lance noted improper concrete mix placed tt 
checklists fur certification of structural inspector, 
c on c r ate* Level 1, improper 1 y labeled ds Level II. 

HRIOHT, R U . JACKSON, L. H Region 2, Office of Director 
UPRICHT'C Mt Diviilen of Emergency Preparedness 6 Materials 
Safety, 83/00/00 lOpp 20649 300 24 X FI c. he, 50-4 13, 83/09/22, 

8310040313 


8300300340 IE Info Notice 83-61, ^'Alleged Use of Stand-Ins for Uelder 
Qualification Tests •* Bve list end 

JORDAN. E L Division of Emergency Preparedness te Englneeriiig 
Response (Post 830103) 03/07/26. Consa 1 i da ted Edison Co of New 

Vork, Inc ll7pp, 20734' 022 24 X Fie fi e, 50-000, 03/07/26, 8300300340 


830930034 2 IE Info Notice 03-62, "failurt* of Redundant 1 d*Jc Cras 
Detectors I'psitloncd at Contriil Room Ventilation Ait 
Intakes " Bve list end 

JORDAN, C L Division of hmergency Pi eparedness t< Fng i i.ecr j tiy 
Response (Post B30I03) 03/09/26 ConsoU dated Cdison tn of Ncu 

York, Inc il6pp 20777 210 24X ritho SO-OOO, 03/0V/26, 0 f08 


8300300345 IE Info Notice 83-63, "Potential failures of Nes t in q hnur e 
Type 6A-1 Differential Relays " Sve list enc 1 

JORDAN, E L Division of Lmergency Preparodneas & FnginoDring 
Response (Post 830103) 03/09/26 uunsolidated Edison Cn of Nru 

York, Inc llQpp 20778 001 24X Fiche 50-000, QJ/09/J6, OlfOD'^DOJl 5 


8310250370 Faruards IE Insp Repts 50-413/83-27 h 50-414/83-24 on 
830906-09 No noncomp 1 lanc e noted 

DANCE, H C Division of Project h Resident Programs BJ/09/26 
TUCKER, H B Duke power Co 2pp 20097 284 24X 

Fiche 50-413,03/09/26,8310200370 


—8310290404 IE Insp Repts 50-413/03-27 8, 50-414/83-24 on B30906-09 Hr, 
noncompliance noted Mojoi ai ea*i Inspected caT>st progress, 
licensee action on previous enforcement matters, ste^oi 
generator mod t, review of OA implementing procedures 
KLEINSOROE, U P Region 2, Office of Director OLAKE. J J 
Division of tnpifieering & Operational Pi ograms 83/09/21 7pp 
20097 286 24X Fiche 50-4 iJ, 03/09/26, 831 0250390 


8300300349 lE Info Notice 83-64, "Lead Shielding Attached to 
Safabg-Related Sgs N/o 10CFR50 59 Evaluation " Sve Jict 
enc 1 

JORDAN, E i DsviBien of Emergency Preparedness & Ingineering 
Response (Post 030103) 83/09/29 Consol idated Edison Cci of Neu 

York, Inc lIDpp 20716 324 24X Fiche 50-000,83/09/29.0308300349 


8310250393 Forwards IE Insp Repts 50-417/03-29 «, 50-414/83-25 nti 
830914 No noncompliance noted 

DANCE, N O DlvisJan of project & Resident Programs D1/09/J0 
TUCKER, H D Duke Power Co Jpp 2O0‘"8 139 24X 

Fiche 50-413, 03/09/30, 0310350383 


— 8310250392 IE Insp Repts 90-413/83-29 h 90-414/03-25 on 0309 J 4 No 
noncomp 1 lance noted Mg t meeting held to discuss NRC insp 
program far emergency planning 

HUFFMAN, G N Region 2, Office of Dliector JENKlNb,0 R DivUi<iii 
of Emergency Preparedness & Materials Safety 03/09/20 2pp 
2OB90 141 24X fiche 5(5-413, OJ/09/30, 0310250303 


8308300378 IE Info Notice 83-63, "Survoi 1 lance of Flow In RTD Bypass 
Loops Used in Westinghouse Plants " Sve list end 
JORDAN, E L Division of Emergency Preparedness S, Engineering 
Response (Post B30103) 03/10/0/ Consolidated Edison Cn of Neu 

York, Inc 76pp. 20027 213 24X Fiche 90-000,03/10/07,03083003/0 


0308300752 IE Info Notice 83-66, "Fatality at Argentine Critical 
Facility " Sve list end 

JORDAN, E L Olvisian of Emergency Preparedness ?( Engineer 1 r,g 
Response (Post 830103) 03/10/07 Consolidated Edison Cp of Hew 

York, Inc 79pp 20082 026 24X Fiche 50-000,03/10/07.830830075? 


83O830D739 IE Info Notice 03-67, "Emerqoncy Use Respirator Mat! Defect 
Causes Production of Noxious Oases " Sve list end 
JORDAN, E L Division of Emergency Preparedness t, GngineoriTig 
Response (Post 030103) Q3/10/U Consolidated Edison Cn of Neu 

York. Inc ll7pp 2J043 075 24X Fiche 50-000, 03/10/11. 0308300759 


8308300761 IE Info Notice 03-60. "Respirator Ueer Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " Sve list 
end. 

JORDAN, E L, Division of Emergency Preparedness t, Engineering 
Response (Post 830103) 83/10/11 Consolidated Edison Cn of New 

York* Inc ISOpp 20827 129 24X Fiche 50-000,03/10/11.8300300761 


6310250635 Informs that periodic evaluation of 0ALP complete Hept 
a pproved 

O'REILLY, J P Region 2, Office of Director 83/10/17 lUCKER.H « 

Duke Power Co 3pp 20900 205 24X Fiche 50-000,03/10/17. 

G3102S0635 


—8310230646 Forwards 3ALP Repts 50-269/83-17, 50-270/83-17* 50-287/03-17, 
30-369/03-24,50-370/83-32,50-413/83-14 8, 50-414/83-13 (or 
June 1902 - Apr 1983 

LEWIS, R C Division of Project & Resident ProgromB 03/(58/0? 
TUCKER. H B Duke Power Co 3pp 20700 208 24X 

Fiche 30-000,83/10/17,8310250635 


—0310250652 8ALP Repts 50-269/83-17,90-270/83-17,50-207/83-17. 
50-369/03-24.50-370/03-32.50-413/83-14 & 50-414/03-13 for 
June 1902 - Apr 1983 

* Region 2, Officif of Director 03/00/02 56pp 20900 211 ?4X 

Fiche 50-000,03/10/17.0310250635 
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-'BJJiCI 250665 Respaudg to 830802 Itr re &ALP board rept Rppt inLOmp Irtc t< 
pTcmature in certain areas In flenerai . uti 1 endorr>es 
□frservaitons re facility poTfoimance 

TUCKER*fr D Dolte Power Co 03/08/29 O'REIULY. vJ P Renion 3. 
OfflKB of Director 2pp 20900 267 24X Flche 50 -000. 83/ 10/17, 


a Reportable occurrences, LEHs & i elated correspondence 


»3l0O6O£)3B Interim significant Deficiency Hept SD 413'“414/03-lO re 
fa-ilure of power supply printed circuit card adhesive bond 
of heat slnl a!»seiribly for inverter transistors Initially 
reperted on B30615 AsaembliBc will be replaced by 831201 
TUCHEF?,H D Duke Power Co 83/09/27 □'REILLY. J P Reoion 2, 
Office off Dlrci-tor 2pp 20647 OBb 24X Fichff 50-413. 83/09/27. 
©3 I 0060030 


010060052 Significant Deficiency Rept BO 03-11 re faulty Westinghogse 
Fi-SSS process i-nfitrumentation ft control sys temp channel test 
card laercury relays Initially reported on 830829 Replacement 
relay testing underway 

TLK:!K£:Rrll D Dpke Power Co 63/09/27 O'REULy.J P Region 2. 

□ ffice of Director 2pp 20648 326 24X riche 90-413. B3/09/a7p 

8310060052 


OiOSlOlil Significant Deficiency Rept BD 413-414/03“12 re meiol Pile 
fdunil in diesel generators lU ft 2A Initially reported on 
030913 File found in air gap between rotor & stator during 
preli tninary checkout 

TiKKER. H D DUke Power Co B3/10/13 D'REIL LV. J P Region ?. 
Office of Director 3pp 20858 255 24X Fichd 90-413.83/10/13. 

8310210111 


']||0270'462 Revised interim Significant Deficiency Rept SD 4 1 3- 4 1 4 /02 -06 
re «octet ueldf dtd 620415 Required work on Unit I 
egepleted Unit 2 incomplete due to incrmpleto list of 
affaciBid socket wolds Completion expected by 890201 
TLlCKERr H B Duke Power Co 83/10/17 O'REILLy. J l» Region ?. 
Office of Director Ip 20922 011 24X Piche 90-413.03/10/1/. 

63 1 027Q402 


jOBk31(K>45 Doard floti f 1 cati on 63-14/ supplies new info re apparent 
dieset generator deficiency On 830914imFta) file found in 
dieseS generators investigation underway to determine 
ciTcuAsiances surrounding incidences 

NDVAK.T M Assistant Director for Licensing 03/10/25 Atunic 
Saf-ety and Licensing Board Panel 9pp 20929 014 C4X 
Piche 50-413.03/10/25.8300310049 


Hearing transcripts on non-ant J trust matters 


110240012 Partial response to hUlA request for transcripts of 
dcpQ'Sltion tasti'nony prepared in discovery In OL pioceeding 
lor facilities Forwards App A documents Documents also 
ava liable in TDR 

FELTON. J rt Division of Rules and Records 83/00/10 AKLERB. D M 
Palmetto Alliance 3pp 208GS OOi 24X Fiche 90-4 13. 83/00/10. 
631 024001 2 


-8310340014 Transcript of M Birch deposltlan In Charlotte. NC re 
Contention S7. 

BIHCU. H Duke Power Co 83/05/ li 126pp 20889 008 24 X 

Fiche 90-413,83/08/10,8310240012 


-33IO24O0J7 Transcript of CW Graves deposition in Charlotte. NC re 
Contention B 

CRAVES. C W Duke Power Co 03/05/12 44pp 20885*134 24X 

Fiche 90-413.83/08/1010310240012 


8310240010 Transcript of PK Vandoorn deposition In Charlotte. NC re 
Contention A 

VAMOaORM.P K Duke Power On 83/05/19 igOpp 2O009* 170 a4X 
Ficha 90-413.83/03/10,0310240012 


8310240021 Transcript of WR McAfee deposition in Charlotte. NC re 
Contention A 

MCAFEE. W R Palmetto Alliance 83/05/19 128pp 20889 328 24X 

Fi<he 90-413.83/08/10,8310240012 


93|'0240022 Transcript of ML Koopengardner deposition in Charlotte. NC re 
Contention A 

HOOPENOARDNER Palmetto Alliance 83/05/19 47pp, 20886 094 

S4X Fit he. 90-413, 83/00/10. 8310240012 


8310240024 Transcript of NR Hoop Ingarner deposition In Charlotte. NC re 
Contention 6. 

HOGPtNOARNER. N. Palmetto Alliance. 83/05/20 I09pp 20006 142, 
24X Flcho 90-413. 83/00/10. 8310240012 


—03 1 0240030 Transcript of OE Vaughn deposition in Charlottei NC re 
Contention 7 

VAUGHN, O E Duke Rover Co B3703720 4lpp 20086-291 24 X 

Fichc 90-413.83/08/10.0310240012 


—8310240032 Transcript of JC Bryant deposition In Charlotte. NC re 
Contentions 6 tit 7 

DRVANT.J C NRC - No Detailed Affiliation Olvon 03/03/20 BOpp 
20006 292 24X Fit be 50-413, 03/08/10, B310240012 


— 831024003B Transcript of PK Vandaorn deposition in C har 1 otte, NC re 
Contention 6. Vol 11 

VANOOORN. P K Duke Power Co 83/05/20 I37pp 20B87 011 24 X 

Fiche 90-413,83/08/10,6310240012 


— 8310240040 Transcript of DO Addis deposition in Charlotte. NC re 
Contention 6 

ADDIS. D O Duke Power Co 83/06/27 129pp 20687 13? 24X 

Fiche 50-413.03/00/10.0310240012 


—0310240043 Transcript of QH Dell deposition in Charlotte. NC re 
Contention 6 

BELL. GH Duke Power Co 03/06/27 75pp 20007 269 24X 

Fiche 50-413.83/00/10,0310240012 


— a3102400<17 Transcript of JC Rogers deposition in Charlotte. NC re 
Contention A 

ROGERS, J C Duke Power Co 03/06/27 32pp 20607 346 24X 

Fiche 50-413. 03/ 08/! 0.83 102400 1 a 


— 0310240049 Transcript of WO Henry deposition In Charlotte. NC re 
Contention A 

HENRY. U 0 Duke Power Co 03/06/20 I33pp 20000 017 24X 

Fichu 50-413, 83/08/10. 0310240012, 


— 8310240053 Transcript of DO Beam deposition in Char latte. NC re 
Cantontlon 6 

DEAN, D 0 Duke Power Co. 03/06/28 01pp 20008 158, 24X 

Fiche 50-413,83/06/10.0310240012 


— 8350240055 Transcript of WD Henry deposition in CharlotteiNC re 
Contention A 

HENRY, H Q Duke Power Co 03/O6/a9 65pp 20080 835 S4X 
Fiche 50-413,83/08/10.0310240012 


— 8310240056 Transcript of AE AHum 030629 deposition in Charlotte, NC re 
Contention A 

ALLUHiA E Duke Power Co 63/06/89 114pp. 20800 300 24X 

Fichc 90-413103/00/10, 0310240018, 


—8310240057 Transcript of GR Baldwin 030689 deposition in CharlotteiNC 
re Contention 6 

OALDUIN.C R Duke Power Co 03/06/29 I91pp 20009 058 24X 

Fiche 90-413. 83/08/10, 0310240012, 


— 8310240056 Transcript of JE Grogan deposition In Charlotte, NC Related 
info end 

OROOAN,J E Duke Power Co 03/07/01 27pp 20089.841 24X 

Fiche 50-413, 03/08/10, 83I08400JS, 


— 8310240099 Transcript of WH Bradley deposition In CharlotteiNC re 
Contention A 

BRADLEY. W H Duke Power Co 03/07/07 S6pp 80869.270 24X 

Piche 50-413.83/08/10, 8310240012, 


— 8310240060 Transcript of GN Alexander deposition in Charlotte, NC re 
Contention A Related Info end 

ALEXANDER, C- N Duke Power Co 03/07/07. 110pp. 2000?! 327 24X 

Fiche 50-413. 83/08/10, 8310240012, 


— 0310240061 Transcript of W8 Lee deposition in CharlotteiNC Related info 
encl 

LEE. W S Duke Power Co 83/07/13 7Bpp 20090,074, 24X 

Fiche 50-413,83/06/10,0310240012 


—8310240062 Transcript of RA Norman deposition in CharlotteiNC re 
Contention 6 

MORGAN, R A Duke Power Co 03/07/13 120pp. 20090 153 24X 

Fiche. 90-413, 03/08/10, B3I024001S, 


— 8310240065 Transcript of 8N Deaton deposition in Charlotte, NC re 
Contention 6 

DEATON, B W, Duke Power Co 03/07/14 49pp. 80090. B74 24X 

Fiche 90-413, 03/08/10, 0310240018, 


— 0310240060 Transcript of 8 Ledford deposition In charlotte, NC re 
Contention A 

LEDFORD, 8 Duke Power Co. 03/07/14. 24pp 20090' 385 24X 

Fiche 50-413, 83/00/10. 9310240012, 


306 


DOCKETED ITEMS 


— 6310240073 Transcript of Shropahira d-epaaltion in Char 1 ottti KC rc 
Contention 6 f?elatedl info and 

SHfiOPSHlflEjJ C Dote Power Co 03/07/14 S9pp 20690 aST D4 X 
Fichs 50-413,63/09/10,0310240012 


— 8310240076 Transcript of L Slffard depoaitian in Char 1 otfce. MC rc 
Contentlnn 6 

arPFORDi N L Duke Petuer Co 03/07/14 , 36pp 20B71 0D3 24X 

Flche 50-413,03/06/10.0310240012 


0310050386 Foruards teatlmany of Ell lot. ML Brooks:, A Singh, 

F Cl amanaon, R J Serbu F Jape on Palmetto Alliance 
Contention 16 It Carolina Environ Stuifij Group Contention 18/ 
Palmetto Alliance 44 

JOHNSON, 0 £ Operationi b Admlni stra tl vo Division 03/09/30 
KELLEYrJ L , FOSTER. R F , CAtLIHAN. D Atomic Safety and Licensing 
Board Panel Ip 20630 140 24X Flche 50-4 13, 63/09/30, 03 1005 03 B6 


— 0310050392 Testimony of BJ Elliot on Carolina Environ Study Croup 
Contention ie/Palimetti] Alliance Contention 44 re reactor 
embrittlement 

ELLIOT, B J Materials Engineering Branch 83/09/30 22pp 
20630 J4] 24X Fiche 50-413,03/09/30,6310050386 


— 6310030401 Testimony of WL Brooks on Palmetto Alliance Contention 16 
re criticality 

BROOKS, W L Core Performance Branch 83/09/30 I2pp 20630 163 
24X Flche 90-413, 03/09/30. B3100503B6 


“0310050415 Joint testimony of A Blngh & F Clemenson on Palmetto 
Alliance Contention 16 re spent fuel pool cooling sys 
SINCH.A , CLEHEMSaN. r Auxiliary Systems Branch 83/09/30 IBpp 
20630 173 24X Fiche 90-413,03/09/30,0310050306 


— 631005041? Jplnt testimony of RJ 8erbu U F Jape on Palmetto AJllanca 
Contention 16 re spent fuel handling 

8ERBU, R j Radiological Assessment Branch JAPE, F. Division of 
Engineering 6 operational Programs, 83/09/30 I7pp 20630 173 
24X Fiche. 50-4 1 □, 83/09 /GO. 831005 0396 


63L0I 10270 Teetimony of JL Riley re Contention 10 concerning 
unant i c ipatf d ripid embrittlement Affirmation of Sve end 
Related correspondence 

R ILEYj J L Carolina Environmental Study Qroup 63/10/03 J4pp 
20666 144. 24X Fiche 50-413, 63/10/03, 0310110270 


831006D310 Testimony of TR Mager tc TA Heyer re Carolina Environ Study 
Ornup U Palmetto Alliance Contention 10/44 Ref temp uill not 
exhibit more rapid Increase than calculations show due to 
radiation effect* on vessel H/C*rti f i cate of Sve 
MAOER, T R , NEVER, T A Duke Pouer Co MAOER, T R Nest Inyhoose 
Electric Corp 83/10/04 26pp. 20646' 201 24X 

Fiche' 50-4131 03/10/04, 8310060310 


0310110096 Transcript of 831004 hearing in Roct Hill, SC Pp 1,935~ 
I, 734 

e Atomic 0afety and Licensing Board Panel 03/10/04. 20?pp. 

20667 312. 24X Fiche 50-413, 83/10/04, 83101 10096 


6310120352 Transcript of 031OOS hearing in Rockhlll.SC Pp 1,735-1,962 
e Atomic Safety and Licensing Board Panel 83/10/05 22Bpp 
20699 323 24 X Fiche 50-413,63/10/05.0310120352 


8310130013 Transcript of 031006 hearing in HoclhlU.SC Pp 1,963-3,207 
« Atomic Safety and Licensing Board Panel 03/10/06 245pp 

20729 292 24X Fiche 50-413,63/10/06,8310130013 


8310120295 Transcript cf 831007 hearing in RgctMllfSC Pp 2,S0e-2«379 
e Atomic Safety and Licensing Board Panel 63/10/07 I72pp 
20693.172 24X Fiche 50-413,03/10/07,8310120295 


8310170137 Transcript of 831011 hearing In RockhlllrSC Pp 2,380-2,592 
« Atonic Safety and Licensing Board Panel 83/10/i 1 2i3pp 
20788.394 24X Fiche 90-413, 03/10/li , 8310170137 


8310170496 Transcript of 831012 hearing in Rocthill.&C Pp 2,593-2,832 
« Atonic Safety and Licensing Board Panel 03/10/12 241pp. 

20778J879. 24X Flc he: 50-413, 83/ 10/12, 8310170456 


0310190115 Transcript of 831013 hearing in Roc kh I U , SC. Pp 2,633-3,060 
« Atonic eafety and Licensing Board Panel 83/10/13 226pp 

20818.232, 24X Fiche 50-413.03/10/13,6310190115. 


6310190119 Transcript of 831013 hearirty in Rochhill.SC Pp i-67 
* Atomic Safety and Licensing Boarif Panel 63/10/13. 68pp 
20820' 340. 24X Flch e. 50-413, 03/10/13/ 83101901 19 


0310190123 Transcript of 031014 hearing in RockhillpBC Pp 3.061- 
3, 297 

» Atomic Safety and Licensing Board Panel 03/10/14 237pp 

20819 244 24X Fiche 50-413,03/10/14.0310190122 


0310310050 Tianscript of B3l0i/ hearing in RockhiU.SC Pp 3.390-3,495 
e Atomic Safety and Licensing Board Panel 03/10/17 I90jip 
20874 381 24X fiche 50-413,03/10/17.0310210050 


8310210166 Testimony of WH Bradley re quality or safety concerns 
eipressed by welding Inspectors Related correspondence 
BRADLEY, WH Duke Power Co 03/10/17 3pp 20056 107 ,MX 
Fiche 50-413. 03/10/17. S31 021 01 06 


—8310210192 Testimony of WD Henry re quality or safety conceins 
cjtpressed by welding inspectors Certificate of 0vc end 
Related correspondence 

HENRY. W O Duke Power Co 03/10/17 9pp 20056 113 24X 

Fiche 50-413.03/10/17,0310210196 


8310240013 Transcript of 831010 hearing in RockhUl.BC 
Pp 3,496-3.740 

•* Atomic Safety and Licensing Board Ponel 03/10/18 245pp. 

20880 073 24X Fiche 50-413,63/10/18.8310240013 


8G10250003 Transcript of 831019 hearing in Rock Hill. SC Pp 3. 741 -3i 999 
* Atomic Safety and Licensing Dooid Panel 03/10/19 254pp 

30895 001 24X Fiche 50-413.03/10/19.0310250003 


0310250001 Transcript of B31020 hearing in Rock Hill, SC Pp 4,000-4,2411 
« Atomic Safety and Licensing Board Panel 83/10/20 S48pp 
20893 001 24X richD 50-413. 03/10/20. Qjl025000l 


0310280031 Transcript of 031021 hearing in Rock Hill.BC Pp 4,249 4.341 
• Atomic Safety and Licensing Board Panel 83/10/21 llFfp 
20933207 24X Fiche 50-413,83/10/21.8310280031 


0310310358 Transcript of 831025 hearing in Rock HiU.8C Pp 4,362-4i42U 
* Atomic Safety and Licensing Board Panel 83/10/25 S67pp 
20960 016 24X Fiche 50-413,83/10/25,0310310338 


DOCKET 50-416 GRAND GULF NUCLEAR STATION, UNIT 1 


E NRC Safety Evaluation Report (SER), suppls $( correspondence 


0310180-330 Provides addl info an SER Confirmatory Item 1 1014) re soil 
structure interaction, in fulfillment of commitments mede in 
response to NRC 830112 itr Util committed to utilising 
elastic half-spate methodology 

BALE. L P Mississippi Power U Light Cti 83/10/14 DENTQNrH H 
Office of Nuclear Reactor Regulation, Director 4pp 20802 348 
24X Fiche 50-41 6, 03/10/14, 8310180330 


F Security, medical, emergency fire protection plane 


8310040394 Forwards summary of 030909 meeting in Region 13 ofc re 
proposed physical security plan mods 

LEWIS, R C Division of Project I, Resident Programs 03/09/26 
RICHARD, J D Mississippi Power S< Light Co 3pp 20619 041 ?4X 

F I Che 50-416, 83/09/26, 03 1 0040394 


03IOIBO43O Forwards Rev 9 to physical security plan Rev withheld 
Iref aOCFR2 790 Ic 10CFR9 5) 

DALE.L F Mississippi Power ft Light Co 03/09/30 D^REILLY,J P 
Region 2. Office of Director 2pp 20803 297 24X 

Fiche' 90-416, 03/09/30. 8310180430 


0310120349 Advises that due to uncertainty In instrumentation 
availability It manpewer resources, Insti umentat ion necessary 
to meet Reg Ouide I 97 requirements will be implemented by 
third refueling outage per Suppl 1 to NUnEG-0737 
DALE, L F Mississippi Power l< Light Co 03/10/10 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director 2pp 20700 231 
24X Fiche 50-416,03/10/10,8310120349 


8310170141 Forwards IE Safeguards Insp Rept 50-416/03-40 on 830912-16 
No noncompllmnce noted 

VERRELLI.D Division of Project I, Resident Programs B3/j0/n, 
RICHARD, J B Mississippi Power It Light Co 2pp 20788 351 24X 

Fiche' 50-416, 83/10/11, 0310170141 


— 6310170149 IE Safeguards Insp Rept 50-416/83-40 on 830912-16 No 
none ompl lance noted Major areas Inspec ted* review of security 
organl ration-refiponse, securi ty program audi t, records V 
repis Details withheld iref 10CFR73 21> 

ENNIS, J D Region 2, Office of Director MCGUIRE, P R Ui vision 
of Emergency Preparedness I, Materials Safety 03/10/06 Ip 
20706 353 24X Fiche 90-416,83/10/11,8310170141 
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H Sin^rfll c^>r respontif B-nce 


=JIO]9D2-2^S Responds bo S3090& telephoned comments re NllC proposed NSHC 
<rtf tern! rat i 071 on a>mBnd requests Nnc nt^de final NSHC 
dotfroitriai i on on 030923 Oppor bum ti^ for hearing uiill be 
Afforded after TR notice published 

£Cl-fW£NCE«, A Licensing Bronrh 2 83/10/07 LAWRENCEi K 

Affiliation Unknown 5pp S0Q38 thA ZAX Fiche 50-‘llt* 83/10/07* 
8-310190222 


P Ojurating license stage documents & correspondence 


firJl 003C0S I FaruiArds Amend ? to License NPF-ia, safety evaluation It 
notice of issuance b availability Amend corrects editorial 
Zr rcaenclature en ors to achieve consistency ui/as^buitt 
candibion of plant 

5 CHInfENCER. A LicETiBlng aronch 2 83/07/15 MCOAUGHYi J P 

tfj Bsis-s ipp 1 power a< Light Co 5pp S0603 S9B 2^X 
Fiche 50-4 16r 83/09/ 15.8310030081 


— 83JO030O3S Amenrf 9 to License NPF~i3r correcting editorial & 
noniervc lature errors to achieve consistency w/as-boJ]t 
condition of plant 

SCItHEMCEFl* A Licensing Branch 2 63/09/15 I22pp 20603 S62 

34X Ficfie s0-4l6i B3/09/I 5, 0310030001 


— B3J&0300S0 Safety evaluation supporting Amend 9 to License NPF-J3 

• Office of nuclear Reactoi Regulation* Director 63/09/15 6pp~ 
20*04 023 24X Fiche 50-416*83/09/15*8310030001 


8310130343 Renuosts publication of FR notice of consideration of 
issuance of amend to License NPF-13 b proposed NSHC 
determination Sc opportunity for hearing re restart changes 
to Tech Specs NSHC determinat 1 on available In Central Files 
SCHWENCEH*A Licensing Branch 2 63/09/23 MlLLERiJR Operating 

Reactors Branch 3 5pp 20754 327 24X Fiche 50-416* 03/09/33* 

8310130343 


8310170167 Requests publication of FR notice of consideration of 
issuance of atnend to License NPF-13 proposed NSHC 
d eterotinat 1 on opportunity for hearing re control roam leak 
test ffSHC determination available in Central Fllee 

BCHWEMCERjA Licensing Branch 2 83/09/23 MILLER* J R Operating 

Reactors Branch 3 3pp 20011 360 24X Fiche 50-416.03/09/23* 

B310170167 


0310060237 Responds to 930628 request re reasons for length of extended 
outage Substantial mods to dryuell cooling capability 
indicated during rton-nucloar heatup. Hods included extensive 
design installation uork 

MCOAUCHY. J P rflBsisslppl Power fi« Light Co 03/09/30 DENTON* H R 
Office df Nuclear Reactor Regulation. Director 4pp 20647 094 
24X Fiche 50-416*83/09/30*0310066227 


0310120444 Responds to NRC 830819 concerns over isolation of instrument 
air sys bt response of certain components Isolation of 
Instrument air will not prevent accident mitigation under 
present design 

OALE.L F MisalBBlppl poLrer & Light Co 03/10/04 DENTON. H R 
Office of Nuclear Reactor Regulation* Director 4pp 20696 254 
24X Fiche 50-416*83/18/04* 0310120444. 


-'B31003D104 Notice of issuance S* availability of Amend 9 to License 
NPF-13 

SCHHENCER.A Licensing Branch 2 03/09/15 4pp 20604 029 ?4X 

Fiche 50-4l6i 03/09/15* 83100300B1 


0110040046 Forwards request for addi info re 030610 OA program update 
LETHIISjR C Division of Project Resident Programs 03/09/23 
RrClLARU.O 0 Mississippi Power tt Light Co 5pp 20608 130 24X 

F J c * e 50-4 16. 83/09/23* 8310040046 


8310050067 Agrees that pneumatic testing of containment isolation 
valve* more ci^nservat ive than hydrostatic testing St 
rapresants acceptable alternative per 8309S6 itr 
BCHWENCER.A Licensing Branch 2 83/09/23 MCOAUQMY* J P 

Hietlseippi Power &[ Light Co 2pp 20650 155 24X 

Fiche 50-416*03/09/23*0310050067 


&3I0050073 Advisaci that 800721 & 0023 rove to startup test progromi 
«cc*p table 

SCHHEHCER.A Licensing Branch 2 03/09/23 MCCAUOHY* J P 

Hiesiseippl Power Cc Light Co 2pp 20649 361 24X 

Flthe 50-416, 83/09/23* 8310050073 


S310060033 Forwards Amend 10 to License NPF-13 S< safety evaluation 
AAend changes Tech Specs & grants one-time exceptions to 
Tech Specs for relief needed for restart 
B CKVIENCER* A Licensing Branch 2 83/09/23 MCGAUOMY* J P 

MJaslssippi power Zt Light Co 6pp 20664 073 24X 

Fiche 50-4 16, 03/09/ 23, 0310060033 


8310120201 Confirms installation of mechanical pressure gauge an 
automatic depres surlxa tion sys air makeup line & performance 
of associated surveillance 

DALEiL F Mississippi Power «< Light Co 83/10/07 DENTON* H R 
Office of Nuclear Reactor Regulation# Director 2pp 20693*347, 
24X Fiche 50-416*83/10/07,0310120281. 


8310120436 Application to amend License NPF-13, revising changes to 
proposed Tech Specs to update Table 0 7 4-2 re safety- 
related mechanical snubbers Change Involves NSHC 
DALEiL F Mississippi Power & Light Co 83/10/07 DENTON* H R 
Office of Nuclear Reactor Regulation* Director 2pp 20698 260 
24X Fiche 30-416,83/10/07.8310120436 


—8310120430 Revised changes to proposed Tech Specs updating Table 
3 7 4-2 re saf ety-related mechanical snubbers 

« Mississippi Power ^ Light Co 03/10/07 tSpp 20698 262 24X 

Fiche 50-416.83/10/07*6310120436 


0310130117 Application for amend to License NPF-13, revising Taeh Bpecs 
to change Action 50 of RCIC sys actuation instrumentation to 
reflect only one trip ays 

r1C0AU0HY*^i P Mississippi Power & Light Co 03/10/11 DENTON*HR 
Office of Nuclear Reactor Regulation* Director 4pp 20729 053 
24X Fiche 50-416*83/10/11*0310130117 


— 8310130121 Proposed Tech 6psc Table 3 3 5-1 re RGIC sys actuation 
instrumentation 

e Mississippi Power tc Light Co. 83/10/11 2pp 20725 057 24X 

Fiche 50-416*03/10/11, 0310130117. 


-&3I0060037 Amend 10 to License NPF-iSi Chang ing Tech Specs & granting 
on«-time exceptions to Tech Bpecs foi restart 
SCKU£NCER#A Licensing Branch 2 83/09/23 12pp 20664 070 

E4IK Flthe 50-416*83/09/23*0310060033 


''3310060050 Safety evaluation supporting Amend 10 to License NPF-i3 
* KRC - Nt* Detailed Affiliotlon Given 03/09/23 Up 
20664 090 24X Fiche 50-416*83/09/2310310060033. 


I3I0C6O057 Forwards Amend li to License NPF-13 St safety evaluation^ 
Anend grants change to license condition re completion of 
CHonirol room envelope leak tightness test 
BCHWENCeR*A Licensing Branch 2 63/09/23 MCOAUOHY, J P 

Mississippi Power Si Light Co. 3pp 20664 064 24X 

Fiche 90-4 1 6, 03/ 09/ 2 3. 03 1 0060057 


*8310060064 Amend 11 to License NPF-i3 changing Tech Specs re completion 
oF control room envelope leak tightness test 

EZ&ENHUTi D 0. Division of Licensing 83/09/23 3pp 20664;067 
34X Fiche 50-416*03/09/23*8310060057 


-8310060071 Safety evaluation supporting Amend 11 to License NPF-ID 
« flRC - No Detailed Affiliation Given 83/09/23 3pp 
20664 070 24X Fiche 50-416*03/09/23*8310060057 


0308310050 Board Notification 03-160. provides info re 03OB12 failure of 
main crankshaft on one of three Transamerica Delaval 
emergency diesel generators at Bhorehan 

EI8ENHUT*D 0 Division of Licensing 03/10/14 PALLADINO* N J * 
OIHNSKY*V , nOBERTB*T Camni ssloners J5pp 20966* 312 24X 

Fiche 30-000*03/10/14*0308310050 


0310100306 Forwards responses to informal NRC concern* on containment 
structural integrity test per 830706 conference w/Bechtel 6 
NRC Test performed in compliance w/pravielons of Reg Guide 
I LB*Rev 1 

DALE,L F, Mississippi Power 8< Light Co 03/10/14 DENTON* H. R 
Office of Nuclear Reactor Regulation* Director 30pp 20006,295 
24X Ficha 50-416,03/10/14,8310100306 


B310180352 Forwards addl Info re fuel assembly 1 if toff * schedule for 
implementing mitigating meaiurei for Intergranular stress 
corrosion cracking Ic dynamic qualification of equipment, per 
031004 request, Info will be incorporated Into F0AR update 
DALE,L.F msslesippi Power I, Light Co 03/10/14 DENTON. H R. 
Office of Nuclear Reactor Regulation. Director. 6pp. 20803*147 
24X Fiche. 90-416, 83/10/14, 8310100352 


0310190037 Forwardt response to 830912 request for info re min number 
of operable channel requirements for Isolation actuation 
Inetromentatlon. DUO to raview to provide info* util 
identified need to modify procedures* Tech Specs & FB4R 
DALE, U F. Mlsiiislppi Power Se Light Co 03/10/14 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director 5pp. 20B23 167 
a4X Fiche' 30-416* 83/10/14* B310J90037. 
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Foruiards Info to assist in NRc evaluation of adeqiJacq of 
hgdrogftn control to support full-pomer operation Info 

provloed inciudeii acaling of conyectivc ^pat flutes << adtfi 
CLAS1X'”3 $( ftASCH analyses. 

DALE.t.F Mlfislssippi Potjer Sf Co 33/10/17 DENTOM» H F 

Office of Nuclear Reactor fieauiatloFi^ Director I62pp 20911 140 
a-4X Flchq 90-416.33/10/17.83102^027* 


'031026O2S0 ProyiifeB addl itifo re qualification of automatic 
depr e a turl la t i on «ys (AOS) accumulator l< related ajr sya. in 
raeponie bo 83031) Itr ADS leak test frequency of 18 months 
anile Ipated 

DALEiL F hiss Iasi ppi Power k Llpht Co 03/10/24 DENTON. H Fl 
Office qf Nuclear Reactor Regulation* Director 7pp *20912 113 
24 X Fiche 50-416*03/10/24*8310360220 


8310310044 Forwards revised F8AR App 13A. Incorporating staff changes 
involving key personnel Jnfo will be incorporated Into next 
FSAR aflend 

DALE.L, F Mississippi Power k Light Co 83/10/26. DEN TON. H R 
Office of Nuclear Reactor Regulation* Director 32pp 20931 049 
24X Fiche- 90-416, 03/10/26. 9310310044 


Q Inspection reports* JE Bulletins & correspondence 


031029038? Provides supplemental final response to viplAtion noted itj 
IE Tnap Reft 50^416/03-12 Bechtel QA evaluated 6 verified 
that corrective actions respond to concerns raised All 
corrective actions completed an 830607 
KCOAUOHY* J P. hisBlsslppi Power 6 Light Co 83/06/15 

□^REILLY* J P Region 2. Office of Director. 2pp 20998 145 ZAX 

F 1 c h • i 90- 4 i 6» 83/06/ 1 5f 83 1 0250309 


831029026S Responds to NRC 930727 Itr re violations noted in lE Insp 
Rept 50 '*4 i 6/83-30 Corrective actions surveillance testing 
activity completed on DIv i load shedding I. sequencing 
panels k h67E removed 

OALE.L F Mississippi Power & Light Co. 93/08/26 0 'REILLY, J P 

Region 2* Office of Director 2pp 20099 235 24J( 

F i c h e . 50-4 1 6 , 83/00/26 , 0310250262 


—8310250268 Farwardt IE Insp Rept 50-4)6/83-30 on 8306)6-0714 & notice 
of violation 

LENTS, R C. Division of Project h Resident Programs 03/07/27 
RICHARD* J B Mississippi Power It Light Co 2pp 20898 237 24X 

F i c h B 50-4 i 6 , 03/09/26. 93) 02 50262 


— 03)025026? Mo tit# of violation from Insp on 0306)6-07)4 

e Division of Project It Resident Programs 03/07/27 Ip 
20090*23? 24X Flcbe 50-4)6,83/09/26.0310250262 


—8310290271 FE Insp Rept 50-416/83-30 on 830616-0714 Noncompli anca 
noted ’ fa) 1 lire to perform lOCFRSO, 9? review. 

WAONERfA O Repion 2, Office of Director QUICK, 0 R. Division of 
Project k Resident Programs, 03/07/26. 7pp 20990*240 24X 

Flche 50-416. 03 /O0/26i 031 0250262 


0310040)63 Forwards IE Itttp Rept 90-4)6/03-37 on 830022-26 No 
noncomp 1 iance noted 

i/ERRELLI/O H Division of Project & Resident Programs 03/09/08. 
RICHARD tii 0. Mississippi Power 4c Light Co. 2pp 20608.206 24X 
Flche. 50-416*93/09/001 8310040163 


— 0310040167 IE Insp Rept 50-4 1 A/93-37 on 830022-26 No noncompl iance 
noted, ftajor areas Insp ected ' completed preoperat i onal 6 sys 
acceptance tee tsi propoi ed startup test fir local leat rata 
test procaduTse 

BURMETTi P. T. . JAPEcF. Region 2. Office of Director 83/09/06 
6pp 20600*200. 24X FI cNe- 50-416* 83/09/08,03)0040)63 


831004050S Conflrmi 830923 mgt meeting at Regicn II to discuss results 
of util invftitigation pf Agastat relay fal lures, proposed 
corrective actlor l< other topic* Proposed meeting agenda 
end. 

LEN10*RrC. Otvislon of Project <f Resident Programs 03/09/21 
RICHARD* as. Mississippi Power » Light Co 2pp 20622 360 24X 

F 1 c he 1 5 0-4 ) 6i 03/09/2 1 1 83 1 0040502. 


031025043? Forwerds JE Insp Rept 30~4 16/83-39 on 830030-0902 No 
ncmcomp 1 1 ence noted 

V^0GLLliO. M. Division of Project U RealdeTit Programs, 03/09/21 
R ICHAAD, B, liississippl Power 6 Light Co. 2pp 20B97'046, 24X 

Flche. 50-416,03/09/21* 8310250439. 


—0310250452 IE Insp Rept 50-416/03-3? on 030030-0902 No none ompl lane e 
noted. Major ereaa inspee ted: d lose 1 generator engine. relays* 
relay baie«< hydrapl ic control unit* solenoid valves k THl 
Item If. D. 3r "Coolant 0v* Valve Teet Requirement* *' 

HUNT*M. D. Region 2* Office of Director GONLON, T E. Division of 
Engineering k Operational Programs. 03/09/20 spp 20097 040 
24X F l C fi e . 50-4 1 6* 03 /09/B I * 93 10250439 


8310040263 Concurs in planned schedule for attaining recr i t i col i ty 
outlined m util B30829 8< 0913 Itrs Items containt^d in NHC 
821020 confirmation of action Itr verified ati corDpletrd 
Conditions to satisfg concurrence listed 

O'REILLY. J P Roglnn 2. Office of Director 83/09/23 fl ICIfARJt), j B 
Mississippi Power & Light Co 2pp 206J3 003 24X 

Fiche 50-416,03/09/23.0310040263 


0308300340 IE Info Notice 83-61. “Alleged Use of Stoiid-Jna foi l/elder 
Qualification Teste *’ Sve list enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103} 83/09/26 Consol (dated Edison Co of Ncu 

York, Int 117pp 20754 022 34X Fiche 50-000. 83/09/26. B303JU0340 


B30B300342 lE Info Notice 83-63, "Failure of Redundant Toiic Gas 
Ostectur's Positioned at Control Room Ventilation Air 
Intakes 6vc list end 

JORDAN, E L Division of Emergency PreparodnoBS It Engineering 
Response (Post 830103) 83/09/26 Lonsplldated Edisdn Co ef Mrw 

York. Inc U6pp 20777 210 24X Flche 50-000, 83/09/26. 0308:^0034 1> 


6308300345 IE Info Notice 83-63, "Potential Failures of Nestinghousc 
Type SA-I Differential Relays " Sve list end 

JORDAN, E L Division of Emergency Preparedness L Lngineor Inq 
Response (Post 830103} 03/09/26 Consolidated Edison Co of Rcu 

York, Inc UBpp 20778 001 24X Fiche 50-000, 83/09/S6, 03OD3OO34S 


B310040528 Confirms 0JIOO4 mgt meeting at Region II ofc to discuss yti) 
investigation of failure to conduct malnfc activities 6 other 
topic* ef current interest, per 830936 telcon Proposed 
meeting agenda end 

a'RErLLY*JP Region 2, Office of Director 83/09/20 RICHARD.J li 
Mississippi Power 6 Light Co 2pp 20624 02? 24X 

Flcbe 50-416. 03/09/ 20* 0310040528 


030630034? lE Info Netice 83-64. "Load Shielding Attached to 
Safety-Related Sys W/o lOCFRSO 59 Evaluation ■' Sve list 
end. 

JORDAN, E L Division of Emergency Preparedness 6 Enyinaering 
Response fPo*t 830103) 83/09/39 Consolidated Edison Co pf Neu 

York/ Inc llSpp 30716’ 324 24X Fiche 50-000, 83/09/29, BJ08300349 


0310250214 Forwards IE Insp Rept SO-4 16/83-42 on 030912-16 No 
noncomp 1 Janca noted 

YERRELLlfD M Division of Project 6 Resident Programs 83/10/04 
RICHARD, J D Mississippi Power k Light Co 2pp 20893 310 24X 

Fiche 50-416,03/10/04,0310250214 


— 8310250216 IE Insp Rapt 50-416/83-42 on 830912-16 No noncoffrp I iance 
noted Major areas inspected emergency procedures* opei atl np 
procedures I* surveiltanco testing 

KRUQ* H E Region 2* Office of Director JAPE* F Divisipn of 
Engineering 6 Operational Programs 83/09/29 7pp 20093 312 
24X Fiche 50-4)6,83/10/04,8310250214 


0300300378 IE info Notice 03-65. "Surveillance of Flow in riTD Bypass 
Loops Used in Westinghause Plants " Sve list end 
JORDAN, E L Division of Emergency Preparodnoss k Engineerlns 
Response (Post 830103) 03/10/07 Consolidated Edison Co of Neu 

York. Inc 76pp 20027 213 24X Fiche 50-000, 83/ 1 0/07, 0300300378 


03OS3OO752 IE info Notice 03-66. "Fatality at Argentine Critical 
Facility " Sve list anc I 

JORDAN. E L. Division of Emergency Preparodnoss It Enqinaering 
Response (Post 830)03) 83/10/07 Consolidated Edison Co of Neu 

York* Inc 79pp 20882 026 24X Fi c he. 50-000, 83/10/07, 03OB3OD/52 


8300300759 IE Info Notice 83-67, "Emergency Use Respirator Mat) Defect 
Causa* Production of Noxious Oases " Bve list end 
JORDAN, E L Pivlsion of Emergency Preparedness 6 Engineering 
Remponse (Post 830)03) 83/10/11 Consolidated Edison Co of Neu 

York. Inc li7pp, 21043 075 24X Fiche 50-000,83/10/11.0308300757 


8300300761 IE Info Notice 83^68. "Respirator User Warning Defective 
8elf-Cantai ned Breathing Apparatus Air Cylinders " Bvt list 
end 

JORDAN* E L Division of Emergency Preparedness k Engineering 
Reiponsa (Post 830103} 03/lO/lJ Consolidated Edison Co of N«u 

York, Inc, )20pp. 20827.129, 24X Fiche 50-000, 83/10/1 1* 0308300761 


0310170141 Forwards IE Safeguards Insp Rept 50-416/83-40 on 830912-16 
No none amp 1 iance noted 

VERRELLirD Division of Project k Resident Programs 03/10/11 
RICHARD, J.B Mississippi Power 6 Light Co 2pp 20788 351 24X 

Fiche 50-416.83/10/11,6310170141 


— 8310170149 IE Safeguards Insp Rept 50-416/03-40 on 830912-16 No 
nonconipl lance noted Major areas inspec ted. review of security 
argani lation-responso, security program audl t, record s k 
repts Detail* withheld (ref 10CFR73 Bl), 

ENNIE* J D Region 2* Office of Director MCOUIRE, D R Division 
of Emergency Preparedness k Materials Safety B3/JO/06 Ip 
20788 353 S4X Fiche 30-416. 83/10/11, 831017O141 
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E'3I03I0314 Forwards "App 1 j cabi 1 1 iy of Shoreham Dslaval Diesel/ 
^in-rrAbor Cranksbai^t Failure to Grand Gulf Nuclear Station," 
in rtspOTise to IE TtiFo Notice 63-'98 Rept concludes that 
failuTo will not occur at facility 

F Mississippi Power & Light Co 03/10/19 DENTON, If R 
□ fifi.ce of Nuclear Fl^actor Regulation, Director 7pp 208*51 15^ 

a-tJt Fiche 50-4I6>03/10/19, 831021031^ 


£310310126 Forwards “Rept on Div KIl ilf III Diesel Generators,'' In 
response to NRC req.uost & generic problents identified In 
IE Irfo Notice 83-DI 

CALE^L F Mississippi Power 8c Light Co 83/10/26 DENTON, H R 
Office of Nuclear Reactor Regulation, Director app 20949 110 
24X Ficfie 50-416,03/10/26,8310310126 


-*8310310130 "Rept on Div I, II & III Diesel Generators “ 

STAL50EHG,[> , HARDESTV, D , TAYl OR, J Mississippi Power U Light Co 
03-024 a3/ 10/22 S6pp 20949 IIP 24 X Fiche 50-4 16, B3/ I 0/3A, 

83t03i0lS6 


Jf Periodic operating reports & lelated correspondence 


8310190006 Monthly operating rept for Sept 1903 W/a3lOi4 Ur 

CESARE. OF O I DALE, L F Mlsslsgippi Power h Light Co B3/10/J5 
□£VCRJNO#R C D-irec^or's Office, Office of Inspection and 
Enforcement Bpp 20023 110 24X Fiche 30-416,83/10/15,0310190006 


S Reportable occurrences, LERs & related correspondence 


830906036B LER 03-lO7/OaL-O on 030727, Div I dlssel generator 
turbocharger iriounting bolts found loose, brol^en 8f missing 
during 24 h test run Caused bi| cracked welds on intercooler 
adapter betruiean intercooler 8t turbocharger N/Q30B26 Ur 
CATHEY, D E , DALE, L F Mississippi Power & Light Co 03/00/26 

Q'RSlLCy, J P Region 2, Office of Director 3pp 20262 i 05 24X 

Fiche 50-416,63/00/26,0309060068 


*309090416 RO 03-072/0 on 030729,30 «< 0014-16. control room air temp 
exceeded Tech Spec limit Caused by lack of operating control 
IfVAC subsystems lour Freon in subsystem D. 
respectively No corrective action stated 

DALE, L F Mississippi Power 8< Light Co 03/08/29 O'REILLY, J. P 
Region 2, Office of Director 2pp S0314 34S 24X 

FieJie 50-416, 03/00/29, 0307090416 


03IOO3OS96 LER 03-123/DlT-O on 030906, inadequate design flow paths 
iHtf ent I f Id^d from drywell cooler drip pans to leak detection 
monitor Causeef tiy iriodequate sys design Mods completed, 

W/03a92(> Itr 

*VnDiR •• i’AtEiL F Mississippi Pawer b Light Go 83/09/20 
□ 'RElLLYi^f I* Region 2, Office of Director 4pp 20591 031 .P4X 
rich*' 30-4 16. 03/09/20, 0310030296 


0310030430 Updated LER 83-1 13/03X-1 ’ on 030729, Standby fresh air unit D 
t 4 > control room Intentionally lost w/simulated loss of 
peurar Caused by performance of ECC8 loss of power 
lurvellldnce test Unit restarted lf/030920 Itr 
CATHEY* 0. , DALE,L F Mississippi Power & Light Co. 83/09/20 
□ ^REILLY* J P Region 2, Office of Director 3p 20602 091 24X 

Ftcha 90-4 16,03/09/20,0310030438 


0310030472 Updated RO 83-066/1 on 830709 & 13, trlaxial peak recording 
ac E vL erogirapli used for seismic monitoring of auxiliary bldg 
foundation reactor vessel support failed surveillance New 
i n e tr um entt installed 

OALEkE F Mississippi Power & Light Co 83/09/20 O'RElLLVrJ P 
Region 2, Office of Director 2pv 20601 059 24X 

Fich* 50-416,03/09/20,8310030472 


3310030490 LER B3-122/01T-0 on 830908, d i scovered valve P64F46lr which 
op'Orating pressure to carbon dioxide protection 
aastar selactor vaive, closed Caused by personnel error 
Valve 1 octad open 8* procedure revised W/830920 Ur 
EYRD, n • DALE,L F Mississippi Power Sc Light Co B3/0%/20 
O^REILLV* J. P. Region 3, Office of Director. Spp 20601 003. 24X 

rich* 50-416.03/09/20,8310030490 


3310030317 LER B3-127/03L-0‘ on 830822, during surveillance testingi 
control room ventlletion radiation monitor channel B 
& ch-annaJ C hi-hl setpoints exceeded allowable values Caused 
by inetrueient drift 1^/030931 Ur 

TATfCY, D £ • DALE, L F Mississippi Power 8, Light Co 03/09/21 
O'REILLY, 'J P- Region 3, Office of Director 2pp 2099l‘00l. 24X 

Fitht 30-416,03/09/21.8310030317 


01000^)325 RO 83-O03/O*on B30BI7, penetratl on AP-126C at louthwest 
sfatTwall of auxiliary bldg on Elevation 139 f t. d iscovered 
Open Fir* watches maintained until penetration restored on 
830027 

Djy_:E,L F Mi*eif*lppl Power l< Light Co 03/09/21 D'ReiLLY^U P 
RcalOP 2-' Office of Director 2pp 20590 352 24X 

Fiche 50-416,03/09/21.8310030325 


8310030373 Final b interim deficiency rept for Units i & 2, resp ectlve 1 y 
re Incorrect operation of Div I «< 1 1 diesel generator load 
shedding & sequencing sys panels w/autematic test feature on 
line Initially reported 330921 Also reportable per Part 21 
MCOAUCHV. U P Mississippi Power & Light Co 83!/09/21 

O'REILLY, J P Region 2, Office Of Director 4pp 20593 083 34X 

Fiche 50-416.83/09/21,8310030373 


8310030430 RO 03-004/0 on 830Bi9r dur i ng performance of fir* protection 
survilUance procedure, 16 of 2<j Q-rated fire dampers 
d 1 scovered^ u/''0’' shaped hooks connecting fusible links 
w/damper instead of required vi ce-cr Imped etraps 

dale, L F Mississippi Power h Light Co B3/09/21 O'REILLY, O P 
Region 2> Office of Director 2pp 20593 174 24X 

Fiche 90-416,83/09/21,0310030430 


8310040502 Confirms 030923 mgt meeting at Region II to discuss results 
Of util Investigation of Agastat relay fai lurec, proposed 
corrective action St other topics Proposed meeting agenda 
enc I 

LEInllB, R G Division of Project fc Resident Programs 03/09/21. 
RICHARD, J D. Mississippi power <« Light Co 2pp 20622 360 24X 

Fiche 50-416,83/09/21,8310040502 


8310030374 Second interim deficiency rept re failure of Agastat OP 
series relays to change state when called to operate Caused 
by SVC aging in mild environ in combination w/neehanica 1 
configurations 6 tolerances of Internal parts 
MCGAUflHY, J P. Miss ids ippi Power k Light Co 83/09/22 

O'REILLY, J P Region 2, Office of Director 5pp, 20592.190 24X 

Fiche 30-416,03/09/22,8310030374 


0310030461 PNO-n-03-O7a on B30925, recr i tical 1 ty aichievfd after l-yr 
shutdown to modify dryuell cooling sys l< other Areas Low 
power physics testing will be conducted during next 3-wli 
p er ifld 

WATBDM, L , JULIAN, C A Region 2, Office of Director 83/09/26 Ip 
20601 048 24X Fiche 50-416,83/09/26,0310030461 


0310070169 RO 03-OB5/O on 830023, latch to Firt Door 10302 of Div 1 
diesel generator room daavaged Fire watches astab lishsd, p «r 
Tech Spec 377 until door restored on 830910 

DALE,L F Misslfsippi Power tt Light Co 83/09/26 O'REILLY, J P. 
Region 2, Office of Director tp 20659.110 24X 

Fiche 30-416,83/09/26,8310070169 


0310070170 LER 03-130/OlT-O on 830912, duT i ng routine maint, control bldg 
fire rated penetrations CE42BB 6 CE7/E found unsealed, Cause 
unknown Penetrations reseated. Investigation continuing 
N/830926 Itr 

BYRD, R , DALE, L F Mississippi Power fc Light Co. 03/09/26 
P 'REILLY, J P Region 2, Office of Director. 3pp 20659 lU. 24X 
rich*' SO-416, 03/09/26. 8310070170 


8310070192 LER 63-132/03L-0 on 830027, component cooling water radiation 
monitor failed to meet ealibr procedure. Caused by out-of- 
tolerance count rat# meter readings due to faulty diodes Ic 
capacitors in circuit M/D30926 Itr 

BYRD,R , DALE, L F Mississippi Power & Light Co. 03/09/26 
O'REILLY, J P Region 2, Office of Director. 2pp. 20659. 119 24X 

Fiche 90-416,03/09/26,8310070192 


8310070239 LER 03-129/O3L-O on 830027. HPC 8 diesel generator tripped due 
to high jiacket water temp Caused by personndi error Standby 
SVC water valves reopened N/G30926 Ur 

CATHEY, D E , DALE, L P. Mifslsilppl Power & Light Co, 83/09/26 
O'REILLY, JP. Region 2, Office of Director, 3pp. 20698.330. 24X 

Fiche. 90-416, 83/09/26, 0310070239 


8310070309 Updated LER e3-084/03X-l on 830718, Unant 1 c Ipated activation 
of Div tl LOCA logic occurred All automatic actions occurred 
except for RHR pump C. Caused by mal f unct ionlng inverter for 
LOCA signal inverter replaced W/fl30926 Itr 

BYRD, R , DALE,L F. Mississippi Power L Light Co 63/09/26 
O'REILLY, xl P, Region 2, Office of Director 4pp. 20691 009. 24X 

F i c h e , 90-41 6, 83/09 /26, 8310070309. 


8310040364 LER 83-130/031-0 on 830829, shutdown cooling sys isolated 
twice when suction valve received erroneous isolation 
signals Caused by personnel error Update rept expected by 
831219 U/830920 Itr 

BYRD.R , JMLE.L P. Mississippi Power 6 Light Co 83/09/28. 

8 'REILLY, P Region 2, Office of Director 3pp 20620 277. 24X 

Fiche 90-416,83/09/20^8310040364 


8310040417 UER B3-t31/01T-0: on 830913, w/radioact ivlty monitors 
i noperabl e, Action 110 of Tech 0p*c 3 3 7 11 not fully met 
Caused by personnel error Chemist reinstructed on 
requirements W/83092B itr. 

BYRD,R , DALE, L F Mississippi power Ic Light Co 03/09/20 
O'REILLY, J,P Region 2, Office of Director. app 20619-172. 84X 

F i c h e : 50-4 1 6, 83/09/20, 83 1 00404 1 7. 
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BJ]00«6000t UER 83-I35/03L-0 on e307l3j tenporary connection fro® 
ditcharge of Div S diesel generator starting air storage 
tank D to Div 1 diesel generator made ui/o proper revleu 
Caused by personnel error H/830920 Itr 

R • DALEiL F Hississippi Power Light Co 83/09/20 
O'REILLY.J P Region 2, Office of Director 4pp 20648 339 24X 

FI Che 30-41 6i 03/09/20. 8310060001 


a3l00&0002 Updated LER B3-0?4/03X''l on 030711. RHR pump A breaker 
tripped during first test start after malnt to clean rack 
to braaker auiillarg contacts Caused by misaligned breaker 
wora gear rad Rod realigned U/030728 Itr 

BVRO.R . DA4.E.L F Mississippi Power fc Light Co 03/07/20 
Q^REILLY.JP Region 2. Office of Director 4pp 20649 277 24X 

Flche - 50-416. 83/07/20. 83 1 0060002 


0310060112 LER 03-134/O3L-O on 03O829i output of RPS reactor water level 
channel B loop discovered out of tolerance Caused by 
Instrument drift Instrument loop recallbr W/e3092B Itr 
CAThCVfD E . DALE. L F Mississippi Power ti Light Co 83/09/28 
□ 'REILLY. J Region 2. Office of Director 2pp 2064B 342 24X 

Fiche 50-416. 83/09/201 8310060112 


8310140075 Final deficiency ropt for Unit 1 «< interlnt {Ivficicrcy ropt 
for Unit 2 re potential rupture of high preoauro fuel 
injection lines on Div I & 1 1 diesel tjcnei atora duilun 
engine operation Also repoi table undci* Pa> t 21 for Unit 1 
MCOAUOHV. J P Mississippi Power «. Li o lit Cn 03/10/05 

O'REILLY. J P Region 2. Office of Director 3pp 20/6U 01 U .MX 

Fiche 50-416. 03/10/05. 83101400/5 


0310140160 no 03-O0//O on 830831. Fire Door 1A204 blocked open to 
support planned maint activities Tire watches oalablishud 
per Tech Specs until door restored on G30VJO 

DALE.L F Mifisisaippi Powor «< Light To 03/10/05 0511^111 Y.J V 

Region 2. Office of Director Ip 20765 070 24 X 

Fiche 50-416.93/10/05.8310140160 


8310140169 no 03-086/0 on 830827. 1 i fi t o d fire barriers npenod to pvpport 
planned maint activities Fire watches ustabliahed 4< bai riei i. 
restored 

DALE.L F Mississippi Power Si Light Co 83/10/03 t) 'RL*Il I Y. J f 
Region 2, Office of Director 2pp 20765 0/1 y^X 
Fiche 50-416.03/10/05.8310140169 


B3 10060401 LES 83 133/O3L-0 on 830B29 Sc 31. diesel generator declared 
inoparmble whan air receiver C pressure dropped below Tech 
Spec p«ig Unit Caused by setpoint drift & sticking check 
valve Relief valve replaced kl/B30928 Itr 

BYRD. R . DALE.L F Mississippi Power tt Light Co 83/09/20 
O'REILLY. J P Region 2. Office of Director 4pp 20646 121 
Fiche 50-416.83/09/20.0310060401 


24 X 


8310170458 Updated LER 03-O09/O3X-1 oti 0307013, d 1 s c ovurod carhOTi dioiidi 
heat detector surveillance test did not exist Cauard by 
delays w/ongoing surveillance review pi ogram Prucoduru 
issued on 030720 «< completod on 830912 W/U3i0(>5 Itr 
CATHEY, D E * DALE.L F Mississippi Powor Sc Light Cn 113/10/05 
O'REILLY. J P Region 2. Office of Diicclar 3pp dO/D'l 24'/ 24X 

Fiche 50-416.83/10/05,0310170450 


0310060025 LER 83-136/03L-0 on 830830. Dlv I dltiel generator shutdown 
When right bank 1 li left bank 5 cylinder exhaust gaskets 
failed. Crack 4i two broken welds discovered on intercoolers 
Caused by normal deterioration of gaskets W/030929 Itr 
CATiCYi D E . DALE.L F, Mississippi Power 1. Light Co 83/09/29 
O'REILLY. J P Region 2. Office of Director 3pp 20648 356 24X 

Fiche 90-416. 03/09/29.8310060025 

6310190297 LER 83-138/03L-0 on 030831. Div I diesel generator failed to 
awtomaticillg trip following unexpected high bearing temp 
V??/ temp tensor 

California Controls Device replaced W/8309ao Itr 

^ 0 ^ o Mi»5i»«ippi Power Light Co 03/09/30 

^ Region 2. Office of Director 3pp 20010 075 ?4X 

Flche'90-416, 93/09/30. 0310190257 -svoia u/o 


0310170512 Updated LER 03-O7B/OaX-l on OJO/Ol . d i ooel oonerntoT' tJ nil 
receiver pressure could not bo mnintuined groatrr thou Tech 
Spec limit Caused by relief volvo sotpulnt drift Unlvoa to 
be replaced by 831231 M/031005 Ur 

BYRD, fl , DALE.L F Mississippi Power t< Light Co U3/ 10/05 
O'REILLV.JP Region 2, Office of Diroctor 3pp 20/04 JM6 i'4X 

Fiche 50-416.83/10/05.0310170512 

Deficiency Kept PHD-UJ/IO ie defective llpragiie |up< 
40D capacitor on Drown Dover! Electric low voltage ciinilt 
breakers equipped u/solid state trip dcvicoe Initial lij 
rtported on 031002 Also reportable per Part 21 
MCOAUGHY. J p Mississippi Power b Light (,o 03/10/10 

P REILLY. J P Region 2. Office of Director Dpp 1*0705 OHO «.MX 

Fiche 50-416.83/10/10.8310170400 ' 


0310120419 LCT 03-i4O/O3L-O on 830902. power to Div I E8F bus 
Intinjlonally removed to perform loss of power test on 
tfletel generator Diesel generator auto started, but did not 
«?^*'** iluTing load shedding H/B31003 Ur. 

2.": Region 2. Office of Director. 4pp 20698 292 24X 

Fiche 50-416.83/10/03,0310120419 •iuavu 24X 


shutdown cooling mode while standby sve wntor loop A 

radiation monitor inoperable Cause under invos fei gati on 

Bvon « ^ returned to sve M/031011 Itr 

□ 'OFiiiv . Mississippi Power «i Light Co 03/10/11 

c. t ^ Region 2. Office of Director Spp, 30(J2J lOJ) 1>4X 

Fiche 50-416,83/10/11,8310190109 ^ .ix 


830903, BHR pr.i.ur. al.rn Ir,. 

‘ I«« ‘h." T.eh Sp.c C*U9. 

recalibr M/B31003 Ur 

O^ftElLLV J P ^ ^ Mississippi Power 6 Light Co 83/10/03 

r operate lass conservatively than Tech Soec 

limit Caused by containment spray h core coolinr«o!Sr 

BYRD Sai? 7T W/83lio3 Ur 

O^EILLY.5^ p^-lon B3/I0/O3 

F,ch. 50-416 , BsJISJSSJsiSmoJL 5.. 20763 DBS. 24X 

■"m:” 

BVR0,S , dale," F TOO. 8FAU H/B3t003 Ur 

0 'REILLY, JF R.il.H’s ‘oJllf* ^ 83/10/03 

Fit*. S0-416,93?ISJ;3 ,«uIJmM 28< 


radiation cumponon-c rooUnfl wato 

C-u!! not operating prnporly 

Cause JP pump being secured nut yet identified Pump 
BVRD*R^’‘^dai^f^* added to daily surveillance M/0310U Itr 
n.opiMv 4 Mississippi Power it Light Co 03/10/ U 

FUh. 50l4lLB3/?Su?,M,S^f^J,“' 3PP 23a MX 

pr«P Un,, „/„VAL 

ys. cemp in control room exceeded renuired limit sevorol 
confcrrji *!!*1 ** ^ ^ ‘ OH t « 3 condcnspr cooling water flow 

bJSJ r adjusted W/031011 U? 

O'REILLYij p R,;ton a, Of? *' 

Fit*. 80 - 416 , e 3 /lS/I 2 , a 3 lSw 00 ?O «'a S?'’* 

»•> «30B30,4„rU, 34 * ..rv.niAn.r 
left bank 5 cu 1 inder eJinulJ when right bank 1 ik 

broken weU. S ^ '=»'-«='« ** 

CATHEY, D E . DALE.L F W/e3l0l2 Ur 

O'REILLY, JP R.Jitn a, Off ‘rS? Dui'rU ‘•'f* 03/10/10 

Flth. 30-416,03/10/12,8310190834 ^ *° SOO10OS6 B4X 






24 X 


.I4r tllB ..“.u! r *8’ P* of control roo« 

i^r;r's 

loalL S, Of}”i’Jl'’n|r!u!r *■ o'**'* 83/10/04 O'REILLY, J P 

-It*. 5o-,t:,'^5;is;o4",‘5;f5f;o40B" 

rHEY.D E . DALE L 2? e**?*^®^*^ •*‘*^** W/BSlOOS Ur 

ICILLY* j.p 2 !“’"*** *• Co 83/10/05 

K* 90"*14.B35loJoS,83tSuM;i "‘''•ftT 3pP. 20768.269. 24X 
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53!01'?O232 RO 33-090/0 on 030915* fire-rated Door 1A203 blocked open to 
Yup^ort planned maint activitie» Fire liiatches SGtablisbed 
per Tech Spec 3 7 7 until 031006 

DALE.L F Mississippi Potucr & Light Co 03/10/13 Q'RE1LUY*J P 
ffiaion 3* Office of Director Ip 20018 095 2-^X 

Fich# 50-116103/10/1310310190232 


&3-l0^40247 Faruards request for add] info re inoperable Agostat reloys 
id*ritlFied during recent surveillance testing 
SCHVfENCEF. A Licensing Dranch 2 83/10/13 MCOAUGHY. J P 

iTi«st 4 sippi Power & Light Co 4pp 20907 359 24/ 

FichB 50-416*03/10/13* 031O24OP47 


031O2'7O167 RD 63-093/0 on 830914 8< 15* control room upper cable 
spreading room ambient air tcftip exceeded area temp limit of 
77 F in Tech Spec 3 7 0-1 c dui ing 36 h period Ma/ 
qua 1 1 Pi cation temp not exceeded 

PALEtL F Haasiasippi Potuor Si Light Co 03/1O/J4 O'RElLLYrJ P 
Athlon Sf Office of Director 2pp 20924 171 24X 

Fiche 50-416*03/10/14.0310270167 


e3l02170?29 RQ 83-090/0 on 830910* during surveillance testing, (lie 
Poor'S 1A3?0 it OCSll found inoperable & Fire Door 1A320 in 
aueiliarg bldg could not be locked Locking mechanism 8< 
hinjes replaced Hourly fire watch established For duration 
DALE.L F Mieaisaippi Power it Light Co 03/10/14 O'RElLLY.J P 
Regiion 2* Offlco of Director 2np 2<f924 068 24X 

FicAe 50' 416* 83/10/14, 0310270229 


?3t037iOD37 RO 03-09210 on B30910* listed control room fire-ratrd 
p enfrtra ti sns opened to implement design change package Fira 
watch established Penetrations reseated on 831007 
DALE>1. r Mississippi Power it Light Co 83/10/17 O'REILLY, J P 
■Regior 2, Office of Director 2pp 20924 336 24X 

riche 80-416*83/10/17,8310270037 


831027D160 RO B3-091/0 on 030910* dur Ing surveillance testing* Fire Door 
QC7i3 on elevation 189 ft in control bldg found w/o lock 
Fire Door 0C713 not designed to lock Door deleted from 
Proceefure 06’'QP-SP64-W-0043* Rev 20 Fire watch established 
DALE* L F Mississippi Power & Light Co 83/10/17 O'REILLY.JP 
Region S* Office of Director 2pp 20924 152 24X 

Fichia 30-416*03/10/17*8310270160 


8310270336 LER 03-145/03U-0 on 830915* Div 11 diesel generator starting 
■air pras-sure dropped below 160 psig Windings in electric 
aotd'r overheated & shorted Causod by incorrect pressure 
stgria! La|> location Motor replaced W/Q31017 Itr 
CATHEYiD e r DALE.L F Mississippi Power L Light Co 03/10/17 
0 'REIULY. J P Region 2* Office of Director 2pp 20723 143 a4X 

Fichr 30-416.63/10/17*0310270336 


&31C270433 Final Deficiency Rept PRD-B3/12 for Unit 1 l< Interim rept 
for ifnit 2 n failure of Agastat OR series relays to switch 
Xnltlallg reported on 800902 Deficiency reportable per Port 
21 for Unit 1 Investigation ongoing for Unit 2 
MCiJAUCHY* J P ftisslsBlppi Power Liqht Co 03/10/17 

C 'REILLY* JP fleglon 2* Offlco of Director 5pp 20923 044 2AK 

Ftcha 90-416,03/10/17*8310270433 


6310210102 LER B3~139/03L-0 on 830912* Div 1 reactor protective sy» 
BOtor generator set tripped* causing half scram signal & loss 
oF shutdown cooling Caused by motor winding short Motor 
rapiaced W/031011 Itr 

BYROfFi^ • DALEiL F Mississippi Power it Light Co 03/10/18 
O'flEILLY. J P Region 2* Office of Director 2pp. 20056* 182 84X 

Fich« 50-416, 83/10/10. Q3lO21Oi02 


^310270335 LER 03-146/O3L-O on 030918, alarms failed to annunciate 
following shutdown cooling loop pump Q trip due to isolated 
sucticn valve Caused by open circuit breaker Investigation 
continuing Updated rept expected by 031130 14/831010 Ur 
BVHD-j-R- • dale, L F Mississippi Power L Light Co 83/lO/i0 

O'REILLY, J P Region 2* Office of Director 2pp 20924 045, 84X 

Fichtf 50-416*83/10/10*6310270235 


$□10260186 Part 21 rapt re potentially defective Presroy airlock seal 
in rfrywell personnel airlock supplied by MJ Moolley 
Initial ty reported by vendor on 830919 Mew seal being 
desLffna'd by Presray Gorp will be installed when available 
DALE* L F Mlssiseippi Power it Light Co 83/10/24 DENTON* H,!?. 
Offj£« ‘jf Nuclear Reactor Regulation* Director 3pp 20919 250 
a4X Ficho 30-416.03/10/24*8310260186 


/ Og-er-stor Examinations 


^I00404'94 OlBcussee operator !< senior operator requal 1 f Ication exams 
on 830789,0016 it 17 Summary of exam results end W/o end 
VfflflELLIrD M Division of Project 8* Resident Programs, 03/00/29, 
RICHARD* wF,B Mississippi Power L Light Co 8pp, 20625,160 24X 

Fich* 50-416* 83/00/29, 8310040494 


DOCKET 50-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A App 1 ica t ion/coristruc t Ion stage documents ti correspondence 


8310040046 Forwards request for addl Info re 830610 QA program update 
LEIrllfi.R C Division of Project & Resident Programs 03/09/23 
RfCHARO.U II Mississippi Power & Light Co 3pp 20600 130 24X 

Fiche 50-4 1 6,03/09/33*8310040 046 


8310120444 Responds to NRC 030819 concerns ov*r isolation tif instrumart 
air sys it response of certain components Isolation of 
instrument air will not prevent accident mitigation under 
present design 

DALEpL F Mississippi Power & Light Cp 83/10/04 DENTON* H R, 
Office of Nuclear Reactor Regulation, Director, 4pp 20698 8S4 
24X Fiche 50-416,83/10/04*8310120444 


8308310050 Board Notification 03-160 provides info re 830812 failure of 
main crankshaft on one of three Traneamartca Oelaval 
emergency diesel generators at Shoreham 

EI8ENHUT. D O Division of Licensing 63/10/14 PALLADINO* M. U , 
OILINBHV* Uv I* ROBERTS, T Cummi ss i oners 15pp, 20966 312 24X 

Fiche 50-000,83/10/14*0300310050 


S3101S0352 Forwards addl info re fuel assembly 1 1 f tof f * sc hadu 1 e for 
implementing mitigating measurfts for intergranular stress 
corrosion cracking L dynamic qual If ication of equipment* p er 
031004 request Info will be incorporated into F0AR update 
DALE, L F Mississippi Power & Light Co 83/10/14 DENTON.H R 
Office of Nuclear Reactor Regulation, Director. 6pp 20803 147 
24X Fiche 50-416,83/10/14*0310180352 


B3’t0260220 Provides addl info re qual i f 1 catl on of automatic 
depressurl cation syi (ADSl accumulator fc related air sys, in 
response to 030011 Itr AB8 leak test frequency of 18 months 
anticipated 

OALE.L P Mississippi Power L Light Co 83/10/24 DENTON* H, R 
Office of Nuclear Reactor Regulationr Director 7pp 20912 113 
24X Fiche 90-416* 83/10/24* 8310260220 


0310310044 Forwards revised FSAR App 13 Af incorporating staff changes 
involving key personnel Info will be incorporated into next 
F8AR amend 

DALE, L F Mississippi Power L Light Co 63/10/26, DENTON* H R 
Office of Nuclear Reactor Regulation* Director 32pp 20951 049 
24X Ficho 90-416* 83/10/26* 0310310044 


E NRC Safety Evaluation Report (SERI* euppls & correspondence 


0310100330 Provides addl info on 8ER Confirmatory Item 1 t0<4) re soil 
structure Interaction, in fulfillment of commitments mads in 
response to NRC 830112 Itr Util comnvitted to utilising 
elastic half-space methodology, 

DALE.L F hissiseippi Power L Light Co 03/10/14 DiENTON* H R 
Office of Nuclear Reactor Regulation* Director 4pp 20002.348 
84X Fiche 50-416,03/10/14,0310180330 


F Gecurlty* medical* emergency lc fire protection plans 


8310040394 Foruard s lummary of 830909 meeting in Region II ofe re 
proposed physical security plan nods 

LE4II8,R C Division of Project L Resident Programs 83/09/26 
RICHARDfJ 8 Mississippi Power k Light Co 3pp 20619 041 24X 

F 1 c h e ; 5 0-4 1 6 1 03/09/26 , 03 1 0040394 


0310100430 Forwards Rev 9 to physical security plan. Rev withheld 
Cref I0CFR3 790 tt 10CFR9 51 

DALE,L F. Mississippi Power k Light Co 93/09/30 0 'REILLY* vJ P 

Region 2* OffUr of Director 2pp 20003 297. 24X 

Fiche 50-416,03/09/30,8310100430 


B310J20349 Advises that due to uncertainty in instrumentation 
availability it manpower resources* instrumentation necessary 
to meet Reg Guide 1 97 requirements will be implemented by 
third refuelling outage per Suppl 1 to NWREO-0737 
DALEiL F Mississippi Power k Light Co 83/10/10 DENTON.H.R, 
Office of Nuclear Reactor Regulation* Director 2pp 20700:231, 
24X Fiche 50-416*03/10/10*8310130349 


0 Inspectlan reports* IE Bulletins it corr espundence 


0308300340 lE Info Notice 83-61* "Alleged Use of Stend-Ins for Helder 
Qualification Tests '* Sve list end. 

•JORDAMi E L Division of Emergency Preparedness k Engineering 
Response iPost 0301031 83/09/26 Coniplidatod Edison Co. of Nesi 

York, Inc I17pp 20754 022 24X Fiche- 50-000, 03/09/26* 8308300340. 
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0300300343 IE Info Notice B3-6S, "Failuvv of Riedundaiit Toxic s 
Detectori Pocltioneff at Coritrol Roam Ventilation Air 
Intakes ** Eve list end 

JORDAN, E L Division pf Emergency Preparedness 8c Engineering 
Response (Past 03O1D3> 63/09/26 Consolidated Edison Co oF NetiJ 

Yorki Inc ll6pp 20777 210 24X FicAe 50-000. B3/09/2A. 03DE3OO342 


0308300345 I£ Infa Notice 03-63> “Patential Failures oi’ Uestlnghause 
Type 9A-1 Differential Relays " Sve list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of Neu 

York. Inc llBpp 20770 00 1 24X Fit he 50-000.83/09/26.0300300345 


0300300349 IE Info Notice 83-64. “Lead Shielding Attached to 
Safety-Related Sys M/o 10CFR90 59 Evaluation » Sve list 
enc 1 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Responie (Post 030103) 03/09/29 Co'nso) J dated Edisoti Co pf Neu 

York. Inc H5pp 20716 324 24 X Fir he 50-000.03/09/29.3308300349 


8309300370 IE Info Notice 03-65. ''Surveillance of Flaw in RTD Dypass 
Loops Used in Nestinghouse Plants *' Sve list end 
JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/10/07 Consolldeted Edison Co pf New 

York. Inc 76pp 20827 213 24X Fiche 50-000.83/10/07,83083003/8 


0308300752 IE Info Notice 83-66. “Fatality at Argentine Critical 
Facility " Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/10/07 Consolidated Edison Co of New 

York. Inc 79pp 30802 026 24 X Fiche 50-000,03/10/07,8300300752 


6308300759 lE Info Notice 03-67. “Emergencg Use Respirator Natl Defect 
Causes Frodifction of Noxious Oases “ Sve list end 
JORDAN. E L Division of Emergenc-y Preparedness ic Engineering 
Response (Post 830103) 83/J-O/lI Consol idated Edison Co of New 

York, Inc lJ7pp 21043 075 24 X Fiche 50-000.83/10/11/8300300759 


8300300761 16 Info Notice 03-68. “Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders '* Sve list 
end 

JDROAN.E L Division of Emergency Freparednofs & Engineering 
Response (Post 830J03) 83/10/11 Consolidated Edison Co af Neu 

York. Inc 120pp 20827 129 24 X Fiche 90-000, 03/10/ i 1, 0308300761 


8310210314 Paruards "Applicability of Shoreham Oelaval Diesel/ 
Oenerato-r Crankshaft Failure to Grand Oulf Nuclear Station. " 
in response to IE Info Notice 03-98 Rept concludes that 
failure uill not occur at facility 

DALE. L F Nlssisslppl Pouer b Light Co 83/10/19. DENTON, H « 
Office of Nuclear Reactor Regulation* Director 7pp 20851 154 
24X Fiche 50-416/03/10/19.8310210314 


0 Reportable occurrences. LERs U related correspondence 


6310030373 Final 6 interim deficiency rapt for Units t b 2. respec tl vely 
re incorrect operation of Dlv I 6 21 diesel generator load 
eheddlng 6 sequencing syi panels w/autaniatlc test feature pn 
lint Initially reported 830921. Also reportable per Part 21 
HCOAUOHV/J P Mississippi Power b Light Co 83/09/21 

O'REILLY. JP Region 2. Qffice of Director 4pp 20593 083 24X 

Flcha. 90-416, 03/09/21, 8310030373 


8310140079 Final deficiency rept for Unit 1 b interim deficiency rept 
for Unit 2 re potential rupture of high pressure fuel 
injection lines on Div I It 1 1 diesel generators during 
engine operation Also reportable under Part 21 for Unit i 
HCGAWOHYi J P Mississippi Power b Light Co 03/10/05 

□ 'REILLY, JP Region 2. Office of Director 9pp 20760 018 24X 

Fiche 30-4I6, 03/10/09, D31014OO7S 


8310140007 Bupplemental interim Deficiency Rept PRD~01/29, Rept 2 re 
Temp Flex penetration bellowa aesemblies e;«hiblting crocked 
b broken uelds between shroud support spokes b bellows and 
sleeves Initially reported on 810529 Final rept by 040815 
HCeAWHY, J. P MlBsisslppl Power b Light Co 03/10/07 

□ 'REILLY, J P Region 2, Office of Director. 4pp 20768:096 24X 

Fiche • 50-417, 83/10/07, 9310M0007 


8310270433 Final Deficiency Rept PRD-H3/12 for Unit I b interim rept 
for Unit 2 re failure of Agastat OP series relays to switch. 
Initially reported on 830902. Def I den eg reportable per Part 
21 for Unit i Investlga tion ongoing for Unit 2 
MCOAUOHY, J P Hisslitippl Pouier b Light Co 03/10/17 

O'REILLY, J P. Regions. Office of Director Spo 20923. 044 24X 

F 1 ch a ' 30-4 1 6, 83/ i 0/ 1 7, 031 0270 433 


8310260186 Part 21 ropt re potentially defective Presray airlock 
in dryuell personnel airlock supplied by WJ Woolley 
Initially reported by vendor on 030919 Now seal being 
designed by Presray Corp will be installed when available 
DALE. L F Mississippi Power b Light Co 83/10/24 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 3pp 2091D S'iO- 
24X Fiche 50-416.83/10/24.0310260186 


V Operator Examinations 


8310040494 Discusses opeTator b senior operator requa 1 i f x c a t i on «ian^ 
un 830729,0816 b 1? gummary of exam results end W/o end 
VERRELLI.D M Division of Project b Resident Programs 83/08/29 
BICHARD. J D Mississippi Power b Light Co 3pp 20625 160 PAX 
Fiche 90-416,83/08/29.8310040494 


DOCKET SO-423 MILI STONE NUCLEAR POWER STATION, UNIT 3 


A App 1 xcat lon/construction stage documents b correspondence 


8310030335 Forwards remaining responses b corresponding FSAR changes tn 
640 series questions not forwarded by util 830829 Itr 
Responses will be formally submitted along u/Amend 5 by 
831101 

COUNSIL.W 0 Northeast Nuclaar Energy Co (subs of Nort/ie.Tst 
Utilities) COUNSIL.W <3 Northeast Utilities 83/09/27 
YOUNGBLOOD, D J Licensing Branch 1 G4pp 20590 219 «?4X 

Fiche 90-423, 03/09/27, 83 1 0030335 


8310050453 Notification of 8310U b 13 mootings in Waterford, CT to 
support NRC review of probabilistic safety study b to 
conduct site tour 

DOOLITTLE, E L Licensing Branch 1 03/09/28 YOUNODLOOD, B J 

Licensing Branch 1 3pp 206SO 034 24X Fiche 50-423, 03/09/2u, 

8310050453 


8310170069 Authorizes use of ASME Code Case N-310-I in const nf 
component support bolting under Section III, Div l.Class I 
of code 

YDUNODLDOD. B J Licensing Branch I 83/09/30 COUNSIL.W <? 
Northrast Nuclear Energy Co (subs of Northeast Utilities) 2pp 
20790 022 24X Fiche 50-423,83/09/30.0310170069 


6310170190 Forwards Rev F to OA program manual Historical dacument 
containing all changes to OA manual since first edition 
issued in Aug 1973 end 

COUNSIL, W 0 Northeast Utilities Service Go COUNSIL.W G 
Northeast Utilities 83/09/30 HURLEY, T E Region I, Office of 
Director 2pp 20707 116 a 4 X Fiche 50-423,83/09/30,0310170190 


—0310170190 Rev F to QA program manual 

KELLY. R B , ALLEN, W F , SMITH. L 8 Stone b Webster Engineering 
Corp 01/04/06 587pp 20787 110 24X Fiche 50-423,03/09/30, 
0310170190 


0310170193 Forwards request for addl Info re application for OL 
resulting from review of FBAF( b design basis response to 
Reg Ouide I 97, Rev 2 Response to Questions 230 6 b 420 6 
required within 30 days of receipt of Itr 

YOONODLOODrD J Licensing Branch 1 03/10/03 COUNSIL.W G 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 0pp 
20813 004 24X Fiche 50-423,03/10/03.8310170193 


8310170726 Forwards request for odd! info required to complete 
evaluation of environ b safety portions of application for 
OL Response requested within 30 days 

VOUNOBLDOD, D J Licensing Bronch 1 03/10/07 COUNSIL.W 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) lOpp 
20790 064 24X Fiche 30-423.03/10/07,8310170726 


8310170563 Deters responses to three acceptance review questions b 
Enel 4, Itemr 7 as committed to in 830331 b 0630 Itrs Rev to 
responses to Questions 311 1,311 4 b 220 6 will be forwarded 
w /Amend 5 to TSAR in Nov 1983 

COUNBlLi W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL.W C Northeast Utilities 03/10/11 
YDUNOBLDOD, B J Division of Licensing Ip 20780 227 24X 

Fiche 30-423,83/10/11.0310170563 


6310240044 Summary of 030602 meeting w/util.BbW b Weatinghousp in 
Bethasd«,MO to discuss objectives of Instrumentation b^ 

Control 8ys Branch review process for OL application 
DOOLITTLE, E L Licensing Branch 1 03/10/11 Licensing Drench I 

4pp 20903 234 24X Fiche 50-423,03/10/11,8310240044 


8310310170 Notifies that NRC will conduct site visit on 031025-27 to 
obtain info re const status Agenda end 

YQUNOBLOOD, E J Licensing Bronch 1 83/10/10 CDUNSiLrW G 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 4pp 
20965 304 24X Fiche 50-423,83/10/10,0310310170 
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S3I02^BQ112 Derios^ 030906 request foi 120-day extensioti to respond to 
Generic Ltr 03-20 re generic xmpltcotiona of Salo/s ATW3 
events revicu} -schedule dors not permit extension 

ft(*pons^e doe by 031 i05 

CfiUTCl-lFIELD^ D Optfrating Reactors Branch 5 03/10/26 C0UN5IL»(J C 

Connecticut Yankee Atomic Pouer Co 2pp 20929 261 2<|X 

Ficte 30-0QO> 03/ I0y26i 0310200112 


Z Utility Enviranmenta 1 Report (ERlr amends correspondence 


e3l&0iA05ai Foritjards /^mend 4 to environ rept - OL stage 

COUNCIL 1 U Q Northeast Nucloar Energy Co (subs of Northeast 

UtlUtLesl COUNGlL.W G Northeast Utilities 03/07/27 
^OUWOlBLDaDj D J Licensing Branch I 2pp 20621 229 24X 

Fiche 90-423* G3/09/27* 0310040521 


— S3| 004052/ Amend 4 to envli on ropt - Oi_ stage 

« Northoaat Utilities Service Co 03/09/23 79pp 20621 231 
SAH Fiche 50-423* 03/09/27* 0310040521 


E NRC Safety Evaluation Report (SERI* suppl$ correspondence 


B3IOI 10AD2 Requests technical editing assistance in preparing draft 
EEA Draft SER Inputs from technical revleui branches 
scheduled fi>r submittal by 031101 u/drsft &ER to be issued 
an 631201 

YI3UNO0LOOD« B J Licensing Bronch 1 03/09/29 SINGH* K H Policy Ic 

Publications Management Branch Ip 20714 34B 24X 

f ic het50“423i 63/09/29* 0310110602 


K Utility Final Safety Analysis Report (F9AR1 1( amends 


£310040161 Foruards Amend 4 to F'BAR* cnnsl sting of responses to 
irlrcted requests for addl info 

CDUhPBlL^W 0 Northeast Nuclear Energy Co (subs of Northeast 
UllSIiies) CQUNSIU*N (J Northeast irtilities 03/09/30 
VCHJifi^^QLClDD* 0 J Licensing Bronch I 2pp 20615 2B4 24X 

F I c h e 50-423* 03/09 / 30* 03 1 004 0 1 6 1 


— e3lOO40ift4 Amend 4 to F9AR 

m Northeast Nuclear Energy Co (subs of Northeast Utilitiesl 
63/09/30 439pp 20618 2Q6 24X Tic he 50-423,03/09/30* 

e3]0040161 


3 Inspection reports* IE Bulletins correspondence 


B30B3Q0340 IE Info Notice 03-61* "Alleged Use of Stand-Ins for Uelder 
Qua I i -Ficatlon Tests.** Sve list end 

JDRIDAI9* E L Division of Emergency Preparedness (< Engineering 
Response (Post 030103) 03/09/26 Consolidated Edison Co of New 

YcTbp Inc il7pp 20784 022 24X Fit he 80-000*03/09/26,0300300340 


S30’B3<K>34S IE Info Notice 03-62* 'Tailure of Redundant Toxic Gas 
Oetreiors Positioned at Control Room Ventilation Air 
JiTatafces Svc list and 

JOHDAN^E L Division of Emergency Preparedness ii Engineering 
Resaonse (Post 030103) 03/09/26 Consolidated Edison Co of New 

Yorin Inc ll6pp 20777310 24X Fiche 50-000*03/09/26,0300300342 


0?O03OO345 IE Info Notice 03-63* "Potential Failures of Nesting house 
Tflpe SA-i Differential Rvloys. " Sve list end 
UDABANpE L Division of Emergency Preparedness b Engineering 
Hvtp-cin.«a (Post 030103) 03/09/26 Consolidated Edison Co. of Nru> 

Yorl* Int U0pp 20770 001 24X Pic he 50-000*03/09/26*0306300343 


3306300349 IE Info Notice 03-64* "Lead Bhlelding Attai-hed to 
Eaf f iy-'Rolated Bys N/o iOCFRSO 59 Evaluation. '* Bve list 

• ncl 

JOfUOAH* E L Division of Emergency Preparedness & Engineering 
Rasponse (Past 830103) 03/09/29 Consol idated Edison Co of New 

Verl^ Inc Ii8j>p 20716 334 24X Fic he. S0“000* 03/09/29* 830030034? 


33I0I991BZ Forwards IE Insp Repi 90-423/03-10 on* 030613-0731 No 
oionciam-p 1 iance noted, 

STARO&TECKI* R Dlvlelon of Project t< Resident Programs 03/10/03. 
COUHSlLiH O Northeast Nuclear Energy Co, (subs ef Northeast 
Utilities) 2pp 20820211 24X Ficbe 50-423*03/10/03*0310190102 


"-0310190100 IE Insp Rapt 50-423/03-10 on 030613-0731 No noncompl lane e 
notO'd Majnr areas inspected EOF as-hulit comparison* 
savarance of centroi cables* battery discharge l< containment 
linaT stud epacinq requirements 

REBruOHdKIrT * fORD*e J Region 1* Office of Director 
ELffASGERj T Division of Project l< Resident Programs 83/09/29. 
7pp 20020 213, a4X FIche. 50-423* 03/10/03*0310190102, 


031O1SOO77 Foruards draft NRB SALP input for Sopt 1902 - Aug 1903 
Comments received by 031006 will be considered in final 
rept Category 2 assigned in area of licensing activities 
DOOLITTLE. E L Licensing Branch 1 03/10/04 EISEWHUT* D O. 

Division of Licensing MATTSONrR J Division of Systems Integration 
(post 811005) VOLLMER. R H Division of Engineering 4pp 
^0027 036 24X Flthe 50-423, 03/ 10/04* 03101 00077 


6300300376 IE Info Notice 03-65, "Surveillance of Flau in RTD Bypass 
Laops Used In Westinghouse Plants " Sve list end 
JORDAN* E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103 ) 03/10/07, Consolidated Edison Co of New 

York* Inc 76pg 20027 21 3 24X Fiche 50-000*03/10/07*0300300370 


0306300752 IE Info Notice 03-66* ‘^Fatality at Argentine Critical 
Facility *•’ Sve list end 

JORDAN* E L Division of femergency Preparedness tc Eng inaering 
Response (Post 630103) 03/10/07 Consolidated Edison Co of New 

York* Inc 79pp 20 B 62 026 Z4X Fiche 50-000,63/10/07*0308300752. 


8308300759 IE Info Notice 63-67* "Emergency Use Respirator Matl Defect 
Causes Production of Noxious Oases " Sve list end 
JORDAN* E L Division of Emergency Preparedness Sc Engineering 
Response (Post 630103) 03/10/11 Consolidated Edison Co of New 

York, Inc n7pp 21043:075 94X Fiche 50-000*03/10/11*6308300759. 


G3O03OO761 IE Info Notice 63-60* "Respirator User Warning Defectlv* 

8d f-Contatned Breathing Apparatus Air Cylinders " Bve list 
enc 1 

JQROANi £ L Division of Emergency Preparedness tc Engineering 
Response (Post 630103). 03/10/i 1, Consolidated Edison Co, of New 

Yorir Inc 120pp 20627129 24X Fic he, 50-000* 03/ 10/1 1 , 6308300761. 


& Reportable occurrences* LERs V related correspondence 


8310070163 Pert 21 reft re potential defects In molded case of 100- 
amp frame, multi-pole E I* HE series circuit breakers. 

Initially reported on 030902 

ERHARDTiJ V Oould* Inc B3/09/26 HURLEY* T E Region i* Office 
of Director lOpp 20657095 24X Fiche 50-000*03/09/26* 

6310070163 


0310070301 Potential Part 21 rept re undtrrangt character let ic of 
Model N-EJIOM transmi tter, Und errange lero offset may occur 
when transmitter initially prrssuriied from atmospheric to 
suppressed zero Input End users notified 

OeRflERIAN.M J Foxtoro Cofp 03/09/30 Director's Off ice* Office 
of Inspection and Enforcement klpp 80691 064 24X 

Fiche 50-000* 03/09/30, 0310070301 


DOCKET 90-424 ALVIN W VOOTUE NUCLEAR PLANT, UNIT 1 


A App licatlon/construction stage dacuments tt correspondence 


0310110374 Clarifies question contained in 030906 Itr which indicated 
FSAR sections referenced in FBAR Table 1 6-1 did not provide 
adequate evaluation of differences w/BRP. Format containing 
specific eubsectio-n devoted to BRP differences preferred, 

MOVAH.T.M Assistant Director for Licensing. 83/09/26. FOSTER* D. □, 
Oeorgla Power Co. 3pp 20713 828 24X Fiche 50-424*03/09/26. 

0310110374 


8310100604 Forwards notice of receipt uf 830913 OL application for 
CPPR-lOB & CPPR-109 Notice sent for publicefelon £n FR 
ADEH8AM«£ Q, Licensing Branch 4 63/10/11. FOSTER-* D Oeorgie 

Power Co. 8pp 20917:347 24X Fiche 50-424* 03/10/ 11* 0310100604, 


— 6310100606 Notice of receipt of 030913 OL application for CPPR-100 I* 
CPPR-109, authuri 1 ing applicants to possess* use ir operate two 
PWRs onsite at 3*411 Mlrlt reactor core power 

ADENaAM*E 0 Licensing Branch 4 63/10/06 3pp. 20017:349 24X 

Fiche: 50-484* 03/ 1 0/ U , 0310100604. 


8300300779 Board Notification 83-135A forwards 030919 rsvised draft of 
"OA Caie Study Working Paper - Case C* *' 1, cover & 
transmittal memos re Oiablp Canyon, 

EISENHUT*D Q Division of Llcmslng 03/10/14 PALLADiNO, N >1 . 
01LIN8KV,V * ROBERTA* T ComMi sslopers. 3pp. 80799.001 S4X 
Fiche* 50-000* 03/10/14* 6300300779 


— 031O16'O&O5 Informs that working papers for three qA case studies 
complekejper 030923 memo. Case C re Diablo Canyon* dtd 030919* 

Is rev to 030719 draft transmitted In Board Notification 
03-135 on 030908. Papers 8c transmittal Itrs forwarded. 

TAYLOR* J H. QA Branch, 00/09/80, EISENHUT, D. O Division of 
Licensing, 2pp 20799. 004 84X FU he. 90-000, 83/ 10/1 4i 6300300775. 



314 


DOCKETED ITEMS 


eaiOl^OlSS Poru/artf* application for amend to CPPR-lOB & CPPH-lO«?, 
authoriiing sale of add I SX undivided interest to Municipal 
Eleetric Authority of Oeoraia 

rOBTERi D □ Georgia Power Co 03/10/14 DENTON* H R Office of 
Nuclear Reactor negulatlon* Director Jp 20B21 124 24X 

Ficho 50-4a4i 03/10/14. 8310190125 


— B310190126 Application for amend to CPPR-lOB U CPPW-1G9. autljorii Ing 
sale of addl 5% undivided interest to Municipal Electric 
Autho-rlty of Georgia 

FOSTEfl. D D Georgia Power Co B3/10/14 3pp 20021 125 24X 

Flche 50-494# 83/10/14, 0310190125 


M Antitrust correspondence 


Q3lDS10IDi» For'iJ^ardB FR notice of receipt of antitrust info associated 
w/applicatloT» for OLa 

ADENSAMi E G Licensing IlraTich 4 83/10/13 FOSTER, D Georgia 

Power Co Spp 20883 333 24X Ftclje 50-424,63/10/13.0310210106 


'-Q3103l0i0? Notice of receipt of antitrust info associated w/app 1 Ication 
far OLs 

ADENSAM. E. 0. Licensing Branch 4 63/10/07 2pp 90083 39 & 24X 

riche 50-494, 83/10/13,8310910106 


0 rnspectlon reports, IE Bulletins <<■ correspondenc e 


0310040915 Forwards IE Insp Repts 50-424/03-17 U 50-425/03-17 on 
030711-0018 No noncamp I lane e noted 

DANCE.M C. Division of Project 1, Resident Programs 63/09/01. 
KELLY, ft J. Georg la Power Co 2pp. 20614 266 a4X 
Flche; 30-494 ^ 03/09/01 . 831004091 5 


■8310040292 IE Insp Repts 50-494/83-17 6 30-425/03-17 on 030711-0819 Ho 
nonconpl lance noted. Major areas inspected observation of 
wort in progress re fitting & welding NBSS primary coolant 
piping tr storage of critical equipment 

SANDEfta.WF Region 2. Office of Director PANCJERArV Division 
of Project 1< Reel dent Programs. 03/09/01 Spp 90614 260. PAX 
Flche 50-424,03/09/01.8310040215 


G3Oe^OO340 IE infe Notice 83-61. ^’Alleged Use of Stand-Ins for Welder 
Qua 1 1 fleet Ion Tests Sve list end 

JORDAN. E, L Division of Emergency Preparedness te Engineering 
Reiponie (Poet 830103) 03/09/96. Consol idatsd Edison Co of New 

York, rnc. 117pp 20754 092 24X Flche 50-000,03/09/26,0308300340 


6300300342 IE Infs Notice 03-62, "Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Sve list enc| 

JORDAN. E L Division of Emergency Preparedness & Engineering 
nsfponie (Post 030103) B3/09/96 Consolidated Edison Co of New 

York, Inc. U6pp, 20777;9l0 24X Ficfis 50-000, 83/09/ 26. B30B3O031 2 


8300300345 IE Info Notice 03-63. "Potential Failures of Uestlnghouse 
Type 8A-1 Differential Relays ** 8vc list end. 

JORDAN, E. L Division of Emergency! Preparedness 4, Engineering 
Response (Post 0301031 03/09/96 Consolidated Edison Co of New 

Vorir. Inc* tlBpp 90778*001 94K Flche 50-000.03/09/96,8308300349 


03100(0960 Forwards summary of 830B92 mgt nesting at util headquarters 
ofe re findings concerning investigation of subcentrac tor 
QA performance at plant List of attendees also end 
O'REILLY. JP. Regions, Office of Director. 83/09/90 KELLY. R J. 
Georgia Power Cu. 4pp 20696 936, 94X Fichs 50-494.03/09/20. 

8310040500 


0306300349 IE Info Notice 03-64, "Lead Shielding Attached to 
Bafety-Relatsd Eys »/a 10CFR50 59 Evaluation ** Sve list 
end 

JORDAN. E.L Division at Emergency Preparedness 6 Engineering 
ftespense (Post 630103) 03/09/29* Consolidated Edison Co of New 

Yorti rnc, llSpp 90716 324 24X Flche 50-000, 03/09/99, 0300300347 


6306300370 lE Info Notice 03-65. "8urve lllance pf Flow in RTD Bypass 
Loops Used in Hesttnghouee Plants " Bve list sncl. 

JORDAN. E L, Division of Emergency prepafidnees 6 Engineering 
Response (Post 830103) 03/10/07 Consolidated Edison Co of New 

York. Inc. 76pp. 20897*213 94X FI c he' 50-000. 03/10/07. 830030037 B 


300300782 IE Info Notice 83-66. 'Tatality at Argentine Critical 
Facility ** 8vc list end, 

JORDAN, E L. Division pf Emergency Freparednees 6 Englnearing 
Responee (Post 8301C3). 03/10/07. Consolidated Edison Co of New 

York. Inc* 79pp 20809*096. SAX Flche 50-000,03/10/07,6300300759 


'0300759 IE Info Nptipa 03-67, "Emergency Use Respirator Natl Defect 
austf Production of Moxloue Osses " Sve list end 
DRDAN. E. L Division of Emergency Preparedness % Engineering 
ssponse (Poet 030103). 03/tO/il, Cpnsal 1 dated Edison Co of New 

orki Inc n7pp* 21043.075- 24 X Flche’ 50-000, 63/10/ i l, 03OQUOO759 


0308300761 IE Info Notice 83-68. "Respirator User Warning Defective 
Sel f-Contairied Breathing Apparatus Air Cylinders " Bve list 
end 

JORDAN. E L Division of Emergency Preparedness 8< Engineering 
Response (Post 630103} 83/10/11 Consolidated Edison Co aF Neu 

York, Inc laOpp 20027 199 94X Fiche 50-000, 03/ 1 0/ 1 1 . □□0830076J 


S Reportable occurrences, LEHs *< related correspondence 


8310120296 Interim deficiency rept re Brewn Boven reactor coolant 
pump switchgear reported in ON-247 Resolution rescheduled 
from 830993 to 1014 due to delay in engineering evaluation 
FOSTER. D 0 Georgia Power Co 03/09/20 O'REILLY. J P Rpg»i.n 2, 
Office of Director ip 20699 338 94X Fiche 50-424, 03/ £>9/2 J. 

0310190296 


0310170966 Deficiency 8c Part 21 repts re GE BFF-30 relays Evaluation 
concluded deficiency substantial safety hazards do not 
exist 

FOSTER, D D Georgia Power Co B3/10/06 O'REILLY. J P Weglofi 2. 
Office of Diroctm Ip 20700 1B9 24X Fiche 50-424.83/10/06, 

0310170566 


0310270315 Interim deficiency rept re defective weld wire Eng itieor Ing 
evaluatlnn ulll be completed t< conclusions re roportabi 1 i ty 
will be submitted by B31O90 

FOSTER.DO Georgia Power Co 03/10/17 O'REILLY. J P Dlreftor's 
Office, Office of Inspection and Enforcement Ip 20993 109 24X 

Flche: 90-424, 03/10/17. 0310270315 


U Congressional/Executive Correspondence 


031020)0442 Responds to 830992 Itr re NRC handling of several working 
papers for case studies being conducted to support NRC rapt 
to Congress per Section 13 of NRC Author 1 lation Act Three 
(uorklng papers end 

PAUADINO.N J Commissioners 03/10/07 FORD, W H Bonato 3pp 
90871 295 24X Fiche 50-000,03/10/07.8310200442 


—8310200459 Expresses appreciation for cooperation w/lC activities to 
comply w/Congressiona 1 directive to NRC to perform QA 
studies Draft working paper for study end 

TAYLOR. J M Division of QA, Safeguards 8. Inspection Programs (Post 
830103) 03/08/02 KELLY, R J Georgia Power Co Ip 20D71 307 

24X Flche 90-000.83/10/07,0310200442 


DOCKET 50-495 ALVIN W VOOTLE NUCLEAR PLANT. UNIT 2 


A Appl I cat ion/conatruction stage documents & correspondence 


8310110374 Clarifies question contained in 830906 Itr which indicated 
FSAR sections referenced in FSAR Table I 8-1 did not provide 
adequate evaluation of differences w/GF^P Format containing 
specific subsection devoted to GRP differpnces preferred 
NOVAKrT M Assistant Director for Licensing 03/09/90 FOSTER. D Q 
Georgia Power Co 3pp 90713 229 24X Fiche 50-424.83/09/28. 

03101103/4 


8310180604 Forwards notice of receipt of 030913 DL application for 
eppR-loe fc CPPR-109 Notice sent for publication in FR 
AOENSAM. E 0 Licensing Branch 4 B3/iO/U FOSTER. D Georgia 
Power Co 2pp 20017 347 a4X Fiche 50-494, B3/10/1 1, 0310180604 


—0310100606 Notice of receipt of 030913 OL application for CPPR-lOD k 
CPPR-109, author! z Ing applicants to possess, use & operate two 
PWRs onsite at 3,411 hWt reactor core power 

APEN5AM. EG, Licensing Branch 4 83/10/06 Spp 20017 349 24X 

Flche 50-424,03/10/11.0310100604 


8300300775 Board Notification B3-1S5A forwards 830919 revUed draft of 
"QA Case Btudy Norklng Paper - Case C. " & cover 1< 
transmittal memos re Diablo Canyon 

EiggNHUT, D G Division of Licensing 83/10/14 PAUUADINO, N J 
Coffifiii Bs loners 3pp 20799 001 24X Flche 50-000.83/10/14, 

0300308779 


^ — 03)0180505 Informs that working papers for three QA case studies 
completejper 030923 memo Case C re Diablo Canyon. dtd 030919. 
is rev to B30719 draft transmitted in Board Notification 
03-135 on 830902 Papers 8. transmittal Itrs forwarded 
TAYLOR. J.M QA Branch 03/09/20 EIGENHJT, 0 Q Division nf 
Licaniing 2pp 20799 004 24X Flche 50-000. 03/ 10/14. 83 00300775 


031O19O1S5 Forwards application for amend to CPPR-IOG 6 CPPR-iD9r 
autharixing sale of addl 5X undivided interest to Municipal 
Electric Authority of Georgia 

FOSTER. D,0 Georgia Power Co 83/10/14 DENTON. H R Office of 
Nuclear Reactor Regulation. Director )p 20021 124 24X 

Fiche 50-494.03/10/14.0310190125 
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— a 3 IOI 901?6 Application amend to CPPH-IOQ It rPPn-l09i author i z ing 

sate of addl BV undivided interest to Municipal Lloctrlc 
Authority of Georgia 

FOSTERED 0 Georgia Poi*ior Co B3/10/M 3pp 20031 13f> 

Ficho SO-424. 83/10/14. 031O19O12D 


M Antitrust correspondence 


B3l0ai0l0& Forwards FR notice of receipt of antitrust Info associated 
w/appl ication for QLs 

ADENSAM.E 0 Licenaing Branch 4 83/10/13 rOSTCn. D Geiirgia 

Power Co 2pp 20803 323 24X FicHe 50-424,83/10/13.8310210106 


0310310109 Notice of receipt of antitrust info associated iit/app 1 ica t ion 
for QLs 

ADEN3AM.C 0 Licensing Branch 4 83/10/07 2pp 20003 325 24X 

Flcho 50-424*80/10/13,0310210106 


O Inspection roportsi IE Dullotins it con espondenc e 


S310040215 ForwardB lE Insp Repts 50-424/03-17 & 50-425/83-17 on 
830711-0019 No none omp 1 1 anc e noted 

DANCE/ H C Division of Project h Flcsldont Programs 83/09/01 

KELLV/H J Georgia Powor Co 2pp 20614 266 a4X 

Fiche 90-424/03/09/01/8310040215 


— 8310040222 IE Insp Repts 50-424/03-17 h 50-429/83-17 on B30711-OQ15 No 
noncompllanco noted Major areas inspected observation of 
work lit progress re fitting it molding NBSS primary coolant 
piping & storage of critical oqulptnent 

SANDERSON F Region 2, Qfflco of Director PANC1ERA*V Division 
of Project l< Resident Pragrams 83/09/01, 9pp SD614 268 24X 

Flche 50-424/83/09/01,8310040215 


8308300340 IE Info Notice 83-61. "Alleged Use of Stand-Ins for Uelder 
Qualification Tests " 8vc list encl 

JDRDAff/ C L Division of emergency Preparednest & Engineering 
Responsi (rost 8301031 83/09/26 Consolidated Edison Co of New 

York* Inc 117pp 20754 022 24X Fiche 90-000, 83/09/26. 8308300340 


8300300342 IE Info Notice 82-62, *Talluro of Redundant Toxic Gas 
Detectors Positioned at Control Roam Ventilation Air 
Intakos " Eve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response <Po&t 830103) 03/09/26 Consolidated Edison Co of Ncu 

Vorb, Inc. 116pp 20777 210 24 X Fiche 50-000.63/09/26,8300300342 


0303300349 IE Info Notice 03-63. ‘'Potential Failures of Nestinghouse 
Type 8A-i Differential Relays " 8vc Hot end 
JORDAN. E L Division of Emergency Preparedness I, Engineering 
Response iPost 830103) 83/09/26 Consalidated Edison Co of New 

York, Inc llBpp 20778- 001 24X Flche 90-000.63/09/26,8308300340 


6310040588 Foruards summary of 830822 mgt meeting at utU headquarters 
ofe re findings concerning investigation of subcontractor 
DA performance at plant List of attendees also end 
O'REILLY, JP Region 2, Office of Director 03/09/20 KELLY.R J 
Georgia Power Co 4pp 20626,236 24 X Flche 80-424.83/09/28. 

8310040588 


83GQ300349 IE Info Notice 83-64, "Lead Shielding Attached to 
Safetg-ReUted Sys W/o 10CFR30 99 Evaluation. “ 8vc list 
end 

JORDAN. E L Division of Emergency Preparndness h Engineering 
Response (Past 830103) 83/09/29 Consolidated Edison Co of New 

Yortr Inc llSpp 20716.324 24X Fiche 90-000,63/09/29,0308300347 


0308300370 IE Info Notice 03-69, "Burve i 1 lance of Flow In RTD Dypass 
Loops Used in Nesttnghous* Plants " 8ve list end 
JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Past 830103) 83/10/07 Consolidated Edison Co of New 

York. Inc 76pp 20027 213, 24X FI ch»’ 90-000, 03/10/07, B30B300378 


D30B300752 IE Info Notice 03-66, "Fatality at Argentine Critical 
Facility " Bve list encl 

JORDAN. E L Division of Emergency Preparedness h Engineering 
Response (post 630103) 03/10/07 Consolidated Edison Cd of New 

York, Inc 77pp 20002 026 24X Flche OO-OOO. 03/10/07, 0308300752 


6300300799 IE Info Notice 03-67, "Emergsney Use Respirator Hatl Defect 
Causes Production of Noxious Gases." 8Vc list encl. 

JORDAN. E L Division of Emergency Preparedness h Enqineerlng 
Response (Post 830103) 63/10/11. Consolidated Edison Co of New 

York, Inc 117pp 21043 075 24X Fiche 90-000.83/10/11,0300300759 


0308300761 IE Info Notice 83-60, "Respirator User Warning. Defective 
6« 1 f-Contatned Breathing Apparatus Air Cylinders ’* 6vc list 
end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Rssponsa (Post 830103} 03/10/11, ConsoUdated Edison Cp of New 

York/ Inc l20pp 20827 129 24 X Fiche 90-000, 63/ 10/ 1 1, B30B300761 


S Reportable occurrences. LERe h related correspondence 


8310120296 Interim deficiency rept re Brown Eoverl reactor coplarii 
pump switchgear reported in ON-247 Resolution rescheduled 
from B30923 to 1014 due to delay in engineering evaluation 
FOSTER. D 0 Georgia Power Co 83/09/88 D'REILLV, J P Region 2, 
Office of Director ip 20672 338. 24 X FUNS 90-424,83/09/28, 

8310120296 


8310170966 Deficiency & Part 21 repti re GE BFF-30 relays. Evaluation 
concluded deficiency tc substantial safety hazards do not 
exist 

FOSTER/DO Georgia Power Ca 03/10/06 D'REILLY.J P Region 2. 
Office of Director Ip 207B0 169 24X Flche 50-424.03/10/06/ 

6310170566 


8310270319 Interim deficiency rept re defective uald wire Engineering 
evaluation will be completed S. conclusions re rspprtab 1 li ty 
will be submitted by 831026 

FQ9TER/ D □ Georgia Power Co 03/10/17 Q'REILLViJ P Director's 
Office. Office of Inspection and Enforcement Ip 20923’ 189. 24X 

Flche 90-424,83/10/17.8310270319 


U Congress! onal/Executlve Correspondence 


8310200442 Responds to 830922 Itr re NRC handling of several working 
papers for case studies being conducted to support NRC rept 
to Congress per Bectlon 13 of NRC Author iration Act Three 
working papers end 

PALLADlNOfN J Commissioners 03/10/07 FORD*y. M Senate, 3pp. 
20871 299 24X Fiche. 90-000, 83/ 10/07, 0310200442 


—0310200499 Expresses appreciation for cooperation u/lE activities to 
comply w/Gongressional directive to NRC to perform OA 
studies Draft working paper for study end 

TAYLOR, J M Division of OA. Bafeguards & Inspection Programs (Post 
030103) 03/00/02 KELLY, R J Georgia Power Go Ip 20671 307. 

24X Flche 90-000,83/10/07,0310200442 


DOCKET SO-433 UC-8ANTA DARDARA RESEARCH REACTOR 


A Applicatlon/constructlon stage documents it correspondence 


8308300357 Doard Notification 62-109A forwards evaluation of 
allegations re design defidenciee In Class r piping sys 
Info applicable to Diablo Canyon 1 tc 2, Fermi 2 it Callaway 
EISENHUT, D G Division of Licensing 63/09/29 PALLADINa,N J. 
Commissioners 3pp 20632 001 24X Flche 90-000,63/09/29, 

0306300357 


DOCKET 50-434 SURRY POWER 8TATIDN, UNIT 3 


A Applicatlon/constructlon stage documents it correspondence 


8308300357 Board Notification 62-1 05A forwards evaluation of 
allagations re design deficiencies in Class t piping sys. 

Info applicable to Diablo Canyon ( i 2, Fermi 2 i Callaway 
EISENHUT, D 0 Division of Licensing 83/09/29. PALLAD1N0,N J. 
Cammiei loners Opp 20632 001 a4X Fiche SO-OOOr 83/09/29, 
0306300357 


DOCKET 50-438 BELLEFONTE NUCLEAR PLANT, UNIT l 


A Applicatlon/canstruction stage dncumenti i correspondence 


6310210178 Advises that scheduled fuel load date remelns Hay 1965 for 
Unit l.per NRC 610803 request. Any changes will be reported 
in next quarterly update 

MILLBiL M Tennessee Valley Authority 63/10/17 EI8ENHUT, D, O. 

Division of Licensing Ip. 2069A 1S4 24X Flche: 90-436. 63/10/17, 

6310210176 


8310310443 Requests Info to determine if operation, of plant nay affect 
cultural resources listed or eligible for listing in Natl 
Register of Historic Places 

ADEN8AM.E 0 Licensing Branch 4 63/10/16 DAKBiL Alabama, State 

of. Ip 20765.169 24X Fiche . 50-436, 03/ 10/18, 8310310443, 


B31O31O409 Summery of 030826 meeting w/BliW Owners Group re 
implementation of Generic Ltr 83-26 cotictrrlng defenses 
against ATUB i proposed ATMS rule for plants. List of 

attendees i viewgrephs end 

HADAMBliP Operating Reactors Branch 4 63/10/20. Operating 

Reacters Branch 4 I3pp 20969. 147, 24X Fiche' 50-000, 03/10/20, 

B3103104B9 
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T Security* fltilic*!, entryency Ic fire protection plana 


3310230301 Act receipt of 030519 «. 0929 Itrs informing NRC of step» 
taken to cornet violations noted in IE Imp Repts 
30-09/83-00 tt 50-439/B3-0B necordt revised to delete 
Item B of violation re naint of cleanliness control 
VERHELLlfD tf Division of Project !■ Resident Programs S3/I0/19 
PARRIS, H C Tennessee Valley Authority 2pp 20B97 301 2AX 
Plche 30-439.93/10/19,8310230301 


B31023O3O6 Forwards ri/i»ed response to WC 830414 1 tr re violations 
noted in IE Imp Repti 50-438/03-08 8- 30-439/83-09 
Corrective actions individuals counseled in QA progiam 
requirements M/on» oversiie drawing Aperture card in PDR 
MILLS, L M Tennessee Valley Authority 93/09/29 Q'REILLY.JP 
Region 2, Office of Director 4pp 20097 303 24X 

Fiche 50-439,83/10/19 8310250301 


B3ID2S0313 Responds to NRC 830414 Itr re violations noted in IE Insp 
Repts 50-438/83-09 S< 50-439/03-08 Corrective actions failure 
to perform holiday test on fire protection piping 
doeuaented Violation re const flush conf iguration denied 
MILLS, L M Tennessee Valley Authority 03/05/10 O'REILLY, J P 
Region 2, Office of Director 6pp 20897 309 24X 

Flchf 50-438.83/10/19,8310250301 


—8310250310 Forwards IE Insp Repts 50-430/83-08 Sc 50-439/03-08 on 
830201-20 b notice of violation 

VERRELLl.D « Division Of Project tr Resident Programs 83/04/14 
PAJIRI8.H 0 Tennetset Valley Authority 2pp 20997 314 24X 

Fiche 50-438,83/10/19,8310250301 


-8310250324 Notice of violation from insp on 830201-28 

Project Sc Resident Programs 83/04/14 
20897 3I& 24X Fiche 50-438,83/10/19,8310250301 


2 pp 


-8310250333 IE tnsp Repts 50-438/83-08 t< 50-439/83-08 on 830201-28 
Noncompliince noted inadequate holiday teit of fire 

configuration control Sc valve lineup 

Director QUICK, D R Division o< 
Programs 83/04/14 14pp 20897 318 24X 

Fiche 50-438,83/10/19,8310250301 


reports, IE Bulletins Sc correspondence 


0308300349 IE Info Notice 03-64, "Lead Shielding At trie hr if to 
Safetg-Relflted Syc W/o lOCFROO 99 Evaluation " Sve lint 
enc 1 

JORDAN, E L Divislan of Emerqency f'repar pdriess S< [ngmopruiq 
Response iPost 830103) 03/09/29 Con so I Idatcd IZiJlocin Cu af New 

YorX, Inc llOpp 20716 324 24X Fiche 90“00<), 03/09/29, O'lOtHOfniV 


8310250373 Forwards IE Insp Repts 00-430/03-29 fc *10-439/03 on 
830913-16 No noncomp 1 iance noted 

VERRELLI.D M Division of Project S< Resident Profli<i»7iB {JJ/10/0,1 
PARRIS, H O Tennessee Volley Authority 2pp 200941 170 r’4X 
Fiche 90-430,03/10/03,83102503/3 


“8310250300 IE Insp Repts 90-438/83-25 8< 90-439/83-23 on |}J09i:i-16 Ut> 
noncomp 1 lance noted Hajor areas inspected licenser .srtion nii 
previous enforcement matt ers. inspcc tor Pollowup Itnmtip 
licensee identified i tome, e 1 ec tr 1 ca I cahleo & ioi minat i oiiL 
RUFF, A D Region 2, Office of Director CONLON, T T Division pf 
Engineering S» Operational Programs 03/09/29 9pp 201170 1 00 
24X Fiche 50-438,03/10/03.0310250373 


8308300378 IE Info Notice 03-69, "Burvolllonce of riiiu iu RID Oypnue 
Loops Used In Uestlnghouse Plants " 6vt list one! 

JORDAN, E L Division of Emergency Preparedness S, Lug 1 noor lug 
Response (Post 030103) 03/10/07 Oonopll dated Edison Cn nf Wow 

York, Inc 76pp 20827 213 24X Fiche 90-000, 0 j/lO/07, OJQD'IOOJ/G 


8308300752 IE Info Notice 03-66, "Fatality at Argent inn Critical 
Facility " Sve list end 

JORDAN,EL Division of Emergency Preparedness 8c Engineerlnn 
Response (Post 830103) 83/10/07 Consul i dated Edison Fn nf New 

York, Inc 79pp 20802 026 24X Fiche 50-000, (13/1 0/07, 03011:100/52 


B30B300759 IE Info Notice 83-67, "Emergency Use Rospi rotor Mntl Defect 
Causes Production of Noxious Oases " Ovt list end 
JORDAN, E L Division of Emergency Preparetlnoss & EnflinoerlFin 
Response (Post 830103) 03/10/11 Consolidated Edltioii <.o of New 

York, Inc n7pp 21043 075 24X Fiche 50-000,03/10/11.11,104)300/39. 


8308300761 IE Info Notice 83-60, ''Respirator Uoer Wainlng De roc live 
Self-Contained Breathing Apparatus Air Cyllndors " Ovc list 
end 


R,<pon.. (Post 830103) 03/10/11 'coMoliiitid Ctf j .in' Cn" o, N.u 

York, Inc 120pp 20027 129 24X Fiche 50-000,83/10/11,0300300/61 


•Failure of Redundant Toxic Gas 
Control Room Ventilation Air 

Intakes • Sve list end 

JORDAN, E L Division of Emergency Preparedness Sc Engineerino 

(P.,t B30,03, 03/09/2,’ Con.allJ.M:, E'lSJn o, N> 

nc tit,, Z0777 2,0 24X Flch. 50-000> 03/09/26. 03003003' 


.t ,«u£iu .v,, 

cni Ji . i <l«cu««n»« during I901'e2 ’ 

”‘■*9 ‘ E**"* B3/O0/O9 eiLLILAND.J O,,!,. 

*“ '^0'* ,o, NRC r.pt ,, yiol.Uon, .t 

1981-02 Rvpti available in PDR preparto in 

FElTON, J rt Division of Rules and Records 83/08/10 pfs cv i o 

«i5 jioS:;’ “■ F.??;i^!?3o,sro:' 

PARRIbI^h'o ” PtnMl»«"v.[l,u°Autlliirl,'**'’?'’* 03/09/02 

Pick. 50-430.03/09/02.031004021, ’ 


f : « wooo.-oo 

UFRIOHT.C M DlCiil^S'of\naIn!l!?«^'i.°i^‘” Director 
B3/0e/3l lOpp 20615 009 r “k** Programs, 

PP cw.ia 009 24X Fiche 50-438.83/09/02,83100402 


030510 8c 0928 Itrs itlPormlnfl NRC of steps 
violations noted in U Insp Repts 
50-430/83-08 8, 50-439/83-08 Records revised to delete 
VERRE^L? n^'ii 7 cleanliness control 

PARRls^i'S ” ** Resident ProgiamB 03/J0/J9 






noted in IE Insp Repts 50-438/83-00 & 50-439/83 >08 

individuals counseled in <JA program 
MILLS 1 H ^ oversiie drawing Aperture card in PLtt 

ftininn^o^ 03/09/20 O^RLILLY. 

Director 4pjj. 20097 303 24X 

Fiche 50-438,83/10/19,8310250301 


to perform holiday test on fire protecllon plpinn 
mLL8,T J ''‘•““‘"n r, con.t flush conf Isu^AtiuS f.i.loo 

egion^, Office of Director 6pp 20897 300 24X 

Fiche 50-438,83/10/19.0310200301 


830201-28 8, notice of vldation 

PARHIs'"h o ^ T 0^ Project 8c Resld 

PARRIS, H 0 Tennessee Valley Authority 
Fiche 5OM30, 03/10/19, 8310200301 


«c 00-439/03-00 on 

f»rogroms 03/D4/J4 
20097 314 24 X 


e o --*-..4,.. rrum insp on 830201-2 

20897 316 24 V^PI Rosident Proqrams 83/04 
20897 316 24X Fiche 90-438,83/10/19.8310200301 


2 pp. 


.•ifon,, ,Po,?*e»}o3)°^ sS/ot/Sa’ Enjlnt.rJng 

- -- ”ir=^4x 

V.-* cn. no,, 20770*r'“l4X ^ 


Fich. 50-430.83/10/19, SaJSzsoao? 20097 310 24X 
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S R»portdble occurrences# LCRs 8i related correspondence 


031-OO3OH33 Third intonffi deficiency rept re QA program on Tubeliiie matl 
supplied by Capitol Pipe Initially reported on 030329 Stop 
uark order issued T-'L fittings/flanges not installed in 
sa f ety-related sys Next rept by B3U08 

HILLS, L H Tennessee Valley Authority B3/09/21 D'REILLY. JP 
Region 2# Office of Director Spp 20t)90 343 SAX 
Fiche 50-000, □3/09/21, 031 0030333 


□3100303eP Second interim deficiency rept ro OA program for personal 
^vc contract Initially reported on U3OA0& Controlled copies 
of engineering procedures sent to Qilbort Assoc Next rept 
expected by 031014 

HiLLQtL M Tennessee Valley Authority 03/09/21 O'REJLLY, J P 
Region 2, Office of Director Spp 20592 139 24X 

Fiche 50-000,03/09/21,0310030300 


B3I0030506 Revised final deficiency rept re sheared motor pinion keys 
In Llfritorqoe motor operators Initially reported on 820830 
Condition only applied to Uatts Oar Keys uiill be replaced by 
B4D201 Also reportable per Part 21 

MILLGiLM Tennessee Valley Authority 83/09/22 O'REILLY, JP 
Region 2, Office of Director 3pp 2U601 194 24X 

Fiche 50-000,83/09/22,0310030506 


B31OO3O930 Final deficiency rept re incorrect max pipe movements 
contained in TPIPE program Initially reported on B30304 
Response spectrum utilised in analyzinq earthquake effect 
results in conservative displacements 

MILLS, L M Tennessee Valley Authority 03/09/22 a'nCILLY, J P 
Region 2, Office of Director 3pp 20601 207 24X 

Fiche SO-OQO, 03/09/22; 03 1003053 □ 


8310030436 First interim deficiency rept re calculation of support 
design loads in TPIPE Initially reported on 030714 Procedure 
developfd allowing recomputation of design loads near 
localized phenomena by hand Next rept by 831220 
MILLS, U M Tennessee Valley Authority 83/09/23 a'REILLY, J, P 
Region 2, Office of Director 2pp 20602 095 S4X 
Fiche 50-000,63/09/23,8310030436 


0310040172 First interim Deficiency Rept 2 re QA on valve purchase 
orders Initially reported on 030901 Hold on valve shipment 
initiated on 030902 Si contractor revleuiing daviatlon Next 
rept uill be submitted by 831221 

MILLS, L M Tennessee Valley Authority 03/09/26 O'REILLY, J.P 
Region 2, Office of Director 2pp 20608 095 24X 

Fiche 50-430,03/09/26,8310040172 


S310060331 Final Si eighth interim deficiency repfcs for Watt# Dar St 
Bel 1 ePonte, respectively re Inconsistent a# teb I tshment of 
insp program Initially reported on B10324 Requlretnents, 
control Si use of const requirements manual developed 
MILLS, L M Tennessee Valley Authority 03/07/30 O'RCILLYiJ P 
Region 2, Office of Director 4pp 20641 001 24X 

Fiche 90-000,03/09/30,0310060331 


0310120220 First interim deficiency rept re flexible conduit requiring 
O-rlng installed in various areas of plant w/o O-rings 
Initially reported on 830906 Procedures will include 
compliance w/manuf ac turer Instructions Next rept by 840208 
MILLS, L M Tennessee Valley Authority 03/10/04 P'HEILLV,J P 
Region Si Office of Director 2pp 20692 176 a4X 
Fiche 90-430,03/10/04,0310120228 


0310140277 Second interim deficiency rept re welds on baffle plates in 
core support assembly mgt by DSiW Initially reported on 
830302 Baffle plates on former bolt locking pin welds 
repaired Also reportable per Part 21 

MILLS, L M Tennessee Valley Authority 03/10/05 O'REILLY, J P 
Region 2, Office of Director 19pp 20761*199 24X 

Fiche 90-430,03/10/05,8310140277 


G310210096 Final rept re QA program deficiencies in Gilbert Assoc 
personal svcs contract Initially reported on 830406 Specific 
problems not identified by audit Items not reportable per 
10CFR50 55(0) 

MILLS, L M Tennessee Valley Authority 03/10/12 O'REILLY, J.P 
Region 2, Office of Director 4pp* 20090 197. 24X 

Fiche 90 000,83/10/12,0310210096 


8310190009 Final deficiency rept re discrepancy in interface 
coordination of design review process Initially reported on 
010717 Finding of coordination problem not significant 6 
should not have been reported to NRO per I0CFR90 &5(e) 

MILLS, L M Tennessee Valley Authority 83/10/13 O'REILLY, J.P 
Region 2, Office of Director 3pp 20018*132 24X 

Fiche 50-000,03/10/13,0310190009 


0310190224 Final dsficisncy rept re design review failure to verify 
accuracy & adequacy of design documents Initially reported 
on 611215 Listed changes to design review process will be 
implemented by 840101 

mills, L M Tennessee Valley Authority 03/10/13 O'REILLY, J P 
Region 2, Office of Director 3pp 20810 043 24X 

Fiche 90-000,03/10/13,8310190224 


8310310011 Final deficiency rept re resolution of unanticipated 
vibratory loading conesrns-. Ini tial ly reported on 030120 New 
requirements for assssslng piping vibration problems during 
preoper atlona 1 testing requirements issued 

MILLS,L M Tennessee Valley Authority 83/10/13 O'REILLY, J P 
Region 2, Office of Director 3pp 20055 349 24X 

Fiche 50-000,83/10/13,0310210011 


8310210049 Revised final deficiency rept re voiding of engineering 
change notices <ECNs) u/o proper review Initially reported 
on 620B16 Sections in EN DEB-EP A 02 addressing voiding of 
ECHs changed in Rev 12, IsAucd on 030203 

MJLL8,L M Tennessee Valley Authority 83/10/13 D'REILLY,J P 
Region 8, Office of Director 2pp 20059 304 24X 

Fiche 50-000,83/10/13,0310210049 


8310190220 Final deficiency rept re generic Implications of failure to 
Implament design criteria in design drawings Initially 
reported on 610401 Eight addl nonconformances identified 
Functional control logic diagrams will be revised by 040301 
MILLS, L M Tennessee Valley Authority 83/10/14 O'REILLY, J.P 
Region 2, Office of Director 2pp 20018 069 24X 

Fiche 50-438,83/10/14,0310190220 


0310250110 Second revised final deficiency rept re overpressurization 
of makeup ti purification piping 6 valves Initially reported 
on 020920 Bite personnel retrained to Div of Const test 
procedure for hydrostatic sys 

M1LL8.L M Tennessee Valley Authority 83/10/17 a'RCILLV, J. F. 
Region 2, Office of Directnr 2pp, 20096 255 24X 

Fiche 90-430. 83/ 10/ 17, 83 1 02501 1 0 


0310250149 Final deficiency rept re power for emergency air cleanup 
units after loss of offsite power Initially reported on 
030103 Control logic corrocted to allow cleanup units to be 
automatically loaded as part of loading sequence 
MILLS, L M Tennessee Valley Authority 03/10/17. O'REILLY, J P 
Region 2. Office of Director 2pp 20096 341 24X 

Fiche 50-430,03/10/17,0310250149 


0310270248 Final deficiency rept re cable bend radius going from 
vertical to horizontal troys Initially reported on 030422 
Cable acceptable as-is.per Dkonite Co evaluation Condition 
not reportable per lOCFRSO S5Cel 

MILLS, L M Tennessee Valley Authority 63/10/10 □ 'REILLY, J P 

Region 2, Office of Director 2pp 20924 049 24X 

Fiche 90-438,83/10/18,0310270248 


6310310197 Final deficiency rept re inadequate expansion anchor spacing 
criteria Initially reported an 820607 Item not reportable 
under 10CFR90 55<e} Sampling programs indicated low 
probability of defects 

MILLS, L M lannesseo Valley Authority 03/10/19. a'REILLY, J P 
Region 2, Office of Director 2pp 20959 048. e4X 
Fiche 50-430,03/10/19,0310310157 


DOCKET 50-439 BELtEFONTE NUCLEAR PLANT, UNIT 2 


A Application/construction stage documents If correspondence 


8310210170 Advises that scheduled fuel load date renrains May 1905 for 
Unit l,per NRC 810003 request Any changes uUl be reported 
in next quarterly update 

MILLS, L M Tennessea Valley Authority 03/10/17. EI8ENHUT, D 0 

Oivlsien of Licensing ip 20856 124 24X Fiche 50-430,03/10/17, 

8310210170 


0310310443 Requests info to determine if operation af plant may affect 
cultural resources listad or eligible for listing in Netl 
Register of Historic Places. 

ADENSAM, E 0 Licensing Branch 4 03/10/18 OAHS.L Alabama, State 

of Ip 20965 169 24 X Fiche 50-430,83/10/10,8310310443 


F Security, medical, emergency firs protection plans 


0310290301 Ack receipt of 030510 tt 0920 Itrs informing NRC of steps 
talitn to correct vloiationa noted in IE Insp Repts 
50-430/03-08 St SO-439/83-00. Records revised to delete 
Item B of violation re ntaint of cleanliness control 
VERRELH,D M Division of Project 6 Resident Programs 83/10/19 
PARRIS, H.O Tennessee Valley Authority 2pp 20697.301 24X 

Fiche 90-430,03/10/19.0310250301 
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— 031O35O3O& Forwards revised r^spansa to NRC 830414 Itr re vxole tiori-s 
noted in IE Insp Repts 50-438/03-08- & 50-439/83-00 
Corrective actions individuals counseled in QA program 
rei^uirenients W/one nversiie drawing Aperture card In PDR 
MlLLBiEM Tennessee Valley Ai/thor I ttf B-3/09/2H Q'REILLV^JP 
Region 2j Office of Director d-pp. 20897 303 24X 

Fiche 50-438. B3/10/19i 8310290301 


— 8310250313 Responds to NRC 030414 1 fcr re violations noted in IE liisp 
Repta 90-430/03-08 tf 50-439/83-08 Corrective actionis failure 
to perform halidag test on fire protection piping 
docuffiented Violation re const flusli conf iguratton denied 
HILL84L M Tennessee Valley Authoritv 83/09/10 O^REILLY.vf P 
Region 2i Office of Director* fipp 20897 308 24)f 

FI cfie 50-430103/10/19.0310250301 


— 8310S5031B Forwards IE Insp Repts 50-43B/B3-OB it 50-439/83-08 on 
030201-20 it notice of violation 

VERRELLM) « Division of Project Resident Programs 83/04/14 
PARRIBiHO lennessee Valley Authority 2pp 20097 314. 24X 

Fiche 50-4304 03/10/19.0310250301 


— 83J0250324 Notice of violation Prom insp on 830201-20 

* Division of Project tt Resident Programs 03/04/14 2pp 
20097 316 24X Fiche 50-430.93/10/194 0310230301 


--0310250333 10 Insp Repts 5O-43B/03-OB k S0-439/B3-0B on 030201-28 
Noncofflpl lance noted: inadequate holiday test of fire 
protectionj const flush conf Iguratlon control valve lineup 
WILCOX. J D Region 2. Office of Director 83/04/14 I4pp 
20B97 31 B 24X Fiche 30'-43a. 03/10/19. 831025030 1 


8310290373 Forwards l£ Insp Repts 50-430/83-25 & 50—439/03-23 gn 
030913-16 No noncomp 1 lane e noted 

VERRCLLI.DM Division of Project Resident Programs 63/10/03 
PARRIS. K Q Tennessee Valley Authority 2pp 20890 J7B g4X 
riche 50-430.83/10/034 0310350373 


— 8310250300 IE Insp Repts 50-438/03-25 «< 30-439/03-25 on 030913-16 No 
none ompl ionce noted Major areas inspected licensee action on 
previous enforcement matters. insppc tor followup items, 
licensee identified i terns, el ec tri cal cables Sc terminations 
RUFF. A 0 Region 2. Office of Director CONLON. T E Division of 
Enylnaorlng & Operational Programs 83/09/29 Spp 20890 JBO 
24X Fiche 50-430, 03/10/03. 0310250373 


0300300370 IE Info Notice 03-65. "Ourvei 1 lance of Flow In RID ff(|pas* 
Eoops Used in Westinghouse Plants ’* Bve list end 
vTORDAM. E L Division of Emergency Preparedness & EngmeeriJig 
Responsu (Post 830103} 03/10/07 Consolidated Edison Co of New 

York. Inc 76pp 20827 213 24X Fiche 50-000. 83/10/07. 8308300370 


8306300752 IE Info Notice 03-66. **Fatality at Argentine Critical 
Facility ** 8vc list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Past 030103) 03/10/07 Consolidated Edison Co of N(w 

York. Inc 79pp 20802 026 24X Fichc 90-000.63/10/07.8300300755 


a30a300759 IE Info Notice 03-67. "emergency Use Respirator Katl Defect 
Cause$ Production of Noicious Oases " Sve list encl 
JORDAN. E L Division of Emergency Preparedness S' Engineering 
Response (Post 030103) 03/10/IJ Consol itfated Edison Co of New 

York. Inc ll7pp 21043 075 24X Fiche 50-000. 03/ lO/I J. 8308300759 


0 Inspection reports. I£ Sulletins te correBpondence 


63I0I10369 FOIA r«<iufl8t for NRC rept re vidlatione at facility over 
misplaced tt misfiled documentB during 1961-82 

FOLEY. J,R Foley. Haag it Eliot 03/00/09 GILLILAND. J affire of 
Public Affairs Ip 2G7J2 351. 24X Fiche 50-430.83/00/09, 

0310110365 


0310110361 Responds t(» FOlA request for NRC rept re violations at 
facility over misplaced <Bc misfiled documents during 1961-02 
Lists repts Identified by Region II ofe prepared in 
1961-02 Repts available in PDR 

FELTON. J M Division of Roles and flecords 63/08/10 FOLEY. J R 
Foley. Hoag I. Eliot ip. 20712 B&O 24X Fiche. SO-436. 63/06/16. 
6310110361 


0310040211 Forward* IE Insp Rept* 90-43B/-e3-lB it 90-439/83-18 an 
630601-05 Np noncompl ie-nce noted 

VERRELLI.O H Division of Project & Resident Program* 83/09/02 
PARR10.N, 0 Tennessee Valley Authority 2pp 20615 007 24X 

Fiche 50-400.63/09/02.0310040211 


— 0310040244 IE Insp Repts 30-430/03-18 & 30-439/83-18 pn 830001-05 Mo 
nonCompUance noted Major areas Inspected OA Insp of civil 
(anchor bolts) & mechan i cal/p Iping installation vort 
activities & licensee identified 10CKR50. S3(e> items 
WRIOHT.R M . MCFARLAND. C R Region 2. Office of Director 
UPRIOHT.C H Division of Engineering it □perational Programs 
83/0B/3i lOpp 20619:009 a4X Fiche 30-430.83/09/02.0310040211 


0300300340 IE Info Notice 63-61. "Alleged Use of Stand-Ins for Nelder 
dual i f 1 cation Tests " 8vc Hit end 

JORDAN. £ L Division of Emergency Preparedness 6 Engineer Itig 
Response (Post 830103), 83/09/26 Consolidated Edison Co* of New 

York. Inc ll7pp 207S4 022 24 X Fit he 50-000. 83/09/26. 03 O03DO34O 


6306300761 IE Info Notice 03-60i "Respirator User Warning Defective 
Be 1 f-Co 11 tained Breathing Apparatus Air Cylinders " 8v-c list 
enc I 

JORDAN. £ L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/10/11 Consolidated Edi son Co of New 

York. Inc 120PP 20027 129 24X Fiche 50-000.83/10/11.0300300761 


031029-0301 Ack receipt of 030510 8< 0920 Itrs informing NRC of steps 
taken to correct violation* noted In It Insp Repts 
90-438/03-00 it 90-439/83-00 Record* revised tp delete 
I tern 8 of violation re maint of cleanliness control 
VERRELUl.D M, Division pf Project & Resident Programs 63/10/1? 
PARRIS. HO Tennessee Valley Authority 2pp 20097301 24X 

Fiche. 90-438.83/10/ 19. 0310250301 


— 8310250306 Forwards revised response to NRC 830414 1 tr re violation* 
noted in lE Insp Repts 50-438/03-06 tt 50-439/03-00 
Corrective actions Individuals counseled in QA program 
requirements (J/on» overs! le drawing Aperture card in PDR 
H1LL8.L M Tennessee Valley Authority 83/09/20 D^REILLY.JP 
Region 2. Office of Director 4pp 20097 303 24X 

Fiche 50-430.03/10/19. B3102S030i 


—8310250313 Responds to NRC 030414 Itr re violations noted in tE Insp 
Repts 50-438/03-00 it 50-439/03-08 Corrective actions failure 
to perform holiday test on fire protection piping 
documented Violation re const flush configuration denied 
MILLB.L M Tennessee Valley Authority 03/05/lB Q'RElLCY.Jf 
Region 2. Office of Director 6pp 20097 300 24X 

Fiche 50-438.83/10/19. 0310250301 


—03 102503 10 Forwards IE Insp Repts 50-436/83-00 it 90-439-/83-aB on 
030201-20 notice of violation 

VERRELt-I.D K Division of Project it RsHident Programs S3/04/J4 
PARRIB. HO Tennessee Valley Authority 2pp 20097 314 24X 

Ft chB’ SO-430. 03/10/19. 8310250301 


0308300342 IE Info Notice 03-63. "Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intake* ’■ 0VC list tncl 

JORDAN. E L Division Of Emergency Preparedness C. Engitieerlno 
Reiponse iPost 030103) 03/09/26 Consolidated Edison Co of New 

York. Inc 1 16pp 20777-210 24^ Fiche 90-000. 03/-O9/26, 0306300342 


8300300345 IE Info Notice 03-63. "Potential Failures of Mestinghouse 
Type BA-1 Differential Relays " 9vc list end 
JORDAN. E L Division of Emergency Preparedness 4. Engineering 
Response (past 830103 ) 83/09/26 Cortfto 1 1 dated Edison Co of New 

York. Inc IJGpp 20778 001 24X Fiche 50-000. 83/09/26. 0300300345. 


— 0310230394 Notice of violation from insp on 930201-28 

4 plviston of Project it Resident Programs 03/04/14 2pp 
20897 3J6 24X Fiche 50-430.83/10/19.0310290301 


—8310250333 lE Insp Repts 50-430/83-08 tt 50-439/03-08 on 83020 1-?B 
Koncomp lienee noted inadequate holiday test of fire 
protec tion. cons t flush conf igurati on control U valve isneup 
HlLCOXi J D Region 2. Office of Director QUICK. D K Djviston ef 
Project it Resident Programs 83/04/14 I4pp 20897 31B 24X 

Fiche: 50-430. 83/10/19, 0310250301 


0 Reportable occurrences. LEHs 81 related correspondence 


8309300349 IE Info Notice 83-64. "Uead ahielding Attached to 
Safety-Related 8ys W/o 10CFR50 59 EvaLuotion " Sve list 
• ncl, 

JORDAN. E, L. Divlaion of Emergency Preparedness V Engineering 
Response (post 630103) 03/09/29 Consolidated Edison Co of New 

YotJc, Inc il5pp 20716-324. 24X F If he' 50-000. 03/09/29. 03O83OO34'7 


8310030233 Third Interim deficiency rept re GA program on Tuholine sstl 
supplied by Capitol Pipe Initially reported on 830329 Slop 
work order ia*ued*T-L fittings/flanges not installed in 
saf ety'-related sys Next rept by 031108, 

MILUB.I. M Tennessee Valley Authority 83/09/21 O'REILLY. JP 
Region 2, Office of Director 5pp 20590 343 24X 

F 1 c h e : 5 0-000 , 83/09/2 1 . 83 1 0030233 
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e3l00303BB Second interim deficiency rept re QA prograni Pop personal 
SVC contract Initially reported on &J04U6 Controlled copies 
of engineering procedures sent to Gilbert Assoc Next rept 
expected by B3i014 

MILLS, L M Tennessee Valley Authority 83/09/21 O'REILLY, J P 
Region 2/ OPPirc of Director Spp 201592 139 24X 

Fiche 50-000,83/09/21,0310030380 


S310030506 Revised final deficiency rept re sheared motor pinion keys 
in Limitorque motor operators Initially reported on B20830 
Condition only applies to Uatts Par Keys ulll be replaced by 
840201 Also reportable per Part 21 

HILLS, L M Tennessee Valley Authority 83/09/22 D'RCILLY, J P 
Region 2, Office of Director 3pp eiO*0l 194 24y 

Fiche 30-000.83/09/22,0310030506 


8310030538 Final deficiency rept re incorrect max pipe movements 
contained in TPIPE program Initially reported on D3Q5D4 
Response spectrum utilized In analyzing earthquake effect 
results in conservative displacements 

HILLS, L M Tennesspo Valley Authority 03/09/22 0 'REILLY, J P 

Region 2, Office of Director 3pp 20601 207 24X 

Fichc 30-000,83/09/221 0310030538 


8310030436 First interim deficiency rept re calculation of support 
design loads in TPIPE Initially reported on 030714 Procedure 
developed allowing recomputation of design loads near 
localized phenomena by hand Next ropt by 031220. 

HILLS, L M Tottnessee Valley Authority 03/09/33 0 'RCJLLY, J P 

Pegion 2, Office of Director 2pp 20602 095 24X 

Fiche 50-000,83/09/23,8310030436 


0310040172 First interim Deficiency Rept 2 re OA on valve purchase 
orders Initially reported on 030901 Hold on valve shipment 
initiated on 030902 (< contractor reviewing deviation Next 
rept -uiill be submitted by 031221 

MILLG.L H Tennessee Valley Authority 03/09/26 D'RCILLY, V P 
Region 2, Office of Director 2pp 20608 05b 24X 

Fiche 30-430,03/09/26,0310040172 


8310060331 Final fc eighth interim deficiency repts for Matts Uar it 
Bel le foiite, respectively re Incons i etent establishment of 
1 nsp program Initially reported on B10324 nequlrements, 
control C( use of const requirements manual developed 
HILLS, L M Tennessee Valley Authority 83/09/30 O'REILLY, J P 
Region 2, Office of Director 4pp 20641 001 24X 

Fiche 50-000,83/09/30,0310060331 


0310120220 First interim deficiency rept re flexible conduit requiring 
0-rlng installed in various areas of plant w/o D-rings 
Initially reported on 030906 Procedures will Include 
compliance w/manuf acturer Instructions Next rept by 840200 
HILLB,L M loimeesee Valley Authority 03/10/04 0'RCILLY,vJP 
Region 2 , Office of Director 2pp 20692 176 24X 

Fiche 30-430, 03/10/04, 83101202PS 


8310210096 Final rept re OA program deficiencies in Ollbert Assoc 
personal sves contract Initially reported on 030406 Specific 
problems not Identified by audit Items not reportable per 
10CFR30 5D(el 

MILLS, L M Tennessee Valley Authority 03/10/12 O'REILLY, vJ P 
Region 2 , Office of Director 4pp 20058 197 24X 

Fiche 50-000,03/10/12,0310210096 


0310190089 Final deficiency rept re discrepancy in intoiface 
coordination of design review process, In i tial ly reported on 
010717 Finding of coordination problem not significant b 
should not have been reported to NRC per 10CFR50 55 <cJ 
MILL 8 , L M Tennessee Valley Authority 83/10/13 O'REILLY, vl P 
Region 2, Office of Director 3pp 20010 132 24X 

Fiche 50-000,83/10/13,0310190089 


8310190224 Final deficiency rept re design review failure to verify 
accuracy It adequacy of design documents. Ini tial ly reported 
on 811215 Listed changes to design review process will be 
implemented by 040101 

MILLS 4 L H Tennessee Valley Authority. 83/10/13 O'REILLY, J P 
Region 2, Office of Director Dpp 20010.045 24X 

Fiche 50-000,83/10/13,0310190224 


0310210011 Final deficiency rept re resolution of unanticipated 
vibratory loading concerns Initially reported on 820120 Neu 
requirements for assessing piping vibration problems during 
p reoperational testing requirements issued 

MILLS, L M Tennessee Valley Authority 83/10/13 O'REILLY, J P 
Region 2, Office of Director. 3pp. 20085' 345 24X 

riche. 50-000,03/10/13, 83102100J 1 


8310210049 Revised final deficiency rept re voiding of engineering 
change notices lEGNsl u/o proper review Initially reported 
on 820816 Sections in EN DES-EP 4.02 addressing voiding of 
ECMs changed In Rev 12, issued on 030203 

MILLS, L M Tennessee Valley Authority 83/10/13 O'REILLY, J P 
Region 2, Office of Director 2pp 20U55 304 24X 

Fiche. 50-000, 03/10/13, 8310210049 


8310190220 Final deficiency rept re generic implications of failure to 
implement design criteria in design drawings Initially 
reported on 810401 Eight addl nonconformances identified 
Functional control logic diagrams will be revised by B40301 
HILL3, L M Tennessee Valley Authority 83/10/14 O'REILLY, J P 
Region 2 , Office of Director 2pp 2DB10 069 24X 

Fiche 30-438.83/10/14,0310190220 


6310250149 Final deficiency ropt re power for emergency air cleanup 
units after lo&s of offsite power Initially reported on 
830103 Control logic corrected to allow cleanup units to be 
automatically loaded as part of loading sequence 
HILLS, L M Tennessee Valley Authority 83/10/17 D'REILLY, J P 
Region 2, Office of Director 2pp 20896 341 24X 

Fiche 30-430.83/10/17,8310230149 


8310270240 Final deficiency rept re cable bend radius going from 
vertical to horizontal trays Initially reported on 830422 
Cable acceptable as-is.per Okonite Co evaluation Condition 
not reportable per iOCpRSO 55{c} 

HILLS. L M TannaBsee Valley Authority B3/10/18 O'REILLY, J P 
Region 2, Office of Director 2pp 20924 049 24X 

Fiche 50-430,83/10/18,8010270248 


0310310137 Final deficiency rept re Inadequate expansion anchor spacing 
criteria Initially reported on 82O607 Item not reportable 
under 1OCFR50 55 < 8 > Sampling programs indicated low 
probability of defects 

HILLS, L M Tennessee Valley Authority 03/10/19 O'REILLY, J. P. 
Region 2, Office of Director. 2pp 20959 048 24X 

Fiche 50-430,83/10/17,0310310157 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT I 


A Ap p 1 ication/construc tier stage documents ht correspondence 


6306300357 Board Notification B2-105A forwards evaluation of 
allegations re design deficiencies in Class 1 piping sys 
Info applicable to Diablo Canyon 1 & 2, Fermi 2 b Callaway 
ElBENHUT, DO Division of Licensing 83/09/29 PALLADINO.N J 
ContmlBS loners 3pp 20632 OOl 24X Fiche 50-000,83/09/29, 
8308300357 


8300300771 Doard Notification 83-l2aA forwards Equipment Qualification 
Branch conclusions re potential problems w/AECO solenoid 
va 1 ves 

ElBENHUT, DO Division of Licensing 83/10/06 PALLADINO.N 
CommlsslDners 31pp 20818 001 24X Fiche 50-000,83/10/06, 

0308300771 


8310200395 Forwards TH Novak 021112 memo to DO Elsenhut b U Stefano 
021115 informal note to TM Novak re caseload panel review of 
facility, per R Oanulin FOIA-03-503 request Caseload Forecast 
Panel rept dtd 830317 also ava^lable 

STEFANO.J Licensing Branch 1 83/10/07. WILSON, V Management 

Analysis Branch Ip 20874 272 24X Fiche. 50-440, 83/10/07, 

03 1 0200395 


— 0310200397 Advises of Caseload Forecast Panel review scheduled for 
htk of 030110. 

STEFANO.J NRG - No Detailed Affiliation Given 02/11/15 

NOVAK, T H NRG - No Detailed Affiliation Given Ip 20874' 275 

24X Fiche 50-440,83/10/07,8310200393 


— 8310200400 Advises that site review by Caseload Forecast Panel 
scheduled for wk of 030110 

DA 88 ETT, H S Division- of Data Automation b Management Information 
82/11/12 BPE 88 ARD* R L Director's Office, Office of Inspection 
and Enforcement Ip 20B74 276 24X Fiche 50-440,83/10/07, 

0310200395 


■0310200404 Discusses need for Caseload Forecast Panel review of 
fac i 1 tty 

STEFANO, J J NRC - No Detailed Affiliation Given 02/10/20, 

NOVAK, T H NRC - No Detailed Affiliation Given 2pp 20074 277 
24X Fiche- 30-440, 83/10/07, □310200393 


—0310200407 Forwards R Oanulin FPIA-a3-5B3 request for all documents re 
Caseload Forecast Panel meetings held during 1982-83 
concerning plant const 

NIL80N,V H Management Analysis Branch 63/10/05 
YaUNGDLODD, B. J Licensing Branch i 2pp. 20874:279 24X 

Fic ho. 50-440-, 83/10/07, 83 10200395 


6300310050 Doard Notification B3-160. provides info re B30B12 failure oj 
main crankshaft; an one of three Trensamerica Delaval 
emargency diesel generators at Shoreham 

EISENHUTiD 0 Division of Licensing 03/10/14 PALLADINO, N J 
Cotnml Bs loners 15pp. 67056:070. 24X FI che- 50-000, 63/10/14, 

0308310050 
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8310240165 Clarifies Criteria 1 , 2 «< 10 830716 submittal r<f TMl 

Action Plan Item J1 D 3 j "Post-Ate idfent Sampling Sga •' 
Chemistry technicians requali^ied t ianitually Offsite boron 
analysis performed only on undiluted sam-ple 

EDELKANf M R Cleveland E"lectT*c J 1 1 uminatinp Co 93/10/14 
V^OUNOflLOODi B J Licensing Branch 1 2pp 20BBJ 313 24X 

Ft Che 50-440.83/10/1410310340165 


8310310378 Provides c lar i f i catiun an -(luancher tis-dou/Tt loads Design 
dynamic stress from bending moment nn guancher arm greater 
than 5^000 pel Facility design meets acceptance criteria 
EBElLHANiM R Cleveland Electric Illuminating Co 83/10/21 
YDUNODtOODi B Licensing Branch 1 Jp 20739 362 54X 

Flche 50-440, aa/JO/Si* 8310310378 


6310310030 Forwards response to 830805 req.aest for addi info re changor. 
to diesel generator air starting sys Info will be 
incerporated intii future FSAR amend 

EDELWAN. M R Cleveland Electric Illuminating Co 83/10/24 
YOUNGBLOOD, B J Licensing Branch 1 4Dpp 20947 240 24K 

Fiche 30-440,03/10/24,8310310050 


E ffRC Safety Evaluation Report (&ER)» suppls & correspondence 


8310040227 Forusrds info to resolve SEP License Condition 7 per 
TMI Action Plan Item IJ D 3* "Past-Accident Sampling Sgs " 
W/tuo overslre drawings Aperture cards are available in PBft 
Proprietary info withheld cref lOCFRS 7901 

EOELHANiM n Cleveland Electric Illuminating Co 83/09/16 
VOUNOBLOaO, D J Licensing Branch 1 4pp 20612 067. 24X 

Fiche 50-440, 83/09/ 1 6. 03 1 0040227 


— 0310040327 "Evaluation of Post^Acc ident Sampling Gys far Perry Noclecr 
Power Plant " 

* Cleveland Electric 1 1 1 uminating Co 03/07/31 31pp 
20612 071 24 X Fiche 50-440, 93/09/16, 6310040227 


— S31004023J Preliminary Rev 0 to Procedure CHI~22, Cheml stry Equipment 
Instruc tinti, "Single Channel Analyzer Canberra " 

(JESTSROOKri^ Cleveland Electric Illuminating Co B3/09/I6 
17pp 20612* 102 24X Fiche 50-440, 83/09/16,6310040227 


-03100-40234 Preliminary Rev 0 to Pr-ocedura CHI-I2> Ch emi s try Equipment 
Instruct i on, "Mul tl^-^Channel Analy z er, Canberra, Ber les 95 " 
IdEsrBRODK. Cleveland Electric Illuminating Co 03/09/16 

18pp 20612 119 24X Fiche 50-4 40, 63/09/ 16. 6310040227 


31011047S Requests input for SBER 4 by 031021 for Nov 1903 scheduled 
issuance Listing of Info & responsible review branch end 
SEER 4 will be basls^for addressing steam erosion issue 
VOUNOBLDaO, D J Licensing Branch I 03/07/27. NOD NAN, V Equipment 
Quo I if 1 cation Branch DOSNAK, R Mechanical Engineering Branch 

LIAW, 0 Materials Engineering Branch 4pp 2-0’714 313 24X 

FUhe 50-440,03/09/27.0310110495 


H02D0236 Responds to SER Outstanding Issue 10 re containment purge, 
documenting design mod sye operation limits/ per 030526 
meeting Containment purge sys provides for filtered purging 
for persoiuiel entry h malnt access 

EDELMANj M n Cleveland Electric Illuminating Co 03/10/07 
VOUNOBLaOD, B J Licensing Branch 1. 5pp 2093J €92 24X 

F I c h e * 9 0-440, 03/ 1 0/07, 03 1 0200208 


Adjudicatory corr e spondence 


10090375 Forwards JE Hontlln affidavit JL Streeter U T£ Vend el 
joint affidavit re inspector certification 6 0A advisory 
rommi ttee 

70LDBER0,8 C Hearing Branch 4 03/09/29. BLDCN, P B , BRIGHT. 0 0 , 

ILlNEi J R. Atomic Safety and Licensing Board Panel Ip 20634 002 
24X Fiche 50-440, 03/09/29, 0310030375 


13100503B2 Affidavit of JE Konklin re inspector certifications & OA 
advisory committee meetings 

KONHLIN, vJ E Reglen 3. Office of Director 83/09/27. 6pp 
20634 003 24X FtChe 50-440^83/09/29,8310050375 


3100503-99 Affidavit of JF Streeter 6 TE Vendel supporting NRC 
poiltien on OA advisory comni ttee, Pro f quel i f 1 cati one end 
STREETER, J.F » VENDEL, T E. Region □, Office of Director 
03/09/27 7pp 20634-009 24X Flch e. 30-440, 03/09/29, 83 1 00 5037 5 


3050520 Answer opposing Dhfo Citizens for Responsible Energy S309I6 
stlon to resubmit Contention 2 re diesel generator 
inability Noiioni fails to meet criteria of adequate basis 
specificity Certificate of 0Vc end 

HOER, M A Cleveland Electric Illuminating Co SMIGER,M A Shaw, 
ttman, Potts & Trowbridge 63/10/03 Atomic Safety and 
te-nslnp Board Panel,^ 93pp 20634:126. 24X Fiche 50-440, 93/10/03, 

110050520. 


8310110061 Order extending time until 831007 for Commission ta art to 
revictu Al AB-73A 

CHiLKtB J Office of the Secretary of the Commission 03/10/03 
Commissioners Ip 20666 23« 24X Fiche 50-440,03/10/03, 

6310110061 


□310130144 Response opposing Ohio Citizens for Responsible Energy 
630916 motion to resubmit original proposed Contention 2 re 
diesel generator reliability Requirements for lote-flle-d 
contentions not met Certificate pf Eve end 

GOLDBERO, S C Hsarsng Branch 4 63/10/06 Atomic Safety and 

Licensing Uoard Panel 46pp 20749 092 24X Fiche 50-440,83/10/06, 

0310130144 


9310120099 Reply to applicant i< NRC affidavits re motion to reopen DA 
record FDIA request made in Nov 1982 pinduced negative 
results Formal discovery closed 3 months prior to ASl B issue 
identification M/Cer tl f Icate of Sve Related correspondence 
KrATT»5 L Ohio Citizens for Responsible Energy 03/10/07 
Atomic Safety and Licensing Beard Panel llpp 20697 109 24X 

Ficho 58-440, 83/10/07, 83101S0099 


6310130224 Advisps that time For Commission to review ALAn-/36 
eiplred Commission declined review Decision became final 
agency action on 631D07 

CHILK, S -J Office of the Secretary of the Commission 83/10/12 
Office of the Eie-cutive Legal Director Ip 20724 094 24X 

Fiche 50-440, 93/10/12, 6310130224 


8310100337 Hntion. for roconsiderati on of ASLD 630009 Memorandum & Dt drt 
ILDP-G3-46 granting summary disposition of Issue 13 Motion 
based on add] evidence Certificate of bve end Related 
corresp and ence 

HIATT, S L Ohio Citizens for Responsible Energy 83/10/14 
Atomic 0afety and Licensing Board Panel 4pp 20603 002 24X 

Fiche 50-440, 03/10/14, 6310100337 


6310190061 Response to util Sc NRC 631003 Sc 06 answer s, resp ectlvel y. to 
Ohio Cltitetis for Responsible Energy 830916 motion to 
resubmit Contention 2 NRC misunderstood thrust of motion 
Contention should be admitted N/CertI f icate of 8vc 
HIATT, S L Ohio Citiiens for Responsible Energy 63/10/14 
Atomic Safety and Licensing Board Panel llpp 20623 21 £ 24X 

Fiche 50-440,03/10/14,9310190061 


83102702S2 Answer opposing Ohio Citizens for Responsible Energy IDCRC) 
931007 request to hold open Issue 3 record until fuel load 
Request reiterates previously denied OCRE motion Certificate 
0 f Bvic ei(C 1 

OLASSPIEGEL. H Cleveland Electric I Ui'ml iiating Co 03/10/24 
Atomic Safety and Licensing Board Panel 6pp 20923 240 24X 

Fiche 50-440.03/10/24,8310270253 


8310270330 Response opposing Ohio Citizens for Responsible Energy 
COCRE) 031014 response to NRC Sc util answers to OCRE motion 
to resubaiit Contention 2 re diesel generator OCRE competence 
remains unproven Certificate of 5vc end 

SlUBERO.J E Cleveland Electric Illuminating Co 6ILDER0,*! E 
Shaw. Pittman, Potts «< Trowbridge 83/10/25 Atomic Safety and 
Licensing Doard Panel 7pp 30923 145 24X Fiche 50-440,63/10/35. 

8310270330 


O inspection roportsf IE Ounetins & correspondence 


0308300340 IE info Notice 83-61, "Alleged Use of Stand-Ins for Weldei 
Qualification Tests '* Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response <Po»t 6301031 83/09/26 Consolidated Edison Co of RfW 

York, Inc 11.7pp 20754 032 24X Fiche 90 - 000 , 03/09/26, 8306300340 


6306300342 IE Info Notice 63-62, "Failure of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " 6vc list end 

JORDAN, £ 4. Xkivisidn af Emergency Preparedness 8, Engineprlng 
Response IPost 03QlO3> 83/09/26 Consolidated Edison Co of New 

York, Inc ll6pp. 20777 210 24X Fiche 50 - 000 , 03/09/26, 030 030034^^ 


830B30034S IE Info Notice 03-63, "Potential Failures of Westinphouse 
Type SA-1 Bi f f erent lal Relays '* Sve list encl 

JORDAN, E L Division of Emergency Preparedness 6 bng ineer inp 
Response ipost 830103) 63/09/26 Consolidated Edison Co of 

York, Inc liepp 2077B OOl 24X Fiche 50 - 000 , 83/09/26, a308JUD34J 


6310170662 Forwards IE Insp Repts 50-440/03-27 b 50-441/83-26 on 
03O7O1-Oa31 tc notice of violation 

KNOF, R C Region 3, Office of Director 63/09/28 EDELMAM, M R 
Cleveland Electric Illuminating Co 2pp 20779 286 24X 

Fiche 50-440,03/09/20,8310170662 


—8310170667 Notice of violation from insp on 830701-06J1 
KNOP.R C Region 3, Office of Director B3/09/2B Ip 
20779 266 24X Fiche 50-440,83/09/28,0310170662 
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— a3lOl706;o IE Insp Repfes ‘50-4^0/03-27 «< bO-441/83-26 oii 030701-0031 
None omp 1 1 anc e noted failure io folLoui problen evaluation for 
lOCPRSO 95(el rep nr tab f 1 1 ty procedures 

0ILDNEH,N L , KUNKLIN. J E Region J, Office of Uircctoi 
83/09/27 4pp 20779 209 24X Fiche J50-440, 83/09/28, 03101 70/i62 


8300300349 IE Info Notice B3-64, “Lead Bhieltflng Attached to 
Safety-Related Sgfi U/u lOCFROO 59 Evaluation " Sve li&t 
end 

JORDAN, E L Uivieian of Lriergencg Preparedness & Engineering 
Response (Post 030103) 83/09/29 Cunsol t dated Edison Co of Ndu> 

York. Inc IJbpp 207 1 A 324 34 X Fiche 50-000,03/09/29.0300300347 


0310240121 Foruaids IE Insp Repts 50“440/H3-2a ?< 50-441/83-27 on 
830922-23 No noncomp 1 lanc e nolrd 

KNOP,n C Region 3» Office of Directoi 03/10/04 CDELMAN,M R 
Cleveland Electric 1 1 luni mat i ng €o 2pp 2O0B1 145 24X 

Fiche 50-440, 83/10/04, S310240J21 


— G 31 0240 137 IE Insp Repts 50-4 40/63-28 ?« 50-441/83-27 an 830921-23 No 
noncooipl lance noted Major areas inspected licensee actions 
on previous insp find mgs, 1 OCniSO 5S(e> reportable 
items l< IE bulletin 

PELKE,P n , PAV1S,A D . KONKLIN, J E Region 3, Office of Direcloi 
83/10/03 3pp 20001 147 24X Fiche 30-440, 83/ 10/04. 0310240121 


8310200045 Forwards IE Insp Repts 50-440/03-26 8^ 50-441/83-25 on 
830816-19 & notices of violation h deviation 

LITTLE, W S Region 3. Office of Director 83/10/05 EDEUHAN, M R 
Cleveland Electric 1 1 luminallng Co 2pp 20836 009 24X 

Fiche 50-440,03/10/05,0310200045 


—0310200049 Notice of violation from insp on 030016-19 

LITTLE, W S Region 3, Office of Director 03/10/05 Ip 
20036 on 24X Fiche 50-440,03/10/05.0310200045 


— 0310200053 Notice of deviation from insp on 030816-19 

LITTLE, W S Region 3, Office of Director 83/10/05 !p 
20036 0i2 24X Fiche 50-440,03/10/05,0310200045 


—8310200057 IE Insp Repts 50-440/83-26 U 50-441/03-35 on 030016-39 
Noncamp 1 iance noted bus bar support between 4,160-volt 
switchgear cubicles modified w/o approval b QA records 
corrected improperlg 

HERR I WEATHER, N Region 3, Office of Director CONLON, T C 
Oivision of Engineering 83/10/05 7pp 20036 013 24X 

Fiche 50-440, 03/10/05, 031020004 5 


B30B30037B IE Info Notice 03-63 j "Surveillance of Flow in RTD Bypass 
Loops Used in Westinghouee Plants '* Sve list end 
JORDAN, C L Division of Emergency Preparedness h Engineering 
Response (Past 830103) 03/10/07 Consolidated Edison Co of New 

York, liic 76pp 20827 213 24Xrichv 50-000,03/10/07,6308300370 


03OG3OO7S2 IE Info Notice 63-66, "hatality at Argentine Criticol 
Facility " Sve list end 

JORDAN, E L Division of Emergency Preparedness i< Engineering 
Response (Post 030103) 03/10/07 Consolidated bdisan Co of Now 

VoTif, Inc 79pp 20002 026 24 X fiche 50-000,03/10/07,8300300732 


6300300759 IE Info Notice 83-67, "Emergency Use Respirator Hatl Defect 
Causes Production of Noxious Gases " Sve list end 
JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 83/lO/lJ Consolidated Edison Co of Naur 

York, Inc 117pp 21043075 24X Fiche 50-000,03/10/11,0300300759 


6308300761 IE Info Notice 83-60, "Respirator User Warning Defective 
00 1 f-Contained Breathing Apparatus Air Cylinders *' 8vc list 
sne 1 

JORDAN, C L Division of Emergency Preparedness U Engineering 
Response (Past 830103) 83/10/11 Consolidated Edison Co oF New 

York, Inc 120pp 20827 129 24X Flcha 50-000,83/10/11,8300300761 


6310100215 Clarifies NRC position re procedures for admitting NRC 
personnel to facility List of personnel requiring access to 
vital areas end Updates will be provided every 6 months 
AXEL0ON, W L Region 3, Office of Director 83/10/14 EDElMAN, H R 
Cleveland Electric Illuminating Co 7pp 20003 309 24X 

Fiche 50-440.03/10/14,8310100215 


6310270422 Forwards IE Insp Repts 50-440/03-29 & 50-441/83-28 on 
830927-30 notice of violation 

SPEBSARD.R L Division of Engineering 83/10/14 EDEUMAN, M R 
Cleveland Electric Illuminating Co 2pp 20923 065 24X 

Fiche 50 440.03/10/14,0310270422 


— 6310270423 Notice of violation from insp on 030927—30 

SPESSARD, R L Division of Engineering 03/10/14 tp 20923 067 
24X Fiche 50-440,03/10/14,8310270422 


—8310270426 IE Insp Repts 50-440/83-29 6 50-441/83-28 on 830927-30 
Noncompl 1 ance noted licensee OA program did not provide for 
deve lop ing , approv i ng fc distributing relay setting sheets 
HERRIWEAThER, N Region 3, Office of Director CONLON, T B 
Division of Engineering 03/10/11 6p p 20923 060 24X 

Fiche 50-4 40,83/10/14.8310270422 


S Reportable occurrences. LLRs |< related correspondence 


0310110425 FOIA request for info re PND-in-a3-027 concerning faulty 
valve rad lographsi PNO-I [ I —03-026 concerning use of lubricant 
□n valve seats h info nn DOE/NRC 030419-20 meetings 
concerning geologic repository in salt program 
HIATT. 3 L Ohio Citirens for Responsible Energy 03/05/10 
FELTON, J M Division of Rules and Records Ip 20706 001 24X 

Fiche 50000,83/05/(0,0310110425 


0310110430 Responds to FOIA request for four different categories of 
documents described in 030510 1 tr Forwards mat! listed in 
App A. responsive to Items l.P & 4 DOE should be contacted 
for matl requested In Item 3 of Hr 

FELTON. J M Division of Rules and Records 03/06/14 HIATT, S L 

Ohio Citliens for Responsible Energy 3pp 20706 002 24X 

Flcho 50-000,03/06/14,0310110430 


— 8310110443 Forwards PNO U morning rept re faulty Dorff-Harner valve 
radiographs Problem may be generic Related info enc I 
LITTLE, W S Region 3, Office of Director G3/04/13 PDTAP0V3, U 
Region 4, Office of Director 15pp 20706 005 84X 

Fiche 50-000,03/06/14,8310110430 


“*•8310110461 Excerpt from notification of events at two different 
facilities re deficiency concerning control complex chilled 
water sys l« info received that grease incorrectly used on 
HSIVs, resp activcl y Related info end 

« Region 3, Office of Director 83/04/08 Upp 20706 044 24X 

Fiche 50-000, 83/06/14, 83101 10430 


8310040404 final deficiency rept re NAMCO Controls limit switches mfg 
to inadequately implemented OA program Initially reported 
on 810210 Dill of matl spec (BP793-05-4 549-00) developed, 
reviewed 6 approved for procurement of NAMCO switches 
EOELHAN.M R Cleveland Electric Uluminatlng Co 03/09/27 

KEPPLER.J 0 Region 3, Office of Director 3pp 20617 357 24X 

Fiche. 50-440, 83/09/37. 8310040404 


0310120266 Interim deficiency rept re failure of pane) circuit wiring 
in Transamenca Delava) standby diesel generators to meet 
IEEE 303 insulation flame test Vendor info under review 
Final rept scheduled for submittal by 031230 
EDELMAN, M R Cleveland Electric Illumlnatino Co 03/09/27 
KEPPUER.J 0 Region 3, Office of Directoi Ip 20693 346 24X 

Ficho 90-440,03/09/27,0310130206 


8310060340 final deficiency rept re violations of spec requirements 
during installation of adjacent Hilti fwlk bolts Initially 
reported on 030307 Onc-inch bolts will no longer be used 
Insp program will be implemented 

EDELMAN, M R Cleveland Electric Illuminating Co 83/09/30 

KEPPLER.J 0 Region. 3, Office of Director Bpp 20646 125 24X 

Fiche 50-440,03/09/30,0310060340 


0310060392 Final deficiency rept re rejection of previously accepted 
radiographs on containment vessel shell plate welds 
Initially reported on 920405 Accessible rejectable welds 
B xcavated. repai red 6 reradiographed 

EDELMAN, K R Cleveland Electric Illuminating Co 83/09/30 

KEPPLERiJ 0 Region 3, Office of Director 2pp 20646-105 24X 

Fiche 90-440,03/09/30,0310060392 


8310170469 Second interim Deficiency Rept RDC 70(03) re exhaust line 
back pressures exceeding manufacturer recommendations on 
« tandby diesel generators for HPCS Initially reported on 
830009 Further mods required Also reported per Part SJ 
EDELMAN.M R Cleveland Electric Illuminating Co 83/10/06 

KEPPLER.J 0 Region 3, Office of Director 2pp 20704 lOi 24X 

Fiche 50-440,03/10/06,0310170469 


8310210112 Interim deficiency rept re damage during removal of shroud 
h ead/sRparator from reactor pressure vessel by use of 
strongback polar crane Initially reported on 03O9J6 
Further evaluation required Next rept by 840131 
EDELMAN,N R Cleveland Electric Illuminating Co B3/10/1S 

KEPPLER.J 0 Region 3. Office of Director 2pp 20QSB 232 24X 

Fiche 50-440,03/10/13,03102101)2 


0310270030 Interim deficiency rept re pipe support shop welds supplied 
by Power Piping Co Initially reported on 030921 Engineer 
support evaluation will be completed In Dec 1783 Final rept 
will be submitted by G31S15 

EDELMAN, M R Cleveland Electiic Illuminating Co B3/10/1G 

I^EPPLER.J Q Region 3, Office of Director 2pp 20924 334 24X 

Fiche 50-440,83/10/10,0310370030 
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8310270:206 P^rt 21 rept re engine mounted electrical cables Defective 
treble not installed as 030927 Itr states Parte tt 

installed on Oulf States Rivei Ilend Site CEn^ine Seii^l 
74039/40 OSR 48) mstruction for- cable changeout due in Mdv 
DOVER, R E Transamerica De 1 ava 1 » inc 03/10/20 Dlrecttir's 
Oificei Office of fnspectian and £nf ore emp n t Ip 20924 lOP ?*4X 
Pjche SO'OOO, a3/lO/20< 8310270206 


DOCKET 50-441 PERRV NUCLEAR POWER PLANT, UNIT 2 


A Appl 1 cat! on/construct jor stage docutnents It carrespondence 


B308300357 Doarif Notification 02-1O5A forwards ev'aluation of 
allegations re design deficiencies in Class I piping sys 
Info applicable to Diablo Canyon I Ir 2<Fernii 2 & Callauiag 
ETEENHUT, 0 G Division of Licensing 03/09/29 PALLADINO. N J 
Comailsslaners 3pp S0632 001 24X Picbe 50-000,63/09/29. 

8306300357 


8308300771 Board Notificatinn 03-120A forwards Equipment Qualification 
Branch conclusions re potential problems u/AECO solenoid 
v » Ives 

EISENHUT, D C Division of Licensing 63/10/06 PAtLAOlNO, N J 
CoflimisB loners 3lpp 20018 001 24X Ficfie 5 O-OOOi 03/10/0*, 

83083007/1 


6310200399 Forwards Thl Novak B2JliS mi»mo to DO Elsenhvt & U Stefano 
02tilS informal note to TM Novak re caseload panel reviou of 
facility, per B ^anulin FOTA-OS-SSS req.uest Caseload Forecast 
Panel rapt dtd 630317 also available 

STEFAND, U Licensing Branch I 63/10/07 UTLSON, V Management 
Analysis Branch Jp iJ0B74 672 24X Fiche 90-440, 63/10/07, 

0310200395 


—0310200400 Advises that site review by Caseload Forecast Panel 
scheduled for uil of 830110 

BASSETT, H 6 Division of Data Automation & Management Information 
02/11/12 SPESSARD.R L Director's Office, Office of Inspection 
and Enforcement Ip 20674 27* 24X Fiche 50-440, 83/ 10/07. 

8310200399 


— 63I020D407 Forwards R Oanulin FOlA-83-583 request for all documents re 
Caseload Forecast Panel meetings held during 1962-83 
concerning plant const 

WILSON, V H Matragenient Analysis Draurh 63/10/09 
YOUNDBLOOD, B J Licensing Dranch 1 2pp 20B74 279 SAX 
Fiche 90-440,83/10/07.8310200395 


8300310090 Board Notificatign 63-1*0 provides info re 8J0B12 failure of 
main crankshaft on one of three Transamerjca Oelaval 
emergency diesel generators at Shoreham 

ElSENHUTi-D 0 Division of Licensing 83/10/14 PALLADINO.N J 
Copimissi oners I5pp 6705* 070 24X Fiche SO-000, 63/10/14. 

0306310050 


63102401*5 Clarifiei Criteria J,2 tr 10 of 83091* submittal re TMI 
Action Plan Item JI D 3. "Poit-Ac tldent Eampling Sy& 

Chemistry technicians rcquallfied blannually Offsite boron 
analvsis performed only on undiluted sample 
EOELMAN.M R Cleveland Electric Illuminating Co, 63/10/14 
VOUNODLaODiB J Licensing Branch 1 2pp 20061 313 24X 

Fiche 50-440,83/10/14,03102401*5 


9310310370 Provides c iar I f leation on nuenchcr tle-dqwn loads Design 
dynamic stress- from bending moment on quencher arm greater 
than 5,000 psi Facility design meets acceptance criteria 
EDELMANjM R Cleveland Electi'ic 1 1 lummat irig Co 33/10/31 
YOUfiOBLOOD, n Licensing Branch J Ip 20939 3*2, 24X 

F f c b e 30- 4 40, 83/ 1 0/21 , 83 1 03 1 0370. 


1310310050 Forwards response to 830809 request for addl inPn re changes, 
to diesel generator air star t Ing- ey^ Info will be 
incorporated into future f-6AR amend 

EDELMAK, M R, Cleveland Electric 1 J I uminating Co 63/10/24 
YOONOBLOOD,B J Licensing Bronch 1 4Cpp 20947 240 24X 

Fiche 50-440,83/10/24, 0310310050 


NRC Safety bvatuation Report <860), supple * carr espotidence 


310040227 Foruarda info t-o resolve 9ER License Condition 7 per 
TNI Arlion Plan Item 11 B 3, "Post-Acc i dent Sampling Sys " 
W/two overslie drawings Aperture cards are available in FDR 
Proprietary info withheld <ref 10CFR2 /90| 

EDELMAN,MR. LUyeland Electric II lujoi mating Co, 83/09/16 
YOUMOBLOOD,B >i Ui earning Branch 4 4pp 20642 067 24 X 

Fiche 90-440, 83/09/16, 0310040227 


931004022? "Evaluation of Host-Accident Sampling Sys for Perry Nurlonr 
Power Plant " 

» Cleveland Electric Illuminating C» 83/07/31 3Jpp 
20612.071 24 X Fiche 30-440.83/09/16,8310040227 


— 8310040231 Prcl 1 fTiiifiary Rev 0 to Proredure CKI'22, Chemi stry 1 quipflimt 
Instruction, "Olngle Channu) Analyic. C»inberra " 

WEOTDRODK.tX W Cleveland LJrctiic JJIuminatinq Co 03 / 09 / 1 * 

I7pp 20612 103 24X Tithe 50-440* B V09/ 1 6. 0310040227 


— 831OO40234 pre 1 irninary Rev 0 to Procedure LHI-12, Lhemi stry f qui prrif nl 
Instruction, ’"Mul ti-Chanpel Anal y j er, Canberra, Set i cs 85 " 
WESTBROOK, W W Cleveland Electric 1 1 1 umi na t mg (o 03/09/ 16 
lapp 20*ia 119 34X richt 50-440, 8 V09/i6. a31004(W/ 


8310110495 Requests input for SDER 4 by 631021 fei Nov 190J si hrduJid 
issuance Listing of info 6 letponslblc review branch enci 
SSER 4 will be ba-^is for addrfssing stiam erosion issue 
VaUNODLDOD, D 3 L i consinq Dr^inch 1 81/09/27 N8UNAN. V Lquipmc-iA 

Oua] J f 1 call on Dranch DOSNAK, R Mechanical Ehoincering DT<,nrh 
LIAW.D Mafcetjols Cng ineeriiip Dianrh 4pp 20/14 SIT 24X 
Fiche 50-440.83/09/37,8310110495 


8310200233 Responds to SHR Outstanding J»•.suD JO re cnntainment puigf. 
documenting design mod sys operation limits, per 0305/6 
meeting Containment purge sys provides foi filtered purging 
for personnel entry & mainl actotts 

EDELMAN.M R Cleveland Electiic llJuminating Co 03/10/07 
vaUNOBLOOU, D J Licensing Drench 1 *ipp 20033 (>52 .'4X 

Fiche 50-440, BJ/lO/07,031 oa002,Ta 


0 Ad jud 1 cdtory c pt i espondenc r 


6310050375 Forwards xiE Kontrlin affidavit ?t JL Streeter I# T£ YpTikIpI 
joint affidavit re inspector r er ti f i cati on V OA advisniy 
committee ' 

GOLDBERG, S C Hearing Dramh 4 03/09/29 DLOCf. P D , BRlGril.G D. 

KLIKE, J R Atfjinic Safety and Licensma Board Panel ip ,20*34 flO,' 
24X Ficlie 90 -440. 03/09/29. 031 OOS037& 


— 8310090382 Affidavit of JE Konklin re inspector cer ti f i catipnc t, OA 
advisory cnmmittre meeting*. 

K0NKUIN,0 E Region 3. Office of Director B3/09/B7 6pp 
20634 003 24 X Fiche 50'440, 03/09/29, 8310050375 


— 83100503B9 Affidavit of JF Streeter ^ TL Vonriel supporting NRC 
position on OA advisory committee Prof quat i f i cations end 
STREETbR. J f- , VENDEL. T E Region 3. Office of Director 
83/09/29 7pp 20*34 009 ^AX Fiche 50-440,63/09/29.0310050175 


9310050520 Answci opposing Ohio Gitwons for Responsible Energy 03091* 
motion to resubmit Contention 2 re dio,'.el generatoi 
reliability Motion fails to mret cntciia of adequate basis 
4( specificity Certificate of *»vc onrl 

SMIGER,riA ricvoldnd Electric Illuminating Co SWIG'EN.MA Sliau. 
Pittman, Pot be ti Trotubridge 63/10/03 Atomic Safety and 
Licensing Doaref Panel 53pp 20*34 12* 24X Fiche 50-440.03/10/03. 

B310O5O5PO 


83101 [00*1 Order ciCending time until 83100/ for Commission to act to 
review ALA0-V36 

CMtLK. S J Office of the 6eci etary of the Commission 03/iO/M< 
Commissioners tp 20*68 2Jb t»4X Tithe 50-440, 03/10/03, 
0310110061 


8310130144 Response opposing Ohio Citizens for Responsible tnt'rflu 
030916 motion to resubmit original proposed Contention air 
diesel generator reliability Requirements for late-fllod 
contentions not mot Cortiflcale of 0vc end 

GQLBBtRCi S C Heariny Branch 4 83/10/0* Atomic Safety and 

Licensing Board Panel 4*pp 20749 092 24X Fiche 50-440.63/10/06. 

9310130144 


0310120099 Reply to applicant i( NRC affidavits re motion to reoptn QA 
record FC/lA request made in Nov 1902 piuduced negativp 
results. Tormai discovery closed 3 months prior to AS! 11 ipsue 
identification M/Certif » cate of Sve Related correspondence 
HJATT, S L Ohio Cl ti lens for Responsible Energy 03/10/07 
Atomic Dafety and Licensing Board Fane) llpp 20*97 109 «.4X 

Fiche SO-4qo. 83/iO/07, 0310120099 


B310I3D224 Advises that time foi Commission to reviem ALAB-73* 
oepired Commission declined rrviow Decision became final 
agency action nn 831007 

CHILK, S J Office of the 0oc» etary of the Commission QJ/iO/i2 
Office of the Executive Legal Director Ip 20724 094 24X 

Flcha 50-440, 03/10/12. 6310I30LV4 


G3l0i8033/ Motion for reconsideration of ASLB 03O8O9 Memorandum It Didet 
LflF-93-4* granting summary dli^position of Issue 13 Motion 
based on addl evidence Certificate of £.vc end Related 
correspondence 

HIATT. S L Ohio Litirens for Kesporisihle Energif 63/10/14 
Atomic Safety and Licensing Board Ponrl 4pp B0S03 002 24X 

Fiche 50-440, 03/10/14, 03101603 i7 
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9310190061 Heipohse to util h NKC 1331003 06 anaujors. respec ti vel<j. to 

□ hio CitWEns Par Responsible tnorgy aH'916 /notion to 
resubmit Contention 2 NF7C misunderstood thrust of motion 
Contention should be admitted W/< erti f-i c ate of Svc 
HIATTjS L Ohio Citiiens for Respontihlo £;norgij a3/J0/M 
Atomic Bafetij and Licensing Hoard Panel UPP 2002,3 21 I 2^1)1 
Fiche 50-^40. 0J/1O/14- 8310190061 


— 0310200057 IE Insp Repts 50-440/83-26 ^ 50-441/03-25 on B30S1&-19 
Ngneomp 1 lance noted bus bar support botwoen AplAO-volt 
stuitchgear cubicles modified w/o approval & (lA records 
corrected improperly 

MERRIWEATKER. N Rep lop 3 p Office of Director CONLOW, T E 
Division of Engineering -03/10/05 7pp 2-0B36 013 24X 

Fit he SO-440, 83/10/05, 8310200P45 


8310270252 Answer opposing Ohio Citizens for Rcspondible Enertjy (OmF) 
Q31007 reciuBst to hold open Issue 3 record until fuel load 
Request reiterates previously denied UtRE motion certificate 
□ f Svc end 

GLABSPIEGEL, H Cleveland Llectiit 1 1 1 um mating Co 03/10/24 
Atomic Safety and Licensing hoard Panel 6PP SOVe'J 240 24/ 

Fiche 50-440. 03/ 10/24. 831 0270J2W 


0310270330 Response opposing Ohio Litiions for Responsible Energy 
CPCRE) 831014 response to NRC R util ansuirrs to OCRE motinn 
to resubmit Contention 2 re daesej generator DCRE competentn 
remains unproven Certificate pf 'ivc enrl 

SILQERO,,! E tleveland Elrctfic Illuminating Co 811 DERG. vJ f 
gnaw, Pittman, Potts 6 Trowbridge 83/10/25 Atomic Safety and 

Licensing Doarrt Panel 7pp 20V23 M'l 24X Fiche 50-440,83/10/25, 
8310270330 


Q Inspection reports, IE Hullotinw i( coi respondenc e 


B3O03OO34O JE Info Notice 83-61, '•Allegod Use of Stand-Ins fot Wilder 
Qualification Tests " Svc list erul 

■JORDAN. C L Division of Emergency Preparedness Knginecring 
Response (Post 830103) B3/0V/26 Consolidated Edison Co of New 

York, Inc li7pp 20754 022 24X Fiche 50-000.03/09/26*0308300,140 


8300300342 IE Info Notice 83-62. “Pailuro of Redundant Toxic Oas 
Detectors Positioned at Control Room Ur/.tilabion Air 
Intakes " Gve list end 

JORDAN, C L Division of fcoierg enc y Pruaaredness St Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of Neu 

York, Inc n6pp 20777 210 24X Firho 50-000.83/09/26,0308300342 


8300300378 IE Info Notice 83-65, "Burve 1 1 lane e of Flow In RTD Bypass 
Loops Used in Westtnghouse Plants " Svc list encl 
JORDAN, E L Division of Emergency Preparedness S/ Engineering 
Response (Post 830103) 03/10/07 C ons p 1 i da t ed Edison Co of New 

York. Inc 76pp 20927 213 24X Flclhc 30-000,03/10/07,0300300070 


8308300732 IE Info Notice 83-66, "Fatality at Argentine Critical 
Facility " Qvc Ii&t one J 

JORDAN, E L Division of Emergency Preparedness tc Engineering 
Response (Post 830103) B3/1O/07 Consolidated Edison Co of Now 

York, Inc 79pp 20882 026 24X Fiche 50-000,83/10/07.0300300752 


0308300759 IE Info Notice 83-67, "Emergency Use Respirator Natl Defect 
Causes Production of Noxtous Gases “ Svc list encl 
JORDAN, £ t Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 03/10/11 Consolidated Edison Co of New 

York, Tnc 1 17pp 21043075 24X Fitho 50-000,03/10/11,030030075? 


0308300761 lE Info Notice 03-68, "Respirator User Warning Defective 
Self-Contained Qreathlng Apparatus Air Cylinders " gvt list 
and 

JORDAN, e L Division of Emergency Preparedness it Engineering 
Response (Past 8301031 03/10/11 Consol idated Edison Co of New 

York, Inc I20pp 20827 129 a4X Fiche 50-000,83/10/11.8300300761 


831 018021 5 Clari f les NRC position re procedures for admitting MRC 
personnel to facility List of personnel requiring access to 
vital areas encl Updates will be provlfied every 6 months 
AXELSON.W L Region 3, Qffico of Director 83/10/14 EDELMAN, M R 
Cleveland Electric Illuminating Co 7pp 2D80B GO? 24X 
Fiche 50-440,03/10/14,0310100215 


8308300345 l£ Info Notice 83-63, "Potential Failures of Westinghouse 
Type SA-1 Differential Relays " ,^vc list end 
JORDAN, E L Division of Emergency F■'reparedness S, Lnglticcrinq 
Response (Post Q30103) 03/09/26 Consolidated Edison Co of Neui 

York, Inc lltipp 20778 001 24XFlfhe 50-000, 83/09/26, 830030034*, 


0310270422 Forwards IE Insp Repts 50-440/83-29 U 50-441/83-20 on 
030927-30 e, notice of vioUtlan 

8PES5AR0. R L Division of Engineering 03/10/14 CDCLMAN, M R 
Cleveland Electric Illuminating Co 2pp 2D923 065 24X 

Fiche 50-440,03/10/14,8310270422 


8310170662 Forwards IE Insp Repts 50-440/83-27 i< 50-441/03-26 on 
030701-0831 t( notice of vlolaiio)i 

KNDP.n C Region 3. Office of Directoi 03/09/28 CUELKAN, N R 
Cleveland Electric Illuminating Co 2pp 20779 2H6 84X 

Fiche 50-440,83/09/20,8310170662 


— 8310170667 Notice of violation from insp on 030701-0831 
HNDP,R C Region 3, Office of Director B3/09/2B Ip 
20779 208 24X Fiche 50-440^03/09/28,0310170662 


—0310270423 Notice of violation from Inop on 030927-30 

8PES0ARD, R U Division of Engineering 03/10/14 Ip 20920 067 
24X Fiche 90-440.03/10/14,0310270422 


— 8310270426 IE Insp Repfcs 50-440/83-29 W 50-441/03-20 PH 930927-30 
NoncompHance noted licensee OA program did not provide for 
developing, approving 8< distributing relay setting sheets 
MERrtIWEATHER, N Region 3, Office pf Director CONLDN, T E 
Division of Engineering 03/10/11 6pp 20923.068 84X 

Fiche 50-440.03/10/14.0310270425 


— 3310170670 IE Insp Repts 50-440/03-27 6 50-441/83-26 on 030701 -0U31 
Noncemp 1 lance noted failure to follow problem evaluation for 
10CFR50 55(e> repor tab i I i ly procedures 

GILDNER, M L , KONKLIN, J E Region 3. Office of Oil ec tor 
03/09/27 4pp 20779 289 24X Fiche 50-440.03/09/20,03)0170662 


830S300349 lE Info Notice 03-64, "Lead Dhidding Attached to 
Saf ety-Related Sys W/o 10CFR50 59 evaluation." Svc list 
end 

JORDAN, E L Division of emergency Preparedness & FnginoeriMg 
Response (Post 830103) 83/09/29 Consolidated Edison Co of New 

York, Inc IJbpp 20716 324 24X Fiche 50-000, 83/07/29, 0300300347 


3310240121 Forwards IE Insp Repts 50-440/83-28 8, 50-441/83-2/ on 
030922-23 No noncompl ianco noted 

KNOP.R C Region 3, Office of DirectPi 03/10/04 fcDELMAN. M R 
Cleveland Electric Illuminating Co 2pp 2QBB1 145 24X 

Fiche 50-440,83/10/04,8310240121 


S Reportable occurrences, tERs W related correspondence 


0310110425 FOIA request for info re PND-J 1 1-83-027 cpucerning faulty 
valve radiographs, PNO-I I I--03-O26 concerninp u*e of lubricant 
on valve seats 8( info on DDE/NRC 030419-20 meetings 
concerning geologic repository in salt program) 

HIATT, S L Ohio (Jlfciiens for Respon&ibla Energy 03/05/10 
FELTON. J H Division of Rules and Records ip 20706 001 84X 

Fiche 50-000,83/05/10,03101104 25 


8310110430 Responds to FOIA request for four different Categories of 
d-ocuments described in 030510 1 tr Forwards mail listed in 
App A. responsive to Items 1,2 6 4, DOE should be contacted 
for matl requested in Item 3 of Itr 

FELTON, J M Division af Rules and Records, 03/06/14 HIATT, 0, L. 
Ohio Cltltens for Responsible Energy 3pp 30706 002 24X 

Fiche 50-000,03/06/14,8310110430 


— 8310240137 IE Insp Repts 50-440/83-28 «< 50-441/03-27 on 030921-23 Nn 
noncomp 1 lance noted Major areas Inspected li-censee actions 
on previous insp finding s, I0CFR5O 55<r} reportable 
items & IE bulletin 

pELKEiF R , DAVIS, A B . KDNKLIN, J E Region 3, Office of Director 
83/10/03 3pp 2OB01 147 24 X Fiche 50-440,83/10/04,0310240121 


0310200045 Forwards IE Insp Repts 50-440/B3-26 C< 50-441/83-25 on 
030816-19 h notices of violation it deviation 

little. W 0 Region 3, Office of Director 03/10/05 EDELMAN, M R 
Cleveland Electric Illuminating Co 2pp 20B36 009 24X 

Fiche 50-440,83/10/05,8310200045 


— 0310110443 Forwards PNO it morning rspt re faulty Borg ''Warn a r valve 
rad 1 ograph*. Probl am may be generic Related info encl 
little, W B Region 3, Office pf Director* 83/04/13 POfAPOVO,!) 
Region 4, Office of Director ISpp 20706 005 24X 

Fiche 50-000, 03/06/14, 8310110430 


' — 0310110461 Excerpt Prom, notification of event* at two different 
facilities re deficiency concerning control complex chilled 
water sys it info received that grease incorrectly used on 
MSIYs, respec t ively Related info encl 

a Region 3-, Office of Director 03/04/08 Hpp 20706 044 S4X 
Fiche 50-000.83/06/14, 0310110430 
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Q310Q40404 Pinal dtficlfncy rept re NAMCO Controls limit suitchoi mfg 
to inadtiiuatrlg impleminted OA program InifciaHy reported 
on B10210 Bill Of mat! spec (QP793''05'4549-00> developed, 
reviewed {, approved ^or procurement of NAMCO switches 
CDELMAN.Mfi Cleveland Electric llluminatins Co 83/09/27 

KEPPUER, J fi Region 3, Office of Director 3pp 20617 357 •-’4X 

FithS 30-440,03/09/27,0310040404 


B310j302fiJ Forwards resoliition press release re reduced a i p end i t iiH' 
level It const activity on Unit 2 Redor cd expenditure level 
uill be continued until fuel loading Per Unit 1 compl I'ied# 
unless Unit 2 cantelod 

DEUINCENf IS, U Yankee Atomic Electric Co DEVINCI NT IS, J 
Service Co of Npui Hampshire B3/10/0B KNIGHTON, 0 W tlroribii>0 
Branch 3 5pp 20693 073 24X Flche 50-443, 03/10/03, □□ JO U'0i.>63 


8310120206 Interin deficiency rept re failure of panel circuit uiii ing 
in Traniamerica Deiaval standby dtisei generators to meet 
IEEE 303 insulation flame test Vendor info under review 
Final rept scheduled for submittal by 031230 
EDELrtAN.M R Cleveland Electric Illyminating Co 03/09/27 
KEPPLER.J 0 Region 3. Office of Director Ip 20693 346 24X 

Fiche 50-440,03/09/27.0310120206 


0308300771 Board Notification B3-ll*BA forwards Equipment du^l i f i c «j>ti On 
Branch conclusions re potential problems w/ASCO salerici!i<f 
valves 

EISEUHUT.O 0 Division of Licensing D3/10/06 PALI-AOINU, N 
Commissioners 31pp POBia 001 24X Fichfi 50-000, Q3/ lO/OA, 

03083007/1 


0310060340 Final deficiency rept re violations of spec requirements 
during installation of adjacent Kiltl Kuiit bolts Initially 
reported on 03O2O7 One-inch bolts will no longer be used 
Insp program will ba implemented 

EDELKAN,M R Cleveland Electric Illuminating Co 83/09/30 

KEPPLER,J 0 Regipn 3. Office of Director 2pp 20646 135 24X 

Fiche 50-440,03/09/30,0310060340 


0310060392 Final deficiency rept re rejection of previously accepted 
radiographs on containment vessel shell plate uelds 
Initially reported on 020403 Accessible rejectable welds 
excavated, repaired 6 reradiographed 

EDELKAN.N fi Cleveland Electric Illuminating Co 03/09/30 

KEPPLERtU O Region 3, Office of Director 2pp 20646 Job i>4X 

Fiche 50-440, 03/09/30, 03 1 0060392 


8310170469 Second interim Deficiency Rept ROC 78<e3> re exhaust line 
back ftesiuTts tsettding manufacturer recommendations on 
standby diesel generators for HPC5 Initially reported on 
830605 Further Mods required Also reported per Part 21 
et>EatAN,N R Cleveland Electric niuminating Co 03/10/06 

KEPPLER, 0 0 Region 3, Office of Director 2pp 20704 iOl 24X 

Fiche 30-440,83/10/06,8310170469 


8310230483 Final deficiency repfc re contact leads on OE HMA relays 
InKtialiy reported on 820810 Evaluation revaaled no 
Instances of insufficient lead to terminal spacing Potential 
deficiency not applicable to Unit 2 HKA relays 
EDELMANiW R Cleveland Electric Illuminating Co 83/10/10 
KEPPLERiO 0 Region 3, Office of Director Ip 20097 142 ?4X 

Fiche 50-441,83/10/18,8310250483 


0310260187 Forwards Amend 51 to applii-ation for DL L ran i> f orr 1 ng 
0 412597 ownership share from Vermont flectrlc Conprrfiti vtr. 

Inc to Vermont Electric Generation i* Transmisaion 
CoDpeTAtive, Inc Certificate of Sve end 

RITSher,J A Ropes t* Gray 83/10/17 Division of Llcenniny 1 1 , 
20912 2SS 24X Fiche 30-443, B3/10/1 7, 8310260187 


— 8310260201 Amend 51 to appJlc,ition foi OL trons Pei i iug 0 4lJ'!i'V7- 
awnership share from Vermont Electric Cuopdratlvdi lAc to 
Vermont Electric Generation S« Transmission Caopei at i ve, im 
vKJHNBQN»V p Public Service Co of New Hampshire 03/10/03 
Division of Licensing 6pp 20912 253 24X Fiche 30-443, 

83/10/17,8310360187 


—8310260208 Info furnished per 10CFR50 33 of Commission rules lit 
regulations as part of request for partial transfer of 
ownership of CP Financial statements entl 

GALLAGHER, J W Vermont Electric Cooperative* Inc 03/09/. jo 
24pp 30912 259 24X Fiche 50-443, Q3/10/17, 03102601 07 


F Security, medical, emergency & firo protection plans 


8310170394 Forwards draft App D to radiological ompr 3 oni.v i ospniibi 
plans for Towns of Neuf ie 1 ds, Neu> Castle, North Hampton t< 

Brentwood, NH, entl tl ed "Cross-Referenco to NURE0-O6D4 '* 

LESSYrR P Hearing Branch 3 03/10/1? HOVTi H , LUEDKi:, L A , 

HARBOUR, J Atomic Safety and Licensing Board Fane! ?6pp 

20703 045 24X Fiche 50-443,03/10/12,13310170394 


0 Adjudicatory cerrcspondence 


0310370030 Interim deficiency rept re pipe support shop welds supplied 
by Power Piping Co Initially reported on 030921 Engineer 
support evaluation will be completed in Dec 1903 Final rept 
wilt be submitted by 631215 

EDELMAN,H Cleveland Electric IlJumlnatlng Co 83/10/18 

KEPPLER, vl G Region 3, Office of Director 2pa 20924 334 24X 

Fiche 50-440,83/10/10,8310270030 


0310030355 Motion to dismiss DL application for Unit 2 Forthnr cnunl 
efforts deferred until Unit 1 complete Jul 1707 pstlmatocr 
const completion date for Unit 2 abandoned W/Cer l i f icn t© of 
Sve 

BACKUS, R A Beecoast Anfci-PoUwti on Luapue UACKUB, R A Hue two, 
Shea 0 Meyer 03/09/26 Atomic Safely and Licerisinp Doiii’d pane 
7pp 20393 063 24X Fiche 50-443, 83/09/26, 8310030353 


i 


0310270206 Pert 21 rept r* engine mounted electrical cables Defective 
cable not Installed as 830927 jtr states Parts shipped 6 
installed on Gulf States River Bend Site (Engine Serial 

Instruction for cable rhangeout due in Nov 
BOYM,R E Transamerica Delaval, Inc 83/10/20 Director's 

Inspection and Enforcement Ip 20924 100 24 X 

Fiche 50-000103/10/201 0310270206 


631003()397 Comments on scheduling of offsite emergency planning 
contentions All offsite planning contentions should hu 
litigated together Issues similar 8* some witnesses will 
testify on both plans Certificate of Qvc end 

BISDEE, 0 D New Hampshire, State op 03/09/26 7pp OOS?{? 3AU 
24X Fiche' 50-443,03/09/26, 0310030377 


DWKET 50-443 SEABROOK NUCLEAR STATION, UNIT i 

^ stage documents t< correspondence 


931WTOM2 N»t.,ic,Hon «, SHniMcnt Lien... Me.tin, Ba-Bi on B310t 
at site to discuss open electrical items, issues 6 
coemitments 

CWWiA R«9jan 1, Office of Director 83/09/20 Region 1, 
031W7O232 50-443. 0I/O9/P8, 

advises that position re rod drop 
IMU# revised to require each Westinghouse plant quner 

S'*** required pUnt-i peci f ic calculations 
hqve been performed for first cycle 

EISEhWUT, D 0 Division of Licensing 83/09/29 PALLADIMO N J 


o5r*‘;ix 


oatuunuujj WOJBCCS to conduct ot B30Q3i hearing re continuud 
participation of Town of RysiNH t oprosuntatlvc G Chichustor 
Earlier talcon did not advise Town that Chichester dlstnissod 
from further partic Ipati on 

NADEAU, J P , YDUNO, ML , HOLWAY, F I Rijoi NH 03/09/26 

Atomic Safety and Licensing Board Panel 2np 20623 B77 P43( 

Fiche 50-443,83/09/26,8310040533, 

State of MA Atty Gonoral 030909 contention re 
S ^ emergency planning for Towns of Soabrook, Hampton, 

North Hampton l< Rye Present wording of conlontion w/o 
regulatory basis Certificate of 8vc end 

^ P Hearing Dranch 3 83/09/26 Alomir 

Safety and Licensing Board Panel 9pp 20630 345 24X 

Fiche 50-443, 03/09/26, 8310050366 


8310050472 Response to Town of Hampton F*alis,NH B30906 ofPaltc 
planning contention Contention not opposrd 

^ Hearing Dronch 3 03/09/26 Atomic: 

Board Panel 3pp 20633 190 24X 

Fiche, 50-443, 03/09/26, 8310050472 


or HA 030909 motibh for 
030030 order admitting contentions h 
'' rr«»nsldfration of ABL0 030600 order on 
eetimates Motions not obposed 
I ^ Hearing Branch 3, 83/09/26, Atomic 

Cl u Board Panel 3pp 20633. 193 24X 

Fiche 50-443, 03/09/26, 8310050472 
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— B310050477 RQsponsc opposing JF Doherty 830906 petition to intervene No 
good cause shoun for petition late by 23 months Other 
factors for untimely intervention not mot 

PATTERSON, W F i LESSY, R P Hearing Hranch 3 03/09/26 Atomic 

Safety and Licensing Board Panel 7pp 20633 196 24X 

Fi c h 0 50M43, 83/09/26. 031 0050472 


— B31OO5O40O Response to Hampton Beach Area Chamber of Commerce 830900 
contentions on offsite etnerqency planning for Toiiin of 
HamptoniNH Objects to admission of Contentions b 

IVtSi bi Bi F e< q) Certificate of Svc nni 1 

PATTERSON. W r r LESSY, R P Hearing Branch 3 03/09/26 Atoml c 

Safety and Licensing Board Panel 13pp 20633 203 24X 

Fiche 30^443, 03/09/26, 83100504/2 


B310040510 Position on schedule of offsite emergency planning is>^ues 
Hearings on Neu Hampshire radiological emergency response 
plans 6 local plans should be postponed until Mar 1984 
Certificate of Svc one 1 

CASSIDY. B P Federal Emergency Management Agency 83/09/27 29pp 
20625 216 24X Fiche 50-443, 0^/09/27^ 0310040510 


0310050551 Rospanae to Toun af Kensington contentions re emergency 
planning Touin of Kensington resolution of concerns & 
inadequacies expected prior to litigation of Contentions 
l(a~d) & H Certificate of Svc end 

PATTERSON, W F , LEBSY, R P Hearing Branch 3 03/09/27 Atomic 

Safety and Licensing Board Panel 0pp 20629 346 24X 

Fiche 50-443,83/09/27,8310050331 


0310040256 Interrogatories & requests for documents re emergency 
planning for Gtato of NH 

BELLOTTIjF X Massachusetts, Commonweal th of 83/09/29 Federal 
Emergency Management Agency I2pp 80613 005 24X 

Fiche 50-443,03/09/2918310040856 


— 8310040262 Interrogatories Sf requests for documents re emergency 
planning for State of NH 

DELLOTTltF X Massachusetts, Commanuieal th of 83/09/27 Neu 
Hampshire, State of I2pp 20613 017 24X Fiche 50-443,83/09/29, 

8310040256 


— 0310040272 Notice of 831017 deposition in Doston,HA of all utll,NRC, 
State of NH or FEMA witnesses re admitted contentions on 
■draft New Hampshire radiological emergency response plans 
SHOTWELLiJA Massechuset tc, Commonwealth of 83/09/29 2pp 
20613 029 24X Fiche 50-443, 03/09/29, 8310040256 


--031OO4O277 Interrogator i BS t, requests for documents re emergency 
planning for State of NH Certificate of &vc end 

DELLOTTltF X Massachusetta, Commonwealth of 83/09/29 Public 
Service Co of Neu Hampshire llpp 20613 031 P4X 
Fiche 50-443,83/09/29,8310040356 


6310050373 Response to Beacoast Anti-Po 11 ution League 830909 
supplemental petition for leave to intervene Sc contentions 
re offsite emergency planning Objects to Contentions 11, 14, 
15,17,18,19,20,22 it 23 Certificate of Bve end 

PATTERSON. W F . LESSY* R P Hearing Branch 3 83/09/29 Atomic 

Safety and Licensing Board Panel 25pp 20632 266 24X 

Fiche 50-443,83/09/2918310050373 


—8310050381 Response to New England Coalition on Nuclear Pollution 
830909 contentions on State of NH offsite radiological 
emergency rasponse planning Objects to listed contentions 
Certificate of Svc oncl 

PATTERSON, W F , LEBSY, R F Hearing Branch 3 83/09/29 Atomic 

Safety and Licensing Board Panel. 2lpp 20632.293 24X 

Fiche 50-443,03/09/29,8310050373 


— 8310050388 Response to Town of 8eabrool(,NH 830909 contentions re 
offsite emergency planning Objects to Contentions 1, 5, 6, 9, 

12 it 10 Certificate of Svc end 

PERL18, R 0 , PATTERSON, H F , LEBSY, R F Hearing Branch 3 
83/09/29 Atomic Safety and Licensing Board Panel Mpp 
20632 314 24X Fiche 50-443.83/09/29,8310050373 


8310050378 Opposes presently worded proposed contention on local 
emergency planning 8td of providing complete protection 
under all circumstances not dictated by law 
PATTERBON, W F Hearing Branch 3 03/10/03 SHOTWEUL,J 

Massachusetts, Commonwealth of Spp 20629 337 24X 

Fiche. 50-443, 03/10/03, 03 10050390 


8310110152 Motion for leave to file response to NRC It applicant answers 
to Atty General FX Bellofctl motion for reconstdaratlon of 
A8LB ruling on evacuation time estimate preparation time 
Certificate of Svc encl, 

SHQTNELL. J A Massac husetts, Commonwealth of 83/10/03 Atomic 
Safety and Licensing Board Panel Spp 20666 287 24X 

Fiche 50-443,83/10/03,8310110152 


8310120178 Requests to be advised of steps necessary to appeal ASLD 
dismissal of O Chichester from proceeding It advises that 
contentions will be resubmitted 

NADEAtl.jp , young, M L , HOLWAY, F I Rye, NH 83/10/03 HOYT, H F 

Atomic Safety and Licensing Board Panel 3pp 20695 292 24X 

Fiche 50-443,83/10/03,8310120178 


0310110202 Amended petition for leave to intervene Svc of Process end 
DOHERTY. J r Doherty. J F 03/10/04 Atomic Safety and Licensing 

Board Panel 7pp 20665:024 24X Fiche 50-443,03/10/04,0310110202 


8310110316 Requests leave to amend petition for leave to intervene 
Amended petition based on applicant It NRC urging for 
uncountenanced expansion of NRC rulings It misrepresentation 
of petitioner arguments in one case 

DOHERTY, J F Doherty, J F 83/10/04 Atomic Safety and Licensing 
Board Panel Ip 20665 006 24X Fiche 50-443,83/10/04,8310110316 


0310110049 {Jrder extending time until 831013 for Commission to act to 
review AL All-737 

CHILK/S J Office of the Becretary of the Commission 83/10/05 
Commissioners Ip 20666 272 24X Fiche 50-443. 03/10/05, 

8310110049 


8310110083 Forwards proposed findings of fact ■(< conclusions of law 
OAD.R K Ropes 8, Gray OAD, R K Public Service Co of New 
Hampshire 03/10/05 Office of *'he Becratary of the Commissicin 
ip 20660 157 24X Fiche 50-443,83/10/05,8310110003 


—8310110092 Proposed findings of fact It conclusions of law. Certi f icate 
of Svc end 

DJONAN, T O , GAD, R X Public Service Co of New Hampshire 
DIONAN. T 0 Ropes tt Gray 63/10/05 54 pp 2066B 138 84X 

Fiche 30-443,03/10/03,0310110083 


0310110158 First set of Interrogatories on State of NH radiological 
emergency response plan 

CURRAN, D , JORDAN, H S New England Coalition on Nuclear Pollution 
CURRAN, O Harmon I, Heiss 83/10/05 Federal Emergency Management 
Agency 4pp 20666 241 24X Fiche 50-443,83/10/05,8310110158 


—8310110165 First get of interrogatories on State of NH radiological 
emergency response plan 

CURRAN. D 4 JORDAN, H 8 New England Coalition on Nuclear Ponution 
CURRAN, D. Harmon !< Neiss 83/10/03 Public Service Co of New 
Hampshire Spp 20666 245 24X Fiche 50-443,03/10/03,8310110158 


—8310110170 Objection to improper A8LB conduct, response to util positic 
ae to scheduling of emergency planning issues l< request for 
hearing on licensing schedule 

CURRAN, O , JORDAN, H 0 New England Coalition on Nuclear Pollution 
CURRAN, 0 Harmon & Hdss 83/10/05 lOpp 20666 248 24X 

Fiche 50-443,83/10/0340310110138 


--0310110175 First set of interrogatories on State of NH radiological 
emergency response plan Certificate of Bye end. 

CURRAN, D $ JORDAN, y s New England Coalition on Nuclear Pollution. 

CURRAN, D Harmon 8t Neist 63/10/05 New Hampshire, State of 
iSpp 20666 258. 24X Fiche 50-443,83/10/05,0310110138 


a3i0'110227 Interrogatories I, requests for documents o<n emergency 
planning for State of NH Related correspondence 

BACKUS, R. A Seacoast Anti-Pollution League. BACKUS, R A Badus, 
Shea Ic Meyer 83/10/03 Public Service Co of New Hampshire 
9pp 20665 316 24X Fiche 50-443,83/10/05,8310110227 


0310120133 Answer opposing Beacoait Antl-PoUution League 830926 m-oiinn 
ta dismiss OL application for Unit 2 Hrong regulation cited 
NRR,not ASLBr Issues DLs League argument previously rejected 
by ABL8 Certificate of Svc encl 

DIONAN, T O , OAD, R K Public Service Co of New Hampshire 
DIONAN, T.O Ropes it Gray 83/10/06 Atomic Safety and Licensing 
Board Paitek 9pp 20695 270. 24X Fiche’ 50-443, 03/10/06, 8310J20133 


0310120428 Response apposing Town of Hsmpton 830919 contentions on town 
radiological emergency response plan. No justification 
offered for late filing Towns should not be allowed to 
attacK own plans Certificate of Svc end 

DIONAN, T.O 4 OAD, R, K Public Berviee Co. of New Hampshire 

DIONAN, T 0. Ropes It Gray 83/10/06. Atomic Safety and Licensing 

Board Panel 4pp 20698 026 24X Fiche 50-4434 03/10/06,8310120420. 


8310130253 Dlicussas rev to NRC 830926 response to Stete of HA 
contentions on offsite emergency planning for Towns of 
Beabrooh, Hampton, North Hampton li Rye. Rev limited to local 
plans 8i provisions re Town sheltering responsibi I Itlf s 
PATTERSON, H F Hearing Branch 3 83/10/06. SHOTWELL.J A 

Massachusetts, Commonwealth of Spp 20723 234 24X 

Fiche 50-443,03/10/06,8310130255 
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Q3l0l^00l5 Lift* OA proc«dur«i 4PProv«it for iiap] omenta ti on ti available 
far inip 4t itation Sv< HsI #»icl 

OaO. ft Ropwi b Cray 83/10/06 CW«AN, D Harmon & Wfiss Spp 
a0767 041 24X Fic^e 50-443,83/10/04.8310140015 


0310140021 Raipona* ia applicant B30921 motion far denial of Towns of 
Kanslnpton s, South Nanpton contentions re tPiergehcy 
planning Ploni formulated by private consulting firm b not 
mndoreed by towns Certificate of Sve end 

OA'^IS, 9 Renting ton, NH VERfiE* A W South Hampton, NH 
83/18/06 Atomic Safety and Licensing Board Panel 9pp 
30767 032 24* Fiehe 50-443.83/10/06,0310140021 


6310130107 Motion for disqualification of Jud^t Hoyt Hostility toward 
ttxferv'enor i, state counsel, as well as municipal 
representatives apparent tr tver-mcreasing Appearance of 
partiality established 

SACKUSiR a Seecoeit Anti-Pollution League BACKUS, R A Backus, 
fihea 9r ^eyer 65/10/07 Atomic Safety and Licensing Board Panel 

6 Bpp 20695 176 SAX Fiche 50'"443* B3/10/07, 0310120107 


— 03lO£^Ul Reply opposinp applicant objection to Seatoast Anti- 
Pollwtion League supplemental petition for leave to 
intervene Applicant ob/ections w/a inerit Contentions should 
re rmaitred 

B^KUSxR A Seacoast Ant i-Pol luii on League BACKUS, R A Daclus, 

Atomic Safety and Licensing Board 
Panel 7pp 20695 247 24X Fitffte ^-'443, 83/10/07, B3t0t20S07 

support of 83i007 motion for recusal of Judge 

H^KUfl,R A Seacoast Anti-Pollution League BACKUS,R A Badus, 

Shea tc Mtyer 63/10/07 2pp 20695 254 24X 

Fiefif 50-443,83/10/07,0310120107 


CMlItion on NutL.r Pnliutioi 
<6 E;cnp) reply to applicant k HRC responses to MECNP 

Stale of NH radiaJogjfai emergency response 

BACKUS, ff A Seacoast Anti-Pollution League BACKUS, R A Badue. 

Panel Ip 20695 256 24X Fithe 50-443, 83/10/07,6310120107 

--*6310120126 Errata to 830926 motion to ditmlst OL application for Unit 

2'3,J.r A 0„ku,. 

Panel i? Roaos^Js?^ Safety end Licensing Board 

f-anei ip 20695 257 B4X Fiche 50-443,83/10/07,0310120107 

"s:! :r'“ ‘ 

p,«i ISIS' 

SACKUa^RV^'S"**^* contentions Certificate of 8vc e?d® 

4 p »«'S 7iJ/;S-5!l3lSSAS%5.‘SS?o?ISIS, 




Atomic 




«J atiLrci" 

aytt, u.UiiirsI.r, 

F<ci,.s<,-«3.a3/10/,l,Bat013Soi6 soTasois a»* 


Atofliir 


0310140191 Reply to utd & HRC responaos to Now Ennlond Co.illtjon nri 
Nuclear Pollution contention t»n State of NH local 
emergency response plans Coalition hB<£» spec i f ical li] alleged 
unreliability of info in piano W/Cerfc i f I cute of Bve 
CURRAN, D , JORDAN* W 3 Now fciioland CDoHtion on hiviclcai* P<illiitiuri 
CURRAN, D Harmon 6 Weiae 03/10/11 Atomic Sofoty antf LiconeiriR 

Board Panel I6pp 20/62 3tft 247 Fiche 50-443,03/10/11. 

0310140191 


0310170394 Forwards draft App D to radiological emergency Tee|iurit>K> 
plans for Touins of Newf je Ids, Now Castle, North Hamp tun f, 

Brentwood, NH, Ohti tl ed "Crass-Rof crentro to NURLO-D6^4 '* 

LESBY.R P Hearing Branch 3 03/10/iP HOYT, H , LUL'BKi:, I, A , 

harbour, J Atomic Safety and uiconslnp Board Panel Tfcpp 

20705 045 24X Fithe 50-443.03/10/12,8310170394 


0310160150 Forwards applicant 031012 reoponoo to FX neUntti mption 
ft)T leave to file reeponsos to NRC & util onnwerv tu Oicile 
of MA motion for reconaidera ti on of ASi B ruling on 
evacuation time eetlffates preparation timo 

gad, R K Ropes St Oray OA0, R K Public aervlco Co of Now 
Hampshire 03/tO/ta Of flee of the Socretarij of the Commi k r, i iin 
Ip 20009 154 24X Fiche 50-443, 83/ 10/ IS, 03iOl8Ol SO 


—0310180153 Response to FX Bellotti 031003 motion foi leave to fill* 
response to NRC k util ansuprs to motion for recotis i lierat mui 
of A8LD ruling oh evacuation time ostimofces proparotion 
time Certificate op Sve end 

DIONAN, 1 O , GAD, R K Public Sorvlte Co of Now HnmpBlilTO 
OIGNaN, T G Ropes k Gray 03/10/12 Atomic BnPefcy anti 
Licensing Board Panel igpp S0B09 155 24X 

Fiche 30-443, 83/10/19, 031OIOO1SO. 




-- Visjfwo^ ■,4UII> ur UIIKUPB-BU 

Of NH radiological emergency response plan schoduiud for 
wk of 831017 

SHOtWELLiJA Massachusetts, Commonwealth of 83/10/12 
20803 175 24X FlChe 50-443,03/10/18,0310100360 


—0310100373 Motion for leaVo to filo response to Nrc 031006 I fcr Which 
constituted supplemental answer to Commonwealth of mA 
contention on smergehey planning Contention is not untlmdg 
Certificate of 0vc end 

SHOTWELL, J A Massachuftotts, Commonwealth of 03/10/18 Aiomir 

6.».tg an, Llcantlng Soar, Panal Spp aOBOS 177 a,X nvpa.1, 

FichB 50-443, 03/lO/l3a 0310100368 


review ALAB-737 r«r vummissiun to art 

CNiLK, 9 J Office of the Secretary of tho Commission 03/in/j'j 


*“ tl.nattl Inlari-nnatoriPB 

^equests for documents on emergency planning for State of^ 

P'.'.Hc S.rvic, c, pfN»» 

SlZl!:i I ' I orir’Is/IS/II’ 

IITSISSuJ*" Fu". oi;‘-:;5“a3/io/in. 


of Bve end „r ,Hn evacuation time etudy . Cort 1 Pica ti 

CUrRAn!d ' H?rmJn'l! Weiss"'^ 03/10/13^*’"^ Nuc Uar Pollutioiti 

Board panel lOpp 20801 ' 134^*^24? LJemoing 

031OIBO329 50-443,03/10/13. 


• mend petition to for leavi, tu 

as ameiided, should bVZniTd intervenir, 

OIGNAN. T G , OAD, R K ?u??i ^ 

DI0NAN,T G Rope, Gray L/! 0/ 5" Hampshire 

4 p 2O0SO 047 and Hcmsinp 

FF WJU 047. 34X Fiche 90-443, 03/10/17, 03| 080026/ 


Board Panel 


applicant position as to .JLS aWa. *0 

issues 6 request for h.arlno C^rfcif ir planning 
DIONAN, T 0 , gad, 8 K Pub?# . « •nd 

DlONAN.T G Rop.s 2 G^^y 03/10/15'' Hampshire, 

Board Panel 7pp 20939 311 Lie tnsU.g 

^11 e4X Fiche 90-443, 83/ JO/ 17, ©81 tWOOe// 
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B310250319 Response opposing Seocoast Anti-Pollution tcogup 8309J?6 
(nation to dismiss application for Seabrook Unit 2 Bub j not 
properly before ASLD but NRR Certificate of Svc end 
LESSY, R P I PATTERSQNiW F Hearing Branch 3 83/10/17 Atpmlc 

Safety and Licensing Board Panel 6pp 2089B 003 24X 

Ficbe 50''443- 83/10/171 8ai02S031«? 


83102^0262 Inquires if A5LD issued order re author 830906 petition fot 
leave to intervene ii B31004 request fo> leave to amend 
petition for leave to intervene Related correspondence 
OOHERTYi J F Dohertyi J F 83/10/20 HDYT. H , HARBOUR. J 
LUEBKEi E A Atomic Safety and Licensing Board Panel Ip 
20911 338 24X Fiche 50-443. 03/ 1 0/20. 8 J10260262 


8310550044 Order denying Seacoast Anti-Pollution League 831007 
motion to stay further ASLB rulings pending review & appeal 
of motion for di squal i f i cation of Judge Hoyt Grounds for 
stag insufficient Delay would disrupt proceeding 
HOYT.H F Atomic Safety and Licensing Board Pane) 63/10/2J 
Beacoast Anti-Pollution League 2pp 20894 195 24X 

Fiche 90-443. 83/10/21. S3I0250044 


0310250056 Motion to compel answers to Atty Oenoral Dellottl 
interragotorl es & requests for documents to applicants on 
emergency planning for State of NH Bubj matter of uiitneBs 
testimony not described Certificate of Bve end 

SMEIOER.C B Massachusetts. Commonueal th of 83/10/21 Atomic 

Safety and Licensing Board Panel I2pp 20096 OBA 24X 
Fiche 50-443. 03/10/21. S310250056 


8310260254 Answer opposing Seacoast Anti-Pollution League (8APL) 831007 
motion to stay further ASLB rulings pending review le appeal 
of SAPL motion for disqualification Motion frivolous, absurd 
it anoias judge-shopping Certificate of 9vc end 
DIONAN. T 0 . GAO. R K Public bepvUe Co of New Harnpsbire 
DIQNANi T 0 flopes 8« Gray 03/10/24 Atomic Safety and Licensing 

Board Panel 5pp 20912 124 24X Fiche 50-443.83/10/24.0310260254 


— B310260261 Answers to 831005 interrogatories & requests for documents 
on emergency planning Certificate of Svc sncl 

JOHNSON. W P . DIONAN. T 0 . GAD. R K Public Service Co of Now 
Hampshire 83/10/24 Seacoast Anti-Pollution League Upp 
50912 129 24X Fiche 50-443.03/10/24,8310260554 


--8310260266 Answer to 031009 first sot of interrogatories on State of NH 
radiological emergency response plan Certificate of Svc 
end 

JOHNSON. W P . DIONAN. T G . GAD. R K Public Service Co of Now 
Hampshire 83/10/24 Now England Coalition on Nuclear 
Pollution 9pp 20912 140 24X Fiche 50-443.83/10/24.8310260254 


I Financial information 


8310260167 Forwards Amend 51 to application for OL transferring 
0 412597. ownership share from Vermont Electric Cooperative. 

Inc to Vermont Electric Generation fit Transmission 
Coopera t ive. Inc Certificate of Svc enc 1 

RITSHER. J A Ropos fc Gray 03/10/17 Division of Licensing. Ip 

20912 252 54X Fiche 90-443,83/10/17.8310260107 


— 8310260208 Info furnished per lOCFttSO 33 of Com(nis®ion tuIpb 
regulations as part of request for partial transfer of 
ownership of CP Financial statements end 

GALLAGHER. J W Vermont Electric Cooperative. Inc 83/09/30 
24pp 20912259 24X Fiche 90-443.83/10/17.0310260187 


Q Inspection reportsi IE Bulletins U corrospond ence 


8308300340 IE Info Notice 83-61, *'Ane 9 ed Use of Stand-Ins for Uelder 
dual if 1 cation Tests *' Svc list enc 1 

JORDAN. E L Division of Emergency Prepmredness &t Engineering 
Response ifost 830103) 83/09/26 OonsoLldated Edison Co of New 

York. Inc U7pp 20754 022 24X Fiche 50-000. 03/09/26. 0308300340 


8308300342 IE Info Notice 83-62, "Failure of Redundant Toxic Gas 
Detectors positioned at Control Room Ventilation Air 
Intakes " 8vc list enc t 

JORDAN. £ L Division of Emergency Preparedness U Engineering 
Response <Post 830103) 83/09/26. Consolidated Edison Co of New 

York. Inc lt6pp 20777 210 24X Fiche 50-000.03/09/86.0300300342 


0300300340 IE Info Notice 03-63. "Potential Failures of Westlnghouee 
Type SA-1 Differential Relays " Svc list end 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison Co of New 

York, loc liepp 20778 001 24 X Flcho 50-000.03/09/26.0300300345 


8300300349 IE Info Notice 83-64. "Lead Shielding Attached to 
Safety-Related Bys W/o 10CFR50 99 Evaluation " Bve list 
enc 1. 

JORDAN. E L Division of Emergency Preparedness L Engineering 
Response (Post 030103) 83/09/29 Consolidated Edison- Co. of New 

York. Inc ll5pp 20716 324 24X Flc ho SO-000, 03/09/29. 8300300349 


0310190133 Forwards IE Insp Rept 90-443/03-12 on 030608-12 tt notice of 
violation 

MARTIN. T T Division of Engineerinfl Ic Technical programs 83/i0/03 
HARRISON. R J Public Bervice Co of New Hampshire 2pp 
20020276 24X Fiche 90-443.03/10/05.0310190133 


--B310260272 Answer apposing Seacoast Anti-Pollution League (BAPl) 03100/ 
motion for disqualification of Judge Hoyt SAPL spoiling for 
f i gh t . d i sre spect f u 1 U contemptuous of ASLB fi( guilty of 
judge-bolting Certificate of Svc end 

DlGNAN. T G . GAD. R K Public Service Co of New Hampshire. 

DIONAN. T 0 Ropes 6 Gray 83/10/24 Atomic Safety and 
Licensing Board Panel 39pp 20912 149 24X 

Fiche 50-443,63/10/24,8310260254 


8310270218 Order extending time until B31101 for Commiselon to act to 
review ALAB-737 

CHILK. 8 J Office of the Secretory of the Commission 03/1D/P5 
Commissioners Ip 20924 040 24X Fiche 50-443,03/10/25. 

0310270210 


0310200109 Order granting Atty General Dellotti 031012 motion for leave 
to file response to NRC 831006 1 tr 8. NRC 031024 motion for 
laava to file supplemental response to proposed contention 
re offsite emergency planning 

HDYT. H F Atomic Safety and Licensing Board Panel B3/10/26 
Has sach usettsr Commonwealth of 2pp 20929 219 24X 

Fiche 50-443.03/10/26.0310200109 


— 0310190136 Notice of violation, from in«P on 030000-12 

a Region 1. Office of Director 03/10/09 Ip 20020- 27B 24X 

Fiche 50-'443. 03/10/05. 0310190133 


—0310190142 IE Insp Rept 50-443/83-12 on 030800-12. Nonconp 1 lance noted 
ultrasonic exam for acciptancf of qaf ety-rel ated components 
{fillet welds) performed w/o qualified ultrasonic test 
procedure 

MCBREARTY.R A . NARROW. L . GRAY. B H Region 1, Office of Dtrdctor 
03/09/20 8pp 20020279. 24X Fiche 50-443.03/10/05.0310190133 


8310190172 Forwards IE Insp Repts 50-443/03-14 it 30-444/03-11 on 
030013-19 notice of violation 

MARTIN. T.T Division of Enginssring V Technical programs 03/10/03. 

HARRISON.R J Public Service Go of New Hampshire 2pp 
20021 000 24X Fiche 50-443.03/10/0510310190172 


—8310190175 Notice of violation from insp on 830815-19 

e Region 1. Office of Director 83/10/03 Ip 20021.002 24X 

Fiche: 50-443. 83/10/03, 8310190172 


0310310202 Proposed findings of fact U conclusions of law on 
Contentions I B 2.111 i.III 3 S( 21 Certificate of Bve end 
CURRAN. D . JORDAN.^ 0 New England Coalition on Nuclear Pollution 
CURRAN. D Harmon U Weiss. 83/10/27 24pp 20930 332, 24X 
Fiche 50-443.83/10/27.8310310202 


H Oeneral corrr spondene e 


0310050308 Requests assistance in obtaining financial repts it other 
info from Yankee Atomic Electric Co by being included on 
svc list 

CHICHESTER. 0 Rqe. NH CHICHESTER, 0 Rye Nuclear Intervention 
Committee. 83/09/07 DENTON, H R Office of Nuclear Reactor 
Regulation. Director Ip 20634 016 24X Fiche 90-443,83/09/07. 

8310090500 


—0310190100 IE Imp Repts 50-443/83-14 U 50-444/83-1 1 on 030015-19, 
Noncompltance noted failure to properly inspect electrical 
terminations of small gauge conductors 

RICHARDS, B-. ANDERSON. C. Region 1. Office of Director. 03/10/05, 
6pp 20B2l!0B3. 24X Fiche’ 50-443> S3/10/05i 6310190172 


0300300370 IE Info Notice 03-69, "Surveillance of Flow in RTD Bypass 
Loops Used in Westlnghouie Plants '• Svc list end. 

JORDAN. E.L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 83/10/07 Consol 1 dated Edison Co of New 

Yorki Inc 76pp. 20827.213 24 X Fiche: 50-000. 03/1 0/D7. 8308300378. 


B308300752 lE Info Notice 83-66. "Fatality at Argentine Critical 
Facility " Svc list end 

JORDAN, E L, Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/10/07 Consolidated Edison Co of New 

Yark^ Inc 79pp. 200 02 026. 24 X Fiche. 50-POO. 03/10/07, B3O03OO75B. 
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B3O03OO759 IE Info Notice 03-67, “'Emerge ticy U»e Reeplretor Mat I Defect 
C4U«efi Productiiin qf No^Idub Gases " Svc Jiafc end 
i/ORDANf E L Division nf Emergency Preparedness !< Enyinieeriitg 
Response (post 830103) 83/10/tl Consolidated Edison Co of New> 

Yorlf. Int 117pp 21043 075 24XFich.e 50^000* 03/10/ 1 1. 83 OQ30 075*7 


8308300761 IE Info Notice 83-68, "Respirator User Warning Defective 
Qelf-Conta Inqd DreaChlng Apparatus Air Cylinders “* Svc list 
end 

JORDAN, E L Division af Emergency Preparedness 8t Engineering 
Response (Post SGQiOO) 83/(0/11 Consolidated Edison Co of Neu 

Vorfci rnc I20pp 20327 129 24XFichB 50-000, 03/ 10/ i 1. 8308 J0D761 


8310270443 Forwards IE Investigation Repts 50-443/1-03-001 (r 
30-444/1-83-001 on 82 1?30, 030110-1 4 €< 10-21 «< 

30-443/1-03-007 & 50-444/ 1-B3-Q07 Pn 030411-0603 Np 
n one amp 1 lance noted 

STARDSTECKl, R Division of Project & Resident Programs G3/IO/13 
HARRISON^R J Public Service Co of Neu NanpsMre 2pp 120922 016 
24X FI Che 90-443,03/10/13,8310270445 


— B310270462 IE Investigation Repts SO-443/I-B3-OOJ 8c 50-444/1-83-001 
on eai22Bj 0301 tO-14 it je~2( Mo nonconip 1 lance noted Major 
areas investigated allegations re intimidation it harrassmenL 
of OC inspector £< hsnger ucld deficiencies 

SHEPNEnO,R E , CHRJSTDPMEFl, R , WARD, W Office of Investigation 
03/00/03 3pp, 20922 010 24XFiche 30-443, 03/ 10/13, 0310270445 


— 0310270474 IE Investigation Repts 50-443/1-03-007 8, 50-44 4/1-B3-007 
on 030411-0603 No none offp I lane e noted Major areas 
investigated alleged employee discrimination bg licensee 
contractor Perini Power Construe tors, Inc 

SHEPHERD, H E , CHR ISTOPHER, R . WARD, W Office of Investigation. 
03/00/19 4pp 20922 031 24X Fiche 30-443,03/10/13,8310270445 


a3lO28OOB0 Requests public notification op hearings, ti^ot heeringis be 
held in State of NA or near site 8< that C Nord be scheduled 
to present public oral comments 

COSTELtO, N J Massachufietts, Commonwealth of 83/10/04 )|07l,R , 
LUEDKE, E A • HARODUR, J Atomic Safety and Licensing Board F'aii«l 
4pp 20935 081 24X Fiche 50-443, 03/ 10/04 , B3l 0380000 
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A App 1 tea 1 1 on/cons true t ion stage documents & correspondence 


0310070232 Notification of Significant Licensee Meeting 03-06 on 03lOO', 
at site to discuss open electrical items, issues & 
commitments 

CERNE, A Region I, Office of Director 83/09/20 Region 1, 
Office of Director Ip 20664 362 24 X Fiche 50-4 43,63/09/28, 

0310070232 


8300300355 Board Notification 83-66A advises that position re rod drop 
issue revised to require each Westlnghouse plant owner 
provide statement that required plant-specific calculations 
have been performed for first cycle 

EIBENHUT, DO Division of Licehsinfl 03/09/29 PALLADIN0,H d 
Gommlss Icmer 5 iOpp 20632 106 34X fiche 50-000,83/09/29, 

B30B3O03&5 


0303300763 Board Notification 03-151 provides info re desirability of 
current ECC0 actuation logic for Westlnghouse plants, in 
light of recent info concerning steam generator tube rupture 
procedure for Borsseje Nucleai Power Station 

EI0ENHUT, D 0 Division of Licensing 03/10/04 r*ALLADlNO,N J 
Commissioners 2pp 20690 033 24X Fiche 50-000,03/10/04, 

B30B300763 


0310210243 Ack receipt of 030907 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-443/83-08 
MARTIN,! T Division of Engineering & Technical Program* 03/10/17 
NARRISON^R J Public Service Co. of Hew Hampshire Ip 20052 012 
24X Fiche 90-443,83/10/17,0310210243 


--0310210290 Responds to NRC 030809 Itr re violationB noted in JE Insp 
Ript 90-443/03-00 Corrective actions engineers 
re Indoc trinited re in-place storage requirement Ir need for 
prfventativa maint Rules on cleanliness established 
DEV'INCENTIS.J Yankee AtojrkU Electric Co, DEVINCEMTIB, J Public 
Service Co of New Hampshire 03/07/07 MARTIN, 7 T Division of 
Engineering it Technical Praprams 4pp 20892 013 24X 

Fiche 90-443, 83/10/1710310210243 


8310120263 Forwards resolution it press release re reduced eipendlture 
level & const activity on Unit 3 Reduced expenditure level 
will be continued until fuel loading for Unit 1 comploted, 
unless Unit 3 canceled 

DEVINCENTIS, J Yankee Atomic Electric Co DEViNCENTtS, J Publli 
Service Co of New Hampshire 03/10/05 HNIOHTON, Q W Lhenslng 
Branch 3 9pp 20693 073 24X Fiche 50-443,03/10/05,0310120/67 


0300300771 Board Noti f ication B3-120A forwardo Equipment Oual 1 f liatloa 
Branch conclusions re potential problems w/ASCD solenoid 
valves 

EISENHUT, D 0 Division of Liconsirtg 03/10/06 PAULADJN0,N st 
Commlssionere 31pP 2O01B 001 24X Fiche 50-000,03/10/06, 

0309300771 


0 Reportable occurrences* LERs U related correspondence 


8310070163 Fart Si rept re potential defects In molded case of 100- 
»<np franc* mul ti-pol e E b HE series circuit breakers 
Initially reported on 830902 

ERHARDTtJ V Oould, Inc 83/09/26 MURLEV* T E Region!, Office 

of Director. lOpp 20699 079 24X Fiche 90-000.83/09/26, 

0310070163 


8310060343 Part 21 rept re Gould unliixtd starters supplied as spare 
parts Initially reported on 030923 Final rept etpecied 
d3I ISO 

DEVINCENTlBr J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 03/09/28 Region 1, Office of 
Director 4pp 20646*133 24X FI che 50-443, 03/09/28. 0310060343 


8310140002 PNO-I-03-105 on 031007, se 1 smic event occurred sn 
northeastern UQ w/magnitude of 9 2 on Richter scale in NY 
& 4 O in NH No damage to equipment identified 

OALLQ, R N Region I, Office of Director B3/10/D7 ip 20766 116 
24 X Fi c h e . 90-000, 03/ 10/07 1 83 1 0 1 40082 


U. Congres ■ Iona 1/Executlve Correspondence 


8310060363 Forwards A8LB 830927 Itr to C Nord re accidental oversight 
in skipping C Nord at recent limited eppesrance session. ASLB 
alloutd Nord to sub/nl t written statement 

LEWIS, D R. Atomic Safety and Licensing Hoard Panel 03/10/04 
HILDTrB, Nassochuse tts. Commonwea 1 tti of Ip 20646 072 24X 

Fiche* 50-443, 03/10/04, 0310060363 


— 0310060364 Requests assistance in deteTmCning reason for ABLD not 
allowing constituent c Hard to testify at 030831 hearing 
HlLDTrB Massachusetts. Gommonwealth of 03/09/27 LEWIS. D R 
Atomic Safety and Licensing Board Panel ip. 20646 074 24X 

Ft Che. 90-443, 83/10/04, 0310060363 


8310260187 Forwards Amend 51 to application for OL transferring 
0 41259*4 ownership share from Vermont Electric Cooperative, 

Inc to Vermont Electric Generation tf Transmission 
Cooperative, Inc Certificate of Svc end 

RJT5HER,J A Ropes it Gray 83/10/17 Division of Licensing if 
20912 252 24X Fiche 50-443.83/10/17,8310260107 


—8310260201 Amend 51 to application for OL transferring 0 41P5VX 
ownership share from Vermont Clectric Cooperative, Inc to 
Vermont Electric Generation & Transmission Cooperative, Inc 
JOHNSON, V P Public Service Co of Now Hampshire 03/10/03 
Division of Licensing 6pp 20912 353 24X Fiche 50-443, 

03/10/17, 031O36O1B7 


— 8310260208 Info furnished per 10CFR50 33 of Commission rules tr 
regulations as part of request for partial transfer of 
ownership of CP Financial statements end 

GALLAGHER, J W Vermont Electric Cooperative, Inc 83/09/30 
24pp 20712 259 24X Fiche 50-443,83/10/17,0310260107 


F Security, medical, emergency fire protection plans 


831017Q394 Forwards draft App D to radiological emergency responst 
plans for Towns of Newfi elds, New Castle, North Hampton i 
Brentwood/ NH, antitlfd "Cross-Reference to NUREO-0654 '* 

LESSYtR P Hearing Branch 3 83/10/12 HOYT. H Atomic Safety and 
Licensing Board Panel 36pp 20785 045 24X Fiche 50-443.03/10/13, 
0310170374 


O. Adjudicatory correspondence 


0310030395 Motion to dismiss OL application for Unit 2 Further const 
•fforts deferred until Unit 1 complete Jul 1907 estimated 
const compl«tion date for Unit 2 abandoned W/Certlf 1 cate of 
Svc, 

BACKUS, R A Seacoast Anti-Pal luti on l.rague BACKUS, R A Backus, 
Shea E Meyer 83/09/26 Atomic Safety and Licensing Board Paurl 
7pp, 20993 063 24X Fiche 50-443,03/09/26,0310030355 



DOCKETED ITEMS 
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G310030397 Comments on sc hed iJ<l ing> of offsite emergenc<| planninji 
c onten 1 1 DTis Ail offsite plenniitg c onterit i nns shouid be 
litigated together Issues similar t< some witnesses mill 
testify on both plans Certificate of Bve end 

BISBEe.OD New Hampshire I State of B3/09/2A 7pp 2059? 
24X Fiche 50-443, D3/09/2ib. Q3J 003039/ 


8310040533 Objects to conduct at 830031 hearing re cantliiued 
participation of Touin of flijciNH representative O Chichester 
Earlier telcon did not advise noun that Chichofiter dismissed 
from further participation 

NAOEAUiJ P , VDUNO. M L i HaUWAY* F I flye. NH 03/07/26 HfJYl.H 

Atomic Safety and Licensing Uoard Panel Spp S0623 279 J?4X 

Fiche 50-443, 03/09/26, 0310040533 


0310050366 Respan&e to State of MA Atfc^ Oencral 830909 content! an te 
offsite emergency planning foi Towns nf Beabrook# Hampton, 

North Hampton & Rye Present warding of contention oi/n 
regulatory basis Certificate af Sve end 

PATTERSOMiW F i LE9SY. R P Hearing Branch 3 03/09/26 Atomic 

Safety and Licensing Board Panel 9pp 50630 345 SAX 
Fiche 50-443,03/09/26,0310050366 


831-0050478 RespQn&e to Town af Hampton FdIIsjNH 030906 offsite 
emergency planning contention Contention not opposed 
LESQY, R P I PATTGRaONiM F Hearing Branch 3 83/09/86 Atomic 

Safety and Licensing Board Panel 3pp S0633 190 34X 

Fiche 50-443,03/09/26,8310050472 


— B310050474 Response to Commonwealth of MA B30909 motion for 
clarification of ASLB 030030 order admitting contentions t* 
motion for reconsideration of ASLB 038630 order on 
evacuation time estimates Motions not opposed 

LESSY, R P , PATTERSON, H F Hearing Branch 3 83/07/86 Atomic 

Safety and Licensing Board Panel 3pp S0633 193 84X 

Fiche 90-443,83/09/26,8310050472 


— 6310090477 Response apposing JF Doherty 030906 petition to Intervene No 
good cause shown far petition late by 22 months Other 
factors for untimely intervention not met 

PATTERSON. W F i LESBY, R P Hearing Branch 3 83/09/86 Atomic 

Safety end Licensing Board Panel 7pp 80633 196 24X 

Fiche 90-443,83/09/26,0310090472 


— 83100504B0 Response to Hampton Beach Area Chamber of Commerce 830908 
contentions on offsite emergency planning for Town of 
Hampton, NH Objects to admission of Contentions 1, II, III ft 
IV(a,b,e, f & g> Certificate of 8vc end 

PATTERSON, Ul F , LESBY, R P Hearing Branch 3 83/09/26 Atomic 

Safety and Licensing Board Panel 13pp. 20633 203 34X 

Fiche. 50-443, 03/09/26, B3t0050472 


B310040910 Position on schedule of offsite emergency planning Issues 
Hearings on New Hampshire radiological cmcrgen-cy response 
plans & local plans should be postponed until Mar 1904 
Certificate of Bve end 

CASSIDY, D P Federal Emergency ManagemEnt Agency 03/O9/S7 29pp 
20629 216 24X Fiche 50-443, 03/O9/27i 8310040510 


8310050551 Response to Town of Kensington contentions re emergency 
iplanning Town of Kensington resolution of concerns t( 
inadequacies expected prior to litigation of Contentions 
l(a-d> it JI Ceitlficate of Sve end 

PATTERSON, W F , LESBY, R P Hearing Branch 3 83/09/27, Atomic 

Safety and Licensing Board Panel Bpp 20627 346. 24X 

Fiche 50-443,03/09/27,8310050551 


8310040256 Interrogatories L requests for documents re emergency 
planning for State of NH 

DELLaTTI,F X Massachusetts, Commonwealth of 83/09/29 Federal 

Emergency Management Agency ISpp 20613 003 24X 

Fiche 50-443, 03/09/29, 83 1 0040256 


— B310040262 Interrogatories b requests for documente re •mcrttaticy 
planning Par State of NH 

BELLOTTl, F X Massachusetts. Commonwealth of. B3/09/29 Now 

Hampshire, State of 12pp 20613 017. 24X Fiche 50-443,83/09/27, 

B3 100 40296 


— 8310040272 Notice of 831017 deposition In Boston, MA of all utll,NRC. 
State of NH or FEMA witnesses re admitted contentions on 
draft New Hampshire radiological emergency response plans 
BHOTWELL, J A, Massachusetts, Commonwealth of 83/0W29 2pp, 
20613 029 a4X FUhe 90-443, 03/09/29, 8310040236, 


— 0310040277 Intel rogatori es tc requests for documents re emergency 
planning for State of NH. Cer ii F i cat e of 8vc end 

BELLOTTl, FX Massachusetts, Commonwealth of 83/09/29 Public 
Service Co. of New Hampshire. lipp 20613 03i 24X 

Fiche 90-443, 03/09/39. 0310040256 


0310050373 Response to Seacoast Ant i -Po 11 ut i on League 03D9O9 
supplemental petition far leave to Intervene 6 contentions 
re offsite emergency planning Objects to Content Ions li, 14, 
15,17,18,19,20.22 b 23 Certificate of Sve end 

PATTERSON, W F , LESBY. R P Hearing Branch 3 03/09/29 Atomic 

Safely and Licensing Board Panel 25pp 20632 268 24X 

Fiche 90-443. 03/09/29. B3 10050373 


— 8310050301 Response to New England Coalition on Nuclear Pollution 
830909 contentions on Btate of NH offsite radiological 
emergency response planning Objects to listed contentions 
Certificate of 8vc end 

PATTERSON. MF . LESSY. R F Hearing Branch 3 03/09/29 Atojdic 

Safety and Licensing Board Panel 21pp 20632293 24X 

Fiche 50-443. 03/09/29, B3 1005037 3 


— 6310050303 Response to Town of Seabrook^NH 830909 contentions re 
offsite emergency planning Objects to Contentions 1.5, 6.9, 

12 & 10 Certificate of 0vc end 

PERLIS.R O , PATTERSON, Ini F , LESSV# R F Hearing Branch 3 
03/09/29 Atomic Safety and Licensing Board Panel 14pp 
20632 314 24X Fiche 30-443,03/09/29,0310050373 


031 0050393 Oppose s presently worded proposed contention -on local 
emergency planning Btd of providing complete protectioti 
under all circumstances not dictated by law 
PATTERSON, w F Hearing Branch 3 83/10/03. BHOTWELL, J 

Hassachuseits, Commonwealth of, 2pp. 20-629:337 24X 

Fiche 50-443,83/10/03,0310050390 


0310110152 Motion for leave to file response to NRC L applicant answers 
to Atty General FX Dellottl motion fo-r recontl iteration of 
ASLB ruling on evacuation time estimate preparation time 
Certificate of Bve end 

SHDTHELLiJ A Massachusetts, Commonitieo 1 th of 83/10/03 Atomic 
Safety and Licensing Board Panel Spp 20666 207 24X 

Fiche 50-443,83/10/03,8310110152 


8310120170 Requests to be advised of steps necessary to appeal ASLB 
dismissal of 0 Chichester from proceeding 8, advises that 
contentions will be resubmitted 

NADEAU, JP , YOUNO,« L , KOLHAY, F I Rye, NH 03/10/03 HQVl.HF 

Atomic Safety and Licensing Doard Panel Opp 20695 292 24X 

Fiche 50-443.03/10/03,8310120179 


8310110202 Amenited petition for leave to Intervene Bve nf Process end 
DOHERTY, J F Doherty, J F 83/10/04. Atomic Safety and Licensing 

Board Panel 7pp 20665 024 24X Fich e. 50-443, 03/ 10/04, 83101 10202 


8310110316 Requests leave to amend petition for leave to intervene 
Amended petition based on applicant b( NRC urging for 
uncountenanced expansion of NRC ruUnss fc misrepresentation 
of pet£tio>ner arguments in one case 

D-OHERTV»J F Doherty, J F 83/10/04 Atomic Safety and Litenstnj 
Board Panel Ip 20665 006 24X Fiche 50-443,03/10/04,9310110316 


8310110049 Order extending time until 031013 for Commission to act to 
review AUAB-737 

CHILK, 0 J Office of the Secretary of the Comm-ission 83/10/05. 
Commissioners ip 20669 272 24X Fiche 50-443,83/10/05, 

83101 10049 


8310110093 Forwards proposed findings of fact tc condusions of Lew 
OAD,Ft K Ropes tc Gray OAD, R K Public Sarvlcs Co of New 
Hampshire 93/10/05 Office of the Secretary of the Cammlsslon. 
Ip 20669.157 24X Fiche 50-443. 03/10/05, 03101 10083 


— 0310110092 Proposed findings of fact Ic conclusions af law Certlflcati 
of Bve end 

DIGNAN.T O. , OAD, R K Public Service Ca of Mew Hampshire 
DIONAN.T.O Ropes L Gray 83/10/05 54pp. SO660 159 24X 

Fiche 50-443» 83/10/05, 8310110083 


8310110158 First set of Interrogatories on State of NH radiolegtcal 
emergency response plan 

CURRAN* D * JORDAN, W.S Hew England Coalitian on Nuclear Pollution 
CURRAN, D Harman li Weiss, 83/10/05. Federal Emergency Nanagemen 
Agency 4pp 20666241 24X Fiche' 50-443. 03/10/05* 0310110150 

— 0310110165 First set of interragatar las on State of NH rad 1 o-loy i cal 
emergency response plan, 

CURRAN* D , JORDAN, W 3 New England Coal it ion on Nuclear Pbllutibn 
CURRAN. D Harmon Heiss B3/10/0S. Public Gervice Co of Ne 
Hampshire 3pp. 20666 245 24X Fiche. 50-443, B3/10/05< 83101 1015B 


— 93101 1017D Objictlon to improper ASLB conduct, response to util posit 
os to scheduling of emergency planning issues tc request for 
hearing on licensing schedule 

CURRAN, 8 , «/QRDAN, W 9 New England Coalition on Nudaar Pollution 
CURRAN, D Harman Ic Weiss 83/10/05 iOpp. 20666 249. 24X 

Fiche 50-443,83/10/05,8310110150 


330 
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— B3101I017S First of Intarrogatoriefi on Stats of NH radiological 
Bm»rg*ncy r^sponta plan Certificate of Bvc end 

CURRANf D 1 JORDAN* H B Neur England Coalition on Nuclear Pollution 
CURRAKiD Harmon (< Weiss 83/10/05 Neui Hampshire, of 

15pp 20666 238 24X Flche 50-^43. GO/ 10/05. 03101 101 SB 


8310110227 Interrogatories & requests for documents on emerqencq 
planning for State of NH Related correspondence 

DACKUS.R A Seacoast Antl'Pol lotion League BACKUS* R- A Backus, 
Shea & Meyer 03 / 1 O/O& Public Service Co of New Hampshire 
9pp 20665 3i 6 24X FI c he: 30’-443, 03/ 10/03, 03101 10227 


8310120133 Answer opposing Gea-caast Anti-Pd) 1 ution League 0-30926 motion 
to dltmlsB QL application for Unit 2 Wrong regulation cited 
NPRinot ASLB, issues OLi League argument previously rejected 
by A9LB Certificate of Svc end 

DlONANrT 0 , OADiR K Public Service Co qf New Hampshire 

OIGNAN, T 0 Ropes & Gray 83/10/06 Atomic Safety and Licensing 

Board Panel 9pp 20695 870 24X Fithe B3/10/06, 83J01S0133 


8310120420 Response opposing Town of Hampton 830919' contentions on toun 
radiological emergency response plan No justification 
offered for late filing Towns should not be alloued to 
attack own plans Certificate of Svc end 

DIGNANjT G , GAD, R K Public Service Co of New Hampshire. 

DlONANifT Q Ropes & Gray 63/10/06 Atomic Safety and Licensing 
Board Panel 4pp 20698 326. 24X Fiche 90^443,83/10/06.8310120420 


8310130255 Oiscueses rev to NRC 830926 responff* to State of MA 
conttntlona on opfaite emergency planning for Towns of 
Seabrook, Hampton, North Hampton 6 Rye Rev limited to local 
plans 8( provisions re Town sheltering respond ihl 1 1 ties 
PATTERSON, W F Hearing Branch 3 03/10/06 BHOTWELL, J A. 

Massachusetts, Commonwealth of app 20723 234 24X 

Flche 50-443,03/10/06.8310130259 


6310140015 Lifts QA procedures approved for Implementation available 
for inep at station, Svc list end 

GAO.R K. Ropes It Gray 83/10/06 CURRAN, D Harmon Ic Waiss 5pp 
20767 041 24X Flche 90-443, 03/10/06, 8310140015 


8310140021 Response td applicant 830921 motion for denial of Towns of 
Keniington & Booth Hampton contentions re emergency 
planning Plans formulated by private consulting firm U not 
endorsed by towns Certificate of Svc and 

OAVUTlSiB Kensington, NH VERGE. A W South Hampton, NH 
83/10/06 Atomic Safety and Licensing Board Panel 9pp 
20767 -032 24X Fiche 50-443,83/10/06,0310140021 


8310120107 Motion for disqualification of Judge Hoyt Hostility toward 
intervenor b state counsel, as well as municipal 
representatives apparent 1, ever^'increas ing Appearance of 
partiality established 

BACKUS. R A Beacoast Anti-Pollution League BACKU8.R. A Beclua, 
Shea Meyer 83/10/07 Atomic Safety and Licensing Board Panel 
6epp 20699 178 24X Fiche 50-443,83/10/07,8310120107 


— 0310120111 Reply opposing applicant objection to Seacoast Anti- 
Pollution League supplemental petition for leave to 
Intervene Applicant objections w/o merit Contentions should 
be admitted 

BACKUS, R, A Beaedast Anti-Pollution League. BACKUS, H A Backus* 
Shea If Meyer 63/10/07 Atomic Safety and Licensing Board 
Panel. 7pp. 20699 247 24X Flche 50-443,03/10/07,0310120107 


— 8310120115 Affidavit in support of 031007 motion for recusal of Judge 
Hoyt 

BACKUS, R, A Seacoast Anti-Pollution League BACKUS, R. A Backus, 
Shea K( Meyer 03/10/07 2pp 20695,254 24 X 

Fiche - 50-443, 03/10/07, 8310120107. 


—6310120122 Answer supporting New England Coalition on Nuclear Pollution 
<NECNP1 reply to applicant l< NRC reeponscs to NECNP 
contentions on State of NH radlolog ica 1 emergency response 
plan 

BACKUS, R A Eeacoait Anti-Pollution League BACKUS, R A Backus, 
Shea Sc Meyer 83/10/07 Atomic Safety and Licensing Board 
Panel Ip 20699 256 24X Fi ch«' 90-443, 03/10/07, 8310120107 


-8310120126 Errata to 030926 motion to dismlee OL applitrablon for Unit 
2 Cite on Page i should read 10CFR57(a } < 1 ) 

BACKUS, R A Seacoast Anti-Pol 1 ution League BACKUS.R A Backus, 
Shea If Meyer 83/10/07 Atomic Safety and Licensing Board 
Panel. ip 20695i257 24X Fiche 90-443,03/10/07,6310120107. 


— 0310120135 Motion to stey further ASLB rulings pending review It appeal 
of Beacoatt Anti-Pollution League motion for recusal of 
Judge Hoyt 

BACKUS, R A Beacoast Anti-Pollution League. BACKUS* R. A Backus* 
Bhta It Meyer. 03/10/07. Atomic Safety and Licensing Beard 
Panel. Ip 2O699’290 24X Fiche 90-443, 03/10/07, 8310120107. 


— 8310120141 Reply to NRC rosponse to Seacoast Ant i -Po 11 ut i on League 
supplemental petition for leave tn intervene concerning 
emergency planning contentions Certificate of Svc end 
DACKUS.R A Seacoast Anti-Pol 1 Ut ion League DACKU3, R A Dackus. 
Shea fc Meyer 03/10/07 Atomic Safety and Licensing Board 

Panel 9pp 20695 359 24X Fiche 50-443,03/10/07,0310120107 


0310120147 Motion for summary disposition of Commonwealth of MA 
Contentions A !< IV 0, Seacoast Ant 1 -Po 1 1 u 1 1 on 

League Contention 5 8< Now England Coalition on Nuclear 
Pollution Contentions 3, 4, 5, 7, 12 & 13 

SHOTWEtL,J A M6<isachusett5, Commonuiea 1 i h of 83/10/07 Atomic 
Safety and Licensing Board Panel 46pp 30696 042 34X 

Fiche. 50-443, 03/10/07, 0310120147 


— 8310120151 Anewer to NRC & util 030926 h 20, respect! vely, resp onqes tc 
Commonwealth oP MA S30909 emergency planning contentions 
Evacuation within times estimated will subj beachgoers tq 
fatal radiation doses Certificate of Svc end 

SHOTWELL, JA Nassachusetts, Commonwealth of 03/10/07 Atomif 
Safety and Licensing Board Panel lOpp 20696 080 24X 

Fiche 50-443,83/10/07,8310120147 


0310130046 Response opposing Town of Rye contentions rc emergency 
planning for State of NH it Town of Rye Contention i vague t< 
raises Issues outside hearing scope Contention 2 already 
litigated Certificate of Bvc end 

PATTERSON, W F . LFSSY, R P Hearing Branch 3 B3/10/1J Atomic 

Safety and Licensing Board Panel lOpp 20725 065 24X 

Fiche 50-443,03/10/11.0310130046 


6310140191 Reply to util It NRC responses to New England Coalition on 
Nuclear Pollution contention on State of NH local 
emergency response plans Coalition has specifically alleged 
unreliability of info in plans H/Certi f icat® of Svc 
CURRAN. D , JORDANiW S New England Coalition on Nuclear Pollution 
CURRAN, D Harman tt Weiss 03/10/11 Atomic Safety and Licensing 
Board Panel I6pp S0762 315 24X Fiche 50-443,03/10/11, 

0310140191 


0310170394 Forwards draft App U to radiological emergency response 
plana for Towns of Newf i e 1 ds, Now Castle, North Hampton St 
Brentwood, NH, ontltl ed '‘Cross-Reference to NUREO-0654 '' 

LESSY.R P Hearing Branch 3 03/10/12 HOYT, H, , LUEBKE.E A * 

HARBOUR, J Atomic Safety and Licensing Board Panel 26pp 
20705 045 24X Fiche 50-443,83/10/12,0310170394 


8310100150 Forwards applicant 031012 response to FX DdUottl motion 
for leave to file responses to NRC I* util answers to State 
of MA motion for reconsideration of ASLB ruling on 
evacuation time estimates preparation time 

OAD,R H Rdpes 6 Gray OAD, R K Public Service Co of New 
Hampshire 63/10/12 Office of the Secretary of the Commission 
Ip 20809 154. 24X Fiche 50-443.03/10/12,0310100150 


— 0310100153 Response to FX Bellqtti B31003 motion for leave to file 
response to NRC & util answers to motion for reconsideration 
of ASLB ruling on evacuation time estimatae preparation 
time Certificate of Svc end 

DIONAN, T 0 , GAD, R K Public Borvice Co of Now Hampshire 
DIGNAN, T 0 Ropes it Gray 63/10/12 Atomic bafety and 
Licensing Board Panel 14pp 20009 155 24X 

Fiche 50-443,03/10/12,8310180190 


0310180366 Notice of continuance of deposition* of witnesses on State 
of NH radiological emergency response plan scheduled for 
wk of 831017 

6H0TUELL,J A Massachusetts, Commonwealth of 03/10/12 2pp 
20803 179 24X Flche 50-443,83/10/12,8310100368 


— 8310160373 Motion for leave to file response to NRC B31006 Itr which 
constituted supplemental answer to Cemmonwealth of MA 
contention on emergency planning Contention Is not untimely 
CertlPlcate of 8vc encl 

BHOTMELL.J A Massachusetts, Commonwealth of B3/10/12 Atonic 
Safety and Licensing Board Panel 5pp 20003 177 24X 

Flche 50-443,03/10/12.8310180360 


8310170424 Order eitendlng time until 031025 for Commission to act to 
review ALAD-737 

CHILK, S J Office of the Secretary of the Commission 83/10/13 
Commissioners Ip. 20704 037 24X Fiche 50-443,83/10/13, 

0310170424 


8310180165 Forwards answer to Atty General Bellotti Interrogatories 6 
requests for documents on emergency planning for State of 
NH 

GAD, R K Ropes it Cray OAD,R K Public Service Co of New 
Hampshire, 83/10/13 Docketing U Services Branch Ip 
20009 114 24X Fiche 50-443,03/10/13,8310100165 
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— 3310180170 Ansuier^ to i n t srraga tor i ee it requests For documents on 
emergoncg planning for State of NH Certificate of Svc 
enc 1 

DlGKANtT 0 f OAD. R K Pubikc Service Co of New Hampshire 
OIGNAN^T G Ropes & Gray 83/10/13 Massachusetts! 

Commonwralth of 22pp 20009 115 24X Flche 50-A43! B3/10/1 3, 

0310100165 


B3101Q0359 Contentions on State uf NH evacuatioTi time study Certificate 
of Svc end 

CURRANfD ! JORDAN! W S New England Coalition on Nuclear Pallutlon 
CURRANi D Harmon it Neiss 03/10/13 Atomic Safety and Licensing 
Board Panel lOpp 3000 1 15d 24X Fiche 30-443,83/10/13! 

©310100329 


0310200267 Answer supporting JF Doherty 031004 request for leave to 
amond petition to intervene Petition for leave to intervenoi 
as amended! should be denied Certificate of Bvt one L 
DlGNANrT 0 . GAD, R K Public Sei vice Co of New Hampshire 
OlGNANi T G Ropes Sf Gray 03/10/17 Atomic Safety and Licensinft 
Board Panel 4pp 20030 047 24/ Fiche 50-443.03/10/1710310200267 


8310200277 Response to New England Coalition on Nuclear Pollution 
831005 objection to improper ASLD conduct! response to 
applicant position as to scheduling of emergency planning 
issues request for hearing Certificate of Svc end 
DiONANfT 0 ! GAD.R K Public Service Co of New Hampshire 
DIGNANiT G Ropes Sr Gray. 03/10/17 Atomic Safety and Licensinfi 
Board Panel 7pp 20029 311 24X Fiche 50-443.83/10/17.0310200277 


8310250319 Response opposing Seacoast Anti-Pollution League 030926 
motion to dismiss application for aeabrook Unit 2 8ubj not 
properly before ASL B but NRR Certificate of Svc end 
LESSY!^ P ! PATTERSDNrW F Hearing Branch 3 83/10/17 Atomic 

Safety and Licensing Board Panel 6pp 20B9B 003 24X 

Fiche 50-443,03/10/17,8310250317 


9310260262 Inquires If ASLD issued order ra author 030906 petition for 
leave to intervene it 031004 request for leave to amend 
petition for leave to intervene Related correspondence 
DOHERTY, J F Dohorty. J F 83/10/20 HOYT, H , MARDOUR, J i 
LUEDKEr E A Atomic Safety and Licensing Board Panel ip 
20911 320 24X Fiche 50-443,03/10/20,8310260262 


8310290044 Order denying Seacoast Anti-'PoU ut ion League 031007 
/notion to stay further A<}LB rulings pending review $< appeal 
of motion for disqualification of Judge Hoyt Grounds for 
stay insufficient Delay would disrupt proceeding, 

HOYT. H F Atomic Safety and Licensing Board Panel 03/10/21 
Seacoast Anti-Pol lut i on league 2pp 20094 195 J?4X 
Fiche 90-443,03/10/21,0310250044 


0310290096 Notion to compel answers bo Atty General Dellottl 
interrogatories 6 requests for documents to applicants on 
emergency planning for State of NM Bub j matter of witness 
testimony not described Certificate of Svc end 

SNElDERrC Q Massachusetts, Commanuealth of 03/10/21 Atomic 
Safety and Licensing Board Panel ISpp 20096 086 S4X 
Fiche: 90-443, 83/10/21. 8310250056 


0310260294 Answer opposing Seacoast Ant i -Pol luti on League (SAPL) B3J007 
motion to stay further ASLD rulings pending review fit appeal 
of SAPL motion for dl squa 1 i f i cation Motion fr lyol ousj absurd 
tr allows judge-shopping Certificate of Svc end 
DIGNANiT G , GAD, R K Public Service Co of New Hampshire 
DIGNANiT Q Ropes fit Gray 03/10/24 Atomic Safety and Licensing 

BoaTiJ panel 5pp 20912 124 24X Fiche 50-443, 03/10/24, 8310260254 


— 8310260261 Answers to 831005 interrogatories fit requests for documents 
on emergency planning Certificate of 8vc end 

JOHNSON, M P , DIGNAN, T Q . GAD, H K Public Service Co. of New 
Ha/npshire B3/10/24 Seacoast An ti -Pol lift ion League 11pp. 
20912 129 24X Fiche 50-443, 03/10/24, 0310260234 


— 8310260266 Answer to B31G05 first set of Interrogatories on State of NH 
radiological emergency response plan Certificate of Svc 
enc 1 

JOHNSON, W P ! DIGNAN. T O , GAO, R K Public Service Co, of New 
Hampshire 83/10/24 New England Coalition on Nuclear 
Pollution 9pp 20912 140 24X Fiche 50-443,03/10/24,0310260254 


— 8310260272 Answer opposing Seacoast Anti-Pollution League (BAPL) 931007 
motion for disqualification of Judge Hoyt BAPL spoiling for 
f i ght, d i srespectful fit contemptuoue of ASLD 8« guilty of 
judge-baiting Certificate of Syc encl 

DIGNANiT G , GAD, R K Public Service Co of New Hampshire 
DIGNANiT G Ropes fi< Gray 03/10/24. Atomic Safety and 
Licensing Board Panel 39pp 20912 149 24X 

Fiche 50-443, 03/10/24, 0310260254 


8310270216 Order extending time until 031101 for Commission to act to 
review ALAB-73/ 

CHILK, S J Office of the Secretary of the Commission- 03/10/25 
CommlssioneTs Ip 20924-040 24X Fiche 50-443,03/10/23, 

0310270218 


8310200109 Order granting Atty General Dellotti 831012 motion for leav 
to file response to NRC 031006 Itr it NRC ©31024 motion for 
leave to file supplemental response to proposed contention 
re offsite emargancy planning 

HOVTiH F Atomic Safety and Licensing Board Panel. 83/10/26 
Massachusetts, Commonwealth of 2pp 20929 215 24X 

Fiche 50-443.03/10/26,0310200109 


8310310202 Proposed findings of fact & conduslons of law on 
Contentions I D2. HI 1,111 3 6 21 Certificate of Svc encl, 

CURRAN. D , JORDAN, H S New England Coalition on Nuclear Pollution 
CURRAN. D Harmon & Heiss 83/10/27. 24pp 20950 332 24X 

Fiche 00-443. 03/10/27, 8310310202 


H General correBpondence 


8310050500 Requests assistance in obtaining financial repte- fr other 
info from Yankee Atomic Electric Co by being Included on 
svc list 

CHICHESTER. G Rye, NH CHICHESTER, G Rye Nuclear Intervention 
Committee 03/09/07 DENTON, H R Office of Nuclear Reactor 
Regulation. Director ip 20634 016 BAX Fi che: 90-443, 03/09/07, 
0310050508- 


I Financial information 


031O26OLB7 Forwards Amend 5L to application for OL transferring 
O 41259X ownership share From Vermont Electric CoDperative, 

Inc to Vermont Electric Generation 6 Transmission 
€ ooperatl ve, Inc Certificate of Svc end 

RlTSHERiJ A Ropes fit Gray 03/10/17 Dlvliion of Llcensinfl Ip. 

20912 252 24X Fiche 50-443, 03/ i 0/17, 03 1 02601 87. 


— ©310260208 Info furnished per iOCFRBO 33 of Commission rules 6 
regulations a» part of request for partial transfer of 
ownership of CP Financial statements end 

OAULAGHER, J H Vermont Electric Cooperative, Inc 83/09/30 
24pp 20913 259 24X Fiche 90-443,83/10/17,8310260187 


P operating license stage documents S< correspondence 


0308300340 IE Info Notice ©3-61, **AIlogBd Use of 8tand-lns for Nelder 
Oualif Ication Tests Svc list encl 

JORDAN.E L Divlfllon of Emergency Preparedneit 6 Engineering 
Response <Post 030103) 83/09/26 Consolidated Edison Co. of New 

York, Inc lL7pp 20754 022 S4X Fiche 50-000,03/09/26,0300300340. 


Q Inspection reports, IE Bulletins fit correspondence 


0300300342 IE Info Notice 83-62, "Failure of Redundant Toxic Das 
Detectors Positioned at Control Room Ventilation Air 
Intakes ■' 8vc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103) 83/09/26 Consalldated Edison Co. of New 

York, Inc 116pp, 20777 210 24X Fiche 50-000. 83/09/26, 8300300349 


B30B300345 IE Info Notice 03-63. "Potential Failufas of Westlnghouse 
Type BA-1 Differential Relays ” ©vc list end. 

JDRDAN.EL Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of New 

York, Inc 1 IBpp, 2077 8- 001 24X Fiche 50-000,83/09/26,8309000345 


0300300349 IE Info Nutice 03-64, "Lead Shielding Attached to 
Safstg-Related 9ys W/o 10CFR50 59 Evaluation. " Svc list 
end. 

JPRDAN.EL Division of Emergency Prsparedneis 6 Engineering 
Response (Post 030103) 03/09/29 Consolidated Ediion Co, of Maw 

York, Inc tl5pp 20716 324 24X Fiche 50-000,03/09/29,8300300349. 


0310190172 Forwards Insp Repts 50-443/83-14 1 SO-444/B3-11 on 
830819-19 I, notice of violation 

MARTIN. T T. Division of Englnesrinfl fit Technical Programs. 03/10/05 
HARRISON, R J Public Service Co of New Hampshire Spp 
20821-000 24X Fiche 50-443,03/10/09,8310190172. 


—8310190180 IE Imp Rapt! SO-443/03“l4 fit 50-444/B3-11 on 03OB15“19. 
Noncompl lance noted failure to properly inspect rlactrleal 
terminatlens of small gauge conductors. 

RICHARDS, 9 . ANDERSON, C Region 1, Office of Director, ©3/i0/09 
6pp, 20021 0B3 a4X Fiche. 50-443, 83/10/05, 0310190172, 
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306300370 IE Info ^{Dtlce 63-69. *‘Survoi } lance of Flou in RTD Bypass 
Loops Used in Hcstinphouse Plants Svt list end 
vTORElAMr E. L Division of Emsrgencg Proparednass & Engineering 
Response (Post 030103} 63/10/07 Consolidated Edison Co of Neu 

York. Inc 76pp 20827 513 24XFiche 50-000. 03/ 10/07. 03OB3OO37Q 


308300750 IE Info Notice B3-66r "Fatality at Argentine Critical 
Facility 3vc list enel 

JORDAN. E L. Division of Efl»rrgencij Preparedness & Engineering 
Response iPost 6301031 63/10/07 Consolidated Edison Cp of New 

Yorkf Inc 79PP 20682 036 24)f Flche 50-000.63/10/07.8306300752 


100300739 IE Infp Notice 03-67. "Emergencg Use Respirator Mat! Defect 
Causes Production of Noxious Oases " Svc list end 
JORDAN. E L Division of Emergency Preparedness V Engineering 
Response IPost 0301031 03/10/11 Consolidated Edison Co, of New 

York. Inc 117pp- 21043-075 24X Flthe 50-000.03/10/11.8308300759 


06300761 IE Info Notice 03-68. "Respirator User Warning Defective 
8e 1 f-Containeil Breathing Apparatus Air Cylinders " Bvc list 
enc 1 

JORDAN. E L Division of Emergency Preparedness <i Engineering 
Response (Post 030103). 03/10/11, Consolidated Edison Co of New 

York. Inc ISOpp. 20027 129 24X Fiche 50-000.83/10/11*6306300761 


10270445 Forwards 2E Investigation Repts 30-443/1-83-001 i 
30-4 4 4/1 ”03-001 on 6212201630110-14 b 1^-21 Sc 
30-443/1-63-007 fc 50-444/1-63-007 on 830411-0603 No 
noncompl i ancB noted 

BTARaSTECRl, R. Division of Project V Resident Programs 63/10/13 
RARRI80N.R J Public Service Co of New Hampshire 2pp 20922 016 
24X Fiche* 90-443. 83/10/13. 8310270445 


3310270462 ZE Investigation Rept» 90-443/1-63-001 90-444/ 1-83^001 

on 021228.630110-14 t. 10-21 Ko none amp I i ance noted, Hajor 
areas Investi gated, a 1 legations re intimidat ion tc harrsssment 
of QC Inspector & hanger weld deficiencies, 

SHEPHERD. R E. . CHRISTOPHER. R. . HARD. W Office of Investigation 
63/08/02. Spp 20922:018 24X Fiche 30-443. 03/1 0/J3. 83J 027044 5. 


1310270474 IE Investigation Repts 50-443/1-03-007 fit 50-444/1-83-007 
on 630411-0603, No noncomp 1 iancf noted Major areas 
investigated alleged employee dl scrimlnatl on hy licensee 
contractor Perini Power Construe tar a. Inc 

3HEPHER0.R E * CHRISTOPHER. R » WARD. W. Office of Inves tiga tion 
03/06/19 4pp. 20922 021 24 X Fiche 50-443. 83/10/13* 8310270445 


Reportable occurrences. LER» fi* related correspondence 


0070163 Part 21 rept re potential defects in molded cate of 100- 
ifflp frame, mu 1 ti-po 1 « E t. HE series circuit treaters 
nitialiy reported on 830902, 

RHARDT.J, V. Oould. Inc 63/09/26 HURLEY, T E. Region 1, Office 

f Director. lOpp 20699 095 24X FI c he- 50-000. 83/09/86. * 

131 0070 163 


0060343 Part 21 reft re Oould unltited starters supplied as spare 

arts Initlallg reported on B30923.Fina] rept expected 

31130 

EVIHGENTIS. J Yankee Atomic Electric Co 0EUINCENTI8. J Public 
ervlca Co of New Hampshire 03/09/26. Region 1. Office of 
ireetor 4pp. 20646135 a4X Fiche 50-443. 03/09/26. 0310060343 


0140002 PWD“l“e3-105 on 831007. seismic event occurred in 
ortheastern UB w/magnltuda of 5 2 on Richter scale in NY 
4 0 in NH No damage to e4{uipmenit identified. 

ALLO.R H. Region 1* Office of Director 03/10/07 Ip. 80766 116 
24 X Fiche* 50-000 . 63/ 10/07* 03 1 01 4 0082 


Cangresf lone l/Ex ecu tive Correspondence 


5060363 Forwards ABLE 030927 Itr to C Mord re accidental oversight 
n skipping C Herd at racent limited appearance session ASLB 
llowed Nord to submit written statement 

?Wia*D. R, Atomic Bafety and Licensing Board Panel 03/10/04 
ILOT*B Maisachusettft Commonwea I th of. Ip. 20646*072. 84X 

Iche. 90-443. 83/10/04* 6310060363 


M0060364 Requests assistance in determining reason for ASLB not 
allowing constituent C Nord to testify at 830831 hearing. 
H1LDT*5. Massachusetts. Commonwealth of. 03/09/27. LENlSrD R 
Atomic Safety end Licensing Board Panel, Ip 20646:074. 24X 

Fiche: 50-443i 03/ 1 0/04. 83 1 0060363^ 


1260066 Reiiuests public notification of hear ings* that hearings be 
Id in state of HA or near sita fii that G Nord be scheduled 
present public oral comments, 

i8TELL0*K. J. Kassachusettsi Commonwealth of, 63/10/04 HQYT.H . 
EBKE.E. A. * HARBOUR* J Atomic Safety and Licensing Board Panel 
p 209351081. 24X Fiche 50-443. 03/10/04. G3 10260008. 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STA .UNIT 1 


A App 1 ica tion/construc tion stage documents & correspondence 


0310110007 Rosponds to FDIA rei^uest for SECY-B2-279i 5ECV-82-330 t 
SECY— B3-120 Foruards documents Documents also available in 
PDR 

FELTON* J M D^visbon of Rules and Records 83/07/15 PEDRO. J NU't 
Corp ip 20712 280 24X Fiche 50-445,83/07/13.0310110007 


— B310110022 Recammends issuance of end proposed order directing ASLD 
t« resume hearings as soon as possible on issue not 
involving informant identities 

PLAINE, H H Office of the General Counsel BECY-03-120 
03/04/Oi 4pp 20712 319 24X Fiche 50-445. 03/07/ 1 5. 83 i 01 1 0007 


0310100502 FOIA raquest for V5 Noonan 830426 memo to BJ Youngblood re 
addl info needed by Equipment Qualification Branch to 
complefca review of environ qualification of mechanical 
equipment 

PEDRO. J NUS Corp 03/08/17 Division of Roles and Records Ip 
20017 329 24}( Fiche 50-445.03/08/17,0310100502 


0310260279 Forwards monproprletary it proprietary versions of 
"Countarf 1 Die Preheat Steam Generator Tube Expansion Rept" 
"Counterflow Preheat Steam Generator Tube Vibration Summary 
Rept, ” Proprietary version withheld (ref J0CFR2 790) 

RAHE.E P WestinghousB Electric Corp 83/08/26 EISENHUT, D 0 
Division of Licensing. 2pp 209O9 394 24X Fiche 50-445.03/00/26. 

031O26OS79 


—0310260281 Application for withholding proprietary versions o-f 
"Counterflaw Preheat Steam Generator lube Expansion Rept'* fie 
"Counterflau Preheat Steam Generator Tube Vibration Summary 
Rept," per iOC?FR2 790 Affidavit end 

HIESEMANN. R A Westlnghouse Electric Coip B3/0B/26 
EISENHUT, D 0 Division of Licensing 9pp 20909 350 a4X 
Fiche 90-445. 83/00/26. 8310260277 


--0310260284 Nqnpr opr ie tary version of '*Counterf low Preheat Steam 
Generator Tube Expansion Rept “ 

* Hestinghouse Electric Corp 5GPR-B301 03/06/30 i40pp 

20910 005 24 X Fi ch e' 50-445. 03/OB/26. 0310260277 


— 9310260286 Nonpropr letary version of "Cqunterf low Preheat Steam 
Generator Tube Vibration Summary Rept '* 

» NestingKouse Electric Corp SOPR-0302 83/06/30 10Opp 

20910 144 24X Fiche 50-445.03/00/26,8310260277 


0310100588 Responds to FQIA request for VS Noonan 830426 memo re 
addl info needed by Equipment Oual i f ication Branch to 
complete review of environ qual if ication of mechanical 
equipment Forwards document 

FELTON, J,M Division of Rules and Records B3/09/06 pEDRO. J NUD 
Corp ip 20817 330 24X Fiche 50-445.03/09/06.0310180508 


— 9305060124 Forwards request for addl info necessary to complete review 
of licensee 830330 info re environ qualification of 
taf ety-related mechanical equipment located in harsh 
environ 

NOONAN. V 0 Equipment Qualification Branch 83/04/26 
YOVNODLOODj B J. Ltrenslng Branch 1 2pp 20SI7 331 24X 

Fiche 50-445.03/09/06,0310100508 


0308300355 Board Notification 83-66A advises that position re rod drop 
issue ravlsvd to require each Nestlnghouse plant owner 
provide statement that required plant-specific calculations 
have been performed for first cycle 

ElBENHUTirD O Division of Licensinq 83/09/29 PALLADINQ. N J 
Commissioners. lOpp 20632 106 24X Fiche 50-000,83/09/29, 

03OB3DO355 


8300300357 Baard Notification 02-lOSA forwards evaluation of 
allegations re design deficiencies in Class I piping sys 
lafo applicable tp Diablo Canyon 1 h 2*F*rmi 2 fi, Callaway 
EISENHUT*D G Division of Licensing 83/09/29 PALLADINQ. N J 
Commissioners. 3pp 20632 OOi 24X Fiche 50-000.83/09/29. 
0308300357 


0310040604 Informs that Instrument accuracy study for TMI Action Item 
1 1 K 3 5r "Automatic Trip of Reactor Coolant Pumps." will 
not be available on 030930 as stated In response to Generic 
Ltr 83-lOC 

SCHKIDT. M- C Tesas Utilities Services, Inc 83/09/30 
YDtlNOBLOOD, B, J. Licensing Branch 1 Ip. 20623 336 24X 

Fiche: 5Q-445. 03/09/30* 8010040604 


DOCKETED ITEMS 


333 


B3t00^0604 Informs that instrument accuracy study for THJ ActicTn Item 
II K □ 3p "Automatic Trip of Ileactor Coolant Pumpe. " uiill 
not be available on 830930 as stated in response to Generic 
LtT 03-lOC 

SCHrtIDTjHC leicas Utilities Services/ Inc B3/09/30 
vauNODLOOD, D J Licensing Branch 1 Ip 20655 336 24X 

FichP 50-445 p 83/09/30/ 0310040604 


B3O03OO763 Board Notification B3-151 provides info re desirability of 
current ECCS actuation logic for Westinphouse plants# in 
light of recent info concerning steam generator tube rupture 
procedure for Borssele Nuclear Power station 

EISENHUT.D 0 Division of Uiconsinp 83/10/04 PALLADINO# N J 
Commissioners 3pp 20690 033 34X Fiche 50-000# 83/ 10/04# 

S3O03OO763 


8300300771 Board Notification B3-12BA forwards Equipment Qualification 
Branch conclusians re potential problems w/ASCO solenoid 
valves 

Crs&hJHUT, D 0 Division of Licensing B3/10/0& PALLADINO# N J 
Commissionors 31pp 20818 001 S4X Piche 50-000.03/10/06, 

B 300300771 


0310170715 Forwards safety evaluation of F8AR Amend 38 re NUnEO-0737# 
I tern i I F 2, "Detection of Inadequate Coro Cooling " Amend 
unacceptable Justification for proposed late Implementation 
of in-core theriTiDcDuplos requested 

YOUNGBLOOD, D J Licensing Branch 1 03/10/07 GRAY, R J Texas 

Utilities Oonerating Co 4pp 20790 122 24X Fiche 50-445, 

03/10/07, 831017071S 


Q3102BQ041 Forwards new heatup 8 j cooldown curves For draft Tech Specs 
Curves not impacted by new lOCFUSOiApp^ 0 8« H which address 
metal temp of closure head flange Tamp graphs end 
SCHMIDT, H C Texas Utilities Services, Inc 03/10/11 DENTON, H R 
□pfice of Nuclear Reactor Regulation, Director 4pp S0933 326 
24X Fiche 50-445# 03/10/1 1# 0310280041 


8308310050 Board Notification B3-16D provides info re 830312 failure of 
main crankshaft on one of three Transamer ica Delaval 
emergency diesel generators at Shoreham 

EldENKUT, D 0 Division of Licensing 83/10/14 PALLADINO, N J 
Commissioner 8 lOpp 67036 070 24 X Fiche 50-000# B3/1 0/1 4# 

0308310050 


G310210031 Informs that util rosppnee to TMl Item II. F 2 will be 
submitted by 031117 

MARSHALL, J 3 Texas Utilities Generating Co 03/10/18 
BURNELL, 8 D Licensing Branch 1 Ip 20855 332 :j4X 
FlChe 50-445,03/10/18,8310210001 


F Security, medical, emergency fi( fire protection plans 


0310040156 Forwards IE Insp Rept SO-445/03-29 on 030712-14 No 
nnneamp 1 lante noted 

MA03EN, 0 L Region 4. Office of Director 03/09/02 OARV# R U 
Texas Utilities Generating Co 3pp 20600 210 24X 

Fiche 50-445,83/09/02,0310040156 


— a31004G160 IE Insp Rept 50-445/03-29 on 830712-14 No noncompliance 
norted Major areas inspected approved guard training tc 
■tuat 1 f icatlon plan (App IT to 10CFR73) Details withheld 
(raf 10CFR73 21 > 

EVANS# C A , KELLV/J Region 4, Off ice of Director. 03/08/1 J Ip 
20600 221 24X Fiche 50-445,83/09/03,0310040156 


0310050424 Forwards DM Rohrer 030923 memo re 8309'09 conversation w/ 
Judge Bloch on schedule for NRC emergency preparedness 
implementation audit Audit should not be confused w/annual 
emergency preparedness exercise << will be held 030926-1007 
ROTHSCHILD, M U Hearing Branch 1 03/09/29 BLOCH# F D , 

JORDAN# W H , MCCOLLOM, K A Atomic Safety and Licensing Board Panel 
3pp 20632 354 24X Fi ch e , 50-445, 83/09/29, 031 O050424 


0310110173 Forwards position paper "Engineering Basis foi Structural 
Integrity of Raceway Supports Associated W/i H Rated Cable 
Protective Envelope 8ys Upon Exposure te Fire 
SCHMIDT. H C Texas Utilities Services# Inc 03/10/04 
YOUNGBLOOD, D J Office of Nuclear Reactor Regulation, Director Ip 
30666' 227 24X Fiche 50-445,03/10/04,8310110173. 


— 0310110177 "Engineering Basis for Structural Integrity of Raceway 
Supports Associated N/1 H Rated Cable Protective Envelope 
Sys Upon Exposure to Fire^ " 

a Texas Utilities Eervices, Tnc 63/09/27 8pp. 20666 220 24X 

Fiche, 50-445, 03/10/04, 83101 J0173, 


0310110109 Releases public version of applicant Itr forwarding revised 
emergency plan implementing procedures 

FELTON, J M Division of Rules and Records 83/10/05, Document 
Management Branch Ip 20687318 24X Fiche* 50-445# 03/10/05, 

83101 101Q9 


— 0310110116 Forwards public version of revised emergency plan 
implementing proc ed ures# i nc 1 ud ing Procedures EPP-IOl re 
preparation of emergency plan procedures EPP-20i re 
assessment of emergency action levels H/o end 
SCHMIDT# H C Texas Utilities Services, Inc 83/08/18, 

COLLINS, J T RpgJon 4, Office of Director 2pp 20687 319 24X 

Fiche 50-445,83/10/05,0310110109 


8310310256 Forwards IE Mgt Meeting Repts 50-445/03-37 8, 50-446/03-19 on 
030900 No noncomp 1 ianee noted 

MADSEN. G L Region 4, Office of Director 83/10/07 GARY, R J 
Texas Utilities Generating Co 2pp 20947 171 24X 

Fiche 50-445,83/10/07,8310310256 


—0310310264 IE Mgt Meeting Repts 50-445/83-37 t# 50-446/83-19 on 830900 
No noncompL iance noted Major areas discussed & inspected 
emergency preparedness appraisal t, emergency response 
facilities equipment 

BAIRD, J B . HUNNICUTT, D M Region 4# Office of Director 
83/10/05 2pp 20947 173 24X Fiche 50-445# 83/10/07, 831031 0256 


0310270175 Forwards test results re fire rating of watertight doors, 
verifying acceptability of std industrial watertight doors 
utiliied at facility as 3 h fire barriers 
acHMIDTrH C Texas Utilities Services# Inc 83/10/24 
YOUNOBLaOD. Q J Office of Nuclear Reactor Regulation, Director 
4pp 20925 033 24X Fiche 30-445,03/10/24,8310270175 


8310270105 Requests withdrawal of 831004 "Engineering Basis far 
Btructural Integrity of Raceway Supports Associated u/1 H 
Rated Cable Protective Envelope Sys Upon Exposure to pire *' 
Supports capable of withstanding 1 h fire 
0CHMIDT#H C Texas Utilities Services# Inc 03/10/24 
YOUNODLOOD,B J Licensing Branch 1 Ip 20924 184 24X 

Fiche 50-443# 03/10/24# 0310270185 


0 Adjudicatory correspondence 


0310050430 Forwards IE Insp Repts 50-445/03-34 t, 50-446/63-18 on 
allegations concerning Atchison dismissal & reactor vessel 
outer wall Caseload Forecast Panel meeting b site visit 
scheduled for 830927^29 U/o end 

ROTHSCHILD, M U Hearing Branch 1 S3/09/S6 BLOCK# P B # 

MCCOLLOM. K A , JORDAN# W H Atomic Safety and Licensing Board Panel 
ip 20633 319 24X Fiche 50-445, 03/09/26# 0310050430 


8310050435 Forwards NUREO-1000# Vol 2, "Generic Imp 11 eat ions of ATW0 
Events at Salem Nuclear Rawer Plant" t, SECV-83-24B, 

"Generic Actions for Licensees & Staff in Rtepanse to ATMS 
Events at Salem " W/o ends 

ROTHSCHILD, M U Hearing Branch 1 03/09/27 BLOCH, P D # 

JORDAN, H H , HCCOLLOMrK A Atomic Safety and Licensing Board Panel, 
Ip 20620 362 S4X Fiche 50-445,03/09/27, 0310050435 


931003052B Advises that time for Commission to review Director's 
Decision DD-03-11 expired Commission declined review 
Decision became final agency action on 030923 

CKILKrB J Office of the Secretary of the Commission 03/09/29 
ELLIS, J Cltixens Association for Sound Energy Ip 20602*031 
24 X Fiche 50-445# 03/09/29# B31 0030520 


8310040230 Answer opposing util 030922 motions to cancel evidentiary 
hearings & for expedited consideration Hearing set for wk of 
031017 on NRC Insp of fuel bldg must go forward if 
J Gagliardo of NRC must testify Certificate of Sve end 
ELLIS, J Citixens Association for Bound Energy 03/09/29. Atomic 
Safety and Licensing Board Panel 14pp 20613 074 24X 

Fiche 50-445, 03/09/29.8310040230 


8310050424 Forwards DM Rohrer 830923 memo re 030909 conversation w/ 
Judge Bloch on schedule for NRC emergency preparedness 
implementation audit Audit should not be confused w/anhUal 
emergency preparedness exercise U will be held 830926-1007. 
ROTHSCHILD.M U Hearing Branch 1 03/09/29 BLOCHiP. B, 

JORDAN, H H , KCCaLLOM,K A Atomic Safety and Licensing Board Panel 
3pp 20632 354 24 X Fiche 50-445,83/09/29,0310050424 


0310050525 Answer to util 030922 notions to cencel evidentiary hearings 
U for expedited consideration ABLfi must determine sign^ 
ilgnlflcance of matters raised in IE Insp Rept 03-23 
Certificate of Bve end 

ROTHSCHILD, M U Hearing Brench 1 83/09/29. Atonic Sefaty and 

Licensing Board Panel. 7pp 20632 320. 24X Fiche, 30-445# 63/09/29, 

0310050525 


8310050433 Forwards ABLE proposed Initial decisinn requesting that 
ACR6 be informed of matters re deletion of boron injection 
tank W/o end, 

TREBY, 8 A. Hearing Branch 1 83/09/30 FRALEY, R F. ACR8 - 

Advisory Committee on Reactor Safeguards Ip. 20629 040 24X 

Fiche 50-445,83/09/30,0310050433 
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Q3t01S0414 Foruardi revised list of lotn* of Citizens Assoc for Sound 
Energg exh ibltsr match ing exhibit numbers to transcrifit page 
where docooient accepted into evidence 

ELLI84 J Citizens Association for Sound Energy 83/10/01 

DLQCHi P S, , JORDAK^U M 1 HCCOLLOH^K A Atomic Safety and Licensing 

Board Panel 39pp 20690 332 24 X Ficho 50-44&< 83/ 10/01 < 

8310120414 


B310060316 Confirms B31003 aral notion for extension until B310J1 to 
respond to A5LB 030920 menorandum on computerization of 
nonconformances Related correspondence 

REVNOLDBiN S Debevolse & Liberman REYNOLDS. N 5 Texas Utilities 

Oenerating Co 03/10/03 BLOCH. P D Atomic Safety and Licensing 

Board Panel Ip 2Q646 27A 24X FiChc 50-443.83/10/03.6310060316 


3310110266 Partial Initial Decision LBP'B3'63 re change In matl 
properties for ASOO steel Util ordered to file analyses 
d emoni trating pipe supports mfg u/ASOO steal have ade<it)atc 
safety margins Replies due 15 days after analyses filed 
BLOCH.P B , JORDAN. H N . MCCaLLOM. K A Atomic Safety and Licensing 
Board Panel 83/10/06 Texas Utilities Generating Co 9pp 
S0666'i3l 24X Piche 90-445. 83/10/06. 8310110266 


1310110323 Motion for recons 1 darat i on of ASLB 830923 meAiorandum 
order affirming declaration of intervenor default of 
contentions re emergency p lanning. QA/OC & Board issues 
Certificate of Svc encl 

REYROLDB.N 0 • HORIN.WA Texas Utilities Oenerating Co 

REYNOLDS, N 6 Detevolse S( Liberman 03/10/06 Atomic Bafety and 

Licensing Board Panel 49pp 50666' 002 34X Flche 50-445,83/10/06. 

031OL1O352 


1310130031 Motion for reconsiderat i nn of 830923 memorandum Ik order re 
emergency planning. 0A Board issues ABLB erred in retaining 
jurisdic t lor over emergency planning Record should be 
closed Certificate of Svc encl 

ROTHSCHILD. M U Hearing Branch 1 83/10/06 Atomic Safety and 

Licensing Board Panel iSpp 20726 257 24X Fiche 50-445,83/10/06, 

0310130031 


1310130167 Memorandum cautioning parties hot to place great weight on 
ASLB chiractsr i lati on of LBP-83-63 as partial initial 
decifioti, in determining appealabi 1 1 ty of LfiP-B3-63 as matter 
of right 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 83/10/11 
4pp. 20724 S93 S4X FIche 50-445,03/10/11,8310130167 


1310170412 Foruardt telecoptf facsimile of RO Tolson affidavit 
responding to ASLB questions re computer 1 lat 1 on of 
nonconformances Original forthcoming 

REYNOLDS, K B Debevoise k Liberman REYNOLDS. N 8 Texas Utilities 
Otnerabing Co B3/10/11 BLOCH.P D. , JORDAN, H H . MCCOLLOM. K A 
Atomic Safety and Licensing Soilrd Panel 5pp 20704 103 24X 

Piche 50-445,83/10/11.8310170412 


-B310170417 supports NRC opposition to Citizens Assoc for Bound Energy 
830929 motion to recj^utrf presence of NAC Region U Director, 

Dlv of Resident Reactor Project k Engineering Programs, 

J Oagliardo at 831017 hearings 

REYN0LDB.N8 Deb evoli e l< Liberman REYNDLD5.NS Texas 
Utilities Oenerating Co. 83/10/11 BLOCH, F B , JORDAN, H H , 

MCCDLLOMi K A Atomic Safety and Licensing Board Panel ip 
20784 103 24X Fiche 90-’445, 03/10/ 11. 8310170412 


310170408 Aniuer to Citizens Assoc far Sound Energy 83D929 motion to 
require testimony of JE Oagliardo Testimony may not be 
required since exceptional c Ircumstanres -not shown 
Certificate of Svc end 

ROTHSCNILD.H U, Hearing Branch 1 83/10/11 Atomic Safaty and 

Licensing Board Panel. Bfp. 20784:093 24X Fiche 50-445,83/10/11, 

8310170488 


31014001B Memorandun Inviting parties to file briefs by 831104 on 
reletlonship to OL proceeding of Board Notification Q2-105A 
re NRC evaluation of allegations of potential design 
deficiencies in Class 1 piping 

BLOCHtP B Atomic Safety and Licensing Board Panel 03/10/12 ip 
20768'D69 24X Fiche 50-445. 03/10/12, 0310140018 


310140083 Hemorandun rt Citliens Assoc for Sound Energy 830726 request 
for info re potential conflict of interest of Judge 
McCollom Indirect interest in funds contributed by Brown 
Root Inconiequentla 1 

BLOCH< P. B r JORDAN. H H Atomic Safety and Licensing Board Panel. 
03/10/12. 4pp 20767:046. 24X Fiche 50-445. 03/10/12. 031 01 400B3. 


-8310140005 Advises that Halliburton Foundetlon grant nonits do not 
constitute conflict of interest for author as member of 
A6LS, Contribution is small 6 author does not rsceive any 
funds for personal use from foundation 

MCCOLLOrt, K A. Oklahoma State Uni v. 83/10/03 HLOCHi P. B Atomic 
Safety and Licensing Board Panel. 2pp 20767 050 24X 

F I c h B : 90-445. 03/ 10 / 1 2. 831 0140083. 


8310170577 Advises that Ofc of Investigations is conducting several 
ongaing investigations involving plant Ofc will provide oral 
prosentation of investigations In camera ex parte when A5LD 
meets in Arlington. TX for 831017 hearings 

HAVES, B B Office of Investigation 03/10/13 PLQCH. P B Atomic 
Safety and Licensing Board Panel Ip 20780 IQB 24X 
Fiche 50-44 5, 83/10/13, fi31 01 70S/7 


6310180339 Requests e t i pu 1 ati ons/admisslons to authenticity of 
documents attached as offer of proof to Citizens Assoc for 
Sound Energy motion to add new contention h motion for 
d iscovery 

ELLIS, J Citizens Association for Sound Energy 03/iO/l3 
REYHOLDSi N 8 Lotuensbein. Newman. Reis. Axelrad k Toll 3pp 
20805 019 24X fiche 50-445,63/10/13.831018033? 


— 8310180345 Motion to add proposed Contention 26 re hot functional tetit, 
motion for discovery 6 offer of proof Certificate of Svc 
enc L 

ELLIS, J Citizens Association for Sound Energy 03/10/13 
Atomic Safety and Licensing Board Panel 497pp 20809 022 24X 

Fiche 90-445.83/10/13,8310180339 


6310180198 Forwards stipulation re alleqations of discouraglnq 
identification of nonconforming condl tions. p er ASLB request 
HORINiH A Debevoise 6 Liberman HONIN.H A Texas Utilities 
Oeneratlng Co 83/10/14 BLOCH.P D , JORDAN. M H . MCCOULOM, K A 
Atomic Safety and Licensing Board Panel ip 20B09 029 24X 

Fiche 50-449,83/10/14,8310180158 


— 8310100163 Stipulation on results of util employee interviews re 
allegations of discouragement of reporting nonconforming 
cond iti ans 

TREBYrS A Heating Branch 1 PREIBTER.D J Texas. State of 

HDRIN.U A Texas Utilities Generating Co 63/10/11 6pp 

20B09 030 24X Fiche 50-445.83/10/14.8310160156 


8330290260 Foruat ds unexecuted affidavits of HP Chen k J1 Tapia on opri. 
Items re Malsh/Doyle concerns 

MIZUND, O 8 Hearing Branch 1 83/10/14 BLOCH.P B . JORDAN. N H . 

MCCOLLOM.K A Atomic Safety ond Licensing Board Pane] &9pp 
20090 269 24X Flcho 50-445,83/10/14,0310250260 


03102S0299 Forwards calculations for support ICC-1-O20-O39-533R) 6 
checklist utilized in independent desipn verification of 
iOO pipe supports W/o encl 

hlZUND. 0 S Hearing Branch 1 83/10/14 ELLIS. J Citiieris 

Association for Sound Energy Ip 20895 342 24X 

Fiche 50-445.83/10/14,8310250295 


8310250489 Forwards IE Jnsp Rspts 50-445/83-27, 50-445/83-28 k 
50-446/03-14 re RL Messerley allegations of improper const 
practices N/o ends 

ROTHSCHILD, M U Hearing Branch 1 83/10/14. BLOCH, P B . 

JORDAN, H H I MCCOLLOM.R. A Atomic Safety and Licensing Board Panel 
Ip 20902 070 24 X Fiche 50-445,63/10/14.8310250469 


8310210184 Forwards onpinai signature page of RG Tolson 631011 
affidavit re computerization of nonconformances 
HORIMiW A Debevolso k Liberman HORIN.W A Texas Utilities 
Oenersting Co 83/10/19 STOCKY. 5 M Docketing h Gervices Branch 
Ip 20855 115 24X Fiche 50-449,83/10/19,8310210164 


—0310310196 Original signature page of RG Tolson of 631011 affidavit tp 
computerization of nanconFormances 

TOLSOH.R. O Texas Utilities Oeneratlng Go 63/10/11 Ip 
20855 116 24X Fiche 50-445.83/10/19.8310210104 


8310280059 Forwards 831022 k 0923 news articles re illegol firing of OC 
inspector k adequacy of emergency sir ens, respee tlvel y 
CLLta, J Citizens Association for Sound Energy 63/10/24 
ALOCH. P 0 , JORDAN, H H . HCCDLLDMi K A Atomic Safety and Licensing 
Board Panel. 7pp 20933 332 24X Fiche 50-445,63/10/24.6310200059 


8310270226 Memorandum on adopted procedure re QA hearings to he 
conducted far finished safety sys.Cygna rept h applicant 
followup insp of protective coatings Citizens Assoc for 
Sound Energy will file alleg-atlons on OA deficiencies 
BLOCH, P B . ^RDAN, H H , MCCOLLOMrK A Atomic Safety and Licensing 
Board Panel 83/10/29 3pp, 20924 071 24X Fiche. 90-445. 03/10/25. 

8310270220 


8310270293 Memorandum k order LIJP-03-69. instructing util to Inspect 
sample of Hestlnghousd coatings k to submit further evidence 
re plug welds k further testimony or proposals responding to 
other adverse findings in ABLB 630923 memorandum 6 order 
BLOCH.P B. . JORDAN, N H . HOC DLL OH. K A Atomic Safety and Licensing 
Board Panel B3/10/29 Texas Utilities Generating Co J4pp. 
20923 207, 24X Fiche 90-445.83/10/25.0310270293 
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8310380070 Hemorandum informing that dirt^ctad certification of ASL8 
031OO& partial initial docislpn matj still be soirghi ASLA0 
will continue to treat order as totally interlocutory 
BHDEMAKERj C J Atomic Safety and Licensing Appeal Panel 83/10/27 
Atomic Safety and Licensing Appeal Panel 3pp 20933 OAJ 24X 
Fiche 30-445. 83/ 10/97. 831 02BO0/O 


k Utility Final Safety Analysis Report (FBAR) & amends 


8310180179 Forwards revised pages to FSAR Amend 41. Chapter 17 1 re 
tie s tinghouso QA organization Revs reflect changes to 
QA program description 

OARVrR J Texas Utilities Generating Co 83/08/12 COLLINS. U T 

Region 4. Office of Director Ip 20808 332 24X 

Fiche 50-443.03/08/12.8310180179 


— 8310180103 Errata to FSAR Amend 41. Chapter 17 1 re Wastinghouee 
OA organization 

* Texas Utilities Generating Co 83/07/11 3pp 20B0D 353 24X 

Fiche 50»445, 83/08/12, 8310180179 


0310140180 Amend 44 to FSAR W/B31010 Itr 

GARY.R U Texas Utilities generating Co 03/10/10 DENTON. II R 
Office of Nuclear Reactor Regulation. Director 332pp 20765 095 

24X Fiche 30-445. 03/10/10. B31OMO10O 


8310200149 Forwards affidavit of sve of Amend 44 to FSAR 

SCHMIDT. H C Texas Utilities Services, Inc 83/10/11 DENTON, M R 
Office of Nuclear Reactor Regulation. Director 4pp 20836 322 
24X Fiche 50-443.83/10/11,0310200149 


0 Inspection reports. IE Qulletinfi & correspondence 


0310040181 Forwards IE Insp Rept 50-445/83-32 on 830701-31 No 
n oncomp 1 i ance noted 

MADSEN. 0 L Region 4. Office of Director 03/00/24 GARY. R >1 
Texas Utilities Generating Co 2pp 2060B 057 24X 

Fiche 50-445.83/00/24,8310040181 


— 0310040186 IE Insp Rept 50-445/03-39 on 030701-31 No noncpmpl iance 
noted Major areas Inspected initial startup test procedure 
review, Tech Spec review, sys u/al tdoun. p lant tours te plant 
status 

KELLEY. D L . JONES. « B , HUNNICUTT. 0 M Region 4, Off jt.e of 
Director 83/00/23 9pp 20600 059 24X Fiche SO-445. 83/00/24. 

8310040101 


0310040223 Foruiaids IE Insp Repts 50-445/63-24 & 50-446/83-15 on 
030301-0731 

MADSEN. 0 L Region 4. Office pf Director 03/00/24 GARY, R J 
Texas Utilities Generating Co 2pp P0614 239 24X 

Fiche 50-445.83/08/24.8310040223 


— 8310040240 IE Insp Repts 50-445/83-24 it 50-446/03-15 on 830301 -0731. No 
noncompliance noted Insp confirmed nerd to Issue violations 
TO AC. equipment instal la ti on. document control 6 equipment 
in storage 

TAYLOR, R 0 I HUNNICUTT. D M Region 4. Office of Director 
83/00/19 23pp 20614 241 24X Fiche 50-445.03/08/24.0310040223 


0310030395 Forwards notice of violation proposed imposition of 
civil penalty in amount of 440.000 based on violation of 
employee protection provisions ef Energy Reorgani lat ion 
Act of 1974 

COLUINB. J T Region 4. Office of Director 03/00/29 GARY. R J 
Texas Utilities Generating Co 3pp 20593 070, 24X 

Fiche 50-445.03/08/29.0310030395 


— 8310030411 Notice of Violation it proposed imposition of civil penalty 
based on Dept of Labor 830610 determination that Brown 4i 
Root QA program failed to provide sufficient organ! zational 
freedom to QA inspectors 

CdLLlNS. J T Region 4, Office of Director 83/00/29 2pp 
20593 08i 24X Fiche 50-445,83/00/29.0310030395 


0310040156 Forwards IE Insp Rept 50-445/e3“29 on 030712-14 No 
n oncomp 1 lance noted 

MADGEN. 0 L Region 4. Office of Director 83/09/02 GARY. R J 
Texas Utilities Generating Co 3pp 20608’ 210 24X 

Fiche 50-445.03/09/02,0310040156 


—0310040160 IE Insp Rept 50-446/03-29 on 030712-14 No noncomp 1 lance 
noted Major areas inspected approved guard training 9t 
qualification plan (App B to 10CFR73> Details withheld 
fref 10CFR73 21) 

EVANS. C A . KELLY. J Region 4. Office of Director 03/08/11 ip 
20608.221, 24X Fiche- 60-445. 03/09/02. 03100401 56 


0308300340 IE Info Notice 03-61. ♦'Alleged Use of Stand-Ins for Welder 
Qualification Tests ” Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of New 

York. Inc ll7pp 20754 022 24X Fiche 50-000. 03/09/26, 8300300340, 


8308300342 IE Info Notice 83-62. "Failure of Redundant Toxic Qas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Sve list end 

JORDAN. E L Division of Emergency Preparedness 4. Engineering 
Response (Post 630103) 83/09/26 Consolidated Edison Co of New 

York, Inc |16pp 20777 210 24X Fic h e 50-000. 83/09/26. 8300300342 


0300300345 IE Info Notice 83-63, "Potential Failures of Utstinghousa 
Type SA-1 Differential Relays '* Sve list end 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/09/26 Consolidated Edison Co, of New 

York. Inc llOpp 20770 001 24 X Fiche 50-000. 83/09/26. 0300300345. 


8310100466 Forwards IE Insp Rept 50-445/83-36 on 030801-31 No 
noncompliance noted 

MADSEN. 0 L Region 4. Office of Director 03/09/27 GARY. R J 
Texas Utilities Generating Co 2pp 20B02 032 24X 

Fiche 50-445.83/09/27.8310100466 


—0310100472 IE Insp Rept 50-445/03-36 on 830801-31 No noncompl J anco 
noted Major areas Inspected initial startup test procadure 
review, penetration seal Instal lation. sy s wal kdouin. plant 
tours & plant status 

KELLEY, D L , JONES. M B , HUNNICUTT. D M Region 4. Office of 
Director 83/09/27 7pp 20802 034 24X Flcho 50-445.03/09/27. 

031O1QO466 


8310050403 Responds to 830029 notice of Violation It proposed impoeltlon 
of civil penalty in amount of 940,000 (£4-83-64) re alleged 
violation of lOCFRSO.App D, Criterion I Answer protesting 
civil penalty end 

GARY. R J Texas Utilities Generating Co 03/09/28 DEYDUNQfR C 
Director's Office, Office of Inspection and Enforcement 26pp 
20073 057 24X Fiche 50-445.03/09/20,0310050403 


— 0310050412 Response opposing imposition gf civil penalty in amount of 
$40,000 for alleged violation of lOCFRSO. App B. Criterion 1 
Requests proposed civil penalty be withdrawn or ntltigated In 
full 

« Texas Utilities Generating Go 83/09/20 Comnlssioner s 
lOpp 20630 130 24X Fiche 50-445.83/09/30.0310050403, 


8300300349 IE Info Notice B3-64. "Lead Shielding Attached to 
8af ety-Related 9ys W/o 10CFR50 59 Evaluation " 0vc list 
end 

JORDAN. £ U Division of Emergency Preparedness I, Engineering 
Response (Post 630103) 03/09/29 Consolidated Edison Co. of New 

York. Inc 115pp 20716 324 24X Flchs 50-000. 03/09/291 0308300349 


0310100214 Forwards IE Insp Rept 50-445/03-27 on 030510-0701 & 0909-22 
No noncemp liance noted 

MADSEN. GL Region 4. Office of Director 03/09/29, OARY.R, J 
Texas Utilities Generating Co 2pp 20808 1&9 24)( 

Fiche 50-445,03/09/29.0310100214 


—8310100219 IE Insp Rept 50-445/03-27 on 830510-0701 l< 0909-22 Ne 
noncompliance noted Major areas inspected' al leg ed improper 
const practices expressed by RL Messerly In affidavit dtd 
830203 Allegation re improper documentation substantiated 
STEWART. R C . HUNNICUTT. D M Region 4, Office of Director 
83/09/20 22pp 20808 191 24X Fiche, 50-445. 83/09/89, 8310180214 


— 6310180223 "Comanche Peak’ Alleged Improper Const Practices " 

griffin. H.D , HERR.R K Region 4, Office of Director 03/05/20 
3pp 20008 213, 24X Fiche 50-445.83/09/29,8310180214 


— 8310100229 "Comanche Peak Steam Electric Station' A1 1 eged Improper Const 
Practices " 

ORIFFIN.H B . HERR.R.K Region 4. Office of Director, 03/09/07 
Ip 20006 216 24X Fiche 50-445. 03/09/29, 8310180214 


8310100210 Forwards IE Insp Repts 50-445/03-20 l< 50-446/03-14 on 
830627-0916 No noncompliance noted, 

MADSEN. 0 L Region 4. Office of Director 03/10/03 OARY.R J, 
Texas Utilities Generating Co 2pp 20800 270 24X 

Fiche 50-445,83/10/03,0310160218 


— D3101B0227 IE Insp Repts 50-445/03-20 $< 50-446/03-14 on 030627^0916. Mo 
noncompliance noted Major areas Inspected. fol louup on Const 
Appraisal Team Insp Repts 50-445/83-10 it 50-446/03-12 
MARTIN. L E . HUNNICUTT. D M Region 4, Office of Director 
83/09/23 35pp 20000 272 24X Fiche' 50-445. 03/10/03, 831 0190210 
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8300300378 IE Info Notice- 83-69i "SiirvB I Uanc# of Flow in RTD Oypas>& 
LDopi U««<f in Uei tinghouia Plants ” Bvc list end 
JORDAN* E L Division of Emoraencg Prepare-dnees b Engineering 
Response iPost B30IO3} 03/10/07 Cnneol {.dated Edioon Co of Neu 

York* Jnc 7App 20027 213 24}f Flche 50-000, 83/ 10/07. &3O03OO37G 


0300300752 IE Info Notice 83-A6i "Fatall+v at Argentine Critical 
Facility " 8vc list end 

JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Post 0301031 03/10/07 Consal i dated Edison Co of Neio 

yorki Inc 79pp 20802 026 24X Fiche 30-000,03/10/07.0300300732 


0310310256 Forwards IE Mgt Meeting Repts 50-445/03-37 50-446/03-19 en 

03O9O3 No none ompl lance neted. 

MADSEN, 0 L Region 4, Office of Director 03/10/07 OARV, R J. 

Texas Utilities Oeneratlng Co 2pp 20947 171 24X 

Fiche 30-445,03/10/0710310310256 


—9310310264 IE Mgt Meeting Repts 50-445/83-37 8( 90-446/03-19 on 03O9OB 
No nancDjspI lance noted Major areas discussed Inspected 
emergency preparedness appraisal & emergenci response 
facilities equipment 

BAIRD, J B , HUNNICUTT. D « Region 4, Office of Director 
03/10/09 2pp 20947 173 24 X Ficiie 50-445. 03/10/07, 0310310256 


630030079? IE Info Notice 83-67, "Emergency Use Respirator Matl Defect 
Causes Production of Noxious Oases " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103 ) 83/10/11 Consolidated Edison Co of Neui 

York, Inc 117pp 21043 079 24X Fiche 50-000, 83/10/11# 8300300759 


0308300761 IE Ipfti Notice 03-^0. "Respirator User Naming Defective 
Belf-Contained Breathing Apparatus Air Cylinders " Sve list 
• ncl 

JORDAN, E L Dlvislen of Emergencv Preparedness 6 Engineering 
Response (post 030103) 83/10/11 Consol idated Edison Co of Neu 

York, Inc, I20pp 20827 129. 24X Flcha 50-000,83/10/11.8308300761 


0310100470 Act receipt of 830824 Ci 31 1 trs informing NRC of steps 
taken to correct viPlations noted In IF Insp Rept 
90-449/03-23 

JOHNSONiE H Region 4, Office of Director 03/10/13 OARV, R J 
Ttzai Utilities Oeneratlng Co ip 20800- 190 SAX 
Fiche 90^449,03/10/13,0310180470 


—8310100404 Responds to NRC 830727 1 tr re violatinns noted in lE Insp 
Rept 90-449/03-23 Corrective actlo^ns. f ive loose jam nuts on 
large tore A6ME pipe supports reuorked b verified snu-g 
tight Extension of due date until 030901 granted by NRC 
eARY#R J Texas Utilities Oenerating Co 83/08/24 MADSEN, 0 L 
Region 4, Office of Director Spp 20300 159 24X 

Fiche 90-449,80/10/13,0310100478 


— 0310100468 Rfiponds to NRC 830727 ItT re violations noted In IE Insp 
Rapt 90-449/83-23 Corrective actions engineering evaluation 
concluded that plant safety uouLd not have been afPected 
Mods made to insp procidures. 

OARV, R. J Texas Utilities Generating Co 83/08/31. MADSEN, 0 L 
Region 4, Office of Director 3pp. 20000 161 24X 

Fiche, 90-449,03/10/13,0310180470 


6 Reportable occurrences, LHRs b related correspondence 


0310130276 Pinal deficiency rept re pipe iirall thickness of reactor 
coolant presturixer surge line Initially reported on 821101 
Deflciencv not reportable per 10CFR5O 95(p} 

OARY.R J Texes Utilities Oenerating Co 02/11/23 MADSEN, 0 L 

Region 4, Office of Director ip. 20723.197 24X 

Fiche* 50-449, 82/ 1 1 /2di 831 0 1 302 70 


8310130268 Interim deficiency rept re temp in excess of F8AR parameters 
experienced in annulus betsfcen reactor veesel insulation b 
xhiald biall Cooling Increased by reducing chilled water 
temp b installing addl cooling coll 

OARY/0, L Texas Utilities Generating Co 83/0 9/S6 MADSEN# 0 L 
Region 4, Office of Director. 2pp. 20723 215 24X 

F I c h e . 90-44 9r 03/09/26, 8310130268 


0310030916 Advises of meeting tentatively scheduled far BOlOiS w/uti I, 
Ifestinghouse b NRR to discuss Pacific Pump multi*-vane 
diffuser linear indication*. 

QARYtR. J, Texas Utilities Oeneratlng Co 83/10/01 MADDEN, 0 L 

Region 4, Office of Director. Ip. 20601- 200 24X 

Flchf! 90-449,03/10/01,6310030916 


8310260003 Final deficiency rept ra premature corrosion of valves in 
SVC water sys, Initially reported on 830919 Investigation 
complete. Item not reportable under 10CFR50. 35( ■). 

OARYiR J. Texas UtiUtiee Generating Co. 03/10/17 JOHNaOM, E 

Region 4. Office of Director. ip 2£>933j 33D. 24X 

Fiche. 90-449, 03/10/17, 0310280003, 


T Hearing transcripts on non— ant i trust matters 


8310140022 Foruards testimony of RO Tolson b OR Furdy re NRC insp of 
fuel bldg b design change verification 

REYNOLDS, N 3 Debevolse b Liberman REYNOLDS. N S Texas Utilities 
Generating Co 83/10/12 DLOCH, P B , JORDAN, W H , M( COLi DM. K A 
Atomic Safety and Licensing Board Panel Ip 2076B 066 24X 

Fiche 30-^43,83/10/12.8310140022 


— 0310140024 Testimony of RO Tolson b OR Purdy re NRC insp of fuel bldg b 
design change verification 

TOLSON, R 0 , PURDY, G R Texas Utilities Generating Co PURDY, 0 R 
□ rpiiin b Root Corp (subs of Halliburton Carp } 03/10/12 lOpp 

80768 067 24X FiC he' 50-445, 03/10/12, 03101 40022 


0310170603 Testimony of TF No&terman.CR Obeig.JE Bess.CE Johnson, 

JI Tapia, /A Nhlttlescy Sc RG Taylor re findings of 030523- 
0610 special insp of fuel bldg prof qualifications end 
WE9TERMAN, T F , DBERO, C R Region 4, Office of Director DESa, J E 
Division of Resident, Reactor Project b Engineering Programs 
83/10/12 14pp 20779232 24X Fiche 50-445.03/10/1210310170603 


— B31O17O60B Testimony of RO Taylor re relationship between ac-built 
certified design b vendor certified design Certificate of 
Sve enc 1 

TAYLOR, RG Region 4. Of f ice of Uirec tor 83/10/12 lOpp 
20779 246 a4X Fiche 50-445,03/10/12.0310170683 


8310210097 Transcript of 031017 hearing in Fort Worth, TX Pp 0.751- 
8,927 Supporting documentation end 

* CommiJ,slt)n©r5 03/10/17 273pp 2085/ 276 24X 

Fiche 90-449. 03/10/17, 0310210057. 


8310210099 Transcript of 031OIB hearing in Fort Worth. TX Pp 0.920- 
9,075 Bupporting documentation encl 
« Commissioners 03/10/10 7Qpp 20056 265 24X 

Fiche 90-449,63/10/18,0310210039 


8310290103 Transcript of 631021 telcon In Bethesda.MD Pp 9,076-9,134 
» Atomic Sofety and Licensing Doard Panel 03/10/21 60pp 
20076 106 S4X Fiche 90-449,63/10/21,6310250103 


U Congressional/Executlve Correspondence 


0310200062 Responds to 630913 Itr re Investigation of OA/flC program at 
facility 

PALLADINO, N J Commissioners 63/10/07 UDALL, M 1^ House of Rep , 
Interior b Insular Affairs 3pp 20672 280 24X 

Fiche 50-445,83/10/07,8310200062 


—6310200073 Requests copies of listed documents re QA/OC program 
problems at facility 

UDALLiM K House of Rep , Interior & Insular Affairs 03/09/13 

PALLADINO, N. J Commissioners 2pp 20673 093 24X 

Fiche 50-445. 03/10/07, 0310200062 


DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STA ,UNIT 2 


A Appl icatlon/constructi on stage documents b correspondence 


S3101 10007 Responds to FQIA request for SECY-0a-279, SECY“e2-330 b 
8ECY-83-t20 Forwards document* Documents also available in 
PDR 

FELTON, J M Division of Rule* and Records 63/07/15 PEDRO, J NUB 
Carp Ip 20712 260 24X Fiche 50-445, 63/07/15, 0310110007 


— 83J01I0022 Recommends Issuance of end proposed order directing A6LD 
to resume hearing* as soon as possible on issue not 
Involving informant identities 

PLAINE, H H Office of the General Counsel BECY-e3-l20 
83/04/01 4pp 20712,319 24X Fiche. 50-445, 83/07/lS, 63)0110007 


0310100982 FOIA request for VS Noonan 630426 memo to BJ Youngblood re 
adrfl info needed by Equipment Oual 1 f icatlon Branch to 
complete review of environ qualification of mechanical 
equipment 

PEDRO. J. NU9 Corp, 63/00/17 Division of Rule* and Records Ip 
20017 329. 24X Fiche 90-445,03/00/17,8310100902 


6310260279 Forwards nunpropri etary b proprietary versions of 
^Counterf lou Preheat Steam Generator Tube Expansion Rept" b 
'•Counterflow Preheat Steam Generator Tube Vibration Summary 
Rept " Proprietary version withheld (ref I0CFR2 790) 

RAHE,E. P Westlnghouse Electric Corp 03/00/26 EI6ENHUT, D G, 
Division of Licensing 2pp. 20909:354 24X Fichu 50-445,03/00/26, 

831D260279 


DOCKETED ITEMS 


337 


--831O26O201 App 1 1 c«3<7ian for uit^rtoidinq proprietary versions of 
*' Coun t or f 1 ou Proh&at Steam Q-eneratpr lube Expansion ftopt" 
"Coun ter flow Preheat Steam Generator lube Vibration Bumntary 
Reptj " per 10CFR2 790 Affidavit end 

WIEBEMANN, R A Westinghousc Electric Corp 03/00/26 
EISENHUTfD Q Division of Litenslny 9pp 20909 350 24X 

Fiche 50-045. B3/0a/26i 8310260279 


— 0310260284 Nonpropr letar y version of "Counter flow Preheat Bteam 
Generator Tube Expansion Rept " 

» Westlnghouse Electric Corp SOPR-BSOl 03/06/30 I^Opp 
20910 005 24X Picbe 50-445. 83/O0/26i 0310260279 


— 8310260286 Nonpropr 1 ctary version of "Counterf 1 oui Preheat Steam 
Generator Tube Vibration Summary Rep t " 

» WB-Etinyhouso Electric Corp SGPR-B302 03/06/30 lOOpp 
20910 144 24X Fiche 50-445* 03/08/36, 0310260279 


83101805Q8 Responds to FOIA request for VS Noonan 030426 memo re 
addl info needed by Equipment Qua! i fl cat ion Branch to 
complete review of environ qualification of mechanical 
eq.ulp(nent Forwards document 

FELTON, J K Division of Rules and Records 03/09/06 PEDRO. J NUB 
Corp Ip 20017 330 □4X Fiche 50-445.03/09/06^0310100580 


—0305060124 Forwards request for atfdl info necessary to complete review 
of liconsee 030330 Info re environ qualification of 
saf e ty-related mechanical equipment located In harsh 
envi r on 

NOONAN. V S Equipment Qualification Branch 03/04/26 
VOUNOBLOOD. D J Licensing Branch 1 2pp SO0I7 331 24X 

Fiche 50-445/ 03/09/06. 03 i 0180500 


83O03OO35S Board Notification B3~66A advises that position re rod drop 
issue revised to require each UeBtinghause plant owner 
provide statement that req-uireiT p lant~spec i f ic calculations 
have been performed for first cycle 

EI8ENHUT. D G Division of Licensing 03/09/29 PALLADINO.N J 
Commissioners lOpp 20632 106 24 X Fiche 50-000,03/09/29. 

0308300355 


8300300357 Board Notification Q2-105A forwards evaluation of 
allegations re design deficiencies in Class 1 piping sys 
Info applicable to Diablo Canyon 1 ^ 2. Fermi 2 & Callaway 
E18ENHUT, D 0 Division of Licensing 03/09/29 PALLADINO. N J 
Commissioners Opp 20632 001 24X Fiche 50-000.03/09/29. 

8308300357 


0310040604 Informs that Instrument accuracy study for TMI Action Item 
ir K 3 5. "Automatic Trip of Reactor Coolant Pumps. *' will 
not bs available on 830930 as stated in response to Generic 
Lfcr 03" IOC 

SCHMIDT. H C Texas Utilities Services, Inc 03/09/30 
YQUNODLOCID. B J Licensing Branch I Ip 20625 336 24X 

Fiche 30-445.83/09/30/8310040604 


03OB3OO-763 Board Notification 03-151 provides info re desirability of 
current ECC0 actuation logic for Nestinghouse plants, in 
light of recent info concerning steam generator tube rupture 
procedure for Dorssele Nuclear Power Station 

EISENHUTjD 0 Division of Litensina 03/10/04 PALLADINO. N J 
C omml 5 9 loners 2pp 20690 033 24X Fiche 50-000,03/10/04. 

830S3O0763 


3-308300771 Board Notification ap-120A forwards Equipment Oual If icatloi* 
□ranch conclusions re potential problems w/ASCQ solenoid 
valves 

erSENHOT.DG Division of Licensing 83/10/06 PALLADINO. N. J 
Commissioners 3ipp 20010 001 24X Fiche 50-000.83/10/06. 

8308300771 


3310170715 Forwards safety evaluation of F9AR Amend 38 re NUREO-0737, 
Item 1 1 F 2. "Detection of Inadequate Core Cooling “ Amend 
unacceptable Justification for proposed late imp lementat ion 
of in-core thermocouples requested 

VODNGDLOQD/B J Licensing Branch i 83/10/07. ORAY.R J. Texas 
Utilities Generating Co 4pp 20790 122 24X FUhe 50-445. 

83/10/07. 8310170715 


1310200041 Forwards new heatup 6 cooldown curves for draft Tech Specs, 
Curves not Impacted by new 10CFR50, Apps 0 & H which address 
metal temp of closure head flange Temp graphs encl< 

SCHMIDTi H C Texas Utilities Services. Inc 03/10/11 DENTON, H H 
Office of Nuclear Reactor Regulation. Director 4pp. 20933 326 
24X Fiche 50-445, 03/10/ U. 0310290041 


□O031OOS<} Board Notification 80-160 provides infq r# 030612 failure of 
■main crankshaft on one of three Transamerica DelavPl 
emergency diesel generators at Shoreham 

eiSENHUT.DG Division of Licensing 03/10/14 PALLADINO, N. -J 
Commissioners I5pp 67056 070 24X Fiche 50-000,83/10/14, 

3300310050 


0310210001 Informs that util response to TMJ Item II F 2 will be 
submitted by 93Jli7 

MARSHALL. J S Texas Utilities Generating Co 03/10/18 
BJRWELL. SO Licensing Branch 1 Ip 20855332 24X 
Fiche 50-445.03/10/18.03102100.01 


F Security, medical, emergency ft fire protection plans 


8310050424 Forwards DM Rohrer B30923 memo re 030909 conversation w/ 
Judge Bloch on schedule for NRC emergency preparedness 
implementation audit Audit should not be confused w/annual 
emergency preparedness exercise 1, will be held 830926-1007 
ROTHSCHILD, H tl Hearing Branch t 03/09/29 DLOCH, P 8 Atomic 
Safety and Licensing Board Panel 3pp. 20632 354 24X 

Fiche 50-445*03/09/29.8310050424 


0310110173 Forwards position paper "Engineering Basis for Structural 
Integrity of Raceway Supports Associated U/i K Rated Cable 
Protective Envelope Sys Upon Exposure to Fire " 

SCHMIDT, HC Texas Utilities fiervitea. Inc 03/10/04 
VOUNOBLOOD, 8 J Office of Nuclear Reactor Ragulatiorij Director Ip 
20666 227 24X Fiche 50-445.83/10/04.8310110173 


— 0310110177 “El'S 1 neer Ing Basis for Structural Integrity of Raceway 
Supports Associated W/1 H Rated Cable Protective Envelope 
Sys Upon Exposure to Fire " 

« Texas Utilities Services. Inc 83/09/S7 Bpp 20666 228 24X 

Fiche 50-445* 03/10/04. 8310110173 


6310110109 Releases public version of applicant Itr farwardlng revised 
emergency plan implementing procedures 

FELTON. J M DivUidn of Rules and Records 83/10/05 Document 
Management Branch Ip 20607:318 24X Fiche 50-445.83/10/05. 

O31OJt0l09 


— S3101101 16 Forwards public version of revised emergency plan 
imp lenkent mg proced ures. includ i ng Procedures EPP— 101 re 
preparation of emergency plan procedures tt EPP-EOl re 
assessment of emergency action levels N/o and 
SCHMIDT. H C Texas Utilities Services. Inc 03/08/18 
COLLINS. J T Region 4. Office of Director. 2pp 20607 319 24X 

Flcho: 50-44S. 83/10/05. 831011010? 


8310310256 Fortuards lE Mgt Meeting Repts 50-445/83-37 fc 8O--446/03-19 an 
830908 No noncomplianc-e noted 

MADBEN, o L Region 4. Office of Director 03/10/07. GARY, ft J. 

Texas Utilities Generating Co 2pp 20947 171 24X 

Fiche. 50-445. 83/10/07, 0310310256 


—0310310264 IE Mg t Meeting Repts 50-445/03-37 & 50-446/83-19 on 030908 
No pancomp 1 ianct noted Major areas discussed b Inspected 
emergency preparedness appraisal ft emergency respo-nse 
facilities equipment 

DAIRO, J B Flegisn 4> Office of Director. 03/10/09 2pp. 

20947 173 a4X Fiche 50-445,03/10/07,8310310256 


0310270175 Fsrua^rds test results re fire rating of watertight dears, 
verifying acceptability of std industrial watertight doors 
utilised at facility as 3 h fire harriers 
SCHMIDT, HC Texas Utilities services. Inc 03/10/24, 

YOUNOBLaOD. 0 J Office of Nuclear Reactor Regulation, Director 
4pp 20925 033 24X Fiche 50-445, 03/10/24,0310270175 


9310270185 Requests withdrawal of 031004 "Engineering Bails for 
Structural Integrity of Raceway Buppurts Associated w/1 H 
Rated Cable Protective Envelope 8ys Upon Exposure to Fire '* 
Supports capable of withstanding 1 h fire 
SCHMIDT, HC Texas Util itles Bervicei, Inc, 03/10/24 
YOUNGBLOOD, 0 J Licensing Branch 1 Ip. 20924:184. 24X 

Fiche 50-445.83/10/24,0310270185 


0 Adjudicatory correspondence 


0310050430 Forwards IE Insp Repts 50-445/83-34 li 90-446/83-18 on 
allegations concerning Atchison dismissal t( reactor vessel 
outer wall Caseload Farecast Panel meeting & site visit 
scheduled far 830927-2? N/o end. 

ROTHSCKtLD,M U. Hearing Branch 1. 03/09/26 DLQCHjF B t 

MCCOLLOM.^K A « JORDAN, N H Atomic Safety and Licensing Board Panel 
Ip. 20633 319. 24X Fiche 50-445, 03/09/26, 0310090430. 


8310090435 Forwards NUREQ-IOOO, Vo I 2, "Oeneric Implications of ATN8 
Events at Belem Nuclear Power plant" U BECY-83“24a, 

'•Generic Actions for Licenseei it Staff In Responee to ATH8 
Events at Salem *' N/a encls 

ROTHSCHILD, M U. Hearing Branch 1 83/09/27 BLOCH, P.B , 

JORDAN, M. H , MCCOLLOM, H A Atomic Safety and Licensing Board panel, 
ip 20628 362 D4X Fiche 50-445,83/09/27, 8310050435 
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6310030928 Advises that tiirc for Conin)is»iQn to revitfu Dir^cfcor^a 
Dscivion D0-B3-11 fiipirvd Cammission declined revi«iii 
Decision became final agency action on B30923 

CHlLKi S J Office of the Secretary of the Com^iasion 83/09/39 
ELLlSi J Gltirens Association for Soi^nd Energy ip 20&02 03i 
a4X J^iche 30-445, 83/09/29i 0310030320 


8310040230 Ansuer opposing titll 030922 motions to cancel evidentiary 
hearings & for expedited consideration Hearing set for uitr of 
831017 an N8C insp of fuel hldg must go forijrarif 
J Oagliardo af NRC must testify Certificate of Bvc end 
ELi.lSiJ Citizens Assoc »ati on for Bound Energy 83/09/29 Atomic 
Safety and Licensing Board Panel 14pp 20613 074 34X 

F i c h e S0-445i 03/09/29^ B31 0040330 


8310050424 Foruards DM Rohrer 830923 memo re 630909 conversation 
Judge Bloch on schedule for KRC emergency preparedness 
implementatian audit Audit should not be confused tj/annual 
emergency preparedness eiorcise l( uill be held 63O92&-1007 
fiOTH&CHlLDi M U Hearing Branch I 83/09/29 BLOCHi P B * 

JORDANr N H f MCCOLLOM, K A Atomic Safety and Licensing Board Panel 
3pp 20632 354 24X Fiche 30-445,83/09/29,8310050424 


S3100S08S9 Ansuier to util 830922 matlonf to cancel evidentiary hearings 
t* for ftxpedited considera tian ASLB must determine sign-* 
significance of matters raised in IE Insp Rept e3-i23 
Certificate of Svc end 

ROTHSCHILD, H U Hearing Branch 1 63/09/29 Atomic Safety and 

Licensing Board Panel 7pp 20632 3S8 24X Flche 50-445,83/09/29, 

0310050525 


6310050433 Forwards AStB proposed Initial decision requesting that 
ACRE be informed of matters re deletion of boron Irijectlon 
tank U/o end 

TREBY, S A Hearing Branch 1 83/09/30 FRALEY, R F ACRS - 

Advisory Committee on Reactor Safeguards ip 20629 040 24X 

F i c h e . 50-44S, 83/09/30, B 3 1 00504 33 


8310120414 Forwards revised list df some of Citizens Assoc for Oound 
Energy eihibits, matching exhibit numbers to transcript page 
where document accepted into evidence 

ELLIS, J Citizens Aasociation for Sound Energy B3/iO/0i. 

BLOCHiP.B , JORDAN, HK , HCCOLLOH, K A Atomic Safety and Licensing 
Board Panel a9pp 20698 332 24X Fiche 50-445,83/10/01, 

0310120414 


6310060316 Confirms 831003 oral motion for extension until 831011 to 
respond to ASLB 030920 memorandum on cumputeri lat i on of 
nonconformances Related correspondence 

REVNOLDS.N 8 Oebevoite L Liberman. REVHOLOS,H 8. Texas Utilities 

Generating Co 03/10/03 BLOCHrP B Atomic Safety and Licensing 

Board Panel Ip 20646:276 24X FI che 50-445, 03/ 10/03, 031006031 6 


8310110266 Partial Initial Decision LBP-63-63 re change In mail 
properties for A500 steel Util ordered to file analyses 
demonstrating pipe supports mfg w/AOOO steel have adequate 
safety margin* Replies due 15 days after analyses filed 
BLOCH, P B , JORDAN, UK , MCCOLLOHi K A Atomic Eafety and Licensing 
Board Panel 63/10/06 Texas Utilities Oenerattng Co. Vpp 
20666 131 24X Fiehe 30-445,83/10/06,6310110266 


8310110322 Notion for recon sideration of ABLB 830923 rnemorandum & 
order affirming declaration of intervanor default of 
contentions r# emergency plann ing, OA/QC 6 Board issues 
Certificate of Svc encl. 

REYNOLDBiN 9 , HORlNrU A Texas Utilities Generating Co 

REYNOLDS, N 8 Dabevoitt fc Liberman. 83/10/06 Atomic Bapety and 

Licensing Board Panel 49pp 20666 002. 24X Ficha 50-445,03/10/06, 

0310110322 


8310130031 Motion for recans Ideration of 830923 memorandum L order re 
emergency planning, OA L Hoard issues A6L8 erred in retaining 
jurlsdicilon over emergency planning. Record should be 
closed CertifUete of Svc end 

ROTHSCHILD, N. U Hearing Eranch 1 83/10/06 Atomic Safety and 

Licensing Board Panel ISpp 20726:259 24X Fiche* 50-449, 83/10/06, 

0310130031 


8310130167 Memorandum cautioning parties not to place great uieight on 
A8L8 characterization of L0P-a3-63 •* partial initial 
decision* in datermlning appealability of LBP-B3-63 as matter 
of right 

SHOEMARER, C J Atomic Safety end Licensing Appeal Panel, 03/10/ J1 
4fp 20724 293 24X Fi c he; 90-449i 03/10/1 J, 0310130167 


8310170412 Forwards telecopy Pacsimlla of RO Tolson affidavit 
responding to ABL8 questions re computerization of 
nenconf ermances Original forthcoming 

REYNOLDS, N,S Debevoise 6 Liberman REYNOLDS, N. 8 Texas Utilities 
Generating Co 03/10/11 BLOCH, P. B. , JORDAN, W H. , HCCOLLtJM, K A 
Atomic Safety and Licensing Board" Panel 5pp 20784“ 103, 34X 

Fiehe; 50-445, 03/10/11*8310170412 


— 8310170417 Supports NBC opposition to Citizens Assoc for Bound Energy 
830929 motion to require prosence of NHL Region IV iJirectur, 

Dlv of Resident Reactor Project & engineering Programs, 

J Oagliardo at 831017 hearinfls 

REVNOLDS, N & Dobevaiso & Liberman REYNOLDS. N & Texes 
Utilities Generating Co 03/10/11 BLOCH. P D , JORDAN, W H , 
MCCOLLON, K A Atomic Safety and Licensing Board Panel Ip 
20784 108 24X Flche 50-440,83/10/11,0310170412 


8310170488 Ansuer to Citizens Assoc for Sound Energy 03092? motion to 
require testimony of JE Gagliordp Testimony may not be 
required since exceptional c ircutnstances not shown 
Certificate of five end 

ROTHSCHrLD, N U Hearing Branch 1 83/10/11 Atomic Safety and 

Licensitig Board Panel 8pp 20784 093 24X Fiche 50-445,03/10/11, 

0310170400 


8310140018 Hemorandizm inviting parties to file briefs by 831 104 on 
relationship to OL proceeding of Board Notification 02-iO5A 
re NRC evaluation of allegations of potential design 
d ef iciepiC iss In Class I piping 

BLOCH, P B Atomic Safety and Licensing Board Panel 03/10/12 Jp 
20760 065 24X Fiche 50-445,03/10/12,8310140018 


8310140083" Memorandum re Citizens Assoc for Sound Energy 030926 i equesi 
for info re potential conflict of interest of Judge 
McCollom Indirect interest in funds contributed by Brown b 
Root inconsequential 

BLOCH, P B , JORDAN. U H Atomic Safety and Licensing Hoard Panel 
83/10/12 4pp 20767 046 24X Fiche 50-445,83/10/12 8310140083 


*—8310140085 Advises that Halliburton Foundation grant monies do not 
constitute conflict of Interest for author as member of 
A5LD Contribution is small L author does not receive any 
funds for personal use from foundation 

MCCOLLOM. K A Ollahoma State Unlv 03/10/03 BLOCH, P B Atomic 
Safety and Licensing Board Panel 2pp 20767 050 24X 

Fiche 50-445,83/10/12,0310140003 


03101705/7 Advises that Qfc of Investigations is conducting sevcial 
ongoing Investigations involving plant Ofc will provide oral 
preeentation of investlgationo in camera ex parte when ABLB 
meets In Arlington, TX for 031017 hearings 

HAYES, a D Office of Investigation 83/10/13 BLOCH, P B Atomic 
Safety and Licensing Board Panel Ip 20700 IBB 24X 
Fiche 50-445,03/10/13,03101705/7 


0310180339 Requests stipulations/adml ss ions to authenticity of 
documents attached as offer of proof to Citizens Assoc for 
Sound Energy motion to add now contention L motion for 
d 1 scover y 

ELLIS, J Citizens Association for Sound Energy 03/10/13 

REVNOLOS, N 8 Lowenstein, Newman, Reis, Axelrad & Toll 3pp 
20005 019 a4X Fiche 50-445, 83/10/13, 0J1O10O339 


—0310180342 Motion to add proposed Contention 26 re hot functional te^t, 
motion for discovery offer of proof Certificate of Svc 
enc 1 

£LLIS,J Citizens Association for Sound Energy 03/10/13 
Atomic Safety and Licensing Board Panel 497pp 20B05 022 P4X 

Fiche* 50-445, 83/10/13, B3101803J9 


8310100150 Forwards stipulation re allegations of discouraging 
Identification of nonconforming cond 1 tl ons, per ASLB request 
HORIN. W A Debevoise & Liberman H0U1N*W A Texas Utilities 
Oanerating Co 83/10/14 BLOCH, P B , JORDAN, « H , MCCOLLOM, K A 
Atomic Safety and Licensing Board Pane] Ip 20809 029 24X 

Fiche 50-445,83/10/14,8310180158 


--8310100163 Stipulation on results of util employee interviews re 
allegations of discouragement of reporting nonconf arming 
cond 1 tions 

TREBY, S A Hearing Branch 1 PREISTER, D J Texas, State of 

HORIN, H A Texas Utilities Generating Co 03/10/11 6pp 

20009 030 84X Fiche 50-445,83/10/14,0310180158 


8310250260 Forwards unexecuted affidavits of HP Chen 8, JI Tapia on open 
items re Halsh/Doyle concerns 

mZUNO.Q. 0 Hearing Branch 1 83/10/14 DLOGH, P B , JORDANtUH, 

MCCOLLOM, K A Atomic Safety and Licensing Board Panel 89pp 
20090 269 24X Fiche 50-445,83/10/14,0310250260 


8310250295 Forwards calculations for support <CC-I-028-039-533R ) U SH 
checklist utilized in independent design verification of 
too pipe supports N/o encl 

HIZUND, 0. S Hearing Branch 1 83/10/14 ELLI8, J Citizens 

Association far Sound Energy Ip 208V5 342 24X 

Fiche; 50-445, 83/10/14,0310250295 
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8310250489 Fortuards l£ Insjj Fepts 50-445/03-27. 5O-445/03-'aa & 
50-446/03-14 rc RL Messerley al legations of* improper const 
practices W/o cncls 

ROTHSCHILD. M U Hearing Branch 1 B3/10/14 DLOCH. P 0 , 

JORDAN. H H j MCCDLLOH.K A Aton>ic Safety and Licensing Board Panel 
Ip 20902070 24X Fiche 50-445.03/10/14.0310250407 


8310210104 Foruaids original signature page of RO Tolson 031011 
affidavit re computeri 23 fcion of nonconformances 
NDRIN. U A Debevoise & Llbcrmun HORIN.M A Texas Utilities 
OencTating Co 03/10/19 STOCKY. B W Docketing Sorvlces. Hrancti 
ip 20055 115 24X Fichp 50-445.83/10/19.0310210104 


— 0310210196 Dpigmal signature page of RG Tolson of 031011 affidavit le 
computorl lati on of nonconformances 

TQLSDN. n G Texas Utilities Oetierating Co 83/10/11 Ip 
20B35 116 C4X riche 50-445.03/10/19.0310210104 


6310200059 Forutards 031022 & 0923 ncuis articles ra illegal firing of QC 
inspector & adequacy of emergency sirens. respec tively 
ELLIS. J Citiiens Association for Sound Energy 03/10/24 
BLOCH. P B . JORDAN. U H , MCCOLLOM. K A Atomic Safety and Licensing 
Bo*rd panel 7pp 20933 332 24X Fiche 50-445. 03/10/24. 0310280059 


6310270220 Memorandum on adopted procedure re OA hearings to be 
conducted for finished safety sye.Cygna rept Si applicant 
followup insp of protective coatings Citiiens Assoc for 
Sound Energy will file allegations on OA deficiencies 
BLOCH. P 13 . JORDAN. W H . MCCOLLOM. K A Atomic Safety and Licensing 
Board Panel 03/10/25 3pp 20924 071 34>C Flcho 30-445.03/10/25. 

8310270228 


0310270293 Memorandum it order LPP-83-69. instructing util to inspect 
sample of Westinghouse coatings t< to submit further evidence 
re plug welds & further testlmonii or proposals responding to 
other adverse findings in ASLO 030923 memorandum & order 
BLOCH. P D I JORDAN. N H . MCCOLLOM. K A Atomic Safety and Uiconsinp 
Board Panel 03/10/25 Texas Utilities Generating Co 14pp 
20923 207 24X Fiche 50-445. B3/ 10/85. 0310270293 


0310200070 Memorandum informing that directed certification of ABLH 
031006 partial initial decision may still be sought ABLAD 
will continue to treat orddr as totally interlocutory 
SHOEMAKRRiC J Atomic Safety and Licensing Appeal Panel 03/10/27 
Atomic Safety and Licensing Appeal Panel 3pp 2093S 06i 24X 

Fiche 50-445. 83/10/27. 031 02B0070 


A Utility Pinal Safety Analysis Report (TSAR) S. amends 


0310160179 Forwards revised pages to FBAR Amend 41. Chapter 17 I re 
tfes tinghouse OA organiiation Revs reflect changes to 
QA program description 

GARY.R J Texas Utilities Generating Co 63/08/12 COLLINS. J T 

Region 4. Office of Director Ip 20000 352 24X 

Fiche 50-445. 03/00/ 1 S, 0310100177 


— 8310100183 Errata to FBAR Amend 41. Chapter 17 I re Westlnghouse 
QA organization 

* Texas Utilities Generating Co 83/07/11 5pp 20000 353 24/ 

Fiche 50-445. 83/08/12, 03iOlBO179 


0310140100 Amend 44 to FBAR W/B31010 Ur 

GARY, R J Texas Utilities Generating Ce 03/10/10 DEN1DN.HR 
Office of Nuclear Reactor Regulation. Director 332pp 20765 095 

24X Fiche 50-445.83/10/10.0310140100 


0310200149 Forwards affidavit of sve of Amend 44 to FbAR 

ecHMiDTiM C Texas Utilities Bervlces. Inc 83/10/11 DENTON^H R 
Office of Nuclear Reactor Regulation. Director 4pp 20636.322 
24X Fiche 50-445, 03/10/1 1.0310200149 


0 Inspection reports. IE Bulletins it correspondence 


0310040223 Forwards IE Insp Repts 50-445/03-24 it 50-446/83-15 on 
030301-0/31 

MADSEN. G L Region 4. Office of Director 83/08/24. GARY. R J, 
Texas Utilities Oenarating Co 2pp 20614 239 24X 

Fiche 50-443. 83/00/24, 031OO4OS23 


— 8310040240 IE Insp Repts 50-445/03-24 it 50-446/03-15 on 830301-0731 No 
noncomp 1 lance noted Insp confirmed need to Issue violations 
re HVAC. equipment insta llatl on. document control it equipment 
in storage 

TAYLOR.R 0 , HUNNICUTT. D M Region 4. Office of Director 
03/00/19 25pp 20614.241. 24X Fiche 50-445. 93/08/24 1 83 1 0040223 


8310030395 Foruai ds notice of violation Si proposed imposition of 
civil penalty in amount of 440.000 based on violation -of 
omployec protection provisions of Energy Reorg aiii za 1 1 on 
Act of 1974 

COLLINS. J T Region 4, Office of Director 03/08/29 GARY. R J" 
Texas Utilities Generating Co 3pp 20593 070 24X 

Fiche 50-4 45.03/00/39.0310030395 


— 6310030411 Notice of violation it proposed imposition of civil penali 
based on Dept of Labor 830610 determination that Brown 
Root OA program failed to provide sufficient organlzati onal 
freedam to OA inspectors 

COLLINS. J T Region 4. Office of Director 33/00/29 2pp 
20593 001 24X Fiche 50-445.03/00/29,0310030395 


8306300340 IE Info Notice B3-61. "Alleged Use Of Stand-Ins for Welder 
dual i f icat 1 on Tests " Sve list end 

Jordan. E L Division of Emergency Preparedness S, Engineering 
Response (Post B30I03) 83/09/26 Consolidated Edison Co of Neu 

York. Inc li7pp 20754.022 24X Fiche 50-000, 03/09/26, B30a30034C 


0308300342 IE Info Notice B3-62, "Failure of Redundant Toxic Ga* 
Detectors Positioned at Control Roam Ventilation Air 
rntahes “ Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 83/09/36 Consolidated Edison Ca of Neb 

York. Inc Si6pp 20777 210 24X Fiche' 50-000, 83/07/96. 03O83OO34iE 


8308300345 IE Info Notice 83-63. "Potontial Failures of Wesfeingh ouae 
Typo SA-1 Differential Relays " 6vc list encl 
JORDAN. E L Division of Emergency Preparedness It Erglnaering 
Response (Post 030103} 83/09/26 Cansolidated Edison Co. of Neui 

York, Inc liepp 20770 001 24X Fiche* 50-000. 83/09/26. 03OB3OO34S 


03LOO5O4O3 Responds to 83002? notice of violation It proposed imposltia 
of civil penalty in amount of $40,000 tEA-03-64> re alleged 
violation of j0CrR50.App D. Criterion 1 Answer protesting 
civil penalty encl 

GARY. R J Texas Utilities Oeneroting €d 83/07/2B DEYOUNG, R C. 
Director's Office. Office of Inspection and Enforcement. 26pp 
20073 057 24 X Fiche 50-445. 03/09/20. 8310050403 


— 0310030412 Response opposing imposition of civil penalty in anount a 
$40rOD0 for alleged violation of lOCFRSO.App 8. Criterion I 
Requests propose-d civil penalty be withdrawn or mitigated in 
full 

« Texas Utilities Generating Co □3/07/28 Conmls sioners 

lOpp 20630 130 24X Fiche 30-445.83/07/28,0310050403 


8308300349 lE info Notice 03-64. "Lead Shielding Attached to 
Safety-Related &v» lOCPRSQ S? Evaluation " Bve list 

one 1 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 0301035 83/09/29 Consolidated Edison Co. of New 

York, Inc llSpp. 207 16 324 24X Fiche 50-000. 03/09/29, 8300300349 


0310180218 Formal ds IE Insp Repts 50-445/03-20 l< 50-44^/83-14 on 
030627-0916 No none amp 1 1 ance noted 

MADSEN, 0 L Regien 4. Office of Director, 03/10/03. GARY, R J 
Texas Utilities Generating Co 2pp 20000 270 24X 

Fiche 50-445. 03/10/03. Q31O1Q02IB 


—8310180227 IE Insp Repts 50-445/03-20 it 50-446/83-14 on 830627-0916. 
noncompl ianta noted Major areas inspected followup on Const 
Appraisal Team Insp Repts 50-445/03-lB & 5O-446/03—12 
MARTIN,L. E . HUNNICUTT. D K Region 4. Office of Director 
□3/09/23 05pp 20B0B 272 24X Fiche 50-445.03/10/03,0310100210 


0300300370 IE Info Notice 83-65, "aurvel 1 lanca of Flow in RTD Bypass 
Loops Used in Nesttnghouss Plants *' 8vc list encl. 

JORDAN, E L Division of emergency Preparedness Ic Engineering 
Response (Post 030103) 03/10/07 Cansolidated Edison Co. of New 

York, Inc 76pp 20027 2J3 24X Fiche 50-000,03/10/07,3300300378. 


0300300752 IE info Notice 03-66. "Fatality at Argentina Critical 
Facility « Sve list end 

JORDAN, E L Divisipn of Emergency Preparedness !< Engineering 
Response (Post 030103) 03/10/07 Consolidated Edison Co. of New 

York. Inc 79pp 20082 026 24X Fiche 50-000,83/10/07,0300300752 


8310310256 Forwards IE Mgt Meeting Repts 50-445/03-37 <« 50-446/83-19 c 
03O9OB No nonc-ompl i ance noted 

MADSENj 0, L Region 4, Office of Director 83/10/07. OARY, R J 
Texas Utilities Generating Co 2pp 20947 171 24l< 

Fiche 50-445.03/10/07,6310310256 


— 0310310264 IE Mgt Meeting Repts 50-445/03-37 fc 50-446/03-19 on 8309C 
No noncompliance noted Major areas discussed Sc Inspected; 
emergency preparedness appraisal li emergency response 
facilities equipment 

BAIRD, U D 1 HUNNICUTT. D, M Region 4, Office op Director 
83/10/05 2pp 20947 173 24X Fiche 50-445.03/10/07.0310310256 


340 


DOCKETED ITEMS 


0308300739 IE Info Notice 03-67i ‘'Emergancy Use Respirator Matl Defect 
Causes Production of Noxious Oases Svc list encl 
JORDANf E L Division of Emergency Pr opar edne ss Sc Engineering 
Response (Post 020103) 03/10/11 Consolidated Edison Co of Neu 

Vorki rnt 117pp 21043 075 24X Ficho 50-000,83/10/11,8303300759 


83003007^1 IE Info Notice 03-60, "Respirator User Ufarning Defective 
Self-Contained Breathing Apparatus Air Cylinders Svc list 
enc I 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Past 830103) 03/10/11 Consolidated Edison Co of Neu 

York, Inc 120pp 20027 129 PAXFicha 50-000103/10/11,8308300761 


S Reportable occurrences, LtRs & related correapondencp 


8310130278 Final deficiency rept re pipe uiall thickness of reactui 
coolant pressuriier surge line Initially reported on 821101 
Deficiency not reportable per 10CFR50 5S<e} 

0ARY,R J Texas Utilities Generating Co> 02/1 J/23 NAOSEN, 0 L 

Region 4, Office of Director Ip 20723 197 24X 

FIche 50'445i 02/11/23, 0310130270 


9310130260 Interim deficiency rept re temp in excess of FBAR parameters 
experienced in annulus between reactor vessel insulation t( 
shield uall Coaling increased by reducing chiliad water 
temp & installing addl cooling coil 

GARYiO L Texas Utilities Generating Ca 03/09/26 HAD&CN. 0 L 
Region 4/ Office of Director 2pp 20723 219. 24X 

Fich# 50-445,03/09/26,0310130268 


8310030516 Advises of meeting tentatively scheduled for 8310-13 u/utl 1 , 
Wistinghouse ti NRR to discuss Pacific Pump multi-vane 
diffuser linear indications 

OARY.R -J Texas Utilities Generating Co 83/10/01 MADOEN, 0 i- 

Reglon 4, Office of Director Ip 20601.200 24X 

FIche 50-445,03/10/01,0310030916 


U Congressxonal/txac ut 1 ve Correspondence 


8310200062 Responds to 030913 Itr re investigation of QA/OC program at 
facility 

PALLAD1NU,N J Tarnmi ssioner s 83/10/07 UDALL, M K House of Rep , 

Interior «, Insular Affairs 3pp 20072 200 24X 

F i Che 50-445, 03/ 1 0/07, 83 ) 0200062 


— Q310200073 Requests copies of listed documents re QA/QC progrofn 
problems at facility 

UDALL, N K House of Rep , Interior & Insular Affairs □3/09/1'! 

PALLADINO, N vJ Tommi ss loner s 2pp 20G73 093 r4X 
F i c h e 90-449, 83/ 1 0/07 .031 0200062 


DOCKET STN-50-447 GESSAR-23B 


A Appl ication/construc t ion staqe documents Sc correfipondenco 


8310210342 Notification of 031017 meeting u/vendor BNL in DethesdacNl) 
to dlscuf.6 vendor response to NRC question re GESSAR-lI MRA 
&( recent seismic events analysis submittal 

SCALETTI, D C Standardization ft Special F^rojects Drench 83/10/12 
THOMAS, C D Standard 1 zation If Special Projects DrnncFi 2pp 
20083 143 24X Fiche 50-447,03/10/12,8310210342 


E NRC Safety Evaluation Report (SEFU, suppls Sc corrosporidence 


6310260206 Foruaids Amend 20 to OLSSAR-I I, respond ing to Confirmatory 
Issue IQ of SER,Suppl 1 to NUREO-09/9, i evi sed rospanscs to 
NRC 820025 Itr ro communication 6 lighting sys 8c updating 
Interface tables of Subsection 191 

SHERWOOD, 0(7 General Electric Co 83/10/04 EISENHUT, D <! 
Division of Licencing 3pp 20909 001 24X Fiche 50-447,03/10/04, 

Q31 0260206 


0310200003 Final deficiency rept re premature corroeion of valves in 
svc water lys Initially reported on 830919 Investigation 
complete Item not reportable under lOCFRSD. 39{e ) 

OARYiR J Texas Utilities Generating Co 63/10/17 JOHNSON,? 

Region 4, Office of Director Ip 20933 330 24X 

F i c h e . 50-445, 03/ 1 0/ 1 7, 03 J 0200003 


T. Hearing transcripts on non-antitrust (natters 


0310140022 Forwards testimony of RO Tolson 8( GR Purdy re NRC insp of 
fuel bldg 8c design change verification 

REYNOLDS, N 8 Debevolse 6 Liberman REYNOLDS, N S Texee Utilities 
Generating Co 03/10/12 OLQCH. P D , JOIROAN, W H , MCCOLLOH. K A 
Atomic Safety and Licensing Doarrf Panel Ip 20768 066 S4X 
Fiche 50-445,03/10/12,0310140022 


—0310140024 Testimony of RO Tolson 8c OR Purdy re NRC insp of fuel bldg 8c 
design change verification 

TOLSDNiR G , PURDY, 0 R. Texas Utilities Oenerating Co FURDY, G R 
Brown 8r Root Corp (subs of Halliburton Corp. ) B3/10/I2 iOpp 

20768 067 2 4X Fi C h e . 50-449 , 03/ 1 0/ 1 2, 83 1 0 1 40022 


0310170603 Testimony of TF We5terman,CR ObergeJE Bess,CE Johnson, 

J1 Tapia, KA Whittlesey 8< RO Taylor re findings of 630523- 
0610 special insp of fuel bldg Prof qual i f i cat ions end. 

HESTERHAN, T F , OOERG, C R Region 4, Office of Director DESS, J E 
Division of Resident, Reactor Project 8< Engineering Programs 
03/10/12, 14pp 20779 232 24X Fiche 50-445,03/10/12,0310170663 


--831O17O6B0 Testimony of RO Taylor re relationship between as— built 
cartiPied design fc vendor certified design Certificate of 
8vc end 

TAYLOR, R 0 Region 4, Office af Director 83/10/12 lOpp 
20779 246 24X Fiche 50-445,63/10/12,6310170603 


0310210057 Transcript of 831017 hearing in Fort Worth, TX.Pp 0, V51- 
8,927 Supporting documentation end. 

* Commissi oner e. 03/10/17. 273pp 20057,276. E4X 

Fiche 50-445, 83/10/17, 0310210097. 


0310210099 Transcript of 031010 hearing in Fort Worthy TX Pp 8,926- 
9, 075. Supporting documentation end 
e Commissioners. 03/10/lB 7Qpp, 20058 265, SAX 
Fiche 90-445,03/10/10,0310210059 


8310290103 Transcript flf 031021 telcon in BeihisdaiMD Pp 9.076-9,134 
a Atomic Safety and Licensing Board Panel. 03/10/21 60pp 
20896 186, 84X Fiche- 50-445, 03/10/21, 0310250103 , 


— 0310260211 Amend 20 to CE88Afl-I I 

a General Electric Co 03/10/04 205pp 20909 004 RAX 

Fiche 50-447,83/10/04,0310260206 


K Utility Final Safety Analysis Report (FBAR) 8< amendfi 


8310260106 Farwaide proprietary Rev 20 to OESSAR-II re environ 
q.ual 1 f icatlon of safety-related equipment Rev should be 
withheld (ref lOCrRR 790) Affidavit end 

SHERWOOD, 0 0 Oericral Electric Co 03/10/04 EIBENHUT, D G 
Division of Licensing 6pp 20912 09/ 24X Fiche 90-447,83/10/04, 

8310260106 


0310260206 Foruiards Amend 20 to GEB8AR-1 1 , re spond i ng to Conf irmoinrij 
Issue 18 of 8EN,Suppl 1 to NUREG-0979, revl sod responses to 
NRC"820e25 Hr re co(smuni cat ion 8< lighting sys ft updating 
interface tables af Subsection 1 9 1 

SHERWOOD, 0 0. General Electric Co 03/10/04 FIBENHUT,D0 
Division of Licensing 3pn 20909 001 24X Fiche 50-447,83/10/04, 

8310260206 


—8310260211 Amend 20 to OESSAR-II 

* General Electric Co 83/10/04 SOSpp 20909 004 24X 

Fiche 90-447,03/10/04,0310260206 


docket 8TN-90'454 DYRDN STATION, UNIT 1 


A Application/construction stage documents 8. correspondence 


8306300355 Daard Notification 03-66A advises that position re rad drop 
1ssu« revised to require each Westlnghouse plant owner 
provide statement that required plant-specific calculations 
have been performed For first cycle 

EIBENHUT, D O Division of Licensing 03/09/29 PALlADINOiN J , 
0ILIN8KY, V , ROBERTS, T M Commissioners lOpp 20632 106 24X 
Fiche* 50-000. 03/09/29, 8300300355 


8308300357 Board Notification 82— 105A for wards evaluation of 
allegations re design deficiencies in Class I piping sys 
Info applicable to Diablo Canyon 1 6 2, Fermi 2 & Callaway 
EIBENHUT, D O Division of Hrensing 83/09/29 PALLADIND, N J 
Commissioners 3pp 20632 001 24X Fiche 50-000,03/09/29, 

6308300aD7 


8310110605 Notification of 031013 meeting w/utll in BethesdaiMD to 
discuss control room human Fartors review 

OLBHAN, L N Licensing Branch 1. 03/09/29 YOUNODLDOD, D J 

Licensing Branch 1 3pp 20714 349 24X Fiche 50-494,03/09/29, 

8310110605 


DOCKETED ITEMS 


33083007-6J tioard Notification provides info re desirability of 

current bCCB actuation logic for West itiqhouse plants* in 
light of recent info concerning steam generator t«bc rupture 
procedure far Uorssele Nucleai Pouer btation 

EISENHUT*D O Division of Licensing 03710/0^ PALLADlNO-N J 
Comml s 5 1 oner s 2pp 2069E3 03J S'lX Fiche 50-000.83/10/0^. 
a3O03OO7<!>3 


83101300^9 Notification of d^tc chonge fi am B310I3 to QJJ026 for 
meeting u/util to discuss control rooni factors revieui 
QLSHAN.L N Licensing Branch 1 83/l(»/0fl YOUNGBLOOD. B J 

Licensing BrancJi 1 3pp 20776 «?31 24X Ficho 50-^54. 83/ 10/00 • 

0310130009 


0310200873 Forwards schedules for equipment qualification test pTogtom' 
for fac i 1 1 1 1 es. per 810D28 1 tr Dates given for current 
<iga I i f i cation activities should be vieuied as "target dates" 

C( not as firm dates 

BARNES. P L fommonwealth Edison Co 03/10/03 KFHPLFn, J 0 Region 
3. Office of Director lOpp 20B30 030 20 X Fiche 30-000.03/10/05, 

0310200273 


0308300771 Board Notification 0J-12BA foiwards Equipment Qual i f icat j on 
□ranch conclusions re potential problems w/A8CU solenoid 
va 1 ves 

EISENHUT.D G Divi s ion of Li i ensi r»q 03/10/06 HALLADINO. N J 

Commissioners 3ipp 20818001 fiche 50-000. Q3/ 10/06. 

03003007/1 


8310240031 Notification of 831117 meeting w/util In Dethesda. HD io 
discuss turbine maint program For turbine missile issue 
QLBHAN. U N Licensing Branch 1 83/ JO/M YOUNQOLDDD, D J 

Licensing Branch i 3pp 20903 242 24X Fiche 50-454. 83/ 10/ H. 

0310240031 


0310310060 Submits info re Edison rod swap analysis method for review 
It approval Methods errplogod in support of control rod worth 
measurements using rod swap technique during reload phtjsics 
testing Criteria tables enrl 

LEMTINE.r G Commonwealth Edison Co 03/10/24 DENTON, H R OFfirf 
of Nuclear Reactoi Regulation. Dirccto? Qpp 20951 024 24X 

Fiche 50-000.83/10/24.0310310060 


E HRC Sefctg Evaluation Report (8ER>j suppla & correspondence 


8310120427 Requests review of Westinghouse rept. "Use of Pioccss Noiso 
Measurements to Determine ilesponse Character! st 1 cs in US 
Plant" it approval of use of process noise sensor response 
time Noise measurement acceptable per bFR.Section 7225 
TRAMM.tr Commonwealth Edison Co 83/09/20 DENlUNiHH Dfflce 
of Nuclear Reactor Regulation. Uirectoi Ip 20699 043 24X 

Fiche 50-000,83/09/20. 0310120427 


F Securitg. medical, emcrgencg it fire protection plans 


0310210234 Forwards Amend 2 to fire protection rept Amend Incorporates 
info re i nstriimentatiorij communications ** suppression sgs it 
addl info it commitments responding to NRC concerns from fire 
protection audit 

TRAMM. T R Commonwealth Edison Co 03/10/13 DENTON. H ft Office 
□f Nuclear Reactor Regulation. Director 8pp 20853 015 24X 

F 1 Che 50-000. 03/10/ 13. 8310210234 


— 8310210236 Amend 2 to fire protection rept. incorporating info re 
instrumentation, communications it suppression sgs 8c addl Info 
8< commitments responding to NRC concerns from file 
protection audit 

# Commonwealth Edison Co 83/10/31. 200pp 20853 023 a4X 

Fiche 50-000.03/10/13.8310210234 


0310270526 Releases public version of revised emerpeneg plan 
implementing procedure 

FELTDN. J M Division of Ruler, and Records 83/10/21 Document 
Manafloment Branch Ip 2093/ 216 24X Fiche 50-000,83/10/21. 

8310270526 


— 8310270537 Public version of Rev K to Lmergency Plan Implementing 
Procedure EOF-6. "Administration it Lonistics Manager *' 

W/a310l7 Itr it receipt form 

NELLIS. C A Commonwealth Edison Co 83/02/18 DENTON. H R NRC - 
No Detailed Affiliation Given 7pp 20937,217 34X 

Fiche 50-000, 03/10/21. 8310270526 


8310200307 Releases public version of revised generating stations 
emergeneg plan telephone directorif. 

FELTPN. vl M Division qf Rules and Records 03/10/25 Document 
Nanagenent Branch tp 20963 126 24X Fiche 50-000.03/10/25. 

83I02Q0307 


— 8310280314 Public version of revised generating stations emorgenc^f 
plan telephone directory 

OALLC.D P Commonwealth Edison Co 83/00/11 DENTON. H R Office 
of Nuclear Reactor Regulationi Director 64pp 20963 127 24X 

Fiche 50-000,83/10/25.0310280307 


8310200191 Releases public version of revised emergency plan 
implementing procedure 

FELTON. J K Division of Rules and Records 83/10/26 Document 

Management Branch Ip 20962 266 24X Fiche 50-000.83/10/26. 

8310280191 


—8310280209 Public version of Ftev 1 to Lmergency Plan Implementing 
Procedure E0F-15< "Emergenev Operations Facility 
Activation " 

MOORE. R D Commonwealth Edison Co 83/08/02 SOpp 20962 267 
24X Fiche 50 000.83/10/26,8310280191 


O Adjudicatory correspondence 


8310040205 Partial proposed findings of fact conclusions of law on 
Contention lA Certificate of Eve end 

WHICHER. J H League of Women Voters of Rockford. IL WHICHER. J, M 
DeKalb Area Alliance for Responsible Energy WHICHER. J M 
Sinnissippl Alliance for the Environment (SAFE) 03/09/30, 44pp 
206M 200 24X Fiche 50-454,03/09/30.8310040205 


0310050452 Forwards NRC proposed supplemental findings of fact ti 
conclusions of law on OA/QC issues & list of proposed 
transcript corrections 

VaUNG. H A Hearing Branch 4 83/09/30 SMITH. I U • COLE. FI. F t 

CALLIHANr A D Atomic Safety and Licensing Board Panel. Ip 
20630 OOt 24X Fiche 50-454.83/09/30.83100504 52 


— 0310050468 Proposed supplemental findings of fact Ic conclusions of la 
on OA/OC issues 

YOUNG. M A Hearing Branch 4 83/09/30 34pp 20630 002 24X 

Fiche 50-454.83/09/30,8310050452 


— S310050475 Proposed transcript corrections for 030810-12 hearings. 
Certificate of 6vc end 

YOUNG, M Hearing Branch 4 83/09/30 4pp 20630 036 24X 

Fiche 50-454.83/09/30.8310050452 


8310060319 Forwards util addl proposed Findings of fact E conclusions 
of taw re OA it OC 

PURSE, tl € tsham. Lincoln Deale. FUR6£,K C Oommonweal th Edison 
Co 03/07/30 SMITH, 1 W , COLE, R F . CALLIHAN.A D Atomic Safety 
and Licensing Board Panel Ip 20646 232 24X 

Fiche 30-454,83/09/30,8310060319 


— 8310060321 Addl proposed findings of fact it conclusions of lew re OA 
■QC Certificate of Sve end 

HILLER. M I . BECKER, D D , FUR8F. M C Commonwealth Edison Co. 
83/07/30 3ipp 20646 233. 24X Flche 50-454,83/09/30,8310060319 


8310050440 Forwards IE Insp Rept* 90-454/83-41 it 50-455/03-31 on 
830701-0031 Insp Investigated allegations re Hatfield 
Electric Co 

YOUNG, M A Hearing Branch 4. 83/10/03 SMITH, I W . COLE.R F , 

CALLlHANi A D Atomic Safety and Licensing Board Panel Bpp, 
20633 340 24X Fiche 90-454.03/10/03.8310050440 


6310050488 Kemorenduni taking official notice of publications of 
Illinois State Geological Survey 

SMITH. I M Atomic Safety and Licensing Board Panrl 83/10/03 
47pp 20632 116 24X Fiche 50-454, 83/10/03. 031 00504 88. 


0310060314 Advises of revised initial fuel load date. from 831201 to 
840215 Rev attributable to unantic i pated addl worlc required 
to complete piping supports it mods to ventilation duet work 
MILLER. M I Isham. Lincoln 8< Beale HILLER. M I Commonwealth 
Edison Co 83/10/03 SMITH, I M , COLE.R F , CALLIHAN. A, D. Atomic 
Safety and Licensing Board Panel Ip 20641 008, 24X 

Fiche 50-454.83/10/03,8310060314 


6310170346 Advises that util does not object to ABLB taking official 
notice of EPA rept, "Protective Action Evaluation Part 11. 
Evacuation it Bheltering as Protective Actions Against 
Nuclear Accidents Involving Ooseous Release '* Part I end 
COPELAND. V G Iiham. Lincoln >i Beale COPELAND, V 0 Commonwealth 
Edison Co, 83/10/10 SMITH, I W. , COLE.R, F,. CALLIHAN. A D Atomic 
Safety and Licensing Board Panel. 2pp 20786:030 24X 

Fiche 50-494,03/10/10. 8310170346. 


— 0310170356 Affidavit Of DD Ed , c lar i fy ing testlihong re EPA rept, 
"Protective Action Evaluation Fart 1 1, Evacuation it 
Sheltering as Protective Actions Against Nuclear Accidents 
Involving Gaseous Releases. " 

ED. O D Commonwealth Edison Co EO. D D Illinois, State of. 
03/10/10 119pp 20786,03^. 24X FJ che, 90-454, 83/10/10, 

8310170346 
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0310130014 Response to ASLB 030920 memorandutn advising of> intent to 
take official notice of emergency planning witness 
testimony NRC has no objection to notice Certificate of Bvc 

YOUNG# M A Hearing Branch 4 03/10/11 Atomic Safety and 

Licensing Board Panel 4pp 20/25 204 
BGIOISOOU 


24X Fiche 50-45^.03/10/11- 


8310310127 Withdrawal of previous response to own counsel motion to 
strike proposed findings of fact «< conclusions of law Notion 
to strike never filed but mailed to svt list to intimidate 
intervenor into paying disputed fee 

LEWIS.E League of Women Voters of Rockford. lU B3/1Q/27 
Atomic Safety and Licensing Board Panel 3pp 20949 10/ 24X 


Atomic Safety 
Fiche 50-454,03/10/27.8310310127 


83101400^*7 Response to DC Thomas motion to strike proposed findings of 
fact h conclusions of law *« to withdraw as Rockford League 
of Women Voters counsel Rockford objects to motion to strike 
but not to withdrawal Related correspondence 
LEW1S*E League of Women Voters of Rockford, IL 03/10/13 
Atomic Safety and Licensing Board Panel 2pp 20768 009 24X 

Fiche 50-454.03/10/13,03101400^7 


H General correspondence 


0310030349 Package of four public comments opposing plant const 
licensing . . 

CAMPBELL. 8 B • SEARLfi, L K binnisslppi Alliance for the bnvirnnmrnt 
(SAFE) 03/09/29 SMITH. J W Atomic Safety and Licensing Botird 


— 0310140070 Motion to strike Rockford League of Womrn Voters proposed 
findings of fact conclusions of law & for leave to 
withdraw as Rockford counsel Rockford told counsel oP 
dissatisfaction w/finding» Related correspondence 
THOMAS, D C League of Women Voters of Rockford, IL THOMAS, D C 
Thomas. DC 03/10/13 Ip 20760 011 24X Fiche. 50-454. 

83/10/13,0310140067 


B3101G0275 Forward* applicant reply to Joint Intervenor* partial 
proposed findings of fact & conclusions of law on 
Contention lA . , 

FURSE.M C Isham. Lincoln 8< Beale FURBE. K C Commonwealth tdison 
Co 83/10/14 SMITH, I W , COLE, R F , CALLIHAN.A D Atomic Safety 
and Licensing Board Panel Ip 20007 003 24X 

Fiche 50-454. 03/10/14.0310100275 


— B3101BO279 Reply to Joint Intervenor* partial proposed findings of fact 
L conclusions of law on Contention lA Interveners findings 
misleading tt Inaccurate ti should not be adapted Certificate 
of Svc end 

FURSE.M C . BECKER. 8 D Commonwealth Edison Co FtfRSE.M C 
Jsham, Lincoln S. Beale S3/10/14 Slpp 20007 004 24X 

Fiche 50-454.03/10/14,0310100275 


8310200097 Reply to util supplemental finding* of fact ^ concloeions of 
law on OA/OC Certificate of Svt end 

WHICHER.J M DeKaJb Area Alliance for Respon»lble Energy 
HHICHER.J M Whither, J M WHICHER.U M Slnnissippi Alliance For 

the Environment (SAFE) 03/10/17 I2pp 20036 04B 24X 

Fiche 30-454,03/10/17,0310200097 


K Utility Final Safety Analysis Report (FBAR) *< amends 


B310040554 Forwards affidavit certifying distribution of FbAR. Arnriid A3 

TRAMM, T R Commonwealth Edison Co 63/09/28 DEN fON, H R Office 
of Nuclear Reactor Regulation. Director 2pp n'0623 210 24X 

Fiche 50-000. 03/09/20. 931 0040D54 


0 Inspection reports. IE Dulletins U c ot respondenc o 


B31017052S Forwards IE Insp Repts 50-454/63-36 *. SO-455/B3'28 on 
630603-04 L OB Ho noncompliance noted 

KHOP. 0 C Region 3. Office of Director 03/09/01 REED, C 
Commonwealth Edison Co 2pp 20784 192 24X Fiche 50-454. 03/09/OJ . 

6310170523 


— 0310170329 IE Insp Repts 50-454/33-30 ii 50-453/63-20 on 030003-04 S. OD 
No noncomplianco noted Major areas inspected followup on 
allegations re station electrical contractor, Ind ud ing exam 
of procedures & records, observotions Interviews 
HAYEB.D W . KMOP.R C Region 3. Office of Director 03/09/01 
5pp 20704 194 a4X Ficho 50-454.03/09/01.0310170323 


B310040424 Forwards IE Insp Repts 30-454/83-41 ti 50-455/U3-31 on 
030701-0031 No noncomplianCB noted 

KNOP. R C Region 3. Office of Director 63/09/23 RCED.C 
Commonwealth Edison Co 2pp 20619 117 a4X Fiche D0'“454> 03/09/23. 
6310040424 


6310250466 Forward* reply to Joint Intervenor* partial proposed 
finding* of fact (r conclusions of law re OA/OC 

VQUNO.M A Hearing Branch 4 03/10/17 SMITH. I W , COLE.R F . 

CALLIHANfA D Atomic Safety and Licensing Board Panel Ip 
20902 090 24X Fiche 50-454.03/10/17,0310250406 


—0310250504 Rf«pon»e to Joint Intervenor* 830930 partial proposed 
finding* of fact i. conclusions of law re QA/OC Findings 
should be rejected Certificate of Svc end 

YQUNOjH a Hearing Branch 4 B3/10/J7 Atomic Safety and 

Licensing Board Panel 12pp 20902 091 24X 

Fiche 50-454.03/10/17,0310250486 


8310210204 Advise* of author absence on 631109 D Cassel will be contact 
for Intervenor group 

HHICHER.J M Busineeimen for the Public Interest 8^/10/10 
BMITH. 2 W . CaE.R F . CALLIHAH.A D Atomic Safety and Llcensiny 
Board Panel Ip 20852 102 24X Fiche 50-454,03/10/10.6310210204 


—0310210219 Motion for limited discovery against NRC & util re B40213 
projected fuel load date Date critical to proceeding at 
present stage 

WKtCHER.J M OeKalb Area Alliance for Responsible Energy 
WHICHER. J M Sinnifsippi Alliance for the Environment (SAFE) 
WHICHER. JM Hhlcher, J, M 83/10/18 Atomic Safety and 
Licensing Board Pantl 8pp 20B52 J03 24X Fiche 50-434. 

83/10/10.8310210204, 


10250313 Forwards corrected Page 2 of reply to Joint Intervenor* 
partial proposed finding* of fact t. conclusions of leu 
on QA/QC 

‘'OUNO.M A Hearing Branch 4 03/10/18 SMITH, I W , COLE.R F . 

ALLEHAN.A D Atomic Safety and Licensing Board Panel Ip 
090L S3B 24X Fiche 50-454.63/10/16,6310250513 


— 8310040430 IE Insp Repts 50-454/83-41 «< 50-435/83-31 on 830701 -OBJl 
noncompliance noted Major areas inspected preoperational 
testing operations t* procedures. IE circular file rosponsor. 

$« licensee actions on previously identified items 
CQNNAUGHTON, K , HAYES, D W Region 3. Office of Director 
83/09/23 5pp 20619 1J9 24XFiChD 30-454. 83/09/23,03)0040424 


8300300340 IE Info Notice 83-61, "Alleged Use of Stand-In* for Welciej 
Qualification Tests '* Svc list end 

JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Post 8301031 63/09/26 Consol Idated Edison Co of New 

York. Inc n7pp 20754 022 a4X Fiche 50-000,83/09/26.8308300340 


B308300342 IE Info Notice 03-62. "Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Vpi.tilation Air 
Intakes " Svc list end 

JORDAN.E L Division of Emergency Preparedness U Engineering 
Response (Post 930103) 83/09/26 ConsuHdated Edison Co of Now 

York, Inc 116pp 20777 210 a4X Fiche 50-000. 63/09/26. 03O6JOO342 


0308300343 lE Info Notice 63-63, "Potential Failures of Westinghouse 
Type 3A-1 Differential Relays " Svc list end 

JORDAN.E L Division of Emergency Preparedness Sc Engineering 
Response (Post 03OIO3> 03/09/26 Consolidated Edison Co of New 

York, Inc I10pp 20778 001 24X Fiche 50-000. 03/09/26, 030030034 T 


8310040257 Ack receipt of 030926 Itr informing NRC of steps token to 
correct violations noted In IE Insp Ropt 30-454/83-33 
Concurs w/util opinion that violations should be categorized 
as Seventy Level V 

LITTLE. W 5 Region 3. Offico of Dli'octor 63/09/20 REED. C 
Commonwealth Edison Co Ip 20614 064 24X Fiche 30-454, Oa/OY/Pe, 

6310040257 


9310250520 Corrected Page 2 of reply to Joint Intervenors proposed 
findings of fact ft condusio-ns of law on OA/QC. 

* Office of the Executive Legal Director 03/10/10 )p 
20901 259 24X Fiche; 50-454, 83/10/10. 03)0250513 


0250117 Forwards IE Insp Repts 50-454/03-36 l< 50-455/83-28 
ddreislng Hughe* allegations re welding of cable support 
ay V B30B04 ngt meeting on reinsp program 

lUNO.M A Hearing Branch 4 03/10/21 SMITH. I W . COLE.R F , 

LLIHAN, A D, Atomic Safety and Licensing Board Panel Ip 
ue99 240 24X Fiche 50-454,83/10/21.0310250117 


— 6310040260 Responds to NRC 630622 Itr re violations noted In IT Insp 
Rept 50-454/03-33 Corrective actions snubber number 
corrected in rev to test procedure Violation should be 
categorized as Severity Level V 

FARRAR, D L Commonwealth Edison Go 63/09/26 HEPPLER. J 0 
Region 3. Office of Director 3pp 20614 065 24X 

Fiche 50-454,63/09/28,83100402 57 
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B30B30034'? IE Info Notice B3-A4, "Lead S^ieldinf) Attached to 
Safety-Related 3y«; W/o 10CFH50 59 Evaluation " Svc liBt 
end 

JORDAMi E L Division of Emergency Preparedness & Engineering 
Response (Past 030103) 03/09/29 Consolidated Edison Co nf Nebi 

York, Inc llSpp 30716 324 24X Fiche 50-000.83/09/39,8300300349 


B310140179 Forwards lE Insp Rept 30-454/83-39 on B3O0OQ-15. 16-19 «c 
0907-09 No noncotnp 1 iance noted 

LITTLE. VJ S Region 3. Office of Director 03/09/29 REED. C 
Commonwealth Edison Co 2pp 20765 030 24X Ficbe 50-454,03/09/29, 

8310140179 


— 0310140192 IE Insp Rept 50-454/03-37 on 830808-12.16-19 h 0907 09 
No noncompliance noted Major areas inspected licensee action 
on previously identified items re roinsp program For Powers - 
Azco-Pope & Hatfield Electric Co 

LOVE. H S . WILLIAMS, C C Region 3. Office of Director 03/09/28 
13pp 20765 032 24X Flche 50-454.03/09/29.0310140179 


8310190266 Forwards IE Integrated Design Insp Rppt 50-454/03-32 on 
030523-0610 it 20-30 Findings re errors, procedural violations 
Zc inconsistencies identified in repl 

DEYDUNO.R C Uiroctor^B Office. Office of Inspection and 
Enforcement B3/09/30 REED. C Commonuieal th Edison Co 6pp 
20B42 054 24X Flche 50-454,03/09/30.8310190266 


—8310190270 IE Integrated Design Insp Ropt 50-454/83-32 on 030523-0610 
e< 20-30 Major areas inspected mechanical sys 8» components, 
electrical power, instrumentation h control t, civil t( 
structural engineering 

ALLISON, D P Director's Office, Office of Inspection and 
Enforcement HILHOAN.J L OA Oranch 83/09/29 22Bpp 
20842 060 24X Flche 50-454.03/09/30,0310190266 


83100S0440 Forwards lE Insp Repts 50-454/03-41 S* 50-455/03-31 on 
030701-0831 Insp investigated allegations re Hatfield 
Electric Co 

YGUNO. M A Hearing Branch 4 03/10/03 SMITH, I W . COLE, R F , 

CALLIHAN. A D Atomic Safety and Licensing Board Pane) 0pp 
20633 340 24X Flche 50-454.83/10/03.0310050440 


0310200124 Forwards IE Mgt Meeting Repts 50-010/83-18.50-237/83-27. 
50-249/83-25, 50-254/03-27, 50-269/83-26, 50-295/03-19, 

50-304/83-20. 50-373/83-30. 50-374/83-30, 50-454/03-44. 
90-455/03-33.50-456/83-14 t, 50-457/83-13 

MOREL 1 U8, C E Division of Project it Resident Programs 63/10/04 

REED, C CommanUieal th Edison Co 2pp 20834 090 24X 

Fxehe 50-000,03/10/04,0310200124 


—0310200148 IE Mgt Meeting Repts 50-020/03-19,50-237/03-27,50-249/03-251 
50-254/03-27, 50-265/83-26, 50-295/83-19. 50-304/03-20. 

50-373/03-38. 50-374/83-30, 50-454/83-44. 50-455/83-33, 

50-456/83-14 50-457/03-13 

NORELlUSiC E Division pf Project Resident Programs 03/10/03 
4pp 20034 100 24X Fiche 50-000, 03/10/04, B310P001 24 


0310120302 Ack receipt of 030926 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-454/B3'lB 
50-455/03-15 

N0RELIU8. C E Division of Project << Resident Programs 03/10/05 
REEDjC Commonwealth Edison Co Ip 20699 009 24X 

Flche. 50-454, 03/10/05. 0310120302 


—0310120401 Suppls response to NRC 830526 Itr re violations noted in IE 
Insp Repts 90-454/83-10 it 50-455/03-15 Corrective actions 
nonconformance repts reviewed to determine whothei F8AR 
change required (< whether change actually made 
FARRAR, 0 L Commonwealth Edison Co 03/09/26 KEPPLER.J 0 
Region □, Office of Director 2pp 20699 010 24X 

Fiche 50-454.03/10/09,0310120302 


8300300370 lE Info Notice 03-65, "Bupve 11 lane* of Flow in RTD Bypass 
Loops Used in Westinghouse Plants " Sve list end 
JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 03/10/07 Consolidated Edison Co of New 

York. Inc 76pp 20027 213 24 X Fiche 50-000,03/10/07,0308300370 


8300300752 IE Info Notice 83-66, "Fatality at Argentine Critical 
Facility " Sve list end 

JORDAN, E L Division of Emergency Preparedneas It Engineering 
Response ipost 030103) 83/10/07 Consolidated Edison Co of New 

York, Inc 79pp 20882 026 24X Fiche 50-000.83/10/07,8300300752 


0300300759 IE Info Notice 03-67, "Emergency Use Respirator Hatl Defect 
Causes Production of Noxious Oases " Sve list end 
JORDAN. E L Division of Emergency Preparedness Sr Engineering 
Response (Post 630103) 03/10/11 Consolidated Edison Cp of New 

York. Inc n7pp 21043 075 24X Flche 50-000,83/10/11,0308300759 


8308300761 IE Info Notice 83-68, "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " Sve list 
end 

JORDAN, E L Division of Emergency Preparedness I, Engineering 
Response (Post 030103) 03/10/11 Consolidated Edison Co of New 

York, Int I20pp 20B27 129 24X Fiche 50-000.83/10/11,8308300761 


8310270128 Forwards IE Insp Repts 90-434/83-40 8, 50-455/83-30 on 
030811-0919 tt notice of violation 

STREETER. J F Region 3. Office of Director 83/10/11 REED.C 
Commonwealth Edison Co 2pp 20934 124 24X Flche 50-494183/10/11. 

8310270128 


— 8310270134 Notice of violation from Insp on 830011-0919 

STREETER, J F Region 3, Office of Director 03/10/11 2pp 
20924 126 24X Fiche 50-454. 03/10/ 1 1. 031O27O128 


— 0310270140 IE Insp Repts 50-454/03-40 & 90-455/fi3-30 on 030811-0919 
Noncompliance noted failure to follow out-of-svc procedures 
for valve lineup of chemical 8, vol control sy« 

RING, M . VANDENBUROH. C , REYES, L A Region 3, Office of Director 
83/10/11 lOpp 20924 138 24X Fiche 50-454. 03/10/ U, 831 0270130 


8310310134 Requests that util response to generic imp 1 i cations of 
audits of design implementation address program for all 
plants Util position may be included in response to 
integrated design insp rept 

EI6ENHUT. D O biviflon of Licensing 83/10/12 REED»C 
Commonwealth Edison Co 6pp 20965 318 24X Fiche 50-000,83/10/12, 

8310310134 


0310180295 Clarifies NRC position re procedures for admitting NRC 
personnel to facilities List of personnel requiring access 
to vital areas end Updates will be provided every 6 months 
AXELBON.W L Region 3, Office of Director 03/10/14 REED, C. 
Commonwealth Edison Co ?pp 20806 354 24X Flche. 50-454. 83/10/14, 

0310180295 


0300300777 Board Notification 03-157 forwards 831003 Sc 1012 memos r« 
QA integrated design insp 

NOVAK. T M Assistant Director for Licensing 83/10/17 Atomit 
Safety and Licensing Board Panel 2pp 20030 236 24X 

Flche 50-454,83/10/17.8300300777 


—8310200244 Responds to B30G11 request for concurrence u/propased Itr i 
util concluding programs re integrated design insp 
sufficient to assure design per FSAR recommended addl 
design OA efforts Requirements for OA efforts listed 
TAYLOR. J M Division of OA. Safeguards Inspection Prograavs (Post 
030103) 03/10/03 NOVAK. T M Division of Licensing Spp 

20030 238 24X Flche 50-454.03/10/17,0300300777 


— 8310200248 Summarlies 030904 meeting w/util to determine i P OA S( 
design verification program sufficient to ensure design In 
accordance u/FSAR Response, inc luding position re generic 
aspects of program, requested 

EISENHUT.DO Division of Licensing 03/10/12 REED, G 
Commonwealth Edison Co 4pp 20030 240 24X 

Fiche 50-454,03/10/17.0308300777 


B Reportable occurrences. LERs R relateiS correspondence 


8310170411 Interim deficiency rept re Westinghousc A-20D matar control 
Ctrl Initially reported on 830909 All affected overload 
blocks identified by personnel will be replaced w/properly 
calibr overload blocks 

SWARTZ, E D Commonwealth Edison Co 63/10/06 KEPPLER.J O Region 
3, Office of Director 2pp 20704 0)9 B4X Flche 50-000,83/10/06. 
831017041 1 


0310170573 Final deficiency rept re Anaconda flexible c-ondult 
splitting Initially reported on 030909 Caused by excaedlng 
specified bending radius exposure to high temps during 
installation Conduit jackets covered by Dkonlte T-33 tape. 

SWARTZ, E D Commonwealth Edison Co 03/10/06. KEPPLER, J Q Regiur 
3, Office of Director 2pp 20700 337. 24X Fiche- 50-000. 83/ 1 0/06, 

0310170973 


T Hearing transcripts on non-anti trust matters 


0310050452 Forwards NRC proposed supplemental findings of fact it 
conclusions of law on QA/QC issues h list of proposed 
transcript corrections 

YOUNG. M A Hearing Branch 4 03/09/30 SMITH, I M , COLE, R F , 

CALLIHAN, A D Atomic Safety and Licensing Board Panel Ip, 
20630 001 24X Flche 50-454,03/09/30.0310050452 


— 8310050475 Proposed transcript corrections for 830310-12 hearings 
Certificate of 8vc end 

YOUNG. H Hearing Branch 4 03/09/30 4pp 20630 036 24X 

Flche 90-454.03/09/30,0310050452 
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A App 1 icdtion/conAtruct ion stag? documents, (< correspondence 


83O03OO399 Dqard Notification 83-4&A advises that position re rod drop 
issue revised to rec^uire each Nesttnghause plant ouiner 
provide statement that rrijuired plant-specific calculations 
have been performed for first cijcle 

ErSENHUT.DO Division of Licensing B3/09/29 PALLADIND,NJ 
Commissioners lOpp 20633: I0& 24X Flche 50-000^03/07/29. 

6300300355 


BG0Q30O397 Board ffoti fleet i on 03-105A foruiardt Rvaluation of 
allegations re deoign deficiencies in Class I piping sgs 
Info applicable to Diablo Can^f 0 'n 1 U S.Fermi 2 & Cal latuag 
ElSeNHUT. O O Division of Licensing 63/09/29 PALLADINQ, N J 
Commlssionars 3pp 20632 001 24X Flche 50-000,03/09/29, 

0308300357, 


0310110605 Notification of 031013 Meeting le/util in Bethesda,ND to 
discuss control room human factors revleui 

0L6htANiL N Licensing Drancb i 63/09/29 YQUN6BLQ0D, B J 
Licensing Branch 1 3pp 20714 349 24X Fiche 50-454.63/09/27. 

0310110605 


8300300763 Board Notification 63-151 provides info re desirability t»f 
current ECCS actuation logic for WestinghousP plants, in 
light of recent Info concerning steam generator tube rupture 
procedure for DarBiele Nuclear Pouer Station 

EieENHUT.O 0. Dlviilan of Licensing 03/10/04 PALLADJNO, N J 
C Dflpml ss loners 2pp 2069B 033 24X Fiche 50-000.03/10/04, 

B308300763 


8310130049 Notification of date change from 031013 to 631026 for 
meeting ui/utll to rfiscues control room factors review 
OLBHAN, L N Licensing Branch 1 03/10/04. yOLlNOBLDOD. B J 

Licensing Branch 1 3pp 20776 231 ;24X Fiche 50-454. 03/ i 0/04. 

0310130049 


9310200273 Foruerds schedules for eguipment qua 1 1 f Ication test programs 
for fac i litl R«. per 810528 1 tr Oates given for current 
qualification activities should be vieuied as "target-dates** 

4i not as firm dates 

BARNES, r.L, Commoniueal th Edison Co 63/10/05 KEPPLEB.J O Region 
3. Office of Director lOpp 20930- -034 24X Fiche 50-000.63/10/05, 

0310200273 


0300300771 Board Notification 93-129A forwards Equipment Dual i flea tion 
Branch conclusions re potential problems u/ASCO solenoid 
velvfts. 

E18ENHUT. D Q. Diviiion of Licensing 83/10/06 PALLADINO.N J 
Commissioners. 3lpP 2081G 001 24X Flchs 50-000.93/10/06, 

9300300771 


0310240031 Notification of 931117 meeting w/util In Bethesda,hD to 
discuss turbine maifit program for turbine missile issue 
OLSMANi L N Licensing Branch 1 93/10/14 y0UN0BLaO0,B J 

Licensing Branch i 3pp 20903 24 E 24X Fiche: SO-454, 83/ 1 0/14, 
0310240031 


0310310060 0ubfflits Info re Edison red swap analysis methed for review 
fc approval. Methods employed in support of control rod worth 
measurement I ufing rod swap technique during reload physics 
testing . Criteria tables end. 

LENrrNE,F O. Comm oTiuiea It h Edison Co 83/10/24 DENTON, H R OfPirr 
of Nuclear Reactor Regulation, Director Bpp 20951^024 24X 

Fiche. 50-000. 83/ 10 / 24, 03 1 0310060 


E. NRC GB'fity Evaluation Report (BERl, supple 6 correspondence 


8310120427 Requests review of Westlnghouse rept, "Us* of Process Noise 
Neasurements to Determine Response Characteristics in US 
Plant" & approval of use of process noise sensor response 
time Noise measurement acceptable per 0ER, Section 7225 
TRAMMiTR. Commonwealth Edison Co. 03/09/26 DENTON, H « Office 
qf Nuclear Reactor Regulation, Director Ip 20699 043 24X 

Fiche: 50-000, 03 / 09 / 20. 0310120427 


Security, medical, emergency ti fire protection plans 


10210234 Forwards Amend 2 to fire protection rept. Amend Incorporates 
Info re instruments tion, communlcatlans fc suppression sy* ^ 
addl Info & cammitments responding to NRC concerns from fire 
protection audit. 

fRAMN.T.R, Commonwealth Edison Cp 93/10/13 DENTON.K R Office 
of Nuclear Reactor Regulation, Director 8pp 20053:015 24X 

“ 1 c h e . 90-000. 63/ 10/ 1 3, 03i 0210234. 


— 83102102J6 Amend 2 to f*re protection i ept, incorporating info re 
instrumenta tion, communx cations 8, suppression sya & eddl info 
6 commitments responding to NRC concrins from fire 
protection audit 

* Commonwealth Edison Co B3/10/31 200pp 20053 02J 24X 

Fiche 50-000,83/10/13,6310210234 


6310270526 Reloasos public version of revised cmerqencu plan 
implementing procedure 

FELTON, JM Division of Rules and Records 93/10/21 Document 

Management Branch Jp 2093/ 216 24X Fiche 50-^000, 63/ 10/21 . 

0310270526 


— 6310270537 Public version of Rev 2 to Emergency Plan Implementing 
Procedure bOf -6, "Administration t< Logistics Manager " 

VJ/831017 Itr t, TOteipt form 

NELLIS, C A Cammonuealth Edison Co 83/02/18 DENfQN, K R NRC - 
No Detailed Affiliation Given 7pp 20937 217 ?4X 

Fiche 90-000,03/10/21,6310270326 


9310280307 Reloasos public version of revised generating stations 
emergency plan telephone directory 

FELTON, J M Division of Rulo*« and Recoi ds 83/10/25 Document 
Management Branch ip 20963 126 24X Fiche 50-000,83/10/25, 

8310290307 


— 0310290314 Public version of revised generating stations emorqUicy 
plan telephone directory 

OALLE.D P Commonwealth Edison Co 03/00/11 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 64pp 20963 13/ PdX 
Fichu 50-000,83/10/25,0310280307 


9310260191 Releases public version of revised emergency plan 
Implementing procedure 

FELTON, J H Division of Rules and Records 83/10/26 Document 
Manageaxent Branch Ip 30962 266 24X Fiche 50-000,83/10/26, 

0310280191 


— 0310280209 Public version of Rev I to Emergency Plan Implementing 
Procedure EOl -15, "Emergency Operations Facility 
Activation ** 

MOORE, R D Commonwealth Edison Co 83/08/02 50pp 20962 267 
24X Fiche 50-000,83/10/26,8310280191 


O Adjudicatory correspondence 


8310040205 Partial proposed findings of fact & conclusions of law on 
Contention lA Certificate of SVe encl 

HHICHER.J M League of Uomen Voters of Rockford, IL WHITHER, J M 
DeKalh Area Alliance for Responsible Energy WH1CMER,J M 
Sinnissippl Alliance for the Environment <SAFE> 93/09/30 44pp 
20614 200 24X Fiche 50-454,03/09/30,8310040205 


8310050452 Forwards NRC proposed supplemental findings of fact S< 
conclusions of law on OA/QC issues ^ list of proposed 
transcript corrections 

YOUNO, rt A Hearing Branch 4 03/09/30 SMITH,! W , COLt, R F , 

CALLIHAN, A D Atomic 8afety and Licensing Board Panel Ip 
20630 001 24X Fiche 90-454, 03/O9/3Oi 8310050452 


--0310050 466 Proposed supplemental findings of fact t, conclusions of Irw 
on QA/QC issues 

YOUNO.MA Hearing Branch 4 83/09/30, 34pp 20630002 24X 

Fiche 50-454,83/09/30,8310050452 


031006031-9 Forwards util addl proposed findings of fact 8< conclusion^ 
of law re OA 6 OC 

FUR8E,M C, Isham. Lincoln & Beale FURSt, M C Commonwealth Edison 
Co 03/09/30 SMITH, I W 1 COLE. R F , CALLIHAN, A D Atomic Safety 
and Licensing Board Panel Ip 20646 232 24X 

Fiche 50-454,83/09/30,9310060319 


—0310060321 Add] proposed findings of fact {< conclusions of law re OA tr 
OC Certificate of Bve end, 

miller, M I , BECKER. B D , FURBE, M C Commonwealth Edison Co 
03/09/30 31pp 20646 233 a4X Fiche 50-454, 03/09/30. 0310060319 


Q310050440 Forwards IE Insp Repts 50-494/03-41 l< 50-455/83-31 on 
830701-0831 Insp investigated allegations re Hatfield 
Electric Co, 

Y09N9.M A Hearing Branch 4 83/10/03 SMITH. I W , COLE, R F , 

CALLIHAN.A D Atomic Safety and Licensing Board Panel 0pp 
20633 340. 24X Fiche 50-494,83/10/03,8310050440 


8310050498 Msmorondum taking official notice of publications of 
Illinois state Geological Survey, 

SMITH. I N, Atomic Safety and Licensing Board Panel, 83/10/03 
47pp 20632 116 24X Fiche 90-454,03/10/03.6310050408 
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631006031*^ tif ravised initial fuel laad datCr Fi um B31301 to 

640215 Rov attributable ta unont it i patod addl work required 
to coaipipte piping supports & mods to ventilation duct loni It 
MILLEFIiH 1 Isbami Lincoln lx tioale NiLLERiM 1 ConiniDnwcal t|i 
Edison Co 03/10/03 SMITH. I W , COLb.R F , CALLIHAN.A D Atomic 
Safety and Licensing Board Panel Ip 20641 000 P4X 
FI cOe 50-454, 03/10/03. 0310060314 


B31017034& Advises that util does not object to A6LD taking oFFicial 
notice oF ERA rept. "Protective Action Evaluation Part II. 
Evacuation it Sheltering as Protective Actions Against 
Nuclear Accidents Involving Qa&eous Release " Part I end 
COPELAND, 7 0 I sham. Lincoln b Beale COPELAND, V 0 Commonural th 
Edison Co 03/10/10 SMITH, I W , COLF. R F’ , CALL! HAN, A D Aiutnit 
Safetij and Licensing Board Paticl 2pp 20706 030 24X 

Fiche 50^^454, 03/10/ 10, 03101 /0346 


— 031O17O3S6 Affidavit of DD Ed. c lar i Fg Inq tcstimonii re LPA rept, 
"Protective Action Evaluation Part 1 1, Evacuation h 
Sheltering as Protective Actions Against Nudear Accidents 
Involving Gaseous Releases " 

ED, D D Commonwealth Edison Co ED, D D Illinois, State oF 
03/ 107 JO ll*?pp 307B6 03P 24X Fit he 30-454,83/10/10, 

0310170346 


8310130014 RospoiiSB to ASLD 030920 memomndum advising of intent to 
take afPicial notice oF emergency planning witness 
testimonij NRC has no objection to notice Certificate oF Sve 
end 

YOUNOj M a Hearing Branch 4 03/10/li Atomic Safety and 

Llcenslnu Doard Panel 4pp 20725 204 24X Flche 50-434,03/10/11, 

0310130014 


G310140O67 Response to DC Thomas motion to strike proposed Findings oF 
Fact conclusions of laui t< to urithdraw as Rockford League 
of Uomen Voters counsel Rockford objects to motion to strike 
but not to withdrawal Related correspondence 
LEWIS, E League of Women Voters of Rockford, IL 03/10/13 
Atomic Safety and Licensing Board Panel 2pp 20760 009 24X 

Fiche 50-454,03/10/13,0310140067 


— 0310140070 Motion to striko Rockford League of Women Voters proposed 
findings of fact i< conclusions of law I, for leave to 
withdraw as Rockford counsel Rockford told counsel of 
dissatisfaction u/findinps Related cot rospondence 
THDHAB, D C League of Women Voters of Rockford, IL THOMAS, D C 

Thoffiasj D C 03/10/13 Ip 20768 011 S4X Fiche 50-454, 

03/10/13, 0310140067 


0310100275 Forwards applicant reply to Joint Interveners partial 
proposed findings of fact I, conclusions of law on 
Contention lA 

PURGE I M C Ishom, Lincoln h BoaJe FUR0E, M C Commonwealth Edison 
Co 03/10/14 SMITH,! W , COLE, R F , CAUL I HAN, A D Atomic Safety 

and Licensing Board Panel Ip 20B07 003 24X 
riche SO-454, 03/10/14, 0310100273 


—B 310 100279 Reply to Joint Intervenors partial proposed findings of fact 
& conclusions of law on Contention lA Intervenors findings 
misleading ft inaccurate should not be adapted Certificate 
pf Sve end 

FUR8E,H C , DECKER, D U Commonwealth Edison Co, FUR9E. M C 
Ishom, Lincoln ft Beale B3/iO/i4 21pp 20B07 004 24X 

Fichu 50-434,03/10/14,0310100275 


031O2OOO97 Reply to util supplemental findings of fact 6 conclusions of 
law on <3A/flC Certificate of Gve end 

WHICHER, J M DeKalb Area Alliance for Responsible Energy 
WHICHeR,^l H Whlcher, JM WHICMGH, J H Sinnissippi Alliance for 

the Environment <SAFE» 03/10/17 12|,p. 20B36 040 24X 

riche 50-494.03/10/17,0310200097 


D310S504D6 Forwards reply to Joint Intervenors partial proposed 
findings of fact ^ conclusions of law ro QA/QC 

YOUNO. M A Hearing Branch 4 03/10/17 SMITH, I M , COLE, R F , 

CALL I MAN, A D Atomic Safety and Licensing Board Panel. Ip 
20902 090 24X Fiche 90-454,03/10/17,0310230406 


— 0310250504 Response to Joint Intervenors 030930 partial propotpd 
findings of fact h conclusions of law re OA/OC Findings 
should b« re jeeted. Car tif icate of Bve end 

YOUNO, M A Hearing Branch 4 03/10/17 Atomic Bafoty and 

Licensing Board Panel I2pp 20902 091. 24X 

FichB 50-454,03/10/17.0310250406 


B31021OSO4 Advlsas of author absence on 031109 D Cassel will be contact 
for Intervener group 

MHICHGR,vF M Businessmen for the Public Interest 03/10/10 
SMITH, I W , GOlEfR F , CALLlHANiA D Atomic Safety and Licensing 
Board Panel Ip 20092 102 24X Fiche 90-454,03/10/10,0310210204 


— 8310210219 Motion for limited discovery against NRC 1( util re 040215 
projected fuel load date Date critical to proceeding at 
present stage 

HHICHER. J M DeKalb Area Alliance for Responsible Energy 

MHtCHER.J M Binnissippi Alliance for the Environment (SAFE) 

WH1CHER,J M Mhicher, J. M 03/10/10 Atomic Safety and 
Licensing Board Panel Bpp 20052 103 24X Fiche 90-454, 

03/10/10, B3 102 10204 


0310250313 Forwards corrected Page 2 of reply to Joint Intervenors 
partial proposed* findings of fact L conclusions of law 
on GA/QC 

VOUNO, H A Hearing Branch 4 03/10/18 SMITH, I W , COLE, R F , 

CALLIHAN, A 0 Atomic Safety and Licensing Board Panel ip 
20901 258 24X Fiche 50-454,03/10/10,8310250513 


— 0310250520 Corrected Page 2 of reply to Joint Intervenors proposed 
findings of fact S( conclusions of law on OA/QC 
* Office of the Executive Legal Director 03/10/18 Ip 
20901 259 24X Fiche 50-454, 83/10/ 10, 83l02S05i3 


0310250117 Forwards IE Insp Repts 9O-454/03-3B 8. 50-455/83-20 
addressing Hughes allegations re welding of cable support 
tray it 030004 <ngt meeting on reinsp program 

yoUNO,rt A Hearing Branch 4 03/10/21 SMITH, I W , COLE,R F , 

CALLIHAN, A D Atomic Safety and Licensing Board Panel Ip 
20099 240 24X Fiche 50-4 54,03/10/21,8310250117 


8310-310127 Withdrawal of previous response to own counsel motion to 
strike proposed findings of fact 8, conclusions of law Motion 
to strike never filed but mailed to sve list to intimidate 
intervenor into paying disputed fee Related correspondence 
LEWIS, E League of Women Voters of Rockford, IL 03/10/27 
Atomic Safety and Licensing Board Panel 3pp 20949 107 24X 

Fiche 50-494.63/10/27,0310310127 


H General correspondence 


031-0030349 Package of four public comments opposing plant const 8, 

1 1 cens ing 

CAMPBELL, 0 E , 5EARLS, L K Sinnissippi Alliance for the Environment 
(SAFE) 03/09/29 SMITH, J W Atomic Safety and Licensing Board 
Panel 8pp 20590 156 24X Fiche 50-454,03/09/29,0310030349 


K Utility Final Safety Analysis Report (FBAR) 8, amends 


8310040554 Forwards affidavit certifying distribution of FSAR, Amend 43 
per NRC 701020 Itr 

TRAMM,T.R Commonwealth Edison Go 83/09/28 DENTON, HR Office 
of Nuclear Reactor Regulation, Director 2pp 20623 210 24X 

Fiche 50-000,03/09/28,8310040554 


Q Inspection reports, IE Bulletins 8, correspondence 


B31OI70525 Forwards IE Insp Repts 50-454/03-38 8< 50-455/03-20 on 
830803-04 L O0 No noncomp 1 lance noted 

KNOP.R C Region 3, Office of Director 83/09/01 REED, C 
Commonwealth Edison Co 2pp 20704 192 24X Fiche 50-454,83/09/01, 

0310170925 


—0310170929 IE Insp Repts 50-454/B3-3B it 90-495/83-20 on 830803-04 t. OB 
No noncompl lance noted Major areas Inspected followup on 
allegations re station electrical contractor, including exam 
of procedures b records, observations it interviews 
HAYES. D U , KNOP,R C Region 3, Office of Director 03/09/01. 

9pp 20784 194 24X Fiche 50 - 494 , 03/09/01, 831 0170525. 


0310040424 Forwards IE Insp Repts 50-454/03-41 It 50-455/83-31 on 
830701-0031 No noncompiiance noted 

KNOP,R C Region 3, Office of Director 83/09/23 REEDiC 
Canunonweal th Edison Co 2pp 20619 117 24X Fiche 50-454,03/09/83,- 

8310040424 


^-0310040430 IE Insp Repts 50-454/03-41 h 50-455/03-31 on 830701-0031 No 
noncompliance noted Major areas inspected preoperati onal 
testing operations 8t procedures, lE circular file resp-onseo 
(b licensee actions on previously identified items 
CONNAUGHTON, K , HAYES, D W Region 3, Office of Director. 

03/09/23 5pp E0619 119 24X Fiche 50-454,03/09/83,0310040424 


0300300340 IE Info Notice 83-61, "Alleged Use of Stand-Ins for Welder 
Qua 1 i f 1 catl on Tests 0vc list end 

JORDAN, E L Division of Emergency Preparedness 8i Engineering 
Response (Post 830103) 83/09/86 Consolidated Edison Ca of New 

York, Inc ll7pp 20754 022 24X Fiche 50-000,03/09/26,030030 0340 
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Q306300343 lE Info Notice a3'&2j "Failure of Redundant Tn»ic Ga& 
Detectors Positioned at Control Roont k/entilatlon Air 
Intakes ” Sve list end 

JORDAMj E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) a3/09/2& Consolidated Edison Co of Neui 

York. Inc llApp 20777 SlO 24X Ficho 30-000^ a3/0'7/26* 0300300342 


8308300345 lE Info Notice 83^63, ^’Potential Failures of Uestinghouse 
Type 5A-1 Differential Relays " Sve list enc 1 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 83/0^/26 Consolidated Edison Co of Nru 

Yorki Inc llBpp 20770 001 24X Flc h e 50“000. Q3/09/26* G3O03OO343 


0300300349 lE Info Notice 03^64i "Lead Shielding Attached to 
Safety-Related Bys N/o 10CPR30 59 Evaluation Sve list 
end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 83D1D3) B3/07/S9. Consolidated Edison Co of Neu; 

York. Inc llSpp 20716 324 24X Flche 50-000,83709/29,0300300347 


0310050440 Forwards IE Insp Repts 50-454/03-41 h 50-455/03-31 on 
B3D70i-0B3l Insp investigated allegations re Hatfield 
Electric Co 

VaUNOi n A Hearing Branch 4 03/10/03 BHITH. I U Atomic Safety 

and Licensing Board Panel Gpp 20633 340 24X 

Fiche 30~4S4. 83/10/03, 6310050440 


8310200124 Forwards IE Hgt Meeting Repts 50-010/83- 18» 50-237/03-37. 
50-249/83-251 50-254/83-27. 50 “265/63-2 6. 50-275/83-19. 

50-304/83-20. 50-373/03-30. 5O-374/B3-30- 50-4 S4/B3-44. 
50-455/03-33.50-456/03-14 U S0-457/G3-I3 

NORELIUS.C E Division of Project b Resident Programs 03/10/04 
REED. C Commonwealth Edison Co 2pp 20034 070 84X 

Fiche. 50-000.03/10/04. 6310300124 


—8310200140 IE Mgt Meeting Repts 50-020/63-18. 50-237/83-27. 50-249/63 
50-854/03-27. 50-265/83-26. 50-895/63-19. S0-304/83-CO. 

50-373/03-39. 50-374/83-30. 50-454/63-4 4. 50-455/93-33. 

50-456/03-14 ic 50-457/03-13 

NORELIUS.C, G Division of Project 6 Resident Programs 03/10/03 
4pp 20034 100 24X Fiche 50-000.03/10/04.0310200124 


8310120302 Act receipt of 030926 Itr informing NRC of steps taken to 
correct vialations noted in IE Insp Repts 50-454/83-19 It 
S0-455/B3-1S 

NORELIUS.C E Division of Project b Resident Programs 63/10/05 
REED. C Cammo-nuieal th Edison Co Ip 20679 009 SAX 
Fiche, 50-454.83/10/05. B31012030S 


—0310120401 Suppli response to NRC 930526 Hr re violations noted in )E 
Insp Repts 5O-454/B3-10 i. 50-455/03-15 Corrective actions 
noncenf ormence repts reviewed to determine uihather FBAR 
change required & whether change actually made 
FARRAR. D L Commonwealth Edison Co 63/07/26 KEPPLER. J 0 

Region 3. Office of Director 2pp 20679 010 24X 

Ft Che. 50-454. 83/10/05. 0310120302 


0300300378 lE Info Notice 03-65. *'S'ur'veil ) anc e of FLoui in RTD Bypass 
Loops Used in Uestlnghouse Plants ** 8vc list end 
JORDAN. E L Division of Emergency Preparodnasi Engineering 
Response (Poet 030103) 03/10/07 Consolidated Edison Cp of New 

York. Inc 76pp 20027 2i3 24X Fiche 50-000. 93/10/07,8300300370 


03O83DO752 IE Info Notice 03-66. "Fatality at Argentine Critical 
Facility " 8vc list end 

JORDAN. E L Division of Emergency Preparedness ic Engineering 
Response (Post 030103) 03/10/07 Consolidated Edison Co of New 

York. Inc 79pp 20062 036 24X Fiche 50-000,93/10/07,6308300702 


0308300757 IE Info Notice 03-67. ^'Emergency Use Respirator Mail Defect 
Causes Production of Noxious Oases " 8vc Hst enc 1 
JORDAN. E L Division of Emergency Preparedness 8, Engineering 
Rtiponif (Post 030103) 03/10/11 Consolidated Edison Co of Neu 

York. Inc U7pp, 21043 075 a4X Fiche 50-000. 83/ 10/1 1. 0309300757 


6300300761 IE Info Notice 03-6t>, "Respirator User Harning Defective 
Self-Contained Breathing Apparatus Air Cylinders Bve list 
end 

JORDAN. E L Division of Emergency Preparedness (c Engineering 
Response (Post 830103). 03/lO/IJ, Consolidated Edison Co of New 

York. Inc 120pp 20927 127 24X Fiche 50-000. 93/ 10/1 1 , 0309300761 


0310270120 Forwards IE Insp Repts 50-454/93-40 €< 50-455/93-30 on 
930011-0919 h notice of violation 

ITREETER. J F. Region 3. Office of Director 03/40/ 11 REED. C 
lominonwtalth Edison Go 2pp 20724' 124. 24X Fiche 50-454,01/10/11. 

1310270120 


— 0310270140 IE Insp Repts 50-454/03-40 «. 50-455/03-30 on 830011-0717 
Noncamp 1 iance noted failure to follow nut-oF-sve prr.cedurps 
for valve lineup of chemical ii vol ccntiol sye 

RlNGrM , VANDEMBURGH. C , REYES, L A Region 3. Office of Dir cc tor 
63/10/11 lOpp 20924 126 24X Fithe 50-454. 03/ 10/ 1 1 . 031 0270J 20 


8310310134 Requests that util response to generic implications r, f 
audits of design implementation address program fOT all 
plants Util position may be included in lesponse tu 
integrated design insp rept 

EISENHUT.D G Division of Licensing 83/10/12 REED. C 

Commanuieai th Edison Co 6pp 20765 310 24X Fiche 50-000, 03/ 10/1 fh 

031O31O13g 


6310100295 Clarifies NRC position re procedures for admitting NRC 
personnel to facilities List of personnel requiring access 
to vital areas enc I Updates will be provided every 6 months 
AXELSON.W L Region 3, Office of Director 03/10/14 REED. C 
Commonueaith Edison Co 7pp 20006 354 24X Fiche 50-/154, 8 j/io/H, 

8310100295 


S Reportable occurrences, LERs & i elated correspondence 


031017041.1 Interim deficiency rept re l^est inghouse A-2D0 motor control 
ctrs Initially reported on 83090? All affected overload 
blocks Identified by personnel will be replaced u/properly 
calibr overload blocks 

SWARTZ, E D Commonwealth Edison Co 03/10/06 KERFLER, J ti Regior. 
3. Office of Director gpp 20784 017 24X Fiche 50-000. 03/ J 0/06. 

031O17O41J 


S310170573 Final deficiency rept re Anaconda flexible conduit 
splitting Initially reported on B3090? Caused by excoedlnq 
specified bending radius h exposure to high temps during 
installation Conduit jackets coveted by Qkonite T -33 tape 
SNARTZi E D Commonwealth Edison Co 03/10/06 KEPPLER. J Rcgiun 
3, Office of Director gpp 20700 33/ 24X Fiche 50-000.03/10/06, 

9310170573 


T Hearing transcripts an non-antltrust matters 


6310050452 Forwards NRC proposed supplemental findings of Pact 6 
conclusions of law on QA/QC issues Sc list of proposed 
transcript corrections 

YOUNO.K A Hearing Branch 4 03/09/30 SMITH. I W Atomic Safety 

and Licensing Board Panel Ip 20630 001 S4X 
Fiche 50-454.03/09/30.9310050452 


— 0310050475 Proposed transcript corrections for 830910-12 hearings 
Certificate of Sve end 

YOUNG, M Hearing Branch 4 03/09/30 4pp 20630 036 24X 

Fiche 50-454.63/09/30.8310050452 


DOCKET 8TN“50-456 BRAIDWODD STATION. UNIT 1 


A App H c ation/construc ti on stage documents !< correspondence 


6310200273 Forwards schedules for equipment qual I f 1 cat Ion test programF 
for fac i I i t ies. per 810529 I hr Dates given for currerit 
qualification activities should be viewed as " target-datBs" 

S' nut as firm dates 

BARNES. P L Commonwealth Edison Co B3/10/05 KEPPLER, J 0 Region 
3. Office of Director lOpp 20930 034 24X Fiche 50-000.83/10/05, 

0310200273 


63103101^0 Requests info necessary to initiate determination of 
eligibility par request to keeper of Natl Register of 
Historic Places re Area tl Ka 179 identified In 
archeological survey repts by Illinois State Museum Qoc 
YOUNG® LODD. B J Licensing Branch 1 03/10/12 FARRAR, D L 

Commonwealth Edison Co 0pp 20765 308 24X Fiche 50-456. 03/10/12. 

0310310160 


d3l02502?3 Forwards Rev 10 to Qffsite Dose Calculation Manual for 
LaSalle h Guad Cities U Rev 9 to Offsite Dose Calculation 
Manual for Oraidwood. cons ist Ing of Chapters 7 2 kt 8 0 
BENNETT. C J Commonwealth Edison Co 03/10/21 CASE.E G tiffice 
of Nuclear Reactor Regulation. Directoi Ip 20874 259 34X 

Fiche 50-000.63/10/21.8310250273 


— 9310250302 Rev 7 to Offsite Doss Calculation Manual for Braiduood. 
consisting of Chapters 7 2 C. 0 0 

« Commonwealth Edison Co B3/06/31 56pp 20874 304 24X 

Fiche 50-000.83/10/21.0310250273 


3310270134 Notice of violation from Insp On 930611-0919 
STREETER, J, F, Region 3, Office of Director 93/10/11 2pp 
20924 126 24X Fiche 30-454.63/10/11.0310270126 
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Q3103100&0 Bubmits info re Edison rod suap analysis method for review 
& approval Methods employed in support of control rod worth 
m east! remen 1 9 using rod swap technique during reload physics 
testing Criteria tables enc 1 

LEN71WE.F O Commonwealth Edison Co 03/10/34 DEN TON. H ht Offict* 
of Nuclear Reactor Regulationi Director Qpp S0951 034 34X 

Fiche SO-OOOi B3/ 10/24, 8310310060 


C Utility Environmental Report (ER>, attends S< correspondenco 


B310110303 Poruards majority of Amend 4 to environ rept - QL stage, 
containing responses to NRC 830907 8i 14 requests for addl 
info Amended response to Question ER470 3 end M/six 
oversize drauiiiigs Aperture cai ds are available an FDR 
MCDONOUGH, C L Commonwealth Edison Co 83/10/06 STEVENS. J A 
Licensing Oranch i 4pp 20669 O0S 24X Piche 50-456.83/10/06* 
8310 1 10302 


— 6310110304 Advance copy of Amend 4 to environ rept - DL stage 

* Commonwealth Edison Co 83/10/31 47pp S0669 009 24X 

Fiche 30-456.83/10/06.0310110302 


B3101B0252 Forwards Amend 2 to environ rept — OL stage. containing 
responses to 830907 Sr 14 requests for addl info & info on 
site/environ interfaces tr effluent % environ measurements/ 
monitoring programs 

SWARTZ. E D Commonwealth Edison Co 83/10/14 DENlDNi H R Office 
of Nuclear Reactor Regulation. Director Spp 20B04 337 24X 

Fiche 30-456.63/10/14.8310180252 


— 83101B03S1 Amend 4 to environ rept - OL stage 

« Commonwealth Edison Co B3/10/31 40pp S0B04 339 24X 

Fiche 50-456.63/10/14.8310180252 


E NRC Safety Evaluation Report (BER). suppls correspondence 


0310120427 Requests review of Wes tinghouse rept. *'Use of Process Noise 
Measurements to Determine Hosponse Characteristics in US 
Plant” h approval of use of process noise sensor response 
time Noise measurement acceptable per BER. Section 7 2 2 5 
TRAMfl.7 R Commonwealth Edison Co 03/09/88 DENTON* H R Office 
of Nuclear Reactor Regulation. Diroctor Ip 20699 043 24X 

Fiche 30-000.83/09/26.8310120427 


6310120219 Responds to unresolved issues contained in draft QER. 
NUREO-1002 dtd 830715 Some Items re NRC site audits 
u nresol ved 

SWARTZ* E D Commonwealth Edison Co 83/09/30 DENTON. H R Office 

of Nuclear Reactor Regulation, Director 44pp 20692 179 24X 

Fiche 30-436.03/09/30*8310120219 


F Security, medical, emergency h fire protection plans 


6310210234 Forwards Amend 2 to fire protection rept Amend incorporates 
Info re instrumentation, communlcot ions S* suppression sys L 
addl info S< commitments responding to NRC concerns from fire 
protection audit 

TRAMW.T R Commonwealth Edison Co 03/10/13 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 8pp 20053 015 24X 

Fiche 30-000*83/10/13.0310210234 


— 6310210236 Amend 8 to fire protection rept. Incorporating info re 
instrumentation* communications & suppression sys Ic addl info 
t( Commitments responding to NRC concerns from fire 
protection audit 

•» Commonwealth Edison Co 83/10/31 200pp 20833 023 24X 

Fiche 50-000.03/10/13.8310810234 


6310270526 Releases public version of revised emergency plan 
imp 1 omenting procedure 

FELTON. J M Division of Rules and Records 83/10/21 Document 
Management Dranch Ip 20937 216 24X Fiche 50-000.83/10/21. 

6310270526, 


— 0310270537 Public version of Rev 2 to Emergency Plan Imp lem-en ting 
Procedure EDF'-6r “Administration ti Logistics Manager “ 

W/831017 Itr it receipt form 

NELLIS. C A Commonwealth Edison Co 83/02/10 DENTON. H R NHC « 
No Detailed Affiliation Given 7pp 20937 217 24X 

Fiche 50-000,63/10/21*6310270526 


83I02BOS07 Releases public version of revised generating stations 
emergency plan telephone directory 

FELTON* V M Division of Rules and Records. 03/10/25 Document 
Management Branch ip 80963 126 24X Fiche: 50-000, 03/10/25, 

6310280307. 


— 8310260314 Public version of revised generating statinns emergency 
plan telephone directory 

OALLE.DP Commonurealth Edison Co 03/08/11. DENTON* H R Office 

of Nuclear Reactor Regulation. Director 64pp 20963 187 24X 

Fiche 50-000. 83/10/23. 8310200307 


0310200191 Releases public version of revised imergency plan 
Implementing procedure 

FELTON. J M Division of Rules and Records 83/10/26 Document 
Management Branch 3p 20962 266 84 X Fiche 50-000.03/10/26. 

8310280191 


— 8310260209 Public version of Rev 1 to Eetergencg Plan Implementing 
Procedure EQF-i5. “Emergency Operations Facility 
Activation " 

MOORE. R D Commonwealth Edison Co 83/06/02. 50pp 20962 267 
24X Fiche 50-000.03/10/26,8310200191. 


K Utility Final Safety Analysis Report (F6AR) St amends 


6310040554 Forwards affidavit certifying distribution of PSAR, Amend 43 
per NRC 781020 Itr 

TRAhM.T. fl Commonwealth Edison Co 03/09/20 DENTON* H R Office 
of Nuclear Reactor Regulatlan* Director 2pp 80623 210 24X 

Fiche 50-000,83/09/28.8310040554 


Inspection reports, IE Bulletins it correspondence 


8308300340 IE Info Notice B3-61. "AUegetl Use of Stand-Ins for Welder 
Qual if ication Tests " Sve list ontl 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 0001031 03/09/26 Consolidated Edison Co of New 

York, Inc I17pp 20754.022 24 X Fiche 50-000, □□/09/S6, 8306300340 


8300300342 IE Info Notice 03-62. “Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intakes “ Sve list end 

JORDAN. £ L Division of Emergency Preparedness S* Engineering 
Response <Post 8301031 83/09/26 Consolidated Edison Co. of New 

York* Inc 116pp 20777 210 24X Fiche 50-000.03/09/26,8300300342. 


6308300345 lE Info Notice 63-63. “Potential Failures of Westinghouse 
Type SA-1 Differential Relays “ five list and 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response IPost 030103) 83/09/26 Consolidated Edison Co of New 

York, Inc llBpp 20778 001 84X Rich e. 50-000* 03/07/26. 0308300345. 


0306300349 IE Info Notice 63-64. “Lead Shielding Attached to 
Safety-Related Sys W/o 10CFR50 59 Evaluation “ Bve list 
enc 1 

JORDAN. E L Divislan of Emergency Preparedness & Engineering 
Response (Post 830103} 83/09/29 Consolidated Edison Go Of New 

York, Inc ilSpp 20716 324 S4X Fiche 30-000.63/09/29,0308300349 


0310040150 Ack receipt of 830922 Ur informing NftC of steps taken to 
correct violations noted In IE Inap Repts 50-4S6/83-OB it 
30-457/03-00 

KNOPiR C Region 3, Office of Director. 03/09/29 REED.C 
Commonwealth Edison Co Ip E060B 039 24X Fiche 50-456,03/09/891 

0310040158 


— 8310040168 Responds to NRC 030023 Itr re violations noted in IE Insp 
Repts 50-456/83-00 it 30-457/03-00 Corrective actions motor 
control ctr cleaned* i njec tor pump covers tightened b mud 
between bottom of accumulator tanks it support skirt removed, 
FARRAR, D L Commonwealth Edison Co 83/09/22. KEPPLER, J G. 
Region 3, Office of Director 4p p 20608 040 84X 

Fiche 30-456,03/09/29,8310040150 


8310200124 Forwards IE Kgt Meeting Ptspts 30-010/83-10*50-237/03-27, 
30-249/03-25, 50-S54/B3-27* S0-265/B3-26, 50-295/83-19* 

50-304/03-20* 50-373/03-30, 50-374/03-30* 50-454/03-44* 
50-455/03-33*50-456/03-14 it 50-457/03-13 

NORELIUSfC E Division of Project b Resident Programs. 83/10/04 
REEDjC Commonwealth Edison Co 2pp 80834 096 84X 

Fiche 50-000,63/10/04,6310200124 


—8310200148 IE Mgt Meeting Repts 50-020/03-10. 50-237/03-27, 50-249/83* 
50-254/03-27. 50-265/83-26* 50-295/03-19. 50-304/63-20* 
50-373/03-38*50-374/03-38. 50-454/03-44. 50-455/03-33, 

50-456/03-14 It 50-4 57/03-13 

NOREUIUB* C E. Division of Project *c Resident Programs. 03/10/03 
4pp 20834 100 24X Fiche 50-000,03/10/04*0310200124. 


8300300378 IE Info Netlce 03-65* “Surveillance pf Flew in RTD Bypass 
Loops Used In Nestlnghouse Plants." 8vc list end. 

JORDAN* E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/10/07 Consolidated Edison C« of Nev 

York, Inc 76pp 20027 213 24X Fiche 50-000,03/10/07.0306300378. 


348 


DOCKETED ITEMS 


0308300732 IE Info Notice 83-66, “Fatality at Argentine Critical 
Facility “ list oncl 

JORDAN j E L Divtaion of ETmergencij Preparedness !< Engineering 
Response (Post 830103) 83/10/07 Consolidated Edison Co of Npui 

York, Inc 79pp 20802 026 3AX Fiche 50-000,03/10/07,8300300752 


B308300759 IE Info Notice 03-67, '‘Emergency Uee Respirator Matl Defect 
Causes Production of Noxious Gases " Svc list enc 1 
JORDANi E L Division of Entergency Preparedness Engineering 
Risponie (Post 830103) 83/10/11 Consolidated Edison Co of Ncuf 

York, Inc ll7pp 81043 075 24X Flthe 50-000.83/10/11,8300300757 


8308300761 IE Info Notice 03-68, "Respirator User Uarning Defective 
Self-Contained Breathing Apparatus Air Cylinders " Svc list 
and 

JDffDANiE L Division of Emergency Preparcdnass & Engineering 
Response (Post 030103) 03/iO/il Cnnsal i dated Edison Co of New 
York. Inc laOpp 20027 129 a4X FI Clie 50-000, 03/10/1 1. 0300300761 


8310310134 Requests that util response to generic implications of 
audits of design Imp lement a 1 1 on address program for all 
plants Util position may be Included in response to 
Integrated design insp rept 

EISENHUT.D 0 Division of Licensing 03/10/12 REED. C 
Commonwealth Edison Co 6pp 20965 310 24 X Fiche 50-000,83/10/12, 

8310310134 


8310170666 Ack receipt of 830909 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts SO-456/83-07 fc 
50-407/83-07 Violation re Inadequate drawing control 
restated, 

NORELlUStC E Division of Project it Resident Pragrams. 03/iO/13 
REEDrC Commonwealth Edison Co 2pp 20779*307 24X 

Fiche 50-456,03/10/134 0310170666 


—0310170671 Responds to NRC 830800 Itr re violations noted In lE Insp 
Repts SO-456/03-07 it 50-457/63-07 Corrective actions* 
drawings exhibiting discrepancies reviewed tc review results 
listed Log esteblished to improve drawing traceability 
FARRAR, D L Cenwnonweal th Edison Co 83/09/09 KEPPLER, J G. 
Region 3, Office of Director 12pp 20779:309. 24X 

Fiche 50-456,83/10/13,0310170666 


8310100116 Forwards access lists for NRC personnel requiring access to 
vital arras on announced or unannounced basis Encls 
effective upon receipt Updates will be provided every 
6 months 

AXELSON, 14 L Region 3, Office of Director 83/10/14. REED, C 
Conuson wealth Edison Co. 7pp. 20807 200 24X Fiche 50-456.03/10/14, 

□310100116 


0310240069 Ack receipt of 030930 Itr informing NRC of stepe taken to 
correct violations noted in IE Insp Rept 50-456/83-13, 

LITTLE.VJ 8 Region 3, Office of Director, 03/10/17 REED.C 
ComMonwealth Edison Co. Ip. 20881 340 24X FI che: 30-456, 03/10/17, 

0310240069 


0310240077 Responds to NRC 830902 Itr re violations noted in IE Insp 
Rept 50-456/83-13 Corrective actions Ph 1 U Ips, Oerschou Co 
issued Field Cbangr Order 1AF563 to correct reversed 
instrument sensing lines 

FARRAR, DL Commonwealth Edison Co. 83/09/30 KEPPLER, do 
Region 3, Office of Director, 3pp 20001.341, SAX 
Fiche 50-456,83/10/19,8310240069 


i Reporteble occurrences, LERs v related correspondence 


8310170411 Interim deficiency rept re Uestinghousa A-200 motor control 
ctrs Initially reported on 030909 AH affected overload 
blocks identified by personnel will be replaced u/prO'perly 
callbr overload blocks 

BNARTZ, E D Conmonweelth Edison Co 03/10/06, KEPPLER, 3 0 Region 
3, Office of Director 2pp 20784 017 24X Fic he: 50-000, 03/10/06, 

0310170411 


8310170573 Final deficiency rept re Anaconda fleslble conduit 
spl 1 ttlng. Ini t ielly reported on 830909 Caused by exceeding 
specified bending radius it exposure to high temps during 
inste nation. Condui t jackets covered by OkonLte T-33 tape 
SMARTZ.E D. Commonwealth Edison Co 63/10/06 KEPFLER.J 0 Region 
3, Office of Director Spp 207BO 337 24X Fic he: 50-000, 03/10/06, 

0310170573, 


0310270180 Interim Deficiency Rept 63-00 re fabrication of duct 
fittings w/o approved design documentet ion. Initially 
reported on 830701. Pullman Sheet Natal submitted Rev A to 
duct brochure. Final approval by Sargent U Lundy pending 
SWARTZ, e 0. Coeueonuealth Edison Co. 83/10/20 KEPPLER,*/ 0 Region 
3, Office of Director. 2pp 20924*356. 24X Fiche* 50-496, 83/10/20, 

0310270180 


DOCKET 9TN-S0-457 DRAIDWOOD STATION, UNIT 2 


A App I Icati an/construction stage documents & correspondence 


8310200273 Forwards schedules for equipment qua 1 1 f i c o t i an test progranE 
For fac 1 1 i tl es, per 8J05SQ Itr Dates given for current 
q.ual 1 f ication activities should be viewed os "target-dates" 

2' not as firn dates 

BARNES. P L Commonwealtb Edison Co B3/10/05 KEPPLER. J (» Reqinn 
3, Office af Director JOpp 20830 034 24X Fiche 50-000,03/10/05, 

0310200273 


Q31031O166 Requests info necessary to initiate determination of 
eligibility per request to keeper of Nutl Register of 
Historic Places re Area 11 Ka J7V identified in 
archeolog ical survey repts by Illinois State Kuseuin Sue 
YOUNOOLOOD. D J Licensing Branch 1 83/10/12 FARRAR, D L 

Commonwealth Edison Co 6pp 2096S 300 34X Fiche 50-456, 03/10/ iP, 

0310310168 


8310250293 Forwards Rev 10 to Offsite Dose Calculation Manual far 
LaSalle 8c Ouad Cities & Rev 9 to QffEite Dose Calculation 
Manual for Draidwood, cons 1 sting of Chapters 7 2 & 0 0 
BENNETT, C J Cornmnnuealth Edison Co 83/10/21 CASE, E G Of Fire 
of Nuclear Raacior Regulation, Director Ip 20094 259 a4X 
Fiche 50-000,03/10/21,8310250293 


—0310230302 Rev 9 ta Offsite Dose Calculation Manual for Draidwood, 
consisting of Chapters 72680 

# Commonwealth Edison Co 03/08/31 56pp 20H94 304 24X 

Fiche 50-000,83/10/21,0310250293 


0310310060 Submits info re Edison rod swap analysis method for review 
tc approval Methods employed in support of control rod worth 
measurements using rod swap technique during reload physics 
testing Criteria tables end 

LENTINEiF 0 Commonwealth Edison Co 03/10/24 DENIDN, H R Office 
of Nuclear Reactor Regulation, Director Bpp 20951 024 84X 

Fiche. 50-000, 03/10/24, 8310310060 


C Utility Environmental Report (ER>, amends 8, correspondence 


0310110302 Forwards majority of Amend 4 to environ rept - OL stage, 
containing responses bo NRC 030907 L 14 requests for addl 
info. Amended response to Question ER470 3 encl W/six 
overalie drawings Aperture caids are available In PDR 
MCDONOUGH, C L Commonwealth Edison Co 03/10/06 SlEVfcN0, J A 
Licensing Branch 1 4pp 20669 085 24X Fiche 50-456,83/10/06, 

03101 10302 


—8310110304 Advance copy of Amend 4 to environ rept - OL stage 
« Commonwealth Edison Co 83/10/31 47pp 20667*009 S4X 
Fiche 50-496.83/10/06,0310110302 


8310180252 Forwards Amend 2 to environ ropt - tlL stage, contain Ing 
responses to 830907 & 14 requests for addl info & info on 
site/environ interfaces it effluent It environ measurements/ 
monitoring programs 

SWARTZ, ED CommonweaUh Edison Co 03/10/14 DENT UN, H R affice 
of Nuclear Reactor Regulation, Director 2pp 20B04 337 24X 

Fiche. 50-456,83/10/14, 8310100252 


— 0310100331 Amend 4 to environ rept - DL stage 

e Commonwealth Edison Co 03/10/31 40pp 20804 339 24X 

Fiche 50-456,03/10/14,8310180252 


£ NRC Safety Evaluation Report (8ER>, suppis & correspondence 


8310120427 Requests review of Nestinghouse rept, "Use of Process Noise 
Measurements to Determine Response Character 1 stl c s in U9 
Plant" br approval of use of process noise sensor response 
time Noise measurement acceptable per 8ER, Beet ion 7 2 2 5 
TRAMM.TR Commonwealth Edison Co 03/09/28 DENTON. H R Offlne 
of Nuclear Reactor Regulation, Director Ip 20699 043 24X 

Fiche. 30-000,83/09/201 8310120427 


0310120219 Responds to unresolved issues contained in draft S£R, 
NUREQ-10D2 did 030715 eome items re NRC site audits 
unresolved 

SWARTZ, E D Commonwealth Edison Co 83/09/30 DENTON, H R Office 
ef Nuclear Reactor Regulation, Director 44pp 20692*179 24X 

Fiche 30-486,03/09/30,8310120219 
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F Security, medlcalj emergency ?< fire protection plans 


0310210234 Forwards Amend 2 to fire protection rept Amend incorporates 
info re instrumentat looi c ommunications & suppression sys t* 
addl info & commitments responding to NRC concerns from fire 
protection audit 

TRAMHi T R Commoniuea I th Edison Co 83/10/13 DENT0N< H R Office 
of Nuclear Reactor Regulation* Director Bpp aOB53 015 24)t 

Fiche 50-000. 03/10/13* 0310210234 


— 8310210236 Amend 2 to fire protection rept* incorporating info re 
mstrumentati on* cornmunicat ions suppression ays & addl info 
& commitments responding to NRC concerns Prom fire 
protection audit 

a Commonujea 1 th Edison Co 03/lO/3i 200pp 2C853 023 2AX 

Fiche 50-000, 03/10/13, 0310210234 


0310270526 Releases public version of revised emergency plan 
implementing procedure 

FELTON* J M Division of Rules and Records 03/10/21 Document 

Management Branch Ip 20937 216 24X Fiche 50-000* 03/10/31 . 

B310270526 


— 6310270537 Public version of Rev 2 to Emergency Plan Implementing 
Procedure EDF-6, "Administration & Logistics Manager *' 

W/fl3l017 itr U receipt form 

NELLIS* C A Commonweal th Edison Co 03/02/10 DENTON, M R NRC > 
No Detailed Affiliation Given 7pp 20937 217 24X 

Fiche 50-000, 03/10/21* 63102/0526 


S3102B0307 Releases public version of revised generating stations 
emergency plan telephone directory 

FELTGN, J M Division of Rules and Records B3/10/2S Document 
Management Branch Ip 20763 126 24X Fiche 50-000* 03/10/25, 

0310200307, 


— 0310280314 Public version of revised generating stations emorgency 
plan telephone directory 

OALLEjD P Commonwealth Edison Co 83/00/11 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 64pp 20963 127 24X 

Fiche 30-000. 03/ 1 0/25, 0310200307, 


8310260191 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J M Division of Rules and Records 03/10/26 Document 
Management Branch Ip 20962 266 24X Fiche 50—000*83/10/26* 

8310260191 


— 0310280209 Public version of Rev 1 to Emergency Plan Implementing 
Procedure EOF-ID* "Emergency Operations Facility 
Activation " 

MOORE, R D Commoniuea t th Edison Co 03/00/02 SOpp 20962 267 
24X Fiche 50-000, 83/10/26, □310200191 


K Utility Final Safety Analysis Report CF5AR1 & amends 


6310040554 Forwards affidavit certifying distribution of FSAR, Amend 43 
per NRC 701020 Itr 

TRAMMiT R Commonwealth Edison Cp 03/09/28 DENTON, H H Office 
of Nuclear Reactor Regulation, Director 2pp 20623 210 24X 

Fiche 50-000,03/09/20,8310040554 


Gi Inspection reportsi IE Bulletins 8, correspondenco 


8308300340 lE Info Notice 03-61, "Aneged Use of Stand-Ins for Welder 
Qualification Tests ** 5vc list enc 1 

JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Poet 030103) 03/09/26 Consolidated Edison Co op New 

Vark, Inc ll7pp 20754 022 a4X Fiche 50-000,83/09/26,8300300340 


8308300342 lE Info Notice 83-62, "Failure of Redundant To^ic Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Sve list end 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 030103) 03/09/26 Consolidated Edison Co of New 

York, Inc 116pp 20777 210 24X Fiche 50-000,03/09/26.8300300342- 


0300300343 IE Info Notice 83-63, "Potential Failures of Wes t Inghogse 
Type 5A-1 Differential Relays '* Sve list end 
JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post 030103) 03/09/26 Consolidated Edison Co of New 

York, Inc llBpp 20770 001 24X Fiche* 50-000, 83/09/26, 830B30034 5 


8300300349 IE Info Notice 03-64, "Lead Dhlslding Attached to 
Safety-Related 8ys W/o 10CFR50 59 Eveluation " Bve lUt 
enc 1 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 83/09/2? Consolidated Edison Co. of New 

York, Inc llSpp 20716 324 24X Fiche- 50-000, 03/09/29, 0308300347 


0310040150 Ack receipt of 030922 Itr informing NRC of steps taken to 
correct vlolatlorts noted in lE Insp Repts 50-456/B3-0B L 
5O-457/03-OB 

KNOPrR C Region 3, Office of Director 03/09/27 REED* C 

Common wealth Edison Co Ip 2O60B 039. 24X Fiche 50-456,03/09/29* 

8310040150 


--8310040162 Responds to NRC B3O023 Itr re violations noted In IE Insp 
Repts 50-456/83-00 it 50-457/83-00 Corrective actions motor 
control ctr c 1 eanetS, i n jec tor pump covers tightened St mud 
between bottom of accumulator tanks & support skirt removed 
FARRAR, DL Commonwealth Edison Co 03/09/22. KEPPLER, J O. 
Region 3, Office of Director 4pp 20608-040 24X 

Fiche 50-456, 83/09/29* 031-0040150 


0310300124 Forwards IE Mgt Meeting ReptS 50-010/83-18,50-237/03-27, 
50-249/03-25, SO-S54/G3-27. 30-265/83-26, 50-395/83-19, 

50-304/83-20, 50-373/03-30, 50-374/83-30* 50-454/83-44, 
50-455/03-33,50-456/83-14 & 50-457/83-13 

NORELIUS, C E Division of Project it Resident Programs 03/10/04 
REED, C Cunimonweal th Edison Co 2pp 20034 090 24X 

Fiche 50-000, 83/10/04, 0310200124 


—8310200148 IE Mgt Meeting Repta 30-O20/B 3- IB, 50-237/03-27* 5 0-249 /B3-2&, 
30-254/83-27, 50-265/93-26, 50-295/83-19, 50-304/B3-20, 

50-373/83-38, 50-374/83-30, 50-454/83-44, 50-435/03-33* 

50-456/83-14 fa 50-457/03-13 

NORELIUS, C £ Division of Project fa Resident Programs 03/10-/03 
4pp 20034 100 24X Fiche 50-000,03/10/04,0310200124 


0300300378 IE Info Notice 03-63, "Surveil lanca of Flow in RTD Hgpas* 
Loops Used In Westlnghouse Plants " Sve list end 
JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 630103) 03/10/07 Consolidated Edison Co of New 

York* Inc 76pp. 20827*213 24X Fiche 50-000*03/10/07*0308300373 


0309300752 IE Info Noticp 83-66, “Fatality at Argentine Critical 
Fadlltiy. " Sve list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 030103) 03/10/07 Consolidated Edison Co of Nev 

York* Inc 79pp. 20902 026 24X Fiche 50-000* 93/10/07, 0308300752 


0300300759 IE Info Notice 83-67, “Emergency Use Respirator lietl Defect 
Causes Production of Noxious Oases " Sve list e-nc I 
JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 030103) 63/10/11 C:anso 1 idated Edison Co of New 

York, Inc ll7pp 21043 075 24X Fiche 50-000,03/10/11,0300300759. 


0308300761 IE Info Notice 03-68, "Respirator User Warn 1 ng. Def ec 1 1 ve 
Self-Contained Breathing Apparatus Air Cylinders " 8vc list 
enc I 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 830103) 93/10/11 Consolidated Edison Co. of New 

York. Inc 120pp 20827 129 24X Fiche 50-000,83/10/11,8300300761 


0310310134 Requests that util response to generic Implications of 
audits of design implementation address program for all 
plants Util position may he Included in response to 
Integrated design insp rept. 

EISENHUT.DG Division of Licensing 03/10/12. REED. C 
Commonwealth Edison Co 6pp 20965:318 24X Fiche 50-000,83/10/12, 

8310310134 


8310170666 Ack receipt of 030909 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-456/83-07 fa 
50-457/03-07 Violation re insdeiiifate drawing control 
restated. 

NORELIUS, C E Division of Project fa Resident Programs 63/10/13 
REED, C Commonuealth Edison Co 2pp 20779 307 24X 

Fiche- 50-456, 83/10/13*0310170666 


— 0310170671 Responds to NRC 03OBOB Itr re violations noted in IE Insp 
Hepti 30-456/83-07 fa 50-457/83-07 Corrective actions 
drawings exhibiting discrepancies reviewed fa review results 
listed. Log established to Improve drawing traceability. 

FARRAR, DL Commonwealth EdlsanCo 83/09/09. KEPPLER, J 0 
Region 3. Office of Director I2pp 20779 309, 24X 

Fiche- 50-456. 93/10/13. B310170666 


0310-180116 Forwards access lists for NRC personnel rei|Ulring access to 
vital areas on announced or unannounced basis Ends 
effective upon receipt Updates will be provided every 
6 months 

AXELBON, M L, Region 3, Office of Director 93/10/14 REED, C 
Commonwealth Edison Co 7pp 20807.208 24X Fiche SO-456, 83/ 10/14, 

0310180116 
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8 Reportable accurreTices> LCRs & related correspcindenc a 


C Utility Envir otimcn ta 1 Report (ER). amtnd<i ?< correspondoncp 


8310170411 Interim deficiency rept re Westingbouse A-200 motor control 
ctrs Initially reported on B30909 All affected overload 
blocks identified by perBUnnel lulll be replaced u/properly 
calibr overload blocks 

SWARTZ, E D Commonwealth Edison Co 83/10/06 KEPPLERrJ 0 Region 
3, Office of Director 2pp 20784 019 24X Flche 50-000. 03/10/06,. 

8310170411 


8310170573 Final deficiency rspt re Anaconda flexible conduit 
splitting Initially reported -on 830909 Caused bg exceeding 
specified bending radius & exposure ta high temps during 
installation Conduit jackets covered bg Okonite T-33 tape 
SWARTZ, E D Commonwealth Edison Co 83/10/06 KEPPLER. J Q Region 
3, Office of Director 2pp 20780 337 24X Fiche 50-000.83/10/06* 

8310170373 


B3102701BB Interim Deficiency Rcpt 83-00 re fabrication of duct 
fittings u/o approved design documentation Initially 
reported on 830701 Pullman Sheet Metal submitted Rev A to 
duct brochure Final approval bg Sargent tc Lundy pending 
SWARTZ, E D Cnnimaniuiealth Edison Co 83/10/20 KEPPLER« J O Rogion 
3. Office of Director 2pp 20924 336 24X Fiche 50-436,83/10/20, 

8310270188 


DOCKET 30-438 RIVER BEND STATION, UNIT I 


A Application/construction stage documents, it correspondence 


0307260003 Forwards const QA program identifying changes to program 
since Issuance of CP W/o end 

BOOKER, J.E Oulf States Utilities Co 03/06/10 COLLINS. J T 
Region 4, Office of Director ip 20626 0G2 24X 

Fiche 50-458.03/06/10,0307260003 


—0310040615 Const OA program for River Bend Station. 

* OuLf States Utilities Co 03/03/31 91 pp 20626 003 24X 

Fiche 50-450,03/06/10,8307260003 


B3102G0I83 Appeala partial denial of PDKA ret|uest for four categories 
of info re Caseload Forecast Panel 030330-31 meeting l< site 
visit 

FALKENHEINER, D Louisiana Consumer's League, Inc FALKENHEINER, D 
Falkenh i ine r, D. 03/09/01 Office of the Executive Director for 

Operations 2pp S0963 342 24X Fiche 50-430,03/09/0-1,0310200183 


8310070319 Responds to G1033D Itr re ultimate capacity analysis of 
Mark III containments Ultimate capacities af containment 
equipment hatch ti personnel airlocti determined to be 56 psi 
(i 72 ps 1 , res peeti ve ly. 

BOOKER, J E Oulf States Utilities Co 83/09/30 NOVAK, T H 
Assistant Director for Licensing 7pp, 20652 177 24X 

Fiche 50-458, 03/0 9/30, 03 i 00703 1 9 


8310030232 Forwards Suppl 6 to environ rept - DL stage Revieu 
questions attached to NRC B30/0Q Itr renumbered Affidavit 
pf Eve end 

CAHILL, W J Gulf States Utilities Co 03/09/27 EIBENHUT.D 0 
Division of Licensing 7pp 20590 079 24X Ficht? 50-458,83/09/27, 

8310030232 


—8310030238 Suppl 6 to environ rept - 01 stage 

« Stone & Webster, Inc 03/09/30 62pp 20590 086 24X 

Fiche 50-450.03/09/27,8310030232 


E NRC Safety Evaluation Report (SLR), suppls & correspondence 


8310240272 Requests estimated dates for submitting addl infe assodafeoi) 
U/8ER open f< confirmatory issues Response requastod within 
7 days 

SCHWENCER, A Licensing Branch 2 03/iO/lQ CAHILl , W J Gulf 
States Utilities Co 2pp 20907 332 24X Fiche 50-4 50.83/10/18, 

0310240272 


0310270101 Revises schedule for providing responses to draft BCR issupj, 
6 c lari f Ications to FSAR Respanses previously committed for 
031015 will be provided between 031101 t* 1231 

BOOKER, J E Gulf States Utilities Co 03/10/25 SCHWENCER. A 
Licensing Branch 3 Ip 20924 175 24X Fiche 50-430,03/10/25. 

B3102701B1 


F Security, medical, emergency Sc fire protection plans 


9310130084 Notification of 831012-13 meotinga w/util in St 
Franc isvi ] le« LA to discuss onsite emergency preparedness 
topics 

WEINKAN, E J Licensing Branch 3 03/10/03 8HWENCER, A Licensing 

Branch 2 3pp 20777 022 24X Fiche 50-458.03/10/03,8310130084 


8310240133 Notification of 031017-21 meetings w/util it BNUPPS in 
Fulton. MO to audit fire protection design 

EDISON. G E Licensing Branch 1 03/10/11 YOUNGBLOOD, B J 

Licensing Branch 1 3pp 20884 350 24X Fiche 50-450,83/10/11, 

8310240135 


O Adjudicatory correspondence 


0310120398 Order rewording Contention 2 re probability nf failure of 
old river control structure 

COTTER, D P r COLE. R F , L INENREROER, 0 Atomic Safety and Licensing 
Board Panel 03/10/07 2pp 20700 204 24X Fiche 50-450.03/10/07, 

8310120398 


K Utility Final Safety Analysis Report (FSAR) 6 amends 


8310210321 Bummarlxei analyiii of inclueion of redundant chlorine it 
ammonia detectors in control bldg ventilation sys design 
NRC reconsideration of requirement requested Meeting in 
BethesdarMD in Nov proposed 

BOOKER, J E Oulf States Utilities Co. 03/10/17 SCHWENCER. A 
Licensing Branch S 5pp 2O0S2 004 24X Fiche 50-450,83/10/17, 

0310210221 


9310360014 Forwards request for addl info re machanical engineering to 
proceed u/r«vtew of OL application 

SCHWENCER, A Licenaing Branch 2 83/10/10 CAHILL, H J Oulf 

States Utilities Co 3pp 20928 043 24)f Fiche: 30-458, 03/ 10/10, 

0310260014 


8310030226 Certifies sve of Amend 10 to FSAR on B30913 Distribution 
list end 

LIDERTOWJCZ. F Oulf States Utilities Co LIBERTOWICZ, F Stone h 
Webster, Inc 83/09/27 2pp 20590 J47 24X Fiche 30-450, 

03/09/27, 0310030226 


M Antitrust correspondence 


0310250171 Forwards NRC updated 
util on 830016 

VOLOER, D H Hearing Branch 2 
Me D1 arm Id 23pp 20073 202 


QL antitrust inquiry transmitted to 

83/10/13 SPlEOELrO Spieqel it 
24X Flchp 50-450.03/10/13,8310250171 


9310280109 Responds to appeal re partial denial of FQIA request for 
four cetegories of Info re Caseload Forecast Panel B30330-3J 
meeting -k site visit Forwards completa version of requested 
documents 

DIRCKS, W J Office of the Executive Director for Operations. 
03/10/10, FALKENHE1NER,D Fa 1 kenhelner, D if. 20963 344. 24X 

Ficha, 50-450,83/10/18, 8310200199. 


-8310200199 Calculations re facility components. Supporting documentation 
end 

• Oulf States UtilUlei Co 03/03/30, llpp 20963:350. 24X 

Fiche: 50-450, 83/10/10, 0310200189 


10260442 Notification of 031117 meeting w/utll in Bethesda, MD to 
ilscusi equipment qual if 1 cation programs 

^ElNKAMrE J Licensing Branch 2 03/10/19, SCHWENCER* A Licenslns 

Iranch 2. Spp 20926 354 24 X Fiche: 50-450, 03/10/19, 0310260442 


Q Inspection reports, IE Bulletins & car respondence 


83 10030402 Forwards IE Insp Rept 50-450/83-12 on 030603-0728 No 
noncomp 1 ianc o noted 

MADSEN, 0 L Region 4, Office of Director 03/08/17 CAHILL, W %t 
Oulf States Utilities Co 2pp 20593 140 24X 

Fiche 50-458,03/08/17,8310030402 


— 0310030420 IE Insp Rept 50-458/03-12 on 830603-0726 No noncompl iance 
noted Major areas inspected followup of licensee identified 
const def Ic lend es, IE bul let ins, Action Item HO7OO3O90 it 
al legations, training S, weld matl control 

DROWN, R L . CR08BMAN, W A Region 4, Office of Director 03/00/15 
12pp 20593 150 24X Fiche 50-458,03/00/17,0310030402 


0310130247 Forwards IE Insp Rept 50-450/03-14 on 030718-22 No 
noncompliance noted 

MADSEN, 0 L Region 4, Office of Director 03/00/19. CAHILL, W J 
Oulf States Utilities Co 2pp 20723 237 24X 

Fiche 50-459,03/00/19.0310130847 
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— 3310130252 IE Insp Rept 50~4SB/B3-1^ on 830718-32 Nu uoncomp 1 lancp 
noted Major areas inspected const ac ti vi ties< inc 1 od ing site 
tour^revieu) oF procedures re olectrlcal & instrumentation 
cable pulling terminationti 

nESBr J E , JPHNSONrL E i HULL. R E Region 4. Office of Director 
03/00/19 epp 20723 239 24X Fiche 50-450.83/00/19,8310130247 


a30Q3<30340 IE Info Notice 83-61, "Alleged Use of Sbafid-Jns for Vielder 
Qualification Tests " Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response <Post 030103) 83/09/26 Consolidated Edison Co of New 

Vork. Inc n7pp 20734 022 24X Fiche 50-000,83/09/26,8308300340 


B3O03OO342 IE Info Notice 03-62* ’’Failure of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
Infcakos " Svc list end 

JORDAN. E L Division of Emeigency Preparedness 8( Engineering 
Response (Post 830103) 03/09/26 Consolidated Edison Co of New 

York, Inc U6pp 20777210 24X FI c h e 50-000. 03/09/26. 8008300342 


0300300345 IE Info Notice 83-63. "Potential Failures of Westlnghouse 
Type 8A-1 Differential Relays " Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/09/26 Consolidated Edison Co of New 

York. Inc llSpp 20778 OOi 24X Fiche 50-000. 03/09/26, 8308300345 


8310100144 Forwards IE Insp Rept 30-450/03-16 on 030729-0909 No 
none amp 1 iance noted 

MADSEN, 0 L Region 4. Office of Director 83/09/27 CAHILL. W J 
Oulf States Utilities Co 2pp 20809 170 24X 

Fiche 50-458.83/09/27.8310180144 


— 0310100149 IE Insp Rept 50-458/03-16 on 830729-0909 No none omp 1 1 ante 
noted Major areas inspected followup of licensee identified 
const deficiencies & IE bul 1 et ins, preoperational test 
procedures review & safety -related component installation 
DROWN. R L . GARCIA. H L , CRDSSMANr W A Region 4, Office of 

DiPsetor 83/09/27 8pp 20009 172 24X Fiche 50-450. 83/09/27, 

8310180144 


8308300349 lE Info Notice 83-64. "Load ahieJding Attached to 
Safety-Related Sys W/o 10CFH50 59 Evaluation " Svc list 
end 

JORDANi E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 03/09/29 Consolidated Edison Co of New 

York, Inc liSpp 20716 324 24X Fiche 50-000.03/09/29,8300300347 


8300300378 IE Info Notice 03-65, "Surveillance of Flow in RTD Bypass 
Loops Used in Westinghouse Plants " Svc list end 
■JORDAN. C L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 03/10/07 CbnSoUdated Edison Co of Npw 

York, Inc 76pp 90827 213 24X Fiche 50-000,83/10/07.0300300378 


8300300732 IE Info Notice 83-66, "Fatality at Argentine Critical 
Facility " 9vc list end 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/10/07 Consolidated Edison Co of New 

Yor*. Itic 79pp 20882 026 24X FI che 50-000. 83/10/07. 0300300752 


0308300759 JE Info Notice 83-67. "Emergency Use Respirator Matl Defect 
Causes Production of Noxious Oases " Bve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/10/11 Consolidated Edison Co of New 

York, Inc 117pp 21043 073 94X Fiche 50-000,83/10/11,0308300759 


0300300761 IE Info Notice 83-60, "Respirator User Warning Defective 
8elf-Gontalned Breathing Apparatus Air Cylinders " Svc list 
end 

JORDAN. E L Division of Emergency Preparedness t. Engineering 
Response (post 830103) 03/10/11 Consolidated Edison Co of N<iw 

York. Int laOpp 20027 129 24X Fiche 50-000,83/10/11.0300300761 


G310260017 Forwards request fur addl info re preiarvica/inservice insp 
programs to proceed w/review of DL application 

5CHWENCER,A Licensing Branch 2 B3/iO/10 CAHILL.W J Gulf 

States Utilities Co 4pp 20926 359 24X Fiche 50-450.03/10/10. 

8310260017 


S Reportable occurrences. LERs related correspondence 


8310030549 Interim Deficiency Rept DR-127 Investigation incomplete 
Next rept will be provided fay 031110 

BODKER. J E (Julf States Utilities Co 03/09/19 CDLLINS.J T 
Region 4, Office of Director. Ip. 20601 210 24X 

Fiche 50-4501 83/09/ 1 9, 0310030549, 


0310040310 Interim Deficiency Rept DR-61 Investigation ongoing Interim 
or final status rept will be submitted by 031020, 

BOOKER, J.E Gulf States Utilities Co. 03/09/23 COLLINS, J T 
Region 4. Office of Director. ip 206S0 322 24X 

Fiche* 50-450, 03/09/23, B31OO4OP10 


8310040126 Interiot Deficiency Rept tnvestigat i on ongoing 

Interim or final status rept will be provided by 031215 
DODKER. J E Oulf States Utilities Co 03/09/26 COLLINS. J T. 
Region 4. Office of Director Ip 20600 004 24X 

Fiche 50-450,83/09/26.8310040126 


8310040130 Interiot Deficiency Rept DR-^ISQ Investigation ongoing 
Interim or final rept will be submitted by 831108 
BOOKER. J E Gulf States Utilities Co 03/09/26 COLLINS, J T, 
Region 4, Office of Director Ip 2060B 005 24X 

Fiche 50-458.03/09/26.0310040130 


0310040496 Interim Deficiency Rept DR-IQB Invest i gat i an incomplete Nex 
rept will be provided by 031111 

BOOKER, J E Golf States UtiUtiDS Co 03/09/26 COLLINS, J T 
Region 4. Office of Director Ip 20622 362 24X 

Fiche 50-450,83/09/26,0310040496 


8310060074 Interim Deficiency Rept DR^125 Investigat ion not completed 
Interim or final status rept will be provided by B31109 
BOOKER. J E Gulf State* Utilities Ca 03/09/27 COLLINS. J T 
Region 4. Office af Director. Ip 20647 151. 24X 

Fiche 50-450.03/09/27,0310060074 


0310130210 Interim Deficiency Rept DR-72 Investigation ongoing Interim 
or final rept will be provided by 031117 

BOOKER, J E Gulf States Utilltlas Co 83/09/28 COLLINS. J.T 

Region 4. Office of Director Ip 20725 023 24X 

Flcha 50-450,03/09/28. 0310130910. 


8310130256 Interim Deficiency Rept DH-74 Investigation incomplete 
Next rept will be fiubtnitted by 031117 

BOOKER, J E Gulf States Utilities Co 83/09/28 CDLLINB. J T 
Region 4. Office of Director. Ip 20723 233 24X 

Fiche 50-458,03/09/28,6310130256 


0310130103 Interim Deficiency Rept DR-97 investigation ongDing, Next 
rept will be provided by 931110 

BOOKER, J E Gulf States Utilities Co 03/09/29 COLLINS. J, T. 
Region 4, Office of Director. Ip 20724 326. 24X 

Fiche 50-450.83/09/29,8310130103 


0310130392 Interim Deficiency Rept DR-130 Invest 1 gati »n incomplete. 
Interim or final rapt expected by 831122 

BOOKER. J E Oulf States Utilities Co 03/09/29 COLLINS, J.T 
Region 4, Office of Director ip 20719 360 24X 

Fiche 50-450.93/09/29.8310130332 


03IO13O2IS Interim Deficiency Rept OR-107 Util investigation 
incomplete Next rept will be submitted by 031029 
BOOKER, J E Oulf States Utilities Co 03/09/30 COLLINS, J. T. 
Region 4. Office of Director. Ip 20725 048 24X 

Fiche 50-490,03/09/30,8310130215 


0310130250 Final Deficiency Rept DR-117 re previously unanalyxed 
containment negative pressure scenario Condition does nat 
meet criteria for reportab L Lity under 10CFR50 55(el. 

BOOKER, J.E Gulf States Utilities Co 83/09/30 COLLINS. J, T 
Region 4, Office of Director Ip 20723 224 24X 

Fiche 50-450,03/09/30.8310130258 


0310180303 Interim Deficiency Rept DR-126 Investigation not completed 
Next rept will be submitted by 631114 

BOOKER, J E Gulf States Utilities Co 03/10/03. COLLINS, J. T 
Region 4, Office of Director Ip 20006 325 24X 

Fiche 50-450.03/10/03.6310100303 


0310160461 Interim Deficiency Rept DR-131 Investigation ong alng. Inter ij 
or final status rept will be provided by 831104 
BOOKER, J E Oulf States Utilities Co 83/10/03 C DLL INS. J T 
Region 4* Office of Director Ip 20002 064 24X 

Fiche 90-450, 03/ iO/03. 6310100461. 


8310160305 Final Deficiency Rept DR-00 r« defective piston skirt 
castings installed in emergency diesel generator engines 
supplied by Transamerica Delaval, In i tia 1 ly reported on 
021124 Piston skirts replaced Al^o reported per Part 21. 

BOOKER, J E Oulf States Utilities Co 83/10/06. COLLINB. J T 
Region 4, Office of Director 8pp 80003 096. 24X 

Fiche 90-450, 63/ 10/06. 63101 80305 


8310180269 Interim Deficiency Rept DR-132, Invest! gatlon Incomplete. 
Next rept will be provided by 831128 

BOOKER. J.E Gulf States Utilities Co 63/10/07. COLLINS. J. T 
Region 4, Office of Director. Ip 20601 114 24X 

Fiche 90-490,03/10/07,8310180269 


8010100460 Interim Deficiency Rept DR-124. Investigation ongoing Interl 
or final status rept will be provided by 831124 
BOOKER. J.E Gulf States Utilities Co G3/L0/tl COLLINS. J.T 
Region 4, Office of Director. Ip 90602 065 24X 

Fiche 50-498,03/10/11. 6310100460 
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0310210149 Interim D«Flciencsi R«p* DR-9A InvBstisatlon nngning Interim 
nr final status rept will be provided by 831123 
BOOKER, J E «iilf States Utilities Co 03/10/12 COLLINS, J T 
Region 4, Office of Director Ip S0356 097 24X 

Fleb* 30-450,83/10/131 8310210149 


0310210262 Interim Deficiency &R-103 Investigation ongoing Interim 

or final rept Mill be provided fay 831 129 

BOOKER, J E Oulf States Utilities C« 03/10/13 CDLL1N9, J T 
Region 4, Office of Director Ip 20949.139 24X 

Fieri e 30-450,83/10/13, 0310210263. 


0310210173 Interim Deficiency Rept l)R“134 rnveat Iga tioi> Incomplete, 
Next rept uilll be submitted by 031123 

D0DKER,U.E Oulf Gtates Utilities Co 03/10/14 COLLINS, U T 
Region 4# Office of Director Ip 20856" ISO 24X 
Fluha’ 3O"4S0r 03/10/14, 8310210173 


8310210201 Interln Deficiency Rept DR-13S Investigation Incomplete 
Next rept idill be eubmltteif by 031130 

BOOKER, J E Oulf States Utilities Co 83/10/14 COLLINS. JT, 
Region 4, Office of Director Ip. 20056 001 24X 

Fiche 50-499,03/10/14,0310210201 


0310210259 Part 21 rept re potential defects in molded case* 100 ampere 
frame* ftulfcl-polv E ^ HE series circuit breakers End suppls 
030926 Itr. 

FENNETEAU*fl H Oould, Inc 83/10/14 HURLEY, T. E Region 1, Office 
of Director 2pp 20831.047 24X Fiche; 50-458* 83/10/14*8310210233 


8310280030 Interim Deficiency Rept DR~136 Investigation Incomplete 
Interim or final status rept will be provided by 631209 
BOOKER, J E. Oulf fltatee Utllitiee Co B3/t0/17 COtLrNS,JT. 
Region 4, Office of Director Ip 20933 208 24X 

Flche. 50-498, 83/10/ 1 7i 031 02B0030 


0310280084 Interim Deficiency Rept DR~1 12. Invest 1 gat Ion ongoing 
Interim or final status rept will be provided by 831130. 
DOOKERiU E Oulf Otatei Utilities Co 83/10/17 COLLINS* J T 
Region 4, Office of Director ip 20935 064, 24}f 

Flcbe. 50-450, 93/10/17* 8310280084. 


8310280117 Interim Deficiency Rept I>«-7e Investigation Inc omplete. Nex t 
rept will be submitted by 040116. 

BOOKER*J.e. Oulf States Utilities Co. 03/10/17 COLLINS, J T 
Region 4, Office of Director ip. 20929.263 24X 

FI Che 50-498*83/10/17,8310280117 


8310280011 Flnel Deficiency Rept DR-6t re length of capscrew which 
holds etartlng air valve assembly in cylinder head of 
etandby diesel generators Condition not reportable under 
lOCFFIDO 9Sre} 

BOOKER, J E. Oulf State* Utilities Co. 83/10/10 COLLINS, J T 
Region 4* Office of Dlrattor ip 80938.278 24X 

‘ 1 C h e ' 90-4 38, 83/ 1 0/ 1 B, 03 1 020001 1 


10290053 Interim Deficiency Rept DR-119 Investigation incomplete. 
Final or interim rept expected by 831111 

BOOKER, J E, Oulf States Utilltlee Co 83/10/18. COLLIN?, J T 
Region 4* Office of Dlrectur ip 20933 331 24X 

rich* 90-4 98, 83/ 1 0/ 18, 03 1 0280053 


J31027020& Part 21 rept re engine mounted electrical cablee. Defective 
cable not installed at 830927 Itr States Parts shipped & 

Inetallad en Oulf States River Bend Site (Engine Serial 
74039/40 DSR 40) Inetruction for table changeout due In Nov 
BaVERjR E. Transamerica Del aval, Jnc 03/10/20. Director's 
Office, Office of Inspictlon and Enforcement Ip 20924: 108 24X 

Fiche? 50-000, 83/10/20* 8310270206 


!KET 90-499 RIVER BEND STATION* UNIT 2 


Application/construction stage documents & correspondence 


0200183 Appeals partial denial of FOIA rtnuest for four categories 

f info re Caeeload Forecaet Panel 830330-31 meeting 8, eite 

Itit 

ALKEhMEINERj D. Louleiana Consumer's League* Inc. 83/09/01 
ifflce of the Executive Director for Operations 2pp. 20963.342, 

4 X F I c h e . 50-459* 83/09/0 1 , 83 1 0280 1 S3 


0070319 Rceponde tf 810330 Itr re ultimate capacity analysis of 
ark III containments Ultimate capacities of containment 
qulpment hatch h personnel airlock determined to be 96 pel 
72 pel, reep sc Lively 

OOKER, J E Oulf Btates Utilities Co. 03/09/30 NBUAH, T N, 
esistant Director ^or Licensing. 7pp 20652:177. 24X 

iche; 50-498* 83/09/30, 83 100703 1 9. 


G3J021022I Summarizes analysis of inclusion of redundant chlorine S, 
ammonia detectors in control bldg ventilation sya design 
NflC recDnsiderat ion of requirement requested Meeting in 
Bethesda,ND In Nov proposed 

BOOKER, JE Golf States Utilities Co 83/10/17 SCHWENCCR, A 
Licensing Branch 2 5pp 20852 0S4 24X Fiche 90-458,83/10^1/, 

B310210221 


0310260014 Forwards request for addl info re mechanical engineering to 
proceed ui/review of DL application 

SCHWENCE«,A Licensing Branch 2 03/10/18 CAHILL, W J Gulf 

atatea Utilities Co 3pp 20938 043 24X Fiche 50-458,03/10/18, 

8310260014 


0310200109 Responds to appeal re partial denial of FOlA request for 
four categories of info re Caseload Forecast Panel 030330-31 
meeting I, site visit Forwards complete version of requested 
documents 

D1RCKS*W U Office of th® Executive Director for Operations 
03/10/10 FALKENHEINER, D Fal kenhoiner, 0 Ip 20963 344 24X 

Fiche. 90-458, 03/10/18, 0310280109 


— 03IO2BO19V Calculations re facility components Supporting documentation 
encl. 

• Oulf States Utilities Co 03/03/30 llpp 20963 350 24X 

Fiche 50-450,83/10/10,8310280109 


8310260442 Notification of 031117 meeting w/util in Bethesda, KD io 
discuss equipment qualification programs 

WEINRAMfE J Licensing Branch 2 83/10/19 5CHWENCER, A Litensinp 

Branch 2 3pp 20926 354 24X Fiche 50-458,83/10/19,0310260442 


C Utility Environmental Report (ER), amends correspondence 


8310030232 Forwards Suppl 6 to environ rept - DL stage Review 
questions attached to NftC B30708 Itr renumbered Affidavit 
o t Sve enc 1 

CAHILL, W J Golf States Utilities Co 83/09/27 EIBENHUT, D O 
Division of Licensing 7pp 20590 079 24X Fiche 50-450,83/09/27. 

0310030232 


—8310030238 Suppl 6 to environ rept - Ot stage 

« Stone 6 Webster, Inc 03/09/30 62pp 20590*006 24X 

Fiche 50-490,03/09/27,8310030232 


E NRC Safety Evaluation Report (8£R>, suppls 6 correspondence 


8310240272 Request* estimated dates for submitting addl info associated 
w/SER open It confirmatory issues Response requested within 
7 day s 

8CHWENCER, A Licensing Branch 2 03/10/10 CAHILL, M J Oujf 

States Utilities Co 2pp 20907 332 24X Fiche 50-450,83/10/10, 

B31 0240272 


8310270-181 Revises schedule for providing responses to draft SER issupt 
6 clarifications to FBAR Responses previously committed for 
831015 will be provided between 031101 It 1231 

BDOKER, J E Gulf States Utilities Co 83/10/29 SCHWENCER, A 
Licensing Branch 2 Ip 20924 179 a4X Fiche 50-490,83/10/95, 
S310270181 


F Security* medical, emergency It fire protection plan* 


8310130084 Notification of 031012-13 meetings w/utll in St 
Franc 1 svi 1 le, LA to discus* onsite emergency preparedness 
topics 

MEINKAM,E J Licensing Branch 2 B3/10/03 8HWENCER, A Licensing 

Branch 2 3pp. 20777 023 24X Fiche 50-490, 03/10/03, 0310130084 


O Ad jud icatory correspondence 


B31012037B Order rewording Contention 2 re probability of failure of 
old river control structure 

COTTER, B F , COLE, R F , LlNENBERGER, G Atomic Safety and Licensing 
Board Panel 83/10/Q7 2pp 20700*204 24X Fiche 50-450,83/10/07, 

831O1SO390 


K. Utility Final Safety Analysis Report (FSAR) Ic amends 


8310030226 Certifies sve of Amend iO to FSAR on 030713 Distribution 
list and 

LfBERTOWICZ, F. CUlf States Utilities Co LI8ERT0WICZ, F Stone t« 
Webster, Inc 93/09/27 2pp 20990*147 24X FUhe, 90-458, 

03/09/27,8310030226 
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M Antitrust currespondenc e 


B310250171 Foruards NRC updated OL antitrust inq^uiry transmitted to 
utit on 630Q1^ 

VQLGER, D H Hearing Branch 2 aa/10/13 SPIEGEL, O Spiegel k 

McDtarmid 2app 30893 282 a4X Flche SO-4S0, 83/10/13, B310230171 


Q Inspection reports, IE Bulletins k cot respond enc e 


8308300340 IE InPo Notice 03-61, "Alleged Use of Stand-Ins foi Milder 
Qualification Tests ” Sve list end 

JORDANi E L Division of Emergency Preparedness Ic Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co oF New 

York. Inc ll7pp 20754 022 24X Fiche 90-000,83/09/26.8308300340 


8300300342 IE Info Notice 83-62. ‘'Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Gve list end 

JORDAN, E L Djvieion of Emergency Preparodnese ft Engineering 
Response {Past 830103) 83/09/26 Consolidated Edison Co of Neio 

York, Inc ll6pp 20777 210 24X FUhe 50-000,83/09/26,8308300342 


8300300345 IE Info Notice 83-63. "Potential Failures of Westinghouoe 
Type SA-1 Differential Relays " 8vc list end 
JORDAN, E L Division of Emergency Preparednees 8< Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of Neui 

York, Inc llGpp 20778 001 24X Flche 50-000,83/09/26,8300300345 


0308300349 lE Info Notice 83-64, "Lnad Shielding Attached to 
Safety-Related Bys U/o 1OCFR50 59 Evaluation " Sve list 
enc 1 

JORDAN, E L Division of Emergency Preparedness kt Engineering 
Response (Past 830103} 83/09/29 Coneolldated Edison Co of Neu 

York, Inc llSpp 20716 324, 24X Flche 50-000,83/09/29,8300300349 


8308300378 lE Info Notice 83-65, ’'Survelllanee of Flow in RTD Bypass 
Loops Used In Westinghouse Plants." Bve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/10/07 Consolidated Edison Co of New 

York, Inc 76pp 20827 213 24X Flche 90-000,83/10/07,0308300378 


8308300752 IE Info NDtice 83-66, "Fatality at Argentine Critical 
Facility " Bve list end 

JORDAN, e L Division of Emergency Preparedness k Engineering 
Response (Post B30103) 03/10/07 Consolidated Edison Co of New 

York, Inc 79pp 20002 026 B4X Fiche 50-000,83/10/07,0308300792 


0300300799 IE Info Notice 03-67, "Emergency Use Respirator Hat! Defect 
Causes Production of Noxious Oases " Sve list end 
JORDAN, E L Division of Emergency Preparedness 8i Engineering 
Response (Post 830103) 03/10/11 Consolidated Edison Co of New 

York, Inc ii7pp 21043:079 24X Fiche 90-000,83/10/11,8300300799 


0300300761 IE Info Notice 83-68, "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders." Sve list 
end 

JORDAN, E L Division of Emergency Preparedness 8( Engineering 
Response (Post 030103) B3/10/U Consolidated Edison Co of New 

York, Inc 120pp 20827 129, 24X Fiche 50-000,03/10/11,0308300761 


8310260017 Foruarda request for addl info re preservl ce/iniervl ce insp 
programs to proceed u/revleur of OL applicatlcn 

SCHUENCER.A Licensing Branch 2 83/10/10 CAHILL, W J Oulf 

Btates Utilities Co 4pp. 20926 359 24X Flche 50-450,03/10/18, 

0310260017 


S Reportable occurrences, LERs S( related correspondence 


9310270206 Part 21 rept re engine mounted electrical cables Defective 
cable not installed as 830927 Itr states Parts shipped k 
Installed on Gulf Btates River Bend Site (Engine Serial 
74039/40 D8R 48) Instruction for cable changeout due in Nov 
BDVER, R E Transamerica Delaval, Inc. 03/10/20 Director's 
Office, Office of Inspection and Enforcement, Ip 20924*100 24X 

Flche 90-000,83/10/20,6310270206 


DOCKET 90-460 WPPB8 NUCLEAR PROJECT, UNIT 1 


A Application/construction stage documents k correspondence 


8310030303 Forwards Rev 1 to BAW-1762, "Aus illary Feedwater 8y» 
Reliability Study for WPP8S Unit 1," in response to 
NUREG-0 737, Item II. E 1 I 

SORENSEN, 0 C Washington Public Power Supply 8yiten 03/09/23 
ADEN8A11,E (}. Licensing Branch 4 Ip 20593,191 a4X 
Fiche* 50-460, 83/09/23, 8310030303. 


— 0310030306 Rev 1 to "Auxiliary Feedwater Bys Reliability Study of WPP8S 
Unit 1 " 

« Dabcack b Wilcox Co HAW-1762 ROl 03/06/30 41pp 
20993 183 24X Fiche 50-460,03/09/23,0310030303 


0310210224 Forwards "Rept on Containment Structural Integrity Teet for 
WPPSS Unit 1 *’ Containment responded satisfactorily to test 
pressure loads b acceptance criteria of A8ME III.Div 2. 

SORENSEN, G C Washington Public Power Supply ay stem 03/09/20 
ADENSAM, E 0 Licensing Branch 4 tp 20B47 084 24X 

Flche 50-460,03/09/20,8310210224 


— 0310210229 "Rapt on Containment Structural Integrity Test for WPP98 
Unit 1 " W/seven oversiie figures Aperture cards are 
available in PDR 

e United Engineers k Constructors, Inc (subs of Raytheon Co ) 
03/06/03 4B2pp 20B47 005 24X Flche 90-460,03/09/20, 

0310210224 


0310310409 Bummary of 030026 meeting w/Dt(W Owners Group re 
implementation of Generic Ltr B3-2B concerning defenses 
against ATW0 b proposed ATWS rule for HbW plants. List of 
attendees b viewgraphs end 

KADAMOJ.P Operating Reactors Branch 4 83/10/20. Operating 

Reactors Branch 4 I3pp 20969 147 24X Fichs- 50-000, 03/10/80, 

0310310409 


F Security, medical, emergency k fire protection plans 


0309300239 Forwards Amend 4 to "Fire Protection Evaluation, •* 

Vois 1 b 2, in response to 820109 request b lOCFRSO, App R. 
SORENSEN, 0 C Washington Public Power Supply System 83/09/22 
ADEN8Ali, E 0 Licensing Branch 4 Ip. 20944 199. 24X 

Flche* 50-460, 03/09/22, 0309300237 


— 0309300246 "Fire Protection Evaluation," Vols 1 b 2 

W/oversiied drawings Aperture cards available In PDR 
« Washington Public Power Supply System 03/09/22 650pp 

20544.200 24X Fiche 50-460,83/09/22.8309300239 


0 Adjudicatory correspondence 


831O04OS00 Updated response to 030012 second set of interrogatories b 
request to produce Certificate of 8vc end 

ROSOLlEiE Coalition for Safe Power 83/09/27 Washington Public 
Power Supply System 9pp 20615*020 24X Flche 90-460,03/09/27, 

0310040200 


0310040179 Msmorandum b order granting util 030906 motion to strike 
Coalition for Bafe Power 630022 motion to compel util 
respettsss ta Coalition 030713 third set of interrogatories. 
Coalition alternate request to suspend hearing denied 
GROSSMAN, H Atomic Safety and Licensing Board Panel 83/09/30. 
Washington Public Power Supply System 4pp 20608 076 24X 

Fiche 90-460, G3/09/30, 0310040179. 


0310100320 Kemorandum b Order LBP-B3-66, admitting Cealltioit for Safe 
Power as intervenor, ruling on contentions b holding 
proceeding In abeyance Util ordered to file quarterly repts 
on const activities 

GROSSMAN, H Atomic Safety and Licensing Boerd Panel 83/10/14. 
Coalition for 8afe Power 40pp 20B06. IBB 24X 
Flche 90-460,83/10/14,8310100320 


8310200240 Memorendum b order denying util 030912 motion to compel 
Coalition for Safe Power to produce documents referenced in 
response to util interrogatories Requests denied as moot or 
for other reaeons as noted 

GBOBBNAN, H Atomic Safety and Licensing Board Panel 03/10/18 
Washington Public Power Supply System Spp. 20833 059. 24X 

Flche. 50-460, 83/10/18,8310200240. 


8310210303 Order scheduling 831027 telephone conference re B40110 
h earing. 

GROSSMAN, H, Atomic Safety and Llceniing Board Panel 03/10/19. 
2pp 20059: 113 24X Fl che 50-460, 83/10/19, 0310210203. 


8310310226 Memorandum b order confirming 031027 teUon w/ell parties to 
ensure resolution of discovery matters b adherence to 
prevlDusly adopted schedule. 

OROBSMANrH. Atomic Safety and Licensing Board Panel. 83/10/28 
2pp 20947*129 24X Flche 50-460,03/10/20,0310310226 


0. Inspection reports, IE Bulletins b correspondence 


8308300340 IE Info Notice 03-61, "Alleged Use of 6tend-Ini for Welder 
Qual If icat 1 on Tests " Bve list end 

JORDAN, E L, Division of Emergency Preparednees b Engineering 
Response (Poet 830103) 03/09/26. Consolidated Edison Co. of New 

York, Inc ll7pp 20754*022 24X Fiche 50-000,83/09/26,0300300340 


354 


DOCKETED ITEMS 


6308300342 l£ Inifo Notice 03-42^ “Failure Redundant Taitic Oa* 
Detactora Poeitio-ned at Control Room Ventilation Air 
Intatet " Svc list *nc 1 

JORDAN. E L Division of Emersencii Preparedness & Engineering 
Riiponie IPost B30103) 03/0*7/26 Consolidated Edison Co of New 

Vorfci Inc- ll6pp 20777 210 24X Fich* 50-000.03/09/26.6306300342 


B308300349 IE Info Notice b 3“63» "Potential Failures of Westinghousc 
Type 8A-I Differential Relays " Svc list end 
JORDAN. E L Division of Emergency Preparedness tt Engineering 
Response <Poit B30103J 03/09/26 Consolidated Edison Co of Now 

York* Inc llBpp 20770 001 24X Fiche 50-000. 03/09/ 26. 630 B30034D 


B3I0260346 Summary of Caseload Forecast Panel 030610-12 meetings u/uti) 
in Clinton. IL re const status of facility Viewgraphs end 
ABELSON.H Licensing Branch 2 83/10/1/ Licensing Dronch 5 

I64pp 20916 004 24X Fiche 90-461.03/10/17.6310260346 


6310240354 Submits daily highlights Unit 2 canceled on 031014 Const 
on Unit I continuing not affected by cancellation 
HARRISON. O Licensing Branch 2 03/10/10 DENTON. H R . CASE. E 0 , 

CARTER. J Office of Nuclear Reactor Regulation. Director Ip 
20907 277 24X Fiche 50-461,03/10/10,6310240234 


E NRC Safety Evaluation Report iSER). sVppls & correspondence 


0306300349 IE Info Notice B3-64. "Lead Shielding Attached to 
Safety-Related Eys H/o 10CFR3O, 59 Evaluation " Svc list 
end. 

JORDAN* E. L Division of Emergency Preparedness & Engineering 
Reiponie CPost B3OI03). 63/09/29 Consolidated Edison Co of New 

York. Inc Il3pp 20716 324 24 X Fiche 50-000. 83/09 /29i 0306300349 


0309120437 Provides proposed responses tp questions re SER (NUREG-0D53) 
Cunf iraiatorg Issue I concerning degraded core hydrogen 
control 8( emergency plan dose assessment reporting sys 
NELSON. R M Illinois Power Co 03/09/06 SCHWENCER.A Licensing 
Branch 2 6pp 20335 248 24X Fiche 50-461.93/09/06.6309120437 


8300300378 IE Info Notice 63-65. ‘■Surveillance of Flow In RTB Bypass 
Loops Used in Nesti nghouit Plants " Svc list end 
JORDAN. E L Division of Emergency Preparedness St Engineering 
Response (Post B30103> 83/10/07 Consolidated Edison Co of New 

York. Inc 76pp 30027 213 24X Fiche 50-000,83/10/07.0300300376 


0306300752 IB Info Nntice 63-66, "Fatality at Argentine Critical 
Facility ■' Svc list end. 

JORDAN. E.L Division of Emergency Preparedness I. Engineering 
Response (Post 830103) 83/10/07 Consolidated Edison Co of New 

York* Inc 79pp 20662.026 24X Fiche 50-000.03/10/07,8308300752 


8300300759 IC Info Notice 03-67. "Emergency Ue# Respirator Matl Defect 
Causes Production of Noxious Oases." Svc list end 
JORDAN. E L Division of Emergency Preparedness 1. Engineering 
Response (post 630103) 83/10/11 Consolldatad Edison Co of New 

York* Inc. Ii7pp 21043 075. 24X Fiche 50-000,83/10/11.0300300759 


8310120359 Advises that utl) has incorporated three LRO-II position 
papers into OL application Position Paper 3~CSD. "Periodic 
Lou Pressure Leakage Testing of Dryuell. '' constituting 
response to Confirmatory Issue 66 of 6ER <NUREO-OB53) 

NELSON. R M I It mole Power Co 83/09/30 SCHWENCER.A Licensing 
0ranch 2 3pp 20700 206 24X Fiche 50-461. 03/09/30. 03I01203S9 


63101402SQ Forwards draft FSAR page changes on SER Confirmatory Issues 
45 «t 46 re TMI Action Plan Items XI K 3 13. "HPCI RCIC 
Initiation Levels’* & II K 3 15, ''Isolation of HPCI 8. RCIC " 
Engineering design completed 

NELSON, R H 1 1 1 ino i s Power Co 03/10/06 SCHWENCER.A Licensing 
Branch 3 llpp 20761 253 24X Fichc 50-461.03/10/06.8310140226 


6310270552 Releases public version of revised emergency plan 

FELTON* J M Division of Rules and Records 03/10/21 Document 
Management Branch Ip 20944 017 24X Fiche 50-461,63/10/21. 

B310270553 


03OB3OO761 IB Info Notice 03-68. •Respirator User Warning* Defective 
8*1 f“ContalJied Breathing Apparatus Air Cylinders “ Svc list 
*nd» 

JORDAN* E L. Division of Emergency Preparedness & Engineering 
Rciponit (Post 630103} 03/10/11 Consolidated Edison Co of New 

York. Inc 120pp 20827 129 24X Fiche 50-000.83/10/11.8308300761. 


—8310270569 Forwards public version of draft Amend 26 to FSAR. App 13 H. 
consisting of Rev 2 to Emergency Plan OAP1890 OOS Rev should 
resolve 5ER autstanrflng Issue 16 (NUREO-0653) 

NELSON. R H. Illinois Power Co 83/10/14 SCHWENCER.A Licensing 
Branch 2 Ip 20944 016 24X Fiche 50-461.63/10/21.0310270552 


B Reportable Dccurrencsi. lERs I. related correspondence 


6310270206 Part 21 rept re engine mounted electrical cables Defective 
cable not Installed as 630927 Itr states Parts shipped L 
Installed on Qulf States River Bend Bite (Engine Serial 
74039/40 DSR 48) Instruction for cable changeout due in Nov 
SOYER, R E Traniamer ica Delaval* Inc 03/10/20 Director's 
Office. Office of Inspection and Enforcement Ip 20924 108 24X 

Fiche. SO-OOOi 83/10/20. 6310270206 


V. Operator Bxaalnatlans 


6310030142 Rmuests schedule, by 831026. for rtquallf ication training L 
exams for 1984 in order to coordinate Region V audit 
of operator requa li f icatlon programs. 

BISHOP. T W. Division of Resident. Reactor project L Engineering 
Progfams 83/09/26. OODFFREY, O Washington Public Power Supply 
8yiten 2pp SO 590 040 24X Fiche 50-397/03/09/26.8310030142 


D(DCKET 50-461 CLINTON POWER STATION. UNIT 1 


A Application/constructian stage documents L correspondence 


0310120181 Informs that final corrective action Item r* recovery 
verification team aiifisment of OA program >< Implementation 
as applied to mechanical equipment. piping, pipe supports/ 
restraints 4< HVAC complete on 630710. per 020421 Itr, 

HALL/D, P Illinois Power Co. 03/00/04 KEPPLER.JO Region 3, 
Office of Director Ip 20695*295 24X FUha 50-461,63/00/04. 

0310190181 


F Security, medical, emergency 8. fire protection plans 


0309120437 Provides proposed responses to questions re BER (NURE0-0U53) 
Confirmatory Issue 1 concerning degraded core hydrogen 
control I* emergency plan dose assessment reporting sys 
NELSON.RN, tllinoi* Power Co 03/09/06 SCHWENCER.A Licensing 
Branch 2 6pp 20335 240 24X Fiche 50-461.03/09/06.8309120437 


8310200201 Forwards Amend 27 to F0ARr consisting of safely relief valve 
monitoring descrl p tion. Chapter 14 updating h responses to 
NRO questions on emergency preparedness meteorological 
program 

HAULrD P. Illinois Power Co 03/10/11, DENTON. H ft Office Of 
Nuclear Reactor Regulation, Director ip 20828 299 24X 

Fiche 50-461.83/10/11.6310200201 


6310270553 Releases public version of revised emergency plan 

FELTON. J H Division of Rules and Records 83/10/91 Document 
Management Branch. Ip 90744 017 24X Fiche 50-461.03/10/91. 

8310270952 


— 8310270569 Forwards public version of draft Amend 28 to FSAR. App 10 P. 
consisting of Rev 3 to Emergency Plan 0AP1890 008 Rev should 
resolve SER Outstanding Issue 18 {NUREO-O053> 

NELGON. R M IllinDis Power Co 83/10/14 SCHWENCER.A Licensing 
Branch 2 Ip 20944 010 54X Fiche 50-461. 03/10/21. 0310970552 


— 8310270574 Public version of draft Amend 20 to FSAR, App 13 B. consisting 
of Rev 2 to emergency plan 

« Illinois Power Co 83/10/10 303pp 20944 019 94X 

FI choi 30-44,1. 63/10/21,0310270552 


9310090005 Advises of conditional acceptance of use of ASHE Code Case 
N-:I15. "Repair of Bellows. Biction IlliOiv I,” to repair 
io guard pipe ixpanslen bellows Description >> juttl f icatlon 
of repair not replacement* must be submitted 

BCHMEWER.A Licensing Branch 2 03/09/27 NELSON. R H lUinois 

Power Co 2pp 20690 189 24X Fiche 90-461.03/09/27.0310050085. 


0 Adjudic-atory correspondence 


8310120403 Notice of appearance In proceeding Certificate of Svc end 
BAHELSON. A lillfials. State of 03/10/06 9pp 20699 01/ 94X 

Fiche 50-461*83/10/06,8310120403 


631091O(X)9 Informs that HPCS diesel generator preoparatlonel testing 
program camplvif'9 w/«»9 Guides t. 106 h I 9 h IEEE Std 
307-1977 will be iaplemented Program description provided, 

NELSON. R. N, llUnoie Power Co 83/10/14 SCHWENCEfiiA Licensing 
Branch 2. 2pp. 20696.069. 24X Fiche* 50-461* 83/10/14, 0310210007. 


H Oenaral correspondence 


0310110105 Advises tliat ft Nalson appointed Director of Nuclear 
Licensing I« ConP Ipura tion 

HALL*D P Illinois Power Co 83/09/30 SCHWENCER.A. Licensing 
Branch 2 Ip 20668 156 24X Fiche 50-461, 83/09/30. 0310110105 


DOCKETED ITEMS 


Utilitg Final Saf{>ty Analysis Report {F8AR) C< amends 


B310200201 Foruards Amend 27 to FSAR« cons i&t ing of safety relicP valve 
monitoring descr iptiohj Chapter Id updating responses to 
NRC -questions on emergency preparedness meteorological 
p rogram 

HALL.D P IJlinois Power Co 03/10/11 DEMTON. H R Office of 
Nuclear Reactor Rogulationi Director Ip 3082B 292 24X 

Fiche 50-461. 83/10/1 li 8310200201 


—6310200205 Amend 27 to FSAR 

* llllnals Power Co 83/10/31 365pp 20828 293 24X 

Fiche 50-46ii Q 3 /IO/II 1 B310200201 


Q Inspection reports. IE Qulletins correspondence 


B3100602B2 Forwards IE Insp Rept 50-461/83-14 on 03QB24-26 No 
noncompliance noted 

KNaP^il C Region 3. Office of Director. 63/09/14 GERSTNER. hi C 
Illinois Power Co Spp 20646 i 59 24X Fiche 50-461 . 63/09/ 14< 

8310060282 


—8310060309 IE Insp Rept 50-461 /B3-14 on 83O0B4*-26 Wo noncompl iance 
noted Major areas inspected licensee action on open Items, 
results of study on nonconformance repts & design 
verification of electrical laceway support sys 
JA6LDN8KI. F. J « HAVES. D W Region 3. Office of Director 
03/O9/i4 20pp 20646 161 24X Fiche 50-461.83/09/1410310060282 


8310140147 Forwaids lE Insp Rept 50-461/83-15 on 030824-26 Sc 31-0901 & 
notice of violation 

STREETER. J F Region 3. Office of Director 83/09/29 
OERSTNER. W C Illinois Power Co 2pp 20763 025 S4X 
Fiche 50-461.03/09/2910310140147 


—8310140148 Notice of violation from Insp on 830824-26 6 31-0901 
STREETER. J F Region 3. Office of Director 03/09/29 2pp 
20763 027 24X Fiche 50-461.83/09/29.8310140147 


—8310140150 IE Insp Rept 50-461/83-15 on 830024-26 S< 31-0901 
Noncampl lance noted failure to specify that 10CFR21 
provisions applied to five welding matl procurement 
documents ti to assure bore bent piping compliance 
SCHULZ. R D . HUNTER. D R Region 3. Office of Director 03/09/29 
lOpp 20763 029 24X Fiche 50-461,83/09/29.0310140147 


0310230636 Forwards IE Insp Rept 50-461/83-13 on 030727-091 5, No 
n oncomp 1 iance noted 

KNDP^R C Region 3. Office of Director 83/09/30 GERBTNFR.WC 
Illinois Power Co 2pp 20900' 296. 24X Fiche 50-461,83/09/30. 

8310250636 


— 8310250642 IE Insp Rept 50-461/G3-I3 on 830727-0915 Mo noncampl lance 
noted Major areas Inspected const activi ties. Inc lud ing 
matl laydown S. storage areas, program control, licensee 
action on previous insp findings St welding activities 
LIVERMORE. H H , CHRISTIANSON. F . HAVNES, D W Region 3, Office of 
Director 83/09/29 Spp 20900 290 24X Fiche 50-461.03/09/30, 

8310250636 


0310060395 Ack receipt of B3072B Itr requesting concurrence In plans 
for proceeding w/Phasc III insp activities delineated in 
HVAC recovery plan outline Phase III reinsp l< plans to 
remove galvanox from welds acceptable 

KEPPLER.J Q Region 3. Office of Director. 03/10/03 OERSTNER. M C 
Illinois Power Co ip 20641.210 24X Fiche 50-461,83/10/03. 

0310060395 


— 8310060409 Requests review ti concurrence to proceed w/Phase IH of HVAG 
recovery plan Also requests concurrence to remove galvenoa 
on all accessible first attachment, hanger structrural 6 
hanger-to-duct welds 

HALL.D P Illinois Power Co 03/07/20 KEPPLER.J 0 Region 3. 
Office of Director 2pp. 20641:219 84X Fiche 50-461.83/10/03, 

03 1 0060395 


G31031O2B9 Forwards IE Insp Rept 50-461/83-16 on 830913-16, No 
noncompliance noted 

KNDPiR C Region 3, Office of Director 83/10/12 OERSTNER, W C. 
Illinois Power Co 2pp 20957:087 24X Fiche 50-461,83/10/12. 

831 03 10209 


—8310310293 IE Insp Rept 50-461/03-16 on 030913-16 No noncompliance 
noted Major areas inspected assessment It progress w/recoril 
i( field verification 6 open Item action <ref confirmation of 
020901 l( 1006 action Itrs) 

JABLONSKliF. J . HAYES, D. W Region 3. Office of Director 
03/10/12 8pp 20957*009 24X Fiche 50-461,83/10/12,8310310287 


8310LB0271 Clarifies NRC position re procedures for admitting NRC 
personnel to facilities List of personnel requiring access 
to vital areas end Updates will be provided every 6 months 
AXEL8DN, M L Region 3, Office of Director 03/10/14 GER8TNER, H C 
IlllnolB Power Co 7pp 20BD7 036 24X Fiche 50-461.83/10/14, 

83101B0271 


8310250619 Describes significant Imprayernents In corrective action 
program, el Imlnating need for checklist trending, in response 
to notices of violation 6 820901 confirmation of action Itr 
HALL, D P Illinois Ppwer Co 93/10/17. KEPPLER.J O. Region 3, 
Office of Director 2pp 20900 287 24X Fiche 50-461.03/10/17. 

8310250619 


S Reportable ucc urrence s, LERs h related correspondence 


0310040204 Final Deficiency Rept 55-83-05 re failure of certain 1/4- 
Inch 20-hex head cap screws during Instellatian of conduit 
strap attachments to supports Initially reported on G3D41S 
Item not reportable per 10CFR50 551 e) 

HALL.D P Illinois Power Co 03/09/26 KEPPLER.J 0. Region 3. 
Office of Director 4pp 20614 276 24X Fiche 50-461,03/09/26. 

8310040S04 


9310040230 Final deficiency rept re wall thickness for safety-related 
piping Initially reported on 821007 Lines 1LP21A4 b iLP21B4 
will be used os-installed 8, penetration sleeve will be 
mo-difled to shield pipe from external loads 

HALL, D P Illinois Power Co 03/09/26 KEPPLER.J 0 Region 3, 
Office of Director 4pp 20613 220 24X Fiche 90-461.83/09/26. 

8310040230 


0310120077 Final Deficiency Rept G3-04 re control of design change 
documents Initially reported on 030215 Procedures revised 
re methods of posting b handling design change documents. 

HALL.D P, Illinpis Power Co 83/09/30 KEPPLER.J. O Region 3. 
Office of Director 4pp 20697 157 24X Fiche 50-461,03/09/30. 

8310120077 


8310120441 Potential Deficiency 55-02-09 re small bore/ instrumentation 
piping b conduit support design calculations Initially 
reported on 020902 Personnel reviewing small bore/ 
instrumentation piping support calculations retrained 
HALL.D P minois Power Co. 03/09/30 KEPPLER.J 0 Region 3. 
Office of Director 6pp 20690.313 24X Fiche 90-461,83/09/30, 

0310120441 


DOCKET 50-462 CLINTON PQUER STATION, UNIT 2 


A Application/constructlon stage documents tt correspondence 


8310240254 Submits daily highlights Unit 2 canceled on 031014 Const 
on Unit 1 continuing U not affected by cancellation 

HARRIEON.O Licensing Dranch 2 83/10/18 DENTON, H.R., CASE, E 0 . 

CARTER, J. Office of Nuclear Reactor Regulation, Director Ip 
20907 277 24X Fiche 50-461.83/10/10.8310240254 


0 Inspection reports, lE Bulletins I* eorr espandence 


8310100271 Clerifles NRC position r* procedures for admitting NRC 
personnel to facilities List of personnel requiring eccess 
to vital areas end Updates will ba provided every 6 months, 
AXELCON.H L Region 3, Office of Director 03/10/14 OERBTNEH, VI. C 
tlllnols Power Co 7pp 80807.036 B4X Fiche, 90-461, 83/10/14, 
8310100271 


DOCKET 8TN-S0-47O CE30AR BYSTEM GO 


A App 1 lea bion/canstructlon stage documents b correspondence 


0310070274 Discusses ref erenceab illty of CE8SAR-F final design 
approval NRC support for standard! cat ion as abstract concept 
for future plants w/o resolving present issues Inconsistent, 

SCHERER, A E Combustion Engineering, Inc B3/09/3O. EIflENHUT,D.O 
Division of Licensing 2pp. 20697*026 24X F1 che ’ 50-470. 03/09/30, 

0310070274 


8310270DD6 Notlficetion of 831026 meeting w/C-E In Bethesda.MP to 
discuss use of pipe whip restraints in C-E std SAR design, 

MEYER, O.C Standardisation Special Projects Branch 03/10/19. 
THOMAS, C, D, Btandardl aatlon fc Special Projects Branch. 2pp 
20940,165. 24X Fiche 90-470, 03/10/19, 0310270006 


8310200306 Discusses confirmatory Issues Impinging on C-E axcsptlons U 
limitations placed on 0ES8AR final design approval CFDA) 4 
possible stmnar limitations on CE98AR FDA 

MEYER. O.C. Standardlxation 4 Special Projects Branch 83/10/21, 
EISENHU'T. D 0, Division of Licensing. Spp 20964’ 356 24X 

Fiche 50-470,03/10/21,0310280306 



356 


DOCKETED ITEMS 


E NRC Safety Evalgation Report C6ER)< suppls corre^pondenco 


B3100S0232 SAFETY EVALUATIDM REPORT RELATED TO THE FINAL DESION OF THE 
STANDARD NUCLEAR STEAM SUPPLY REFERENCE BYBTEMi CESSAR SYSTEM 
SO Docket Mo 50-470 <Coinbuati on Etig ineerifiB. Incorpcjra tad ) 

* Office G-f Noclear Reactor Reffulationj Director NUREQ-0B52 B02 
03/09/30 163pp 30635 151 24X Fiche 30-470.03/09/30*0310050232 


8310170204 Forwards SEER 9 <MUREO-O03a) re CESSAR & application for 
final design approval H/o end. 

THOMAS, C 0 Standardiiat ion Sf Special Projects Branch 03/09/30 
&CHERER, A E Combufition Enjineerlng, inc 2pp 2079S 092 24X 
Fiche 50-470.03/09/30*8310170204 


DOCKET S 0-471 PILGRIM NUCLEAR POWER ST ATI DM, UNIT 2 
8 Reportable occurrences, L£Rb (( related correspondence 


0310140002 PNO-I-B3-t05 on B31007, s^elsmlc event occurred in 
northeastern US u/tnagnitude of 5 2 on Richter scale in NY 
St 4 0 in NH No damage to equip/nent identified. 

GALLO, R M Region Ir Office of Director. 03/10/07 Ip 20766 116 
24X FUhi 30-000,83/10/07, 0310140002 


DOCKET 8TN-5O-40a WOLF CREEK OENERATINO STATION 


A Application/eonstruetion stage documents Ic corresp onifetice 


0310250054 Provides supp lennental info on Item 6t "Final Acceptance 
Criteria, " of util 830729 1 tr r* sys turnover quality action 
plan Info addresfet means by which util will conduct final 
syi walkdown surveillance verification program 
KOE8T£R,0 L. Kansas Oas fc Electric Co 03/00/29 SEIDLE.W. C 
Region 4, Office of Director Ip 20094 199. SAX 
Fiche 50-402. 03/00/25, 03 1 0250094 


03101 10600 Requests that end G30B30 memo re postulated primary reactor 
coolant loop breaks be reviewed to determine whether change 
in radiation shielding constitutes agreement that 
double-ended guillotine pipebreat need not he postulated. 

NOVAK, T H Assistant Director far Licensing 03/09/28 KNIOHTtJ P 
Assistant Director for Comp U Structures Engineering IPost 8302011 
HOUarONrR W Assistant Director for Reactor Safety MULLER* D R 
Assistant Director for Radiation Protection 2pp 20714 344 24X 

Fiche 50-000, 03/09/20, 03 1 01 1 06 00. 


0310240039 Notification of 831025 meeting u/utlL in Rockville, MD to 
discuss NRC comments sn detailed control room design 
review 

HOLDNICH, J. J. , EDISON, 0 E. Licensing Branch L 83/10/12 
YOUNGBLOOD, 0 U Licensing Branch i 4pp 20903 230. 24X 

Ft Che 50-000,83/10/12,0310240039 


03IO24OD75 Notification of 031026 meeting u/utlls l< Bechtel in 
Bethttda,HD to discuss outstanding issues assecieted 
u/qualif Icatlon of elactrical equipment 

HOLONlGHrJ, J , EDISON, 0 E Licensing Branch 1 03/10/13 

YDUNOBLOODtB J Licensing Branch 1. 4pp 20903 210 24X 

Fiche' 90-000.03/10/13, B3 102 40075 


B310290133 Forwards marked-up Tech Spec Section 6 Oi "Administrative 
Controls," for review le approval 

KOE8TER,0 L Kaniai Gas & Electric Co 63/10/21. DENTON, H R 
Office of Nuclear Reactor Regulation* Director. S2pp 2009? 167 
24 X Fiche 90-482,03/10/21, 031O2SO133 


E NRC Safety Evaluation Report (BER),- sjppis $< correspondence 


B310iBD3i7 Forwards Rev 1 to "Emergtncv Procedure Oeneratton Package," 
It Rev 1 to "Writers Ouide For Emergency Operating 
Procedures," per Generic Ltr 02-33 {NUREO-0737* Supp 1 1). 

Listed 8ER items resolved 

KDESTER.O.U. Kansas Gas U Electric Co. 03/10/14 DENTON, M R. 
Office of Nuclear Reactor Regulation/ Director. Cpp. 20B03 iOl. 

24X Flchs' 90-402, 03/10/14, B31018Q317 


**-0310180321 Rev 1 to Procedure ADM Ol*'092 "Emergency Procedure 
Ceneratlon Package," 

ARHSTRONGiB Kaneas Gas S, Electric Co. 63/10/11 14pp 
20003 . 103 24X FI c h • 90-462, 03/ 1 0/ 1 4 , 631 0 1 003 1 7 


— 0310100329 Rev 1 to Procedure APH 02-022 "Writers Ouide for Emergency 
Operating Procedures." 

ARNSTRONg, 8, Kansas Oat W Electric Co, 63/10/03 30pp 
20603: 117 24 X FI c h • ‘ 90^462, 03/ 10/ 1 4, 031 0 1 0031 7. 


F Security, medical, emergency 8- fire protection plans 


0310110376 Forwaide request for addl Info for review of emergency plan 
Info requested urithin 2 wks 

VOUNOBLOaD, B J Licensing Branch 1 03/09/23 KOESTER, G L Kansas 

Oas l< Electric Co 3pp 20713 225. 24X Fiche 30-402, 03/09 /2,H, 

6310110376 


B3I0170713 Forwards request for addl Info re instrumentation 6 control 
sy« - remote safe shutdown Info needed within 2 wks of 
receipt of ltr 

VaUNOBLOaD, D J Licensing Branch 1 03/10/05 KDESTERiO L Kansas 

Gas it Electric Co SCHNEUL, D F Union Electric Co 0pp 
2079G 126 24X Fiche 50-000,83/10/05,8310170713 


0310170722 Forwards comments on util detailed control room design 
review submitted in response to Generic Ltr 02-33, "9uppl 1 
to NUREO-0737 Requirements for Emergency Response 
Capability " Info mgt sys discussion needs more detail 
YOUNGBLOOD, B J Licensing Branch I 83/10/05 KDEBTER.G L Kansat 
Oas it Electric Co lOpp 20798 100 24X Fiche 50-000, 03/10/09, 

0310170722 


9310160317 Forwards Rev 1 to "Emergency Procedure Generation Package.** 
it Rev 1 to "Writers Ouide For Emergency Operating 
Procedures," per Generic Ltr 62-33 (NLfREO-0737, Bupp 1 1> 

Listed BER items resolved 

KOESTER/O L Kansas Gas «, Electric Co B3/J0/14 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 20803: JOl 
34X Fiche 50-482,03/10/14,0310100317 


— 0310100321 Rev 1 to Procedure ADM 01-052 "Emergency Procedure 
Generation Package " 

ARHSTnONO, S Kansas Gas it Electric Co 03/10/11 I4pp 
20803-103 24X Fiche 50-402,03/10/14,0310180317 


—0310180325 Rev 1 to Procedure ADM 02-022 "Writers Guide for Emergency 
Operating Procedures " 

ARMSTRONG. S Kansas Gas it Electric Co 03/10/03 SOpp 
20003 117 24X Fiche 50-482,03/10/14,0310100317 


0310210414 Releases public version of licensee responses to questions 
re emergency plan 

FELTON, U M Division of Roles and Records 03/10/17 Documuht 
Management Branch Ip 20002 327 24X Fiche 50-402,03/10/17, 

0310210414 


—0310210415 Forwards public version of responses to questions r« 
emergency plan Responses will be incorporated in Rev 12 ta 
FSAR 

KOESTERiO L Kansas Gas 8, Electric Co 03/10/10 DENTON, H « 
Office of Nuclear Reactor Regulation, Director i2pp 20002 3PS 
24X Fiche 50-482,03/10/17,0310310414 


G Adjudicatory correspondence 


0310140020 Informs that D Garner will tour plant on B31021 OL 
proceeding issues will not be discussed Trip rept will be 
served Certificate of Sve end 

REAMER, c W Commissioners 83/10/13 LAllREN90Ni J A , 

ANDERSON, G C , PAXTON, H C Atomic Safety and Licensing Hoard Panel 
2pp. 20767- 030 24X Fiche 90-402,03/10/13,8310140020 


Q Inspection reports, IE Bulletins I, correspondence 


8310250004 Describes addl mgt initiatives implemented to change QA 
plans Joint final insp of sys !< components released prior 
to start proposed 

KDE8TER,G L Kansas Gas U Electric Co 83/07/27 5E1BLE*W C 
Region 4, Office of Director Spp 20a94'072. 24X 

Flcho 50-482,03/07/29,0310250004 


0310130172 Forwards IE Insp Kept 50-402/03-19 on 030701-31 Np 
moncomp 1 lance noted 

SEIDLE, M-C Region 4, Office of Director 03/00/22 KOEaiER, 0 L 
Kansas Gas & Electric Co 2pp 20724 290 24X 

Fiche 30-402,03/00/22.8310130172 


—8310130170 IE Imp Rept 50-462/03-19 on 830701-31. No none omp I lanf e 
noted Major areas inspected} observation of startup 
activities it secondary hydrostatic testing, procedure review- 
it followup on previous ylolailons 

JOHNSON, W D , SCHUH,W. 8 , WHITTLESEY, K A Region 4, Office of 
Director 03/OB/19. 5pp 20724 300 24X Fiche' 50-462, 03/00/22. 

8310130172 


0310130241 Forwards IE Imp Rept 90-482/03-21 on 630616-0015 S, notice 
□f violation 

SEIDLE, W C Region 4, Office of Director, 63/09/06 KOESTEH, G U 
Kansas Gas i, Electric Co 2pp 20723 272 24X 

Fiche: 50-402, 03/09/06, 0310130241, 
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— B3l0l30,J4i Notice of violatiait f^ro/n insp on 030616-0815 

» Region 4 j Office of Director 83/09/06 Ip 20723 27^ 2AX 
FI the 50-402. 83/09/06* 33101302^1 


— 0310130251 IE Insp Rept 50-482/83-21 on 830616-0815 Noncompl ianre 
noted failure to follou Cc/or implemuiit quality requirements 
for mark operotions on traveler 0-S6P-WC-030 
RDDERD8. H W < JOHNSON. W D Region 4. Office of Director 
83/09/01 Opp 20723 275 24X Ficho 50-402*83/09/06,0310130241 


8310130257 Foruaids IE Insp Rept 50-402/03-22 on 030022-26 No 
none amp 1 1 anc e noted 

SEJDLE, W C Region 4, Office of Director 03/09/13 KDESTttt. G L 
Kansas Oas ft Electric Co 2pp 20723 225 24X1 

Fiche 50-482,03/09/13,8310130257 


— 8310130359 IE Insp Rept 50-482/03-22 ot» 830022-26 No noncamp 1 lance 
noted Major areas inspected const OA it turnover of sys 
for prooperationa 1 testing 

JAUDONr J P , JOHNSON, W D Fiegion 4, Office of Director 03/09/12 

6pp 20723 227 24X Ficho 50-492.83/09/13,0310130257 


B3O03O'O34O IE Info Notice 83-61, “Alleged Use of Stand-Ins for Welder 
Qualification Tests *’ Bve list end 

JORDAN, E L Division of Emergency Preparedness Sc Enqineering 
Response (Post 030103) 03/09/26 Coneoll dated Edison Co. of Neu 

Vork, Inc U7pp 20754 022 24X Ficho 50-000.83/09/26,0308300340 


0308300342 IE Info Notice 83-62, "Failure of Redundant Toxic Gas 
Detectors Positioned at Control Floom Ventilation Air 
Intakes " Sve list end 

JORDAN. E L Division of Emergency Preparedness Ic Engineering 
Response (Post 630103) 83/09/26 Consolidated Edison Co. of Neu 

York, Inc 116pp 20777 210 24 X Fiche 50-000,03/09/26,0308300342 


0308300345 IE Info Notice 83-63, "Potential Failures of Westlnghoosc 
Type 8A-i Differential Relays " 8vc list end 
JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co. of Neui 

York, Inc HBpp 20778 00 1- 24 X Fiche 50-000,03/09/26,8308300345 


B308300349 IE Info Notice 03-64, "Lead Shielding Attached to 
Safety-Related Sys W/o lOCFRSO 59 Evaluation *' Sve list 
enc 1 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 03/09/29 Consolidated Edison Co of New 

York, Inc llSpp 20716 324 24X Fiche 50-000,03/09/29,8300300349 


830Q300376 IE Info Notice 03-65, "Surveillance of Flaw in RTD Dypass 
Loops Used in Westinghouse Plants " Bve list end 
JORDAN, E I Division of Emergency Preparedness & Engineering 
Response (Fust 830103) 03/10/07 Consolidated Edison Co of New 

York, Inc 76pp 20827 213 24X Fiche 50-000,83/10/07,0308300378 


8300300752 IE Info Notice 03-66, "Fatality at Argentine Critical 
Facility " Sve list end 

JORDAN, e L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/10/07 Consolidated Edison Co pf New 

York, Inc 79pp 20002 026 24X Fiche 50-000, 03/10/07, B308300752 


03QB3OO759 IE Info Notice 83-67, "Emergency Use Respirator Matl Defect 
Causes Production of Noxious Oases. “ 0vc list end 
JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 030103) 03/10/11 Consolidated Edison Co of New 

York, Inc 117pp 21043 075 24X Fiche 50-000, 83/10/1 1, 8300300759 


8308300761 IE Info Notice 03-60, "Respirator User Warning Defertlve 
Self-Contained Breathing Apparatus Air Cylinders " Sve list 
end. 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post B3D103) 03/10/11 Consolidated Edison Co of New 

York, Inc 120pp 20027 129 24X Fiche 50-000,83/10/11,0300300761 


031-O20O121 Forwards NRR SALP rept based partly on input sellcited from 
selected reviewers & NRR SALP input foi Aug 1982 - Jul 1903 
Staffing training attributes contained in rept removed, 
based on 830913 meeting in Region IV. 

HOLONICH, J J Licensing Branch 1 83/10/12 EIStNHUT, D 0 

Division of Licensing 6pp 20965 083. 24X Fiche 50-402,03/10/12, 

0310200121 


S Reportable occurrences, LERs related correspondence 


8310120092 Part 21 rept re snubber failure during shack arrestor test 
Caused by broken capstan spring Vendor effecting carrective 
action w/J Evans Co to inspect shock arrestors containing 
Evans springs 

HADINAGY,P A Pacific Scientific 03/09/14 Region 9, Office of 
Director 4pp 20696 167 24X Fiche 90-482,03/09/14,0310120092 


031OO4O3B6 Interim deficiency rept re Oould-Rundel Type 93-3 
handsuii tehee u/binding cams Initially reported on 03OB24 AE 
evaluating concern Next rept will be submitted by 840120 
Switches subj of lE Info Notice 03-42 

KOESTER.G L Kansas Das It Electric Co 03/09/23 SEIDLE, W C 
Region 4, Office of Director Ip 20617 295. 24X 

r i Che 50-482. 83/09/23, 0310040306 


6310130192 Fourth interim deficiency rept re documentation hardware 
d 1 screpanc ies in bnrated refueling water sys Initially 
reported on B3D121 Evaluation of safety significance of sway 
strut washer ongoing Final rept will be submitted by 031209. 
KOESTER.G L Kansas Gas it Electric Co 83/09/20 8E1DLE, U C 
Region 4, Office of Director 2pp 20724 330 24X 

F 1 Che 50-402, 03/09/2B, 8310130193 


8310130223 Interim deficiency rept re Vulkene Supreme cable 
terminations Initially reported on 830620 AE evaluation 
results expected within 2 uks Next rept will bi submitted 
by 831123 

KQEBTER.GL Kansas Gas 8, Electric Co 03/09/20 SEIDLE, M C 
Region 4, Office of Director Ip 20724 095 24X 

Fiche 90-482,03/09/20,0310130223 


9310130231 Interim deficiency rept re Culter-Kammer push bubtan 
switches Initially reported on 030609 Condition still under 
evaluation Next rept will be submitted by 831209 
KOESTER.G L Kansas Qas it Electric Co 83/09/28 SEIDLE, Vf C. 
Region 4, Office of Director Ip 20723 286 24X 

Fiche 50-402,63/09/20,0310130231 


031O18O3B9 Interim deficiency rept re miscellaneous component failures 
In safety-related Power Conversion Products battery 
charger Initially reported on 03030? Battery charger testing 
near completion Next rept by 840120 

KOESTER.O L Kansas Oas b Electric Co 03/10/03 SEIDLE, M C. 
Region 4, Office of Director Ip 20003 174 24X 

Fiche 30-402,83/10/03,031018030? 


8310180171 Final deficiency rept re changes to hanger notes it symbol 
drawings Initially reported on 030221 Hatter not reportable 
per lOCntBO 55{o) 

KOESTER.O L Kansas Oas b Electric Co 03/10/07 6E1DLE, H C 
Region 4, Office of Director Ip 20800 360 24X 

Ficha 50-482,03/10/07,0310100171 


8310180256 Final deficiency rept re cracked Insulated couplings In GE 
AKR breakers. Initially reported on 030620 Item determined 
not to be reportable per 10CFR50 55{o) 

KOESTER.O L Kansas Oas it Electric Co 93/10/07 SEIDLE, N C 
Region 4, Office of Director Ip 20002 34Q 24X 

Fiche: 90-482, 83/10/07, 8310100256. 


8310210244 Interim deficiency rept r« Pacific Scientific Co snubbers 
Initially reported on 030913 Hreliminary investigation 
results revealed suspect springs restricted to one 
subvendor Final rept will be submitted by 031130. 

KOESTER.G L Kansas Oas it Electric Co 83/10/13 OAOLIARDO, J E. 
Division of Resident, Reactor Project b Engineering Programs. 2pp 
20051*269 24X Ficha 90-402,83/10/13,0310210244 


0310210108 Final deficiency rept re Ouyon 1/2-inch sachet couplings. 
Initially reported on 830617 Item not reportable per 
10CFR50 55(e> 

KDESTERiG L Kansas Das it Electric Co 93/10/14, OAOLIARDO, J E. 
Division of Resident, Reactor Project b Engineering Programs Ip. 
20856 080 24X Fiche: 50-482, 83/i0/l4, 0310210108 


8310310074 Part 21 rept re design deficiency involving combination 
supports for Class IE cable trays it HVAC ducts, Initial ly 
reported on 831025 Due to mi sc lassi ficatlon, supports 
specified u/less than full safety-related OA program 
MEYERSrBL Bechtel Corp 03/10/27 DEVOUNO, R Director's Office, 
Office of Inspection and Enforcement. 3pp 20951 040 24X 

Fiche 50-000,83/10/27,8310310074 


DOCKET aTN-30-403 CALLAWAY PLANT, UNIT 1 


A App I icatlon/construc tSor stage documents b correspondence 


0310110600 Requests that end 030030 memo re postulated primary reactor 
coolant loop breaks be reviewed to determine whether change 
In radiation shielding constitutes agreement that 
double-ended guillotine plpebreak need not be postulated 
NOVAK, T M Assistant Director for Licensing. B3/09/2B, KMIOHT, U. P 
Assistant Director for Comp 8< Structures Engineering (Post 030201) 
HQUBTON. R. W Assistant Director for Reactor Safety. MULLER* D R. 
Assistant Director for Radiation Protection 2pp. 20714 344. 24X 

Fiche 50-000,03/09/28,0310110600 
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6300300353 Board Notification 03-^i6A advises that position re rod drop 
Issue revised to re<iuire each Westinphouso plant owner 
provide statement that re{iuired plant-specific calculations 
have been performed for First c^cte 

EISENHOT. 0 G Division of Licensing 03/09/29 #>ALLADlNO*N J 
Commissioners lOpp 20632 106 2 ^X Pi c he. SO-OOOi 03/09/29. 

6300300335 


6308300357 Board Notification 02-1O5A forwards evaluation of 
allegations re design deficiencies in Class I piping sys 
Info applicabls to Diablo Canyon 1 & 2>Fermi 2 it Callaway 
EISENHUT.D G Division of Licensing 03/09/29 PALLADINOiN J 
Cofflfflisa loners 3pp 20632 001 24X FI the 30-000.03/09/29. 

03OB3OO357 


6300300763 Board Notification 03-151 provides info re desirability of 
current ECCS actuation logic for Westinphouse plants. in 
light of recent info concerning steam generator tube rupture 
procedure for BorsselB Nuclear Power Station 

EISENHUT. D 0 Division of Licensing. 03/10/04 PALLADINO. N J 
Commissioners 2pp 20696 033 2A% Fiche 50-000.03/10/04. 

8308300763 


6300300771 Board Notification Ba-l2aA forwards Equipment Qual if Icati nn 
Branch conclusions re potential problems ui/ASCO solenoid 
valve# 

EISENHUT.D 0 Division of Licensing 03/10/06. PALLADINO. N J 
Commissioners 31 pp 20818 001 24X Fiche 50-000.63/10/06. 

03003007/1 


0310240039 Notification of 831025 meeting w/utll in HoCkvllle.MD to 
discuss NRC comments an detailed control room design 
revieui 

HOLONJCH. J J . EDISON. G E Licensing Branch 1 03/10/12 

VOUNGOLqOD.B J Licensing Branch i 4pp 20903 236 24 X 

Fiche SO-000. 83/10/12. 0310240039 


6310240075 Notification of 831CB6 meeting u/utiLs 6 pechtel in 
Bfthesda.ND to discus# outstanding issues associated 
w/i^uaJ i f icatlon of electrical equipment 

HOLQNICH. J J I EDISON. 0 E Licensing Branch 1 03/10/13 

YQUNOBLODD.B J Licensing Branch 1 4pp 2-0903 210 24 X 

Fiche 90-000.03/10/13.8310240075 


E NRC Safety Evaluation Report (GEH}. supple t. corr espe-ndenc c 


0310270443 Forwards comments on Rev 9A to emergency plan Comments will 
be catejOTiiBif as improvement Items since BER states plan 
meets 10CFR50 47lb) itds fc 10CFB50 App E requirements* per 
NUREO-0030 

PAPERICLLQ.C J Region 3. Office of Director S3/10/29 

MATTHEWS. D B Emergency Preparedness Branch 6pp 20923 091 24 X 

Fiche 90-463.03/10/29.0310270443 


r Security, medical, emergency fire protection plan# 


0310170713 Forwards request for addl info re in# trumentatlan t. control 
sys - remote safe shutdown Info needed within 2 wlcs of 
receipt of Itr 

YQl/NOBLOOO.B J Licensing Branch 1 83/10/05 KaESTERi 0 L Kansas 

Oa# tt Electric Co SCHNELL. D F Union Electric Co Opp 
2079B 126 24X Fiche 90-000. 03/10/05. 8310-170713 


0310170722 Forwards comments on util detailed control room dasign 
review submitted In response to Generic Ltr 02-33. “Suppl I 
to NUREC-0737 Requirements for Emergency Response 
Capability ” Info mgt sys discussion needs more detail 
YOUNGBLOOD. B J Licensing Branch 1, 63/10/05. KOE0TER.G L Kansas 

Oat k Electric Co lOpp 20790 100 24X Fiche, 90-800. 03/10/05. 

0310170722 


9310250656 Releases public version of rdvised emergency plan 
implementing procedures 

FELTONr J M Division of Rules and Records 03/10/20 Document 
Management Branch tp 20916 260 24X Fiche 50-403. B3/ 10/20. 

0310290696 


0310290661 Forwards public version of revised emergency plan 
implementing procedures, inc 1 uding Procedures EIP-ZZ-OOlOl re 
classlf icatiob of emergencies. EIP-2Z-0OJ02 re emergency 
implementing ectioni & EIP-Z7-00201 re notification# 

8CHNELL.DF Union Electric Co 03/10/03 KEPPLER. J. « Region 
3. Office of Oirectar 3pp. 20916 261 24X Tiche 50-403. 

03/10/20.8310290696 


3310S9O664 Public version of revised emergency plan implementing 
procedures, inc luding Procedure# ElP-ZZ-OOlOl re 
c laie iflcetion of emerginc i*#. ElP-ZZ-OOlOa re emergency 
Implementing ections U EIP-ZZ -00201 re noti f icatj pns, 
e Union Electric Co 03/07/10. 540pp 20916 264 24X 

Fiche 50-403. 03/ 1 0/20. 03 1 0250656 


0310270443 forwards comment# on Rev 5A to emergency plan Comments wi U 
be categoTlred as improvement items since SEN states plan 
meets 10CF-R50 47(h) stds !< lOCI-HOO App fc requ i remen i s i p ei 
NUREG-0030 

PAPERFELIO. C J Region 3. Office of Dii actor 83/10/23 
MATTHEWS. DB Emergency Pre p^J^ednB s s IJranch 6pp 20923 091 24): 

Ficho 90-403.83/10/25.8310270443 


<3 Adjudicatory correspondence 


8310050457 Motion to uiithdrau. portion of DM Rohrer testimony re use of 
source term# tn policy development on prodi str ibut i on of 
potafisium iodide to general public Certificate of 8vc end 
PCRLIS.n G Hearing Dranch 3 03/09/27 Atomic Bofety and 

Licensing Board Panel 7pp 20632 16/ 24X Fiche 50-463. 03/O9/S‘7, 

031005045/ 


0310040225 Motion for extension to f i le. w/Comml ssion. peti tion for 
review of ASLAB 830914 Decision ALAD-/4D Extension should be 
granted until 15 days after A5LAB rulet on Joint Intervenurs 
030923 reconsideration petition Certificate of Bve end 
CHACKESi K M Joint IntervenoT s-Cal laway CHACKEB. K M Chackps ?< 
Koare 83/09/29 Comml so ionars 3pp 20614 24 X 

riche 50-463. 03/09/29. e3i0040.'''2S 


0310040217 Order advising that time within which Commission may review 
ALAD-740 on Commission motion or time within which parties 
may file petitions for review of ALAD-/40 will not communce 
until date ASLAB rules on reconsideration petition 
CHILK. S J Office of the Beci etary of the Commission 63/10/03 
Commls sinners Ip 20614 23b 24X Fiche 50-403.03/10/03. 

6310040217 


8310090909 Memorandum & order approving NUC motion for leave to 
Withdraw testimony of witness DM Rohi er Agreement Of partien 
approved re schedule of filing proposed findings of f.rct 
conclusions of lai.r 

OLEASONi J P Atornlc Safely and Licensing Board Panel 6J/lO/a4 
Office of the Executive Legal Directoi Ip 20634 018 24X 

Fiche 50-403, 83/10/04. 8310050507 


0310120420 rindirtgs of fact 8. conclusions of law Certificate of 0vc 

enc 1 

REED. J O Reedi J 0 03/10/06 lOpp 20690 282 24X 

riche 50-463,03/10/06.8310120420 


8310140063 Response to Joint InterVenors 630823 petition for 
reconsideration of ASLB 630914 Decision ALAB-74(> 

Insufficient showing made to justify reopening record 
Certificate of Sve end 

OALEN.R E Union Electric Co OALEN. R E Shaw. Pittman. Potts 6 
Trowbridge 03/10/12 Atomic Safety and Licdnsinq Appeal Pane) 
201 pp 20767 140 24X Fiche 50-463.63/10/12.8310140063 


0310170419 Response opposing Joint Inlervonors 030923 petition for 
reconsideration of ALAB-740 it to reopen record Integrated 
design insp program rept not presented in timely fashion 
Notice of appearance & Certificate of Hve end 
REPKA. D A , PERUfS. R 0 Hearing Branch 3 03/10/12 Atomic 

Safety and Licensing Appeal Panel 21pp 20779 174 24X 

Fiche 50-403.03/10/12.6310170419 


031O24O1BO Memorandum k Older directing applicant fc NRC to disclose 
sufficient addl info fc views re intervenor 030923 petition 
for reconsideroti pn of ALAQ-740 by 831104 fc 15. respec ti vely 
Disposition of petition awaits receipt of info 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 63/10/20 
Union Electric Co 4pp 20880 034 24X Fiche 90-483.63/10/20. 

8310240180 


0310250163 Proposed findings of fact fc conclusione of law on J Reed 
Contentions re emergency planning Final decision to issue 
license should he ordered Certificate of Sve end 
PERLI8. R 0 Hearing Branch 3 03/10/21 2Bpp 20096 296 P4X 

Fiche 50-463.63/10/21.0310250163 


B310310200 Reply to Reed 031006 proposed findings of fact fc concl usiont 
of law re Contention 6 Findings mischar acteri x ed FUA 
recommendation fc position of applicant fc State of MO 
Certificate of Sve end 

BAXTER. T A Union Electric Co BAXTER. T A Shaw. Pittman, Potts fc 
Trowbridge 83/10/27 13pp 20959 167 24X Fiche 50-483,83/10/27. 

0310310200 


h Antitrust correspondence 


0310200166 Forward# most recent coi r espondsnee re Union Clectrlc Co 
trafisml ssion sve fc arrangements for interconnecting sve 
Unconvinced that ttnbre Ua-ty pe transmission sve is proper 
approac h 

BARNETT. B J Missouri Joint Municipal Electric Utility Commission 
03/09/06 LAMDE.W NRC - No Detailed Affiliation Given 5pp 
20929 001, 24X Fiche 90-483,03/09/06,8310200166 



DOCKETED ITEMS 


m 


Q Inspection roportt# IE Bulletins Ic cor r erpondenco 


a31<3060-<l49 r orujacl^ IC Insp Rppt 5O-^03/0J-15 on 03O7Ol-'OD3i 8< notice of 
V 1 0 la 1 1 on 

i^NQP.R ( Region 3* Offitt* of Directoi 03/09/23 SCHNELL> n F 
Union Electric Co 2pp 2060 J 032 IM X Fiche 50-183.03/09/23, 
0310060 / 1^9 


— 6310060/H>a Notice of vialatioii from iii'p on 03O7O1''O031 
KNOP, R C Region 3. Dfficc of Director 03/09/23 ip 
20611 03^ P4X Fiche 50-183,03/09/23,0310060449 


— 0310060462 IE Insp Rupt 50-403/03-1 D on 030701-0031 None; orap 1 lance 
noted procedural controls inadrquate to prevent unauthorized 
temporary alterations of plnnt components from being 
accomplished by startup personnel 

NE1SLER,J H . KONKLIN, J E Reflion 3, Office of Director 
03/09/23 7pp 20641 035 24X Flclie 50-403,03/09/23,0310060449 


D3O03OO34O lE Info Notice 03-61, '*iMlcged Use of Stand “Ins for Ufclder 
Qualification Tests “ Sve list end 

JORDAN, E t Division of Emerpnney Preparedness 8, Engineering 
Responaa (Post 830103) 81/09/26 Consolidated Edison Co of Neu 

York* Inr 117pp 20754 022 24 X Fiche 50-000, 03/ 09/ 26, 0300300340 


0308300342 1C Info Notice 83-62, "Failurr of Redundant Toilc Das 
Offtectors f^ositionod at Control Room Ventilation Air 
Intakes '• Sve list enc i 

JORDAN, E I Division of Emergency Preparedness 8< Engineering 
Rasponoo- CPost 830103} 03/09/26 Consolidated Edison Co of Neu 

York, Inr ll6pp 20777 810 24 X riche 50-000,03/09/56,8300300342 


B3O03OO34li IE Info Notice 03-63, '^Potential Failures of Meetinghouse 
Type SA--1 Differential Relays “ Svc list end 
JORDAN, E I Djviqion of Lmerpency F^repar edness 8t Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of New 

York, Inc llBpp 2077B 001 24 X FlcFie 50-000, 03/09/26. 030D30034 5 


0300300349 I£ Info Notice 03-64. “Lead Dhielding Attached to 
Safe tg-TIula ted Sys M/o lOCFRSO 57 Evalimtxan ” Svc list 
end. 

JORDAN, E L Divihion of Laierpency F’r eparedness 8^ Engineering 
Flesponeo {Past 030103) 03/09/29 Consolidated Edison Co of New 

York, Inc llSpp 20716 324 24X Tithe 50-000. 03/09/29, 0308300349 


031OO4O26B Ack receipt of 030920 1 ti daiifying status of turbine 
driven auxiliary feedwater pump turbine control panels in 
responso to IL Inrp Repl 50-403/DJ-* 14 

KNDPrH C Region 3, Office of DliectoV' 03/09/30 SCHNELL, D F 
Union Electric Co Ip 20613 001 S4X fiche 50-483,83/09/30, 
B310040S6rJ 


--8310040273 Responds to NRC 030720 8< 09os Urs re IE Insp Rept 
5O-4B3/03-14 Turbine driven auxiliary feedwater pump turbine 
control panel procured, rec eived 8c installed 

SCHNELL-. 0 r Union Electric Co 03/09/20 KNDP, R C Region 3, 
Of fie a of Director tp 20613 00? 24X Fiche 50-403,83/09/30, 

0310040268 


0300300378 IE Info Notice 03-65, '’Surveillance of Flow in RTD Dypass 
UoDpa Used in Mestinghouso Plants Svi list end 
JORDAN. C L Division of Emergency Preparedness 8< Engineering 
Response (Post 030103} 03/10/07 Consolidated Edison Co of New 

York. Iiic 76pp 20027 213 a4X Fiche 50-000,03/10/07,03003003/0 


8300300752 IE Info Notice 03-66, "fatality at Argentine Critical 
Facility •*' Svc list end 

JORDAN, G I Division of Emergency Preparedness 8< Engineering 
Responso (Pant 030103) 03/10/07 Consolidated Edison Co of New 

York* Inc 7Vpp 20002 026 24X Fiche 80-000.03/10/07,0308300752 


8300300759 IE Info Notice 03-67, “bmergoncy Use Respirator Matl Defect 
CauBDs rroduction of Noxious Qaoes “ Qvc list end 
JORDAN, E I Division of Emergency Preparedness 8, Engineering 
Responae (Post 830103) 03/10/U Consolidated Edison Co of New 

York. Inc 117pp 2i043 075 ?4X Fiche 50-000,03/10/11,8300300759 


0308300761 IE Info Notice 03-60, “Rtf sp iro tor User Warning Defective 
Sel f~Cpn tallied Drcothlng Apparatus Air Cylinders " Svc list 
e nc 1. 

JORDAN. £ L Division of Emergency Preparedness 6 bnyitieering 
Responae CPost 030103} 03/10/11 Consolidated Edison Co of New 

York* Inc, I20pp 20027 129 24X Fiche 50-000,03/10/11,0300300761 


0G1O18OS6O Clarifies NRC position re procedures for admitting NRC 
personnel to facilities List of personnel requiring access 
to vital areas end Updateu will be provided every 6 
month 0 

AXELSPN.W L Region 3, Office of Director 03/10/14 0CHNLLI . D F 
Union Electric Co 7pp 20802 ?6B 24X Fiche 50-403,83/10/14, 

0310100260. 


0310310205 Ack receipt of B3101D transmittal of 1982 annual rept for 
facility radiological environ monitoring program Open item 
Identified in l£ Insp Rept 50-403/83-07-02 closed out 
PAPERIELLD. C J Region 3, Office of Director 03/10/26 
SCHNELL, D F Union Electric Co Ip 20961 203 24X 

Fiche 30-403, 0 J/ 10/26, 83 1 0310203 


R Periodic operating reports t related correspondence 


0310120069 Provides quarterly status rept in response to 010527 Itr 
Schedule unchanged Fuel load scheduled for Apr 1904 w/ 
commercial operation scheduled fur late 1904 or early 1985 
SCHNELL, D f Union Electric Co 03/10/03 DENTON, H H Office of 
Nuclear Reactor Regulation, Director Ip 20697 163 24X 

Fiche 50-483,03/10/03,8310120069 


0310310203 Ack receipt of 331010 transmittal of 190S annual rept for 
facility radiological environ monitoring program Open item 
identified in IE Insp Rept 50-403/83-07-02 closed out 
PAPERIELLO.C J Region 3, Office of Director 83/10/26 
SCHNELL. D F Union Electric Co Ip 20961 2B3 24X 

Fiche 50-403.83/10/26.0310310283 


S Reportable occurrences, LtRs 6 related correspondence 


8310210098 Interim Deficiency Rept U-63 re broken or cracked capstan 
spring tangs on Pacific Scientific mechanical snubbers 
Initially repoited on 830916 Caused by age hardening snubber 
springs prior to plating Final rept by 031111 

SCHNELL, D F Union Electric Co 83/10/14 KEPPLER, J Q Region 3, 
Office of Director Ip 20058 260 24X Fiche 50-483,03/10/14, 

0310210090 


8310310074 Part 21 rept re design deficiency involving combination 
supports for Class IE cable trays it HVAC ducts Initially 
reported on 831025 Due to misclassi fication. supports 
specified w/less than full safety-related QA program 
MEYERS, 0 U Bechtel Corp 83/10/27 DEYQUNO, R Director’s Office. 

Office of Inspection and Enforcement Opp 20951 040 24X 

Fiche 30-000*03/10/27.8310310074 


DOCKET STN-50-486 CALLAWAY PLANl. UNIT 2 


A App L ication/construction staqe documents It correspondence 


0308300355 Board Notification 8J-66A advises that position re rod drop 
Issue revised to require each Westinghouse plant owner 
provide statement that required plant-specific calculations 
have been performed for first cycle 

EISENHUT. D 6 Division of Licensing 83/09/29 PALLADINO.N J 
Commissioners lOpp 20635 106 24X Fiche 50-000,83/09/29. 

8308300355 


8308300337 Board Notification e2-105A foT wards evaluation of 
allegations re design deficiencies in Class 1 piping sgs 
Info applicable to Diablo Canyon 1 6 2, Fermi 2 Be Callaway 
EISENHUT. D G Division of Licensing 83/09/29 PALLADINO.N J. 
Commissioners 3pp 20632 001 24X Fiche 50-000,83/09/29, 

0308300357 


0308300763 Board Notification 83-151 provides info re desirability of 
current ECCS actuation logic for Westinghouse plants, in 
light of recent info concerning steam generator tube rupture 
procedure for Borssele Nuclear Power Station 

EISENHUT, D <? Division of Licensing 03/10/04 PALLADINO.N J. 
Commissioners 2pp 20698 033 24X Fiche 50-000,83/10/04, 

8308300763 


8308300771 Board Notification 83-128A forwards Equipment Qual i Pication 
Branch conclusions re potential problems w/ASCD solenoid 
valves 

EISENHUT, D Q Division of Licensing 83/10/06 PALLADINO.N J 
Commissioners Dlpp 20010 001 24X Fiche 50-000, 83/10/06, 

8300300771 


0 Adjudicatory correspondence 


8310270307 Errata correcting Pages 3 it 435 of A3LB 031024 
recommendations to Commission 

GLEASON, J p Atomic Safety and Licensing Board Panel 03/10/25 
ip 20923 192 24X Fiche 50-247,83/10/25,0310270307 
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DOCKETED ITEMS 


'Q tnipectian reports^ IE Oulletiins & c orre-f^pondenc e 


B3iOlB02AO Clarifies NRC poaitton re procedure's for admitting NRC 
penonnel to facilities List of personnel requiring access 
to vital areas end Updates mill be provided evorij & 
months 

AXEL80N. W L Region 3, Office of Dirocto-r 03/10/14 SCUNELLiD F 
Union Electric Co 7pp 2000? 260 SAX Fltbe 50-403.03/10/14. 
B3101B0260 


8 Reportable occurrences. LERs «< related correspondence 


0310310074 Part 21 rept re design deficientij Involving combination 
supports for Class IE cable trays te HVAC ducts Inltia^lfl 
reported on 831025 Due to mi sc lassl f 1 cat! on* supports 
specified u/less than full safety-related BA program 

MEYERB. D L flechtel Corp 03/10/27 DEYQUNO. R Director's Of fie i. 

Office of Inspection and Enforcement 3pp 20951 040 24X 

Flche 50-000. 63/10/27.8310310074 


DOCKET 6TN-50-4'?! CHEROKEE NUCLFAR STATION. UNIT 1 


0 Adjudicatory correspondence 


B3101i006B Motion to terminate appellate jurisdiction retained in 
ALAB-4B2 U ALAB-S40 re environ effects of radon releases 
from U mining fc milling for fuel Issue notj moot Certificate 
of Sve end 

CARR. A V Duke Pouer Co CARR. A V Debevoise tc Liberman 
03/10/04 Atomic Safety and Lictnslnq Appeal Panel 26pp 
20668.B12 B4X Fiche 50-491. 03/10/04. 031 01 10060 


8310130197 Memorandum 6 Order ALAB -745. granting ufctl request to 
terminate appellate jurisdiction retained in ALAB-402 re 
issue of environ effects associated w/radon gas ralaase 
Plants canceled fc CPs surrendered 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 83/10/12 
Duke Pouer Co 3pp 20725 006 24X Fiche 50-491.03/10/12. 

0310130197 


DOCKET 8TN-50-492 CHEROKEE NUCLEAR STATION. UNIT 2 


O Adjudicatory correspondence 


8310110060 Motion to terminate appellate jurisdic tlan retained In 
ALAB-482 tc ALA8-540 T* environ effects of radon releases 
from U mining b milling for fuel Issue now moot Cartiflcate 
of Sve and 

CARR. A. V Duke Power Co CARR. A V Dabeyolse 6 Ei barman. 
03/10/04 Atomic Safety and Licensing Appeal Panel 26pp 
20668 212 24X Piche 50-491.03/10/04.0310110060 


0310130197 Memorandum b Order M.AB-745f granting util request to 
terminate appellate jurisdiction retainad in ALAB-402 re 
issue of environ effects associated ui/radon gas release 
Plants canceled b CPs surrendered 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 03/10/12 
Duke Power Co 3pp 20725 006 24X Fiche 50-491.03/10/12. 

8310130197 


DOCKET 8TN-50-493 CHEROKEE NUCLEAR STATION. UNIT 3 


■0 Adjudicatory correspondence 


8310110068 Motion to terminate appellate jurisdiction retained in 
ALAB-4fl2 b ALAB-540 re environ effects of radon releases 
from U mining b milling for fuel. Issue no-w moot Certificate 
of 8vc and 

CARR. A, V Duka Power Co CARR. A V, Debevoise t Liberman. 
83/10/04 Atomic Safety and Licensing Appeal Panel 26pp 
20666 212 24X Fiche 50-491.03/10/04.8310110068 


8310130197 Memorandum t Order ALAD-745 j granting util request to 
terminate appellate Jurisdiction retained in ALAB-402 re 
Issue of environ effects associated w/radon gas ralaase. 

Plants canceled b CPs surrendered 

SHOEMAKER. C U. Atomic Safety and Licensing Appeal Panel 83/10/12 
Duke Pouer Co 3pp 20723 006 24X Fiche; 50-491. 03/10/12. 

8310130197 


DOCKET 50-496 MONTAGUE NUCLEAR POWFR STATION. UNIT 1 


G Inspection reports. IE Bulletins Ei c orre*;p ond enc e 


0300300340 IE Info Notice 03-61, "Alleoed Use of Stand-Ins foi Ucldet 
Qual 1 fi notion Tests " Sve list end 

JORDAN, E L Division of Emergency Hroparedness b Eitgineerinq 
Response iPost 030103) 83/09/26 Consolidated Edison Co nf Ncu 

York. Int 117pp 20754 022 24X Fiche 50-000,03/09/26.0300300340 


8300300342 IE Info Notice 63-62, "Failure of Redundant Tome Gas 
Detectors Positioned at Control JJoom Ventilation Air 
Intakes " Sve list end 

JORDAN* E L Division of Emergency Preparedness b Engineerinq 
Response iPoat 030103) 03/09/26 Consolidated Edison Co of Neui 

York. Inc 1 16pp 20777 210 24X Firho 50-000.03/09/26.0300300342 


8300300345 IE Info Notice 83-63. "Potential Failures of Westinghouse 
Type SA-l Differential Relays " five list and 
JORDAN. E t Division of Emergency Preparedness b Engineering 
Respanse (Post 830103) B3/09/26 Consolidated Edison Cu of New 

York. Inc 1 lOpp 20770 001 24X Fiche 50-000. 03/09/96, 0300 J0O34C 


0300300349 IE Info Notice 03-64. "Lead Bhiolding Attached to 
Safety-Related Sys W/o 10CFR50 59 Evaluation " Sve list 
end 

JORDAN, E I Division of Emergency preparedness b Englnepring 
Response (Post 030103) 03/09/29 Consolidated Edison Co of New 

York. Inc 1 15pp 20716 324 24X FI the 50-000. 03/09/29. 8300300349 


0308300370 IE Info Notice 83-65. "Surveillance of Flow in RTI) Bypass 
Loops Used in Westinghouse Plants " Bve list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 63/10/07 Consolidated Edison Co of New 

York, Inc 76pp 20827 213 24X Fiche 50-000,03/10/07.0300300370 


6300300752 IE Info Notice 83-66. "Fatality at Argentine Critical 
Facility " 8vc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/10/07 Consolidated Edison Co of New 

York. Inc 79pp 20882 026 24X Fiche 50-000.03/10/07.0308300752 


8300300759 IE Info Notice 83-67. "Emergency Use Respirator Matl Dr fell 
Causes Production of Noxious Oases " 3vc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/10/11 Consolidated Edison Co of New 

York. Inc I17pp 21043 075 24X Fiche 50-000.83/10/11.8300300757 


8300300761 IE Info Notice 03-60. "Respirator User Naming Defective 
Self-Contained Breathing Apparatus Air Cylinders " 0vc list 
end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/10/11 Consolidated Edison Cn of New 

York. Int 120pp 20027 129 24X Fiche 50-000.03/10/11.0300300/6* 


DOCKET 50-497 MONTAGUE NUCLEAR POWFR STATION. UNIT S 


Q Inspection reports. IE Dulletins b correspondence 


8308300340 lE Info Notice 83-61. "Alleged Use of Stand-Ins for Welder 
Qualification Tests " Bve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison Co of Neu 

York. Inc I17pp 20754 022 24X Fiche 50-000, 03/09/26. D3O0JOO34O 


8300300342 IE Info Notice 03-62. "Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " 0vc list encl 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/09/26 Consolidated Edison Co of New 

York. Inc 116pp 20777 210 24X Fiche 50-000, 03/09/26. 0300300342 


0300300345 IE Info Notice 83-63. "Potential Failures of Weptinghouse 
Type BA-1 Differential Relays " Sve lisl one! 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison Co of New 

York. Inc 118pp 20770' 001 24X Fiche 50-000. 03/09/26. 8300300345 


0308300349 IE Info Notice 03-64. "Lead Bhielding Attached to 
Bafety-Related Sys W/p 10CFR5D 59 Evaluation " Bve list 
encl 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/09/29 Cunsolldated Edison Co of New 

York. Inc 115pp, 20716 324, 24X Fiche 50-000. 03/09/29. 830B300349 


B308300378 IE Info Notice 83-65, "Surveillance of Flow In RID Bypass 
Loops Used in Westinghovs# Plants " Sve list and 
JORDAN, C L, Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/10/07, Consolidated Edison Co of New 

York. Inc 76pp 20027 213 24X Fichu 50-000,83/10/07,0300300370 



DOCKETED ITEMS 
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3308300752 IE Infu Notice 83-66, "Fatal itij at Argentine Cntiial 
Facility ” Svc libt one 1 

JDRDANi E L Division of Lmeroency Preparedness & Engineering 
Response (Post 830103) 83/10/07 Consolidated Edison Co of Nete 

York, I nr 79pp 20882 026 24)( FitJie 50-000,03/10/07.8308300702 


H3O03OO759 IE Info Notice 03-67, "Emergency Use Respirator Matl Defect 
Causes Production of Noxious Oases " Gvt list one 1 
JORDAN, £ L Division of Emergency Preparedness & Eng ineering 
Response (Post 830103) QO/lO/lli Consolidated Edison Co of New 

York, Inc ll/pp 21043 075 PdX F i r ho ■jQ-OOO. 83/10/11 , 83083007*^9 


83083(30761 IE Info Notice 83-60, "Respirator User VJarning Defective 
Se 1 f-^Contained Dreathing Apparatt>s Air Cylinders *' Bve list 
one 1 

JORDAN, E L Division of Emergency Preparedness it Eng inecring 
Response (Post 830103) 83/10/11 Consolidated Edison Co of Neui 

York, Inc 120pp 20827 129 24X Fichc 50-000, 83/ 10/11 , B30Q300761 


DOCKET aTN-50-49B SOUTH TEXAS PROJECT, UNIT 1 


A App 1 1 cation/construct 1 on s^aqe document^ S, correspondence 


8310070184 Notification of contract execution "Review pf Tornado 
Missile PRA-South Texas Project," awarded to NDS 
NI00l|^a,E Technical Assistance Contracts Branch FIN B-863/ 
83/09/29 MATISdn, R J Division of Systems Integration (post 
811005). SINOHrD K NRC - No Detailed Affiliation Given Ip 
20600 848 24X Fit he 50-490,83/09/89,8310070104 


—8310070168 Ltr Contract NRC-03-03-1 14 "Review of Tornado Missile PRA- 
Soufch Texas Project," awarded to NDS 

MORTON, K V Division of Contracts FIN 0-8697 83/09/21 

SIHIU, E Conunerce, Dept of. National Bureau of Standards 7pp 
206B0 249 24X Fiche 50-498,83/09/29,8310070184 


0 Adjudicatory correspondence 


8310110220 Motion for order limiting scope of Citlxens Concerned About 
Nuclear Power participation in Phase II of OL proceeding 
Request based an intervener failure to meet obligations 
Certificate of Sve end 

(JUTTERMAN, A H Joint App 1 1 cants-Sooth Texas Project GUTTLRMAN, A H 
Louenstein, Newman, Reis, Axclrad tc Toll 83/10/06 Atomic 
Safety and Licensing Board Panel 17pp 20666 051 24X 

Fiche 50-498,83/10/06,8310110280 


8310170956 Notifies of Commissioner Palladino 831102 site visit One 
repr-asentative of each party may accompany Commissioner on 
visit Parties must make arrangements u/util Sve list end 
REAMER, C W Commissioners 83/10/14 DECHHOEFERt C r LAND, J C , 
HILL, E E Atomic Safety and Llconsinq Qoard Panel 2pp 20780 345 
84X riche 50-498,03/10/14.8310170956 


8310250545 Forwards response to State of TX interrogatories on 
Contention 4 St Quadrex S< documents in response to Ouadrex 
Intferragatories 7,11118,20,30,31,36,42,45,46,47,49 S< bO 
Documents re Interrogatories 23,33 St 34 forthcoming 

PERLI8. R 0 Heering Dranch 3 83/10/18 BERNICK, D.E Texas, 8tetc 

of Ip 80901 062 24X Fichc 50-490.83/10/18,8310290545 


— 8310250591 Response to first set of interrogatories Ik request for 
production of documents an Quadrex 

a Office of the Executive Legal Director 83/10/18 Texas, 
State of 39pp 20901 063 24X FicJio 90-498,83/10/18,831025054 5 


— 6310250550 Response to first set of interrogatories it request for 
production of documents Dn Contention 4 re wind speeds 
a Office of the Executive Legal Director 83/10/18 Texas, 
State of 46pp 20901 096 24X Fiche 50-490,83/10/18,8310250045 


8310260249 Informs of extension for reply to applicant 831006 motion 
for sanctions Reply date extended to 83i03i 

SINKlNtL Cititens Concerned About Nuclear Power, Inc SINKIN, L 
Slnkin, LA 83/10/19 DECHHQEFER, C , LAMB, J C , H)LL,£b Atomic 
Safety and Licensing Board Panel Jp 20912 123 24X 

Fidie 90-498,83/10/19,8310260249 


8310260269 Motion for new contention re instability of soil beneath 
facility Recently submitted deficiency rept provides 
sufficient evidence to warrant inquiry. Certificate of Sve 
anc 1 

SINKIN., L Citixens Concerned About Nuclear Power, Inc SINKIN, L 
Sink in, L A 03/10/20 Atomic Safety and Licensing Board Panel 
I7pp 20911 311 24X Fiche 50-498,83/10/20,8310260269 


H General corrosp ondenc e 


0310130142 Responds to 830617 ltr re constituents concerns re environ 
impact of const & operation of 400 kV dc power line Prom- 
Walker ta Matagorda County, TX No NRC approval required Texas 
Public Util Commission to hold hearings on application 
DIRCKS,W J Uffice of the Executive Director for Operations 
83/07/20 TQWtn.J Senate lOpp 20777092 24X 

Fiche 50-498.83/09/20.8310130142 


K Utility Final Safety Analysis Report (F8AR> |c amands 


8310030167 Forwards Amend 33 to FSAR Amend revises responses to 
NUREO-0737, II K Ltems & NRC questions & updates Sections 
2 9 I, 3 1-3.3 U-12 h 5 2 Affidavit end 

OOLDOERO, J H Houston Lighting (.Power Co 83/09/27. DENTON, H 
Office of Nuclear Reactor Regulation, Director 5pp 20593 323 
24X Fiche* 50-498, 83/09/27, 8310030167 


—6310030168 Amoitd 33 ta FSAR, revising responses to NURE0-0737, II K Iterr 
it NRC questions it updating Bections 2 5 li3 1-3,3 11-12 it 
5 2 

# Houston Lighting it Power Co 83/09/27 377pp 20393 328 24X 

Fiche 50-498,03/09/27,8310030167 


O Inspection raports, IE Bulletins & correspondence 


8310140030 FOIA request for IE Insp Bept 79-19, assoc la ted notice aP 
proposed imposition of civil penal 1 1 es, noti ct of violation 
h order to show cause 

HAMLIN, J B Shaw, Pittman, Potts If Trowbridge 93/05/31. Office 
of Administration 6pp 20794 110 B4X Flcht 90-498,03/05/31, 
8310140030 


8310130176 Forwards IE Insp Ropts 50-498/83-14 h 50-497/03-14 on 
B30725-2'7 No noncompUance noted 

MADSEN, 0 L Region 4, Office of Director. 83/00/22 DPREA»G H. 
Houston Lighting it Power Co 2pp 20724.315 24X 

Fiche 50-498,83/08/25,0310130176 


—8310130190 IE Insp Repts 50-490/83-14 U 50-499/03-14 on 030725-29 No 
noncomp 1 lanes noted Major areas Inspected radiographs, weld- 
related nonconformance rep ts, contro I of weld filler mabls, 

Ebasco audits tx structural steel matl control 

CR058MAN,U A , HALL, R E Region 4, Dffice of Director 03/08/17. 
Bpp 20724 317 24X Flch e 50-490, 83/08/52, 0310130176 


0310140031 Partial response to FOlA request for documents re IE Insp 
Rept 79-19 & associated notice of proposed imposition of 
civil penalties, notice of violation 6 order to show cause 
Forwards App A documents Documents also available In FDR 
FELTON, J M Division of Rules and Records 83/00/23 HAMLIN, J B 
Shaw, Pittman, Potts it Trowbridge Ip 20794 116 24X 

Fiche 90-498,03/08/23.031014(3031 


— 0OOB27OS92 Forwards Region 5 rept of Investigation re alleged 
falsification of QA records by Brown (< Root inspector 
M/o end 

HARD, H J Office of rnspectlon *< Enf orcement. Office of the 

Director 80/OB/Ol FQRTUNA.R Office of Inspector it Auditor. 

Ip 20795 186 24X Fiche 50-496, 83/09/23, 8310140031 


—0310140032 "South Texas Project - Kifttory '* 

* NRC - No Detailed Affiliation Given 83/05/31 4pp 
20794 117 24X Fiche 50-490,83/00/23, 0310140031. 


—8310140037 Notification of 800819 meeting w/utll it Drown It Root in Hi 
City.TX to clarify util response to 800430 iJiou cause order, 
e NRC - No Detailed Affiliation Given 83/10/13. NRC - No 
Detailed Affll iatlon Given. 4pp 20794 129 84X 

Fiche 50-498,93/08/23, B310140031 


— 8310140041 Requests formal public hear ing, w/fu 1 1 di sclntu-re, re NRC 
791110 investigation of South Texas Project 

tt Affiliation Unknown 80/02/07 NRC - Na Detailed AffiliatUi 
Given Ip. 20794 133 24X Fiche SO-498, 83/09/23, 83 iOMOD31. 


— 8310140044 NRC proposal to fine Texas Utils for alleged noncompi i anc 
w/NRC requirements re Broun It Root QA program St violation of 
piping weld tests 

a NRC - No Detailed Affiliation Given 83/10/13 2pp. 

20794 134 54X Fiche 50-498,03/08/23,8310140031 


— 8310140047 Enforcement h I itorg, South Texas Project, Oct 1976 - Mar J9 
e NRC - No Detailed Affiliation Given 83/10/13, 3pp. 

20794:136 24X Fiche 50-490, 83/00/23, 83i014003l 
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— 8310140050 Discusses notice of violotion is&ucd as result of 7^1110- 
B20207 Insps None omp 1 tanc e neted QC insp by Broun t< Root not 
sufficiently independent Marted-up copy 

» NRC - No Detailed Affiliation Olven B3/05/3J NRC - No 

Detailed Affiliation Oiven 3Spp 50794 139 54X 

Fichff 50-490.83/08/23,8310140031 


—0310140032 Forwards draft investigation rppt 8c proposed enforcement 
action for comment Cornmi ss i on briefing on investigation & 
enforcement planned for wt of 800414 Draft rept also sent 
to pertinent NRC personnel 

BMEi/HAKERi R L Director's Office. Office of Inspection and 
Enforcement 80/04/01 TNQRNBURO. N L> Direc tor ' s Of f ter. Office 
of Inspection and Enforcement I40pp 20794 175 24X 

Fiche 50-498, 63/08/23, 8310140031 


< — 8310140062 Requisition for payment to Continental Alrllnea for PDX gvl 
of pkg to Kouston, TX 

ft NRC - No Detailed Affiliation Oiven SO/OS/Ol 3pp 
20795 071 24X Fiche 30-498.03/08/23,8310140031 


-8310140DB8 Advises that, due to seriousness of violations by Drouin &t 
Root (f util at South Texas Project, full-scale public 
hearing in Matagorda County. TX mandatory 

VAN KOy. 0 Affiliation Unknown B0/O5/20 STELLD, V OirectDi 's 
Office. Office of Inspection and Enforcement ip 20795 079 ?4X 

Fiche 90-498.63/08/23.6310140031 


— 8310140095 Bubmlts draft generic Itr for use ui/lntoml ng Correspondence 
as result of 600430 IE enforcement pkg 

STELLO.V Director's Office, Office of Inspection and Enforcement 
83/10/13 Affiliation Unknown Opp 20795 167 24X 

Fiche 50-498.63/08/23.0310140031 


0310040936 Forwards IE Insp Repts 90-498/63-12 U 50-499/03-12 on 
830711-21 No noncompl lance noted 

MADSEN, 0 L Region 4, Office of Director 63/06/29 OPRGA, O W 
Houston Lighting t< Power Co 2pp 206S3 254 24X 

Fiche 50-498. 83/08/29. 8310040536 


—0310040 546 IE Insp Repts SO-490/83-12 h 50-499‘/83-12 on 630711-21 No 
nonco/npl ianet noted Major areas inspected licensee nigt of QA 
activities l( OA insp of performance 

OBERO.G R , CRDS8MAN, H A Region 4, Qfflce of Director 03/08/12 
12pp 20623 256 24X Fiche 50-490, B3/08/S9. 6310040536 


8310030365 Forwards IE Insp Repts SO-490/63-15 & 50-499/63-15 on 
830701-0814 No noncompl lance noted 

HADBENiO L Region 4, Office of Director 63/09/07 OPRITA. 0 H 
Kouiton Lighting Power Co 2pp 20572 143 24X 

Fiche SO-490, 83/09/07, 8310030305 


— 8310030392 lE Insp Repts 90-498/03-19 b 80-499/03-19 Pn 030701-0014 No 
noncomplianci noted Major areas inspected previous insp 
findings, storage b maint of equi pment. nonconformance repts. 
structural concrete b matl control b identification 
HILL* W M , CROSSMAN, W A Region 4. Off ice of Director e3/09/oa 
8pp 20992 149 24X Fiche 90-498.63/09/07,8310030309 


8310130221 Forwards IE Insp Repts 90-498/03-17 b 50-499/03-17 on 
930015-17 it notice of violation 

MADSEN, G L Region 4. Office of Director 03/09/07 OP REA. 0 U 

Houston Lighting b Power Co 2pp 20724 096 24X 

Fiche 50-498,03/09/07,8310130221 


--0310130227 Notice of violation from Insp on 630019-17 

ft Region 4, Office of Director 03/09/07 2pp 20724 090 24X 

Fiche- 90-498, 03/09/07, 8310130221 


--0310130230 IE Insp Repts 50-498/03-17 & 30-499/83-17 un 630615-17 
Noncompliance noted failure to maintain identification b 
control of matls 

TOMLINSON. 0 P , CRDSSMAN, W A . HALL, R E Region 4. Office of 
Director 83/09/02 9pp 20724 100. 24X Flcho 50-490,63/09/07, 

0310130221 


110180412 Forwards IE Insp Repts 50-490/83-16 it SO-499/03-16 on 
830906-00 No noncompliance noted 

MADSEN, O.L Region 4, Office of Director 83/09/22 QPREA, 0 W 
Houston Lighting b Power Co 2pp 20003 165 24X 

Fiche. 50-498. 03/09/22,0310100412 


3310180414 IE Insp Repts 50-498/03-16 b 50-499/83-16 on 830906-00. Nn 
noncompl lance noted Major areas inspected const activities, 
including licensee actions on 10CFR50 55(e> rept of 
breakdown In QA program for procurement cycle 
BOARDMAN, J R , CROSSMAN, W A Region 4. Office of Director 
03/09/21 6pp 20803 167 24X Fiche 50-490.63/09/22,8310100412 


8300300340 IE Info Notico 83-61, "Alleged Use of Stand-Ins for Welder 
Qualification Tests " Sve list end 

JCRDAN, E L Division of Emerqency Preparedness b Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison Co of New 

York, Inc 117pp 20754 022 24/ Fiche 50-000.83/09/26.0308300340 


G3O03OO342 IC Info Notice 83-62. "Failure of Rodundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Sve li&t end 

JORDAN. C L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/09/26 Consol 1 dated Edison Co of New 

York. Inc U6pp 20777 210 SAX Fichu 50-000.03/09/26,0308300342 


6308300345 IE Info Notice 83-63. "Potential Pailuies of West iriqh ousu 
Type SA-1 Differential Relays " Sve list oncl 

JORDAN, E L Division of Emergency f'rrparedness b Lngineerinq 
Response (Post 030103) 03/09/26 Consolidated Edison Co of New 

York. Inc liapp 20778 001 24X Fiche 50-000.03/09/26.0300300341, 


0300300349 IE Info Notice 03-64, "Lead Shiolding Attached to 
Safety-Related Bys W/o 10CFR50 59 Evaluation " 3vc list 
end 

JORDAN, E L Division of Emergency Preparedness & Enginoerinq 
Response (Post 830103) 83/09/29 Consolidated Edison Co of New 

York. Inc ll5pp 20716 324 24 X Fir ho 50-000. 03/09/29, 0300300349 


6308300370 IE Info Notice 03-65. "SurvoilUnco of Flow in RTD By puss 
Loops Used in Westinghouse Plants " Svr list unci 
JORDAN. E L Division of Emergency Proparednoss & rngineering 
Response (Post 830103) 03/10/07 Consolidated Edison Co of New 

York. Inc 76pp 20827 213 24X Fiche 50-000,83/10/07.8300300370 


B3O03OO752 IE Info Notice 03-66. "Fatality at Argentine Critical 
Facility " Sve list oncl 

JORDAN, E L Division of Emergency F'reparedneos b EngineDrliiq 
Response (Post 830103) 83/10/07 Consolidated Edison Ce of New 

York, Inc 79pp 20802 026 24X Ficho SO-OOO. 03/ 10/07, B3O0aCO7f,2 


8308300759 IE Info Notice 03-67, "Emergcray Use Respirator Matl Defect 
Causes Production of Noxious Gases " Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 83/10/11 Consolidated Edison Co of Neu 

York. Inc U7pp 21043 07b 24X Ficlie 50-000, 83/iO/l 1 , 0300300759 


6306300761 IE Info Notice 83-68, "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " Sve list 
end 

JORDAN, E t Division of Emergency Preooredness b rngineering 
Response (Post 630103) 03/10/11 Consolidated Edison Co of Neu 

York, Inc laOpp 20027 129 24X Fiche 50-000,03/10/11,0300300761 


S Reportatile occurrences, LERs b related c orrespondencr 


Q310040410 Final deficiency rept re auxiliary foodwator sys containment 
isolation valves Initially reported on 630022 Sys design 
modified to require performance sys function of saf c ty-gi tid{ 
active valves Also reported per Part 21 

OPREA, 0 W Houston Lighting b Power Co 03/09/21 COLLINS. J T 
Region 4. Office of Director 5pp 20619 035 24X 

Fiche 30-470.03/09/21.8310040410 


8310040289 First Interim deficiency rept re corrosion on roactor 
containment bldg post-tensioning sys tendons Initially 
reported on 030026 Evaluation underway to determine if 
condition impairs tendon strength Next rept by 040227 
OPREA.O W Houston Lighting b Power Co 03/09/22 CDLLIN9. J, T 
Region 4, Office of Director 3pp 20614 213 24X 

Fiche 50-498,03/09/22.9310040207 


6310130107 Revised final deficiency rept re essential cooling water 
intake structure gantry crone Initially reported on 790516 
Crane design revised for sever© b extreme environ loadings 
to retain structural integrity 

OPREA.O W Houston Lighting b Power Co 03/09/20 COLLINR, J T 
Region 4, Office of Director 3pp 20724 327 24X 

Flcho 30-490,83/09/20.8310130187 


6310130265 First interim deficiency rept re design basis flood 
calculations not considering erosion effects of postulated 
embankment broach Initially reported on B3D830 Next rept 
expected by 040120 

OPREA.O W Houston Lighting b Power Co 63/09/26 GDLLINB, J 1 
Region 4, Office of Director 4pp 20/23 217 24y 

Fiche 50-498,93/09/2018310130265 


8310130319 Supplemental final deficiency rept re Westlnghouse supplied 
pressure b level transmitters Transmitters will be provided 
for applications described in B30B04 Ltr. per West! nghouae 
Group D b WCAP-B5B7 generic qualifications 

OPREA.O M Houston Lighting b Power Co 83/09/20 COLLIN0, x) T 
Region 4. Office of Director 2pp 20719 361 24X 

Fiche 50-490.83/09/20,8310130319 
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0310100290 Seventh interim deficiency repfc re nonconformances of 
lueirfs in vendor-fabricated Category I ‘structural steeJ 
ttiitially reported on 8101DQ Rcvieu continuing Final rept 
mill be submitted by 631230 

□PfJEA, & W Houston Lighting 8f Power Co B3/09/30 COLLIN&, J T 
Region 4i Office of Director app S0006 2B9 24X 

Ficbo &O-490i 03/09/30, 8310100290 


8310210193 Final deficiency rept re computer program verification 
Initially reported on 810900 Verification program for revieui 
V acceptance of Drawn Root computer calculations 
t mp 1 emented 

OPREArO M Houston Lighting & Power Co B3/10/14 COLLINS, J T 
Region 4, Office of Director Bpp 2C’US& 071 24X 

Fiche 50-490,83/10/14.8310210193 


V Operator examinations 


6310140110 F^Gvises 8J0226 response to Generic Ltr 83-01 "Dperator 
Licensing Exam Site Visit " Applicatione will be submitted 
in Feb 1904 for 10 persona acbcduled for Sept 1984 
instructoT certification exam 

OaLDBEROiv/ H Houston Lighting l< Power Co 03/09/30 EISENHUfiD V 
Division of Licensing Spp 2076b 108 24X Fiche 50-490,03/09/20, 

B31O1401JO 


DOCKET STN-50-499 SOUTH TEXAS PROJECT, UNIT 2 


A App 1 1C ation/cona tructi on stage documents i* correspondence 


8310070104 Notification of contract execution '‘Hoview of Tornado 
Missile PRA-South Texas Projeit," awarded to NOS 
NlGGINSiE Technical Assistance Contracts Branch FIN D-8&57 
03/09/39 MATTSON, R J Division of Systems Integration (post 
011005) SINDH, B K NRC - Nn Detailed Affiliation Given Ip 
206BO S40 24X Fiche 50-496,03/09/29,8310070184 


— 8310070180 Ltr Contract NRC-03-S3-1 14 *'Rcvleu of Tornado Missile PRA- 
South Texas Project, “ awarded to NDB 

MORTON, K V Division of Contracts FIN D-B657 D3/09/2J 

SIMIUjE Commerce, Dept of, National Bureau of Standards 7pp 
20680 249 24X Flcbe 50-498,83/09/29,0310070104 


0 Adjudicatory correspondence 


6310110220 Motion for order limiting scope of Citiiens Concerned About 
Nuclear Power participation in Phase II of OL proceeding 
Request based on intervenor failure to meet obligations 
Certificate of Sve end 

OUTTERMAN, A H Joint App li cants-Souib Texas Project OUTTbRMAN, A H 
Louenstein, Newman, Reis, Axolrad it Toll 83/10/06 Atomic 
Safety and Licensing Board Panel 17pp 20666 051 24X 

Ficbe 50-498, 03/10/06, 03101 10220 


8310170556 Notifies of Commissioner Palladlno 031102 site visit Une 
representative of each party may accompany Commissioner on 
visit Parties must make arrangements w/util 8vc list end 
REAMER, C W Commissioners 03/10/14 BECHHOEFEft, C . LAMB. J C , 
HELL.E E Atomic Safety and Licensiny Board Panel 2pp 20700 345 
24X Fiche 50-498,03/10/14,8310170556 


6310250545 Forwards response to State of TX interrogatories on 
Contention 4 I, Ouadrex |< documents in response to Ouadrex 
Interrogatories 7,11,10,20,30,31,36,42,45,46,47,49 it 50 
Documents re Interrogatories 23,33 it 34 forthcoming 

PERLIB, fi Q Hearing Branch 3 83/10/18 BERWICK, B F Texas, 9tait 

of Ip 20901 062 24X Fiche 50-498,83/10/18.8310350545 


-8310250551 Response to first set of interrogator i es Ic request for 
production of documents on Ouadrex 

* Office of the Executive Legal Director 03/10/10 Texas, 
State of 35pp 20901 063 24X Fiche 50-490,83/10/18,0310250545 


— 0310250558 Response to first set of Interrogatories Sc request foi 
production of documents on Contention 4 re wind speeds 
■K Office of the Executive Legal Director 03/10/lB Texas, 
State of 46pp 20901 090 24X Fiche 50-496.83/10/18,0310250545 


8310260249 Informs of extension for reply to applicant 031006 motion 
for sanctions Reply date extended to 03)031 

SlNKlNiL Citizens Concerned About Nuclear Power, Inc SINKIfTiL 
Slnkin, L A 83/10/19 DECHHOEFER, C , LAMB, J C , HILL , E E Atomic 
Safety and Licensing Board Panel Ip 20912 123 24X 

Fiche 50-490,03/10/19,0310260249 


8310260269 Motion for new contention re instability of soil beneath 
facility Recently submitted deficiency rept provides 
sufficient evidence to warrant inquiry Certificate of 3vc 
enc 1 

SINKIN.L Citizens Concerned- About Nuclear Power, Inc BINKIN, L 
Si-nkin. L A 83/10/20 Atomic Safety and Llcensinq Board Pane) 

I7pp 20911 31 J 24X Fiche 50-498,83/10/20,8310260269 


H Oenoral correspondence 


0310130143 Responds to 830617 ltr re constituents concerns re environ 
impact of const L operation of 400 kV dc power line from 
Walker to Matagorda County. TX No NRC approval required Texas 
Pull I ic Util Comnlsslon to hold hearings on application 
DIRCKS, W J Office of the Executive Director for Operations 
03/09/20 TOWER, J Senate lOpp 20777 052 24X 

Fiche 50-498, 03/09/20. 8310130142 


K Utility Final Safety Analysis Report (FSAR) L amends 


8310030167 Farwards Amend 33 to FSAR Amend revises responses to 
NUREO-0737, II K. items & NRC questions it updates Sections 
2 5 1,3 1-3,3 11-12 5 2 Affidavit end. 

GDLOQERO, J H Houston Lighting tf Power Co 83/09/27. DENTONiH 
Office of Nuclear Reactor Regulation, Director 5pp 20S93 323 
24X Fiche 50-490,03/09/27,8310030167 


—0310030168 Amend 33 to FBAR, revl sing responses to NUnEQ-0737, 1 1 K i fci 
•S< NRC questions it updating Sections 2 5 1,3 1-3.3 il-12 it 
5 S 

HI Houston Lighting it Power Co 83/09/27 377pp 20593 328 24) 

Fiche 50-498.03/09/97,0310030167 


Q Inspection reports, IE Bulletins & correspondence 


6310140030 FOIA request for IE Insp Rept 79-19, assoc iated notice of 
proposed imposition of civil p enalt i es, notice of violation 
L order to show cause 

HAMLIN, J B Shaw. Pittman, Potts it Trowbridge 83/05/31. Office 
of Administration 6pp 20794 110 24X Fiche 50-490,63/05/31, 

0310140030 


0310130176 Forwards IE Insp Repts 50-498/03-14 it 50-499/83-14 on 
030725-29 No noncompl lance noted 

MADSEN, Q L Region 4, Office of 01 roe lor 03/00/22 QPREA, 0 W 
Houston Lighting l< Power Co 2pp S0724 319 24X 

Fiche 50-490,83/08/23,0310130176 


•8310130190 IE Insp Repts 50-490/83-14 it 90-499/83-14 on 830725-29 No 
noncompl tance noted Major areas inspected rad lograp hs, wel d- 
related nonconf ormance repts, control of weld filler malls, 

Ebasco audits structural steel mail control 

CROSSMAN.W A , HALL. R E Region 4, Office of Director 83/08/17 
Opp 20724 317 24X Ficho 50-490,03/08/22,8310130176 


0310140031 Partial response to FOIA request for documentB re IB Insp 
Rept 79-19 If associated notice of proposed imposition of 
civil p enal tie s, not ice of violation order to show cause 
Forwards App A documents Documents also available in PDR 
FELTON, J M Division of Rules and Records. 83/08/23 HAMLIN, J B 
Shaw, Pittman, Potts «c Trowbridge Ip 20794. 116 24X 

Fiche 50-490,03/08/23,0310140031 


— 8000270592 Forwards Region 3 rept of investiget 1 on re alleged 
falsif icatlon of QA records b-y Brown it Root Inspector. 

W/q end 

WARD, W J Office Of Inspection l< Enforcement, Office of the 

Director 00/08/01 FORTUNA, R Office of Inspcc tor «, Aud i tor 

Ip 20795 106 24X Fiche 50-490,03/00/23.8310140031 


— 8310140032 “South Texas Project - History *' 

* NRC -No Detailed Affiliation Given 83/05/31 4pp 
20794 117 24X Fiche 50-490.83/08/23,8310140031. 


•8310140037 Notification of 000019 meeting w/util it Brown it Root in 6 
City.TX to clarify util response to 800430 show cause order, 
a NRC - No Detailed Affiliation Given 83/10/13 NRC - No 
Detailed Affi) lation Given 4pp 20/94 129 24X 

Fiche* 30-490, 03/08/23,8310140031 


— 0310140041 Requests formal public hearing, w/fu 1 1 di sc 1 osure, r e NRC 
791110 tnvesti gation of South Texas Project 

* Affiliation Unknown 80/02/07 NRC - No Detailed Afflliatio 
Oiven Ip 20794 133 24X Fiche 50-498,83/08/23,8310140031. 


— B310140044 NRC proposal to fine Texas Utils for alleged noncampl i anc 
w/NRC requirements re Drown it Root OA program violation of 
piping weld tests 

« NRC -No Detailed Affiliation Given 03/10/13 2pp 
20794 134 24X Fiche 50-490,83/00/23,8310140031 
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■B310M0047 Enforc Brnent 
» me - Mo DetaUeif 
207*74 136 B4K Fich 


h 1 star y I South Trras ProjectiO-ct 1976 - 
Affiliation Oiven ^3/10/13 Opp 
e S0-49aj 0a/oa/a3i 8310140031 


Mar iVtiO 


Discusses nottca of v*alot»on issued as result of 791110 
030207 insps Woncomp Hance noted OC »nsp by Brown & Root not 
sufficiently Independent Marled-up copy 

* NRC - Mo Detailed Affiliation Given B3/0S/31 NRC - Mo 

Detailed Afriliation Given 3Spp 20794 139 ?4X 

Flche 30-498. 83/08/23, 831 014003I 


031O14OO5S Forwards draft inves tigat 1 on rept fc proposed enforcement 
action for coeitnent ComnilssioTj briefing on Investigation f< 
enforcement planned for tik of B00414 Draft rept also sent 
to pertinent NflC personnel 

SHEUHAKER, R E Director's Office. Office of Jnspectidn and 
Enforcement 80/04/01 THQRNDURO, H D Director's Office, Office* 
of Inspection and Enforcement 140pp 20794 173 24X 

FI Che 30-498183/08/23,8310140031 


8308300340 IE Info Notice 83-61, “Alleged Use of Stand-Ins For Udder 
Qualification Tetits " Bve list one 1 

JORDAN, E L Division of Emergency Hreparedness & bnginomng 
Response (Post 830103) B3/09/36 Consolidated Edison Co of Npu 

York, Inc U/pp 20754 022 24 X Fiche 50-000, 03/09/26, 030Q.UI0340 


830B300342 IE Info Notice 03-62. ''Failoro of Redundant (one Qas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Bve list end 

JORDAN. £ L Division of Emergency Preo .ircdncs s & bnginecring 
Response (Post D30103) 03/09/26 Consolidated Edison Co of New 

York, Inc 116pp 20777 210 24X Fiche 50-000. Q3/09/26, 030Q 100342 


03OB3OO345 IE Info Notice 83-63 “Potential Failures of Uestingbousr 
Type SA-1 Dlfferantlal Relays “ Sve list end 

JORDAN* E L Division of Emergency Pioparedness & Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of Niw 

York, Inc 118pp 2077B 001 24X Fiche 50-000,83/09/26,0300300315 


8310140062 Requisition for payment to Continental Airlines for PDX f,vt 
(yf pkg to Houston, TX 

♦ NRC - No Detailed Affiliation Given 80/05/01 2pp- 
2079S 071 24X Fithe 50-498*83/08/23.0310140031 


'8310140008 Advises that, due to seriousness of violations by Drown tr 
Root tt util at South Te»as Proj ect. ful 1-sea le public 
hearing in Matagorda County, TX mandatory 

VAN HOY* 0 Affl 1 lotion Unknown 80/05/30 STECLO* V Director's 
Office, Office of Inspection and Enforcement Jp 30795 079 P4X 
FUhe 30-498, 83/08/23, 6310140031 


03OB3OO349 IE Info Notice 83-64, "Lead Shielding Attached to 
Safety-Related Sys W/o 10CFR50 59 Evaluation " Sve list 
enc 1 

JORDAN* E L Division pf Emergency Preparedness Engineering 
Response (Post 630103) 03/09/29 Consolidated Edison Co of New 

York, Inc ll5pp 20716 324 34X Fiche 50-000, □3/09/29, B3O05OO34V 


0308300370 IE Info Notice 83-65, “Surveillance of Flow in RTD Bypass 
Loops Used in Mestinghouse Plants “ 8vc list end 
JORDAN. E L Division of Emergency Preparedness 8( Engineering 
Response (Post 630103} 63/10/07 Consol idated Edison Cn of Hew 

York, Inc 76pp 20027 213 24X Fiche 50-000,83/10/07,03003003/(1 


-*-63 1 0140095 Submits draft generic Itr for use u/lncoming correspondenr e 
as result of 800430 IE enforcement pkg 

BTELLO, V. Director's Office* Office of Inspection and Enforcement 
03/10/13 Affiliation Unknown 3pp 20795 167 P4X 
Fiche 30-498,83/00/83,0310140031 


8308300752 IE Info Notice 03-66, "Fatality at Argentine Critical 
Facility “ Sve list end 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/10/07 Consolidated Edison Co of How 

York, Inc 77pp 20882 026 24X Fiche 50-000,83/10/07,0308300/52 


8310040536 Forwards IE Insp Repts 50-498/03-12 & 90-499/03-12 on 
830711-21 No noncempl lance noted 

MADSEN, (} L Region 4, Office of Director. B3/08/B9 OPREA, 0 W 
Houston Lighting <r Power Co. 2pp 20623 254 24X 

Fiche 80 -498* 03/06 / 29, 831 0040 536 


■8310040546 IE Inap Repts 50-498/83-12 50-499/03-12 on 830711-21 No 

noncomp I lance noted Major areas inspected licensee mgt of OA 
activities l< OA Insp of performance 

OBERQ, C H , CRDB8HAN,H A Region 4* Office of Director 03/08/12 
12pp. 206S3 256 24X Fiche 50-498,03/08/29,8310040536 


8310030305 Foruerds IE Insp Repts 50-498/03-19 50-499/03-19 on 

030701-0014 Mo none ompl 1 ance noted 

MADOENrO L Region 4, Office of Director B3/09/07 OPHEA, 0 W 
Houston Lighting & Power Co. 2pp 20592. 143 24X 

Fiche 60-498, 8 3/09/ 07. 83 1 0030305 


— 0310030392 IE Insp Repts 50-490/83-15 k 50-499/83-15 on 830701-0814 No 
nencompHance noted Major areas inspected previous insp 
f Indlfigs, storage k malnt of equ Ijiment, nonconf ormanc e repts, 
structural epnerete & matl control 4, Identification 
KILL, H. H. , CRQBSMAM.y A Region 4, Office of Director 03/09/02 
Opp 20592’ 145 24X Fi che: 50-490, 03/09/07, 6310030385. 


0130221 Faruards IE Insp Repts 50-498/83-17 k 50-499/83-17 on 
030015-17 U notice of violation 

MADBEMrO.L Region 4, Office of Director 83/09/07. OPREA, 0 W 
Houston Lighting b Power Oo 2pp. 20724 096 S4X 
Fiche 50-498, 03/09/07,03101 30221 


0308300759 IE Infa Notice 83-67, "Emergency Use Respirator Matl DePett 
Causes Production of Noxious Gases “ &vc Hat enc 1 
JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/10/11 Consolidated Edison Co of Hew 

York, Int 117pp 21043 075 24X F Iche 50-000, 03/iO/U, 8308300759 


8308300761 IE Info Notice 83-60, “Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders *' Sve list 
enc 1 

JORDAN* E L Division of Emergency Preparedness Fnginamng 
Response (Post 830103) 83/10/11 Consolidated Edison Co of Heu 

York, Inc ISOpp 20827 129 24X Fiche 50-000,83/10/11,8306300/61 


8 Reportable occurrences, I.ERs & related correspondence 


0310040410 Pinal deficiency rept re auxiliary feedwater sys containment 
isolation valves Initially reported on 830822 Sys design 
modified to require performance sys function of safety-grade 
active valves Also reported per Part 21 

OPREA, 0 W Houston Lighting U Power Co 83/09/21 C0LLIN9, xP 1 
Region 4, Office of Director 5pp 20619 035 24X 

Fiche 50-498,03/09/21,8310040410 


0310040209 First interim deficiency rept re corrosion on reactor 
containment bldg post-tensioning sys tendons Initially 
reported on B30B26 Evaluation underway to determine If 
condition impairs tendon strength Next rept by 84022? 

QPREA, Q W Houston Lighting k Power Co 03/09/22 COLLINS, J T 
Region 4, Office of Director 3pp 20614 213 24X 

Fiche 50-490,83/09/22,0310040289 


-0310130227 Motjee of violation from insp on 030015-17 

» Region 4* Office of Director 83/09/07 2pp 20724 090 24X 

F 1 e h e ' 50 -498, 83/09/07, 0310130221. 


8310130230 IE Insp Rept* 50-490/03-17 Si 50-499/83-17 on 030815-17 
Noncompliance noted failure to maintain id intl f Lcation k 
control of matls 

TDMLIN0OH, D P. , CROSSMAM, W A., HALL, R E Region 4, Office of 
Director. 03/09/02 5pp 20724.100. 24X Fiche 50-490,03/09/07, 

0310130221. 


>180412 Forwards IE Insp Repti 50-490/03-16 Sc 50-499/B3-16 on 
>0906-00 Mo none onpl lance noted 

iDSEM.O L Region 4, Office of Director 83/09/22 OPREA, 0 W 
fauston Lighting I, Power Co 2pp 20803 |65 24X 

iche* 50-490,03/09/22, 8310180412 


110100414 IE Insp Rept* 50-490/03-16 I, 50-499/03-16 on 830906-00 No 
nencompl lance noted Major areas Inspected const activities, 
including licensee actions on JOGFR50 55(e) rept of 
•irfakdown in QA program for procurem-ent cycle 
PPARDMAN, J R , CROBBMAM, W A, Region 4, Office of Director 
13/09/21 6pp. 20803 167. 24X Fiche 50-498,03/09/22,8310100412 


031O1GQ107 Revised Pinal deficiency rept re essential cooling ualor 
intake structure gantry crane Initially reported on 790516 
Crane design revised for severe k extreme environ loadings 
to retain structural integrity 

OPREA, O W Houston Lighting k Power Co 83/09/20 CDI.LIN8, J T 
Region 4, Office of Director 3pp. 20724 327 24X 

Fiche 50-498,83/09/20.8310130187 


9310130265 First interim deficiency rept re design basis flood 
calculations not considering erosion effects of postulated 
embankment breach Initially reported on 830830 Next rept 
expected by 840120 

OPREA, O M, Houston Lighting k Power Co 83/09/28 CDLLINB, J T 
Region 4, Office of Director 4pp, 20723 217 24X 

Fiche 50-498, □□/{>9/28i 8310130265 


8310130319 Supplemental final deficiency rept re Westinphouse suoplHd 
pressure k level transmitters Transmitters will be provided 
for applications described in 830804 Itr, per Hestinghouse 
Group a k WCAP-B5e7 generic qualifications, 

OPREA, O 14 Houston Lighting k Power Co 83/09/28 COLLINB, J T 
Region 4, Office of Director 2pp 20/19 361, 24X 

Fiche 50-4'^e, 83/09/20, 0310130319 
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8310100290 Seventh mteritn deficiencij rept re nonconFormances of 
welds in vendor-fabr I tated Categorii 1 structural steel 
Initiatlij reported on 81010Q Review continuing Final rept 
will be submitted bU 

OPREAiG H Houston Lighting tt Power Co 83/09/30 C0LL1N9, J T 
Region 4» Office of Director app 20b06 289 OflX 
Fiche SO-490, B3/09/30. 8310180290 


8310210193 Final deficiency rept re computer program verification 
Initially reported on 810508 Verification program For review 
If acceptance of Brown & Root computer calculations 
implemented 

OPBEAjO tJ Houston Lighting 8« Power Co 63/10/14 CDLLlNbr J T 
Region 4i Office of Director Qpp 20856 071 24X 

Fiche 50-498.03/10/1418310210193 


V Operator examinations 


8310140110 Revises B30SSB response to Oeneric Ltr 83-01 "Operator 
Licensing Exam Site Visit ” Applications will be submitted 
in Feb 1904 for 10 persons scheduled for Sept 1904 
instructor cer ti f i cati on exam 

OOLDQERO, J H Houston Lighting ti Power Co 03/09/28 EISENHUT, D fj 
Division of Licensing 2pp 207A6 108 24 X Fiche 50-498,03/09/20, 

03101401 JO 


DOCKET aTN-50-50B WPPSS NUCLEAR PROJECf. UNIT 3 


A Appl ication/constructi on stage documents St correspondence 


G310140176 Forwards "Mgt Plan for Extended Const Delay of WNP-3 <Lpvc) 
ID." per OC Gorensen 030712 ltr Util executive board 
expected to approve budget rather than approve plan details 
SORENSEN. G C Washington Public Power Supply System 83/09/15 
KNIGHTON. 0 W Licensing Blanch 3 Ip 20764 324 24X 

Ficho B0-50S. 83/09/15. 8310140176 


--8310140102 "Mgt Plan for Extended Const Delay of WNP-3 iLevel JD *' 
e Washington Public Power Supply System 03/08/04 07pp 
20764 325 24X Fiche 50-500.03/09/15.0310140176 


6310030339 Responds to 030009 ltr re concerns to prevent further 
erosion impacts in vicinity of Ranncy Intake structures 6 
Elliabeth Creek during const delay Dressing 6 seedling of 
Ranney Well area near Eliiabeth Creek completed 
SQRENGEN. Q C Washington Public Power Bupply System 03/09/26 
KNIGHTON. 0 W Licensing Branch 3 2pp 20590 305 24X 

Fiche 50-500, 03/09/28. 831 00303J9 


0310040344 Concludes that proposed project will have no effect on known 
cultural resources included in ot eligible for Inclusion in 
Natl Register of Historic Places 

WHITLAM. R 0 Washington. State of 03/09/29 KNIGHTON, G W 
Licensing Branch 3 Ip 20617 279 24X Fiche 50-508.83/09/29. 

8310040344 


03iOl9OJ52 Forwards Amend 2 it suppl to application for DL clarifying 
& explicitly stating intent that once issued.OL Is to run 
for 40 yrs commencing w/date of issuance provides updated 
info re const h status 6 membership of Boards of Directors 
BORENSEN. 0 C Washington Public Power Supply System Q3/10/ti 
KNIOHrON. 0 Licensing Branch 3 3pp 20B20 124 24X 

Fiche, 50-500. B3/10/1 1 . 8310190152 


—0310190154 Amend 2 U suppl to application for OL clarifying ?( 
explicitly stating intent that license run for 40 yrs 
commencing w/date of issuance Updated const status 
memhership of Boards of Directors also provided 
SORENSON. Q C Washington Public Power Supply System, 83/10/11 
36pp 20020 127 24X Fiche 50-508, 83/10/1 J. 03 10190152 


0310310149 Forwards draft "Ecological Monitoring Preoperational/ 
□peratlonal Program" & draft "Rept on Fish Bioassays 
Toxicity of Copper. Zinc & Chemical Forms to Coho Salmon 6 
Stoelhead Trout In Chehalls River. WA " 

SORENSEN. G C Washington Public Power Supply System. 83/10/21 
KNIGHTON, G W Licensing Branch 3 2pp 20950 042 P4X 
Fiche 50-608.83/10/21,8310310149 


— 6310310151 Draft "Ecological Monitoring Pr eoperat ional/Operational 
Program ” 

a Washington Public Power Bupply Sgsteni 83/10/21 5pp 
20950 044 24X Fiche 50-508.03/10/21,0310310149 


—6310310154 Draft "Rept on Fish Bloissays Toxicity of Copper. Zinc U 
Chemical Forms to Coho Salmon & Steelhead Trout in Chehalis 
River. WA " 

DAVIS, W » N0RTH8TR0M, T E > JEANE. 0 0* Washington Public Power 
Supply System 03/09/30 290pp 30950 049 24X 

Fiche' 50-508. 03/10/21, 0310310149 


E NRC Safety Evaluation Report (SER). suppls 8c correspondence 


8310310063 FOIA request for documents re const It operation of C-B 
plants List of info required submitted 

BELL.N Coalition for Safe Power 03/03/31 Office of 
Administration Ip 20998 173 24X Fiche 50-000,03/03/31, 

0310310063 


F Security, medical, emergency b fire protection plans 


0310260189 Forwards WPPS-3/5 physi-cal security plan. Rev 2 8. WPP8-3/S 
safeguards contingency plan.Rcv 1 Revs withheld 
(ref 10CFR73 311 

SORENSEN. 0 C Washington Public Power Bupply System 83/10/17 
KNIGHTON. G Licensing Branch 3 2pp 20912 234 24X 

Fiche 50-508.03/10/17,0310260109 


G Adjudicatory correspondence 


9310140066 Brief supporting util 830915 notice of appeal from AStD 
830421 0927 memoranda 8< orders admitting Coalition for 

Safv Power as party ABLB abused discretion by granting 
untimely petition Certificate of Eve end 

REYNOLDS. N 8 Washington Public Power Supply System REYNQLDS.N 8 
Debevoise It Liberman 63/10/12 Atomic Safety and Licensing 
Appeal Panel 54pp 20766 241 24X Fiche 50-500,83/10/12. 

8310140066 


0310140006 Notice of appeal of ABLB 030421 It 0927 memoranda It orders 
admitting Coalition for Safe Power as intervenor Order of 
030421 should be revorsedi 630727 order vacated It proceeding 
dismissed Certificate of Bve end 

REYNOLDS, N S Washington Public Power Bupply Gystem. REYNOLDS. N 8 
Debevoise It Liberman 63/10/12 3pp 20767 060 24X 

Fiche 50-508,63/10/12.0310140006 


0310100333 Notice of ASLAD constitution AB Rosen thal, chairman le 
OJ Edles It HA Wi Iber, members 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 63/10/14 
Ip 20902 347 24X Fiche 50-503.03/10/14,0310180333 


0310280126 Comments on Impact of ALAD-743 denying untimolij petition 
to Intervene Portions of analysis directly applicable to 
applicant 031012 appeal of A8LD grant of untimely petition 
to Intervene 

REYNOLDS, N S Debevoise & Liberman REYNOLDS. N 8 Washington 
Public Power Supply System, 03/10/26 ROSENTHAL. A 5 . EDLES. G J . 
WILDER, HA Atomic Safety and Licensing Appeal Panel Spp 
20929 260 24X Fiche 50-508. 03/10/26, 0310200126 


0310310175 Addresses Impact of ALAD-743 on proceeding In accordance 
w/obllgatlon to Identify 8, address recent developments in 
law affecting pending cases 

REYNOLDS, N S Debevoise i< Liberman REYNOLDS, N 8 Washington 
Public Power Supply Gystem 83/10/26 ROSENTHAL, A 8 , WILBER. H A., 
EDLEB. O J Atomic Gafefey and Licensing Appeal Panel 5pp 
20939 002 24X Fiche 50-508.03/10/26.0310310175 


H General correspondence 


8310100566 FOIA request for util corporate chart in P8AR 

CONSTAS. J Pro-Tech Support Services. Inc 83/00/17 Office of 
Administration Ip 20B25 323 24X Fich e’ 50-900, 83/06/17, 

0310100506 


8310160590 Responds to FOIA request for util corporate chart In P0AR 
Forwards chart 

FELTON, J M Division of Rules and Records 03/09/06 CONST AS. d 
Pro-Tech Support Gervlcei, Inc Ip 20025 324 24X 

Fiche 50-506,63/09/06,8310100590 


Q Inspection reports. IE Bulletins & correspondence 


0308300340 IE Info Notice dS-Al. "Alleged Use of Btand-Ins for Welder 
Qualification Tests " Bve list end 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 6301031 83/09/26 Consnlidated Edison Co of New 

York, Inc ll7pp 807 5 4 022 24 X Fiche 50-000.03/09/26,6300300340 


0308300342 IE Info Notice 83-62. "Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " 3vc list end 

JORDAN, E L Division of Emergency Preparedness l< Engineering 
Response (Post 030103}, 03/09/26 Consolidated Edison Co of New 

York, Inc Il6pp 20 7 7 7 210 24X Fiche 50-000. 83/09/26, 8300300342 
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G3Q6300345 IE Info Notice B3-63> "Potential Failures of Me«tingliouse 
Type 3A“1 Differential Relays " Sve list end 

JDRDANi E L |>ivlsiaTi of Emergency Preparedness <c Engineering 
Response {Post G30i03> a3/09/S& Consolidated Edison Co of Ncu 

York. Inc 1 lOpp 20770 001 24X Ficho 50-000. 93/09/2*. fi3O0 3 0034 & 


0310170653 Forwards IE Insp Rept 50-500/03-0* on e3051*-'30 No 
noncompliance noted 

BISHOP. T Wf Division of Res i dent. Reactor Project Engineerinq 
Programs 03/09/20 KOHLER. A D Hashlngton Public Pouier Supply 
Sgstem 2pp 207B0 181 24X Fielje 50-3004 03/09/28.0310170653 


— 83101706*3 IE Insp Rapt 50-508/03-06 on 030516-20 No noncoeip 1 iance 
noted Major areas inspected design con trol. f ol 1 aiuup on 
design of rigid strut bractet & revieu of heat treatment 
procedures * records for ASME JJl work by 251 contractor 
HAI0T.S P « DODDSiR T Region 5. Off ice of Director 03/09/27 
Spp 20700 103 24X riche 50-508,03/09/28.0310170653 


0300300349 IE Info Notice 83-64. "Lead Shielding Attached to 
Saf ety-Related Sys W/a lOCFRSO S9 Evaluation *' 8vc list 
end 

JORDAN. E L Division of Emergency Preparedness fc Engineering 
Response (Post B30103> B3/09/29 Consolidated Edison Co of New 

Yorkr Inc ll&pp 2071* 324 24X Flche 50-000403/09/29.0300300349 


830B30037B IE Info Notice 83-65. "Surveillance of Flow in RID Bypass 
Loops Used in Uesti nghouse Plants “ Sve list end 
JORDAN. E t Division of Efnergency Preparedness tt Engineering 
Response (Post 8301031 93/10/07 Consolidated Edison Co of New 

York. Inc 7*pp 20827 213 24X Fiche 50-000.03/10/0748300300370 


S3Q830O798 lE Info Notice B3-*6. "Fatality at Argentine Critical 
Facilltv 8vc list end 

JORDAN. E L Division of Emergency Preparedness * Engineering 
Response (Post 8301031 83/10/07 Consolidated Edison Cn of New 

York. Inc. 79pp 20802 02* 24X Flche 50-000, 83/10/07. B30a3l>0752 


8308300759 IE Info Notice 83-67. "Emergency Use Respirator Natl Defect 
Causes Production of Noxious Oeses " 9vc List end 
JORDAN. E L Division of Emergency Preparedness * Engineering 
Response (Post 8301031- 83/10/11 Consolidated Edison Co of Neu 

Yort. Inc li7pp, 21043 07S 24X Fiche SO-000. E3/ 10/1 1, 0300300/ 59 


8308300761 IE Info Notice 83-60, "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " Sve list 
cnc 1 

JORDAN. E Lt Division of Emergency Preparedness & Engineering 
ftesponse (Post 030103)' 93/10/11 C-onsol i dated Edison Ce of Neu 

York. Inc ISOpp 20827 129 24X FiOie 50-000.83/10/11,8308300761 


V Operator Examinations 


8310030142 Requests schedule, by 831020. for requaL if icati on training it 
exams for 19B4 In order to coordinate Region V audit 
of operator requal i f 1 cat! on programs 

BlSHOPrT W Division of Resident. Reactor Project t. Engineering 
Programs. 83/09/26 GODFFREY.O llashlngtan Public Power Supply 
System 2pp 20590 040 P4X Fiche 30-397.83/09/26.8310030142 


DOCKET 50-913 WPP80 NUCLEAR PROJECT. UNIT 4 


S, Reportable occurrences. LERs Ic related correspondence 


8310270206 Part 21 rept re engine mounted electrical cables Defective 
cable not installed as 830927 Itr states Parts shipped it 
installed on Culf states River Bend Site (Engine Serial 
74039/40 D8R 40)- Instruction for cable changeout due in Nov 
BOYER. R E Traniamsrica Delaval. Inc 03/10/20 Director's 
Office. Office of Inspection and Enforcement Ip 20924 109 24X 

Flche 50-000.83/10/20.8310270206 


IQCKET 50-914 PEBBLE SPRINGS NUCLEAR PLANT. UNIT 1 


Appl icatlon/cons true tton stage documents L correspondence 


101B0417 Requests Info re NRC costs for withdrawing CP application, 
per 830909 Itr. Extension of due date for payment of B3C9L3 
invoice requested 

WITHER8,B.D. Portland General Electric Co 83/10/11. MILLER. W D. 
License Fee Management Branch ip 20003 310 24X 

Icht 50-514. 83/10/1118310190417 


0 InspectiOTi reports. IE Bulletins * roi . espondence 


0308300340 IE Info Notice 83-61, "AUeged Use of Stoiid-Jns foi UL>lder 
Qua 1 if lent I on Tests " Sve list end 

JQRDAN.E L Division of Emergency Preparedness * Enqineermq 
Response (Post 830103 ) 03/09/26 Consol idated Edison Co of Neu 

York. Inc Ll7pp 20754 0?2 24X Fithe 50-000.83/09/26,8308300340 


8300300342 IE Info Notice 83-62. "Failure of Redundant Toxic Oas 
Detectors Positlaned at Control Room Ventilation Air 
Intakes " Sve list encl 

JQRDAN.E L Division of Emergency Preparedness It Engineering 
Response <Post 030103} 83/09/26 Consolidated Edison Lo nf Mew 

York. Inc 116pp 20777 210 24X Fiche 30-000. □3/09/26, Ba0B30O34;? 


03OB3OO345 IE Info Notice 83-*3. "Potential Failures of Westinqhousr 
Type SA-1 Differential Relays " Sve list encl 
JQRDAN.E L Division of Emergency Preparedness & Engineerinq 
Response <Post 830103) 03/09/2* Consolidated Edison Co of Mew 

York, Inc 118pp 2077B COl 24X Fiche 50-000, 03/09/26. 8308300345 


0308300349 lE Info Notice 83-64, "Lead Shielding Attached to 
Saf ety-Rela ted Sys W/o tOCFR5D 59 Evaluation " Sve list 
one 1 

JQRDAN.E L Divloian of Emergency Preparedness 5t Ungineerlug 
Response IPost 030103) 83/09/29 Consolidated Edison Co of New 

York. Inc llSpp 20716 324 24X Flche 50-000.83/09/29,8300300349 


0308300379 IE Info Notice 83-65, "Surveillance of Flow in RTD Bypass 
Loops Used in Westlnghousa Plants " Sve list end 
JORDAN, £ U Division of Emergency Preparedness * Engineering 
Response iPost 830103) 03/10/07 Consolidated Edison Co of New 

York. Inc 76pp 20927 213 24 X Flche 50-000,03/10/07,8308300370 


8300300752 IE Info Notice 83-66. "Fatal itu .it Argentine Critical 
Facility '• 9vc list encl 

JQRDAN.E L Division of Emergency Pieparedness & Engineering 
Response <Po»t 830103) 03/10/07 Consolidated Edison Cn of Neu 

York, Inc 79pp 20882 026 24X Fi che, 50-000. 83/ 10/07. 0308300752 


8300300759 IE Info Notice 83-67, "Emergency Use Respirator Matl Defect 
Causes Production of Noxious Oases " Sve list encl 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response <Post B301O3) 63/10/11 Consolidated Edison Co of New 

York. Inc 117pp 21043 075 P4X Fithe 50-000,03/10/11,0300300799 


6308300761 IE Info Notice 83-6B, "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " 8vc list 
enc 1 

JQRDAN.E L Division of Emergency Preparedness it Engineering 
Response iPost 030103) 83/lO/U Consolidated Edison Co of Neui 

York. Inc 120pp 20827* 129 24X Fiche 50-000. 83/10/1 1. 0300300761 


DOCKET 50-915 PEDDLE SPRINOB NUCLEAR PLANT. UNIT 2 


A Ap pi Ication/con struct i on stage documents correspondence 


8310100417 Requests info re KRC costs for withdrawing CP application, 
per 830909 Hr Extension of due date for payment of 830913 
invoice requested 

MlTHERg.il D Portland General Electric Co 03/10/11 MILLER. M ti 
License Fee Management Branch. Ip 20803 310 24X 

Fiche 50-514.03/10/11.6310180417 


Q Inspection reports. lE Bulletins 8, correspondence 


0308300340 IE Info Notice 83-61, "Alleged Use of Stand-Ins for Meldce 
Qualification Tests " Sve list end 

JQRDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/09/26 Consolidated Edison Co of Neu 

York. Inc 117pp. 20734 022 24X Flche 50-000.03/09/26,0300300340 


8308300342 IE Info Notice 03-62, "Failure of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Bvt list encl 

JORDAN.E L Division of Emergency Preparedness L Engineering 
Response (Past 030103) 03/09/26 Consolidated Edison Co of New 

York, Inc il*pp 20777.310 24X Fic he 50-000. 03/09/26. 8308300342 


8300300345 IE Info Notice 03-63. "Potential Failures of Westinghause 
Type 8A-1 Differential Relays " Sve list end 
JQRDAN.E L Division of Emergency Preparedness * Engineering 
Response (Post 930103) B3/07/26 Consolidated Edison Co of New 

York, Inc, llGpp 20770,001 24X Fiche 50-000. 83/09/26, 8300300345 
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&3QB30O34? IE Info Notice 83-64< ‘’Lcod Shielding Attached to 
Safety-Related Sy*i W/o lOCFRSO 57 Evaluation " Svc list 
end 

JORPANi E L Division of Emergency Preparedness Sc Engineering 
fiesponae (Poet 0301031 03/07/39 Consolidated Edison Co of Neui 

York. Inc llOpp 20716 324 24X FUhe 50-000.03/09/29.0300300347 


0300300370 IE Info Notice 83~6S. ‘*Survc 1 1 1 anc a of Flou) In RTD Bypass 
Loops Used in VJestinghouse Plants '* Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/10/07 Consolidated Edison Co of Neu 

York, Fnc 76pp 20827 213 24X Fiche 50-000, 03/10/07, 0308300378 


830030D752 IE Info Notice 83-66. 'Tatalitg at Argentine Critical 
Facility " Svc list end 

JORDAN. E L Division of Emergency Preparedness 8( Englneeritig 
Response (Past 830103) 83/10/07 Consolidated Edison Co of Netu 

York, Inc 77pp 20002 0S6 24X Fiche 50-000.03/10/07,0308300752 


0308300759 IE Info Notice 83-67. ‘‘Emergency Use Respirator Mat! Defect 
Causes Production of Noilous Oases “ Svc list end 
JORDAN, £ L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 03/10/11 Consolidated Edison Co of New 

York. Inc U/pp 21043 075 24X Fiche 50-000.83/10/11,0300300739 


8308300761 IE Info Notice 03-60. "ffespirator User Warning Defective 
Self-Contained Ureathing Appaiatus Air Cylinders *' Svc list 
end 

JORDAN, E L Division of Emergency Preparedness i( EnginBering 
Response (Post 830103) 03/10/11 Consolidated Edison Co of New 

Yorl» Inc laopp 20027 129 24 X FI the 50-000.83/10/11.8308300761 


DOCKET 50-522 SKAGIT NUCLEAR POWER PROJECT, UNIT 1 


O Ad judica tory correspondence 


8310030390 Second request for addl extension until 840115 to answer 
intervener mntion for summary disposition of Contention 1 
Portland General Electric Co expects to decide on plant 
termination hy end of 1983 Cortlficato of Svc end 
THOMSEN. F T Puget Sound Power t< Light Co THOMSEN. F T Perkins. 

Cale. Stone. Olsen 8< Williams 83/09/28 Atomic Safety and 

Licensing Hoard Panel 7pp 20593 040 24X Fiche 50-522.83/09/20, 

8310030390 


B31'0l400a9 Memorandum & order granting util 830928 request for 
extension until 840115 to file response to intervener motion 
for summary disposition of Contention I 

WOLF. J F. Atomic Safety and Licensing Doard Panel 03/10/12 
Puget Sound Power & Light Co 2pp 20767 021 24X 

Fiche 30-522103/10/12.8310140089 


O Inspection raports. IE Bulletins correspondence 


0300300340 IE Info Notice 03-61, “Alleged Use of Btand-Ins for Welder 
Gual 1 f ication Tests “ Svc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison Co of New 

York, Ine I17pp 20754 022 24X Fiche 50-000.83/09/26.8308300340 


6308300342 IE Info Notice 83-62. “Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intakes *' Bve list end 

JORDAN. E L Division of Emergency Preparedness h Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of New 

York. Inc 116pp 20777 210 24 X Fiche 50-000.83/09/26,8300300342 


6308300345 IE Info Notice 83-63, "Potential Failures of Westinghouse 
Type SA-1 Differential Relays “ 8vc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/09/26 ConaoLldated Edison Co of New 

York. Inc llBpp 2077S 001 24X Fiche 50-000.03/09/26,8300300340 


03OB3OO349 IE Info Notice 03-64. "Lead Shielding Attached to 
Safety-Related Bys W/o 10CFR50 59 Evaluation *' Svc list 
end 

JORDAN. E L Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 03/09/29 Consolidated Edison Co of New 

York. Inc itSpp 20716 324 24X Fiche 50-000.03/09/29.8300300349 


8308300370 IE Info Notice 83-65. "Quryei 1 lance of Flow in RTD Bypass 
Loops Used in WeatJnghoose Plants '* 6vr list end 
JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 030103) 83/10/07, Consolidated Edison Co of New 

York. Inc 76pp 20827 213 24X Fiche SO-000, 03/10/07. 83083003/8 


0308300752 IE Info Notice 83-66. "Fatality at Argentine Critical 
Facility “ Svc list end 

JORDAN. £ L Division of Emergency Preparedness it Engineering 
Responfto (Post 830103) 03/10/07 Consolidated Edison Co of New 

York. Inc 79pp 20882 026 24X Fiche 50-000,03/10/07,8308300752 


8300300739 IE Info Notice B3-67. "Emergency Use Respirator Natl Defect 
Causes Production of Noxious (Sases “ Svc list end 
JORDAN. E L Division of Emergency Preparedness 4. Engineering 
Response (Post &30lO3> 03/10/11 ConaoHdated Edison Co of New 

York. Inc 117pp 21043 075 24 X Fiche 50-000.03/10/11.8308300759 


0300300761 IE Info Notice 63-68. "Resplratar User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders." Svc list 
end 

JORDAN, E L Divlsjan of Emergency Preparedness it Engineering 
Response (Post 830103) B3/10/11 Consolidated Edison Co of Neu 

York. Inc 120pp 20027 129 24X Fiche 50-000.83/10/11.8308300761 


DOCKET 50-523 SKAGIT NUCLEAR POWER PROJECT, UNIT 2 


G Adjudicatory corre spondence 


B310030390 Second request for addl extension until 840115 to answer 
intervener notion for summary disposition of Contention 1 
Portland General Electric Co expects to decide on plant 
termination by end of 1903 Certificate of Svc end 

THOMSEN. F T Puget Sound Power 8. Light Co THOMSEN. F T Perkins# 

Cole, Stone. Olsen *c Williams 83/09/28 Atomic Safety and 

Licensing Board Panel 7pp 20593 040 24X Fiche SO-522. 03/07/28. 

0310030370 


0310140089 Mexnorandum & order granting util 030920 request for 
extension until 040115 to file response ta intervenor motion 
for summary disposition of Contention 1 

WOLF. J F Atomic Safety and Licensing Hoard Panel 83/10/12 
Puget Sound Power 8, Light Co 2pp 20767 021 24X 

Fiche 50-522.03/10/12.8310140009 


Q Inspection reports. lE Bulletins it cox r espundence 


0308300340 lE Info Notice 83-61. "Alleged Use of Stand-Ins for Welder 
Qualification Tests " Svc list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 03/09/26 Consolidated Edison Co of New 

York. Inc 117pp 20754 022 24X Fiche 50-000.83/09/26.8309300340 


8300300342 IE Info Notice 83-62. “Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Air 
Intakes " Svc Hat end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co. of New 

York. Inc 116pp 20777 21 0 24X Fiche 50-000.03/09/26,6308300342 


0308300345 IE Info Notice 83-63. "Potential Failures of Westinghouse 
Type 8A-1 Differential Relays “ Svc list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of New 

York, Inc liepp 20776 001. 24X Fic h e* 50-000. 83/09/26. 8309300345 


0308300349 IE Info Notice 83-64. "Lead Shielding Attached to 
Safety-Related Sys W/o lOCFRDO 5? Evaluation " 8vc list 
end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/09/2? Consolidated Edison Cn of New 

York, Inc llSpp 20716324 24X Fiche 50-000,83/09/27,0308300349 


030030037 0 IE Info Notice 83-65, "Burvel 1 lane e of Flow in RTD Bypass 
Loops Used in Westinghouse Plants " Svc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Responsa (Post 030103) 83/10/07 Consolidated Edison Co of New 

York, Inc 76pp 20827 213 24X Fi c h e. 50-000, 83/ 10/07, 830B30037B 


0300300752 IE Info Notice 83-66. "Fatality at Argentine Critical 
Facility " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Past 030103) 83/10/07 Consolidated Edison Co. Df New 

York. Inc 79pp 20882 026 a4X Fiche 50-000.83/10/07.0300300752 


8308300759 IE Info Notice 83-67, "Emergency Use Respirator Matl Defect 
Causes Production of Noxious Oases " Svc. list end. 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 83/10/11 OonsoHdated Edison Co of New 

York, Inc 117pp 21043 075 24X Fiche 50-000,03/10/11.0300300759. 


8308300761 IE Info Notice 03-68, "Respirator User Warning ’ Defective 
Self-Contained Breathing Apparatus Air Cylinders “ Svc list 
encl 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 83QI03) 83/10/11 Consolidated Edison Co of New 

York. Inc 12Dpp 20827 129 24X FI the 50-000.03/10/11.8300300761 
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DOCKET STN-S0-52B PALO VERDE NUCLEAR STATION, UNIT 1 


A App 1 i cdtinn/canstruc on documents correspondence 


OaiOaAOl?? Partial response to L Dernabei BGOROS FOlA rei^uest for 
agency records relevant to {</cir generated in connection bi/ 

NRC Irivestigat ions, Insps or repts on allegations made by 
R Ounderson & VI Rogce Toruards App A documents 

FELTaN, J H Division of Rules and Records 83/09/06 GARDE, R 
Government Accountability Project App 20903 291 24X 

FI Che 50-528.8:3/09/03,03102-40197 


— B2D6080AB7 Comments on 820511 Itr re allegations of improper 
electrical work Inquiry being made 

DIRCKB, H J Office of the E»ect/t>ve Director for Operations 
B2/0fi/Sb WOODS, T G ArlJOtia Public Service Co Ip 20904 126 
24X FI Che 50-528,83/09/00. 0310240197 


— 8310240S01 Submits list of plant electrician allegations that author 
considers readily docir^nented w/o further investigation Bome 
Items lilted already documented in rough form 
ECKHARDT, J H NRC - No Detailed AfflHation Given 03/12/17 

5HACKLETDN,Q NRC - No Detailed Affiliation Given Ip, 

20903 339 24X Fichq 50-520, 03/09/00. 0310240197 


—0310240203 Submits results from informal 030323 meeting re unrcyicued 
affidavits from Govt Accountability Project Shackleton 
analysed Gunderson affidavit b will identify any neu areas 
to Region V 

NARBUT.P P Region 5, Office <if Director B3/03/23 
STERNBERG, D H , YOUNQ, T « FIORELUi.G. NRC - No Detailed 
Affiliation Given Ip 20903 336 QAX Flche 30-520,83/09/00, 
0310240197 


--8310240219 Forwards H Vaung S< 1. Dernabei FOIA request for documents 
r# allegations of R Gunderson & senior Dechtel manager FDIA 
time record form should be completed & returned 
ORIMSLEY. D H NRC - No Detailed AffUiablon Oiven 03/03/31, 
WILSON, 9 Office of Nuclear Reactor Regulation, Director 
SWEENEY, M Office Of the General Counsel 2pp 20904 049 24X 

Flche 50-920,83/09/08,0310240197 


— 8310240220 Requests that documents be provided in attached FOIA Request 
83-490 Documents required to be delivered to I Aleiander by 
030017 Forwards FOIA Request 03-450 In list of documents on 
subj Documents need not be duplicated 

NARBUT.P Region 9.i Office of Director B3/O0/16 MARTIN, J., 
STERNBERG, D , YOUNG, T NfiC - No Detailed Affiliation Oiven 4pp 
20904 091 24X Flche 50-920,83/09/00,8310240197 


—8310240236 Notifies that author had no involvement in Investigation 
into allegations at facility* per Narhut 830016 memo No 
relevant documents re FOIA Request 03-450 in author 
possession 

JOHNSON. P NRC - No Detailed Affiliation Oiven 03/00/18 
ALEXANDER,!, NRC - No Detailed Affiliation Given Ip 20904 IIJ 
24X Fiche 50-828,03/09/08,0310240197 


8310050347 NDtificetion of 831012 meeting u/utll t< C-E in Dethesda, HD 
to discuss updated status re reactor internals, evaluation of 
reactor coolant pumps, thermal sleeves ihcrmottf-el Is 
LlCITRAiE A Licensing Branch 3 03/09/19 KNIGHTON. 0 W 

Licensing Branch 3 3pp 20650 091 24X Flche 50-520,03/09/19, 

0310050347 


0310050010 Submits updated statu* on RCB pumps, thermal sloeves 8, C-F 
shroud assemblies per B309J3 14 telcons Design of pump* 

will be modified Followup status meeting echeduled for 
031012 

L1CITRA,£ A Licensing Branch 3 83/09/30 WOVAK.TM Assistant 

Director for Licensing 3pp 20690 S5b SAX Flche 90-528,83/09/28, 
8310050010 


9310130126 Forwards Rev 3 to "asU DeposUion Impact Monltorino 
Plan '* 

VAN BRUNT, E E Ariion# public Rervice Co 83/09/29 KNIGHTON,© 
Licensing Brench 3 2pp 20726 325 24 X FIc har 90-520, 03/09/29, 
8310130126 


►8310130129 Rev 3 to “Salt Deposition fc Impact Monitoring Plan ” 
* NU8 Corp 83/07/31 iBpp 20726.327, 24X 

Fiche 90-920,83/09/29,8310130126 


‘ 3 '’Probabilistic Risk Assessment 

of Effects of PORVs on Depressor I lat Ion I, DHR Changes are 
result of detailed treatment of automatic POflV cases h 
complete analysis of auxiliary feedwatsr restoration 
VAN BRUNT. E E Ariion# Public Service Co 83/10/13 KNIGHTON, 0 
^ 209J4 170 24X Fiche. 50-520, 03/10/10, 

310260196 


— 0310260160 Rev 1 to Suppl 3 of "Probabilistic Risk Asspssmoni of 
Effects of PORVs on Depr essui 1 lation it DHR " 
a Cambufition Lnqineerlng, Inc CEN-239 S03 ROl 03/09/30 
373pp 20914 ifll 24y Fithc 50-920,83/10/13,0310260196 


9310210252 Forwards revised responses to NRC 830727 request fur addl 
info re util proposed rev to FbAR Section 1 0 conccining 
exceptions to Reg Ouide 1 80 to permit use of records 
storage faciUtg u/level concrete flooT h loof 

VAN DRUNT.E E Avjiona Public Seivice Co 03/10/17 KNIOHiON, 0 
Licensing Branch 3 6pp 20051 263 LAX Fiche 50-520.83/10/17. 
8310210252 


B31O2S01 46 Foruat ds documents re recent reactor coolant pump probiems 
per FOIA Request 83-440 Documents contain no proprietary 
info 

Van brunt, E E Arizona Public Borvico Co 83/10/19 DlSMQPiT W 
Division of Resident, Reac tor Project It Lnqineering Programs J Ipp 
20096 329 24X Fiche 50-528,03/10/19,8310250146 


8310310372 Informs that info requested in 830920 Itr re impott of high 
energy line break* on control sys & exceptions taken in FSAR 
Section 381 6 6 J will by submitted by 031117 

VAN BRUNT, E E Arizona Public Service Co 83/10/21 KNIGHTON, 0 
Licensing Dranch 3 ip 20960 001 2AX Fiche 50-528,03/10/21* 
0310310372 


E NRC Safety Evaluation Report <SEM>, supple *< correspondence 


0310030425 Furuards proprietary ‘Tinal Assessment of Palo Verdo NuclPa? 
Generation Station Fuel Assembly Spacer Grid Impact Load* 

Under Faulted Conditions." per SfR INUREO-OBS?) Section 

4 2 1 Affidavit end Rept withheld (rof lQLrR2 790) 

van ORUNl.E E Arizona Public Bervito Co 83/09/26 KNIGHTON. G 

Licensing Branch 3 7pp 20602 S19 24X Flche 50-520.03/09/26. 

8310030425 


F Security, medical, emergency fire protection plans 


6310040375 Forwards revised response to outstanding fire protcctlnrt 
Open Items 2.4,0,10,16.21 it 23 identified at 030803 meeting 
in Bethesda.MD Revised response to Items 1,3,5 & S5 will be 
provided by 031130 

VAN BRUNT, E E Ariiona Public Service Co 03/09/29 KNIGHTON, 0 
Licensing Branch 3 34pp 20620 208 24X Flche 50-528,83/09/29, 

0310040375 


O Adjudicatory correspondence 


8310240197 Partial response to L Bernabei 830805 FOIA request for 
agency recoids relevant to Sc/or generated in connection w/ 

NRC Invest Igotionc, insps or repts on allogation* made by 
R Gunderson I, W Royce Forwards App A documents 
PCLTQN. J M Division of Rules and Records 03/09/08 GARDE, B 
Government Accountability Project 4pp 20903 29i 24X 

Riche. 50-520, B3/09/03, 0310240197 


— 0310240212 Forwards Dept of Labor 030324 Recommended Decision t< Older 
of Administrative Law Judge in W Royce v* Dechtel Corp case 
BUTLER, 0 D Dechtel Corp 03/03/30 Bechtel Corp IPpp 
20904 001 24X Fiche 50-520,83/09/00.0310240197 


Q Inspection reports, IE Bulletins it correspondence 


8310240196 FOIA request for agency records relevant to ^/or gencraled 
inconneclion u/NRC investigations, Insp or repts on 
allegations made by R Gunderson & W Royce re facilities 
BERNADEl.L Government Accountability Project 03/00/05 Office 
of Administration. Spp 20903 249 a4X Fiche 50-520, 83/08/05, 
0310240196 


8310240197 Partial response to L Bernabei 830805 FOIA request for 
agency records relevant to i</or generated In connection w/ 

NRC Investigations, in»p6 or repts on allegations made by 
R Gunderson h W Royce Forwards App A documents 
Felton, J M Dlvxsion of Rules and Recoids 03/09/00 GARDE, D 
Ooveriiiment Accountability Project 4pp 20903 25J 24X 

riche. 50*-52a, 03/09/00, 0310240197 


— 0310240199 Requests assistance In disclosing worker allegations re 
prohlems at facility Various allegations by workers re 
const, QA it GC problems existing at plant discussed 
MORRISON, J fi Palo Verde Intervention Fund 02/12/07 GARDE, B 
Government Accountability Project 3pp 20903 332 SIX 
Flche 50-520.80/09/08.0310240197 
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&310240«>J5 Nequests rovieui of NRC mi&Kandlipg of invcet t gat ion 

of worker a I i e gat i ons re deficiencies in oloctnral work & 
startup besting program at pac i I i ti es^ on behalf of 
R Gunderson Rogce Related motl enc 1 

DERNAnrltL Government Accountability Project Q3/07/M 
PALLADINO, N , QJLINSKY.V , AHCARNEi vl Commi as loners 19pp 

20904 013 SAX Fiche SO-ISO, 03/09/08* □310240197 


— 931024021U Submits list of documents in Region V Piles which apply 
to Young it Uornabel raiA^SS-lAl request for documents re 
allegations of electrical problems Related matl end 
ALEXANDER, I Region 5* Office of Director B3/05/0L TOMS. V 
NRC - No Dctisilcd Affiliation Given Spp 20904 045 24X 

Fiche 3O-a20. Q3/09/0D, B3I0240197 


"-aSlOSAOS^l Forusrds L Oernabci TOIA request for documents in connection 
w/MitC invos t i gati onsi insp repts or repts on allegations made 
by R Gunderson N Royce re facilities List of questions for 
response to ML Toms requested by BJOUJ/i 

GRINSLEY, D H NRC - No Detailed Affiliation Given 83/00/0? 

DROWNi N OFficc of the Secretary of the Commission SWEENEY, M 
Office oP bh-e General Counsel 2pp 50904 053 P4X 
Ficho 50-320*03/09/00*8310540197 


--0310540555 Notifies that spec ial , unannounced insp scheduled at 
facility on B30404-08 Team consisting of author*A Johnson* J 
DurdoirijG Florelli L Vorderbrueggen will examine facts 
surrounding a-s- many allegations as possible during insp 
YOUNO. T (legion 5* Office of Director 83/03/31 ETERNOERG* D 
NRC - No Detailed Affiliation Given Ip 20904 059 54X 

richo D0-3SB* a3/O9/O0* 0310540197 


8310170460 Forwaids IE insp Rept 50-520/03-56 on 830705-00 k 19-22 
No none omp 1 lance noted 

BISHOP*! W Division of Res ident* Reactor Project & Engineering 
Programs 03/09/20 ANDDGNINJ*G D Ariiona Public Service Co 
2pp 50783 555 54X Fiche 50-S5B* 03/09/58* 0310170468 


—8310170470 IE Insp Rept 50-520/83-26 on 030705-00 & 19-22 No 
none omp 1 lance noted Major areas inspected plant procedures* 
surveillance testing f< independent insp effort 

JOHNSON, P H * YOUNO* T Region 5* Office of Director 83/09/26 
4pp 50783 554 24X Fiche 50-520*83/09/20*0310170468 


830B300349 IE Info Notice 83-64* "Lead Shielding Attached to 
Safety-Related Sys W/o 10CFR50 59 Evaluation " Sve list 
enc 1 

JORDAN* E L Division of Emergency Preparedness Sc Engineering 
Response (Post 030103) B3/09/29 Consolidated Edison Co of Neu 

York, Inc 115pp 20716 324 24 X Fiche 50-000. 83/09/29* B30830034 9 


8300300378 IE Info Notice 03-65* "Surveillance of Flow in RTD Bypass 
Loops Used in Westinghouse Plants " Sve list end 
JORDAN, C L Division of Emergency Preparedness & Engineering 
Response (Post 630103 ) 03/10/07 Consolidated Edison Co of Neu 

York. Inc 76pp 20057 213 24X Fiche SO-OOO* 03/10/07* 8300300370 


8300300752 IE Info Notice 03-66* "Fatality at Argentine Critical 
Facility " Sve list enc I 

JORDAN, E L Division of Emergency Preparedness tc Engineering 
Response (Post 030103) 03/10/07 Consolidated Edison Co of Neu 

York* Inc 79pp 50005 056 24X Fiche SO-OOO* 03/10/07* 0300300752 


--8310240523 Discusses NRC insp entrance interview conducted on 83061b* to 
describe NRC planned insp activities Lists NRC inspectors (k 
areas of investigation NRC will be primarily investigating 
nllogations ifuring visit Related motl end 

IDE/W E Arizona Public Service Co 82/06/15 ROEDEL, J A 
Arizona Public Service Co 4pp S0V04 102 24X 

Ficho 50-520,83/09/08*0310240197 


--831O2402S7 Discusses status of special insp re al legations* in response 
to 830411 mama Lists items not addressed Efforts urlll be 
concluded b( p-crtlnent repts issued on listed items prior to 
830601 Relevant documents issued St received end 
MARTIN* J D Region 5* Office of Director 83/05/05 
CUNNlNOHAMi Q H Office of the Executive Legal Director 2pp 
20904 106 a4X Fiche 50-528*83/09/08*0310240197 


— 8310240239 Fpriuards documents re FCIIA request for NRC investigation* 
insps or repts on allegations made by R Gunderson S< W Royce 
concerning facilities Excerpt of installation spec for cable 
splicing oncl 

ALEXANDER*! Region 5* Office of DiTBctor 83/08/19 TOMB* N 
NRC - No DotAlled Affiliation Olven 9pp 20904 U5 24X 
Ficho 50-528*83/09/08*8310240197 


— B3I0240251 Discusses immediate effectiveness review of facilities ro 
analysis of pending insp/inves tigotion items identified in 
Ofe of Insp * EDO repts of 830325 It 27 Presumes 8ECY will 
extend reyieiu time to accommodate Commission consideration 
ASSELSTINE* J K Commissioners 03/04/01 PAULADIND 
Commissioners Ip 20904 J3l 24X Fiche 50-528*83/09/00, 
0310240197 


0310040532 Forwards IE Insp Rept 50-528/03-30 on 030801-31 No 
noncomp 1 lance noted 

DlSHOPrT W Division of Resident, Reac tor Project k Engineering 
Programs 03/09/19, ANDOGNINIrO C Arizona Public Service Co 
5pp 30624 OlO 24X Fiche 50-528*83/09/19*8310040532 


— 0310040537 IE Insp Rept 50-558/83-38 on 830001-31 No noncomp Hance 
noted Major areas inspected equipment qua 1 1 f tcation* startup 
testing, TMl followup itemsiNSSB problems & plant mod 
riORELLI.G , JOHNSTON. 0 * YOUNO, T Region 5* Office of Director 
83/09/15 7pp S0624 012 54X Fiche 50-528*83/09/19*0310040535 


0308300340 IE Info Notica 03-61i "Alleged Use of Stand-Ins far Welder 
Qualification Tests " Sve list end 

JORDAN* E L Division of Emergency Preparedness l« Engineering 
Response (Post B30103) 83/09/56 Consolidated Edison Co of New 

York. Inc. It7pp 20754 022 24X Fiche 50-000*83/09/26*8308300340 


6308300759 IE Info Notice 03-67* "Emergency Use Respirator Matl Defect 
Causes Production of Noxious Oases " Sve list end 
JORDAN. C L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 03/10/11 Consolidated Edison Co of Neu 

York* Inc ll7pp 21043 075 54X Fiche 50-000*03/10/11*8308300759 


8309300761 IE Info Notice 03-68, "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders " Sve list 
enc 1 

JORDAN* E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 83/10/11 Consolidated Edison Co of Neu 

York* Inc I20pp 20827 129 24X Fiche 50-000*83/10/11,8308300761 


8310310396 Forwards IE Insp Kept 50-528/02-35 on 821216-23 No 
noncompliance noted 

BISHOP,! W Division of Res 1 dent, Reactor Project l< Engineering 
Programs 63/10/13 ANDDONiNliG C Arizona Public Service Co 
2pp 20959355 24X FI che 50-528* Sa/lO/la* 0310310396 


—0310310398 IE Insp Rept 50-528/02-35 on 821216-23 No noncompliance 
noted Major areas inspected preoperatlonal containment leak 
rate test* procedure review* intervieus w/personnel 6 
uitnessing portions of structural integrity test 
DMNOELO.A J , YOUNG*! Region 5* Office of Director 83/10/13 
5pp 20959 357 24X Fiche 50-520*83/10/13,0310310396 


8 Reportable occurrences* LERs It related correspondence 


8310070286 Final Deficiency Rept DER 02~6B re underground cables to 
startup transformers which may not carry full load current 
at max site soil temp Initially reported on 021126 Condition 
not reportable per 10CFR50 55(e) 

VAN BRUNT, E E Arizona Public Service Co 03/09/16 STERNBERG, D H 
Region 5, Office of Director 5pp 20657 028 24X 

Fiche 50-520103/09/16*0310070206 


— 0310070209 "Soil Thermal Property Measurements for Palo Verde Nuclear 

MARTIN* M A MI*E Technology, Inc 83/02/09 32pp 20657 033 
24X Fiche 50-528*03/09/16*8310070206 


0310070006 Final Deficiency Rept DER 83-41 re flooding in control bldg 
train Room B Pipe penetrations betueen circulating water 
Intake canal k pump pit will be sealed to limit leakage rate 
into pump pit to within pit drainage sys capacity 

VAN BRUNT, E E Arizona Public Service Co 03/09/21 STERNBERG, D M 
Region 5, Office qf Director 5pp 20657 004 24X 

Fiche 50-520,03/09/21*0310070006 


□308300342 lE Info Notice 03-62, "Failure of Redundant Toxic Gas 
Detectors pqeitioned at Control Room Ventilation Air 
Intakes " Sve list encl 

JORDAN* E L Division of Emergency Preparedness k Fngzneering 
Response (post 830103) 83/09/26 Consolidated Edison Co of Neu 

York, Inc 1 I6>pp. 20777 210 24X FUhe 50-000, 83/09/26. 0308300342 


0310070147 Final Deficiency Rept DER 83-25 re instrumentation tubing 
w/o required boundary class break Initially reported on 
830421 Deficiency determined not reportable under 

VAN^^BRUNtfE E Arizona Public Service Co 83/09/21 STERNBERG, D. M 
Region 5, Office of Director I3pp 20659 068 24X 

Fiche 50-520*83/09/21,0310070147 


8308300345 IE InFo Notice 03-63, "Potential Failures of Westinghouse 
Type 9A-1 oifFerentlal Relays " 8vc list encl 

JORDAN, C L Division of Emergency Preparedness k Engineering 
Response (Past 030103) 03/09/26 Consolidated Edison Co of New 

York, Inc I lepp 20778 001 C4X Fiche 50-000,83/09/26,8308300345 
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B3-10070352 InteTim Deficiency flept DER B3-42 re therroouel 1-& in HCS 
tnitldllg reported on G30729 Final rept extension requested 
due to extensive investigation & evalvation Final rept ui 1 1 
he svbmittfld 'inf 331301 

VAN BRUNTiE E Aritona Public Bervlte Co Q3/09/21 STEftNBERO. D « 
Region afflce of Director Spp 2D&51 095 24)C 

Fiche 5O-SS0. 33/09/31, B310070352 


B3I0140369 Final Deficiency Rept DER 03-15 xe Marathon Steel A354 
anchor tolt breaking under Installation torque after test 
acceptance initially reported on B3031G Analysts concluded 
bolt torsional (failure caused by ductile shear overload 
VAN BRUNTrE E Ariiona Public Service Co 03/09/23 BTERNBERCj D M 
Repior 9. Office of Director 5pp 20761 270 24K 

Fiche 50-529. □3/09/23,0310140267 


— 0310140274 '■ Failure Analysis of A3TM A-354- Dolt " 

OONZALES.O C r SCHMIDT. 0 R . HACKNEV, 0 D Dechtel Corp 0303-03 
FA 03/03/31 20pp 20761 275 34X Fiche S0-SS9i 03/09/23. 

8310140269 


0310140259 Final Deficiency Rept DER 03-45 re cable separations in 
control roeii) panels Initially reported on 030707 Procedures 
revised to ref Const Spec 13~EM-306 for separation criteria 
requirements Also reportable per Part 2i 

VAN DRUNT,E E Arizona Public Service Co 03/O9/2A, 8TERNOERO, D M 
Region 5, Office of Director ISpp 2D76S 069 24X 

Fiche 50-520,03/09/26.0310140259 


0310140013 Final Deficiency Rept DER 83-14 re failure of ties ting ho use 
dleiel generator protective relays due to leaking 
capacitors Initially reported on 030316 Relays will be 
returned to supplier -Capacitors uill be replaced 

VAN BRUNT, E E Arizona Public Service Co 83/09/27 3TERNDER0, D M 
Region 5, Office of Director Ppp^ 20767 006 24X 

Fiche 30-520.03/09/27.0310140012 


0310270430 Final Deficiency Rept DER 83-43 re laiproper crimp 
terminations in 12 ceblnets Furnished by Harlo Corp 
Initially reported on 830708 Harlo cabinets for all units 
vlll be inspected S. reworked Also reportable per Part 21 
VAN BRUNT, E E Arizona Public Service Co 83/09/27 DISHOP, T W. 
Division of Resi dent. Reac tor Project & Engineering Programs 6pp 
20923 005 24X FlChe 50-528. 83/09/27. 8310270430 


1310140230 Interim Deficiency Rept DER 03-46 re Dorg Warner valve 
nenually overtorqued during hydrostatic testing Initially 
reported en 030715 Time extension until 831214 requasted for 
final rept. due to extensive investigation required 

VAN BRUNT. £ £ Arizona Public Service Co 63/09/28 GTERNOCRO. D H 
Region S. Office of Director 2pp 20761 321 24X 

Fiche. 50-520. 63/09/26. 0310140230 


B310250099 Interim Deficiency Rept DER 03-40 r* low pressure safety 
injection C8 pump motors leaking oil It w/dtfective welds 
Initially reported on 030729 Due to extensive investigation, 
rept will not be submitted until B31S06 

VAN BRUNT. E E Arizona Public Bervlte Co 83/10/03 BIBHOP, T H 
Region 5. Office of Director 2pp 20695.277 24X 

Fiche 50-520,83/10/05.0310250099 


8310290415 Interim Deficiency Repts DER 08-57, DER 02-64 S, DER 03-32 re 
conditions b circumstances surrounding design processes 
Involved w/dlseifflilar metal socket welds 

VAN BRUNT. E E Ari rona Public Service Co 03/10/06. BISHOP, T W, 
Division of Resident. Reactor project It Engineering Programs 2pp 
20097 245 24X Ftche 90-520,03/10/06,0310250415 


I31029056B Final Deficiency Rept DER 83-3B r* 8teiler Steel clip angles 
uieii for HVAC supports that do not meet ABTH A- 36 
requlrefnints Initially reported on 030620 Deficiency 
determined not reportable per 10CFR90 95(c) 

VAN BRUNT. e E Arlicna Public Service Ca 03/10/06 BiSHQPrT W 
Division of Res 1 dent. Rcac tor Project 6 Engineering Progroms 9Qpp 
20901 324 24X Fiche 50-520. □3/10/06. 0310290560 


>310290079 Interim Deficiency Rept 83-10 re main steam relief valve 
tests exceeding specified 9X blowddwn 1 imi t. Ini t iall y 
reported 030220 Due to extensive investigation 6 evaluation 
required. rept will not be fubmitted until 031118. 

VaNBRUNT.E E Arizona Public Service Co 83/10/07 BISHOP, T W 
Region 5. Office of Director. 2pp 20094 139 24X 

Fiche: 90-528, 83/10/07. 03 1 0290079. 


1310310136 Interim Deficiency Rept DER 03-54 re washers in steam 
generators 1 Ir 2 Initially reported on 830002 Due to 
ektenslve evaluation requ Ired, next rept will be submitted by 
031219 

VAN BRUNT, E.E Arizona Public Service Co 83/10/13 QIBMOP.T W 
Division of Resident. Reactor Project 6 Engineering Programs 2pp 
20959 035 a4X Fiche 50-520,83/10/13,8310310138 


8310310316 Interim Deficiency Rept DER B3-61 re low pressure safety 
injection pumps failing to start & to produce required head 
Inltidtly reported on 830914 Due to extensive investigation 
6 eva 1 uat lonr final rept will be submitted by 040126 
V4N fiRUNT,E E Arizona Public Service Co 03/10/13 QISMDP.T VI 
Division of Resx den t. Reac tor Project l< Engineering Programs 3pp 
20961 164 24X Fiche 50-320,03/10/13.8310310316 


U -Congr ess ional/Exec, uti ve Correspondence 


03lO2qO197 Partial response to L Dernabei 030005 FOIA request foi 
agency records relevant to &t/or generated in connection w/ 

NRC investigations. Insps or repts on allegations made by 
R Gunderstin & W Royco Forwards App A dneuments 

Felton. J M Division of Rules and Records 83/09/00 GARDh.D 
Oovernment Accountability Project 4pp 20903 231 e4X 
Fiche 50-520,03/09/08. 0310240197 


— 8310240217 Request^ response to Issues raised by J Morrison B30703 Lti 
expressing concerns w/manner in which Regional V It Ofe of 
Investigation handled allegations of violations at plant 
J Morrison 030703 Itr enc l 

UDALLiH K Houbb of Rep > Interior insular Affairs G3/0//17 
PALLADINO, N Commissioners 4pp 20904 040 24X 

Fiche 50-920.83/09/08.0310240197 


—0310240241 Notifies of receipt of T Woods 020511 Itr tq NRC re 
allegations about safety at facilities Requests to be 
advised of any action taken by NRC in subj matter 
RUDD. C House of Rep 82/05/17 PALLADINO. N J Commissioners 
Ip 20904 1?9 24X Fiche 30-520.03/09/00.0310240197 


— 0310240246 Ack receipt of B20519 Itr to Chairman Palladina pxpressiT.p 
concern re allegations of improper electrical work at 
facilities Region V initiated independent inquiry into 
matter w/lcgal assistance 

KAMMERER.C Office of Congressional Affairs 82/06/01 RUt)D,E 
House of Rep Ip 20904 130 24X Fiche 90-920.83/09/08. 

931024019/ 


V Operator Examinations 


0310030134 Requests schedule. by 830928. for reqUa 1 i f i cation training h 
exams for 1904 in order to coordinate Region V audit bf 
operator t equal i fi cation programs 

DISHOP.T W Division of Res Ident. Reactor Project h Englneorlng 
Programs 83/09/36 ANDOONINI.O C Arizona Public Service Cp 
Spp 20590 030 24X Fiche 30-520.83/09/26,0310030154 


DOCKET STN-50-529 PALO VERDE NUCLEAR STATION. UNIT 2 


A Appl icati on/construction stage documents correspondence 


0206000487 Comments on 02O5U Itr rc allegations of improper 
electrical work Inquiry being made 

DIRCKS.W J Office of the Executive Director for Operations 
02/09/26 HOOUB. T 0 Arizona Public Service Co Ip S0904 120 
24X Fiche 50-328.03/09/00.0310240197 


— 8310240201 Submits list of plant electrician allegations that author 
considers readily documented w/o further investigation Some 
items listed already documented in rough form 
ECKHARDT.J. H HRC - No Detailed Affiliation Given 02/12/17 

8HACKLET0N, 0 NRC - No Detailed Affiliation Given Ip 

20903 335 24X Fiche 50-528, 03/09/0B. 8310240197 


— 8310240203 Submits results from informal 030323 meeting re unreviewnd 
affidavits from oovfc Accountability Project Shackleton 
analyzed Gunderson affidavit 1. will identify any new ai cas 
to Region V 

NARBUT.P P Region 5. Office of Director 03/03/23 
STERNBERG, D M . VDLINO, T . FlORELLl. 0 NRC - No Detailed 
Affiliation Given Ip 20903 336 24X Fiche 50-528. B3/Q9/0D. 

8310240197 


—0310240219 Forwards M Voung it L Bernabei FOlA request for dpciiisenis 
re allegations of R Gunderson it senior Bechtel manager FOlA 
time record form should be completed h returned 
ORIMSLEY,D H NRC - No Detailed Affiliation Given 83/0D/3J 
WILSON. V Office of Nuclear Reactor Regulation. Director 
SWEENEY, M Office of the General Counsel Spp P0904 047 P4X 
Fiche 50-528,03/07/08,0310340197 


— 831C24022G Request! that documents be provided In attached KUJA Roque' 
83-450 Documents required to be delivered to I Alexander by 
030817, Forwards FOIA Request 83-450 Ic list of documents on 
subj Documents need not be duplicated 

NARBUT.P Region 9, Office of Director 83/08/16 MARTIN, J . 
STERNDERO. D . YOUNG. T NRC - No Detailed Affiliation Given 4pp 
20904 051 24X Fiche 30-528.83/09/08,0310240197 



DOCKETED ITEMS 


-'-B 3 102403 NotiPios that author had no involvemont in investigation 
into allegatiDTiB at f ac 1 1 1 t(|i per Narbut B30B16 memo Mo 
relevant documents re FDIA Request 03-450 in author 
possession 

JOHNSDMiP NRC - No Detailed Affiliation Civen 03/08/10 
ALEXANDfcR, I NRC - No Detailed Affiliation Given Ip 20*704 111 
24X Fiche 50-528. B3/09/OB* 031 0240 I 97 


Q3100S0347 Notification of 831012 meeting ui/utll C-'E in Bethesda«MD 
to discuss updated status re reactor internal s. aval uat i on of 
reactor coolant pumps, therma 1 slapves & thermowells 
LICITRA.E A Licensing Branch 3 B3/09719 KNIGHTON. G H 

Licensing Branch 3 3pp 20650 031 24X Fiche SO-52B* B3/09/19-. 

8310030347 


6310050010 Submits updated status on RCS pumps« thermal sleeves C'F 
shroud assemblies per B30913 St 14 telcons Design of pumps 
ulll be modified Followup status meeting scheduled for 
831012 

LICITRA.E A Licensing Branch 3 Q3/09/28 NOVAK. T ti Assistant 

Director for Licensing 3pp 206SO 255 24X Fiche 50-520. 83/09/28, 

8310030010 


B310130126 Forwards Rev 3 to "Salt Deposition Se (mpact Monitoring 
Plan " 

VAN BRUNT, B E Arliona Public Service Co 03/07/29 KNIGHTON, G 
Licensing Branch 3 2pp 20726 32S Z4X Fiche 30-526, 83/09 '29, 
8310130126 


— 8310130129 Rev 3 to ’“Salt Deposition & Impact Monitoring Plan 
■» NUS Corp Q3/07/31 lOpp 20726 327 24X 

Fiche 50-328, 63/09/29, 8310130126 


8310260156 Forwards Rev 1 to Suppl 3 of "Probabilistic Risk Assos^-mont 
of Effects of PDRVs on Depressur i la 1 1 on & DHR " Changes are 
result of detailed treatment of automatic PORV cases 6 
complete analysis of auxiliary feedwater restoration 
VAN BRONT.E £ Aninna Public Service Co 83/10/13 KNIGHTON. C 
Licensing Branch 3 3pp 20914 178 24X Fiche 50-528,83/10/13, 

6310260156 


—6310260160 Rev 1 to Suppl 3 of 'Trobab 1 H st ic Risk Assessment of 
Effects of PORVs on Depressurization l« DHR “ 

* Combustion Engineering. Inc CEN-239 803 ROl 83/09/30 
373pp 20914 lai 24X Fiche S0-S2B, B3/10/13, 831 02601 56 


8310210252 Forwards revised responses to NRC 830727 request lor addl 
info re util proposed rev to FbAR Bection 1 8 concerning 
exceptions to Reg Guide 1 88 to permit use Of records 
storage facility u/levei concrete floor 4c roof 

VAN BRUNT, E E Arizona Public Service Co 63/10/17 KNIGHTON. G 
Licensing Branch 3 6pp 20651 263 24X Fiche 50-528,63/10/17, 

6310210252 


8310310372 Informs that mfo requested in 630920 Itr re impact of high 
energy line breaks on control sys S< exceptions taken in FSAR 
Section 381661 will by submitted by 631117 

VAN BRUNT, E E AiiJona Public Service Co 83/10/21 KNIGHTON. O 
Licensing Branch 3 Ip 20960 001 24X Fiche 50“52e, 83/10/21 , 

B3103103/2 


E NRC Safety Evaluation Report (SLR), suppls & correspondence 


8310030425 Forwards proprietary "Final Assessment of Palo Verde Nucjeai 
Generation Station Fuel Assembly Spacer Grid Impact Loads 
Under Faulted Conditions." per SER <NUHE0-0B57) Section 
4 2 1 Affidavit one I Rept withheld iref I0CFR2 7901 
VAN BRUNT, E E Arixona Public Service Co 03/09/36 KNIGHTON, G 
Licensing Branch 3 7pp 20603 219 24X Fiche 50-526,03/09/96, 

8ai0030495 


F Security, medical, emergency fire protection plans 


9310040375 Forwards revised response to outstanding fire protection 
Open Items 2,4,8,10,16,21 8c 23 identified at B30803 meeting 
in BathesdaiMD Revised response to Items 1,3,5 h 35 will be 
provided by 831 130 

VAN BRUNT, B E Arizona Public Service Co 83/09/29 KNIGHTON, 0 
Licensing Branch 3 34pp 20630 260 24X Fiche 50-528, 83/09/29r 

8310040375 


G Adjudicatory correspondence 


8310240177 Partial response to L Bernabel B30B05 FOIA request foi 
agency records relevant to 8,/or generated m connection w/ 

Nrc Investi gati ons, insps or repts on allegations made by 
R Gunderson 8, H Royce Forwards App A documents 

FELTON, J rt Division of Rules and Records 03/09/08 GARDb. B 
Government Accountability Project 4pp 20903 251 24X 

Fiche 50-520,63/09/00,8310240197 


— 6310240212 Forwards Dept of Labor B30324 Recommended Decision it Qrd 
of Administrative Law Judge in H Royce vs Bechtel Corp case 
BUTLER. S D Bechtel Corp 03/03/30 Bechtel Corp 19pp 

20904 OOl 24K Fiche 50-538. □3/09/06, 8310240197 


B31D230264 Forwat ds several insp repts re investigations of allegatjo 
by former const workers 

DEHEY.L S NRC - No Detailed Affiliation Given 83/10/21 

LAZO, R M , COLE, R F , CALLIHAN.D Atomic Safety and Licensing Boar 

Panel 5pp 20B99 O0B 24X Fiche 50-529.03/10/21,8310250264 


8310370234 Order entendlng time until 031 IQB far Co-mmission to art to 
review AUAD-742 

CHILK, B J efface of the Secretary of the Commisaion 03/10/26 
Commissioners Ip 20924 070 24X Fiche 50-529. 03/ I 0/26, 

0310270234 


Q Inspection reports. IE Dulletins ^ correspondence 


0310240196 FOIA request for agency records relevant to 8,/nr generated 
tnconnectlon w/NRC invest igat ions, Insp or repts on 
allegations made by R Gundersan 8, H Royce re facilities 
BERNABEl.L Government Accouptab i I f ty Project 03/00/05 Dffic 
Df Administration 2pp 20903 249 a4X Fiche 50-528,83/00/05, 
8310240196 


831024-0197 Partial response to L Bernabei 030805 FOIA request for 
agency records relevant to 8,/or generated in connection w/ 

NRC investigations, insps or repts on allegations made by 
R Gunderson & H Roger Forwards App A documents 

FELTON, vl M Division of Rules and Records 63/09/00 GARDE, B 
Government Accountability Project 4pp 20903 251 24X 

Ficne 30-526,03/07/03,0310240197 


— 8310240199 Requests assistance in disclosing worker ailegations re 
problems at facility Various allegations fag workers re 
const, QA 6 QC problems existing at plant discussed 
MORRISON, J R Palo Verde Intervention Fun* 82/12/07 GARDE. B 
Oavernment Accountability Project 3pp 20903 332 24X 

Fiche. 50-528, 03/09/00, 0310240197 


—8310240215 Requests review Of NRC serious ml shand 1 of Investlga 
of worker allegations re deficiencies in electrical work St 
startup testing program at fac i 1 i t iee , on behalf of 
R Gunderson t* U Royce Related matl end 

BERNAHEl.L Government Accountability Project S3/07/14 
PALLAD1N0,N , OILINSKY, V , AHEARNE, J Commissioners I9pp 
20904 013 24X Fiche 50-528, 03/09/00, 0310240197 


—8310240218 Submits list of documents in Region V files which apply 
to Young 8, Oornabei FOIA-83-161 request for documents re 
allegations of electrical problems Related matl end 
ALEXANDER, I Regiun 5, Office of Director 83/05/06 TOMBi V 
NRC - No Detailed Affiliation Given 5pp 20704 045 24X 

Fiche. 30-520. 83/09/08, 8310240197 


— 8310240221 Forwards L Bernabei FOIA request for documents in conns 
w/NRC Inve stigat ions, i nsp repts or repts on allegations made 
by R Gunderson h W Royce re facilities List of questions for 
response to Nl Toms requested bg 830816 

ORIHSLEY. D H NRC - Ho Detailed Affiliation Given 83/08/09 
BRDHN.N Office of the Secretary of the Commission SVfEENEYi hi 
Office of the Oensral Counsel 2pp 20904 055 24X 

Fiche 50-328.83/09/08,8310240197 


—8310240222 Notifies that sp »cia I, unannounced Insp scheduled at 
facility on 830404-00 Team consisting of author, A Johnson, J 
Burdoin.O Fiorelll 4, L Vorder brueggen will examine facts 
surrounding as many allegations as possible during insp 
YOUNG, T Region 5. Office of Director 03/03/31 STERNBERG, D 
NRC No Detailed Affiliation Given Ip 20704 059 74X 

Fiche 50-520,03/09/00,0310240197 


— 6310240223 Discusses NRC Inqp entrance interview conducted on B30 
describe NHC planned insp activities Lists NRC inspectors |< 
areas of Investigation NRC will be primarily investigating 
allegations during visit Related mat! tncl 

IDE, g E Ariiona Public Service Co 62/06/15. ROEDEL, U A 
Arizona Public Service Co 4pp 20904 102 24K 

Fiche 50-528.83/09/08,8310240197 


— 0310240227 Discusses status of special insp re a 11 egat ions, in ret 
to 830411 memo Lists items not addressed Efforts will b« 
concluded L pertinent repts issued on listed items prior to 
830601 Relevant documents issued It received encl 
MARTIN, J D Region 5, Office of Director 03/05/02 
CUNNINGHAM, 0 H Office of the Executive Legal Director 2pp 
20904 106 24X Fiche 50-328.03/09/00,0310240197 


372 


DOCKETED ITEMS 


— ^931024023? Faruards documents re FQIA Te<iuest for KTItC i nvest iqa t iDn> 
Insps or rept& on allegiitians made bij Ht Gunderoon Sf M l-loi/cr 
concerning facilities Excerpt of installation spec for cable 
splicing encl 

ALEXAWDER. I Region 5* Offico of Director B3/0B/19 TOMS, N 
MflC - No Detailed Affiliation Given fpp 20904 11? 24X 

Flche 50~32B. B3y09/0e, 031O24O197 


0310240251 Dlscuase* linjjipdiate ef f ec t i veties i revieu of facilities le 
analysis of pending i n sp^i nvest i gation items identified in 
Ofc of Insp & EDO repts of 030333 £* 29 Presumes SECY will 
extend revieu time to accommodate Commission consideration 
ASSEL8TJNE. J K Ccurm i sa loners 33/04/01 PALLADINO 
Commissioners Ip S0904 131 24Ii Fiche 30-533,83/09/08. 
8310240197 , 


8300300340 IE Info Notice 83-61, "Alleged Use of Stand-Ins For Milder 
Qualification Tests "■ Sve list end 

JORDAN. E L Division of EmeTpency Preparedness & Engineering 
Response (Post 330103) 83/09/26 Consolidated Edison Co of Mpu 

Vork, Inc 117pp 20794 022 24X Flcbe 50-000,03/09/36.0300300:140 


830G300342 IE InfP Notice 03-62, "Failure of Redundant Tone Gas 
Detectors Posltianed at Control Room Ventilation Air 
Intakes '* Sve list encl 

JORDAN. E L Division of Emergenciy Preparedness 6 Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison Co of Mew 

York. Inc ll6pp 20777 210 24X Elche 50-000.03/09/26.0300300342 


8308300345 1£ Info Notice 03-63, "Potential Failures of Mestinghouse 
Type SA-i Differential Relays ** Sve list encl 
JORDAN. E L Division of Emergency Preoaredness & Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of Now 

York. Inc uapp 2077B 001 24XFjch« 50-000.03/09/26,8300300343 


8308300349 IE Infd Notice 63-64, "Lead Shielding Attached to 
Safety-Related Sys W/o 10CFR50 59 Evaluation " Sve list 
enc 1 

JORDAN, E L Division of Emergency Preparedness (< Engineering 
Riiponse (Post 830103) 83/09/S9 EUTPSNH Canso 1 1 dated Edison Co 

Of Neu York, Inc lISpp 207J6 324 24X Flche 90-000.83/09/29. 

03OB3DO349 


0308300378 IE Info Notice 03-65, "Eurve 1 1 lane e of Flow in PTD Bypass 
Loops Used in Hestinghouse Plants " 5vc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Ffspons# (Post 830103) 03/10/07 Consolidated Edison Co of New 

York, Inc 76pp 20027 213 24^ FicDe 50-000,83/10/07.8300300370 


8308300792 IE Info Notice 83-66. ‘'Fatality at Argentine Critical 
Facility " Bve list encl 

JORDAN. E L Division of Emergency Preparedness t« Engineering 
Rtsponii (Post 830103} 63/10/07 Consolidated Edison Co ap New 

York. Inc 79pp 20B02 026 34X Fiche 50-000.83/10/07.8300300752 


0308300759 lE Info Notice 83-67. "Emergency Use Respirator Natl Defect 
Causes Production of Nmious Oases " Eve list encl 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103) 03/JO/ll Consolidated Edison Co of Nrw 

York. Inc ll7pp 21043 073 24X Fiche 50-000.03/10/11,0308300759 


8308300761 IE Info Notice 63-60. "Respirator User Darning Defective 
Self-Contained Breathing Apparatus Air Cylinders " 8vc List 
enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 93/10/11 Consolidated Edison Co of Now 

York. Inc I20pp 20027 129 24X Fiche 50-000,83/10/11.0300300761 


6310250264 Forwards several insp rapts r« i nves tigat ions of allegations 
by former const workers 

DEWEY. L B NRC - No Detailed Affiliation Given 83/10/21 

LAZO.R H , CQLE.R F , CALLIHAN, D Atomic Safety and Llcensinq Donrd 

Panel 5pp 20899 008 Z4X Fiche 50-529, 83/10/21 , 0310250264 


S Reportable occurrences, LERs fc related correspondence 


8310070206 Final Deficiency Rrpt BER 02-60 re underground cables to 
startup transformers which may not carry full load current 
at max site soil temp Initially reported on B21126 Condition 
not reportable per 10CFR5O 55<e) 

VAN BRUNT. E E Arliona Public Service Co 83/09/16 STERNBERG, D N 
Region 5, Office of Director 5pp 20657 028 24X 

Fiche 30-520. 83/09/16.8310070206 


—8310070209 "Soil Thermal Property Hea surements for Palo Verde Nucle.i» 
Plant " 

MARTIN. N A K&E Technology, fnc 03/02/09 32pp 20657 033 
24X Fiche 50-528, 83/09/16. 0310070206 


B310070339 Final Deficiency Rept DER 83-34 re instrument racks. Jtn 
containment w/surfnee cracks on various melds to embed 
plates Initially reported on 030927 Item not reportable 
under 10CFR50 55(e> 

VAN URUNT, E E Ariiona Public Sotvice Co 03/09/19 3TERNBLRC. D M 
Region 5, Office of Director 4pp /0651 060 24 X 

Fiche 50-529,03/09/19,0310070339 


0310070147 Final Deficiency Rept UER 03-25 re mstrumentat i un tubing 
w/o required boundary class bicak Initially reported on 
830421 Deficiency determined not reportable under 
10CFR50 55(B) 

VAN BRUNT, E E Ariiona Public Service Co 03/09/21 SrEHNDtWO.DH 
Region 5, Office of Director 13pp 20659 068 24X 

Fiche 50-523,03/09/21.0310070147 


8310D70352 Interim Deficiency Rept DCR OJ-42 ro thermowells in RCS 
Initially reported on 830729 Fintil rept extension requested 
due to extensive investigation 6 evaluation Final rept will 
be submitted by 031201 

VAN QRUNT.E E Ariiona Public Service Co 03/09/21 STERNBERG. D H 
Region 5. Offito of Director 2pp 20651 095 24X 

Fjche 50-528,03/09/21.0310070352 


0310140269 Final Deficiency Rept DER 03-15 re Marathon Sice) A354 
anchor bolt breaking under installation taryue after test 
acceptance Initially reported on B3O310 Analysis concluded 
bolt torsional failure caused by ductile shear overlo.od 
VAN BRUNT. E E Aniona Publir Service Co 83/09/23 STERNflEFIC. D m 
Region S. Office of Director bpp 20761 270 24X 

Fiche 50-529. 03/09/23, 031014 0 J69 


— 0310140274 "Failure Analysis of ASTM A-354 Bolt " 

GONZALES, J C . SCHMIDT, G R . HACKNEY, D D Bechtel Carp 03fi3 03 
FA 83/03/31 20pp 2076J 2/5 24X Fiche 50-529,03/09/^3. 

S3101 40269 


03101400 12 F inal Deficiency Rept DFR 83-14 re failure of Uostinghouse 
diesel generator protective relays due to leaking 
capacitors Initially reported on 630316 Relays uiill be 
returned to supplier Capacitors will be replaced 

VAN BRUNT, E E Ariiona Public Service Co 83/09/27 STERNUERG. D M 
Reglnrii 5, Office of Director 3pp 20767 006 24X 

Fiche 50-520. 03/09/27. 0310140012 


B31014023B Interim Deficiency Rept DEH 03-46 re Borg Warner valve 
manually overtorqued during hydrostatic testing Initially 
repoi'ted on 030715 Time extension until 031214 requested For 
final rept. due to extensive investigation required 

VAN BRUNT. E E Ariiona Public Service Co 03/09/23 BTERNDtllQ. 0 H 
Reglan 5, Office of Director 2pp 20761 321 24 X 

Fiche 50-520, 03/09/20. 03101 40JaP 


03102704 1 3 Interim Deficiency Rept DER 03-59 ro IEEE-304 separation 
critsvia violated by wiring in post-accident control room Jr 
safety radiation monitoring cabinets Initially reported on 
830030 Final rept to be submitted by 031129 

VAN BRUNT, E E Ariiona Public Service Co 03/10/03 STERN8EHC. D N 
Region 5. Office of Director 3pp 20924 020 ?4X 

Fiche 50-529,03/10/03.0310270413 


0310270460 Interim Deficiency Rept DER 83-60 re failure of wiring in 
mam steam it feedwater actuation sys supplied by Vitro Labs 
Div to meet lECE-384 separation criteria Initially reported 
on 030030 Completion of evaluation Sr final rept by 631130 
VAN BRUNT, E E Ariiona Public Service Co 03/10/03 STERNBERG. D M 
Region 5. Office of Director 3pp 20922 025 24X 

Fiche 50-529. 03/10/03, 8310270460 


83109S0415 Interim Deficiency Ropts DER 02-57, DER 02-64 li DER B3-32 le 
conditions 6 circumstances surrounding design processes 
involved w/dlssimllar metal socket welds 

VAN BRUNT.E E Ariiona Public Service Co 83/10/06 BISHOP, T W 
Division of Resident. Reactor Project Sc Engineering Programr, Ppp 
2009/ 245 24X Fiche 50-520. 03/10/06. 8310230415 


6310250366 Final Deficiency Rept DER 03-30 re Steller Steel clip anglct 
used for HVAC supports that do not meet ABTM A-36 
requirements Initially reported on B306PD Deficiency 
determined not reportable per lOCFRSO 55(e) 

VAN BRUNT, E E Ariiona Public Service Co 03/10/06 DISMOP.! W 
Division of Rest dent. Reac tor Project 8, Engineering Programs 9'3pp 
20901 324 24X Fiche 50-528. 03/ iO/06. 0310250560 


U Congr essional/Cx pcut ive Correspondenc r 


6310240217 Requests response to issues raised by J Morrison 630703 IK^ 
expressing concerns w/manner in which Regional V St Ofc of 
Investigation handled allegations of violations at plant 
J Morrison 030703 1 tr end 

UDALL. M K House of Rep . Interior 6 Insular Affairs Q3/07/I7 
PALLADINO. N Commissioners 4pp 20904 040 24X 

Fiche 50-520,03/09/08.8310240197 
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— Notifies of receipt Of T Woods B20S11 Itr to NRC re 
d-llegatlans about safety at facilities Requests to be 
advised of any octioh taken by NRC in subj matter 
RUOD« t House of Rep □2/05/19 PALLADiNDi N J Commioai oners 
Ip a09D4 1P9 a4X Fichc 50-528,03/09/08,0310240197 


H310a4024i Ac k receipt of 020519 Itr to Chairman Palladino e^cpressiitq 
concern re allegations of improper electrical work at 
facilities Region V initiated independent inquiry into 
matter u/legal assistance 

KAMrtERER, C Office of Congressional Affairs 0d/O&/Ol RUDD, E 
House of Rep Ip 20904 130 24X Fiche 50*'52a* 83/09/00. 

831024019/ 


V Operator Examinations 


0310030154 Requests schedule, by 030928, for requal i f ication training 8» 
exams for 1984 in order to coordinate Region V audit of 
operator requal i fi cation programs 

BISHOP, T W Division of Re s i d ent, Reac tor Project & Engineering 
Programs 03/09/26 ANDQGNINI.Q C Arizona Public Service Co 
app 20590030 24X Fiche 50-320,83/09/96.0310030154 


DOCKET STN-50-530 PALO VERDE NUCLEAR BTATIQN. UNIT 3 


A App 1 xca ti on/construction stage documents !< correspondence 


0SQ6OGO4Q7 Comments on 090511 Itr re allegations of improper 
electrical work Inquiry being mode 

DIRCKSfU J Office of the Executive Director for Operations 
a2/-03/S6 WOODS.! 0 Arizona Public Service Co Ip 209o4 12B 
a4X Fiche 50-520, 03/09/00. 0310240197 


— 8310S40301 Submits list of plant electrician allegations that author 
considers readily documented ui/o further investigation Some 
items listed already documented In rough form 
ECKHARDTiJ H NRG - No Detailed Affiliation Given BS/12/17 

SHACKLET8N. 0 NRC ' No Detailad Affiliation Olvon Ip 

20903 335 24X Fiche 50-590,03/09/08,8310240197 


--031OS4OSO3 Submits results from informal 630323 meeting re unrevieued 
affidavits from Oovt Accountability Project Shackleton 
analyzed Gundorson affidovit will identify any new areas 
to Region V 

NARBUTfP P, Region S, Dffico of Director S3/03/33 
STERN0ERO. D H NRC - No Detailed Affiliation Given Ip 
20903 336 24X Flche 50-520,83/09/08,0310240197 


— 0310240317 Forwards H Young 8. L Dernabei FOIA request for dacuments 
re allegations of R Gunderson S( senior Bechtel manager FOIA 
time record form should be completed St returned 
GRIMBLCY, D 11 NRC - No Detailed Affiliation Given 83/03/31 
WILSDN, V Office Of Nuclear Reactor Regulation. Director 2pp 
20904 049 24X Ficha 50-5201 03/09/00, 0310240197 


— 0310240230 Requests that documents be provided in attached POIA Request 
83**450 Documents required to be delivered to I Alexander by 
030017 Forwards FDIA Request 83-450 Sc list of documents on 
subj Documents need not be duplicated 

NARDUT, P Region 5, Office of DirSetor 83/00/16 MARI IN, J NRf 
- No Detailed Affiliation Given 4pp 20904 051 24X 

Fiche 50-520,03/09/08,0310240197 


— 8310240236 Notifies that author bad no involvement in investigation 
into allegations at facility, per Narbut 030816 memo No 
relevant documents re FOIA Request 03’'45O in author 
posse ssion 

JOHNSON. P NRC - No Detailed Affiliation Given 03/06/10 
ALEXANDER, 1 NRC "No Detailed Affiliation Given ip 20904 111 
24X Ficho 50-520.83/09/00.0310240197 


0310050347 Notification of 031012 meeting u/util St C-E in Bethesda, MD 
to discuss updated status re reactor internal t, eveluatl an of 
reactor coolant pumps, thermal sleeves S< thermowells 
LICITRA.E A Licensing Branch 3 83/09/19 KNIQHTQN, O W 

Licensing Branch 3 3pp 20650051 94X Fiche 50^526,83/09/19, 

0310030347 


0310050010 Submits updated status on RCB pumps, thermal sleeves L C-B 
shroud assemblies per 030913 8< 14 telcons Design of pumps 
will be modified Followup status meeting scheduled fur 
031012 

LKITRA,E-A Licensing Branch 3, 03/09/20 NOVAK, T M Assistant 

Director for Licensing 3pp 20650 255 24X Fiche 50-520, 83/07/28, 

8310050010 


G3iOl30126 Forwards Rev 3 to "Balt Deposition b Impact Konitoring 
Plan " 

VAN BRUNT. E E Ariiona Public Service Co 83/09/29 KNIGHTON. 0 
Licenilng Bronch 3 2pp 20726 385 24X Fiche 50-528,83/09/29, 
0310130 126 


— 6310130129 Rev 3 to “Galt Depositian & Impact Monitoring Plan " 
* NUS Corp 03/07/31 kBpp 20726 337 24X 

Fiche SO-520. 03/09/29. 831 0130126 


0310260156 Forwards Rev 1 ta Suppl 3 of "Probabilistic Risk Assessment 
of Effects of PORVs on De pressuri i ation & DHR. " Changes are 
result of detailed treatment of automatic PORV cases & 
complete analysis of auxiliary feedwater restaratlon 
VAN BRUNT, E E Ar liana Public Service Co 83/10/13 KNrGHTQN.O 
Licensing Branch 3 3pp 30714 170 S4X Fiche 50-528.03/10/13, 
0310260156 


— 0310260160 Rev 1 to Buppl 3 of "Probabilistic Risk Assessment of 
Effects of PORVs on Depressurization {< DHR " 

« Combustion Enginseringi Inc CEN-239 803 RDl 83/09 /GO 

373pp 20914 IBI 24X Ficha 50-528,03/10/13,0310360156 


8310210232 Forwards revised responses to- NRC 830727 request for addl 
info re util proposed rev to FbAR Section 1 0 concerning 
exceptions to Reg Guide 1 00 to permit use of records 
storage facility w/levei concrete floor 4, roof 

VAN BRUNT. E E Arizona Public Service Co B3/10/17. KNIGHTON. G 
Licensing Branch 3, 6pp S0851 263 24X Fiche 50-528.03/10/17, 

8310210352 


8310310373 Informs that info requested in 830920 Itr re Impact of high 
energy line breaks an control sys tt exceptions taken in FGAR 
Section 38166 1 will by submitted by 831117 

VAN BRUNT, e E Arltcina Public Service Co 83/10/21 KNIGHTON, 0 
Licensing Branch 3 Ip 20760 OOl 24X Fiche, 50-528. 03/ iO/81 , 
0310310372 


E NRC Baifety Evaluation Report (SER), suppls L correspondence 


0310030425 Forwards proprietary "Final Assessment of Palo Verde Nuclear 
Generatian Gtation Fuel Assembly Spacer Grid Impact Loads 
Under Faulted Conditions* " per SER 1NURE0-<J837) Bectlon 
4 2 1 Affidavit end Rept withheld <ref 10CFR2.790) 

VAN BRUNT, E E Arizona Public Service Co 83/09/26 KNIGHTON. G 
Licensing Dranch 3 7pp 20602 219. 24X Fiche 50-520,83/09/26, 

0310030425 


F Security, medical, emergency It fire protection plans 


0310040375 Forwards revised response to outstanding fire protection 
Open Items 2,4,8,10,16,21 8< 23 identified at 830803 meeting 
in Oethesda.HD Revised response to Items L.3, 9 25 will be 

provided by 031130 

VAN BRUNT. E E Arl zone Public Service Co 03/09/29 KNIGHTON. G 
Licensing Branch 3 34jip 20620 BB8 24X Fiche 50-520.83/09/29, 
8310040375 


0 Adjudicatory correspondence 


6310240197 Partial rdsp^nse to L Bernebei 830005 FOIA request for 
agency records relevant to 1 </ot generated in connection w/ 

NRC investigatlans, insps or repts on allegations made by 
R Gunderson It VI Royce Forwards App A documents, 

FELTON, J M Division of Rules and Records, 83/09/08 GARDE, B 
Qovernment Accountability Project 4pp 20903 251, 24X 

Fiche 50-528103/09/08.0310240197 


— 8310240212 Forward e Dept of Labor 830324 Recommended Dec! elan h Order 
of Administrative Law Judge in W Royce vs Bechtel Corp case 
BUTLER, 8 D Dechtel Corp 83/03/30 Bechtel Corp. I2pp 

20904 OOi 24X Fiche. 50-528, 83/09/08, 0310240197, 


0310250264 Forwards s*veral insp repts re inveitigat i ans o-f allegations 
by former const uarkere 

DEWEY, L 8 NRC - No Detailed Affiliation Given. 83/10/21, 

LAZO.R M , COLE»R F. . CALLIHAN, D Atomic Safety and Licensing Board 
Panel 5pp 20899 006 24 X Fiche 50-529,83/10/21,8310250264 


6310270234 Ordvr extending time until 631108 for Coiwelssion to act to 
review ALAB-742 

CKILK, 8 J, Office of the Secretary of the Commission 83/10/26 
Commiseioners Ip, 20924 070 24X Fiche 50-529, 83/10/26, 

8310270234 


G Inspection reports, IE Bulletiiss It correspondence 


0310240196 FOIA request far agency records relevant to It/or generated 
Inconnection u/NRC invest 1 gaii ons, Insp ar repts on 
allegatlans made by R Gunderson k H Royce re facilities. 

BERNABEli L Oavernment Accountability Project B3/0B/03 Office 
of Adaiinistratian 2pp 20903 249 24X Fiche 50-520* 63/08 /05i 

0310240196 
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0309300345 IE Info Katies 83-^3* "Potentia! Fitilum aP West ing house 
Typo 9A-1 Differential Helays « Sve Ust enel 
JORDAN, E L Pivision of Emerffency Preparedness ft Engineering 
Response {Post 0301031 Q3/09/S6 ConsoUdeted E^dison Co of 

Vork, Inc llBpp 30778 OOJ 34X Fi«:l)e 30-000, 83/09/24, B30 0300340 


8308300349 IE Info Notice 83-64, "Lead ahieldlng Attached to 
Oafaty-Releted 8y>s W/o 10CFR30 39 Ev^luatian ■■ Sve list 
end. 

i/ORDAN, E L Division of Eniergency Preparedness it Engineering 
Response (Post 03OIO3J 03/09/29 EUTPSNH Consolidated Edison Co 
of Neiif Vort, tne 113pp 20/16-324 24X Fiche 50-000, 03/09/29, 

0308300349 


0300300370 IE Info Notice 03-6Sj "Burveil lance of FJoi4 In RTD Bypass 
Loops Used in Msstinghouse Plants “ Sve list end 
JORDAN^E L Division of Emergency Preparedness it Engineering 
Response {Post 030103) 83/10/07 Consolsdated Edison Co t>f Neui 

Vork, Jtnc 76pp 20827 213 a4X Fiche 50-000, 03/10/07. 830B30037D 


8308300752 IE Info Notice 83-46, "Fatality at Argentine Critical 
FarlHty '' 8vc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103)- 03/10/07 Consolidated Edison Co of New 

Vork, Inc- 79pp 30882 026 24X Fiche 30-000,03/10/07,0308300752 


0308300739 IE Info Notice 83-67. “Emergency Use Respirator Natl Defect 
Causes Production of Noxieirs Oases *' Sve list tncl- 
JDRDAMrE L Division of Emergency Preparedness Engineering 
Response <Po*t 830103) 03/10/11 Cnnsolidated Edison Co of Netu 

York, Ine ll7pp 21043 075 24X FiChe 50-000, 03/10/1 1, ^3003 007 5 9 


0308300761 IE Info Notice 83-68, "Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders-" Sve list 
end 

JORDANrE L Division of Emergency Preparedness & Engineering 
Responee (Post 830103 ) 03/10/11 Consolidated Edison Co of Ni!u 

York, Inc I20pp 20027 129 24X Fiche 50-000,03/10/11,0300300761 


031O2SO2'64 Forwards several Insp repts re invest j gafcipns of allegations 
ty former const workers 

DEWEY. L 9 NRC - MO Detailed Affiliation Given B3/10/2J 
LAZOi R. H Atomic Bafety and Licensing Ooard Panel 5pp 20899 060 
24 X F I « (I e • 50-529, 03/ 1 0/ 21 , 83 1 0S50264 


& Reporiatle nccurrehc es, LERs 4c related correspondence 


6310070266 Final Deficiency Rept DER 02-^68 re underground cables to 
startup transformers uMch may not carry full Jaad current 
at max site soil tempdnl tia 1 ly reported on 621126 Cpndition 
not reportatle per lOCpRSO. 55f e). 

VAN BRi/NTrE E Arisona Public Service Co 83/09/16. STERNBCRC, D M 
Regiori 5, Office of Director Spp 20657,020 24X 

Fiche: 50-528, 83/09/ 1 6, 03 1 0070266 


-83100702B9 “Boil Thermal Property Mea iurements for Palo Verde Nuclear 
Plant. *• 

MARTIN, M A M«r6 Tachfiology, Int 03/02/09 32pp 20657-033 
241 Fiche 90-528, 63/09/16, 03100/0205 


310070147 Final Deficlencv Rept DER 03-25 re instrumentation tubing 
u/a required boundary class break. Initially reported on 
030421. Defic iency dstermined not reportable under 
I0CFR3O 55(e) 

VAN BRUNTrEE Ariiona Public Service Co, 03/09/21 aTERNBERO,D M 
Region 5, Office of Director. I3pp 20659 068 24X 

F 1 c J) * , 50-52B, B3/09/2 1 , 03 1 0070 1 4 7 


0310070352 Interim Deficiency Rept DER 03-42 re thermowen* In RCS 
Initially reportad on 030729 Fine! rept extension requested 
due to extensive investl gati on Sr evaluation Pinal rept will 
be submitted by 031201. 

VAN BRUNT, E E. Ari lona Public Service Co 63/09/21 STERMBERO, D » 
Region 5, Office of Director. 2pp 20651.095 S4X 
Fiche 50-520, 83/09/21, 0310070352 


110140269 Flnel Deficiency Rept DER 03-15 re Herathcn Steel A354 
anchar bolt breaking under instelletidn torque after test 
acceptance. Initial ly reported on 83031^ Analysis concludod 
belt torsional failure caused by ductile ehear ovarload. 

VAN BRUNT, EE Afiiona Public Service Co 03/09/23 STERNBERG, D PI 

Region 5, Office of Director, Spp 20761:270 24X 

U he ' 50-529, 83/09/ 23, 03 1 0140269 


0140274 “Failure Atialv^ls nf ASTM A'*354 Bolt, ** 

ONZALEB, J, C, , eCHMlOTr 0. R. , NACKNEV, B O Bechtel Cerp 0383-03 
A. 03/03/31, 20pp 20761:275, 24X FI che, 30-529, 83/09/23, 

310140269 


0310240197 Partial response to L Bernabei B30805 FOIA request fur 
agency records relevant to 6/or generated in connection w/ 

NRC investigations, insps or repts on allegations made Py 
R Gunderson & W Royce Forwards App A documents 

FELTON. J M Division of Rules and Records 83/09/08 GARDE, 6 
Covernnient Accountability Project 4pp 20903 251 PAX 
Fiche 50-538, 83/09/08, 0310240197 


— 0310240199 Requests assistance in disclosing worker aJlagations re 
problems at facility Various allegations by workers re 
const, QA it DC problems existing at plant discussed 
MORRISON, J R Palo Verde Intervention Fund 62/12/07 GAni>f',D 
Opvernment Accountabi 1 1 ty Project 3pp 80903 332 24!( 

Fiche SO-520, 03/09/08, 0310240197 


— 0310340215 Requests review of NRC serious mishandljnq of invest )9otj[.^ 
of worker allegations re deficiencies in electrical work ir 
startup testing program at fac 1 1 1 ties, on behalf of 
R Gunderson & W Royce Related mail end 

0ERN4BE1,L Government Accountabi I ity Project 03/07/14 
PALLAOINQ, N commi s« loners t9pp 80904 013 S4X 
Fiche 30-520,83/09/08, 0310840197 


— 0310240218 Submits list of documents in Region V files which arp^V 
to Young & Bernobei FOlA-83-161 request for documents re 
allegations of electrical problems Related matl end 
ALEXANDER, I Region 5, Office of Director 03/05/06 TDMS.V 
NRC - No Detailed Affiliation Given 3pp 20904 045 24X 

Fiche 50-5201 03/09/00, 031 0240197 


— 8310240221 Forwards L Dernabei FOIA request for documenta ip conncttioi 
w/NRC Invest! gations, Insp repts or rept* on allegations made 
by R Gunderson bt W Royce re facilities List of questions foi 
response to NL Toms requested by 830816 

GRIMSLEY, D H NRC - No Detailed Affiliation Given 83/00/09 
DROWN, N Office of the Secretary of the Commission 3pp 
20904 055 24X Fiche 50-528,03/09/08,8310240197 


--S310240232 Noti f ies that special, unannounced Insp scheduled at 
facility on 830404-00 Team consisting of author, A Johnsoni J 
DurdoJn»G Floroin 6 L Vorderbrueggen will examine facts 
surrounding as many allegations as possible during insp 
YOUNG. T Region 5, Office of Director 03/03/31 STERWDERO.D 
NRC - No Detailed Affiliation Given Ip 20904 059 S4X 
Fiche 50-526, 83/09/08, 0310240197 


—0310240223 Discusses NRC insp entrance interview conducted on 030615; to 
describe NRC planned insp activities Lists NRC inspectors b 
areas pf investigation NRC will be primal ily jnves t igati ng 
allegations during visit Related mat! end 

IDE, W e Aniona Public Service Co 02/06/18 ROEDEU, J A 
Arixona Public Service Co 4pp S0904 102 24X 

Fiche 50-520183/09/08,0310240197 


— 8310240227 Discusses status of special Insp re a 1 legati ons, i n raspuncr 
to 830411 memo Lists items not addressed Efforts will be 
concluded be pertinent repts issued an listed items prior to 
B30601 Relevant documents issued 6 recelvad eni> I 
MARTIN, J B Region 3, Office of Director 03/05/02 
■CUNNINGHAM, 0 H Office of the Executive Legal Directar Epp 
20904 106 24X Fiche 50-528,03/09/0018310240197 


—8310240239 Forwards documents re FOIA request for NRC inves tiga tlnn< 
insps or repts pn allegations made by R Ounderson 6 N Royre 
concerning facilities Excerpt of Instal lation spec for table 
splicing end 

ALEXANDER, I Region 5, Office of Director 03/08/19 TPM3. N 
NRC - No Detailed Affiliation Given 9pp 20904 112 a4X 
Fiche 50-528,03/09/00,8310240197 


— 8310240251 Discusses immediate effectiveness review of facilities ns 
analysis of pending insp/investigation items identified in 
Ofc of Insp it EDO repts of 830325 «r 29 Presumes SECY will 
extend review time to accommodate Commission consideration 
ASSEL9T1NE,J K Commissioners G3/04/01 PALLADINO 
Commissioners Ip 20904 131 24X Fiche 50-520,83/09/00. 

0310240197 


0308300340 IE Info Nptice 83-'6l, “Alleged Use of Stand-Ins for Heldsr 
Oua 1 i fi cat! an Tests " Sve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison. Co of New 

Vork, Itif U7pp 20754 022 24X Fiche 50-000, 03/09/26, 8300300340 


03O83C)O342 IE Info Nobice 83-62, "Failure of Redundant Toxic Gas 
Detectars Positioned at Control Room Ventilation Air 
Intakes " 8vc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison Co of New 

York. Inc U6pp 20777 210 24 X Fiche 50-000, 83/09/26. 030830034 2 
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031Ol*?O33a iTitcrim Deficiency Rcpk DEM 03-46 re Borg Marner valve 
manually overtorc^ued during hgdroetakic to&ting Initially 
reported on Q30713 Tinie extension until 831S14 requested for 
final reptidue to extensive investigation required 

VAN DHUNT, E E Ariiona Public Service Co 03/09/20 STERNDEflO, D M 
Region 5# Office of Director 2pp 30761 321 24X 

Fiche 50-52Bi 03/09/20. 8310140238 


B31O130159 Notification of 031025 meeting w/DOE, Projec t Mgt 
in Oak Ridge.TN to discuss applicants equipment storage 
r oqulrements 

STARKrO M Clinch River Breeder Reactor Program Pffice. 
ORACEr J M Clinch River Breeder Reactor Program Pfric* 
20777 175 24X Fit he 30-537. 83/ 1 0/05. G310I 301S9 


Cnrp 8( util 


B3/10/0S 

3pp 


0310250415 Interim Deficiency Repts DER B2-37»0ER 02-64 t DER 03 '*32 re 
conditions U circumstances surrounding design processes 
involved u/dissimi 1 ar metal socket uiclds 

VAN BRUNT, E E An lono Public Service Co 03/10/06 BIBHOP.T U 
Division of Resident. Reactor Project Engineering ProgramB Ppp 
20097 245 24X Ficho 50-528, 83/10/06. B3102304 15 


0306300771 Board Notification B3-12BA foruards Equipment Qualification 
Branch conclusions re potential problems ui/ASCD solenoid 
valves 

EfSENHUT, 0 G Division of Licensing 03/10/06 PALLADrNO,.N J. 
Commissioners 31pp 20010 001 34X Fiche 50-000. DO/ 10/06, 

0308300771 


031O25O56B Final Deficiency Rept DER 83-30 re Steiler Steel clip angles 
used for HVAC supports that do not meet ASTM A— 36 
requirements Initially reported on 830620 Deficiency 
determined not reportable per 10CFR50 55<e) 

VAN DRUMTiE E AriJona Public Service Co 83/10/06 DISHOP.T W 
Division of Resi dent. Reac tor Project & Engineering Programs V3pp 
209DI 324 24X Fiche 30-520,03/10/06,8310250568 


8310270409 Interim Deficiency Rept DER 03-36 re excessive recycling of 
ITT hydramotor actuators Initially reported on B306P9 Due to 
extensive investigation U eval uation. final rept expected by 
B312O0 

VAN ORUNT, E E Ari xona Public Service Co 03/10/12 BISHOP. T M 
Division of Resi dent, Roac tor Project it engineering Programs 8pp 
20924 031 E4X Fiche 50-530,83/10/12,0310270409 


8306310050 Board Notification 03-160 provides Info re 030012 failure of 
main crankshaft an one of thiee Tr ansanver i c a Dalaval 
emergency diesel generators at Shoreham 

E1SENHUT,D G Division of Licensing 03/10/14 PALLADINO.N J 
Commissioners 13pp 67056 070 24X Flcbe 50-000,03/10/14, 

8308310050 


0310310059 Summarizes 031004 meeting ui/NRCj ACR8 ic LNR Assoc re mgt of 
CRBR PRA program Viewgraphs & list of meeting attendees 
enc 1 

OAVIOAN.F X Energy. Dept of. Clinch River Breeder Reactor Plant. 
83/10/24 GRACE, O N Clinch River Breeder Reactor Program Office 
19pp 20951 005 24X Fiche 50-537,03/10/24,8310310059 


O Adjudicatory correspondence 


U Congrossional/Lxecutlve Correspondence 


0310240217 Requests response to issues raised by J Morrison 030703 Iti 
expressing concerns ui/manner in which Regional V Qfc of 
Investigation handled allegations of violations at plant 
J Morrison 030703 Itr end 

UDALL, N K House of Rep , Interior & Insular Affairs 93/07/17 
PALLADINQiN Commissioners 4pp 20904 040 24X 

Fxche 50-528,03/09/00,0310240197 


—8310240241 Notifies of receipt of T Hoods 820511 Itr to NRC re 
allegations about safety at facilities Requests to be 
advised of any action taken by NRC in subj matter 
RUDD, E House of Rep 82/05/19 PALLADlNO, N J Commissioners 
ip 20904 l?9 24X Fiche 50-528.03/09/00,8310240197 


— 0310240246 Ack receipt of 620519 Itr to Chairman Palladino expiessing 
concern re allegations of Improper electrical work at 
facilities Region V initiated independent inquiry into 
matter u/legal assistance 

KAMMCRER.C Office of Congressional Affairs 82/06/01 RUDD, E 
House of Rep ip 20904 130 24X Fiche 50-528,83/09/08, 

8310240197 


V Operator Examinations 


8310030154 Requests schedule, by 03D920, f or roqual i f ica tion training (< 
exams For 1904 in order to coordinate Region V audit of 
operator requal 1 f ication programs 

BISHOP. T H Division of Res Ident. Reac tor Project & Englneerinq 
Programs 03/09/26 ANDOONINI , 0 C Ariiona Public Service Co 
2pp 20590030 24X Fiche 50-320103/09/26,8310030134 


0310130150 Response to ASLD 830915 order, app Licont 030921 motion to 
close record 4< motion for leave to file NRC affidavit It 
supplemental proposed findings of fact Supports motion to 
c lose record 

TURK,S E Hearing Branch I. 83/10/06 Atomic Safety and 
Licensing Board Panel 6pp 20724:231 S4X Ficho. 50-337, 03/ 10/06. 
0310130150 


— 0310130152 Affidavit of 8J Brocoum.RL Rothman & RD McMullen providing 
NRC evaluation of recent discovery faults at site Faults 
not capable Ic do not represent hazardous site condition 
OROCQUM, 8 J , ROTHMAN, R L , MCMULLENp R B Geosciences Branch 
63/10/06 18pp 20724 257 S4X Fiche 50-537,03/10/06,8310130150 


—0310130156 Supplemental proposed findings of fact re site faults. 
Certificate of Sve enc I 

TURK, 8 E Heering Branch I 03/10/06 5pp 20724. 27S 24X 

Ficho 50-537,83/10/06,8310130130 


8310260292 Supplemental citations supporting thesis that following 
hydrodynamic core disruptive acc ident,^ reac tor vessel closure 
head is more susceptible to Failure than reactor vessel 
head Certificate of Sve end 

EDGAR, O L Project Management Carp EDGAR# 0 L Edgar, 0, L. 
LUCK, W D Energy, Dept of 83/10/25 7pp 20912 001 24X 

Fiche 50-537,83/10/25,8310360292 


0310260301 Order accepting into evi dene t, app 1 leant 030921 b NRC 831006 
written responses to A5LB ■830915 request for seismic info 
Ruling on applicant motion to close record deferred. NRDC 
response to Kulman affidavit will be reviewed by A8LB 
MILLER* M E Atomic Bafety and Licensing Board Panel. B3/10/2S. 

4pp 20911 035 24X Fiche 50-537, 03/10/25, B310260301. 


DOCKET 50-637 CLINCH RIVER BREEDER REACTOR 


A App 1 ication/construct ion stage documents correspondence 


0310260309 Summarizes B3080B informal meeting on contract re PRA review 
of CRBR (Task 4) |< NRC concerns ossoclatHd w/Technology for 
Energy Corp deliverables schedule 

^/OHNSON, B Science Applications, Inc NRC-03-8a-096 83/08/11 

SPANOrA NRC - No Detailed Affiliation Given lOpp 20911 343 
24X Fiche 50-537,83/08/11.0310260309 


8310050405 Notification of 031004 meeting w/util,DOE Bi Project Mgt 
Corp in Bethesda,MD to discuss applicants probabilistic risk 
4ss»isrnent 

STARK, R.M Clinch River Dreader Raacbor Program Office 03/09/26 

GRACE, J.N Clinch River Dreader Reactor Program Office 4pp 

20650 006. 24X Fiche 50-537,83/09/26,0310050409. 


8300300357 Board Notification 82-105A forwards evaluation of 
allegations re design deficiencies in Class I piping eye 
Info applicable to Diablo Canyon 1 2, Fermi 2 It Callaway 

EISENHUT, D 0 Division of Licensing 03/09/29 PALLADINO, N >/. 
Commissioners. Dpp 20632 001 24X Fich e- 50-000, 83/09/29, 

8308300357 


Q Inspection reports, IE Bulletins b correspondence 


0310230231 Forwards IE Insp Rept 50-537/83-10 on 030901-02 No 
noncompliance noted 

DANCEtH C Division of Project tc Resident Programs 83/09/22. 
BREWINOTON. P Tennessee Valley Authority 2pp. 20099*047 B4X 
Ficho. 50-537, 03/09/22, B310S50231. 

— 8310250236 IE Insp Rept 50-537/83-10 on 030901-02. No noneompl lance 
noted Major areas Inspected site preparation & structural 
concrete 

HARRIS. J R Region 2, Office of Director. CONLONi T £ Oivielon 
of Engineering V Operational Programs 03/09/20. 3pp. 20099:049 
24X Fiche 50-537,03/09/22,0310230231. 


8308300340 IE Info Notice 03-61, "Alleged Use of Btand-lns for Nelder 
Ouall f icetion Tests " Sve list end 

JORDAN, E L Division of Emergency Preparednes* It Engineering 
Response <Post 830103) 83/09/26 Consol i dated Edison Co. of Krw 

York, Inc 117pp 20754 022. 24X Fich a* 50-000, 83/09/26, 0308300340. 


8300300342 IE Info Notice 83-62, "Failure of Redundant Toiic Gas 
Detectors Positioned et Control Room Ventilation Air 
Intakes " Bve list end 

JORDAN, E L Division of Emergency Preparednees It Engineering 
Response iPost B30103) 03/09/26 Consolidated Edison Co. of New 

York, Inc. 116pp 20777 210 24X Fiche' 50-000, B3/09/B6r 03OB3OG348 
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DOCKETED ITEMS 


8308300345 IE trxta Motic* 03-63. -PQtentjfll FiUure, Kestinghoose 
Typ» SA-1 Dif *• Svc Its* »r\cl 
UORDAN. E L Division of Eaifrgtncy Prsp^r^rfnem & Engineering 
Re^ponee (Poft 030103) 03/09/26 CeJn^olnfated Edison Co oF Netu 

Vori. int ilSpp 20776 001 24X Fxche 50-000, 03/09/26, 930030034 1, 


0300300349 IE Info Notitf 83-64, -Lead Shielding Attached to 
Safe ty-Reljtfd 9g* W/o 10CFR50 59 Evaluation '* Bvc list 
tntl 

JORDAN, E L Oiviston of Eaergencv Preparednesi k Engineering 
Response (Post 830103) 83/09/29 Consolidated Edison Co of Keu 

Voft, Inc H5pg 20716 324 24X fiche 50-000,03/09/29,0300300347 


8308300378 IE Info Notice 03-65, ■"Surveillance of Flow in ftTD Bgra&s 
Loop* Used in Westinghouie Plant* " 6vc list end 
JORDAN, E L Division of Ceergency Preparedness 6 Engineering 
Responif {post 830103) 03/10/07 Consolidated Edison Co oF Hew 

Yorir, Inc 76pp 20827 213 24X Fsthe 50-000,03/10/07,0306300378 


C UtiUty Environnon tal Rupcirt (f,R), amende 6 corror.p ondPTtco 


8310110303 Forwards request for addl info re envlrpn roviou rpquiivd to 
coffipleta evaluation af application For Ui.s Requests Tr&uli^ 

Of review of environ rapt 

VOt/NODLOOD, D J Licensing Uronth | 03/09/20 BHlELTia, tl W PuM*i 

Service Co of Indiana, Inc 9pp ,^9/13 297 24X 

F 1 c h e 50-546, 03/09 / 30, 03 1 0 1 1 0:^3 


B310110501 Forwards request For addl inFn required to conipletr 
evaluation of environ rept Ro^porl{ie roquosted by 031101 
'lOUHOaLOQD. B J Licensing Branch I 03/09/3? Sim'LDO, B W. I'l^bl n 
Service Co of Indi,4na, Iiit 4pp 20/14 360 24X 

Fiche 50-546, 03/09/39. 03101 lOliOl 


Q Adjudicatorq corrr spondetic r 


0300500752 /E In/o Notice 63-66, "Fatality at Argentine Critical 
Facility - 6vc list end 

JORDAN. E I Divisicn of Energencq Preparedness & Engineering 
Response (Post 030103) 03/10/07 Consolidated Edison Co of New 

VoM, Inc 79pp 20802 026 24X Fiche 50-000, 03/10/07, 0306300752 

©308300789 IE Info Notice 83-67. "Emergency Use Respirator Katl Defect 
Causti Produetjon of Noxious Oases " Sve list encl 
JORDAN, E L Division of Emergency Preparedness N Engineerma 
Beepon*. epost 030103) 83/JO/JJ CDnsalJdated Edison co of New 

York, Inc ll7pp 21043 075 24X Fiche 50-000,83/10/11,0300300757 

©3083^761 IE Info Notice 83-60, ""Respirator User Warning Defective 
Self-Contained Breathing Apparatus Air Cylinders •* SVe Hat 
f nc I 

/X, CAerjenty Preparedness k Engineering 

Consolidated Edison Co of New 
York, Inc 120fp 20827 129 fitX Fith* 50-000.83/10/11,8308300761 


marble hill NUCLEAR STATION. UNIT 1 

‘»ocu«ents\7orres^^ondence 

**,**''* putitanding Third Quarter 1903 
coMeiitnents In aeiinds to FSAR Description of containnent 

submitted during First 

Public Service Co of Indiana. Inc 03/09/30 

WutJear Reactor Regulation, Director. 2pp 

20619,106 24X fiche 50-546,63/09/30.8310040428 

mJb'ms M-C»«S8 VOJ B3/09/30 SSpp 

20870 115 24X Fiche 50-546, 63/09/30, 0310240178 

Wfl7ri5, ’’‘S5I 9A'Cl7e5a VOB B3/O7/30 la?pp 

^WB7« 144 24X Fiche ^<y-5fh, 03/09/00. B3t024Qt?d 

iliuon'^PUnl « “ 

*oe7B I?, -^s;; 

7S?‘Sr ‘r'r”--”"'""”-- *“ 

omul Si loner i ^3?^ ’^’’So799'"ior‘^2Sx J 

308300775 ^ Plche, 50-OQo, 83/10/14, 

is rev to 630719 draft translirs ! Cenyon. dtd 83091?, 

-PP au799 004 24X Fiche 50-000, 03/10/14, 030830077^ 

KSwoSS's j" 1 0, 

I Che 5O”546,a3/|O/19,03JO31Ol53 


9310260391 Petition of Save the Valley For loave to in ter vone, 1 i s.1 i ng 
IS contentions re integrity of concrete in sofoty-rel a lot) 
structures, electrical work, ovocoot ion plane common irtticJo 
failures Certificate ciF Sve eiit 1 

CASSIDY. H G Bnve the Valley - Save Nuible )ti 11 Qtl/10/»/l 

Office of the becretary of the Commission 6pp ro''H J J5,'4X 

Fiche 50-546,03/10/21. 031 0360fi9l 

63tQ3ii}l77 Informs that recent Filings by intervonorb rtcaivu-d by A' I Pi 
vi/only one copy for all three members Procedures requite 
each party k ASI 0 member to be served individually At^l D 
requires all patties comply w/pioper filing procedures 
NORAN, D M Atomic Safety and Licensing Hoard Panel £33/l<J/Jri \p 
20959 OOl «l4y riche 50-546,03/10/20,03103101/9 

Q Inapflctton reports, IE nuJlatinB k corr otpondonce 

03iOO4OJ9O Expresses appreciation for conperatior) uf/JL activitl#* in 
Comply w/Congrenaional direction to NRC to Perform OA 
eScl*^* *■ program Draft OA case study working papoi 

ynfcfluartls k Inspection Progrome iPoH 
030103) 03/00/02 SHIELDS, 0 W Fob lie Service Co Of lndlafi«. 

Inc 76pp 20620 049 24X TUhe 50-546,03/00/02,0310040390 

SO-SIA'BS-lS «< 90-047/03-19 on 
030701 0031 %t nqtice of violation 

o 3, Office of Directo)' 03/09/13 SMIFI I>». IJ H 

ubllc Service Co of Indiana, Inc 2pp 20623 260 a4X 

Fiche 50-546, 03/09/13, 031 00405i."6 


—0310040531 Notice of Violation from insp on 830701 ■'ODD J 

* Region 3, Office of Direcioi SJ/09/13 Ip 20623' 2'/0 

Fiche 50-546,03/09/13,8310040526 B0623 8/0 


WAX 


*• on 030/01 oin, 

ronHifc?in 1 ^ failure to documrnt nonconf ormlntt 

^ tolumn linear Indication 

03/^O9/f2 0PP P7? Office of Diructnr 

pp 20623 271 24 X Fiche S0-<a46, 83/09/13, 03 100401)1 *f) 

^pon« ^(Post^raMoS,”*^ B3/09%i'' ^ en,ir.«eri„9 

York, Inc ii7b« anvuA Consolidated Edison Co, of New 

PP 2 754 022 a4X Fiche SO-DOO. 83/09/26^ 03OO3{K>M0 



pp .^u/77 210 a4X Fiche 50-0OO, 03/09/26, 83003003=4 *| 
8300300345 IE Info Notice hu t. a , . 

^w^/& OOi 24 Jf Fiche 50-000, 03/09/H6. 030 8rit)034r* 

Saf^tv-L^ated%?‘*M/5^oCFR50 59®?^ Shielding Attached to 
end ^ 10CFR50 59 evaluation. '* Sve Md 

JORDAN, E L Division nf Fa. a 

Response (Post 830103) Q3%5%9^ ^'■ep^rerfhess U Englntterih- 

''— ■ * af/V9/29 ConeoUdated Edison Co 


York. Inc ll5pp 20716 324 


a4X Fuhe 50-000r83/09/C9, 8300300349 


‘SisKSh3.-“I®« -I*””' 

York 


Response (Post 030103)*^^ QS/in/n?'^ ^I'pparedhesi k Engineer I ng 

Inc 76pp 20027 2 i 3 uaV n Ediaon Co of 

213 jqx Fiche ,50-000/ 03/1 0/07, S30S3OO:i% 



DOCKETED ITEMS 


030030075 ^ IE Info Notice 83 - 6 ^, at Argentine Critical 

Facilitg ' Svc liti end 

JORDAN, IT L Division of emergency Preparedness & Engineering 
Response <Post BJ0103) 83/10/0/ Consul iiiated Edison Co of Neuj 

yorlf. iiK 77pp £?08Q2 026 24 X richo 50-000.63/10/07,8300300752 


8308300759 IE JnFo Notice 83-67, "emergency Use Respirator Mail Defect 
Causes Production of Noxious Gases " Qvc list end 
JORDAN. E L Division of Emergency Preparedness t* Engineering 
Response (Post 830103) 83/10/11 Consolidated Edison Co of Neoi 

York, Iiu U7pp 21043075 24X Fitho 50-000. 83/ 10/11 » 0308300759 


0308300761 IE Info Notice Q3-6Q, “Respirator User Warning Defective 
So 1 f-Cnnta ined Breathing Apparatus Air Cylinders '* 3vc list 
enc 1 

JORDAN. C L Division of Lmergencu Preparedness t* Engineering 
Response iF'ost 830103) 03/10/11 Consolidated Edison Co of Neu 

York. Inc i20pp 20827 129 24 X Fiche 50-000.83/10/11,0300300761 


8310180233 Clarifies NRC position re procedures for admitting NRC 
personnel to facility List of pei sonnel requiring access 
to vital areas enc I Updates will he provided every 6 
month n 

AXELSON.W L Region 3, Office of Director 03/10/14 SR IELD8* S W 
Public Seivice Co of Indiana. Ini /pp 20008 l/A 24)( 

Fiche 50-546. 0J/IO/14. 63101002 f3 


8310240066 Ac k receipt of 83101J Iti informing NRC of steps taken to 
correct violations noted in Ib Insp Repts 50-546/83-15 tc 
30-54//03 15 

KNDPiR C Region 3. Office of Directoi B3/10/19 SHIELDS. S W 

Public Scivice Cu of Indiana. Inc if 20878 099 24X 

Fiche 50 546,03/10/19.0310240066 


— O31D24OO01 Responds to NRC 6J0913 Hr ro violations noted in IE Insp 
Repts 50-546/83-15 8< 50-547/03-15 Corrective actions 
directive uill bo issued to Pullman Const Industries 
empha s 1 z ing resposib i I i ly foi reporting nonconformances 
SHlELDfe. 0 W Public Sarvict Co of Indianai Inc 03/10/11 

KEPPLER.J G Region 3, Office of Diiector 2pp 2087B JOO ?4Dt 

Fichc 50-546. 83/10/19. 0310240066 


8310280195 Foruaids ] trs to Comm Ed & Dqron integrated design insp tept 
identifying OA & design verification issues for Byron &c 
DraiduDod stations Response required uiihin 90 days 

YOUNOBL.OOD, D J Licensing Branch 1 83/10/19 SH1ELD8.8W Public 

Service Co of Indiana. Inc 2pp 20964 144 24X 

Fiche 50-546.03/10/19.8310280195 


S Reportable occurrences. Lf Rs It related correspondence 


83)006033/ Interim deficiency rrpt re potential for spec/dovlgn changer 
to remain unincorporated in as-built configuration of 
safety-related equipment or stiuciures Initially reported on 
0il2OB Procedure changes in progress Next rept by 840217 
SHIELDS. S W Public Service to of Indiana. Inc B3/09/30 

KEPPLER.J 0 Region 3, Office of Directoi 2pp 20646 12V 24X 

Fiche 50-546, 03/09/30, 8310060337 


8310210025 Interim deficiency rept re indications that Pullman Const 
Tndustr les. Inc failed to adequately implement OA program 
Initially reported on 030220 Rcinsp continuing Next rept 
uin bo submitted by 840210 

SHIELDS. 8 W Public Service Co of Indiana. Inc B3/10/13 

KEPPLER.JG Region 3, Office of Director 2pp 20858204 24X 

Fiche 50-546.83/10/13.0310210025 


8310270395 Interim deficiency rept re Wastingbouse centrifugal charglnq 
pumps at min allouiable flou rate uhen RCS rooche* value 
bclou pressuriicr safety valve setpoint pressure Initially 
reported on 000509 Also reported per F>.<rt 21 
SHIELDS. 0 W Public Service Co of Indiana. Inc 03/10/20 

KEPPLER.J 0 Region 3. Office of Director 2pp 20924 034 24X 

Fiche 50-546. 03/10/30. 8310270393 


D31D2704S8 Interim deficiency rept re welding techniques not covered by 
OA program used in fabrication of safety-related suitchgear 
Initially reported on 020325 OA manual reuiritten l< 
procedures revised to include controls on welding 
SHIELDS. S W Public Servile (o of Indiana. Inc 03/10/20 

KEPPLER.J 0 Region 3. Office Of Director 2pp 20923 105 24X 

Fiche SO-546. 03/10/20. 8310270450 


DOCKET STN-50-547 ttARDLE HILL NUCLEAR STATION. UNIT 2 


A App 1 lea t lon/construc t ion stage documents l< correspondence 


9310040428 Forwards status of outstanding Third Quarter 1983 
commitments in amends to FGAR Description of containment 
hydrogen manitoning sys will be submitted during First 
Quarter 1904 

SHIELDS. SW Public Service Co of Indiana. Inc 83/09/30 
DENTON. H R Office of Nuclear Reactor Regulation. Director ^PP~ 
20619 106 a4X Fiche 50-546.83/09/30.0310040428 


G31024017D '' Independont Const Kevicu of Harble Hill Units 1 & 2. 
Vol 1. '"Executive Summary " 

» Torre y Pines Technology GA-C 17258 VOl 03/09/30. 25pp 
20B7B 115 24X Fit he 50-546,83/09/30.0310240179 


— 8310240179 "Independent Const Review of Marble Hill Units 1 li 2. " 
Vol 2. “Program Results " 

* Ton ey Pines Technology aA-C1735B V02 03/09/30 129pp 

20978 144 24X Fiche 50-546. 03/09/30. 8310240178 


— 0310240182 “Independent Const Review of (Garble Hill Units 1 It 2, *> 
Vol 3. "Potential Finding Repts & Corrective Action Plans " 
a Torrey Pines Technoloqy OA-C17230 V03 B3/09/OO 327pp. 

20070 273 24X Fiche 50-546.80/09/30,0310940170 


S310130047 Notification of 831013 meeting w/utll In Bethesda.MD to 
discuss Oeosciencos Branch request for addl info 
O'CONNOR. PM Licensing Branch 1 83/10/03 YOUNODLOOD. B J 

Licensing Branch I 3pp 20776 234 24X Fiche 50-346,83/10/03, 

8310130047 


0300300775 Board Notification 83-ia5A forwards 830919 revised draft af 
“QA Case Study Warding Paper - Case C. “ Ic cover & 
transmittal memos re Diablo Canyon 

EI8ENHUT, D 0 Division of Licensing 83/10/14 PALLADINQ, N J. 
Commissi oners 3pp 20799 001 24X FicFie 50-000. B3/ 10/14. 

03003007/5 


—0310100505 Informs that working papers for three OA case studies 
•comp 1 ete. per 830923 memo Case C re Diablo Canyon, did 830919. 

IS rev to 830719 draft transmitted in Board Notification 
B3-135 on 630902 Papers St transmittal I trs forwarded 
TAYLOR, xiN OA Branch 83/09/20 ElSENKUT. D O Division of 
Licensing 2pp 20799 004 24X Fiche 50-000,03/10/1410308300775 


6310310193 Act receipt of 830902 request for extension to submit 
120-daiy response to Generic Uti 83-20 re Salem ATWS events 
Request granted aubfflittal by 840401 requested 

YOUNODLOOD. Q J Licensing Branch 1 03/10/19 SHIELDB.S W Puhli 

Service Co of Indiana. Inc 2pp 20965 316 24X 

Fiche 50-546,03/10/19.8310310133 


C Utility Environmental Report iCR), amends It correspondence 


B310110383 Forwards request for addl Info re environ review required t 
complete evaluation of application for QLs Requests results 
of review of onvlrnn rept 

YOUNGBLOOD. B J Licensing Branch 1 03/09/29 SHIELDS. B W Publi 

Service Co of Indiana, Inc 9pp 20713 297 H4X 
Fiche 50-546.03/09/28. 03101 i03B3 


0310110501 Forwards request for addl info required to complete 
evatuatvon of environ rept Response requested by 031101 
YQUNOBLOOD. D J Licensing Branch 1 03/09/29 SHIELDS, a W Pub 11 

Service Co of Indiana. Inc 4pp 20714 360 a4X 
Fiche 50-546.03/09/29,8310110501 


O Adjudicatory corr espendenc e 


8310260291 Petitian of Save the Valley fur leave to intervene. 1 1 sting 
15 contentions re integrity of concrete in safety-related 
5 true tures, elec tncal work, evac uat Ion plans it common mode 
failures Certifichte of Svc oiicl 

CASSIDY. M Q Save the Valley - Save Marble Hill 83/10/21 
Office of the Secretary of the Commission 6pp SD911'357 a4X 

Fiche 50-546.83/10/21.0310260291 


0310310179 Informs that recent filings by intervenors received by ABLU 
w/onlv one c-opy for all threa members Procedures require 
■ach party |c ASLB member to be served individually ASL0 
requires all parties comply w/prnper filing procedures 
MQRAN. D H Atomic Safety and Licensing Board Panel. B3/10/28 Ip. 
20959 001 r4X Fiche 50-546, 83/10/20. 0310310179 
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Q rnspectian reports* IE QuJletjns & Got'raspoiident e 


B3iO04D39O Eipress-e& appreciation for- cooperation u/lE activities to 
cofliplij ui/Conpre 55 i ona J di-rection to WRC to perform QA 
stydiefl & pilot program Draft QA case $tudy urorSiing paper 
end 

TAYLflR* -J « Division of QAj Safegoardp & Inspection Programs (PoBt 
8301031 B3/QB/QS SHIELDS* fi W Public Service Cq of Indiana, 
Inc 7i&pp 20630 049 a4X Fichc 50-f>4 6. 83/08/02. 8310040390 


8310040036 Forwards IE fnap Repts 50^546/03-15 fr 50-547/B3-*l S on 
830701-0831, h notice nf violation 

KNOPiR C Region 3- Office pf Director 03/09/13 SHIELDS. B W 

Public Service Co of Indiana, Inc 2np 20623 268 24X 

F i c h e 30-546, 03/09/ 1 3. 03 1 0 040 W 6 


8310280195 Foruards Itrs to Comm Ed L Dui on integrated tletign inta lift 
identifying QA U design verifuation I'-'uo*; foT Uyi on 
Oraiduood stations Response required i>nthin 90 dags 

YOUNODLOOD, n J Licensing Ditjnch 1 8J/1()/19 SHlLlDS, S W Pobl u 

Service Co of Indiana, Inc 2pp 2\rV64 144 24X 

Fiche 50-546. 0 i/ 10/19, B3l0.U10J‘7S 


S Reportable pcruriencps, Lh.Rs t i elated cm r espondprit < 


B3I0060J37 Interim deflciencti rcpt re potential for spec/desipn. rhangi» 
to remain oni nrorparated in a. -built configuration of 
safety-related equipment or structures Initially reported on 
811200 Procedure changes in progress ,Noxt repl by 840217 
SHIELDS, S U Public Serviie fo of Indiana. Int 03/09/30 

KEPPLER.J 0 Region 3. Office of Director 2pp 20646 129 P4X 

Fiche 30-546,81/09/30,031 00603 J7 


—8310040331 Motica of vlolatipn from insp on 830701-0831 

» Region 3. Office of Director 04/09/13 Ip 20633 2/0 ^4X 

Fiche 50-'546. 83/09/10, 8310040526 


—8310040540 IE Insp Repts flO-546/03-15 Z< 50-547/03-15 on 03070 J'0B3I 
Honcofiipl lance noted failure to document none onforminy 
condition re 1 beam column linear indication 
SCHAPHER. J F . HDMKLIN. vl F Reflinn 3, Qffic<> of DiFector 

83/09/12 Spp 20623 371 a4X Fiche 50-546.03/09/13,0310040526 


8308300340 IE Info Notice 03-61i "Alleged Use of Stand-Ins for Welder 
Qua 1 1 f icatlon Tests " 0vc list enrl 

JORDAN, E L Division pf Cmerpency Preparedness Ir Engineering 
Response (Post 630103) 03/09/26 Consolidated Edison Co of Neo 

Yorir Inc U7pp 20734 022 24 X Firha 50-000, 03/09/26, 8308300340 


OSlOl/OSSO Pinal rept re cracks in uields at stiffeners to box beams 
Initially repotted on 030715 Welding method modified Cractod 
areas ground out t, repaiied u.ting approved procedures 
SHIELDS. 8 H Public Service (o of Indiana, Inc 83/10/07 

KEPPLER, J C Region 3, Office pF Director 2pp 20/04 234 24X 

Fiche 50-54/. OJ/i 0/0/. 83101 ;0530 


B310210025 Interim deficiency ript re indications that Pullman Lonsfc 
tndusfcrlee, Inc failed to adequately implement QA prograin 
Initially reported ah 830220 Roinsp continuing Next rept 
(ill 11 be submitted by 040210 

SHIELDS, 8 U Public Service (u of Indiana. Inc 03/10/13 

KEPPLER,J 0 Region 3, Office of Director 2pp 20058 204 C"1X 

Fiche 50-546, 03/10/13. B310DJ00P5 


8308300343 IE Info Notice 03-62. "Failure of Redundant Toxic Oae 
Detectors Positioned at Control Room Ventilatfon Air 
Intakes " Sve list end 

JORDAN, E L Division of Chiergenciy Preparedness & Engineering 
Response iPost 03O1OJ) 03/09/26 Consolidated Edison Co of Neuf 

Yorlc/ Inc II6pp 20777 2J0 24 X Fiche 50-000, 83/09/ 26, 030030034 W 


0310270395 Interim deficiency npt re Wet ti tighogse crntrifugaj churqiruj 
pumps at mti atlauiablo ftou* rate uihrn RCS reaches value 
below pressurlier safety valve setpoint pressure Initially 
reported on 000509 Also reported per Pc^rt 21 
SHIELDS. 3 W Public Service Co of Indiana, Inr 03/10/20 

KEPPLER.J 0 f?eg>on 3, Office of Director 2pp 20924 034 24X 

Fiche 50-546, 83/ 10/20. 8310270395 


8308300345 IE Info Notice 83-63* "Potential Failures of Nestinghouse 
Type SA-l Differential Relays " Sve list end 

JORDAN, E, L Division of Cfliorgenty Preporedness Ir Engineering 
Response (Post 830103) 63/09/26 Consolidated Edison Co of Neia 

York, Inc liSpp 2077B 001 24X Fiche 50-000.03/09/26,0300110034 5 


8308300370 lE Info Nots-ce 03-65, *'Survei 11 ance of FLotu in RYD Bypass 
Loops Used in Westinghouse Plants " Sve list end 
JORDAN, B L Division of Emergency Preparedness i Engineering 
Response (Post 830103 ) 83/10/07 Consq 1 idated Edison Ce of Neiti 

York* Inc 76pp 20027 2J3 24X Fitbe 50-000, B3/10/O7, 8300300370 


0300300752 IE Info Notice 63-66. "Fatality at Argentine Critical 
Facility " SVC list end 

JORDAN. E L Division of Cmargency Preparedness It Engineersng 
Response (Post 830103) 03/10/07 Consul idated Edison Co of Neui 

York. Inc 79pp 20002 036 24X Fi t he- SO-000, 03/10/07, 8308300752 


0308300759 lE Info Notice 03-67. “Emergency Use Respirator Natl Defect 
Causes Production of Noxious &ases " 8vc list encl 
JORDAN. E L, Division of Emergency Preparedness It Engineering 
Response (Post 030103) 83/10/ii Consolidated Edison Co of New 

York, Inc lt7pp 2J043 075 24 X Fiche 50-000, 03/10/1 1, 830030075V 


0308300761 IE Info Nobicq 03-68, "Kespirdtor User Warning Defective 
Se If-ContaineiT Breathing Apparatus Air Cylinders " Sve list 
enc 1 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 6301O3> 83/lD/lE Consolidated Edison Co of New 

York, Inc iSOpp 20027 129 ?4X FUhe 50-000,03/10/11.0300300761 


8310180233 Clarifies NRC position re procedures for admitting NRC 
personnel to facility List o-f personnel requiring access 
to Vital areas end Updates will be provided every 6 
months 

AXEU80N. W L Region 3. Office of Director 03/10/14 SHIELDS, S W 
Public Service Co of Indiana. Inc 7pp 20000 174 24X 

rich* 50-54 6, 83/ 10/ 1 4r 63 10100233 


03 i 0S40066 Ac k receipt of 83101) Itr informing NRC of steps taken to 
correct violations noted in IE Jnsp Repts 50-546/03-15 6 
50-547/83-15 

KNDP.R C Region 3, Office of Director 03/10/19. &HIELD8. S 

Public Service Co of Indiana, Inc Ip 20676 099 24X 

Flch# 50-546,83/10/19,0310240066 


— 6310240081 Responds to NRC 83P913 Itr re violations noted in Ifc Insp 
Repts 50-546/63-15 Ic 50-547/83-15 Corrective actions- 
directive will be issued to Pullman Const Industries- 
emphaslxing resposit 1 1 1 tV for reporting no neon forma me os 
EHIELDB.S H Public Service Co of Indiana, Inc 03/10/11 

KEPPLERiJ 0 Region 3. Office of Director Hpp rO07O 100. 24X 

Fiche; 50-546, 03/10/19 , 83102 40066 


031O27O4SO Interim {feficlency rept re wsiding techniques not covered by 
QA program used In fabrication of safety-related switchgear 
Initially reported on 820525 OA manual lOiurltten 
procedures revised to include controls on welding 
SHIELDS. S W Public Service Co of Indiana. Inc 83/10/20 

KEPPLERiJ 0 Region 3, Office of Director 2pp 20923 105 24X 

Fiche 50-546,83/10/20, 0310270458 


DOCKET STN-50-55J PHIPPS BEND NUCLPAR STATION, UNIT 1 


0 Adjudicatory c on espondence 


6310210177 Forwards Memorandum f< Order A) AD-;45, suggesting TVA 
file motion to terminate procrrdings for canceled units 
SHOEMAKERrC J Atomic Safety and Licensinq Appeal Panel 03/10/19 

BUROERrJ F Tennessee Valley Authority Ip 20056 J 27 PAX 

Fiche 50-533,03/10/19. 0310210177 


DOCKET STN‘50-5S4 PHIPPS BEND NJCLFAR STATION, UNIT 2 


0 Adjudicatory con espondence 


8310310177 Forujards Kemoiandum ^ Order Al AD-745, suggesting TVA 
file motion to terminate proceedings fcii canceled units 
SHOEMAKER, C J Atomic Safety and Licensing Appeal panel 83/10/1*7 

BURGER, J P Tennessee Valley Authority Ip 20856 127 24X 

Fiche 50-553,03/10/19,83102)0177 


DOCKET 8TM-50-S56 BLACK FOX STATION, UNl) 1 


Q Inspection reports, IE Dullolins 8< coi r enpondence 


8309300340 IE Info Notice 03-61, "Alleged Use of Stand-Ins for Weldor 
Qualification Tests '' Sve J i i,t end 

JORDAN, C L Division of Cmerqency Preparedness 6 Engineering 
Response (Poet 830103) 03/09/26 Consolidated Edison Co of New 

York* Inc I 17pp 20754 022 ?4X Fifhe 50-000,83/09/26.6308300340 


8300300342 lE Info Notice 83-62, "Failure of Redundant Toxic Gas 
Detectors Positioned at Control Room Ventilation Ai i 
Intakes " Sve list end 

JORDAN, E L Division of Emergency Preparedness Fnginerrlnq 
Response (Post 830103) 03/09/26 Consolidated Edison Cp of New 

York. Int ll6pp 20777210 24X Fiche 50-000,83/09/26.8300300342 
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3300300343 IE Info Notice 83— ^3> "Hotential Failures of Westinshouse 
Type SA'l OiFFcrential Relays “ Svc list end 

JORDAN,!; L Division of tlmergency Preparedness It Engineering 
Response (Post 830103) 83/09/36 Consolidated Edison Co of Nptii 

York- Int llflpp 20778 001 24 X Fit he 50-000, 83/09/26. 8308 j00341j 


03O03OO37B IE Info Notice 63-65. ^'burve 1 1 lance of Floie in RID Dgpass 
Loops Used in Uestinghouse Plants " Svc list end 
JORDAN, E I Division of Emergency Preparedness rnginecrlng 
Response (Post 830103) 03/10/07 Consandated Edison Co of Neto 

York, Inc 76pp 20027 213 24 X Flthe 50-000.03/10/07.8300300378 


0308300752 IE Info Notice 63“66i '’latality at Argentine Critical 
Facility " Svc Iict enc 1 

JORDAN, E I Division of Emergencu Preparedness t. Engineering 
Response (Post 630103) 63/10/07 Consolidated Edison Co of New 

York, Inc 79pp 20002 026 24X Fichc 50-000.03/10/07.8300300752 


6300300759 IE Info Notice 03-67, '^FmoTqencg Use Respirator Matl Defect 
Causes Production of Noxious Oases " Svc list enc 1 
JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 03/10/11 Consolidated Edison Co of New 

York. Inc ll/pp 21043 075 24 X Fir he 50-000.03/10/11.8308300/57 


8308300761 IE Info Notice 63-66. "Respirator User Uaining Defective 
Self-Conta i nod Dreathmg Apparatus Air Cylinders " Svc list 
end 

JORDAN. (£ I Division of Emergency Preparedness rngineoring 
Response (Post 830103) 03/10/11 Consolidated Edison Co of New 

York. Int iSOpp 20B27 iS9 24 X Fit he 50-000.83/10/11.8300300761 


DOCKET STN- 50-55/ Dl.ACK FOX STATION. UNIT 2 


0 Inspection reports. IE Dulletins h correspondence 


830B3D0340 IE Info Notice 03-61. "Alleged Use of Stand-Ins for Mulder 
Q ua 1 1 f 1 ca 1 1 on lests " Svc list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison Co of New 

York, Inc 117pp 20754 022 24X Fithe 50-000, 03/09/26. 830QJ003-40 


8308300342 IE Info Notice 83-62. "Failure of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
Intakes ” 9vc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of New 

York. Inc U6pp 20777 210 24X Flthe SO-000. 03/09/26. 0308300342 


8308300345 IE Info Notice 83-63. "Potential Failures of Me&tinghouse 
Type 8A-1 Differential Relays " 8vc list end 
JORDAN, E I Division of Emergency Preparedness U Engineering 
Respanso (Past 030103) 83/09/26 Consolidated Edison Co of New 

York. Inc ilPpp 20770 001 24X Flche 50-000.03/09/26.8308300343 


B3O03OO34-9 IE Info Notice 03-64. "Lead Shielding Attached to 
Safety-Related Sys M/o lOCFRSO 59 Evaluation " Svc list 
encl 

JORDAN, E I Division of Emergency Preparedness 4. Engineering 
Response (Post 030103) 83/09/29 Consolidated Edison Co of New 

York. Inc llSpp 20716 324 24X Flche 30-000,03/09/29.8308300347 


0308300376 lE Info Notice 83'*65. "Surveillance of Flow in RTD Oypass 
Loops Used in Wostinghouse Plants " Svc list end 
JORDAN. E L Division of Emergency Preparedness $( Engineering 
Responso (Past 830103) 03/10/07 Consolidated Edison Co of New 

York. Inc 76pp 20827 813 24X Ficho 50-000.03/10/07,8300300378 


0308300752 IE Info Notice 03-66, "Fatality at Argentine Critical 
Facility " 8vc list end 

JORDAN. E L Division of Emergency Preparedness 4. Engineering 
Response (Post 030103) 83/10/07 Consolidated Edison Co of New 

York, Inc 77pp 20002 026 24X Flche 50-000. 83/10/07, 0300300752 


G3O03OO759 IE Info Notice 03-67. "Emergency Use Respirator Matl Defect 
Causes Production of Noxious Oases " bvc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 83/10/11 Consolidated Edison Co of New 

York. Int. H7pp 21043 075 24X Fiche 50-000.03/10/11,8308300757 


6300300761 IE Info Notice 83-68. "Respirator User Marning Defective 
Self-Contained Dreathing Apparatus Air Cylinders " Svc list 
enc 1 

JORDAN. E L Division of Emergency Preparedness l< Engineering 
Response (Post 030103) 83/10/11 Consolidated Edison Co of New 

York, Inc 120pp 20027 129 24 X Fiche 60-000,83/10/11.0308300761 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0025 ROCKWELL INTERNATIONAL CORP . CANOOA PARK. CA 


0310240225 Advises that Suppl 5 to AI-74-44. "SNM Control Program for 
EBR-II Olanket Fuel Decladding." acceptable sub j to listed 
confirmation All decladding operations conducted within 
Cells 3 it 4 will be performed under inert atmosphere 
BROUN. W D Fuel Facility Safeguards Ulcensinp Branch 83/00/25 
REMLEY. M E Rockwell rnternat i oral Corp 2pp 20907 311 


8310170071 Forwards app to Suppl 5 of "SNM Control Program for FPR-I I 
Blanket Fuel Dadaddlng," per 830025 rei^uest App clarifies 
orally presented info W/o enc 1 

* Rockwell International Corp 83/09/20 DRaMN. M Q Fuel Facility 
Safeguards Licensing Branch Ip 20790 018 


8310120390 Mamorandum & order terminating proceeding Nn responses to 
Commission 630602 order meet intervention requirements 
NRC authoriiad to renew License &NM-21 when all regulatory 
requirements met 

LAZO. R M Atomic Safety and Licensing Board Panel, 03/10/07 Gpp 
20699 113 


DOCKET 70-0027 OADCOCK It WILCOX CO , LYNCHDURCJi VA 


0310240101 Revises License Condition 2 1 to Amend MPP-l to License 
SNM-42 per 830429.0513.0608 It 0723 Itrs transmitting revised 
pages to fundamental nuclear matl conti ol plan. 

BROWN. W D Fuel Facility Safeguards Licensing Branch 83/07/28 

REOAN. N A Babcock it Wilcox Co Ip 20091 355 


8310170034 Application for amend to License SNM-42. Section IV re 
fundamental nuclear matls control plan Enel restricted data 
withheld 

« Babcock & Wilcox Ca 83/08/03 BPaWN. W B Fuel Facility 
Safeguards Licensing Branch ip 20790 333 


B31O24OO0B Responds to 830721 Itr requesting time extensian td* complete 
requirements of 10CFR70 S0(e)(4)<i) for May-June 1963 matl 
balance period License 8NH-42 revised by adding new 
unnumbered license condition 

BROWN. M D Fuel Facility Safeguards Licensing Branch, 83/08/04 
REOAN. N A Babcock tc Nilcox Ca Ip 20891:362 


6310240210 Grants 10-day extension ta meet NRC requirements for 
preparation & distribution of Form DOE/NRC 741 New 
unnumbered license condition added to Safeguards Amend MPP-l 
to License 8NM-42 to reflect extension 

BROWN. M D Fuel Facility Safeguards Licensing Branch 83/08/18 

REOAN. N A Babcock 6 Mllcox Co Ip 20907 319 


8310270556 Advises that Safeguards Amend MPP-l ta License SNM-42 
revised, adding new License Condition 2 1. 1 . effect ive 
Immediately Amend incorporates new pages to fundamental 
nucloar matl control plan proposed in 63D803 6 23 I irs. 

BROWN. W B Fur) Facility Safeguards Licensing Branch 83/08/24 

REOAN. N A Babcock 6 Wilcox Co Ip 20943 352 


8310170229 Advises that certain changes to physical security plan 
submitted on 630601 Changes do not decrease effectiveness of 
plan l< were Implemented per lOCFRVO 32 (g) 

REOAN. N A Babcock S< Wilcox Co 83/08/25 O'REILLY, J P Region 2. 
Office of Director 2pp 20796 2Q4 


8310170315 Advises that revised pages ta safeguards contingency plan 
submitted on 830627 Changes do not decrease effectiveness of 
plan 6 were Implemented per 1QCFR70 32(e) 

REOAN, N A Babcock (< Wilcox Co 83/08/25 O 'RE ILLY* J P. Region 2. 
Office of Director Spp 20795 270 


0310040503 Forwards IE Bafeguards Insp Rept 70-0027/83-15 on 030726-29 
No noncomp I iance noted. Rept withheld (ref 10CFR2 790) 

STOHR.J P. Division of Emergency Preparedness 6 Materials Bafety. 
83/09/01 ECKERT. J P Babcock 6 Wilcox Co 2pp 20622:351 


8310170001 Forwards revised pages to License 8NM-42 -fundamental nuclear 
metis g,antTol plan* per 030824 approval of amend request 
Ends withheld 

* Babcock & Mllcox Co. 83/09/02 BROWN. M B Fuel Facility 
Safeguards Licensing Branch Ip £1241 067, 


8310170727 Forwards Drawing LP'-3239-E8, inadvertently onltted froav 
attachment to 830601 Hr re changes to security plan. 

Photo of site facility details also transmitted M/o ends 

REOAN. N A Babcock 6 Wilcox Co 83/09/00 Region 2* Office of 

Director Ip 20797.358 
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Q Inspection reports- If Bunetitis S, corresp ontfent e 


0310040390 Eipresses appr &c la 1 1 on foT cooperation to/IE activltips to 
cprnplv w/Cojigrpsfi I onal direction to NRC to perForoi OA 
a todies e< pilot program Oroft OA case etodi| working paper 
end 

TAVLOfirxJ H Division of 0f\* BaPepuards It Inspection ProgTawis (Post 
B3DI03J 03/03/02 SHIELDS. B W Public Service Co of Indiana. 
Inc 76pp 20620 0^9 24X Fiche 5 0''J»4 A, 33/00/02, 0310040390 


B310040526 Forwards IE Insp Hepts 50-l546/03~l 5 & 50-547/03-15 on 
330701-033I notice of vioUtion 

KNOPrR C Region 3. Off ice of Director 33/09/13 SHEeLDft, S 1^ 

Public Service Co of Indianai Inc Spp 20623 260 24X 

Piche 90-&46, 83/09/13. 0310040526 


8310200195 Forwards Itrs to Comm Ed %t Biiron integrated design incp icpl 
identifying OA t* design venfiiation i.'.’ues for Dgi on 
Oreidwood stations Response required unthm 90 days 

VOUNGDLOOD, D J Licensing Biunch 1 0J/1O/19 SHIEIDB.SW FuLJu 

Service Co of Indiana. Jnc 2pp 20'/64 M4 a4X 
Fiche 50-546. 01/10/19* B3IO.>0O195 


S Reportable occurrences. LkRa It i elated correspondent c. 


8310060337 Intenni deficiency ript re potential for spec /des 1 jin. rhargr' 
to remain unincorporated in a* -built configuration of 
safety-re lated equipment or stiuctures Initially reported on 
B11206 Procedure changes in progress Next rept by 040217 
SHIELDS.S W Public Servile Co of Indiana* Jnt 03/09/30 

KEPPLER.vl G Region 3, Office of Director Spp 20646 129 r4X 

Fiche 50-546.81/09/30.331 00603 J7 


— 9310040531 MoticA of violation frort insp an 030701-0331 

# Region 3. Office of Director 83/09/13 Ip S0623 270 24 X 

Fiche 50-546. 03/09/13* 0310040526 


— 0310040340 JE Insp Repts 50-546/53-15 «. 30-547/83-15 on 830701-0031 
Ndncdimpl iance noted failure ta docutnent none on form mg 
condition re I beam column linear indication 
SCHAPKEH. J F . KDNKLIN. J B Repion 3. Office of IHrecter 

83/09/12 0pp 20623 271 a4X Fiche 50-546,83/09/13.9310040526 


03OB3OO34O IE Inft> Notice 83-61, "Alleged Use of Stand-Ins for Welder 
Qua I i f icatl on Tests " Sve list entl 

JORDAN. E t Division of Emergency Preparedness It bngineerittg 
Response ipost 0301031 83/09/26 Consolidated Edison Co of Mew 

York, rnc ll7pp 20754 0S2 24XFirhe 50-000.93/09/26,0308300340 


9310170530 Final rept re cracks in welds at stiffeners to ho* bcane 
Initially repoi ted on 830715 Welding method modified Cracked 
areas ground out I. rcpaiied using approved procedures 
SHIELDS. S W Public Service (o of Indlaria. Inc 03/10/07 

KEPPLER.xl G Region 3, Office of Director 2pp 20704 234 24X 

Ficho 50-547.83/10/07,8310170530 


6310210025 Interim deficiency rept re indications that Fullman Lcric.t 
I ndus tries. Inc failed to adequately implement QA program 
Initially reported on 63022B Reinsp continuing Next rept 
util he BUbmittod by 640210 

SHIELDS, 8 W Public Service < o of Indiana. Inr 03/10/13 

KEPPLER.J G Region 3, Office of Director 2pp 20056 204 PAV. 

Fiche 50-546. 63/10/13. 83 102 1 0025 


8300300343 IF info Notice 03-62. "Fallurp of Redundant Toxic Gas 
Detectors Positioned at Control Ream VentiTatlon Air 
Intakes Ovc list entl 

JORDAN. 6 L Division of Emergency Preparedness & Engineering 
Response (Past 030103) 03/09/26 Consolidated Edison C(i of Meu 

York, Inc lJ6pp 20777 SlO SAX Fiche 50-000,03/09/26,0300300342 


0310270395 Interim deficiency rtpt re Wottinghouse ccntTlfugal churpinu 
pumps at mm allowable flow rate when (<LS reaches value 
below pressuriier safety valve setpoint pressure Initially 
reported on 000509 Also reported per F\-*rt 21 
aHlELDS. S W Public Service Co of Indiana. Inc 83/10/20 

KEPPLER.J 0 Region 3, Office of Director 2pp 20924 034 *'4X 

Fiche 50-546.03/10/20.0310270395 


9300300345 IE Info Notice 63-63, '’Potontial Failures of Westinghouse 
Type SA-1 Differential Relays " Bve list end. 

JORDAN. E L Division of Emergency Preparedness Sr Eng ineer iiip 
Response (Post 930103) 83/09/26 Consolidated Edison Co ef New 

York. Inc HBpp 20778 001 24X Ficho 50-000.83/09/26,0308300345 


0306300378 IE Info Notice 03-63. “Surveillance of Flow in RTR Oypase 
Loops Used in Westlngbouse Plants '* 8vc list end 
JORDAN. E L Division of Emergency Preparedness fc Engineering 
Response (Post 6301031 03/10/07 Consolidated Edison Ce of Neu 

York. Inc 76pp 20827 213 SAX FichG 50-000. 03/10/07. B30 0300370 


0308300752 IE Info Notice Q3-66. '‘Fatal itu at Argentine Critical 
Facility " Sve list ancl 

JORDAN, E L Division of Cmargoncy Preparedness «< Engineering 
Response (Post 6301031 83/10/(>7 Consolidated Edssoti Co of Mew 

York. ITIC 79pp 20BB2 026 24X Fiche 50-000.03/10/07.0308300752 


0300300759 IE Info Notice 83—67. ''Emergency Use Respirator Matl Defect 
Causes Production of Noxious Oases “ Sv c list encl 
JORDAN. £ L Division of Cfnergency Preparedness & Engineering 
Response (Past 830103) 83/10/iI Consolidated Edison Co of New 

York, Inc ll7pp 21043 07S 24 X Fiche 50-000. 03/ 1 O'/ 1 1, 030030075'/ 


0308300761 IE Info Notice 03-60, "Keapirator User Warninii Defective 
Bet f-Contained Breathing Apparatus Air Cylinders '' 8vc list 
end. 

JORDAN, E L. Division of Emergtncy Preparedness fc Engineering 
Response (Post B20103] 03/10/11 Consol idated Edison Co of New 

York, inc l20pp. 20627 129 24X Fiche 50-000.03/10/11.0300300761 


8310270458 Interim deficiency rept re welding techniques not covered by 
OA program used in fabrication af safety-related switchgear 
Initially reported on 820525 OA manual rewritten Sc 
procedures revised to include contruls on welding 
SHIELDS.S W Public Service (o of Indiana. Inc 03/10/20 

KEPPLER.J 0 Region 3. Office of Director 2pp B0923 lOb S4X 

Fiche 50-546. 83/ 1 0/20. 831 OJ7O450 


docket STN-50-553 PHIPPS DEND NUCLfAR STATION. UNIT J 


0 Adjudicatory correspondence 


8310210177 Forwards Memorandum Z< Order Ai AD~745. suggesting TVA 
file motion to terminate proceedings fax canceled units 
SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 83/10/19 

BURGER. J r Tennessee Valley Authority Ip 20056 127 .^4X 

Fiche 50-553. 03/10/19, 0310210177 


DOCKET STN-50-854 PHIPPS DEND NUCLFAR STATION. UNIT 2 


0 Adjudicatory correspondence 


8310210177 Forwards Memorandum it Order Al AB-745. sugqrs ting TVA 
file motion to terminate proceedings fat canceled units 
SHOEMAKER. C J Atomic Safety and Licensing Appeal Parrel 03/10/1*7 

BURGER. J F Tennessee Valley Authority Ip 20856' 1P7 24X 

Fiche 50-553.83/10/19.8310210177 


0310180233 Clarifies NRC position re procedures for admitting NRC 
perionneJ to facJlity List of personnel requiring access 
to vital areas end Updates will be provided every 6 
months 

AXELSON.W L Region 3, Office of Director 83/10/J4 SHIELDE. 8 W 
Public Service Co of Indiana. Inc 7pp 2060B 174 24X 

Fiche. SO-546. 83/10/14, 03lOieoi?33 


0310240066 Ack receipt of 83101) 1 tr infprmfrig NRC of steps taken to 
correct violatiorts noted In |£ Insp Repts 50-546/83-15 
50-547/03-15. 

KNOP,R C Regions. Officf of Director. 83/10/19 &HJELDR. 9 W 
Public Service Co, of Indiana, Inc Ip, SO870 099 24X 

Fiche 50-546,83/10/19.0310240066 


— 0310240081 Responds to NRC 830913 Itr re vlOiations noted in IE iTisp 
Repts 50-946/83-15 fg 50-547/03-15 Corrective actions 
directive will be issued to Pullman Const Industries 
•mphaslilng respos ib 1 1 i ty for reporting noncor farmancas, 

SHIELDS. 8 H Public Service Co of Indiana, Inc aS/JO/Ll. 

KEPPLER.J G. Region 3, Office of Director 2pp ^0070 100 24X 

F i e h e ' 50- 546, 03/ 1 0/ 1 9 . 83 J 0240066 


DOCKET STN-50-5S6 BLACK FOX STATION. UNI 1 1 


Q Inspection reports. IE Bulletins 8r cot r espondence 


8303300340 lE Info Notice 83-61. "Alleged Use of Statjd-Ins foi Wt-Ider 
Qualification Tests ” Eve lii.t end 

JORDAN. E L Division of Emergency Preparedness tc FoyinerriTtg 
Response (Post 030103) 83/09/26 Conaolidated Edison Co of New 

York. Inc U7pp 20754 022 P4X Fir he' 50-000. 83/09/26. 8308300340 


0300300342 IE Info Notice 83-62. "Failure of Redundant Tpxic Gas 
Detectors Positioned at Control Room Ventilation Ait 
Intakes '* Sve list end 

JORDAN. E L Division of Emergency Preparedness Fnginerring 
Response (Post 030103) 83/09/26 Consolidated Edison Co of Nc 

York. Inc 1 16pp 20777 210 24X Fiche 50-000. 03/09/26, B30830034 
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S3OQ3003^5 IE Info Notice B3-63i "Potential Failures of Mestidqhouse 
Type SA-1 HiffprentiaJ Relagi> " Svc list cticl 

JORDAN* E L Division of Emergency Preparedness tt bngln 0 erins 
Response (Post &3D103> B3/07/26 Consolidated Edison Co of Neu 

Yorkr Inc llDpp 20770 001 UAX Fit he 50-000, B3/07/2i<i, 03OQJOO:i4!/ 


03-00300370 IE Info Notice B3~65, "Burvei 11 ance of Flotti in R1D Oi|pass 
Loops Used in Westmghouse Fronts " Svc list end 
JORDAN* E L Division of Emergeiicu Preparedness & FngmecrLng 
Response (post 830103) 83/10/07 Consolidated Edison Co of Neiij 

york, Inc 76pp 20827 213 24XFichp SO-000* 03/10/07. 8300300370 


B3O03OO752 !E Info Notice 83-A6i 'Tatality at Argentine Critical 
Facility ” Svc list end 

JORDAN. e I Division of Emergency Preparedness t« Enqineerlng 
Response (Post 6301031 B3/10/07 Consolidated Edison Co of New 

York, Inc T^pp 20082 026 24X Fichc 50 - 000 . 03/ 10/07. 830a3007*<2 


8308300759 IE Info Notice B3-6/i "Fmorgency Use Respirator Hatl Defrct 
Causes Production of Noitious Gases " Svc list end 
^J0RDAN# C L Divioion of emergency Preparedness li EnglnGerinji 
Response (Post 030103) 83/10/11 Consolidated Edison Co of Neu 

Yorkj Inc 117pp 21043 075 24X Fir he 50-000.93/10/11.0309300/57 


□300300761 1£ Info Notice 03-60. "Hcspiratar User learning DeDactive 
Self-Contained Breathing Apparatus Air Cylinders " Gve list 
one 1 

■JORDAN. L L Division of Emergency Preparedness !< Engineering 
Response (Past 830103) 83/10/1) ( onool Idated Edison Co of Netu 

York. Int laopp 20027 129 24 X Fithe 50-000.03/10/11,0308300761 


DOCKET STN-00-55/ IH ACK FOX STATION. UNIT 2 


Q Inspection reports. IE Bulletins {. correspondence 


0308300340 IE Info Notice 03-61. "Alleged Uoe of Stand-Ins for Mulder 
Q-ua li f ica ti on Tests " Svc list end 

■JORDAN, n L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/09/26 Consolidated Edison Co of Neui 

Vorl. Inc I17pp 20754 022 24X Firhe 50-000. 03/09 /S6. 0309 JOO 340 


6306300-342 IE Info Notice 03-62. "Failure of Redundant Toxic Gas 
Detectors positioned at Control Room Uentilation Air 
Intakes " Svc list end 

JORDAN. C L Division of Emergency Preparedness It EngineeTing 
Response (Post 030103) 83/09/26 Consolidated Edison Co. of Neui 

York. Inc il6pp 20777 210 B4X Flche 50-000.03/09/26.8300300342 


8308300345 IE Info Notice 03-63. "Potential Failures of Mestinghnuse 
Type BA-1 Differential Relays " Bve list end 
JORDAN. E L Division of Emergency Preparedness Ic Engineering 
Response (post 830103) 03/09/26 Consolidated Edison Co of Neu 

York. Inc llBpp 20770 001 24X Ficho 50-000. 83/09/26. 0300300345 


6308300<349 IE Info Notice 03-64. "Lead Shielding Attached to 
Safety-Related 8ys W/o 10CFR50 59 Evaluation " Svc list 
and 

JORDAN. E I Division of Emergency Preparndness !< Engineering 
Response (Past 030103) 03/09/29 Consolidated Edison Co of New 

York. Inc il&pp 20716 324 24X Flche 50-000. 03/09/29, 0300300349 


8300300370 IE InfP Notice 83'65. "Burvelllance of Flow in RTD Bypass 
Loops Used in Mestinghouse Plants '* Svc list end 
JORDAN. E L Division of Emergency Preparedness l< EngineeTiiig 
Respanse (Past 030103) 83/10/07 Consolidated Edison Co of New 

York. Inc 76pp 20B27 213 24X Fiche 50-000. 83/10/07, 8300300378 


830B3D07S2 IE Info Notice 03-66. "Fatality at Argentine Critical 
Facility ” Bvt list end 

JORDAN. C L Division of Emergency Preparedness Ic Engineering 
Response (Post S30103) 03/10/07 Consolidated Edison Co of New 

Yorki Int 79pp 20882 026 24X Fiche ' 50-000, 03/10/07. 0308300752 


03Oa3OO759 IE Info Notice 03-67. "Cfiiergenc y Use Respirator Matl Defect 
Causes Production of Noxious Oases " Ovc list end 
JORDAN. E L Division of Emergency Preparedness l< Engineeritiq 
Response (post 030103) 03/10/11 Consolidated Edison Co of New 

York, loc ll7pp 21043 07S 24X Fitho 50-000,03/10/11,8300300757 


0308300761 IE Info Notice 83-60, "Respirator User Warnl ng: Defect ive 
Self-Contained Dreathing Apparatus Air Cylinders ” Svc list 
enc 1 

JORDAN. E L Division of Emergency Preparedness l« Engineering 
Response (Past 030103) 03/10/11 Conaolldated Edison Co of Neu 

York. Inc 120pp 20827 12? 24X Flche 50-000. 83/10/ 1 1 , 8308300761 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0025 ROCKWELL INTERNATIONAL CORP , CANQOA PARK. CA 


0310240225 Advises that Suppl 5 to AI-74-44. "SNii Control Program for 
EDR-tl Bla-nket Fuel Decladding,*' acceptable subj to listed 
confirmation All dectadding operations conducted within 
Celia 3 Sc 4 will be performed under inert atmoaphere, 

BROMN. M D Fuel Facility Safeguards Licensing Branch- 03/08/25 
REHLEY. N E Rodtuie 1 L International Carp 2pp 20907 311. 


8310170071 Forwards app to Suppl 5 of "8NM Control Program for EPR-Il 
Blanket Fuel Docladding." per 830825 request App ciarifios 
orally presented info W/o end 

» Rockwell International Corp 03/09/20 DROWN. M D Fuel Facility 
Safeguards Licensing Branch Jg 20790 018 


0310120390 Kemorandum U order torminating proceeding No rasponBes to 
Commission 830602 order meet Intervention requlraments 
NRC authorized to renew License 6NN-21 when all regulatory 
requirements met 

LAZO. R M Atomic Safety and Licensing Board Panel. 03/10/07 0pp- 
20699 113 


DOCKET 70-0037 DAUCOCK & WILCOX CD , LYNCH BURO. VA 


0310240101 Revises License Condition 2 I to Amend HPP-1 to License 
8NH-42 per 030429.0313.0600 it 0723 Itrs transmitting revised 
pages to fundamental nuclear matt control plan 

BROWN. W D Fuel Facility Safeguards Licensing Branch 03/O7/S0 

REGAN, M A Dabcock it WlUox Co Ip 20691 355 


83(0170034 Application for amend to License 8NH-4S. Bection W re 
fundamental nuclear matls control plan. Enel restricted data 
wi thhel d 

« Babcock & Wilcox Co B3/0B/03 BROWN, W B Fuel Facility 
Safeguards Licensing Dranch Ip 20798 333 


0310240086 Responds to 830721 Itr requesting time extension tJ complete 
requirements of 10CFR7O 50(e><4)Ci) for May-June 1903 matl 
balance period License SNM-42 revised by adding now 
unnumbered license condition 

BROWN, VI B Fuel Facility Safeguards Licensing Branch 03/00/04 
REOAN.N A Babcock & Wilcox Co Ip 20B91 36S 


8310240210 Grants 10-day extension t-o meet NRC requirements for 
preparation & distribution of Form DOE/NRC 741 New 
unnumbered license condition added to Bafeguardf Amend MPP-1 
to License SNM-4a to reflect extension 

BROWN. VI D Fuel Facility Bafeguards Licensing Branch 03/06/10 

REGAN. N A Dabcock 8, Wilcox Co Ip 20907 319 


8310270536 Advises that Safeguard* Amend MPP-l to License BNM-42 
revised, ad ding new License Conditx-on 2 I 1. effective 
Immediately Amend incorporates new pages to fundamental 
nuclear matl control plan proposed in 030603 Sc S3 Itrs 
BROWN. W C Fuel Facility Safeguards Licensing Branch 83/00/24 

REOAN, M A Babcock & Wilcox Co Ip 20943 352 


8310170229 Advises that certain changes to physical security plan 
submitted on B306OI Changes do not decrease effectiveness of 
plan were implsmented per lOGFR/O 32(el 

REGAN, N, A Babcock it Wilcox Co 03/08/95 Q'RErLLY. J. P Region S. 
Office of Director 9pp 20796 2B4 


0310170315 Advises that revised pages to safeguards contingency plan 
submitted on 830639 Changes do not decrease eff activeness of 
plan Sc were implemented per 10CFR70 32(el 

REOAN, N A Dabcock Sc Wilcox Co 83/08/25 O'AEILLY. J F. Region St» 
Office of Director 2pp 20793 278 


0310040503 Forwards IE Safeguards ln»p Kept 70-0027/03-15 on B30726-27. 
No noncomp 1 fane* noted Rept withheld (ref 10CFR2 790) 

5T0HR, J P Division of Emergency Preparedness k Materials Safety 
83/09/01 ECKERT. J P Babcock k Wilcox Co 2pp 20622 361. 


8310I700B1 Forwards revised pages to License 8NN-42 fundamental nuclear 
mail* q.ontrol plan, per 030824 approval of amend request 
Ends withheld 

♦ Babcock Ic Wilcox Co 03/09/02 BROWN. W B Fuel Focllity 
Safeguards Licensing Branch Ip 21241.067 


8310170727 Forward* Drawing LP-3239-E0i inadvertently omitted from 
attachment to 830601 Itr re change* to security plan. 

Photo of site facility details also transml tied, W/o ends 

REOAN, N A Babcock k Wilcox Co B3/O9/0B Region 2, Office of 

Director Ip 20797 350 
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6310040109 Forward 5 FE Safegi>ard$ Insp W^pt 70-0027/03-10 oii B3O023-26 
No none amp 1 iofic e notGcT 

BTOHRt J P Division of Emfi'rgencii Preparedness Materials Safrtyi 
aa/09/14 ECKEflT. J P Babcoefc & W1 Ictfr qd Spp 2063P 34B 


—B3 10040493 lE Safeguards Inap Rep t 70-00a7/e3-ie an BDOaBa-a-i No 
none amp] iance noted Major areas inspected licensee action 
on previous findings «« inventory differences S< associated 
limit of error Details luittheld (ref 1 0CFR2 790) 

JONES I D U # MCALPINE, E J Region 2» Office of Director G3/09/14 
1 p 20623 330 


8309200101 Act receipt of 030601 1 tr tranamj tt Ing 830401 rev to 
ph«jtical security plan Rev Crans-f erred to Fuel Facility 
Safeguards licensing Branch of NMS9 

BTDHRi J P Division of Emergency Preparedness It Materials Safety 
03/09/16 ECKERT, J P Daheock U Wilcojr Co Ip 20430 356 


0310170069 Forwards revised pages of 030803 appli«.atton for safeguards 
amend to License BNrt-42j per request Rev replaces info 
submitted on 830902 Pages withheld fref lOCFfta 790> 

* BatcocSi & Wilco* Co 83/09/22 BROWN, W B Fuel Farlljty 
Safeguards Licensing Branch Ip 207VB 028 


8310170206 Foruards officer certificates for Licenses SNM-'42, 14 5, 4 14, 
77B It 116Q financially assuring payment for daccnnini ssionl ng 
costs of nuclear fac 1 liti os, per flO 2ipf 780313 carTtmi tment 
JORDAN, L V Babcock «« Wllcoi Co 83/09/23 FAGE,R O Uron ium Futl 
Licensing Branch 5pp 2079B 007 


9310040464 Act receipt of 830900 Itr informing NRC of steps taken to 
correct violations noted in IE Jusp Rept 70-0027/83-07 
STDHRiJ P Division of Emergency Preparedness b Materials Safety 
S3/09/26 ECKERT* J P Babcock ft Wile o* Co Ip 20623 127 


—8310040470 Responds to NRC 830011 ) tr re violations noted In IE Insp 
Rept 70“ 00 37/ 03-09 Corrective actions previous repts 
containing data from cellulose filter paper will be 
corrected & completed by B31030 

ECKERT, J P Dabcoclr & Wllcoi Co 03/09/08 O'REILLY, J P Region 
8, Office of Director 3pp 30623 120 


““a3lD0'404B6 Forwards IE Insp Rept 70- 0027/83-09 on 030613-17 & notice of 
violation 

9TOHR,J P Division of Emergency Preparedness U Materials Safety 
83/08/ 11 ECKERT, J P Babcock Wilcox Co 2pp 20623 131 


—8310040301 Notice of vialation fro/n insp on 830613-17 

* Region 2, Office of Director aS/OB/l 1 Ip 20623 133 


—0310040308 IE Insp Rept 70-0027/83-09 on 030613-17 Noncompl i aiice noted 
failure to determine surface collection efficiency of 
recovery bldg stack air sampler filter media 

KAHLErJ 8 Region 2, Office of Director DAttR« K P Division of 

Engineering fc Operational Programs. 83/07/10 9pp 20623 134. 


8310200418 Application to amend License SNM-42, Ina tal J ing second phase 
of U fuel powder procosaing Rev 0 to Section V of license 
sntl 

REOAN^N A Babcock ft Hilcoi Co 83/09/27. PAGE,R O Uranii/m Fuel 
Licensing Branch 23pp 20359 261 


831D260433 ResppTids to 030022 Jtr Author! zation to deviate from certairi 
provisions of approved physical protection plan granted 
allouing employees w/p DOE clearances tu uork within 
particular matl access area for limited time. 

BROWN, W B Fuel Facility Safeguards Liconeing Branch 03/09/30 
REOAN, N A Babcock 6 Wilcox Co. ip 20926 336 


0310170239 Foruards lE Safeguards Insp Rept 7D-OG27/03-21 on 830920-23 
No none amp lianc* noted 

STOHR, J P Division of Emergency Preparedness Materials Safety 
B3/J0/J1 ECKERT, J P Babcock k Wilcox Co 2pp 20787 102 


—8310170246 IE Safeguards Insp flept 70-0027/03-21 an 830920-23 No 
nancDjnp] lance noted Major areas inspec ted. si te orientation, 
security plan & imp lementing procedures review 6 records it 
repts Details withheld <ref JOCFR951 

TILLMAN, A » ffCOUjRE, D fl Region 2, Office of Director 03/10/1 t. 
1 p 20707- 1 04 


J10260154 Ack receipt of 83DB02 fi, 21 Itrs informing NRC of steps 
taken to correct deviation noted in IE Safeguards Insp Rept 
70-0027/83-11, 

TDHR, J P Division of Emergency Preparednass it Materials Bafety 
1/10/12 ECKERT* P Babcock & l/iJcox Co Ip 20912 086 


— 8310260166 Clarifies 830002 response re audit performeiJ during wk of 
830613 All working stds used in callbr of well counters 
stored in tampersafe condition Direct cognizance means 
accountabi 1 1 tg personnel never lose sight of stds 

REOAN,N A Babcock «, Wilcox Co 83/00/31 MCALPlNC.t Region,', 
Office of Director 2pp 20912 007 


— 931Q260179 Responds to NRC 830713 Itr re deviation noted in IF 
Safeguards Insp Rept 70-002 / /B3-1 1 Corrective actions Btd 
Operating procedures E41-70 h 646-39 will be revised 
ECKERT.jp Babcock 8. Wilcox Co 83/00/02 a'RELLYiJ P Regjeii 
2, Office of Director 3pp 20912 0B9 


DOCKET 70-0036 COMBUSTION ENGINEERINQ, INC , WINDSOR, CT 


8310040359 Forwards IE Insp Rept 70-0036/83-03 on 830816-19 No 
nohcomp 1 iance noted 

PAPERIELLO, C J Division of Emergency Preparedness it Operational 
Support 83/09/16 LICHTENDERGER Combustion Engineering, Iii< 
2pp S0620 224 


— 0310040360 IE Insp Rept 70-0036/83-03 on 830816-19 No none amp 1 lance 
noted Major areas inspected radiation protec ti on* radwaste 
mgti- organ! zati on, cri tical 1 ty saf ety, audi ts, f ac i I x ty mods 
emergency planning 

GRANT, W D , SMITH, a W , GREGER, L R Region 3, Office of Director 
83/07/ 15 7pp 20620 226 


B310I40I8J Forwards addendum to IE Insp Kept 70-0036/00-01 re 
comparative results for samples collected & split during 
insp Results of analyses m Table 1 compared w/10CFK20 App 
B, Table II limits far natural U 

PAPERIELLO, C J Region 3, Office of Director 83/10/11 
LICHTENDEROER Combustion Engineering, Inc 2pp 20761 242 


— 0310140-180 Addendum I to IE Insp Rept /O-OO36/03-Oi re coi>f irmatoi y 
meas'urements program 

» Region 3. Office of Director 83/04/13 Ip 20761 243 


DOCKET 70-0135 BABCOCK Sc WILCOX CO , APQLLO, PA 


0310270589 Responds to 830310 Itr transmitting fundamental nuclear matl 
control plan for low enriched U decontamination activities ** 
seven exemptions Bectlons J, D through 8 0 of Safeguards 
Amend MPP-l to License SNM-14S revised 

eORNETT,n F Division of Safeguards S3/0S/H AUailN. M A 
Babcock it WlUox Co dpp 20946 262 


0310270538 Responds to 830608 Itr transmitting fundamental nucleai nakl 
control plan for low enriched U scrap recovery License 
Condition 2 I 3 of Safeguards Amend MPF-1 to License SNM-J4D 
revised Plan withheld (ref 10CFR2 790) 

BROUN, W B Fuel Facility Safeguards Licensing Branch 63/08/P6 
AUSTIN, M A Babcock *• Wilcox Co Ip 20938 034 


0310120195 Forwards lE Safeguards Insp Rept 70-0135/83*06 on S30ai5-t9 
No nancompl lance noted 

MARTIN, T T Division of Engineering 6 Technical Programs 03/09/19 

COLEMAN, U L Babcock Wilcox Co 2pp 20692 223 


— 8310120201 IE Safeguards Insp Rept 70-0135/03-06 on 030815-19 No 
noncomp t lance noted Major areas inspected shipper/receiver 
ft inventory verification 

140LTNER*E , CQDY, A T Region 1, Office of Director. 03/09/14 
2pp 20692 225 


8310170206 Forwards officer certificates for Licenses BNM-4S, J4 5, 414, 
778 it H68 financially assuring payment for decommissioning 
costs of nuclear faC 1 1 f ties, per CO Zipf 780313 commitment 
JORDAN, L V Babcock Wilcox Co 83/07/23 PAGE, R 0 Uranium Fuel 
licensing Branch 5pp 20798 007 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC , ERWIN, TN 


0310240074 Responds to 830624 request re extension for submittal of 
physical inventory rept required under License Conditio-n 
5 4 of Safeguards Amend MPP-l Request granted New license 
condition issued 

BR0WN#W B Fuel Facility Safeguards Licensing Branch, 83/07/1 
HENSLEY, K D Nuclear Fuel Beryices, Inc (subs of Getty Oil Co ) 
Ip 20703. 214 


8310240009 Responds to 830719 request for 3i-dag extension for 
compJoting 10CFR70 Sl(e}(4> requirements for 030623 high 
enriched U physical Inventory Request granted 

BURNETT, R F Fuel Facility Safeguards Licensing Branch 03/07/26 
HENSLEY, K D Nuclear Fuel Services, Inc (subs of Getty DU Cu I 
3pp 20891 359 
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031O24O2IM Ativises that Rpv 13 to physical safeguards plan dtd D30Q05 
approved & incorpoiated 

BROUN I U D Fuel F-acitity Safeguards Licensing Branch B3/0B/0a 
HENSLEYiK Nuclear Fuel Services. Inc (subs of Getty Dtl Co ) 

Ip 20907 3ie 


8310070256 Forwards IE Safeguards Insp Rep t 70-0143/83^30 on 830712-15 
U notice of violation Notice of violation S< insp rep t 
details witliheld irof iOCFR73 21) 

SrOHRi J F Division of Emergency Preparedness t. Materials Safety 
93/08/12 GUINN. F K Nuclear Fuel Services. Inc (subs of Qetty 
ail Co ) 2pp <20656 360 


— 0310040309 Notifies that corrective actions stated in 830624 h 0729 
J trs re violation noted in IE Insp Rept 70-0143/83-17 re 
training of hourly personnel Inaccurate Training ulll begin 
on 830913 

OUINN. F K Nuclear Fuel Services. Inc (subs of Getty Oil Co > 
Q3/09/09 STOHRj J P Division of Emergency Preparedness b 
Materials Safety Ip 20630 33? 


—8310040313 FoTiuards IE Insp Rept 70-0143/03-17 on 03O4I0-2S b notice 
of violation 

STQHRi J P Division of Emergency Preparedness b Materials Bafety 
03/05/35 MANSER. U C Nuclear Fuel Services. Inc (subs of Getty 
Dil Co ) 2pp 20620 349 


•"•9310070259 IE Safeguards Insp Rept 70-0 J 43/03-30 on 030713-15 
Noncamp 1 iance noted inadequate Procedure 03-30-010 
Details withheld (ref 10C.FR73 21) 

TOBIN. U J Region 2. Office of Director MCGUIRE. D Division 

of Emergency Preparedness b Materials Safety 03/08/13 Ip 
20656 362 


8310240231 Approves 830005 request for rev to Safeguards License 
Condition 2 7<3> increasing alloued amount of combustible 
uraste an B3Q623 physical inventory to 2 5 kg U 

BROUN, kf D Fuel Facility Safeguards Licensing Branch 83/00/12 
HENSLEY. K D Nuclear Fuel Services. Inc (subs of Getty Oil Co ) 
1 p 20907 305 


B310I70036 Forwards Rev 7 to interim security measures implemented 
820731 Attachments III b IV revised to extend completion 
date of uninterruptab le power supply sys b to update upgrade 
items Incorp oration requested Enel withheld 

HENSLEY. K D Nuclear Fuel Services. Inc (subs of Getty Oil Co ) 
93/08/26 DRQUN. U B Division of Safeguards Ip 20790 332 


9310170299 Application for amend bo License 8NH-124 doleting Condition) 
61 b 67 Ventilation upgrade project complete b monthly 
status rept required by Condition 6/ unnecessary Amend fee 
end 

IDEKERi R L Nuclear Fuel Services. Inc (subs of Getty Oil Co I 
93/08/29 PAGE. R 6 Uranium Fuel Licensing Branch 3pp 
2G796 239 


8310040190 Forwards IE Insp Rept 70-0143/03-34 on 030016-19 No 
noncompliance noted 

&TC1HR.J P Division of Emergency Preparedness b Materials Safety 
B3/09/0B OUINN. F K Nuclear Fuel Set vices. Inc (subs of Oetty 
□11 Co I Ip 20608 272 


— 931004019/ J£ Insp Rept 70-0143/03-34 on 03OBi6-19 No noncomp 1 i ance 
noted Major areas inspected facility changes b mods. safety 
commi ttees. procedure control. operations. nuc lear criticality 
safety b LER followup 

CORYELL. Q P Region 2. Office of Director MCALPINE. E J 
Division of Emergency Preparedness b Materials Safety 83/09/07 
Spp 206D8 273 


6310110164 Ac k receipt of 030629 Itr forwarding Rev 5 to site 
security training plan Changes inconsistent ui/provi s i ons of 
L0GFR70 32<c) end Enel withheld (ref 10CFR73 21) 

STOHR. J P Division of Emergency Preparedness b Materials Safety 
93/09/14 OUINN. F K Nuclear Fuel 8ei vices* Inc (subs of Oetty 
an Co ) 2pp 20666 236 


8310110101 Ac k receipt of B30630 It? forwarding Rev 12 to physical 
safeguards plan One portion inconsistent ut/10CFR70 32(e> 

Comments provided for mod of plan W/o end 

STOHR. J P Division of Emergency Preparedness b Materials Safety 
83/09/14 QUINN. F K Nuclear Fuel Soi vices. Inc (subs of Getty 
Oil Co > Jp 20665 014 


3310040346 Ac k receipt of 830809 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-0143/03-23 
STOHR. J P Division of Emergency Preparedness b Materials Safety 
93/07/20 OUINN. F K Nuclear Fuel Services. Inc (subs of Getty 
□11 Co > Ip 20617 271 


— 9310040350 Responds to NRG 030713 Itr re violation noted in IE Insp 
Rept 70-0143/03-23 Corrective actions incoming make-up air 
reduced on B30317 b differential pressure gauges installed 
OUINN.F lA Nuclear Fuel Services. Inc (subs of Oetty Oil Co 1 
83/0B/O9 BTOHRi J P Division of Emergency Preparedness b 
Materials Safety 3pp 20617 272 


B3t0040303 Ac k receipt of 030624 b 0727 Itrs Informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
70-0143/03-17 

STOHR. J.P Division of Emergency Preparedness b Materials Safety 
83/07/21 GUINN. F K Nuclear Fuel Services.' Inc (subs of Getty 
□il Ca } Ip 20620 330 


— 0310040314 Notice of violation from insp an 030410-22 

* Region 2. Office of Director 83/05/25 2pp 20620 351 


— 8310040340 IE Insp Rept 70-0143/83-17 on 830418-22 None omp 1 ia nc e noted 
contrary to licensee procedure, personnel crossed yellow 
barricade lines into control areas b out again.u/o donning 
bihlto shoecovers 

KAHLE. J D Region 2, Office of Director 8ARR.K P Division of 
Engineering b Operational Programs 03/05/19 10pp. 20620 353 


0310050471 Ack receipt of 830727 b 0031 Urs informing NRC of steps 
taken to correct violation noted in IE Safeguards Insp 
Rept 70-0143/03-22 

STQHR. J P Division of Emergency Preparedness b Materials Safety 
83/09/21 OUINN.F K Nuclear Fuel Services. Inc (subs, of Oetty 
□11 Co ) Ip 20632 346 


— 8310050473 Forwards proprietary supplemental response to NRC 830630 
Itr re violation noted in IE Safeguards Insp Rept 
70-0143/03-22 End withheld (ref 10CFR2 790) 

GUINN. F K Nuclear Fuel Services. Inc (subs of Getty Oil Co 1 
63/00/31 STUHR.P Division of Emergency Preparedness b Materials 
Safety Ip 20632 347 


0310170737 Application for Amend MPP-1 to License 8NM-124 Amend 
Withheld (ref 10CFR2 790) 

HENSLEY. K D Nuclear Fuel Services. Inc (tubs of Getty Oil Co > 
03/09/22 DROWN. W R Division of Safeguards ip 20796 361 


0310170600 Confirms 03D9O8 telcon re liquid found in Bldg 303 furnace 
pit Drain line unplugged b coolant water spill cleaned up by 
production personnel Pitch of trough changed to divert 
future water overflows 

OUINN.F K. Nuclear Fuel Services. Inc (subs of Oetty Oil Co ) 
03/09/26 O'REILLY. J P Region 2. Office of Director 3pp 
20798 221 


8310270571 Grants 030922 request for 17-day extension for completing 
certain requirements of 10CFR70 51(e)(4) for 030826 high 
enriched U physical Inventory New unnumbered license 
condition to Amend MPP-1 issued effective Immediately 
BURNETT. R F Division of Safeguards 83/09/26 HENSLEY. K D 
Nuclear Fuel Services. Inc (subs of Getty Oil Co ) Ip 
20946 2S& 


B310190270 Ack receipt of IE Innp Rej 
proprietary info 

OUINN.F K Nuclear Fuel Barvlcss. 
03/09/27 STOHR. JP Division of 
Safety Ip 20842 052 


031O25GSOO Ack receipt of B3O9O0 Itr 
70-0143/03-34 No proprietary Info 
OUINN.F K Nuclear Fuel Services. 
03/09/27 BTDHR. JP Division of 

Programs Ip 20902 085 


.t 70-0143/03-32 dtd 830031 No 

Inc (subs of Getty Oil Co }. 
Emergency Preparedness b Materials 

forwarding IE Insp Rept 

Inc (subs af Oetty Oil Co ) 
Engineering b Operational 


0310050527 Ack receipt of 830005 b 0909 Itrs informing NRC of steps 
taken to correct violation noted in 1C Safeguards imp 
Rept 70-0143/83-25 

STOHR. J P Division of Emergency Preparedness b Materials Safety. 
83/09/2? QUINN. F K Nuclear Fuel Services. Inc (subs of Oetty 
□11 Ca } Ip 20632*266 


— S310050535 Forwards proprietary supplemental response to NRG 030713 Hr 
re violation noted In IE Safeguards Xnsp Rept 70-0143/03-25 
End withheld (ref 10CFR2 790) 

OUINN.F K. Nuclear Fuel Services. Inc (subs of Oetty Oi 1 Co ) 
B3/09/09 BTOHR.P Division of Emergency Preparedness b Materials 
Safety Lp 20632*267 


0310170724 Forwards Rev B to interim security measures Implemented on 
620731 Imp lamentation revised to extend completion dates 
of unln terrup tab le power supply sys b controlled access 
areas Incorporation of pages requested H/o end 

HENSLEY. K D Nuclear Fuel Services. Inc (subs of Oetty Dll Co ) 
03/09/29 BRQHN.H B Fuel Facility Safeguards Licensing Branch 
1 p 20798 094 
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0310060079 RADIOLCOJCAL ELPHVEV OF THE NUCLEAR FUEL 6£RVICES» INC ERWIN' 
PLANT BURIAL SITE 

BDOTHi L F < NyERGE3>P L . GROFF, P W RAcfLatlan Hanagpment Carp FIN 
0-6901 NUREO/'CR-340& 03/09/30 Divtsion of futfl Cvclfc A 
Matarial gafetV $4pp 20664 001 


B3I0070139 Ach receipt of 030914 I tr ir^formirig NRG of steps taken to 
correct violations noted In IE Insp Rapt 70-0143/03-30 
STOHRrJ P, Division of Enrrsenc^ Preparedness «< Material* Safety 
03/10/04 GUJNN. F K Hurlear Fuel Services, Inc (subs af Oetty 
Oil Co }, Ip 206S7 002 


— 631007014S R-espDTids to NRC 030612 Itr re violations noted in IE Jnsp 
Rept 70-0143/03-30 Corrective actions ujtAheJd 

CUIHN, F K Nuclear Fuel Service** Inc (subs of Getty Oil Co > 
83/09/14. STOHRi U P Divisian of Emergency Freparedrtoss U 
Materials Safety Ip 20657. 0B3 


9310260097 Forwards proprietary IE Safeguards Insp Kept 70-0143/03-35 
an 030015-26 Mo nontonipl 1 ance noted Rapt uitli,h«ld (ref 
lOCFflS 790) 

STDHR, J P Division of Efflergency Preparedness it Materials Safety 
83/10/04. OUINN, F V> Nuclear Fuel Services# Inc, (subs of Oetly 
ail Co ) 2pp 20912 095 


B31O10OO11 Advises of issuance of Atnend 33 to License SNH-124, revi sing 
grounduater monitoring program, per 021015 ■& 030603 
applications SER appr-oving amend end 

PAOEfR Q UranJum Fuel Licensing Branch 03/10/05 IDEKER,R. 
Nuclear Fuel Services, fne (subs of Oetty Oil Co ) 2pp 
2CPB25 06B 


—8310100015 Safety evaluation supporting Licensee 021015 k 030603 
applications for amend to License SNM-1S4 to Implement 
proposed groundwater monitoring pragrem 

WVN0ARDEN*S D » CROW.W T Uranium Fuel Licensing Branch 
03/10705 6pp 20029 070 


0310170691 Advises of issuance of Amend 23 to License 8Nri-l24, 
incorporating changes in organJ rational structures 
PAGE* R O Uranium Fuel Licensing Branch 03/10/06 IDEKER, R 
Nuclear Fuel Servlcesi Inc (subs of Oetty Oil Co ) Ip, 
20790 163 


— 0310170693 aePety evaluation supporting Issuance of Amend 23 to 
License 8rJM-l24 

SOON 0, A L t CROHr M T Uranium Fuel Llconsing Branch 03/10/06 
2pp, 20798 164 


0310250336 Ack receipt of 930914 Itr informing NRC of steps taken tc» 
correct violation noted in IE Insp Rept 70-0143/63-20 
a^REILL"/, JP Region 2, Office of Director 03/10/06 <^UJNN, F K 
Nuclear Fuel fiervlcesj Inc (subs of Oetty Oil Co ) Ip 
2OS90 Oi54 


—0310250340 Responds to NRC 830017 Itr re violation noted in IE Insp 
Rapt 7O-O143/93-S0 Corrective actions procedures Involved 
in packaging k loading waste shipment reviewed Procedure 
NF8-HB-A-23 issued 

OUINN, F,K Nuclear Fuel Bervlces* Inc (subs of Getty Oil Co 1 
03/09/14 O^RElLLVaJP Region 2, Office of Director 3pp 
20090 055 


DOCKET 70-0364 BABCOCK k WILCOX CO , APDI LO. PA 


0310370564 Advise* of rev to Amend MPP-1 to License SNM-4 1 4, dr 1 e t mp 
Section 9, physical protection requirements, in entirety, 
effective immediately (ref 030307 Itr) 

BROWN, W D Fuel Facility Safeguards Licensing Branch 03/00/31 
AUSTIN* H A 0abcock & Wilcox Co Ip 20943 354 


8310070016 Forward* Amend 20 to License CiNM-414p revi * mg Spec 1 '1 to 
reflect reduction in quantity of SNM held at facility k 
changing Condition 10 to authorlie use of 0-235 as calibr or 
ref sources 

OREENMAN* £ O Division of Project k Resident Progrems B3/09/23 
AUSTIN, M A Dabcock k Wilcox Co 2pp 20674 344 


— ^8310070024 Safety evaluation supporting Amend 20 to License- SNM'4I4 
Li*t of BffffCtive pages to Section I of BLW application 
end 

* NRC - No Detailed Affiliation Given 03/09/23 4pp 
20674 346 


—8310070027 Amend 20 te License BNM-4 1 4/ revi s i ng Spec 1-1 to reflect 
reduction in quantity of SNM held at facility 6 changing 
Condition lO to authoriie use of U-235 a* calibr pr ref 
sources 

GREENMAN, E C Division of Project k Resident Programs 03/07/06 
3pp 20674 350 


— 8310070020 Fariaards revised Pago J D 1 0 to License SNM-414 to replflrr 
page subm-litod in 63D630 transmi ttal , per 830712 telcon Enrl 
page more accurately reflects matl possession limits at 
fad 1 1 ty 

AUSTIN, M A Babcock k Wilcox Co 03/07/13 ROTH. J Roflien t. 
Office of Director Ip 20674 353 


--63I0070032 Proposed Page I B 1 0 to License SNM-'4l4, ref lect i nq mat) 
possession limits 

« Babcock k Wilcox Co 83/06/30 Jp 20674 3Q4 


--031OO7OO35 Requests Condition 10 of License BNM-414 he changed to 
authoriie use of Items R S at Pu plant & Items B, R St 3 at 
metals k hafnium complex Request should be included tJ/B3O4O0 
application Revised pages of Spec 1 to license end 
AUSTIN,)} A Babcock k Wilcox Co 03/06/30 Region 1, Office of 
Director Ip 20674 355 


—8310070030 Proposed Pages 1 D 1 0 it 1 B 1 0(a> to Spec 1 of License 
SNH-414, permi tting use of Items R h b at Fu plant 6 Items O, 

R b S at metals k hafnium complex 

« Babcock & Wilcox Co 83/06/30 2pp 20674 356 


— B310070040 Requests reduction in possession limits of matls authoriird 
under License SNH-4i4 Reduction will permit disconnec tion of 
critlealitv monitoring sys at Pu k Tupe 11 facilities 
Affected Pa^e I B I 0 of Spec 1—1 end 

AUSTIN. M A Babcock k Wilcox Co 83/04/08 ROUSE, L C Advanced 
Fuel E Spent Fuel Licensing Branch ip 20674 350 


—8310070042 Proposed Page 1 D 1 0 of Spec I-l to License SNN-414, 
reducing possession limits for Pu k U-23S 
* Babcock k Wilcox Co 83/04/00 Ip 20674 357 


—8310250344 Feruards IE Insp Rept 70-0143/83-20 on 030627-30 k notice of 
violation 

O'REILLY.J P Region 2, Office of Director 83/00/17 OUINW. F K 
Nuclear Fuel Bervices, Inc. (subs of Getty Oil Co > 2pp 
20890 05B, 


— 0310250347 Notice of violation from insp on 830627~30 

* Region 2, Office of Director 03/00/17 app. 20090 060 


--8310230352 IE Imp Rept 70-0143/83-20 on 030627-30 Noncomp J iance noted 
failure to provide revleued k approved procedure for air 
particle site miesurementi V uaste shipment In yJetatlan of 
DOT regulations 

CUNNINGHAM, A L , TROUP, 0 L Region 2, Office of Director 
MONTGOMERY, D M. Division of Englneerlnfl <f Operatipnal Programs 
03/00/09. Ppp 20896. 062 


1310260029 Approve* Rev 0 to interim security measure* submitted in 
630929 Itr Physical security plan scheduled revs acceptable. 

BROWN, W 0 Fuel Facility Bafeguardi Licejistny Branch 03/4)9/30 
HENSLEY, K Nuclear Fuel Services, Inc, (subs of Getty Oil Co ), 
Ip S0921 357. 


0310170206 Forwards officer certificates for Licenses SNM-42, 14 5, 414. 
770 l< 1168 financially assuring payment for decommi sslonlnfi 
costs of nuclear faci 1 1 ti es, per 00 2lpf 700313 commitment 
JORDAN, L V Babcock l< Wilcox Co 83/09/23 PAGE.R 0 Uranium Fur) 
Licensing Branch 5pp 20798 007 


DOCKET 70-0371 UNC NAVAL PRODUCTfi. INC , UNCASVILLE, CT 


03LO27O515 Responds te 830BOB request for l-uk extension to complete 
U 6 Isotoplf; content assay & rept Amend MPP-J tg License 
SNM-360 Issued, extending rept doe date until 830812 
BURNETT, R F Division of Safeguards B3/08/19 KIRK, W F UhJtud 
Nuclear Corp Ip 20920 360 


0310170083 Forward* status rept for Aug 1903 re progress of final const 
item listed In Chapter 13 of physical protection plan Rept 
uithheltf 

GUSTAFSON, « B United Nuclear Corp 03/09/01 BROWN, W B Fuel 
Facility Safeguard* Licensing Branch Ip 20790 005 


0310110599 Forwiard* comments on k request for addl info re application 
for renewal of License 5NM'36B License condition* in current 
license k amends should be incorporated into license rpneual 
application Info due In 60 days 

BIOINOER, O H Uranium Fuel Licensing Branch 03/10/03 KIRK, W F 
United Nuclear Carp I2pp 20704 318 



DOCKETED ITEMS 


3S 


031027-0164 Fortuards IE Safeguards Insp Repfc 70-0371 /Sa^lO on 
030913-16 8f notice of violation 

MARTiNi T 1 Division of EngmBBring 8« Tpchnical Programs OJ/lO/lJ 
AMY, G D United Nuclear Corp ?pp 20925 005 


— 0310370169 Notice of violation f i om intp ori 030913-16 

« Rogian 1, Office of Director a'^'lO/lS Ip 20923 007 


— B31037017B IE Safeguards Insp Rept 70-0371/63-10 on 030913-16 
Nontompl lance noted failure of security personnel to take 
annual requal i f i cat i an exam 

SMITH-G C , DUNLAP. J M Region 1. Office of Director CDDY, A I 
Division of Engineering & Tetlmical Programs 83/10/11 5pp 
20935 OOB 


DOCKET 70“0d74 UPSALA COLLEGE. FAST ORANGE, NJ 


8310310337 Discusses IE Insp Rept 70-0474/03-01 conducted on 830922 No 
noncomp t lance noted Major areas inspected selective exams of 
procedures 8c representati ve records, interYi ows la/pcrsonnc 1, 
measurement 8c observations by inspector 

MARTIN, T T Division of engineering 8c Technical Programs 03/JO/2'1 
FELDER, R Upsala College 2pp 20961 323 


DOCKET 70-0572 MONSANTO RESEARCH CORP , DAYTON, OH 


0310130279 Forbiavds IE Insp Rept 70-0572/03-01 on 830815-19 tc notice of 
Vi 0 lat 1 on 

SRENIAWSKI,D J Region 3, Office of Director 83/10/07 
SCMIIMHELfR L Monsanto Research Corp 2pp 20691 016 


— B3iOlS02B3 Notice of violation from insp on 830815-19 

SHENIAWSKIjD j Region 3, Office of Oirettor 83/10/06 2pp 
20691 010 


—0310120280 IE Insp Rept 70-0572/83-01 on 830015-19 Noncompliance noUd 
failure to perform adequate personnel surveys tc failure to 
provide fire extinguisher in each glove box 

8LANIN0K1,N j I CANIANO, R , SRENlANSKIrD J Region 3, Office of 
Director 03/10/06 SOpp 20691 020 


—8310120292 Foruards rept of BJ0425 contamination event, In compliance 
W/10CFH20 AOliaXSJ 

HDADLEy, S D Monsanto Research Corp 83/05/06 Region 3, 
Office of Director 3pp 20691 0<10 


DOCKET 70-0698 HESTINOHOUSE ELECTRIC CORP , PITTSDUROHi l»A 


8310170197 Forwards “Groundwater Monitoring Samples at Walti Mill 
Site," Ouarterly Rept 3 

GALM, D T Neatinghause Electric Corp 83/09/23 MURLEY^ t Region 
1. Office of Director 2pp 20812 340 


—8310170203 “Groundwater Monitoring Samples at Waltz Mill Site," 
Quarterly Rept D 

e Westinghouse Electric Corp 83/08/23 24pp 20012 342 


DOCKET 70-0734 OA TECHNOLOGIES, INC , SAN DIEGO, CA 


8310100217 Forwards IE Safeguards Insp Rept 70-0734/83-10 on 830025-26. 
0919-23 26-30 No noncomp 1 i anc e noted Rept withheld 

I ref 10CFR73 21) 

HORDE RHAirO, L R Region 5, Office of Director 83/10/11 
PARKER, J W OA Technologies, Inc /General Atomic Co 2pp 
20808 307 


8310180120 Forwards lE Safeguards Insp Rept 70-0734/83-12 on 830829- 
0901 No noncomp liance noted 

N ORDER H AUG, L R Region 5, Office of Director 83/10/12 

PARKER, vI.W OA Technologies, Inc /General Atomic Co 2pp 
20008 171 


—8310180123 IE Safeguards Insp Rept 70-0734/Q3-12 on 830829-0901 
No none ompl i anc e noted Major areas inspected measurement 
control 5, ahipper-rece iver verification & inventory 
difference Details withheld (ref 10CFR2 790) 

NEL80N, 0 B , NORDERHAUO, L R Region 5, Office of Director 
B3/10/JI Ip 20008 173 


DOCKET 70 0754 GENERAL ELECTRIC CO . PLEASANTON, CA 


8310120372 Memorandum order granting J Turk 830915 request for 60-day 
extension of deadline for filing amends to contentions & 
petition 

FRYE. J H Atomic Safety and Licensing Board Panel 83/10/07 
TURK. J Turk, J Ip 20697 253 24X Flthe 30-070, 83/10/07, 

8310120372 


DOCKET 70-0020 UNITED NUCLEAR CORP , WOOD RIVER JUNCTION, RJ 


8310170030 Quarterly progress rept for Contract NRC -02-80-076 re callbr 
of flow & containment transport model 

WARNER, DL Don L Warner, Inc NRC-Q2-8O-076 83/07/21 

WYNGARDEN, s, D Office of Nuclear Material Safety & 

Gafeg uards, Olrec tor Bpp 20798 342 


8310200163 Fgrwards IE Insp Rept 70-0020/03-07 on 030822-26 
N<i tioncompl iance noted 

BTAROfiTECKI, R Division of Project li Resident Programs 83/09/30 
AMY, G. O United Nuclear Corp 2pp 20834 000 


—8310200169 IE Insp Rept 70-0820/03-07 an 830022-26 No nancomp I iance 
noted Major areas inspected In-oft insp to follow 
confirmatory survey of licensee decommissioned facility. 

ROTH, J J Region 1, Office of Director ELBASEER, T C Division 
of Project & Resident Programs 03/09/20 5pp. 20034,002 


8310350440 Aek receipt of 830913 Hr informing NRC of steps taken to 
correct violations noted in IE insp Rept 70-0820/03-04. 

MARTIN, T T Division of Engineering Technical Programs 83/10/18 
AMY, G O United Nuclear Corp Ip 20397 105 


— 831085Q445 Forwards response to NRC 830882 Itr re Violations nmtrd in 
IE Insp Rept 70-0020/83-04 Corrective actions entries for 
documents made In general lodger Hatl status repts 
subml tted 

OREOO,n J United Nuclear Corp 83/09/13 MARTIN, 7 T Division 
of Engineering & Technical Programs 2pp 20097 106 


DPCKET 70-0824 DADCDCK 8, WILCOX CO , LYNCHBURG, VA 


0310240228 Documents branch position re investigation Ik corrective 
action necessary to reconcile shipp er/recei ver differences 
involving U element weight Investigation & corrective aetlori 
must consider weight, U it isotopic assay 

BROWN, W B Fuel Facility Safeguards Licensing Branch B3/0B/16 

OLSEN, A F Babcock I, Wilcox Co Ip 209Q7 300 


8310270562 Advises that Safeguards Amend MPP-1 to License 9NM-778 
amended by deleting Sections i through 8, effective 030811 
Amend due to reduction of possession limit af U V Pu to less 
than 1 effective kg 

BROWN, W 0 Fuel Facility Eafeguards Licensing Branch 03/08/19. 

OLSEN, A r Dobcock & Wilcox Co Ip 20943 353 


8310170730 Forwards 10CPR70 3S(e) rev to Bldg C security plan, 
reflecting administrative changes Rev withheld 
(raf iOOrR2 790) 

OLSEN, A F Babcock Wilcox Co 83/09/19 Division of 
Safeguards Ip 20797 395 


8310170206 Forwards officer certificates for Licenses 0NM-42. 145, 414, 
778 Sc 1168 financially assuring payment for deconml ssionlng 
costs of nuclear fa ci 1 i ti es, per GO Zipf 700313 commitment 
JORDAN, L V Babcock it Wilcox Co 83/09/23 PAGE, R 0 Uranium Fuel 
Licensing Branch 5pp 20798 087 


8310040337 Forwards IE Safeguards Insp Rept 70-0BS4/B3-05 on 030824-26 
No none amp 1 i ante noted 

8T0HR, J. P Division of Emergency Pr eparedness h Materials Safety 
83/09/29, ENGELDER, TC Babcock k Wilcox Co 2pp. 20620-339 


—0310040342 IE Safeguards Insp Rept 70-0824/83-05 on 930824-26 No 
noncompl iance noted Major areas inspected facility 
organization op eration, measurements k statistical 

controls Details withheld (ref 10CFR2. 790) 

BATES, J U , SADADOS. J W Region 2, Office of Director 
MCALPINE, E J Division of Emergency Preparedness L Materials 
Safety 03/09/27 Ip 206S0 337 


8310310258 PN8-U-B3-010 on 830912, latest bimonthly physical inventory 
indicated difference (ID gain) occurred in high enriched U 
HTGR fuel mfg area Past IDs did not exceed limit of error 
Current gain reduces cumulative ID by one half 

WiEDERiA V , NELSON, G,D Region 5, Office of Director 03/10/20 
2pp 20947 160 



384 


DOCKETED ITEMS 


DOCKET 70-0934 BATTELLG MEMORIAL INSTITUTE. RICHLAND. MA 


S3lOi7D.&ji9 Forwards revisBiI to Manual PNL-MA-IJ. "EtnBr gene ij 

Pr»ji4T«iIn«iS( *' fpr InH-er^ion 

KOVAMAi E Dattejle Memorial Institute. Pacific Northwest Laboreturij 
03/08/29 Battel le Memorial Institute. Pacific Northwest 

Laboratorij 2pp S0798 223 


“”6310170673 Manual PNL-MA-11. ’'Emergency Prepar adne-ss ” 

ASMUNDfV c Battel le Hemorial Institute. Pacific Northwest 
Laboratory B3/0B/»a 104pp 20770 224 


docket 70-Ji00 COMBUST I DN ENOlNEEftlNO. INC . WINDSOR, CT 


B310270494 Confirms verbal consent to use of CE-Hlndsur license paper 
format in preparing design info <iues t i orma ire License 
Gandition 2 4 added to Amend MPr-4 to License 8Nh”i067. 
granting exemption from I0CFR75 lltdl 

BURNETTiR F Division of Safeguards 03/08/31 LICHTENBEROER 
Combuftiun Engineering. Inc Ip 2093B lOt 


Q31019D215 Application for amend to License SNH^1067 to renew license 
for 9 yrs & to make administrative changes 

LICHTENQERqeR Combustion Engineering. Inc 83/09/16 PAOE.R O 
Uranium Fuel Licensing Branch 96pp 20830 103 


031O12OOB2 Forwards lE In»p Bepts 70-1100/83-03 tt 30-03734/33-01 on 
830718-21 4) notice of deviation 

STAROSTECKJ. R Division nf Project tc Resident Programs 03/09/19- 
LICHTENBEROER Combustion Engineering i Inc 2pp 20697 142 


— 3310120088 Notice of deviation from insp on 030710-21 

# Region li Office of Director 83/09/19 Ip 20697 144 


— 8310120088 IE Insp Repti 70-1 100/03-03 & 30-03754/83-01 on 830710-21 
Non c. omp 1 lance noted failure to properly handle breathing 
tone sampler head filter paper w/cleaci gloves 

ROTN. J Region 1* Office of Director. ELSASSER#T C Division of 
Project 6 Resident Programs 33/0B/t2. lOpp 20697.145 


8310070211 Discusses items of interest Meeting held on B309S1 u/C-F In 
Wlndsori CT re C-E proposed license amend application to 
modify air sampling sgs On 03O9l5i NRC concurred in DOE 
remedial action plan for Canonsburg, FA site 

PAOE.R 0 Uranium Fuel Licensing Branch B3/09/S2 DAVIS. J 0 
Office of Nuclear Material Safety 6 Safeguards. Direc tor Ip 
20679 393 


8310110441 Summary of 830913 6 21 meetlnge ia/DOE 6 C-E re remedial 
action plan & proposed license amend application concerning 
mod of air sampling sys in Windsor p 1 ant. rasp ec tive 1 y 
PACE. R 0 Uranium Fuel Licensing Branch. 03/09/22 DAVIS. J 0 
Office of Nuclear Material Safety 6 Safeguard s. Oirec tor Ip 

20714 341 


3310140192 Forwards MA Elmaghrabi resume to be Included In 030916 
application for amend to License SNM-1067 

LICHTENBEROER Combustion Engineering. Inc 83/10/03 PAOE.R 0 
Uranium Fuel Licensing Branch 3pp 20030 094 


3310130027 Forwards page changes to 830916 application for amend to 
License 8NM-1067 

LICHTENDER.OER Combustion Engineering. Inc 03/10/05 PAGE. R 0 
Uranium Fuel Licensing Branch Jp 20825 049 


— 031OL0OO31 Page changes to 030916 application for amenif to License 
8NM-1D67 

a Combustion Engintering. Inc 03/10/05 3pp. 20B35 050 


J3102400B2 Forwards IE Safeguards Insp Rept 70-1100/33-04 on 030906-09 
No noncompliance noted 

MARTIN. T T, Division of Engineering 6 Technical Programs B3/1D/07 
LKHTENSEROER Combustion Engineerlngi Inc 2pp 20801 017 


’-0310240009 IE Safeguards Insp Rept 70-1100/03-04 on 030906-09 No 
noncomp 1 lance noted Major areas inspec ted*^ measurement 
control program 6 inventory difference 6 associated limit of 
error verification. 

ZIBULSKY, H f SANBORN. J < ftODV. A T. Region 1, Office of Director 
03/10/07 Opp 20381* 0-19. 


1310310262 Ack receipt of 1 tr informing NRC of steps taken to correct 
violations noted in IE Insp Repts 70-1100/83-03 Sc 
30-03794 /33-Qi, 

8TAROSTECKI « R Division of Project 4t Resident Programs 83/10/20 
LICHTENBEROER Combos tion Engiraering. Inc Ip 20957 004 


— 6310310207 Responds to NRC 830919 1 tr re violations noted m 16 Insp 
Repto 70-1 100/B3'03 «. 30-03/04/83-01 Corrective actions 
applicable personnel reinstructed in proper use of hreathinq 
jone air satnpler devices 

LICHTENOERCER Combustion Engineering. Inc 03/10/31 
8TAR08TCCK1 . tt Division of Project h Resident Programs 2pp 
20957 035 


DOCKET 70-1113 GENERAL ELECTRIC CD . WILMINGTON. NC 


0310170249 Application for amend to License SNM-1097 to include storo^f 
■of waste boxes prepared for shipment in site uarohouBp 
Details end 

VAUGHAN. C M General Electric Co 83/00/17 CROW. W I Uianium 
Fuel Licensing Branch 4pp 20796 26/ 


— 8310170253 Ac k receipt of 03OB17 payment re rev to License LoiitlltioM !£•■ 
to License bNM-109/ 

WEISS< D J Uranium Fuel Licensing Dianch 83/09/13 VAUOHAh.C M 
General Electric Co 3pp 20796 2/1 


0310170061 Request for amend to License LNM-1097 author! ling rrrcipl of 
SNM under special conditions on ono-ti/r.c basis Enel 
uiithheld (rof lOCfRS 7901 

VAUGHAN. C M General Electric Co 03/09/23 DROWN. W B f-uel 
Facility Safeguards Licensing Dronch Ip 20790 040 


0310250547 Forwards IE Insp Rept 70-1113/03-24 on 03OB22-26 No 
noncomp Hance noted 

3TGHR. J P Division of Emergency Preparedness & Materials Safety 
63/09/26 LONG, J A Genei al Electric Co 2pp 20901 001 


—0310250554 IE Insp Rept 70-1 1 1 3/B3-24 on 030022-26 No none amp 1 1 arc f 
noted Major areas inspected calibr 8( use of ins trument'Si 
external exposure control, posting, label ing 8< control of 
radiological areas 

HOBEV.C M Region 2. Office of Director DARR. K F Divinion of 

Engineering Bt Operational Programs 83/09/14 7pp 20901 001 


8310130225 Forwards Chapters 15 & 16 to license renewal application 
document dtd 030725 

VAUGHAN. C M General Electiic Co 03/09/30 CROW. W T Office of 
Nu-clear Material Bafety $< Saf eguards. Direc tor llpp 20754 iVl 


— 0310130228 Chapters IS S. 16 to 030725 license renewal applicaijon 
e General Electric Co 83/09/30 122pp 20754 203 


0310240226 Grants 030923 request to receive low enriched U undci 
special condi tions. on one time basis Two unnumbered license 
comditlons added to Amend MPP--3 to Lternso SNM-1097. 
effective immediately 

BURNETT.R F Division of Safeguards 03/09/30 VAUGHAN. C M 
General Electric Co 2pp 20907 309 


8310170155 Forwatds Rev 1 to Chapter 6 of 030725 application foi amtri 
to License SNM-i097 

VAUGHAN. C M General Electric Co 03/10/03 CROW. W, T Office of 
Nuclear Material Safety h Sa Fogoards. Direc tor Ip 20013 05P 


— 8310170150 Rev 1 to Chapter 6 of 630725 application Fur amenil to 
License SNM- 109/ 

« General Electric Co 03/10/03 6pp 20013 053 


0310250427 Ack recaipt of IE Insp Rept 70-1113/03-24 on 830022-26 Mo 
proprietary info 

VAUGHAN. C M General Electric Co 03/10/03 8T0HR. U P Di vision 
of Emergency Preparedness & Materials Safety Ip 20097.101 


0310260190 Forwards IE Safeguards Insp Rept 70-1113/03-27 on 
030913-16 No nancompl lance noted 

STOMRj J P Division of Emergency Preparedness & Matei ials Safety 
83/10/05 LONG. J A Genei a I Electric Co 2pp 20912 103 


—8310260194 IE Safeguards Insp Rept 70-1113/03-27 on 830913-16 No 
noncomp 1 1 ante noted Major areas inspected measurement 6 
statistical control 6 followup on previous insp findings 
Details withheld (ref 10CFR2 790) 

SAB ADOS. J M Region 2, Office of Director MCALPlNFiE J 
Division of Emergency Preparedness Materials Safety 03/10/05 
Ip 20912* 105. 


8310260215 Foriuards IC Safeguards Insp Rppt 70-1113/03-23 od 830906 - 0 n 
No noncomp Xiance noted 

3T0HR. J P Division of Emergency Preparedness t< Materials Bafcty 
83/10/06 LONG. J A General Electric Co 2pp 209JP 09P 



DOCKETED ITEMS 


—83102602^1 le Safcpudrd^ iHSp Rcpt 70-1113/03-23 an 030906-00 No 
Tionc omp 1 1 anc c noted Major areas inspected revieoj of licenser 
approved physical security plan for l^NM of 1 ou; strategic 
significance Details withheld (rpF iOCF'R2 790) 

ENNI5>J D I MCOUIREj D R Division of Emergency Preparedness t* 
Materials Safety 03/10/04 Ip 20912 094 


0310260297 /Ic k receipt of 830909 Itr informing NRC af steps taken to 
correct violations noted in IL Safeguards Insp Rept 
70-1113/83-21 

STQHRj J P Division of Engineering S< Operational Pragrams 
03/10/05 LDNOjJ a General Electric Co Ip 30909 222 


— 0310260307 Responds to NRC 030016 Itr ro violations noted in IE 
Safeguards Insp Flept 70-1113/03-21 Corrective actions 
withheld (ref 10CrR2 790) 

VAUGHANi C M General electric Co 03/09/09 STOMR. J P Divisjoii 
of Engineering 8< Operational Programr )p 20909 223 


DOCKET 70-1143 WeSTlNOHOUSE ELECTRIC CORP , PITTSBURGH, PA 


0310260045 Forwards Rev 1 to "Final Survey Results from Dec ommi ssioniiip 
Oldg 7 West inqhousc-NFD U Oiide Lab," per rccLulremonts of 
License Condition 20 

NARDI, A J Westlnghouse Clectric Corp 83/09/22 HURLEY, T { 

Flegion I, Office of Director Ip 20920 053 


— 8310260054 Rev 1 to "Final Survey Results From Decemnti ssioning Bldg V 
klesti nghause-NFD U Uxide Lah " 

* Westinghouse Electric Coi p 03/09/30 19pp 20920 054 


83£O24O240 Forwards "Final Survey Results of Decontermination of Pu 
Fuels Development Lab " 

NARDI«A J Westinghouse Electric Corp 83/10/04. HURLEY, T E 
Region 1, Office of Director Ip 20903-001 


-”8310240250 “Final Survey Results of Derantamination of F*o Fuels 
Developnient Lab “ 

« Westinghouee Electric Corp 03/10/31 749p]) 2070Q OOP 


DOCKET 70-1144 OHMART CORP , CINCINNATI, OH 


8310260019 Responds to TOIA request fpr matl rc Ohmart Carp on It 
offsite radiation-related incidents Forwards App A 
documents. App B documents partiolly uiitithold (ref FDIA 
Eoiempt i ons 6 7) 

FELTON, J M Division of Rules and Records 83/07/1 S CARPENlbRiT 
Cincinnati Alliance for Responsible Energy lOpp 2072/ 0D2 


—8310260119 Submits matter to be revieuictl re high film badge eiposure 
raporied in Ohmart 750122 Itr 

NDRELIUSi C E Region 3, Chicago, Office of the Director. 

73/01/27 Region 3, Chicago, Office of the Director ip 

30927 093 


—0310260128 Submits matter to be reviewed during next Irisp re high film 
badge exposure per Ohmart Corp 750430 Hr 

a Region 3, Chicago, Office of the Director 75/02/26 Region 
3, Chicago, Office of the Director ip 20927 090 


— 8310260146 Responds to 770511 Itr re calculated dose received by 
personnel from Oct 1976 - Mar 1977, training program !< source 
handling procedures Trainees will bo subj to verbal exam 
CODK, H L Ohmart Corp 77/05/26 THOMPSON, D Office of 
Inspection it EnPorcement, Office of the Director 3pp 20927.114 


—0310260149 Suppls 770414,0512 & 26 itrs re noncompl i ance conceinlng 
handling unshielded sources l< exposure of Individuals to 
radiation Info deleted 

COOK, K L Ohmart Corp 77/06/17 THOMP80N,D Office of 
Inspection it Enforcement! Office of the Director 24pp 
20927 117 


— 0310260165 Ack receipt of 721023 Ur informing AEC of steps taken to 
correct Items of noncomp 1 iance noted in insp of Licenses 
34-00639-01 1 34' 00639-030 it 0NM-1O91 

GRIER, B H Region 3, Chicago, Office of the Director 72/11/02, 

KELLY, 0 A Ohmart Corp Ip 20927 101 


— 8310260230 IE Insp Repts 70-1144/77-01.30-05634/77-01 U 30-05635/77-01 
on 770330-0401 & 11-12 Noncompliance noted individual 
received overexposure while handling licensed matl no 
evaluation made of extremity eippsure 

SCHULTZ, W H , PHILLIP, 0 A ^ LONEROAN, 0, T. Region 3. Chicago, 

Office of the Director 77/05/04 i7pp 20927 973. 


— B310260265 Discusses IE Insp Repts 70-J 144 /77-0li 30-05634/77-01 6 
30-05635/77-01 on 770330-0401 & 11-12 Ltr 8« insp rept will 
be placed in PDR unless licensee believes portions are 
proprietary 6 should be withheld 

KEPPLER, J G Region 3. Chicago. Office of the Director 77/05/17 
CDOK,H L Ohmart Corp 2pp 20927 292 


— 0310260287 Discusses insp of Licenses SNM-109 1 , 34-00637-01 it 
34-00639-030 on 770330-0401 ft 11-12 & forwards notice of 
violation 

THOMPSON* D Office of Inspection 8< Enforcement, Office of the 
Director 77/05/11 COOK, P L Ohmnr t Corp 3pp 20727 310 


DOCKET 70-1151 WE0TINOHDUSE ELECTRIC CORP , P1TT0OUROH, PA 


8310240224 Discusses concerns re nondestructive assay of solid waste 
contained in large wooden boxes, rel iab 1 1 1 tg of LEID values 
h SNM procedures contained in MC&A safeguards program 
BRQHN, M B Fuel Facility Safeguards Licensing Branch Q3/0B/26 
6ANDER8, C F Westinghouse Electric Corp 2pp 20707 313 


8310040143 Forwards IE Safeguards Insp Rrpt 70-1151/83-16 on B3O0O0-12 
No noncomp 1 lance noted 

STOHR, 3 P Division of Emergency Preparedness 6 Operational Support, 
03/09/01 BRITTON. WH Westlnghouse Electric Corp 2pp 
20600 279 


—8310040140 IE Safeguards Insp Rept 70-1151/03-16 on 830800-12 No 
noncompliance noted Major areas inspected facility operation 
statistical controls associated w/SNM accountability 
measurements Details withheld <rof 10CFR2 790) 

JONES, D N Region 2, Office of Director MCALPINE, F J Division 
of Emergency Preparedness 8« Materials Safety 03/00/31 Ip 
20600 281 


0310170330 Requests exemption from provisions of 10CPR70 53Cb) for 
License SNM-il07, to permit 10-day extension for reporting 
LEIO calculation results 6 20-day extension for reporting 
overall matl balance for inventory period 

NAROIrA J Uesilnghouse Electric Corp 03/09/06 ORORN, W B Fuel 
Facility Bafeguards Licensing Branch 3pp 20775 272 


0310170217 Forwards info re const it use of new bldg to be constructed 
within control access area it to be used by contractor during 
installation of equipment for now IDR MAP project Const to 
begin in early Oept 

REtTLER,E K Uestlnghouse Electric Corp 83/09/13 CRaN#U T 
Uranium Fuel Licensing Branch 3pp 20796 296 


0310240230 Advises that proposed change in methodology for determining 
U element content of solid waste represents upgrade Rev to 
fundamental nuclear matl control plan should describe how 
average enrichment factor will be calculated 

BROUN* W D Fuel Facility Bafeguards Licensing Branch 03/09/20 
SANDERS, C P Westlnghouse Electric Corp Ip, 20900 002 


0310240229 Approves 030906 request for exceptions from IDGFR70 53(bl 
requirements to calculate U element 6 U-235 LEID values 
for each physical Inventory 6 to submit rept within 50 
calendar days 

BROUN, U D Fuel Facility Bafeguards Licensing Branch 03/09/21 
BANDERS, C F Westlnghouse Electric Corp 2pp. 20907 306. 


0310040144 Responds to 830713 ltr re preeng ineertd IDR const bldg NRC 
has no objection to const V use by contrac tor, however, use of 
bldg for licensed matl will require license amend 
BIDINGER, 0 H Uranium Fuel Licensing Branch 83/09/22 
REITLER,E K Westlnghouse Electric Corp ip 20634.340 


0310040622 Ack receipt of 030023 Itr informing NRC of atepe taken to 
correct violations noted in IE Insp Rapt 70-1151/03-11. 

O'REILLY, J P Region 2, Office of Director B3/07/B3. BRITTON, W H 
Weetinghouse Electric Corp Ip 20636 049 


— 031OO4O62Q Responds to NRC 830725 ltr re violetlon npted in IE tn»p 
Rept 70-1151/83-11 Corrective actions: all drummed waste 
packaged 6 shipped in DDT spec steel drums Insp checlrlists 
rewritten to clarify acceptance criteria 

BRITTON, MH Westinghouso electric Corp 83/00/23 O'REILLY, JP. 
Region 2, afflca of Director 2pp, 20626.046 


— 0310040632 Forwards IE Insp Rept 70-1151/83-11 on 030606-10 it notice 
of violation Since civil penalty issued by State of 6C, no 
NRC civil penalty action will be taken, 

O'REILLY, J P Region 2, Office of Director 03/07/29 
DRITTDN, M, H Westinghoose Electric Corp 2pp 20626 048 


—0310040639 Notice of violation from Insp on 830606-10 

a Region 2, Office of Director 03/07/25 Ip 20626,050. 
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—8310040637 IE Intp rtept 70-'1 151 /B3- 1 1 on e30606'‘10 Mdttcomp 1 iance ixotvi 
hoi«6 eiistefl in six at«el drums containing lo-u specific 
raduaste shipped to 8arntiiel 1. SO on 830^^1 & 23 

PEERYiW U Region 2* Office of Director DARR» K P Division of 

Engineering 9t Operational Programs 03707/00 4pp 20626 0-51 


0310050013 Summer 1 IBS 030912-16 safety Insp of fuel fabrication 
fecilitg in ColumbiaiSC Roncompl J ances nateif handling of 
r adua s t Br hood air velocity tr unidentified change in 
radiation protection organ i latioti 

COOL, D A Uranium Puel Licensing Branch 83/09726 Uranium Fuel 
Licensing Sranch Spp 20650 258 


0310250310 Act receipt of 830901 Itr re IE Safeguards Insp Rept 
70-1151783-16 on 030800-12 

SANDERS, C F (Jestingheuse Electric Corp a3/09/J?7 O 'REILLY, J P 
Region 2, Office nf Director Ip 20095 291 


8310260104 Forwards IE Safeguards Insp Rep t 70-1 J 31/83-19 on 830912-1 D 
No noncomplianc e noted 

STOHRi J P Division of Emergency Preparedness It Materials Safety. 
83/10/lS DRITTDN,W H West 1 nghouse Electric Corp 2pp 
2091 S £06 


— B3102601H IE Safeguards Insp Rapt 70-1151/03-19 on 030912-15 No 
noncompliance noted Major areas inspected mea surements -L 
ftatlsticai controls Details uithheld <ref 10CFR2 790). 

RICHARDS, Q L j NCALP1NE<E J Division of Emergency Preparedness 8* 
Materials Safety S3/10/U Ip 20912 100 


0310240070 Trip rept of OOlOOS-O? visit to Westlnghouse in 
Cplt)mbia,9C tp reviet/ inventory of scrapped cladding, 
combustible contaminated waste 8i contaminated mails from 
plant maint Sr mod 

BIDINOER, G.W Uranium Fuel Licensing Branch 03/10/10 CRUM. W T 
Uranium Fuel Licensing Dranch Ip 20903 209 


DOCKET 70-1201 BABCOCK & WILCOX CO » LVNCHflUROi VA 


0310240070 Responds to 030715 request for use of estimated weights for 
12 fuel rods loaded cr/lou enriched U pellets Amend MPP-2 
to License SNM-1 160 revised to include new unnumbered 
llcinsa condition to use extended U Sc U-235 values 
BROWN, W D Fuel Facilttg Safeguards Licensing Branch 03/07/22 
FORD,J T Babcock «. Mileax Co Ip 20903 215 


0310170076 Forwards revised fundamental nuclear mails control plan for 
License 8NM-1160 Hev deletes reguiraments for pellet mfg Sc 
incorporates changes for pellet receipt Plan withheld 
(ref 10CFR2 790) 

FORDrJ T Babcock & Wilcox Co 03/08/26 BROWN, W B Fuel Facility 
Bafejuards Licensing Branch Ip 20790 017 


031017074 0 Forurardi page-date index, table of contents L fundamental 
nuclear tnatl control plan Plan withheld (ref 10CFR2. 7901. 

FOHD.J T Babcock St Wilcox Co 83/09/21 BROUN, W. 0 Division of 
Bafipuards Ip 20796 362, 


0310170206 PoTwards officer certificates for Licenses 0NH-4Si 145,414, 
778 6 1160 financially assuring payment for decommissioning 
costs of nuclear fee 11 i t i es, p er 00 Zipf 700313 commitment 
dORDAN. L V Babcock L Ullcux Co 63/09/23 PAGE, R G Uranium Fuel 
Licensing Branch 5pp 20796 007 


DOCKET 70-1257 EXXON NUCLEAR CD. , INC , RICHLAND, WA 


0310260046 Grants approval for rev to License 9NK-12B7 adding Condi tiott 
4 7 to Amend HPP‘*2, per 030706 req^uest re performance of 
contractor lab data audits at Interval not to exceed 24 
months 

BURNETT, R f Division of Safeguards 03707/31 SCHNEIDER, R A 
Eixon Nuclear Co , Inc (subs of Eason Corp ). Ip. 20921 354 


6310270626 Informs that Rev 5 to physical protection plan for matl of 
low strategic ligni f icanc e, submi tted on B3063C, accep table. 

Rev withheld (ref iOCFB2 790) 

BROMNiW B, Fuel Facility Safeguards Licensing Branch, 03700/05 
MALODY, C M Exipn Nuclear Co , Inc (subs, of Exxon Corp.) Ip 
20946 261 


3310130208 Application for amend to License BNM-1227 providing for 
storage uiarebouse for fuel assemblies 

MALODY, C, W Exxon Nuclear Cd. , Inc. (subs of Eaxon Corp, J 
83/08/30. CROMiM, T Uran i uat Firol Licensing Branch. 6pp 
, 20751 331 


8310240240 Grants 030015 request for 1-month extension for scheduled 
start pf SNM inventory Unnumbered Hcense condition added to 
Amend riPP-2 to License SNI1-|2cV to require next physical 
inventory on or hpfore 031110 

DROWN, W B fuel KiJCilitg SaPequards Liconslnq Branch DB/O?/!!? 
SCHNEIDER, R A Exxon Nuclear Co , Jnc (subs of Lxxon Corp ) Jp 
2090B OOl 


B310D5011O Advises that 020420 L 030210 submittals re chonges In 
radiological contingency plan reviewed ?t incorporated into 
plan No license amend necessary Change*- do not decrease 
plan effectiveness 

CARDARELM.n D Uranium Fuel Licensing Qranch 63/09/21 
MALODY. M C M Exxon Nuclear (o , Inc (subs of Exxon Corp ) Ip 
20650 236 


6310170233 forwards revised Page 3 to application for Amend 11 tu 
License 6NM-IPM7 re enrichment levels 

HALODV, C W Exxon Nuclear Co , Inc (subs of Exxon Corp ) 

03/09/29 CHOW, W T Uranium fuel Licensing Branch Ip 20013 037 


— 0310170236 Revised Page 3 to opplication for AmDfid 11 to Licence 
SNM-1227 Amend covers criticality safety & environ impacts 
MALODV.C W Exxon Nuclear (o , Inc (subs of Exxon Corp > 
03/07/10 Ip 20013 040 


0310120340 Ack receipt of 030919 Itr informing NRC of steps taken to 
correct violations noted in It insp rapt 
HENSLAWSKI,F A Region 5, Office of Director 03/10/06 
MALODY, C W Exxon Nuclear Co , Ihc (subs of Exxon Coip ) Ip 
20690 053 


— 0310120357 Responds to NRC 030031 Itr re violations noted in 1( insp 
rept Corrective actions detailed list of requirements of 
amends to license will be transmitted to personnel 
responsible for operation covered by amend 

MALODY, C W Exxon Nuclear Co , Inc (subs of Exxon Corp 1 
83/09/17 THOMAS, R D Region 5, Office of Director Ppp 
20698 054 


DOCKET 70-1308 GENERAL ELECTRIC CO , SAN JOSE, CA 


0310140312 forwards IE Insp Rept 72-0001/03-03 on 030729-0922 No 
noncompliance noted 

FAPERIELLO, C J Region 3, Office of Director 83/09/29 UAN 
H00MI89EN General Electric Co 2pp 20762 296 


— 8310140216 IE Insp Rept 72-0001783-03 on 830729-0923 No nontomp Uance 
noted Major areas inspected spent reactor fuel shipping 6 
general plant maint ac 1 1 vi ti es, radwaste mgtilOCrR2l 
leporting L periodic matnt of packagings 

LOVENDALC, P € , GREOER, L R , PIRTL£,0 U Region 3, Office n f 
Oirectfir 03/07/29 9pp 20762 290 


DOCKET 70-1426 TRAN5NL/CLEAR , INC , FALLS CHURCH, VA 


6310060550 Forwards modified 830922 primary spent fuel route from Host 
Valley, NY to Mar ns, IL 

SHERR,T 0 Material Transfer Safeguards Licensing Branch 03/09/2/ 
MAN0U81,J Iiansnuclear, Int 9pp 20661 375 


DOCKET 70-1462 HARPER HOSP , DCIROIT, MI 


0310180048 Forwards sanitiied version of 031003 modified alternate 
spent fuel route from West Valley, NY to Dresden facility 
Remaining provisions of NRC 030914 Itf unchanged 

BMERR, T D Material Transfer Safeguards Licensing Branch 03/10/05 
I1ANGU8I,J Trane Co 9pp 20824 393 


DOCKET 70-1407 DDW CHEMICAL USA, MIDLAND, MI 


8310110065 Further response to FDIA request for records re incinnatinn 
of radioactive mails by Doie Chemical Co Midland, MI plant 
Forwards App B documents Documents alee available in PPR 
FELTON, J M Division of Rules and Records 83/06/20 OARDEp B P 
Government Accountability Project 2pp 20704 001 


— 0310110139 Discusses insp of License SNM- 1 451 , 21-00265-04 L 
2I-0026S-06 on 761006 It forwards description of 
nanenmp] lance 

ALLAN, J M Region 3, Chicago, Office of the Director 7h/lO/R0 
LANONERrR R Dow Chemical Co 2pp 20704.087 
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DOCKET 70-4795 OCDROE WASHINGTON UNIV , WASHINGTON, DC 


0310270^135 Responds to B30927 memo re civil penalties imposed on 
Oeorgp Washington Univ Medical Ctr «< Nuclear Metals, Inc Ltrs 
to 1 icensees, notices of violation Sc insp repts oncl 
DIRCKS, M J Office of the Executive Director for Operations 
03/10/03 GILTNSKY. V Comtnissianera Ip 20946 041 


— 0310270639 Discusses IE insp on 030601-02 & fortiiards notice of 
violation fc proposed imposition of civil penalty 

MURLEYi 1 E Region li Office of Dliector 03/09/01 tHONARD, F 
Oeorge Washington Univ Medical Center Wash DC 3pp 20946 04^' 


— 03102/0644 Notice of violation h proposed imposition of civil penalty 
in amount of t2i 5D0 Noncomp 1 lance noted adequate survey not 
performed to assure compliance w/10CFR20 106(a) re 
radioactive releases 

MURLEYi 1 E Region i. Office of Director 03/09/01 5pp 
20946 045 


— 6310270656 Requests description of noncomp I lances identified at 
George Washington Univ Medical Ctr 8< Nuclear Metals* Inc 
which resulted in proposed fines of bOO Si ♦9,000 
r Bspec tlvely 

G1LIN3KY, V Commissioners 03/09/2/ AXEURAD, J Director's 
Officer Office of Inspection and Enforcement, Ip P094A 090 


DOCKET 70-2067 UNION CARO IDE CORP , MARIETTA, OH 


0310170262 Toruiards QRNL 030914 Iti re analytical data on epoxy floor 
covering samples from process bldg Info establishes 
thoriirm/U ratio in contaminants on floors to develop 
appropriate guidelines for decontamination 

EVANStL G Union Carbide Corp 83/10/05 PAPERlELLDrC J Region 
3i Office of Director 4pp 20784 315 


DOCKET 70-2319 OUR LADY OF LOURDES HOSP , CAMDEN, NJ 


0310310419 Ack receipt of 030912 Itr informing NRC of steps taken ta 
correct violations noted in IF Insp Rept 70-2319/03-01 
MARTINET T Division of Engineering It Technical Programs 03/10/25 
PETERS, A Dur Lady of Lourdes Hosp , Camden, NJ Ip 20959 239 


— 0310310429 Responds to NRC 030719 Itr re violations noted in IE Insp 
Rept 70-2319/03-01 Corrective actions all original NRC 
1 IcensoB, me lud ing SNM 1 1 cense, ui ) I be kept on file in 
administration ofe 

PETERS, A Our Lady of Louides Hosp , Camden, NJ 03/09/12 
Region 1, Office of Director ip 20959 240 


DOCKET 70-2430 MERCER MEDICAL CENTER, TRENTON, NJ 


0310310414 Ack receipt of 830916 Itr informing NRC of steps taken to 
correct violations noted in IT Insp Repts 70—2430/03-01, 
30-02411/03-01 li 30-00341/83-01 on 830630 

MARTIN,! T Division of Engineering & Technical Programs 03/10/29 
STEWART, C C Mercer Medical Center Trenton, NJ- Ip 20V99 P85 


— 0310310410 Responds to NRC 030010 Itr re violations noted In IE Insp 
Repts 70-2430/03-01,30-02411/03-01 it 30-00341/83-01 on 
630630 Corrective act ions, di sposat le gloves tuill be utilixed 
bg all personnel when handling radioactive matl 
STEWART, C C Morcer Medical Center Trenton, NJ 03/09/16 
MARTIN,! T Division of Engineering & Technical Programs Ip 
20959 286 


DOCKET 70-2008 WESTMORELAND HOSP , GREENBDURO, PA 


B31O10O137 Discusses IE Insp Repts 70-2808/03-01 S, 30-09731/83-01 on 
830026 No noncompliance noted Major areas inspected, 
procedures it records 6 interviews w/personnel Pu powered 
pacemakers never received under License SNM— 1815 

MARTIN, T 1 Divioion of Engineering & Technical Programs 03/09/29 
WILCOX, H H Westmoreland Hosp Oreonsburg, PA 2pp 20000 165 


DOCKET 70-2941 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


8310170733 Suppl to application to amend B10106 physical security plan, 
reflecting section 8< div changes Amend withheld 
(re# 10CFR2 790) 

MILLS, L. M Tennessee Valley Authority 03/00/24 D^RE!LLY,JP 
Region 2, Office of Director Ip 20797 352 


DOCKET 70-2945 UNION ELECTRIC €0 , ST LOUIS, MO 


6310040133 Issues Amend 3 to License SNM-1901 Increasing possession 
limit to 27 O g U— 235 Safety evaluation entl 

PAGE, R G Uranium Fuel Licensing Branch 03/09/23 SCHNELL, D F 
Union Electric Co Ip 20627 356 


— 0310040137 Safety evaluation supporting Amend 3 to License SNM-lVOl 
SERINI.D L , CRGVJ, W T Uranium Fuel Licensing Branch 03/07/23 
3pp 20627 357 


DOCKET 70-2946 LOUISIANA POWER k LIGHT CO , NEW ORLEANS, LA 


8310160622 Unexecuted Amend 1 to Indemnity Agreement Q-92, revi s Ing 
Item 4 on location of land, bldgs Sc structures 

SALTZMAN, J Assistant Director for State it Licensee Relations 
83/iO/U 3pp 20817 333 


DOCKET 70-2949 ARIZONA PUBLIC SERVICE CO , PHOENIX, AZ 


8310060176 lE Insp Findings Si Licensee Ack dtd 830713 of License 
8NM-1B67 Insp findings no violations observed 

SKOV, D D Region 5, Office of Director 03/07/26 Ip 20648 353. 


DOCKET 70-2950 WASHINGTON PUBLIC POWER SUPPLY SYSTEM, RICHLAND, WA 


0310040397 Forwards lE Safeguards Insp Repts SO-397/83-33 t< 
70-2950/03-02 on 030015-10 «c notice nf violation Ends 
withheld <rBf 10CFR2 790) 

NOROERHAUO.L R Region 5, Office of Director 03/09/28 
CARLISLE, C S Washington Public Power Supply System 2pp 
206S0 042 24X riche SO-397, 03/09/20, 0310040397 


DOCKET 70-2960 KANSAS OA5 It ELECTRIC CO , WICHITA, KS 


6310170644 Forwards Rev S to SNM license application updating technical 
info re crane usage, fire protection S« security for SNM & 
dosimetry for fuel handling activities Six fission chambers 
& 10 detector foils also added to application 

KaESTeR,G L Kansas Gas it Electric Co 83/09/23 DAVIS, J Q. 

Office of Nudeer Material Safety Si Safeguar ds, D1 rector 5pp 
20790 205 


— 8310170654 Rev 2 to SNM license application updating technical info i 
crane usage* fire protection S, security for aNM U dosimetry 
for fuel handling activities 

* Kansas Gas It Electric Co 83/09/30 12pp 20796 207 


8310310095 Forwards Rev 2 to SNM license appl icat i on, pr ovid Ing 
technical Info updates re crane usage, fire protection L 
security for GNM 

KOE&TER, O. L Kansas Gas it Electric Co 83/09/23. DAVIBiJ 0 
Office of Nuclear Material Safety St 8af e g uard si Dl rec tor 3pp 
20803 252. 


— 03LO21O1OO Rev 2 to application for SNM license for receipt & 
possession of reactor fuel Si associated matl from Wolf 
Creek 

» Kansas Gas It Electric Co 83/09/23 lipp, 20983 255 


DOCKET 70-2968 CLEVELAND ELECTRIC ILLUMINATING CO , CLEVELAND, OH 


0310170613 Feriuards response to 830325 request for add 1 Info re llcensi 
application for storage only of untrradiated reactor fuel li 
associated radioactiva matl at Ferry Unit 1 

EDELMAN, 11 R Cleveland Electric Illuminating Co 03/05/27 
KILLINOGRjM H Uranium Fuel Licensing Branch 5pp 20014.149. 


DOCKET 70-2973 COMMONWEALTH EDISON CD , CHICAGO, IL 


031O17O71B Forwards Rev 1 to security plan for 9N>M security, per 
10CFR70 32te) Rev withheld (ref 10CFR73 21) 

FARRAR, D L Commonwealth Edison Co 83/09/13 BRQWNi W Fuel 
Facility Safeguards Licensing Branch Ip 20798 IIS 
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DOCKET 70-3977 DETROIT EDISON CO . DETROIT. Ml 


B3102S0575 Foruiat-iSi IE Safeguards Insp Repts 70-2777/83-01 & 
70-3777/B3-02 on 03O93A-27 & 30 No nuncompliancc noted 
AXELSON, W L Region 3, Office of Director 03/ 10/21 WELLS, D A 

Detroit Edison Co 2pp 20700 303 


—3310350902 IE Safeguards Insp Repta 70-2977/63-01 (c 70-3977/03 03 on 
830936-27 fc 30 No none ompl la nee noted Major areas Inspected 
SNM controls £r ac c DUfitab i 1 i tg It neu fuel securitg Details 
withheld (ref 10CFR2 7901 

HADED A. T J > KNICELEY. J R , CREED, J R Region 3, Office of 
Director 03/10/21 Ip 20900 305 


DOCKET 70-2903 PENNSYLVANIA POWER & LIGHT CO , ALLENTOWN, PA 


031O3AOO97 Determines that 630505 physical security plan for protection 
of SNM of low strategic significance meets requirements of 
lOCFfl:73 67 7 Plan must be fully unplemented by fuel receipt 
date 

BROWN, W D Fuel Facility Safeguards Licensing Branch 83/07/H 
CURTIS. N W Pennsylvania Fowei t* Light Co Ip 30D91 356 


DOCKET 70-2900 PHILADELPHIA ELECTRIC CO . PHILADELPHIA, PA 


0310170225 Responds to 630915 telcon request for add) info re SNM 
license application for Limerlct Unit 1 

KEMPER, J B Philadelphia Electric Co 03/O9/SO PAGE, R 0 Uranium 
Fuel Licensing Branch. 4pp 20796 208 


63100&0543 Forwards License SNM-1926 authorizing rec eipt, possessioTi, 
storage & usd of U enriched in U-235 contained in fission 
chambers 

PAQErR 0 Uranium Fuel Licensing Branch 83/09/23 DAUER^E O 
Philadelphia Electric Co 2pp 30661 287 


— 0310060340 License 8NM-1936 for Philadelphia Electric Co authorising 
use of U enriched in U-235 contained in sealed sources 
PACE, R G Division of Fuel Cycle Material Safety 63/09/33 
2pp 20661 209 


->8910060553 Safety evaluation supporting License SNH-1926 re receipt, 
possession & use of fission chambers 

EERINI.D L Uranioin Fuel Licensing Dranch 03/09/23 31pp 
20661 291 

PACKAGING OF RADIOACTIV£ MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

DOCKET 71-0037 NAVY, DEPT OF 


6310050124 Foruardf OA program approval for Radioactive Mail Package 
0037, Rev 2 

MACDONALD, C B Transporta 1 1 on Branch 83/09/23 Wavy* Dept of 

ip 30650 055 


-0310050133 OA prpgram approval for Radioactive Mat! Package 0037, Rev 2 
MACDONALD, C E Transportation Draneh 03/09/23 ip 2D650 056 


JOCKET 71-0059 GENERAL ELECTRIC CO 


8310050014 Informs that QA program approval for Radioactive Matl 
Package 0059 terminated after 630923, per 830909 request 
MACDONALD, C E Transportation Branch 63/09/26 JOLLY, J Otneral 
Electric Co Jp 20650 260 


DOCKET 71-0137 METALS TESTING CO , INC. 


8310170322 Advises that on Jol t9B0 ownership changed tc radiographic 
Insp sves discontinue!} Future FR changes or certificates of 
compliance for radioac t Ive'matl not needed. 

CAYEH, C F Metals Testing Cd , Inc 63/09/13 MACDONALD, 0 r 
Transportat 1 on Branch. 2 pp 20793:276 


DOCKET 71-0148 UNITED ENGINEERS ?< CONSTRUCTORS, INC 


9310190269 Ack receipt of Rev 1 to QA prugram approval for Radio^ctivt 
Matl Packge 014B submitted in support of Matl s/Dy pr oduct 
License □7-01546-04 QA propram inactive since 000630, per 
encl Amend 5 to license 

POLIQUIN. T E United Engineers 6 Consti ur tors. Int tsubs of 
Raytheon Co ) Q3/09/23 MACDONALD. C E Transpoi tatiQh Braitrh 

Ip 20843 157 


DOCKET 71-0466 MINNESOTA MINING It MANUFACIURING CD < 3M CO > 


8310040094 Forwards QA program approval for Radioactive Matl Package 
0466, Rev 3 

MACDONALD, C C. Iraflspor tafci on Branch 03/09/23 HEllLAND, R 3M 
Co Minnesota Mining V Mfg Cn Ip 20634 35V 


— 0310040099 OA program approval for Radioactive Matl Package 0466, h*v j 
MACDONALD, C E Transportation Branch 03/09/23 Jp 20634 350 


DOCKET 71-0503 PENN INSPECTION CO 


0J1O13O253 Forwards response to 830824 request re organi lati on, QA/QC 
program tt implementing procedures 

PATTERSON, H Dig State X-Ray 03/09/26 MACDONALD, C C 
Transpor tation Branch 6pp 20/D4 351 


Q31024030S Forwards QA program approval for Radioactive Met! Package 
0503, Rev 0 

MACDONALD, C C Transportation Branch D3/1O/10 PATTERSON. H Psi.n 
Inspection Co Ip 30904 350 


— 8310240307 QA program approval for Radioactive Matl Package 0503, Rev 0 
MACDONALD, C E Transportation Branch 03/10/10 Ip 20V04 359 


DOCKET 71 '0504 TEXAS UTILITY GENERATING CO 


B3101G0399 Notifies of intention to apply 10CFR50, App B OA progrem to 
packaging << transportation of radioactive matls as required 
by 10CFR71 81 it lOCFR?! 101 <b> 

KUYKENDALL. J C Texas Utilities Generating Co 03/09/n Of fire 
of Nuclear Material Safety & Safeguards, Director Ip 20025 35V 


6310240317 Forwards OA program approval for Radioactive Natl Package 
0 504, Rev 0 

MACDONALD, C E Transpor tation Drancb 03/10/10 JONES, R A Toias 
Utilities OenerotJng Co Ip 20907 163 


--8310240319 OA program approval for Radioactive Matl Package 0504, 
Rev 0 

MACDONALD, C E Transportation Branch 83/10/10 Ip 20907 (64 


DOCKET 71-0505 SOUTHWEST RESEARCH INSTITUTE 


6310190343 Provides matrii ahouiing applicability of QA program ifth-nual 
to Reg Guide 7 10 for shipment of reactor pressure vessel 
surveillance capsules, per 830920 telcon 

NORRIS, E B , MADRITO, B Southwest Research Institute 03/09/21 
OORDON. L Transpartat ion Branch 3pp 20042 303 


8310110402 Forwards QA program approval for Radioactive Matl Package 
0505, Rev O 

MACDONALD, C E Transportation Branch 03/07/29 MADRITO, D 
Southwest Research Institute Ip 20713 342 


— 0310110410 QA program approval for Radioactive Matl Pack.^ge 0505, 
Rev 0 

MACDONALD. C E Transportation Branch 03/09/29 Ip 20713 343 


DOCKET 71-0506 BABCOCK it WILCOX CO 


0310110416 Forwards QA program approval for Radioactive Matl Package 
0506, Rev O 

MACDONALD, C E Transportation Branch B3/09/29 FERREE, D V. 
Babcock 6 Wilco* Co Ip 20713 352 


— 0310110423 OA program approval for Radioactive Matl Package 0506. Rev 
0 

MACDONALD, C E Transportation Branch 83/09/29 Ip 20/13 353 
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DOCKET 71-^909 HDDO GE-21PF-1, QFNERAU ELECTRIC CQ 


Q3J0050019 Informs that drawings submitted u/830720 application rr 
Kadel M-2IPF-1 packaging U5i 1 1 be placed in PDR unless 
withholding requested uithin IS days of 1 tr 

MACDONALD, C E Transportation Dranch Q3/0‘7/2i NARDI.A J 
Ueatinghousc EJectric Corp Ip 20650 271 


8310I70342 Requests registration as user of Models OE^SlPF-1 St 
w-2ipr~i 

WEINTHAUU.AA Energy, Dept of 03/10/03 MACDONALD, C E 
Transportation Branch Ip 20795 237 


DOCKET 71-3059 MODEL NrS-URANVL NIT . NUCLEAR FUEL SERVICES, INC 


9310050114 Notification of registration as user of Model NFB-URANYL -N1 i 
xn rBsponse to 000901 request 

MACDDMALB, C £ Transportation Branch 03/09/26 MAICR.J B Al H ed 
Oeneral Nuclear Services Ip 20650 237 


DOCKET 71-3008 MODEL 0347 1 0-1, D34710-2, ROCKWELL INTERNATIONAL CORP 


8310050097 Notification of registration as. user of Models D □4710~l tt 
D 34710-a in response to 03092? request 

MACDONALD, C E Transportation Branch 03/09/86 COOK* G N 

Michigan, Univ of, Ann Arbor, Ml Jp 206S0 054 


DOCKET 71-5450 MODEL RCC, -J, -2, -3, -4, WESTINOHQUSG ELECTRIC CDRI^ 


8310S00451 Application to amend Certificate of Compliance 5450 for RCL 
shipping pac kage, increasing fuel enrichment by limiting 
shipment to one fuel assembly per shipping container 
MARDfiA J Wastinghouse Electric Corp 83/10/04 JIACDQNAI D, C E 
Transportation Branch 4pp 20044 352 


8310240257 Forwards Rev 17 to Certificate of Compliance 5450 for 
Modalo RCC,ncC-l, RCC-a, RCC-3 Jc RCC-4 

HACDDNALD. C E Transpcirtati on Branch 03/10/13 NARDI.A J 
WestinghousB Electric Corp Ppp 20907 260 


--0310240259 Certificate of Compliance 5450, Rev 17, for Models RCC,RCC-J, 
RCC-2, RCC-3 t RCC-4 

MACDONALD, C E Transportation Branch 03/10/13 6pp 20907 270 


DOCKET 71-5595 MODEL L8,M ORNL URANIUM SHIELDED CASK, ENEROYr DEPT Of 


8310190335 Forwards Certificate of Compliance 5595, Rev 5 for Models 
L S( M Changes include deletion of deiomposi t ion temp for 
special f orm, correc tions to print ref it, changes re rev to 
DOT regulations 

TRAVI6,WH Energy. Dept of 03/09/30 MACDONALD, C E 
Transportation Branch ip 20843 167 


B310170170 Forwards Rev 5 to Certificate of Compliance 5595 for Models 
L M ORNl U shielded cask 

WEINTRAUD.A A Energy, Dept of 0D/1O/O4. MACDONALD, CE 
Transp ortati on Dranch 3pp 20798' 202 


—0310170175 Certificate of Compliance 5599, Rev 5, for Models L It H ORNL 
U shielded cask 

TRAVIS, MH Energy, Dept of 03/09/20 2pp 20798 204 


0310190237 Forwards Rev 0 to Certificate of Compliance 5595 for 
Kodel L&M 

MACDONALU, C E Transportation Dranch 83/10/13 WEINTRAUD, A A 
Energy, Dept of Ip 20030 007 


--8310190240 Certificate of Compliance 5595, Rev O, f or Model LI,M 

MACDONALD, C E Tran sporta ti on Branch 83/iO/IO. 4pp 20B3B' 08D, 


DOCKET 71-5797 MODEL INNER It OUTER HFIR UN, ENERGY, DEPT OF 


831 0200333 Requests registration as user of Models HFlR, ON It TREA1 . 
REGAN, N. A Babcock It Wilco* Co 83/10/10 MACDONALD, C E 
Transportation Branch 3pp 20844 266 


DOCKET 71-5005 MODEL CNS 3-55, CHEM-NUCLEAR SYBTEMB, INC 


8310190332 Application for rev to Certificate of Compliance 5B05 for 
CNS 3-35 cask allowing 15 shipments of activated stainless 
steel In thermal shield sections for transport to Barnwell 
site by 031231 Fee enc 1 

POPPE, L K Chem-Muclear Systems, Inc 83/00/10 MACDONALD, C E 
Transportation Dranch 5pp 20042 290 


DOCKET 71-5028 MODEL TREAT. ENERGY, DEPT DF 


8310200333 Requests registration as user of Models HFIR, UN It TREAT 
REOAN, N A Babcock &. Wilcoi Co 03/10/10 MACDONALD, C E 
Transpor tation Branch 3pp 20B44 266 


DOCKET 71-5908 MODEL DDT-6M TYPE Q, BABCOCK 8, WILCOX CO 


0310130249 Requests registration as user of Model D0T-6M 

BOATRIOHTrP A 01 Corp 83/09/20 MACDONALD, C E Transportati on 
Branch Spp 20754 357 


DOCKET 71-5939 MODEL GE-1500, GENERAL ELECTRIC CO 


8310170744 Requests registration as user of Model OE 1500 
WEINTRAUStA A Energy, Dept of 83/09/28> MACDONALD, C E 
fraosportatlon Branch 2pp 20796 355 


0310190272 Summary of B31007 meeting u/QE in Silver Spring* MB re 
proposed amends to package design concerning Models 
GE-200. 1500, 1600 I, 0500 

ODEOAARDENiR H Transportation Dranch 03/10/13 Transportation 
Branch 2pp 20B43 165 


DOCKET 71-5957 NOBEL BMl-l, BATTELLE COLUMBUS LABORATORY 


8310070005 Forwards request for addl info needed to complete review 
of request for amend to Model BMl-1 packaging. Info should be 
submitted in form of revised pages within 30 days of I tr 
date 

MACDONALD, C E Transportation Dranch 03/09/23 DURIAN, R J 
Dattelle Memorial Institute, Columbus Laboratories 3pp 20674 360 


0310050097 Notification of registration as user of HodeU D 347iO-l t< 
D 34710-3 in response to 030922 request 

MACDONALD, C C Transportation Branch 83/09/36 COOK, 0. K 

Michigan, Unlv of, Ann Arbor, Ml Ip 20650 054 


DOCKET 71-5971 MODEL OE-gOO, GENERAL ELECTRIC CO 


0310190272 Summary of 931007 meeting u/GE In Silver Spring, MD re 
proposed amends to package design concerning Models 
oe~200, 1500, 1600 it 8500 

QDEGAARBENi R H Transpor tation Dranch 83/10/13 Transportation 
Branch. 2pp 20043 165 


DOCKET 71-6003 MODEL* M-130, ENERGY, DEPT OF 


8310050016 Forwards Rev 6 to Certificate of Compliance 6003 for Model 
M-130 

MACDONALD, C E Transportation Branch 03/09/26 ENGEL, W p 
Energy, Dept of Ipp 20650 261 


— 0310050041 Certificate of Compliance 6003, Rev 6, for Model M-t30, 

MACDONALD, C E Transportation Branch 83/09/26, 6pp 20650 262 


DOCKET 71-6144 MODEL' B-2, U 8 ECOLOGY. INC 


9310200422 Forwards summary of radioactive matls Inventory scheduled 
for delivery to Monterrey, Mes Sco to reestablish business 
operatians 

WALKER, E L Ead Metallurgical, Inc 03/09/28. RANL, R R 
Transportation, Dept, of lOpp 20859 283 


8310130095 Summary of 830920 meeting w/EAD Me tal 1 urg leal* Inc in Silver 
Spring, MD re shipment of radioactive motl stored in Richer 
Warehouse, Laredo, TX to Monterey, Mex ico for reestablishment 
of tmotie detector business 

ODEOAARDEN, R H Transportation Branch 83/10/06, Transportation 
Branch 2pp, 20777 025 
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0310200013 Amends Certificate of Compliance 6144 to authoriie certain 
radioactive matl* dB<9crited m 030933 1 tr addl contents 
for Model D*-a 

HACD0NA1_D. C E Tronspor tattoo Qranch 03/10/^13 VjALKEFIt E L Cad 
Me tal lurglca 1 / Inc 2pp 20044 P-ht 


docket 71-6166 MODEL 0 51* ENEROy, DEPT CF 


S31O11061*? Foruardi Rov 3 to Certificate of Compliance 6J66 for Model 
0 ST 

MACDOMALDiC E Transportation Branch 63/10/06 JACKSOMi C D 
EneC-S^r Dept of Ip 20701 3S3 


— 0310110622 Certificate of Compliance 6J66«Rev' 2 for Model 0 ST 

MACDONALD, C E Transportation Dranch 83/10/06 3pp 20701 354 


DOCKET 71-6346 MaOEL F5V-1, OA TECHMOLOOl ES, IMC 


DOCKET 71-6601 MODEL CN& 8-120, CHEM-NUCtEAR SYSTEMS, INC 


03101 70740 Ap p 1 ire ti on for rcncuiel of Ceitlficate of Compliance 6AP1 
for Modrl CNS Q-J20 SAR end 

CORBETT. x/B Ohem-Nucl ear Syt toms. Inc 79/11/19 MACDDWALD.C i. 
Tranaportat ion Branch Ip <20812 001 


— 031O17O75O "SAR far Shipment of Radioactive Matl in CMS 0-120 
(LL-SO-IOO) r<iB|t “ 

« Chem-Nudear fayatems, Jnc 79/10/3J I32pp 20812 002 


DOCKET 71-6679 MODEL 6679. U S ECOLOGY, INC 


0310300330 Advises that response to 030914 request for addl n>fo id 
821 223< 630410 «« 0630 applications for reneual of Certificatt 
of Compliance 6679 uiiH bp provided by 031104 

WALLER. W K OS Ecology. Inc (foT/tiorly Nuclear Enoinecrinfll 
83/10/12 MACDONALD, C E Transportation Dranch 2pp 20644 37? 


0310130270 Application far amend to Certificate of Compliance 6346, 
allouiing use of SxA-inch tar of steel fashioned into 13- 
inch ID ring as added shielding for contents of burial 
1 iner 

MOWRV, W n OA Technologies, Inc /Oeneral Atomic Co B3/09/19 
MACDONALD. C Transportation Dranch 2pp 20751 204 


— S310I30274 "Consolidated Design Rept for Fort St Vraln Fuel Shipping 
Ca^k " 

» GA Technologies* Inc /General Atomic Co. OADR-55 ADD04 
83/09/30 60pp 20751 286 


8310170064 Foruards section of Chapter S’ Prom "Theory of Flow & 
Fracture of Solids," Voi 2 hy A Nadai.ln response to 
criticisms of safety ana lys i s< GADRj Addendum iViRev i for 
uaste canister for small highly irradlatod hardware 
MQWRViU n GA Technologies* Inc /General Atomic Cp B3/09/30 
NACDDNALD, C Transportation Branch 6pp 2D790 029 


DOCKET 71-6697 MODEL OE-aSOO, GENERAL ELCCfRlC CD 


0310170232 Requests registration as user of Model 0n-B50D Forujai d ing 
address for oil future correspondence !< documentation 
provided 

DEAL.R L Chem-Nutlear Systems, I nr 03/09/30 MACDONALD, C h 
Transportati on Branch 2pp 20796 282 


8310190272 Summary of G31007 meeting u/QE in Silver Spring. MO re 
proposed amends to package design concerning Models 
GE-200. 1500, 1600 {, 0500 

aOEGAARDEN, R H Transportation Dranch 03/10/13 Transportation 
Branch 2pp 20043 165 


DOCKET 71-6771 MODEL BN-1. METROPOLITAN EDISON CO 


DOCKET 71-6400 MODEL 6400, WESTINGHOI^SG ELECTRIC CORP 


8310170739 Faruards adrfl info supporting Naval Reactors 830422 
statement re reactivity effect of replacing all or part o>f 
polyurethane foam w/o^ater Reactivity level would decrease 
slightly due to importance of neutron absorption 
ENOEL.N P Energy, Dept of 83/09/26 MACDONALD. C E 
Transportation Brancli. 5pp 20796 35/ 


0310060332 Summary of 830922 meeting u/Sandia Natl Labs in Silver 
Spring, MD re shipments of transuranic tiiaste mails in TRUPAC 
pactag 1 ng, 

QDEOAAROENjR H Transportati on Branch 03/09/29 Transportation 
Branch 2pp 20660.212 


DOCKET 71-6470 MODEL 4T* ENEROT. DEPT DF 


0310120001 Furiuards Rev 2 to Certificate of Compliance 647B fnr Model 
4T 

MACDONALD, 0 E Transportation Branch 83/10/06 JACKSON, C D 
Energy ^ Dept of 2pp 20749 356 


8310190351 Requests registration as user Of Models NMPAC 14/190L. 
NUPAC 14/ 190Hi NUPAC 14/190M t* SN-1 forwarding address for 
all future corrcspandeTice provided 

DEALiR L Chem-Nin: lear Systems, Inc 03/09/22 MACDONALD, C E 
Transportation Dranch 2pp 20843 171 


0310240297 Notification of registration as user of Models BN~1 & 
NUPAC-i4/l90L, 14/190H !, 14/190H in response to 030922 
r equest 

MACDOMALDIC E, Transportation Dranch 03/10/18 DEAL,R 
Ghem-Nuclear Eys terns, Jne ip 20904 350 


DOCKET 71-9009 MODEL FL lO-l, OENERAL ULECTRIC CO 


83 1 0070017 Requests submittal of consolidatod appl i cation* si/dradiingv. 
incorporating all previous submi ttals, f or renewal of 
Certificate of Compliance 9009 for Model FL lO-t packaging 
Rev 10 will not expire until final NRC determination 
MACDONALD, C E Transportation Dranch 03/09/22 VAUSHAN, C M 
General Electric Co Ip 20671 363 


DOCKET 71-9010 MODEL NLI-l/2i NL INDUSTRIES, INC 


— 0310120002 Certificate of CompUance 6478, Rev 2, for Model 
MACDONALD, C E Tran ipor fc atioji Branch 83/10/06 3pp 


41 

20749 350 


DOCKET 71-655(5 MODEL 6-OS-l. ENERGY, D£PT OF 


6310170306 Application for rev to Certificate of Compliance 655D to 
approve use of shielded shipping cask sys for shipment of 
I Ci Ra-226 In form of RaBr<2) in spherical beryllium 
container 

WEINTRAUB* A. A Energy. Dept. of. 03/10/04. MACDONALD, CC 
Traniportatlon Branch. llpp 20796 134 


0310170234 Discusses status of util preparations to remove sprnt Purl 
from Western New York Nuclear Sve Ctr Utils will rely on DOE 
to undertake all activities re loading fuel for shipment. per 
030812 moating Ltr forwarded to DDE encl 

CHARNOFF. 0 Sheui, Pittman, Potts Sc Trowbridge CHARNQFF.O 
Wisconsin Electrlr Power Co CHARNOFF, G Commonwealth Edison Co 
B3/09/21 MACDONALD. C E Transportation Dranch 9pp 20/96 273 


0310190320 Requests registration as user of Model NLI-1/2 far 
Licanse DPn-l6 

FIEDLER, P D General Public Utilities - GPU Service Corp 83/09/26 
Office of Nuclear Material Safety U Saf eguards, Direc tor 3pp 
20842 295 


DOCKET 71-6S74 MODEL HN-200, HITTMAN NUCLEAR & DEUELOFMeNT CDBP. 


6310200014 Requests registration a« user of Klttman Nuclear 1 
Ofvelopment Corp Model HN~aOO. 

ZUPKO, J. tt Public Service Electric fc Gas Co of New Jersey 
83/07/29 MACDONALD. C E Transportation Branch 2pp^ 20844 261 


8310250015 Notification of registration as user of 
response to 030926 request 

MACDONALD, C E Transportation Dranch 03/10/10 
Public Utilities - GPU Service Corp Ip 20916 


Model NLI-l/y in 

SNIDER.T Oenpial 
109 


0310240289 Notification of registration as u»*r of Model HN-200 in 
response to 030729 request. 

MACDONALD, c E Transportation Branch 83/10/18 MIDURA. H J. 
obllc Service Electric fc Oas Co of New Jersey, Ip 20907-327 
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DOCKET 71-9016 MODEL TN-9, NO USERS 


G310170304 Dtscirsae? status of uttl preparations to remove spent Fuel 
from Western New York Nuclear Sve Ctr Utils will roly on DOE: 
to undertake all activities re loading Fuel for shipmentj per 
63DQtS mooting Lti forwarded to DUE enc 1 

CKARNUFFjG Shaui Pittiraor Potts << Trowbridge CHARN0Fr,0 
Wisconsin Electric Power Co CHARNOFEi G Cooimanweal th Edison Co 
83/09721 MACDUNALD. C E Transportation Branch 9p p 20796 £'7J 


0310110090 Amonds Certificate of 
bearing waste mails containing 
as add! contents of Model N-5b 
enc 1 

MACDONALD* C E Transportation 
Energy* Dopt of 2p p 20607 


Compliance 9070 to autboriie U oxide 
up to 5 9 U-S33 tt U-235< 
package Approval record 

Branch B3/09/29 ENOEL. W P. 

351 


DOCKET 71-9000 MODEL 90BO* HITTMAN NUCLEAR S< DEVELOPMENT CORP 


DOCKET 71-9027 MODEL 741 it 741F. TECHNICAL OPERATIONS. INC 


031-0170221 Requests registration as user of Models 74I.850 j920 Ic 771 
MALINOWSKI. F A Fbasco Services. Inc (subs of Enserch Corp 1 
B3/0972O MACDONALD. C E Transportation Branch 2p p 20796 294 


0310050046 Harked-up memo advising that enc 1 Hittman Nuclear 1* 
Development Carp 030010 proprietary appl i cati ohji assoc lated 
SARs Sc drawings re Model 9000 package design should be 
placed in PDR 

MACDONALD. C E Transportation Branch 83/08/18 SCOTT* 8 Document 
Management Branch Ip 20650 076 


8310240292 Notification of registration as user of Models 741.050.920 
ft 771 in response to 030920 request 

MACDONALD. C E Transportation Branch 03/10/18 DULLEN. H C 
E-basco Services. Inc (subs of Enserch Curp > Ip 20904 349 


— G3100S0056 Forwards responses to NRC 830620 Itr re application far 
renewal of Certificate of Compliance 9080. authori r Ing use of 
Model 9080 radioactive mails package W/three oversize 
drawings Aperture cards are available in PDFt 
PHILLIPS. J W Hlttman Nuclear it Development Corp (subs of 
Hittman Corp ) 83/08/18 MACDONALD. C E Transportation Branch 

8pp 20650 077 


DOCKET 71-9032 MODEL 650. TECHNICAL ORCRATIONS. INC 


8310190293 Requests registration as user of Models 660 Sf 650 

DRIGGERS. S E LaBarge. Inc 03/09/29 Transportation Branch 
Ip 20942 OSO 


— 0310050065 Replacement pages for *'SAR for Model 9080 Raduaste Shipping 
Cask ■* 

« Klttman Nuclear Development Cerp (subs of Hittman Corp 1. 
83/00/ le a3pp 20650 OBI 


8310170215 Requests registration as user of Tech/Qps Model 6S0 

KAWACHI.M H Navy. Dept of. Pearl Harbor Naval Shipyard 03/10/03 
MACDONALD. C C Transportation Branch Ip 20777 361 


— B310050074 Rev 5 to Procedure HNDC-0-001-7. "Cask Handling Procedure 
for HN-600 Shielded Transport Cask '■ 

« Hittman Nuclear it Development Corp (eubs of Hittman Corp }. 
03/00/15 I0pp 20650 104 


DOCKET 71-9033 MODEL 660 it hbOE, TECHNICAL OPERATIONS. INC 


0310190393 Requests registration as user Of Models 660 650 

DRIGGERS.se LaBarge. Inc 03/09/29 Transpor ta tion Dronch 
tp 20Q42 050 


8310170209 Requests registration as user of Tech/Qps Model 660 

KARACHI I M Navy. Dept of. Pearl Harbor Naval Shipyard 83/10/12 
MACDONALD. C E Transportation Branch Ip S079B 0B5 


8310190324 Requests registration as user of Comm Ed Model 7-100 for 
License DPR-40 Foruiardlng address for all Future 
correspondence it documentation provided 

JONES. W C Omaha Public Power District 03/09/16 MACDONALD. C. E 

Transportation Branch 2pp 20042 293 


83100S0195 Forwards request for addl info re reniieal of Certificate of 
Compliance 9080 for Model 9080 packaging Info should be 
submitted in form of revised pages within 45 days 
MACDONALD, C Transportation Dranch 03/09/22 PHILLIPS. J. W. 
Hittman Corp 2pp 20650 214 


DOCKET 71-9039 MODEL 715. TECHNICAL OPCRATIONB, INC 


8310170334 Requests registration as user of Model 715 Rev 6 to 
Certificate of Compltancs 9039 end 

LEWIS. L Duke Power Co 83/09/27 MACDONALD, C C Transportation 
Dranch Ip 20795 269 


8310250022 Notification of registration as user of Model 715 in 
response to 030927 request 

MACDONALD. C E Transportation Dranch 83/10/18 PARKER. W O Duke 
Power Co Ip 20908 359 


DOCKET 71-9044 MODEL 0E~1600. GENERAL ELECTRIC CO 


8310190272 Summary of 831007 meeting w/OE in Silver Spring. MD re 
proposed amends to package design concerning Models 
OE-200. 1500. 1600 it 8300 

ODEOAARDEN. R H Transportation Branch 83/10/13 Transportoti on 
Branch 2pp 20Q43 165 


DOCKET 71-9070 MODEL N-55, ENERGY. DEPT OF 


0310170027 Application for rev to Certificate of Compliance 9070 to 
Include fissile powder as authorized contents of overpack 
shipping container Model N-d5 

ENGEL. W P Energy. Dept of 03/07/29 MACDONALD. CE 
Transportation Dranch 4pp 20798 340 


9310060599 Forwards Rev 9 to Certificate of Compliance 9070 for 
Model M-S5 

HACDDNALD.C E Transportation Branch 03/09/29 8IMCHUK. J D 
Nuclear Packaging. Inc 3pp 2066X 153 


—0310060600 Certificate of Compliance 9070.R«v 9. for Model N-55 
Approval record end 

HACDDNALD.C E Transportation Dranch 03/09/29, 4pp 20661 156 


DOCKET 71-9006 MODEL HN-100. SERIES 1. HITTMAN NLPCLEAR ti DEV. CORP 


0310190302 Requests registration am user of Hittman Nuclear S. 
Development Corp Model HN-t-00 

ZUPKO, J M Public Service Electric L Oas Co of New Jersey 
03/07/29 MACDONALD. CE Transportation Branch. Ip 20040.325 


0310310420 Advises that end proprietary drawing h 83i011 application 
re Model HN-100 aerias 1 package design should be placed in 
PDR 

MACDONALD. C E Transportation Dranch 03/10/14 8C0TT. 8 Document 
Management Branch Ip 20965 119 


— 8310310430 Forwards.for rif.ane oversize draining reflecting as-buIlt 
configuration of drain plug Tube outer edge joined around 
perimeter of cask body u/existlng fillet weld Aperture card 
i 1 available in FDH 

LEDDC.R J Hittman Nuclear Ic Development Corp, (subs of Hittman 
Corp ) 03/10/11 MACDONALD, C Transp ortation Branch 2pp, 

20965 120 


0310240300 Notification of registration as user of Model MN-IOO. 
Series I in response to 030729 request 

MACDONALD, C E Transportation Dranch 03/10/18 MIDURA.H J 
Fubllc Service Electric it Qas Co of New Jersey Ip. 20904 360. 


DOCKET 71-9009 MODEL HN-IOOB. HITTMAN NUCLEAR tt DEVELOP, CDRP 


8310190298 Requests ragistratlon as user of Hittman Nuclear k 
Development Corp Model HN-lOOS for License DPR— 20 

MURPHY. H P Vermont Yankee Nuclear Power Corp 03/09/28 Office 
of Nuclear Material Safety b Bafeguards. Direc tor, 3pp 20841:330 


8310250029 Notification of registration as user of Model HN~1009 in 
response to 830920 request, 

MACDONALD, C E Transpor tati on Dranch 83/10/18 Vermont Yankee 
Nuclear Power Corp, Ip 20900.338 
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DOCKETED ITEMS 


DOCKET 71-*? 092 HDD EL HM-300, HITTMAN NUCLEAR U DEVELOPMENT CORP 


DOCKET 71-9126 MODEL 20. 20A, bO, 50 A, GAMMA INDUSTRIES 


B31017022B Appllcjfcian revise Certificate of Compliance 9092 for 
HNDC Model HN-200i e s t end Ing e^rplration date to 681130 
LEDUCi R J Hlttrnan Nuclear lit Development Corp (suba of Hittman 
Carp ) 62/09/30 MACDONALD. C Traneporta tion Branch Jp 

20796 286 


DOCKET 71-9093 MODEL HN-400, NITTMAN NUCLEAIR fr DEVELOPMENT CORP 


6310170218 Application to revite Certificate of Compliance 9093 For 
HNDC Model MN-400i e i tend Ins erpiration date ta 601130 
LEOl/CfR J Hlttman. Nuclear Ic Development Corp (subs of Hlttman 
Corp } B3/09/30 MACDONALD. C Transportation Dranch Ip 

20797 339 


DOCKET 71-9095 MODEL CNS 21-300. CHE M-NUC LEAR 8VST£MS. INC 


6310170211 Requests registration as user of Model CNB 21-300 

NELSHj J A International Neutronicsi Inc 83/10/04 MACDONALD. C 6 
Tr ansportation Branch Ip 2079B 083 


DOCKET 71-9100 MODEL KKP-20-4950. KERR-MCOEE NUCLEAR CORP. 


6310050053 Foruiards Rev 4 to Certificate of Coffvpl lance 9100 for 
Morfel KKP -20-49 50 

MACDONALD. C E Transportation Branch 83/09/25 SHELLEY, W J 
Ktrr-McOec Nuclear Corp 2pp 20650 145 


— 83100500S7 Certificate of Compliance 9100»R»v 4, for Model MKP-20-49fiO 
MACDONALD. C. E Transportation Branch 83/09/25 4pp 20550 14'/ 


DOCKET 71-9J05 MODEL RAD-WABTE CR. 1 , CH6M-NUCLEAR SYSTEMS, JMC 


6310170192 Forwards response to B304S5 questions re Model CNS 5-101 
thlppinn package Rev 1 to BAR for Model CNS 5''101 also end 
POPPEfL H Chem-Nu clear Systems, Inc 83/09/30 MACDONALD. C E 

Transportation Branch 7pp 20813 011 


—8310170195 Rev i to '*SAR for Chem-Nuclear Sye. Inc Model CNS 5-101 Type 
A Radueste Shipping Cask " 

♦ Chem^Nuclear Sgstems. Inc 83/09/30 i2pp 20813 017 


DOCKET 71-9107 MODEL* 771, TECHNICAL DP Eft AT IONS. INC 


8310170221 Itequefts regittratlon as user of Models 741.850,920 I. 771 
MALINOWSKI. F A Etasco Services, Inc (subs of Enserch Carp ) 
83/09/20 MACDONALD. C E Transportation Branch 2pp 20796 294 


8310240292 Notification of replitTafeion as user of Models 741,850.920 
li 771 In response to 830920 request 

MACDONALD. C E. Transportation Branch. 63/10/18 DOLLEN, H C 
Ebaico SsTvlces, Inc (subs of Enserch Corp ) tp 20904 349 


DOCKET 71-9108 MODEL CN8 5-75. CHEK-NUCLEAR SYSTEMSi INC 


0310110628 Forwards Rev 4 to Certificate of Compliance 9100 for 
Model CNB 6-75 

MACDONALD, C E Transportation Branch 03/09/30, DEAL, R 
Chen-Nuclear Systems, Inc 3pp. 20706 349 


—0310110631 Certificate of CofipUanct 9108, Rev 4. for Model CNS 6-75 
MACDONALD, C. E Traniportetlon Branch 03/09/30 6pp 20706 352. 


DOCKET 71-9111 MODEL* CNS 6-00-2 it CNB 6-aO-2A, CHEM-NUCLFAR 8YB, INC. 


8310170295 Forwaids payments for request for renewal of C er 1 1 f i cj k-es 
pf Compliance 9126.9127 «c 9120 which expire on 031031 
Existing & future packages will be mfg !< used according to 
previously submitted drawings 5 info 

STUCKEY.BO Nuclear System Q3/09/13 MACDONALD. C E 
Transportation Branch 2pp 20/96 241 


8310110525 Forwards Rev 3 to Certificate of Compliance 9126 Por 
Models 20. 20A. 50 & 30A 

MACDONALD. C E Transportation Branch 63/10/06 RIDDLE, U H 
Nuclear System 2pp 20705 357 


— 0310110527 Certificate of Compliance 9126, Rev 3, For Models HO. 2SA, ‘ 
50A 

MACDONALD, C E Transportation Branch 63/10/05 3pp 20706 3 & 


DOCKET 71-9127 MODEL 100. lOOA, 200. 900A. GAMMA INDUSTRIES 


8310170295 Forwards payments for request for renewal of Certlflcalu 
of Compliance 9126.9127 & 9J20 which expire on B31031 
Existing S( future packages will be mfg I. used according to 
previously submitted drawings It info 

STUCKEY, S G Nuclear System 63/09/ 13 MACDDNALD. C F 
Transportation Branch 2pp 20796 241 


8310110621 Forwards Rev 3 to Certificate of Compliance 9127 for Mcdel 
100, 100 A, 200 4c 200A 

MACDONALD, C E Transportation Branch 03/10/06 RIDDLE, D H 
Nuclear Syatein 2pp 20714 352 


— 8310110623 Certificate of Compliance 9127. Rev 3, for Models 100, (C'OA 
& 200A 

MACDONALD, C E Transportation Branch 83/10/06 3pp 20714 35 


DOCKET 71-9128 MODEL C-0, GAMMA INDUSTRIES 


8310170295 Forwards payments for request for renewal of Certificate* 
of Compliance 9126. 9127 it 9128 which expire on 031031 
Existing & future packages will be mfg 1. used according to 
previously submitted drawings it info 

STUCKEY. 8 0 fluclear System 83/09/13 MACDONALD, C E 
Transportation Branch 2pp 20796 241 


031O17O35S Requests registration be user of Model C-S 

KAWACHI.M H Navy, Dept of. Pearl Harbor Naval Shipyard 03/10/0 
MACDONALD. C E Transportation Branch Ip 20795 238 


8310110611 Tarwards Rev 3 to Certificate of Compliance 91S8 for 
Model C-a 

MACDONALD. C E Transpor tation Branch 03/10/06 RIDDLE. D H 
Nuclear System. 2pp 20703 346 


— 8310110514 Certificate of Compliance 9120, Rev 3, for Model C-8 

MACDDNALD. C E Transportation Branch 03/10/06 3p P 20703 34 


DOCKET 71-9132 MODEL T-3. ENERGY. PEPT PF 


G310170291 Forwards amended Page 6-6 to T-3 BAR clarifying 930215 
request for addl info re test procedure insuring all 
residual sodium clarified 

HANSEN. L J Pacific Nuclear System* Services. Int 03/09/19 
MACDONALD.C E Transportation Branch 3pp 20796 242 


DOCKET 71-9143 MODEL: 920. TECHNICAL OPERATIONS, INC 


8310170221 Requests registration as user of Models 741,050,920 6 771 
MALINOWSKI. F A Ebasco Services. Inc (subs of Enierch Corp > 
83/09/20 MACDONALD.C E Transportation Branch 2pp 20796 294 


0310170505 Allvises that Model CNB6-B0-2 will be used for shi 
radioactive Matl generated at Oyster Creek 
FIEDLER, General Public Utilities - OPU Service Corp, 
Office of Nuclear Material Safety Ir Saf eg uard s. Director 
S0Q14: 146. 


pment of 

83/09/1 

3ep 


& 


8310240292 Notification of registration as user of Models 741,850,920 
8( 771 In response to 830920 request 

MACDONALD.C C Transportation Branch 03/10/18 PULLEN. H C 
Ebasco Services, Inc (subs of En»«rch Corp > Ip 20904 349 


8310260013 Netlficetlon of regietration as user of Model CNS 6-80-2 In 
response to 030916 request, 

MACDONALD, c E. Transportation Branch. 83/10/18 SNIDER, T General 
Public Utilities - GPU Service Cerp. Ip, 20928*045 



DOCKETED ITEMS 
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ODCKET 7 J ”9 14 5 MODEL NUPAC 50-1 5L, -2 5L, -3 OL & -4 0L< NO USERS 


0310190285 Application for rev to Certificate of Compliance fot 

NUPAC 50* upgrading const (Tiatl to ASTM A-5t6 Grade 70 
HANSEN, L J Nifclear Packaging, Inc 60/09/19 MACDONALD, C E 
Transportation Branch Gpp 20040 204 


— 8310190380 Revised NUPAC 50 SAR 

« Nuclear Packaging. Inc 80/09/19 12Spp 20040 20/ 


DOCKET 71-91 A7 MODEL 050, TECHNICAL OPERATlONSi INC 


8310170221 Requests registration as user of Models 741,050,920 & 771 
WALINOWSKIjF a Ebasco Services, Inc (subs of Enserch Coi p > 
83/09/SD MACDDNALDiC E Transpor ta tl on Branch 2pp 2079di 294 


0310240292 Notification of registration as user of Models 741,050,920 
/7l In recponse to B30920 request 
MACDONALD, c E Transportation Branch 03/10/10 DULLEN,H C 
Ebasco Services, Inc (sobs of Ensarch Corp ) tp 20904 349 


COCKET 71-9151 MODEL HN-lOO, SERIES 3, HlTTMAN NUCLEAR «f DEV CORP 


0310030561 Foruards revised pages to 030629 application for Model 
Hn-IOOj Ser i fls 3 packaging, per 830024 request Su/nmary of 
changes cnc 1 W/five oversize drauings Aperture cards arc 
available in PDR 

VDIT,R E nub Corp 03/09/12 MACDONALD, C E Division of Fuel 
Cycle b Material Safety 2pp 20603 025 


'*-0310030568 Rev C to Procedure WM-0i4, "OpeTating Instructions foi 
Loading U Unloading NUS-14-170 Series 1 Cask 
* HUB Corp 03/09/12 IQpp 20603 02/ 


— 0310030574 Rev B to Procedure WM-012, "NUS-14-170 Series 1 Maint 
• NU8 Carp 03/09/12 13pp 20603 045 


DOCKET 71-9192 MODEL CNS 1-13C II, CHEM-NUCLEAR SYSTEMS, INC 


8310070059 Forwards Rev 4 to Certificate of Compliance 9152 for Model 
LNS 1-13C ri 

HACDOMALDiCE Transportation Branch 83/09/26 DEAL. R 
Chem-Nuciear Systems, Inc 2pp 20671 344 


— 0310070062 Certificate of Compliance 9158, Rev 4, for Model CNS 1-13C II 
MACDONALD, C E Transportation Branch 83/09/26 4pp. 20671 346 


DOCKET 71 -91 SB MODEL CNS 3-70, RIDIHALGH, EOOERS L ASSOCIATES 


0310050021 Ack withdrawal of 020126 application requesting approval of 
Model CNS 3-70 packaging Rovlow terminated 

MACDONALD. C £ Transportation Branch. 03/09/23 EOOERS, P E 
Rldihalgh. Eggors L Associates Ip 20650 272 


DOCKET 71-9159 MODEL NUPAC 14/190L, /190M l< /190H, NUCl EAR PACKAGING, 


B31019D351 Requests registration as user of Models NUPAC 14/190L, 
NUPAC 14/I90HP NUPAC 14/190M L SN-1 Forwarding address for 
all future correspondence provided 

DEALiR L Chem-NucUar Systems, Inc 03/09/22 MACDONALD, C E 
Tran sport at ioT> Branch 2pp 20843 171 


0310240297 Notification of registration as user of Models BN-1 << 
NUPAC-14/ 190L, 14/190H S, 14/190M in response to 030922 
request 

MACDONALD, C E Transportation Branch 83/10/10 DEAL, R 
Chen-Nuclear Systems, Inc tp 20904 350 


DOCKET 71-9160 MODEL 20-VS 8c 40-VB, GULF NUCLEAR, INC 


831O1303B4 Forwards application For Type B certification for 20-V8 S< 
40-VS radiography camera 

HOPCRAFT. C P Gulf Nuclear. Inc 83/09/16 MACDONALD, C C 
Transportation Branch Ip 20770 017 


--fl31Oi3O306 Application for Type B certification for 20-V3 & 40-’V9 
radiography camera 

# Oulf Nuclear, Inc 03/09/16 33pp 20770,018 


DOCKET 71-9163 MODEL GNO-20, GULF NUCLEAR, INC 


6310030028 Requests registration as user of Model 0ND-2D 

PITTS. R W Petroleum Measurement Corp 03/00/30 MACDONALD, C E 
Transpor tatlon Branch Ip 20602 356 


DOCKET 71-9101 MODEL PAS-2, NUCLEAR PACKAGING, INC 


0310210331 Forwards Rev 1 to 9AR in response to 830727 comments Rev 
provides testable containment boundary within sample shield 
cavity Author! xati on to ship NUPAC PA5-2 packaging by air 
requested 

HANSEN, L J Nuclear Packaging. Inc 03/09/09 MACDONALD, C E 
Transportation Branch 3pp 20002 157 


— 0310210333 Rev 1 to NUPAS-2 BAR, changing containment boundary sample 
shield 

* Nuclear Packaging, Inc 03/09/09 55pp 2O0B2 160 


DOCKET 71-9102 MODEL HUSMAN IRRADIATOR, AGRICULTURE, DEPT OF 


0310040171 Forwards request for addl info re 030516 application for 
Model Husman Irradiator packaging Addl info should be 
submitted In form of revised pages Response schedule 
requested within 30 days 

MACDONALD, C E T-ransp ortatlon Branch 03/09/22 STRtUTKBR, 8 R 
Nuclear Packaging, Inc 3pp 20627 360 


0310170344 Forwards Rev I amends to Husman Irradiator 8AR 

TEMUB, C J Nuclear Packaging, Inc 03/10/03 MACDONALD, C E 
Transportation Branch Ip 20796 299 


—6310170349 Rev 1 ameniJs to Husman Irradiator BAR 

* Nuclear Packaging. Inc 03/10/31 13pp 20796 300 


0310310401 Forwards request for addl info re 030516 application, 
supplemented B3 1003, for approval of Husman Irradiator 
packaging Notification of planned submittal date requested 
within 30 days 

MACDONALD, C E Transportation Branch 03/10/21 TEMU9, C U 
Nuclear Packaging, Inc 2pp 20965 16B 


DOCKET 71-9104 MODEL PAS- I, NUCLEAR PACKAGING, INC 


0310200400 Application for certificate of compliance for Model PAS-l 
TEI1U8,C J Nuclear Packaging, Inc 03/10/06. MACDONALD, C E 
Transportation Branch 9pp 20074 073 


—0310200415 "SAR for NUPAC PA0-1 Packaging to 10CFR71 Type B Packaging 
Requirements *' 

a Nuclear Packaging, Inc 03/10/06 I37pp 20874 082 


DOCKET 71-9510 MODEL 0PH9. ENERGY, DEPT OF 


0310050025 Forutards Rev 0 to Certificate of Compliance 9510 for 
Modal General Purpose Heat Bource Container 

MACDDNALD, C £ Transportation Branch 03/09/23 PRICHARD, R P 
Energy. Dept of Ip 20650 273 


— 0310050030 Cartificate of Compliance 9510, Rev 0, for Model General 
Purpose Heat Source Container 

MACDONALD, C. E Transportation Branch 03/09/23 Spp 20650' 274 


DOCKET 71-9052 MODEL DT-U, ENERGY, DEPT OF 


B310060023 Summary of 030922 meeting w/DDE 8c Union Carbide in Silver 
Spring, MD re proposed mods to Model DT-14 shipping 
container 

LAKE, W H Office of Nuclear Material Bafety I, Safeguards, Director. 
03/09/25 Office of Nuclear Material Safety L Safeguards, Director 
1 p 20663 362 


0310240299 Forwards Rev 2 to Certificate of Compliance 9052 for 
Model DT-14 

MACDDNALD, C E Transportati on Branch 83/10/lB WEINTRAUB, A A 
Energy, Dept of Ip 20904 351 


— 6310240303 Certificate pf Compliance 9052, Rev 2, for Model DT-lA 

MACDDNALD, CE Traniportatlon Branch 03/10/18, 4pp 20904 > 352 
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LICENSIIMQ OF INDEPENDENT SPENT FUEL STORAGE 

nOCKET 72-0001 MOHR IS □F'ERATtONS, GENERAL ELECTRIC CO 


0310140218 Foruiirtls ]E Insp Rept 72-000 1 /03- 03 on 030729-0922 No 
rionc ocnp 1 1 4nc e Tiated 

PAPEftlELLO.C J Region 3^ Off ice- of Oirector 03/09/29 VAN 
HDOMISSEN General Electric Co 2pp Z07A2 296 


—0310140216 IE Inep Rept 72-0001/03-03 on 0JO729-O922 No nnnt omp 1 1 onf r 
noted Major arca$ inspected spent reactor fuel shipping t« 
general plant maint ac 1 1 vi 1 1 es, t adutas te mgt<10CrH2l 
reporting 6 periodic maint of packagings 

LOVENDALE. P C . GREOER. L R , PJRTLE^ Q L Region 3. Office of 
Director 83/09/29 9pp 20762 29R 



NONDOCKETED ITEMS 


:FH comm IBB I qn meeting records 


10040117 Transcript of 030916 meeting ui/Advisorv Panel on 
}oc antamina tion of TMI-S In lia&h Ingtoni DC Pp 1-65 
t Commi osi oners 03/09/16 69pp 20634 252 24X 

'iche 50-3201 03/09/ 16* 03100401 17 


.0040392 Staff requirements memo re 030921 dlscosslon in 
lashlnp ton* DC re public comments on u/aste confidence 
leclalon it proposed revs to lOCFRSO & SI Commission 
■ontlnued tocetlno In closed session 

iOyUEi J C Office of the Becretary of the Commission M03O921B 
3G/09/23 ZERDEi J E Office of Policy Evaluations Ip 20627 340 


0050107 Staff requirements memo re 830921 af f Irmation/d i acussion t» 
'Ote in Wash Ington* DC on Washington Legal Foundation motion 
• <i dlaquallfij Commissioner Oilinsky Order disposing of 
lotion approved 

laVLEi J C Office of the Becretary of the Commission H03O921C 
33/09/22 Office of the Becretary of the Commission Ip 

»O650 239 


9310120031 Transcript of 031003 briefing In Washington, DC on BWR pipe 
crack Issues Pp 1-60 Supporting doc umentati on end 
» Commissioners 03/10/03 74pp 20750 001 


B3I0130123 Staff requirements memo re 030930 discussion it possible vote 
in Wash Ington, DC on proposed rules on ATW8 contained in 
SECY-e3-293 

CHILK, 6 J Office of the Secretary of the Commission Ma30930A 
83/10/03 Office of the Secretary of the Commission Ip 
20777 021 


8310130372 Transcript of 031006 briefing In Washington, DC re result* 
of GPU it Dt(W trial matl Pp 1-42 Supporting documentation 
enc 1 

* Commissioners 03/10/06 61pp 20770 052 24X 

Flche 50-209,83/10/06,0310130372 


8310130392 Transcript of 031007 briefing by Buedlsh representatives on 
PIUS reactor in Washington, DC Pp 1-84 Supporting 
documentation end 

e Commissioners 83/10/07 94pp 20770 193 


OOSD44S Transcript of Commission 030927 briefing in Wash ington, DC re 
’ncillty schedule Pp 1-34 Viewgraphs it supporting 
Incumen tati on end 

» Commissioners 03/09/27 52pp 20640 210 24X 

^tcho 50-273,03/09/27,0310050442 


0030449 Transcript of 030727 briefing in Wash Ington. DC re rept of 
lommltteo on Rights of Individuals in Investigations 
1-35 Supporting documentation end 
> Comml ssi oners 03/09/27 67pp 20640 146 


0D50450 Transcript of 030920 briefing by Torrey Pines, Inc in 
lashing ton, DC ra independent review of util project 
igt Pp 1-66 Supporting documentation end 
t Commissioners 83/09/20 133pp 20640 001 24X 

Icho 50-350.83/09/20,0310050450 


0060463 Staff requirements memo on 630927 briefing In 
>R Topt of Committee on Rights of Individuals in 
nva ati gati ons 

iHILKiB J Office of the Secretary of the Commission 
ia/09/30 PLAINS, H E Office of the General Counsel 
IPflco of Investigation Ip 20650 361 


Washington, DC 

MB30927A 
HAVES, D D 


0070209 Staff requirements meino re 030927 discussion of proceeding 
.diedule Commission will hold 831020 public meeting In 
loshlng ton, DC re Issuee related to fuel loading 

!HliK,B J Office of the Becretary of the Commission ri03O927D 
13/09/30 Office of the Secretary of the Commission Ip 

*0676t 363 24X Flche 50-276,03/09/30,0310070209 


0110075 Transcript of 030930 af f irmatlon/d Isc ustion 8, vote In 
lashing ton, DC re BECY-03-343, "Final Rule on Temporary OL 
tu thtiri ty '* Pp 1-4 

, Commissioners 83/09/30 /pp 20682 340 


0110427 Transcript of 030930 d 1 scuisi on/possi b 1 e vote in Washington, 
PC on aECY-03-293 re amends to iOCFRSO concerning ATW8 
*p 1-73 Supporting documentation end 
\ Commissioners 83/09/30 BQpp 20606 040 


0310130403 Staff requirements memo re 831004 discussion of proposed 
insider safeguards rule, per 0ECY-03— 311 8c 83-311A in 
Wash ing ton, DC 

CHILK, S J Office of the Secretary of the Commission M831004 
83/10/07 DIRCKBfW J Office of the Executive Director for 
Operations 2ERBE, J E Office of Policy Evaluations 2pp 
20769 345 


8310130408 Staff requirements memo re 030916 periodic meeting In 
Washington, DC w/Advlsory Panel on decontamination of TMI-2 
CHILK, 9 J Office of the Secretary of the Commission M03O9i6C 
83/10/07 DIRCK0, w s) Office of the Executive Director for 
Operations FDUCHARD, J J Office Of Public Affairs FRALEY, R F 
ACRS - Advisory Committee on Reactor Safeguards 2pp 20769 340 
24X Fiche 50-320, 03/10/07, 8310130400 


8310170056 Staff requirements memo re 831007 briefing by Swedish 
representatives on Plus reactor 

CHILK, 9 J Office of the Secretary of the Commission MSGIOOTA 
03/10/11 Office of the Secretary of the Commission Ip 
20790 056 


B3101700S6 Staff requirements memo re 831003 briefing on BHR pipe 

CHiLKrS J Office of the Secretary of the Commission MBStOODB 
03/10/07 DIRCKS.W J Office of the Executive Director for 
Operations ip 20790 055 


8310170321 Staff requirements memo re Commission 831003 briefing by 
FEKA on recent emergency planning eicercises in vicinity of 
facilities Commission noted successful completion of 
exercise Enforcement action unnecessary 

CHILK, S J Office of the Secretary of the Commission I103HX)6A 
93/10/11 Office of the Secretary of the Commission Ip 
20795 277 24X Flche 50-247, 83/10/ £ I, 8310170321 


B310170695 Staff requirements memo re 831006 briefing on results of 
GPU vs BJtW trial matl it other uncontested matters re Tttl-l 
restart Commission made no requests it took no action 
CHILK, 3 J Office of the Secretary of the Commission M031OO6A 

03/10/06 Office of the Secretary of the Commission Ip 
20798*158 24X Fich» 50-289,03/10/06,8310170695 


0120017 Transcript of B31004 public meeting in Washington, DC re 
.roposed Insider safeguards rule Pp 1-94 Viewgraphs end 
f Commissioner* 83/10/04. lOSpp 20750 109 


0120029 Transcript of 031003 open session In Washington. DC re 
■mergancy planning Pp 1-28. Supporting documantation end 
Commissioners 83/10/03 IHPP 20750:076 24X 

'iche 50-003,03/10/03,0310120029 


1310180035 Staff requirements memo on Torrey Pin**, Inc 830928 briefing 
in Washington, DC re independent review of project mgt 
CHILK, 8 J Office of the Becretary of the Commission Mfl3092B 
03/10/05 DiRCKS.g J Office of 

Operations Ip. 20825 OOB 24X Flche 50-350, 83/ 10/05, 6310180035 
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NONDOCKETED ITEMS 


031Oie(>O41 staff r»quirf(n»nt» mamci on 030930 af f irmatlon/rfl scossion tt 
vot« In Waxliingtanr DC ra final rula on temporary 01 
authority (SECY'"63-343/343A) Separata vieu» of Cammiteioner* 
Olliriky S( Asselitine ani;! 

CHILKiS J Offlci of the Secretary of the Cofumiesion M330930B 
03^^10/09 OiRCKfir H J* Office of the Executive Director for 
Operation* KAhMERER,C, Office of Congr e*»l gnel Affairs 
FOUCHARDiJ J Office of Public Affairs, &pp 20629 032 


031019026^7 Transcript of 031013 briefing In Hash Ington, DC r« autotnatlc 
4ata processing organlxatlon Pp 1-90 Vlewgraphs end 
* Coniflil ssi oners 03/10/13 70pp 20043 107 


0310210147 Staff requirements rntmo re 031013 briefing In Was hington* DC 
on autojnatlc date pracesslng organization 

CWtLKi-S J Office of the Secretary of the Commission MBSIOIS 
03/10/17 Offlca of the Secrftary of the Commission Ip 
208B3 3S6 


031O27OI3S Responds to FOIA request for info re poiiibie rev tn 
ra<f ialog 1 cal emergency planning guidance & Info on uhether 
NRC emergency planning regulations appropriate in light of 
anticipated accident scenarios Foruards documents 
FELTONr J M Division of Rules and Records. 03/07/19 
BRANDENfiURO. D Consolidated Edison Co of New York* Inc tp 
20942 239- 


"-^0310270145 Staff requirements memo re 021110 briefing In Mashing ton, DC 
on 8andia consequences study Commission briefed on 
NUREO/CR-2239 iSANDBi-l 949 } r ''Technical Guidance for Siting 
Criteria Development Vlciirgraph end. 

CHILK< 0 J Office of the Secretary of the Commission H 0211 IOD 
02/11/10 DlRCKSrW J- Office of the Executive Director for 
Operations 3pp. 20942 237 


ACRS ADVISORY COMMITTEE OM REACTOR SAFEGUARDS 


6310060260 Transcript of ACR8 Subcommittee on DHR Sys 831004 meeting in 
Washington* DC Pp 1-294 Vleugraph# end 

a ACRS - Advisory Commiitee on Reactor Eafeguards 03/10/04 
425pp 20642 335 


6310120168 Transcript of ACR9 Subcommittee on Limerick Generating 
dtatlon Units j U 2 631008 meeting in Pottstoun.PA Pp 
293-530 

* ACRS - Advisory Committee on Reactor Safeguards 03/10/08 
27epp 20693-349 24X Flch* 30-352.03/10/00.0310120168 


8310120176 Transcript of ACRS Subcommittee on Limerick Generating 
gtatlon Units 162 031007 meeting in Pottstoun.FA 
Pp 1-258 Viewgraphs end 

« ACRS - Advisory Committee on Reactor Safeguards 03/10/07 
272pp 20694,267. 24X Flche 50-392.63/10/0710310120176 


0310140113 Transcript o# ACRS Sirbcommi ttee on Metal Components 6 DHR 
831012 meetirig In Washing ton. DC pp 1-139. Supporting 
documentation end. 

* ACRS - Advisory Committee on Reactor safegoarefs 03/10/12 
163pp. 80764 Oil. 


0310140119 Transcript ef ACRS Subcommittee on Extreme External 
Phename-na 631012 meeting In Wash ingtan. DC. Fp 1-116 
Supporting documentation end. 

a ACRS - Advisory Committee on Reaetor Safeguards 83/10/12 
I36pp, 20764 177. 


0310140124 Trsnscript of ACRS Subcommittee on Class 9 Accidents 831012 
meeting i n Hashinj ton. DC, Fp 1-167. Supporting 
documents tl on encl 

a ACRS - Advisory Committee on Reactor Safeguards 03/10/12 
257pp. 20763:067 


1310170133 Trshscripfc of ACRS 2S2nd genaral meeting or» B31013 In 
Mash IngtOD' DC. Pp 1-332. Suppl enentary documentation end 
a ACRS - Advisory Committee on Reactor Safeguards 05/10/13 
SaVpp. 20792 139. 


1310180091 Transcript of ACRS 282nd ganeral meeting on 031014 In 
Washing fcohJ DC Pp 393-970 Supporting documentat 1 on and. 

• ACRE - Advisory Commlttae on Reactor Safeguards 03/10/14 
30Bpp. 20007 222 


310310462 Summarlres AcIlB 202nd meeting on 031013-13 re draft* "Severe 
Accident Decisions for Existing Nuclear Power Plants." 

Blenillng deterministic 1( pr ababi 1 i Stic approaches endorsed 
RAYi J J, ACRa - Advisory Committee on Reactor Safeguards. 03/10/10 
DlRCKSiW J Office of the Executive Director for Operetions Ip 
20963. 161 


0310310469 Summarizes ACRS 282nd meeting on B31013-15 on NRC integrate; 
program for resolution of Unresolved Safety Issues A~5 p A- 4 4 
A-9 re PWR steatn generators Proposals should be imp lamented 
as recommendations only 

RAY. J J ACRS - Advisory Committee on Reactor Safeguards iBG/lO/lB 
PALLADINO. N J Commissioners Ip 20963 160 


AOVCM NRC ADVISORY COMMITTEE 


0310030524 Notification of contract ex ecuti ohi M od 1 to "Advisory 
Committee for Revleu of Ofc of Investigation Policy on 
Rights of Licensee Employees Under Investigation " 

Contractor Sc huialb. Donnenf e 1 d. Dray & Silbert 
TOWNSEND. B Administrative Contracts Branch FIN 3-8102 
NRC-10-03-406 83/09/21 FITZGERALD, J A Office of the General 

Counsel LEVI, R NRC - No Detailed Affiliation Given Ip 
20602 394 


—0310030534 hod 1. extending period of performance to 03O93D tr increaizri 
funding, bo "Advisory Committee for Review of Ofc of 
Invest! gat 1 o-n Policy an Rights of Licensee Employees Under 
Invest! gat ia-n " 

SILBERT. E J Schualb. Donnonfeld, Dray tt Silbert RgBELLO, J E 
Administrative Contracts Branch FIN D-01B2 NRC-JB-B3-406 

83/09/21 Ip 20602 395 


0310040117 Transcript of B30916 mooting u/Advisory Panel on 
Decontamination of TMI-2 in Wash ington. DC Pp 1-63 
« Commissioners 03/09/16 69pp 20634 252 24!C 

Flche 50-320,03/09/16.8310040117 


031OO5O44B Transcript of 830927 briefing in Wash ington, DC re rept of 
Committee on Rights of individuals in Investigations 
Pp 1-35 Supporting documentation encl 
• Commissioners S3/09/27 67pp 20640 146 


0310060463 Staff requirements memo on 030927 briefing In Hash I ng ton. 0^ 
ra rept of Committee on Rights of Individuals in 
Investigations 

CHILK. 3 J Office of the Secretary of the Commission MB309a7A 

83/09/30 PLAINE. H E Office of the General Counsel HAYES. B B 

Office of Investigation Ip 20690 361 


0310130408 Staff requirements memo re 030916 periodic meeting in 
Mashing ton. DC w/Advisory Panel on decontamination of TMI-2 
CHILK. S 3 Office of the Secretary of the Commission M630916C 
03/10/07 DIRCK8.H J Office of the Executive Director for 
Operation* FOUCHARD. d J Office of Public Affairs FRALEY, R F 
ACRS - Advisory Committee on Reactor Safeguards 2pp. 20769 340 
24X Fiche 50-320103/10/07.8310130408 


8310140029 Resigns as chairman of Advisory Panel for Dec ontam-i nation 
TI1I-2 Faci 1 i ty should be closed Public Reserves faster 
< 1 eanup 

MINNICH, J E Advisory Council for Decontamination of TMI Unit 2 
03/10/09 PALLADINO. N J Commissioners Ip 20768 077 24 K 

Flche 90-320,03/10/05.8310140025 


0310190341 Transcript of 030927 public meeting in Mi ddl stoiun , PA re 
reactor bldg polar crane Pp 1-172 Supporting documentation 
encl 

e Commissi oners 83/09/27 212pp 20042 306 24X 

Flche 50-320,83/09/27,0310190341 


03SO2OO347 Transcript of Advisory Panel for Decontamination of TMl-2 
030928 public meeting in Harr i sburg. PA Pp 1-109 Supporting 
documentation end 

* Advisory Council for Decontamination of TMI Unit 2 03/09/23 

207pp 20073 095 24X Flch e* 50-320. 83/09/28, 0310200 3 4 7 


8310210337 Not 1 fication of contract executi on. Mod lA to "Advisory 
Committee for Revleiii of Dfc of Investigation Policy on 
Rights of Licensee Employee# Under Investigation " 

Contractor Kator. Scott I, Heller 

TOWNSEND, B Purchasing Section FIN D-0I02 NRC-IB-03-409 

03/09/20 FITZGERALD.J A Office of the General Counsel I.EVI.R 
NRC - Nq Detailed Affiliation Given ip 20082 362 


COflMlSBlON NRC COMMISSIONERS 


8310060921 Weekly Info rept for uk ending B30923 

REHM.T A Office of the Executive Director for Operation# 
83/09/29 39pp 20662 320 


0310060591 Forutards response to 830727 questions re NRC inquiry team 
830628 meeting in Nem Drleans.LA Inquiry team 630714 rept on 
QA allegations It IE 830804 status rept end 

PALLADINO. N J Commissioners B3/09/O8 MARKEY, E J House of 
Rep t Interior it Insular Affairs 7pp 20661 160 24X 

Flche 50-382,83/09/00,8310060591 



NONDOCKETED ITEMS 


3 £ 


— B310060593 Foruards inquirij tea«n r«pt ra QA allegations Meeting to 
diBCitss foJJowwp requested 

DEYOUNGiR C Director's Qfflce< Office oP laspection and 
Enforeen^ent 03/O8/OA CAIN> J M Louisiana Pouier & Light Co 
ip 20661 1B3 24 k Fiche 50-302.83/09/00.8310060591 


— 8310060594 Requests »rifp re c 1 rcuotstanc es of June 1903 Intervleus ui/NRC 
Investigation team 

MARI^EV. E J House of Rep i Interior & Insular Affairs 03/07/27 
PALLAOrf^O. N J Commissioners Ip SOofil 192 24X 

Fiche 50-382103/09/00.8310060591 


0310070041 Responds to 8306S3 request for vietxis on SD 1275. 
“Administrative Laui Judge (ALJ) Corps Act ” Act acceptable 
0111 leaves existing Commission authority to use boards 
independent of ALJ Corps 

PALLAOINO. N J Commissioners 83/09/12 FREY. J M president of JS 
■St Executive Offices 2pp 20600 050 


— 0310070043 Foriuards 8B 1275. **Adminl strat ive Low Judge (ALJ) Corps 
Com-ments due by 030722 

BWEENEYiN R President of US tt Executive Offices 83/06/23 
Office of Congressional Affairs 25pp 20600 060 


8310070363 Responds to 830628 1 tr r« Inside NRC article repoitlng 
J Tourtellotte remarks on backfltting Reassignment of 
J Tour tel lotte due to strong views for reform not 
a ccop table 

PALLAOINO. N J Commissioners 83/09/13 HE18S. E R Union of 
Concerned Scientists Ip 20664 307 


''>0310070369 Informs that 830516 request for reassignment of 
JR Tourtellotte mistakenly not sent to Commissioners 
Tflurte I lotte alleged behavior at conference clarified JR 
Tourtellotte 830614 response enel 

WEISS. E R Union of Concerned Bclentists 83/06/28 
PALLAOINO. N . OILXNSKY. U . AHEARNE. J Commissioners 2pp 
20664 30G 


B310D70377 Clarifies position on need for public predistribution of 
potassium iodide. Revised rnpt re cost/b«neflt & advisability 
of stoc (cpl 1 ing/pred 1 stributing being evaluated 

PALLAOINO. N J Commissioners 83/09/13 MARKEY. E J House of 
Rep . Interior & Insular Affairs 3pp 20664 335 


— 8310070380 Comments on NRC negligence In not developing unified natl 
policy on distribution of potassium iodide, Views expressed 
at Subcommittee on Oversight t* Investigations 820305 
hearing 

MARKET. E J House of Rep . Interior Insular Affairs 83/08/11 
PALLAOINO.NJ Coinmiss loners 3pp 20664 33B 


B31O07O3B3 Responds to 830818 request to initiate immediate proceedings 
to solicit public comment on safety o? continued plant 
operation pending full environ review Commission intends to 
initiate rulemaking per UC8 vs NRC proceeding 

CHILK.S J Office of the Secretary of the Commission 03/09/02 

WEISS. E R Harmon 6 Weiss WE 1 88. E R Union of Concerned 

Sciantlsts Ip 20664:341 


— B310D703B6 Requests Commission immediately commence proceedings to 
solicit public comment on continued plant operation w/o 
environ qualification of equipment Important to safety. 

WE1S8.E R Harmon & Weiss WEISS. E R Union of Concerned 
Scientists 03/08/18 PALLAOINO. N J , ASSELSTINE, J . 0ILIN6KY. V 
Commissioners 2pp 20664 342 


8310110002 Forwards ''Rept on Regulatory Utilisation of Risearchi " to 
fulfill Enerpy h Water Development Appropriations Bill for 
FYBS requirements for relevancy of NRC research program to 
regulatory program W/o end 

ROBERTS, T M. Commissioners 83/09/15 OTTINCER, R U House of 
Rep . Energy it Commerce Ip 20709 212 


— 0310110006 Forwards "Rept on Regulatory Utilisation of Research," to 
fulfill Energy t< Water Development Appropriations Bill for 
FYB3 requirements for relevancy of NRC research program to 
regulatory program W/o end 

ROBERTS, T M Commissioners 63/09/15 SIMP8DN,A Senate. 
Environment Public Works Ip 20709 213, 


— 8310110008 Forwards “Rept on Regulatory Utilization of Research," to 
fulfill Energy 6 Water Development Appropriations Bill for 
FVB3 requirements for relevancy of NRC research program to 
regulatory program W/o and 

ROBERTS, T M Commissioners 63/09/15 UDALL, If House of Rep , 
Interior & Insular Affairs, Ip. 20709*214 


— 8310110012 Forwards “Rept on Regulatory Utilitatlon of Research." to 
fulfill Energy 6 Water Development Appropriations Dill for 
FYB3 requirements for relevancy of NRC research program to 
regulatory program W/o end 

ROBERTS. T M Commissioners 03/09/15 HATFIELD. M O Senate. 
Appropriations ip 20709 215 


— 8310110014 Forwards "Rept on Regulatory Utilization of Retearch." to 
fulfill Energy it Water Development Appropriations Bill for 
FY03 requirements for relevancy of NRC research program to 
regulatory progratn 

ROBERTS. T M Commissioners 83/09/15 DEVILL. T House of Rep 
Appropriations ip 20707 216 


— 8310110015 "Rapt on Regulatory UtlHzetlon of Research “ 

* Office of Nuclear Regulatory Research. Director 03/08/31 
eipp 20709 217 


8310110093 Confirms Commissioner Aiselstine 830909 telcon requesting 
increase of funds for Fya4 for 90 full-time equivalent 
positions to implement responsibilities under Nuclear Waste 
Policy Act of 1982 

PALLAOINO.N J Commissioners 83/09/19 KHEDOURl.F N. Office of 
Management it Budget Ip 20687 336 


Q31O110352 Forwards rsspone* to B30728 request for info on conduct of 
litigation Involving NRC 

PALLAOINO.N J CQminl sslontrs 83/09/13 DINOELL. J D Houfi of 
Rep . Energii it Commarct 9pp 20713 209 


—0310110354 Requests add! info r» control it mgt of litlgA^lon of 
agencies uiithin Committee on Energy it Commerce 
jurlediction Response by 830919 requested 
DINOELL, J D House of Rep . Energy It Commerce 03/07/28 
PALLAOINO, NJ Commlis loners 2pp 20713 218 


8310110509 Responds to B30B17 Itr urging NRC to undertake addl research 
on effects of work schedules 6 shift rotations on 
operational performance as part of human factors program 
Expanded research program beyond scope of current plant 
PALLAOINO.N J Commissioners 83/09/22 ODRE. A House of Rep , 
Science it Technology 2pp 20703.353 


— 8310110594 Responds to 630B17 Itr urging NRC to undertake addl retearc 
on effects of work schedules it shift rotations on 
operational performance as part of human factors program 
Expanded research program beyond scope of current plena. 
PALLAOINO.NJ Comml si loners 83/09/22 SKEEN.J House of Rep 
Science tc Technology 2pp 20703 355 


—8310110597 Urges NRC undertake addl research on effects of work 
schedules shift rotetlons on operational performance as 
part of human factors program 

OOREr A . SKEEN.J. House of Rep,, Science !< Technology. B3/0S/17 
PALLAOINO, N. J Commissioners Bpp 20703 357 


031O11O6Q8 Forwards fourth monthly FR notice of amends Issued or 
proposed to be issued based on N8HC determination W/o end. 

DENTON, H R. Office of Nuclear Reactor Regulation. Director 
03/09/00 STAFFORD, R.T , SIMPSON. A. Senate, Environment I, Public 
Works U0ALL, M K House of Rep , Interior it Insgiar Affairs 2pp 
20703 351 


0310110612 Requests appointment nf state liaison officer to NRC, 
Appointee >01111 be invited to natl/itate liaison officer 
a3120A~07 meetings in Mash Ington, DC 

PALLADINOiNJ Commissioners 83/09/22 HUNT, J B North Carolina, 
Btata of ip 20703 359 


— 0310110615 Notification of netl state liaison officer 831206-07 
meetings in Wash ington, DC Agenda end 

KERRrO W Office of State Programs. Dlraetor 03/09/16, Office 
of State Programs, Director 3pp 20703 360 


B310120467 Meekly Info rept for wk ending 030930 

REHM, T A Office of the Executive Director for Operatluni. 
03/10/06 65pp, 20750:300, 


0310140025 Resigns as chairman of Advisory Penal for Decontamination of 
TMK-S. Fad lity ehould be closed Public deserves faster 
cleanup 

MXNNJCH, J E Advleory Council for Decontaminetlon of TMI Unit 2 
83/10/05 PALLADINOiN J. Cummlsslontrt Ip 20768 077 24X 

Flche* 50-320, BS/IO/OO. Q310I40025 


8310140027 Urges Commission to reject util emergency preparedness plan, 
Bteti of NV will not impose radiological emergency 
preparedness plan on Suffolk County County will refrain 
from impleminting plan Public safety cannot be assured 
CUONDi M New York. State of ISSUANCES OL-3, 83/10/04. 

PALLADIND.N J Comml tsl oner a 2pp 20767 349 S4X 
Flche 50-322,83/10/04, 8310140027 
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NONDOCKETED ITEMS 


531014002B Forwards Ofc of Invei tlgat lc>ns rept. "'TMil Nuc 1 «ar Oaneratlng 
Unit S Alltgationy re Saf ety-R'alattd Hod««QA Procedures & 

Uie of Polar Crane “ Pranpt attention should be given to 

mgt -eontrole over Bechtel cleanup activities W/o end 

PALLADINOiM J Commissioners S3/10/07 KUKNB. U Cenerat Public 

Utilities - GPU Service Corp 2pp 20767 347 24X 

Fiche SO-SSOi B3/10/O7i 0310140058 


B31017O3&1 Meekly info rept for uk ending B31007 

REHHi T A Of-fica of the Executive Director for Operations 
03/10/13 4Spp 20795 196 


8310170606 Responds to G30914 Itr expressing concern re praposaid 
release of raduaste water containing sipnlficant amounts of 
tritium Into Susquehanna River Proposal for disposal of 
processed accident water not gat received 

DIRCK8. H J Office of the Executive Director for Operations 
03/10/03 BARBANESiP 0 Senate App 20790 166 24X 

Fiche 50-320* 83/ lD/03» 0310170686 


— 0310170690 Expresses concern re proposed release of raduaste uater 
containing significant amounts of tritium into Susquehanna 
Rlvsri citing potential impact on Chesapeake Bay 

BASBANES^P 0 Senate 03/09/14 PALLADINQ. N J Commissioners 
ip 20798 170 24X Fiche 50-320.83/10/03,0310170606 


6310170694 Responds to B30B17 Itr re EPA proposed stds for disposal of 
high Itvel radwaste Assurance raquirsments not nccessarij 
part of EPA stds l. should not b« promulgated in 40CFR19i. 

PALLADINQ.N J. Comml Si loner s 83/09/29 RUCKELSHAU8. W 
Environmental Protection Agency, 8pp 20790 199 


— 9310170699 Responds to 03091 1 Itr re NRC views on assurance 

requirements in EPA proposed stds for disposal of high level 
radwaste host public comments favored assurance requirements 
as essential part of rule 

RUCKELSKAUSiM Environmental Protection Agency 83/08/17, 
PALLAOINO* N J Commlsslonars. Spp 20790 161 


0310170701 Expresses dissatisfaction u/OOE actions in approving EURATOM 
request to retransfer 143 metric tons of 08-origin heavy 
water from Hast Germany to Argentina KRC was not provideif 
complete accurate info on Executive Branch position 
PA1.LADIN0.N J. Commissioners 83/10/04 HQDEL. D P Energy, Dept 
of 3pp SD790M94 


0310170704 Requests new state liaison officer to NRC be appointed. Natl 
state liaison meeting util be held on 031206-07 in 
Uishlngton, DC 

PALLADINO.N J Conmliiioner s. Q3/09/29 ROCKEFELLER! J Uest 
Virginia, State of Ip 20798 ISO 


B31D1BD010 Advises that hearing process has not delayed any nuclear 
power plant operation tc that Conmlssion does not know of 
unneceitary backflt requirements. in response to Q30720 
Inquiry 

PALLADINO.KI J Gomml siioner s 83/09/29 MITCHELL, O ^ Senate. 
Environment b Public Works ip SOB29:076. 


— B310180016 Requests Info re possible instances where hearing process 
has delayed nuclear power plant operation b Info re 
unnecassarv backfltting requirements 

HlTCHEi-L, O sJ. Senate, Environment b Public Horkf 83/07/50. 
PALLAOlNOiN J CommlssiDner i Spp 20823-077 


B310S00065 Responds to 030913 Itr re investigation of QA/QG prqgrem at 
f ect llty 

PALLAHINUiN J Commissioners 83/10/07 UDALL. M K House of Rep , 
Interiur b Insular Affairs. 3pp. 80072 280 S4X 
riche- 90-445, 03/tO/O7i 0310200062. 


— 8310200060 Forwards findings Itr dtd 020907 re CA Atchison b Tompkins- 
Beckwith, Inc, 

BA00, C H Labor, Dept of. B2/09/27 DRIBKELL, D. Region 4, 

Office Of Director 7pp 50673 009 


— B310800073 Requests copies of listed document! re QA/OC program 
problems at facility. 

UlMLLjii K. House of Rep i Inter i Of b Insular Affairs. 83/09/13, 
PALLAOINO, N. J. Gomml tslonirs 2pp, 20673:093, 24X 

FUhe 90-449,03/10/07,0310200062. 


8310200442 Responds to 03O>922 Itr re NRC handling uf several working 
papers for case studies being conducted to support WC rept 
to Congrsis per Section 13 of hfIC Authorisation Act Three 
working papers end 

PALLADINOiN 0, Commissioners. 63/10/07 FORD, W. H. Senate. Spp, 
2067 1 299 84X Fi c h e * 90-000 1 83/ 10/07, 831020044 2, 


— 8310200449 Responds to 830922 Itr re NRC handling of several working 
papers for case studies being conducted to support rept to 
Congress per Section 13 of NRC Author i xat 1 on Act Summary 
chronology of actions end 

PALLADINO.N xf Commissioners 03/10/07 MARKEV. E J House of 
Rep . IntSTlor b Insular Affairs 7pp 20871 290 24X 

Fiche 50-000,03/10/07.8310200443 


— B310200499 Expresses appreciation for cooperation u/IE actlvitle-s to 
comply w/Congress i onal directive to NRC to perform QA 
studies Draft working paper for study end 

TAYLOR, J M Division of QA. Safeguards b Inspection Programs (Post 
830103) 03/00/02 KELLY. R J Georgia Power Co tp 20071 307 

24X Fiche 50-000,83/10/07.8310200442 


— 8310200497 Forwards "QA Case Study Working Paper, Case C " Document no 
longer draft 

ALTMAN. W D NRC - No Detailed Affiliation Given 03/O9/S7 NRC 
- No Detailed Affiliation Given Ip 20871 311 24X 

Fiche 90-000.03/10/07.8310200442 


—0310200499 "QA Case Study Working Paper Case c, " revised draft working 
paper 

* Affiliation Unknown 03/09/19 NRC - No Detailed Affiliatloh 
Given 43pp 20071 312 24X Fiche 90-000.03/10/07.8310200442 


--8310200461 Paper entitled," NRC Site Assessments b OA Reviews Special 
Study of Nuclear QA,QA Case Studies." presented at tenth 
annua) Natl Energy Div Conference 

ALTMAN. WD QA Branch. 83/iO/07 Spp 20071 354 24X 

Fiche 50-000, 03/10/07, Q3 10200442 


— B310SQ0463 Forwerdt undated "QA Case Study Working Paper. Case A, Draft 
Harking Paper " 

ALTMAN, W D NRC - No Detailed Affiliation Given 03/09/27 NRC 
- No Detailed Affiliation Given 70pp S0B72 016 24X 

Fiche 90-000.03/10/07.8310200442 


--8310200464 Forwards *'0A Case Study Working Pap or, Case D. •' draft working 
paper 

ALTMAN. W 0 NRC - No Detailed Affiliation Given 63/09/27 NRC 
- No Detailed Affiliation Given 73pp 20872 094 24X 

Fiche 90-000,83/10/07.8310200442 


—8310200466 "QA Case Study Working Paper Case G, " draft working paper 
« MRC - No Detailed Affiliation Given 83/07/31 9lpp 
20872 169 24X Fiche 90-000,83/10/07,8310200445 


— 6310200467 Expresses concern re release of draft repts concerning QA at 
nuclear power plants to licensees 

FORJl.WH Senate 03/09/22 PALLADINO, N J Conwl ss loners 2pp 
20872 219 24X Fiche 90-000,83/10/07.0310200445 


— S310200469 Expresses disappointment re release of draft study on QA 
programs at Diablo Canyon to licensee, Full explanation 
requested 

MARKEY,E J House of Rep r Interior b Insular Affairs 63/09/21 
PALLADINO, N J Commissioners 2pp 20072-217 24X 

Fiche 50-000.03/10/07,0310200442 


8310260060 Weekly info rept for wk ending 831014 

REHM, T A Office of the Executive Director for Operations 
83/10/20 a3pp 20921 319 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


6310030S24 Notification of contract execution. Mod 1 to "Advisory 
Committee for Review of Ofc of Investigation Policy on 
Rights of Licensee Employees Under Investigation." 

Contractor Schwal b . Donnenfeld, Bray b Bllbert 
TOWNSEND. B Administrative Contracts Branch FIN D-01B2 
NRC-18-B3-406 03/09/21 FITZGERALD. J A. Office of the General 

Counsel LEVZ.R NRC - No Detailed Affiliation Given Ip 
20602. 354 


— 8310030934 Mod 1, extending period of performance to 830930 b Increasing 
funding, to »"AdviBiiry Committee for Review of Ofc of 
Investigation Policy on Rights of Licensea Employees Under 
Investigation '* 

SiLBERTiE J Bchwalb, Donnenfeld, Dray b Bllbert REBELLD, J E 
Adminlstra tiva Oontrects Branch FIN B~0102 NRC-1 0-03 -406 

83/09/21 Ip 20602 393 


6318050319 Notification of contract execution* "Autoprint 1800 "-F'* 
Microfiche Printer," awarded to Tamerooi Inc 

FIELDS, J. A Administrative Contracts Branch NRC-10~B3-723 
63/09/21, BE9AW, W. Division of Technical Information b Document 
Control 8KOCZLA8fO NRC - No Detailed Affiliation Oiven Ip 
286504 208 



NONDOCKETED ITEMS 


— B310090323 Contract "Autoprint 1800 "F" Microfiche Printer. auiarde^ 
to Tamoron. Inc 

* Tameran. Inc MATTIA.M J Division of Contracts 
NRC-1 0-83-723 03/09/21 lOpp 20650 209 


6310030336 Notification of contract execution. Mod 7 to "Trench Design 
Const Techniquofl " Contractor U8 Army Corps of Engineers 
UHBEL. D M Technical Assistance Contracts Branch FIN B-6-9ai 
NRC-02-G1-034 83/09/26 DAVIS. J Office of Nuclear Material 

Safety & Safeguards. Direc tor PENNIFILL, R NRC - No Detailed 
Affiliation Given Ip 20650 049 


— 8310-050337 Mod 7. deob 1 igating funds for FYB2i to "Trench Design b 
Const Techniques *' 

HARCUSON. W F Army. Dept of. Corps of Engineers GUSTAVE. R P 
Division of Contracts FIN 0-6901 NRC~02-ai-034 B3/09/26 Ip 

20650 050 


6310050343 Notification of contract execution ^'KedUal Uses of 
Radioisotopes Course for NRC Matl Radiation Specialist 
Inspectors." awarded to Unlv of Texas Health Science Ctr 
DAVIS. K A Administrative Contracts Branch FIN D-871 1 
NRC- 09-83-22 1 03/09/26 DEYOUNG. R C Director's Office* Office of 

Inspection and Enforcement HA88ELBER0. F W NRC - No Detailed 
Affiliation Given Jp 20635 009 


— 0310090349 Contract "Medical Uses of Radioisotopes Courtt for NRC Matl 
Radiation Specialist Inspectors." awarded to Unlv of 
Teaas Health Science Ctr 

* Texas. Unlv of. San Antonio MATTIA.M V Division of 
Contracts FIN B-a711 NRC-09-03-221 03/09/26 OTpp 

20635 010 


6310050357 Notification of contract execution. Hod 3 to "Audiovisual 
Consultant Svcs " Contractor N Hell 

PERLMAN. J Administrative Contracts Branch FIN B-aiSl 
NRC-17-8a-393 03/09/27 CHILK. B . MAGEE. W Office of the 

Bfcretary of the Commission Ip 20650 047 


--0310050362 Mod 3. extending period of performance to 840228 b adding 
addl funds, to "Audiovisual Consultant Svcs " 

HALL. N M Hall. N 8MITH.P A Technical Assistance Contract* 
Branch FIN B-B101 NRC -17-83-398 83/09/27 Ip 20690,040 


8310050365 Notification of contract execution. Mod 10 to *’6tudtf of New 
England Seismicity ut/Emphasis on MA b NH " Contractor: M IT. 

JACOBS. A Technical Assistance Contracts Branch FIN A-405B 
NRC-04-76-207 03/09/86 BATSON. W Office of Nuclear Regulatory 

Research. Director MURPHY. A NRC - No Detailed Affiliation Given 
Jp 20649 395 


--B310050370 Mod 10. extending funds through 640631. to "Study of New 
England Beismicitg tu/Emphasis on MA U NH " 

KEOHAN. P J Massachusetts Institute of Technology. Cambridge. MA 
OUSTAVE.R P Technical Assistance Contracts Branch. PIN A-4050 
NRC-04-76-809 83/09/26 8pp 20649 356 


8310050367 Notification of contract oxecut i on. Mod 4 to ‘'Record* Holding 
Area Support Qvc " Contractor SBA/Maxima Corp 
MCLEAREN, T Administrative Contracts Branch NRC“lO-a2-396 
03/09/26 BESAH. H J Division of Technical Information b Document 
Control HARRIS. J NRC - No Detailed Affiliation Given Ip. 

20650, 039 


--0310090369 Mod 4. allowing for adjusted billing b deobligating funds. to 
"Records Holding Area Support 8vc ♦' 

JONES. P.E Maxima Corp DENNISTON. 0 F Bmall Business 
Administration HAGAN. T F Administrative Contracts Branch. 

NRC- 1 0-08-396 03/09/26 3pp 20650,040 


8310090379 Notification of contract executi on. Mod 2 to “Programming. 
Training. Testing. Conversi on b Implementation of Facility 
Control Sys " Contracotr Boeing Computer Svcs Co 
PERLMAM.J Administrative Contracts Branch FIN 8-0840. 
NRC-33-03-450 03/09/26 BASB6TT. H 8 . WRIGHT. 0 Division of Data 

Automation b Management Information. ip 20650 004, 


— 3310050307 Mod 2. extending period of performance to 031014 b adjusting 
cost of money factor. to "Programming. Training. Teeting. 

Convsrslon b Implementation of Facility Control 8y», " 

HQPKINB. H R Boeing Co SMITH. P A Administrative Contracts 
Branch FIN B-004B NRC-33-83-498 03/09/26 Ip 20690*005 


0310050303 Notification of contract axe cotlon. Mod 10 to '‘Rsvisw b 
Evaluation of Geologic b Seismic Features of Nuclear Power 
Sites " Contractor U8GS 

FLEENGB.C Technical Asei stance Contract* Branch FIM 8-6039, 
MRC-03-80-1 13 03/09/26 VOLLMER. R H Division of Enginasring. 

JACKSON. R. NRC - No Detailed Affiliation Given Ip 20640.361. 


— B31005039L Mod 10. terml nat Ing effort under Tastes 3 b 10 b obligating 
funds, to "Review b Evaluation of Geologic b Seismic 
Features of Nuclear Power Bites " 

FILSDN. J R Interior. Dept of. Oeological Survey FIN B-6039 
NRC-O3-0O-U3 03/09/26 Ip 20640 362 


8310050409 Notification of contract execution "Maint b Operation of 
LPDRs. " awarded to Wheeler Basin. AL Regional Library 
HOPPER. A Administrative Contract* Branch NRC-10-B3-791 
83/09/22 FELTON. J M Division of Rules and Records. SOUDER.J 
NRC -No Detailed Affiliation Given Ip 20640 136 


— 8310050420 Contract “Maint b Operation of LPDRs." awarded to Wheeler 
BasintAL Regional Library 

SEARS. C A Decatur. AL REBELLO. J E Division of Contracts 
NFC-lO-a3-791 03/09/22 9pp 20640 137 


0310090496 Notification of contract e x ecution. Mod 1 to "Panel Member b 
Document atinn Review of NUREO Prior to b During Selected 
Meetings of Peer Review Group for Review of Draft Rept 
Entitled " Contractor D Rowe 

TOHN0END, B L Administrative Contracts Branch FIN 8-8968 
NRC-04-B3-007 83/09/26 BASSETT. O E Division of Accident 

Evaluation JANKOWSKI. H W NRC - No Detailed AffiUatLon Given 
ip 20650 031 


— 8310090458 Mod 1. extending period of performance to 831030. adding on* 
add! meeting b document review b increasing funds. to "Panel 
Member b Documentet 1 on Review of NUREO Prior to b During 
Selected Meetings of Pier Review Group for Review , " 

ROWE. D B Rowi Associate* REBELLQ. J- E Division of Contract* 

FIN D-B968 NRC-04-a3-0O7 03/09/26. Ip. 20650 032. 


8310090459 Notification of contract e x scut ion. Mod 3 to "Maint of 
Licensing b Insp Planning Profile Bys Software " 

Contractor SBA/8y* Architects. Inc 

SMITH, P A Administrative Contracts Branch NRC-lO-Bl -395 
83/09/29 BPRINOER.M Office of Administration BURTON. J E NRC - 
No Detailed AfflliatlDn Given ip. 20650 ODl 


— 8310050460 Mod 3. d eob 1 igating balance remaining for closeout, to 
“halnt of Licensing b Insp Planning Profile 8yi Software " 

KAHN. V System Architects. Inc, * Small Business Adminlstretion 
SMITH. P A Administrative Contract* Branch NRC- 10-81 -395, 
03/09/29 Spp. 20650 002 


8310050462 Notification of contract e X scutiom Mod 2 to "Incident 
Response Communication Ctr " Contractor Boise Interagency 
Fire Ctr 

MCLEAREN, T Administrative Contracts Branch NRC-I0-B3-342. 
83/09/28 CORLEY. J.K Division of Fad U ties b Operations. 
MELVILLE. T . COHEN. 8 Telecommunications Branch tp. 20664*129 


— 8310050464 Mod 2. obligating addl funds. to "Incident Response 
Communication Ctr. “ 

# Interior, Dept of HAGAN. T. F Division of Contracts 
NRC- 10-03-342 83/09/28 Ip 20664 126, 


8310050466 Notification of contract execution: "Maint b Operation of 
LPDRs. awarded to PhosnixiAZ Public Library 
FLYNN, M J Administrative Contracts Branch NRC -10-83-73 4, 

03/09/29 FELTON, J M Division of Rules and Records, BOUDER. J 
NRC -Mo Detailed Affiliation Given Ip 20650.010, 


—8310050467 Contract, "Halnt b Operation of LPDRi. " awarded to 
Phoenix. AZ Public Library 

e Phoenix. AZ MATTIA.M J Division of Contracts 
NRC- 1 0-03-734 00/09/29 IBpp 20650 018 


0310050939 Notification of contract execution. Mod 9 to '•Technical 
Assistance in Repository Design *' Contractor Oolder Assoc 
DEUOATCH.V Technlcel Asslstanc* Contracts Branch, FIN B-69B3-3. 
NRC -02-8 1 -037. 83/09/20. DAVIS. J Office of Nuclear Material 

Safety b Safeguard* r Oirec tor HARTUNG. L NRC - No Detailed 
Affiliation Given Ip, 80650 216 


—0310090545 Mod 9.mDdifvtng Article H r* period of parformance 
milestones b deliverable*, to "Technical Assistance in 
Repository Design," 

TALBOT. R Oolder Associates ©DBTAVE. R P. Technical Assistance 
Contracts Drench, FIN 8-6983-3 NRC-02-81-037 83/09/20 Ip, 

20650 217 


0310050949 Notification of contract execution, Mod 16 to "Technical 
Assistance In Support of NRC Reactor Licensing Action* 

Program 2 " Contrac tor: Sc ienc e App lica tlon*. Inc . 

WOLLETT. a. Technical Asilstance Contracts Branch FIN 8-0012 
NRC-03-e2-096. B3/09/2B EtdENHUT.D. Division of Licensing 

BAJWA, 3 NRC - No Detailed AffiHetion Given Ip, 20650 218 
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— S310050350 Mod Itfprovidlnu lt%cr omenta I funding, to “Technical 
AKlBtjncc in Support of NRC Reactor Licenalng Actions 
Progroini S " 

♦ 9c 1 ence Applications ► Inc GUSTAVE. R P Technical Assistance 
Contracts Branch FIN 0-8013 NRC-O3-03-O«J6 03/09/SB Spp 

30650 219 


B310030553 Notification of contract i XBCUfclan. Mod 3 to “Dave lopmont of 
Rag Ouide Regulatorij Analyses “ Contractor Analysis & 

Tachnol ogy. Inc 

JACOBBi A Technical Assistance Contracts Branch FIN B-8645 
NRC-03-B3-107 B3/09/37 DENTGN» H R Office of Nuclear Reactor 

Regulation. Director BENDER. L NRC - No Detailed Affiliation 
Oiven ip 30650 331 


— 0310030536 Mod 3. funding extenilon ai contract w/revls*d statement of 
Lforlii “Development o# Reg Guide & Regulatory Analyses ” 

WDQDS, V L Analysis 6 Technology. Inc 0U3TAVE. R P Technical 
Assistance Contracts Branch FIN D-B64S NRC-O3*-03-*iO7 
93/09/37 3pp 306S0 323 


0310060007 Hotlf icatlon of contract ei ecu 1 1 on. Mod J to "Incident 
Response Communication Svc " Contractor Boise Interagency 
Fire Ctr 

MCLEAREN, T Contract Policy Branch NRC-lO-e3-3il2 83/09/20 
CORLEV. J H DWlslon of Facilities ii Qporations tELlLLE. T . 
COHEM.a NRC - No Detailed Affil latiDii Given Ipp 30664 121 


— 0310060010 Mod i. def tnitiiing task order procedures 6 Increasing total 
amount obligated, to "Incident Response Communication Svc '* 

UlLEON. F Interior. Dept of HAOAN. T Contract Policy Branch 
NRC- 10-63-342 S3/09/8B 3pp 20664 123 


B310'0600?l Notification of contract ex ecutlon. Mod to to "Fission 
Product Transport Analysis ” Contracotor Battel le Columbus 
Labs. 

UOLLETT. S. Technical Assistance Contracts Branch FIN B-6747 
NRC-04-a0-177 93/09/30 BATSON. H Office of Nuclear Regulatory 

Research. Director WALKER. T NRC - No Detailed Affiliation Oiven 
1 p 20663 330 


— 9310060103 Mod lOrprovidIng incremental funding for cost increase t 
extending period of performance to 840930. to '^Fission 
Product iTinspori Analysis " 

SENELL. H H Battel le Memorial Institute. Columbus Laboratories 
GUSTAVE. R P Division of Contracts FIN B-6747 NHC-04-00-177 

83/09/28 2p 20663 391 


B31D060I09 Notification of contract execution. Mod 3 to "Courses in C-E 
Facility Design & Operation " Contractor C-E 

DEL PATCH. U Technical Assistance Contracts Branch FIN 8-1301 

NRC-05-e2-24i 93/09/27 DLAHA. J Director's Office. Office of 

Inspection and Enforcement 8 HOWE. 8 NRC - No Detailed Affiliation 

Given Ip 20661 090 


— 9310060115 Mod 3. Iticreesl ng funds b exercising option for addl course, 
to "Courses in C-E Facility Design le Operation *' 

LECLAIR.D E Combustion Engineering. Inc OUBTAVE. R P Division 
of Contracts FIN B-i30l WC-05-fl2-241 . 03/09/37 Ip 

30661 091, 


0310060117 Notification of contract execution. Mad 1 to "Mgt tc operation 
of htf?R Reeding/Ref Roam " Contrac tor. Intersy st« Ltd 
OXLBENHORNi A J Admlnlstretive Contracts Branch ISRC- 10-83-729 
93/09/39, BE9AM. M J . BCOTT.B Division of Technical Information & 
Document Control Ip 20661,017 


— 0310060138 Mod 1. extending period of performance to 031021 U increasing 
contract amount, to "Mgt 6 Operation of NRR Readlng/Ref 
Room " 

KILPATRICK.O Intersyst.Ltd HAGAN. T F DlvJ slon of Contract s 
NRC- 10-83-735 03/09/29 2pp. 20661,010 


0310060132 Notification, of contract execution. Mod it to "Technical 
Assistance in Repository Daslgn Contractor Gaidar Assoc 
BEUOATCHiV Technical Aisiitence Contracts Branch FIN B-6983-3 
NRC-0 2-0 1-037. B3/07/23 DAVIS. J Office of Nuclear Material 

Safety 8. 8a f eguardi. Dlrec tor HARTUNO, L NRC - No Detailed 
Affiliation Given ip. 20661 013 


— 0310060129 Mod ]i. adding funds to cover microfiche cost, to "Ttchnicai 
Assistance in Repoiltory Design “ 

TALBOTrR, Goldtr Associates GUSTAVE. R P Division of Contracts 
FIN 0-6903-3 NRC-02-81-037 03/09/23 2pp 30661 014 


0310060140 Notification of contrect a xecutl onj Mod 9 to "Bheffield 
Trench Cap Study " Contractor, Untv of Illinois 

DELOATCH. V. Technical Aieistenee Contracts Branch FIN 0-6965-3 
NRC-02-00-074 83/09/23. DAVI9. J Office of Nuclear Mat trial 

Safatv t< Safeguards. Director SHAFFNERiJ NRC - No Detailed 
Affiliation Given Ip. 20660 361. 


— 9310060104 Mod 9. adding funds to Article III for contractor to attend 
conference in Denver, CO to "Sheffield Trench Cap Study " 

* Illinois. Univ of. Urbana. IL GUSTAVE. R P Division of 
Contracts FIN B-6965-3 NRC-02-BO-074 03/09/33 Ip 

20660 362 


0310060154 Notification of contract execution “Maint h Operation of 
LPDRs. ■■ awarded ta Rochefiter.NY Public Library 
HOPPER. A Administrative Contracts Branch NRC-iO-*93-729 
03/09/17 FELTON J M Division of Rules and Records SOUDER. J 
NRC - No Detailed Affiliation Oiven ip 20660 348 


— B31006D168 Contract "Malnt 8. Operation of LPDRs. " awarded to Rochester. 
NY Public Library 

BUTZ.L M Rochester. NY REDELLO, J E Division of Contracts 
NRC- 10-03-729 93/09/17 9pp 20660 349 


6310060178 Notification of contract execution. Mod 13 to "Structural 
Integrity of Hater Reactor Boundry Components " Contractor 
EN9A> Inc 

HOLLETT. S Division of Contracts FIN D-8133 NRC-04-82-013 

03/09/27 FOREHAND. W Office of Nuclear Regulatory Research. 
Director VA0IN3. M NRC - No Detailed Affiliation Oiven Ip 
S0660 326 


— 6310060191 Mod 13. providing for contractor efforts through 831116 h 
increasing incr-emental funding, to "Structural Integrity of 
Hater Reactor Boundary Components " 

HAA0. M N ENSA. Inc GUSTAVE. R P Division of Contracts FIN 
B-0133 WRC-04-B2-013 83/09/27 5pp 20660 327 


G310060278 Notification of contract execution "Maint & Operation of 
UPDRs* '* auardeaf to Shoreham-Wading River. NY Public Library 
HDYLE.A Purchasing Section NRC-10-S3-728 83/09/13 FELTOri. J M 

Division of Rules and Records SOUDER. J NRC - No Detailed 
Affiliation Given Ip 20660 216 


— 0310060290 Contract "Maint i< Operation of LPDRs. " awarded to Shoreham' 
Hading River. NY Public Library 

* Shoreham.NV REDELLO. J E Division Of Contracts 
NRC- 1 0-83-720 03/09/13 9pp 20660 217 


0310060310 Notification of contract ex ecution. Mod 1 to "Panel Member 6 
Documentation Review of NUREO Prior to fe During Selected 
Meetings of Peer Review Group for Review of Draft Rept 
Entitled " Contractor N Kastonberg 

TOHNSEND. D L Administrative Contracts Branch FIN B-a990 
NRC-04-03-015 03/09/24 BASSETT. D E Division of Accident 

Evaluation JANKOWSKI. M W NRC - No Detailed Affiliation Oiven 
ip 20660 214 


— 8310060326 Mod 1. extending period of performance to 931030. add Ing one 
addl meeting & increasing funding. to "Panel Member 6 
Documentation Review of NUREG Prior to S. During Selected 
Meetings of Peer Review Group for Review of " 

KASTENBERD.H E Hast enb erg. H E REDELLO. J E Division of 
Contracts FIN D-0990 NRC-04-e3-01 5 03/09/24 ipp 

20660 213 


8310D60471 Notification of contract execution "Maint 8< Operation of 
LFDRSi " awarded to Perry. OH Public Library 

T0WN3END, OL Purchasing Section NRC-lO-83-736 83/09/20 

FELTON, J M Division of Rules and Records SOUDER, J L NRC - No 
Detailed Affiliation Given Ip 20660 162 


— 0310060483 Contract "Maint it Operation of LPDRs," awarded to Perry. Ofl 
Public Library 

LOCKE. DL Perry. OH REBELLQ. J E Division of Contracts 
NRC-1 0-83-736 83/09/20 9pp 20660 163 


8310060487 Notification of contract execution "Maint it Operation of 
LPDRs. *' awarded to UH Abel Memorial Library 
HOPPERrA Purchasing Section NRC-10-03-753 83/09/30 

FELTON, J M Division of Rules and Records SOUDER. J NRC - No 
Detailed Affiliation Given Ip 20660 108 


— 8310060493 Contract "Maint it Operation of LPDRs." awarded to WH Abel 
Memorial Library 

CROSE,M A Montesano, WA REBELLO, J E Division of Contracts 
NRC- 10- 03-753. 83/09/30 9pp 20660 189 


8310060495 Natificatiqn of contract execution "Maint 1. Operation of 
LPDRii awarded to Morris. IL Public Library 

HOYLE, A Purchasing Section NRC-10-B3-735 83/09/19 FELTON. J M 

Division of Rules and Records SOUDER. J NRC - No Detailed 
Affiliation Given. Ip 20660 198 


— 8310060496 Contract "Maint U Operation of LPDRs," awarded to Morris. 
IL Pub 1 tc Library, 

WILSON. P Morris. IL REBELLO. J E Division of Contracti 
NRC-l 0-83-735 83/09/19 9pp 20660 199 



NONDOCKETED ITEMS 


4C 


8310060499 Notification of contract execution "Naint & Operation of 
LPDR»j awarded to White Plains. NY Public Librarv 

HOYLE. A Purchasing Section NRC~l0-Q3-730 83/09/13 FELTON, J h 

Division of Rules and Records SOUDER. J NRC - No Detailed 
Affiliation Given Ip 206A3 2*9 


— 8310060301 Contract "Naint t* operation of LPDRs. " auiarfted to White 
PlainsfNV Public Library 

DOWrO B White Plains, NY REBELLO, J E Division of Contracts 
NRC-l 0-03-730 03/09/13 9pp 20663 270 


031.OO6OSD3 Notification of contiact execution. Mod 6 to “Perf oraianc e of 
Engineered Barriers In Oeologlc Repository “ Contractor 
Colder Assoc, Inc 

DELOATCHiV Technical Assistance Contracts Branch FIN 8-6986-3 
NRC-02-BI-027 83/09/23 DAVIS. J Office of Nuclear Material 

Safetv Safeguards, Director PITTIOLIA. L NRC - Mo Detailed 
Affiliation Given ip 20663 266 


—0310060906 Mod 6, adding funding for microfiche requirement . to 
'"Perf ormante of Engineered Barriers in Geologic Repos itorij 
TALBOTiR Golder Associates FIN 0-6906-3 NRC-O2-01-O27 

83/09/23 2pp £0663 267 


B3IQ06D5O7 Notification of contract execution **Malnt h Operation of 
LPDRs, ” awarded to Florida Inti Univ 

MURPHY, L G Purchasing Section NR 0-10-83-726. B3/09/19. 

FELTON, J M Division of Rules and Records ip 20663 296 


—8310060312 Contract “Maint Dperation of LPDRs, '* awarded to Florida 
Inti Unlv 

MILLER, L Florida international Univ REDELLQ, JE Division «f 
Contracts NRC-10-Q3-726 83/09/19 9pp 20663 297 


8310070099 Notification of contract execution, Mod I to "Panel Revleu of 
NUREG Prior to Peer Review Oroup Review of Draft Ropt 
Entitled 'Radionuclide Release Under LUR Specific Accident 
Conditions Contractor Univ of VA 

TOWNSEND, B L Administrative Contracts Branch FIN 0-8989 
NRC-04-a3-01D 83/09/26 BA6SETT, 0 E Division of Accident 

Evaluation JANKOW0KI, M. W NRC - No Detailed Affiliation Given 
ip 30671 319 


--83I0070106 Mod 1, extending period of performance to 831030 l< increasing 
funding, to "Panel Review of NUREO Prior to Peer Review 
Group Review of Draft Rept Entitled 'Radionuclide Relaase 
lender LWR Specific Accident conditions 
REYNOLDS, A B. Virginia, Univ of, Charlottesville, VA 
REBELLO. J E Division of Contracts FIN 0-8989 NRC-04-a3-0lO 

83/09/26 ip 20671 316 


0310070119 Nptlfication of contract execution "Maint 1, Operation of 
LPDRs." awarded to Minneapolis, MN Public Library t< Info Ctr. 

MURPHY, L 0 Purchasing 8ection NRC-ia-83-744 03/09/21 

FELTON, J M Division Of Rules and Records 80UDER,J NRC - No 
Detailed Affiliation Given Ip. 20671 300 


— B310070117 Contract "Maint & Operation of LPDRs," awarded to 
Minneapol is, MN Public Library l< Info Ctr 

SHANNON. 7 Minneapolis, MN REBELLQ, U C. Division of Contracts. 
NRC-1 0-83-744 83/09/21 9pp 20671 301 


0310070121 Notification of contract execution "Maint & Operation of 
LPDRs. " awarded to Indian River Community College 
HOPPER, A Purchasing Section NRC-10-03-790 83/09/17. 

FELTON, U M Division of Rules and Records flOUDEH.J, NRC - No 
Detailed Affiliation Given ip. 20680 391 


— 0310070148 Contract "Maint It Operation of LPDRs," awarded to 
Indian River Community College 

HIDMAN.R P Indian River Community College REBELLO, U E. 

Division of Contracts NRC- 10-83-790. 03/09/17 9pp 20680-392 


931007'0169 Notification of contract execution. "Purchase It Installation 
of Alpha/Beta Counting Sys, " awarded to Tennelec, Inc 
FAL80N, V K Administrative Contracts Branch. FIN B-B367 
NRC-28-B3-613 03/09/29. FERRI,R. T Dlviiion of Resource 

Management It Administration KOTTAN.J J. NRC - No Detailed 
Affiliation Given Ip 20664.312 


—831-0070173 Contract, "Purchase It Installation of Alpha/Beta Counting 
8ysi '* awarded to Tennelec, Inc 

COLE, P. A Tennelec, Inc MATTIA, M. J. Division of Contracts FIN 
8-8367. NRC-2a-a3-6l3 03/09/29 22pp. 20664:313 


B310Q70172 Notification of contract execution "Developing Automatic 
Contractural Documentation Capability, " awarded to Boeing 
Computer 8vcs Go. 

COLEMAN, R Administrative Contracts Branch. FIN B-8869. 
NnC-33-03-463 83/09/20 BABSETT, H S Office of Resource 

Management, Director THOMPBON, R NRC - No Detailed Affiliation 
Given. Ip 20600 293 


— 0310070175 Contract "Developing Automatic Contractural D-ocumsntatlon 
Capability," awardsd to Boeing Computer 8vts Co 

HOPKINS, H R Boeing Computer Services, Inc Iiubi uf Boeing Co ) 

MATTIA, M J Division of Contracts FIN 8-0065 NRC-33-03-463 

83/ 09/28 lOpp 20680 294 


8310070178 Notification of contract execution "Maint & aperatlon of 
LPDRs." awarded to Salem, NJ Free Library 

MURPHY, L G Administrative Contracts Branch NRC-10-B3-792 
03/07/26 FELTON. U M Division of Ruiee and Records 08UDER,J 
MRC - No Detailed Affiliation Given Ip SQ6B0 267 


—8310070181 Contract "Maint l< Operation of LPDRs, " awarded to Salem. 
NJ Free Library 

FOGG, E C aaiem, NJ REDELLQ, J E Division of Contracts 
NRC- 10 -03-792 83/09/26 9pp 20600 260 


8310070104 Notification of contract execution *’Rcvieu of Tornado 
Missile PRA-South Texas Project*" awarded to ND0 
HIGGINS, E Technical Assistance Contracts Branch FIN 8-8697 
NRC-03-83-114 03/09/29 MATTSON, R J Division of Systems 

Integration (post 011005) SINGH, B K NRC - No Detailed Affiliation 
Given Ip- 20680 348 24X FKhe 50-490,83/09/29.8310070184 


— Q31OO7O10B Ltr Contract NftC-03-a3-l 1 4 "Review of Tornado Missile PRA- 
South Texas Project, " awarded to NBS 

MORTON. K V Division of Contracts FIN B-8697 NRC -03-83-1 14 
03/09/21 SIHIU, E. Commerce, Dept of. National Bureau of 
Standards 7pp 20600' 249, 24)( FIche 90-490.03/09/291 0310070104 


B31OD7OI0S Notificatlfl-n. of contract ex ecut ion* Mod 9 to "Computer 
Time-Sharing h Related Sves. " Contractor NIH 
BROMBEROpB Administrative Contracts Branch FIN D-1666, 
NHC-29-82-3i2 83/09/22. BASSETT. M 0 Division of Data Automation 

Ic Management Information SHIELDS, J NRC - No Detailed Affilletion 
Given Ip 20679 396 


— 0310070203 Mod 9, extending period of performance for I gr. to "Computer 
Time-Sharing It Related 8vcf " 

PRATT, A HHS, Dept of, Ua Public Health Service HALltAN,E L 
Administrative Contracts Branch FIN B-1666 NRC-29-82-312 

83/09/22 ip 20679’ 397 


03LOO7O1S7 NDtlflcatlon of contract execution, Mod 3 to "Evaluation of 
Mail Accounting Performances at Nuclear Fuel Cycle 
Facilities “ Contractor NUB AC, Inc 

JACOBBrA Technical Asslitanca Contracts Branch FIN B-7379-3 
NRC-02-e3-027 03/09/22 DAVIS, J Office of Nuclear Haterial 

Safety -L Safeguard s. Dine tor KILLER. M NRC - No Detailed 
Affiliation Given Ip 20679*394 


— 8310070)09 Mod 3. funding action to fix reimbursable costs, to 
"Evaluation of Hatl Accounting Performances at Nuclear Fuel 
Cycle Facilities " 

LUHB.R F, NUBAC, Inc GUSTAVE, R P Technical Assistance 
Contracts Branch. FIN D -7377-3. NRC-G2-03-O27 83/09/22 Ip 

20679’ 395 


B31O070193 Notification of grant execution "Geometric Anelyslt of 
Ensemble of Solutions In Two*-Phase Flows It Complete 
Resolution of problem Cholctng, awarded to Brown Univ. 

UMBEL, D Technical Assistance Contracts Branch PIN 0-1096 
NRC“0-04-e3-013 03/09/27 BATSON, W Office of Nuclear Regulatory 

Researchr Director ZUBERrN, NRC - No Detailed Af #i I iati on Given 
Ip 20600.232 


— 0310070196 Grant. "Oeometrlc Analysis of Ensemble of Solutions in 
Tuo-Phase Flows tt Complete Resolution of Problem Choking," 
awarded to Drown Univ 

WUNDERLICHj T. K Brown UnlV MORTON, K. V. Technical Asslstanci 
Contracts Branch. FIN G-i096, NRC- 0-04 *-03-0 13 03/09/27 2pp. 

2D6B0. 833 


0310070195 Notification of contract exteution, Mod 1 to "Panel Member S( 
Documentation Review of NI/REG Prior to t. During Selected 
Meetings of Peer Review Oroup for Review of Draft Rept 
Entitled ..." Contractor; S Levy 

TDMNSEND. B L Administrative Contracts Branch FIN 8-9909. 

NBC -04-93-0 14. B3/09/26. BABBETTrO E. Division of Accident 

Evaluation JANKOWSKI. M N NRC - No Detailed Affiliation Given 
Ip 80679 350 


— 0310070190 Mod 1# extending period of performance to 031030, adding on 
addl meeftlng It document review l( Lncreaming funding, to 
"Panel Member It Documentation Review of NUREO Prior to b 
During Selected Meetings of Peer Review Group for Review. " 

LEVY, B B, Levy, Inc, REBEULQiU.E Administrative Contracts 

Branch. FIN D-0909 NllC-04-03-0 1 4 03/09/86 Ip 20679:359. 
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8310070197 Noti Plc»tloT> of contract eiecutlon “H^drogrotog i c 
Evaluatlonii " auardsd to INTER A Environ Coniultanti 
WIOOINSjE Technical Assistance Contract* Branch FIN B~7384-3 
NRC-02-a3-04| B3/O9/20 BROWN. R S Office of Nuclear Regulatory 

Rasaarch. Diractar UlOMAVER NRC - No Oetai 1 ad Aff 1 1 latl on Given 
Ip 20600 213 


*-0310070200 Contract “Hydrog aoJoglc Evaluations." auardad to IN7ERA 
Environ Consultants 

PANWA. B B INTERA Environmental Consultants. Inc NORTON. K V 
Division Of Contracts FIN B-73fl4-3 NRC~02-B3-04 1 03/09720 

IBpp Z06BO 214 


— 0310070224 Contract "Maint & Operation of LPDRs. " iiiuarded Ld 
Sacramentn. CA Public Library 

RICHARD. R Sacramento. CA REBELLO. J E Division of Contracts 
NRC-10-93-739 83/09/29 9pp 30i76 349 


031OO7Oa26 Notification of grant oxecution "Committee on Eortfiqualra 
Engineering." auiarded to Natl Academy of Sciences 
UMQEL.DH Technical Assistance Contracts QrancN FIN Q-106'J 
NRC-O*O4-03-O12 83/09/26 BATSON. W Office of Nuclear Regulatory 

Research. Director BURNS. J NRC - No Datailod Affiliation Olven 
1 p 20680 034 


B3L0070201 Notification of grant eiecution "Eight World Conference on 
Earthciuake Engineering," auardad to Earthquaire Engineering 
Rtteareh Inet 

MCDERMOTT. D Technical Assistance Contracts Branch FlM O-IOSB 
MRC-0-04-B3-010 03/09/20 BATSON. W Office of Nuclear Regulatory 

Research. Director CQBTELLa. J NRC - No Detailed Affiliation 
Given Ip 206S0 210 


0310070209 Grant "Eight World Conference on Earthquake Engineering." 
atdarded to Earthquake Engineering Research Inst 
PENZIEM. J Earth Sciencei Assoclatei MORTON. K V Technical 
Assistance Contracts Branch FIN G-109B NRC-0-M-93*010 

83/09/20 2pp 20690 21 i 


0310070206 Notification of contract eiecution "Technical Basis for 
Foreign Eichange of Codes." auiardid to Inti Energg Assoc. 

Ltd 

JESSUP, B Technical Assistanca Contracts Branch FJN D-l 132 
NRC-04-83-1B9 03/09/22 BATSON. W Office of Nuclear Regulatory 

Research. Director KELBER. C NRC * No Detailed Affiliation Given 
Ip S0679 327 


—8310070210 Contract "Technical Basis for Foreign Eichange of Codes." 
awarded to Inti Energy Assoc, Ltd 

ALIKONISjN a International Energy Associates. Ltd MORTONiK V 
Administrative Contracts Branch FlND-lt32 NRC-OA-SS-ISS 
03/09/22 17pp 20679 329 


B310070213 Notification of contract eiecution "Behavior of Bub- 
Critical S( Slow-Stable Crack Following Post-Irradiation 
Thermal Anneal Cycle." awarded to Metis Engineering Assoc. 

Inc 

■JEB8UP.B Technical Assistance Contracts Branch FIN D-l 134 
NRC-04-83-1B7 83/09/22 BATSON. H Office of Nuclear Regulatory 

Research. Director 8TRDBNIDER.J NRC - No Detailed Affiliation 
Olven. Ip 20680 192 


— B3 10070230 Grant "Committee on Earthquake Eng inoor i ng» " awarded to 
Natl Academy of Bciences 

SMITH.P National Academy of Sciences MaRTON. K U Technlcml 
Assistance Contracts Branch FIN G-1063 NRC-O-O4-a3-0l2 

93/09/26 23pp 20680 035 


8310070220 Notification of contract execution "Moint tt Operation of 
LPDRs* " suardffd to GA Dow Memorial Library 

FLVNNi M J Administrative Contracts Branch NRC- 10-03-743 
03/09/29 FELTON, J Division of Rules and Records SOUDEH.J NRC 
- No Detailed Affiliation Given Ip 20669 340 


— 0310070231 Contract "Maint 8< Operation of LPDRs." awarded to OA Dau 
Memorial Library 

BYERS. R Midland County. MI MATTIA. M J Division Of Conti mcis 
NRC-10-83-743 03/09/29 1 9pp 20669 349 


0310070233 Notification of contract eiecution "Untor to i ntle s In Eiys 
Analysis Part of Seismic PRA. " awarded to Future Resources 
Assoc * Inc 

vfESSl/Pi B Technical Assistance Contracts Branch FIN D-112? 
NRC“04-e3-lB2 03/09/27 BATSON. W Office of Nucloar Regulatory 

Research, Director MURPHY. J NRC - No Detailed Affiliation Olven 
Ip 20669 330 


—8310070240 Contract "Uncertaint ies in 8ys Analysis Port of Seiirnic 
PRAi ** awarded to Future Resources Assoc. Inc 
BUDNITZ.R Future Resources Associates, Inc MORTON. M. V 
Division of Contracts FIN D-1129 NRC-O4-03-J BZ 83/09/27 

17pp 20669 331 


0310070234 Notification of contract execution "Malrit (< Operation of 
LPDRs," awarded to Richland. NA Public Library 

FLYNN*M J Technical Assistance Contracts Branch flRC-lO-83**746 
03/09/29 FELTON. J M Division of Rules and Records SOUDCfl. J 
NRC “ Mo Detailed Affiliation Given 1 r 20664,344 


'8310070217 Contract "Behavior of Sub-Critlcel Blow-Stebke Crack 
Following Post-Irradiation Thermal Anneal Cycle." awarded 
to Metis Engineering Assoc. Inc 

GREENBLATT.M Materials Engineering Associates. Inc MOftiaN. K V 
Division of Contract* FIN D-U34 'NRC-OA-flS-ig?. 83/09/22 
i7pp 20680 193 


— 8310070237 Contract "Maint & Oporation of LPDRs," awarded to 
Richland. WA Public Library 

ROBERTS.D E Richland, WA MATTIA. M J Division of Contracts 
NaC~10-D3-746 83/09/29 1 5pp 20664 345 


0310070214 Notification of contract aiecution "Revlewlna Hy drootol ooic 
Investigation of Bedded Iv Dome Balt Basins — Project A." 
awarded to Williami L Assoc. Ine 

WIGGINS, E Technical Asslstancf Contracts Branch FIN B-7389-3 
NRC-Oa-BS-OSS 03/G9/29. BROWN, R S Program Support Branch 
JOHNSON, R NRC - No Detailed Affiliation Given. Ip. 206B0 147 


Contract "Rtvliuing Hydrogeolog 1 c Investigations of Btdt 
Sf Dome Salt Bailni - Project A," awarded to Williams U 
Attoe I Inc 

WILLIAMS, R E Williams 6 Associates MORTON,K V Division of 
Contracts fin 0-7389-3 MRC-02-B3-033 83/09/29 44oo 

Z06&0 148 


8310G70218 Notification of contract eiecution "Common Cause Failure 
Analysis - Data Base Assessment U Development, " awarded to 
JBF Aiioc. Inc 

Technical Assistance Contracts Branch FIN D-U30 
NRC-04-03-183 83/09/22 BATSON. H, Office of Nucleer Regulatorg 

Rssearch. Director RQBINBQN.R NRC - No Detailed Affiliation 
Olven Ip 20680 129 


— B310070220 Contract "Common Cause Failure Analysis ~ Data Base 
Assesiment t, Davel opment, " awarded to JBF Assoc, Inc 

A^oclates MORTON, K V Division of Contract* 
FIND-1130 h«C-O4-a3-103 83/09/22 17pp. 20680 130 


Notification o# contract execution. "Maint it Operation of 
LPDRs, awarded to Bacramento. CA Public Library. 

HOVLE, A Administrative Contracts Branch, NRC-io-BG-739 
FELTON, J M Division of Rules and Records 8Q0DER, J 
Detailed Affiliation Given Ip 20676*348 


83/09/29, 
NRC - No 


8310070244 Notification of contract execution "Development of FHR 
Transient Analysis Model, " awarded to 8 Levy, Inc 
JESSLIP, D Technical Assistance Contracts Branch Fijy 0-1 13J 
NRC-04-fi3-184 03/09/27 BATSON. W Office of Nuclear Regulatory 

Research, Director ZUDER, N NRC - No Detailed AfPlUatlon Olven 
Ip 20669 310 


—8310070267 Contract "Developement of PWR Transient Analyile Model," 
awarded to 6 Levy, Inc 

SCHREPPLE.L D B Levy, Inc MORTON, K V Division of Contract* 
FIN D-U31 NRC-04-a3-ia4 03/09/27 t7pp 20669 311 


B310070329 Notification of contract execution 


_ X. . , "Mod of Existing Air 

Pathway Model for Low Level Waste Assessment it Tralnlnq 
Course, " awarded to NOAA 

* JACOBS, A Technical Assistance Contracts Drench FTW 
B-73S9-3 NRC-O2-03-O3i B3/09/09. BROWN. R 8 Program Support 

Branch NEUDER.B NRC - No Detailed Affiliation Given Ip 
20664 273 ^ 


8310070331 Contract' "Mod of Existing Air Pathway Model for Low Laval 
Matte Assessment it Training Course," awarded to NDAA 

Oceanographic (, Atmospheric 

Administration MORTON, K V. Technical Assistance Contract* 

Branch FIN D-7359-3 NRC-02-e3-03i 03/09/09 11 do 

20664 274 oa/u-.-rwv iipp 


contract execution "Development of Draft 
8tdi In Area of Rock Mechanics," awarded to A8TM 
FLEENOR, C Technical Assistance Contracts Branch FIN D-1123 
MRC-04-M-117B 03/09/21. BAT0ON, H 0.?lcr;? Nucuir 

20676 •^321^'*^ SCHMITT, T NRC - No Detailed Afflllatl on Given 


NONDOCKETED ITEMS 


4 


— 0310070415 Contract; "Development of Draft 8td s In Area of Rock 
Mechanice^ *' awarded to ASTM 

CAVANAUOHr M T American Societg for Testlna 8<l1ateriale 
HDRTONiK V Technical Assistance Contracts Branch TIN D-nS3 
NRC- 04-83- 178 83/09/ 21 8pp 30676 322 


0310070428 Notification of contract execut loni Mod 13 to "Evaluation of 
Soil Behavior Under Earthquake Loading Conditions " 

Contractor Shannon WllsoriJ Inc 8< Agablan Assoc 
UtiQELi D Technical Assistance Contracts Branch FIN D-3013 
NRC-04-76-200 83/09/28 BATBONi W Office of Nuclear Regulatory 

Researchi Director HARDOURiJ NRC - No Detailed Affiliation Given 
ip 20676 319 


— 8310070429 Mod 13 j d oob 1 i g at 1 ng funds, to "Evaluation of Boil Behavior 
Under Earthquake Loading Conditions " 

MILLER. R P Shannon 8< Mil son* Inc « Agbablan Associates 
GUSTAVE j R P Technical Assistance Contract* Branch FIN D-301i5 

NRC-D4-76-200 03/09/28 Ip 20676 320 


8310070431 Notification of contract execut ion. Hod 9 to "Btat isticat 
Review of Documents Statistical Methods in Risk 
Assessment Contractor 8BA Subcontractor Automated Sciences 
Group. 

DRDMBERO-B Administrative Contracts Branch FIN 0-1321. 
NRC-07-79-312 83/09/19 HALLER* N Office of Management and 

Program Analysis ABRAMBONi L NRC - No Detailed Affiliation Given 
ip 20676 319 


— 8310070432 Mod 9. extending period of performance to 040926* to 
"Statistical Review of Documents it Statistical Methods In 
Rlalc Assessment " 

BENOIT.H Automated 8c lences Oroup, Inc DENNiSTGNt 8 F Small 
Business Administration 8MITH.P A Administrative Contracts 

Branch FIN D-1321 NRC-07-79-312 83/09/19 3pp 20676 316 


8310070434 Notification of contract execution* Mod 9 to "Safety 
Assessment of Concrete Nuclear Structures *' 

Contractor MIT 

UMBELi D M Technical Assistance Contracts Branch FIN 0-6618 
NRC-04-79-1B1 03/09/29 FOREHAND. W Offict of Nuclear Regolator-y 

Research. Director DROWZlN*fl NRC - No Detailed Affiliation Given 
1 p 20676 30? 


— B31007G439 Mod 9. providing funds to cover cost overrun* to "Safety 
Assessment of Concrete Nuclear Structures *' 

DUMMER.OH Massachusetts Institute of Technology. Cambridge. MA 
OUSTAVE.R P Technical Assistance Contracts Branch FIN D-6610 
NRC“O4-79-i0i B3/09/29 9pp 20676 310 


B310tlDD03 Notification of contract execut ion. Mod 4 to '•'Aerospace - 
Electric Power Norkihop Conference on Commercial Nuclear 
Power. " Contractor American Inst of Aeronautics. 

UMBELrD Technical Assistance Contracts Branch FIN 0-1009 
NttC«0-04-ai-002 83/09/23 BATSON. W Office of Nuclear Regulatory 

Research. Director. EI88.A NRC - No Detailed Affiliation Given 
Ip 20686 004 


— 8310110009 Mod 4. extending period of performance to 031231 at no cost, 
to "Aerospace - Electric Power Workshop Conference on 
Commercial Nuclear Power " 

e American Institute of Aeronautics It Astronautics MORTON.X V 
Technical Assistance Contracts Branch FIN 0“i005 
NRC-0-04-01-002 B3/09/23 Ip 20606 009 


8310110026 Notification of grant execution "Study of Radionuclide 
Release from Severe Accidents at Nuclear Power Plants. " 
awarded to AP9 

UMBEL. D M Technical Assistance Contracts Branch FIN 0-1091 
NftC-0-04-a3-0ll 83/09/23 BATSON. W Office of Nuclear Regulatory 

Research. Director filLBERBERO.M NRC - No Detailed Affiliation 
Given Ip 20687 394 


— 8310110029 Grant "Study of Radionuclide Release from Revere Accident* 
at Nuclear Power Plant*. " awarded to APS 

BURTON. vl A American Physical Soclaty. HORTON. K V Technical 
Aisistance Contracts Branch FIN 0-1091 NRC-0-04-B3-01 1 

83/09/23 2pp 20687 < 399 


0310110086 Notification of contract execution "NRC Computer Security 
Program for Unclassified Sensitive Sys. " awarded to NB0 
BAZIN.mJ P, Administrative Contracts Branch FIN B-0079 
NHC-33-B3-469 03/09/20 BAaSETT.H 8 . CONSOL 1. A Division of Data 

Automation it Management Information, Ip 20606 OiO 


-'‘’8310110009 Contract, "NRC Computer Becurlty Program for Unclassified 
Sensitive Syt." awarded to ND0. 

SHREVE. D B, Commerce. Dept of. National Bureau of Standards 
MATTIA. M Administrative Contract* Branch FIN 8-0079 
NRC-33-83-469 03/09/20 Ip 20686; Oil, 


B3101101BS Notification of contract execution "Reorganizing ^ Purging 
of Safety Reactor Files at PDR l< ACRS. " awarded to Labat- 
Anderson. Inc 

DAZIN.J P Administrative Contracts Branch NRC- 10-03-722 
83/09/30 OESAU.W -J . SKOCZLAS. J Division of Technical Informat i an 
l( Document Control Ipp 20701 322 


— 83101 10192 Con tract "Reorgan 1 i Ing I* Purging of Safety Reactor Files at 
PDR S< ACRS." awarded to Labat-Anderson. Inc 

LAB AT. V/ Labat-Anderson. Inc DENNfSTQN. S F Administrative 
Contracts Branch NRC-i 0-83-722 03/09/30 1 Spp 20701 323 


0310110262 Notification of contract exec uti an. Mod 1 to "Panel Member f 
Documentation Review of NUHEO Prior to I* During Selected 
Meetings of Peer Rcvlaw Group for Review of Draft " 

Contractor LR Zumwalt 

TOWNSEND. B L Administrative Contracts Branch FIN □-09B6 
NRC-04 -03-009 83/09/26 BASSETT. Q E Dl vi 5Jon of Acc id ent 

Evaluation JANHDSMI.MW NRC - No Detailed Affiliation Given Ip 
206B7 360 


— 8310110271 Mod 1. extending period of performance to 83L030. increas i ng 
attendance at addl meeting L increasing funding. to "Panel 
Meeting 1. Documentation Review of NUREO Prior to It During 
Selected Meetings of Peer Review Group for Review of " 

ZUMWALT.L R Zumwalt. L R REDELLO. J E Administrative Contracts 
Branch FIN 0-6986 NRC-04 -03-009 03/09/26 Ip 20687 361 


031OL1O336 Notification Of contract execution "Malnt 6 Operation of 
LPDRsj " awarded to Greeley. CO Public Library 
MURPHV. L 0 Administrative Contracts Branch NRC- 10-83-7 42 

83/09/13 FELTON. J M Di vl s I qn o f Ru I es and Records SOUDER. J 
NRC - No Detailed Affiliation Given tp 20606 038 


— 6310110337 Contract "Maint l< Operation of LPDRs. " awarded to Greeley. 
CO Public Library 

FROMM. E Oreely.CO RHBELLO. J. E Division of Contracts 
NRC- I 0-83-742 83/09/13 9pp 20686 039 


B3101 10330 Notification of contract execution "Maint h Operation of 
LPDRs* " awarded to Plymouth. MA Public Library 
TOWNSEND/D L Administrative contracts Branch NRC-l 0-83-748 
83/09/29 FELTON. J M Division of Rules and Records SDUDER.JL 
NRC - No Detailed Affiliation Given Ip 20713 354 


— 8310110340 Contract "Maint & Operation of LPDRs." awarded to Plymouth 
MA Public Library 

e Plymouth. MA REQELLOi U E Division of Contracts 
NRC- 1 0-83-740 83/09/29 9pp 20713 355 


0310110342 Notification of contract execution "Maint l< Operation of 
LPDR*. " awarded to California Polytechnic State Univ 
FLYNN. M J Administrative Contract* Branch NRC-10-a3-737 
83/09/29 FELTON. U.M Division of Rules and Records BGUDER.J 
NRC - Mo Detailed Affiliation Given Ip 20606 018 


— 8310110344 Contract "Maint it Operation of LPDRs. " awarded to 
California Polytechnic State Univ 

FLORES. A B California Polytechnic State Unlv . San Luis Oblspa. 
CA MATTIArM J Division of Contracts NRC-lO-03-737 B3/09/29 

I9pp 20606 019 


B310L10364 Respond* to FOIA request for seven categories of documents 
re NRC document control sy* Forwards App A documents App D 
documents withheld (ref FQIA Exemption 4) 

FELTON. J M Division of Rules and Records 03/06/13 SLAIRi L R 
Affiliation Unknown. 4pp 20683 002 


— 8310110414 Mod 5. changing performance evaluation plan in Attachment C 
of contract* to "Operation 6 Maint of NRC Document Control 
8ys " 

THAMM. E 0 Planning Research Corp SMITH. P A Divlaion of 
Contracts NRC-l 0-82-396 B2/O0/O6 3pp 20684 260 


—8310110419 Mod 6.changlng refs to Ofe of Controller in contractual 
document or billing initructiona to Ofc of Resource Mgt.to 
''Operation & Meint of NBC Document Control By* " 
e Planning Research Corp SMITH. P A Division of contracts 
NRC- 10-02-396 02/00/23 Ip 20694 271. 


0310110494 Notification of contract execution "Boftuare Maint." awarded 
to Intel Byi Corp 

BAZIN. J P Administrative Contracts Dranch. FIN 8-0860 
NRC-33-B3-461 83/09/27 BASSETT. H 0 Dlvlsipn of Date Automation 

It Management Information JOHNSON. C NRC - No Detailed Affiliation 
Given, Ip 20709.346, 


— 83101 10499 Contract. "Software Maint." awarded to Intel Sy* Corp 

SINK. J M Intel Corp MATT I A. M J Division of Contracts FIN 
0-8860 NRC-33-83-461 83/09/27 lOpp 20 7 0 9 347 


404 


NONDOCKETED ITEMS 


B31l>110506 Notification of contract ej «c utioni Kod 1 to '‘Co»t AnaLy&o^ 
of Proposad Chanff»a in NRC n*qul r-»m*nt t " Contractor Science 
& Englnetftlng A«aocilnc 

OILDENHORN Admin 1 » tra 1 1 v* Contracts Branch FJN 0-8630 
NBC-aa-* 03-300 B3/ogyji {tarry, L J Olvltlon of Data Automation *« 
Management Information FOWLER- O NRC - No Uetalled Affiliation 
Given Ip a0709 344 


— B31O11031O Mod l^corractlng error in award amount of basic contract ^ 
changing keij perionneiito "Cost Analytes of Proposed Changes 
in NRC Requirements 

ROSSj 0 ft Science & Engineeririg Associates. Inc HAGAN, T F 
Division of Contracts FIN 8-8830 NRC-33-03-300 83/09/26 Ip 

20709 345 


8310110508 Notification of contract execution "Cost Analyses of 
Propoied Changes in NRC Requlr extents, <Scop e of Work B), " 
euardid to Science & Engineering Assoc, Inc 
HAOEY, H A Administrative Contracts Branch FIM 0-8838 
NRC-33-03-SOO 03/09/20 TRirf ft, E G Division of Budget Ic 

Analysis FOWLER, 0 NRC - No Detail ed A# fi ] lat ion Given Ip 
20715 173 


—6310110512 Contract "Cost Analyses of Proposed Changes in NRC 
Bequ irements, (Scope of NorJi D)," au/arded to Science & 
Engineering Assoc. Inc 

BDSS, B Science S* Engineering Associates, Jnc KATTJA, M J 
Division of Contracts FIN 8-8838 NRC-33-a3-S0G 83/09/20 

ilpp 207i3 17& 


8310110516 Notification of contract execution "Atomic Safety Licensing 
t Regulating Peaceful Atomic Energy, 1946-1963, " aiMardsd to 
Unlv of CA Press 

COLEMAN, R W Administrative Contracts Branch NRC-lO-B3-33a 
83/09/29 CHILH. 0 J . MA202AN, 9 Office of the Secretary of the 
Commission Ip. 20715 |G7 


—8310110524 Contract "Atomic Safety Licensing t Regulating Peaceful 
Atomic Energy, 1946-1963, " awarded to Univ of CA Press 
MILES. J B Unlv of California Press MATTlA. M j Division of 
Contract* NRC-10-83-33B 83/59/29 12 pp 25715 1 80 


9310110539 Notification of contract execution, Mod 9 to "Graphics/ 
Photographic 8vcs. " Contractor Robert Charles Moles W 
Assoc 

OILDENHORN, A J Administrative Contracts Branch «?C“05“ai-257 
03/10/05- SLAHAp J* L Program Buppo-rt Branch THAYER, C Director's 
Office, Office of Inspection and Enforcement Ip 2D714 326 


— B3t0ll0528 Mod 9, estending piriod of performance to 031031 w/no change 
In unit prices of contract, to '"Graphic s/Photograph ic Sve s •' 

MOLES, R C Robert Charles Holes C< Associates HAGAM,T F 
Division of Contracts NRC-G5-B 1-257 03/JO/O5 Ip 20714 327 


8310110933 Notification of contract execution "Robotics Application 
for Exposure Reduction," auarded to Rtmote Technology Corp 
JESSUP, B Technical Assistance Contracts Branch PIN D-1 120 
NRC-04-03-101 83/09/22 DATSON. N Office Of Nuclear Regulatory 

Research, Director RCECKLE1N,A NRC No Detailed Affniatlon 
Given Ip 20704 330 


—0310110549 Contract "Robotics Application for Exposure Reduction,'* 
awarded to Remote Technology Carp 

WHITE I J, R Remote Technology Corp MORTDN, K V Division of 

Contracts FIN D-112B NRC-04-83-181 03/09/22 |7pp 

20704-331 


0310110972 Notification of contract execution "Gelectlon of Earthquake 
Resistant Design Criteria for Nuclear Power Plants, 

Methodology & Technical Bates, " awarded to Btroctural it 
Earthquake Engineering Consultants 

EDGEWORTH, P J Technical Assistance Contracts Branch FIN B-B29S 
NRC-D4-a3-022 03/09/29 BATSON. W Office of Nuclear Regulatory 

Research, Director. MURPHY, A. NBC - No Detailed Affiliation Given 
Ip 20709*071 


— 0310110502 Contract "Selection of Earthquake Resistant Dstlgn Criteria 
for Nuclear Power Plants, Hethodology L Technical Bases," 
awarded to 8tructural W Earthquake Engineering Consultants 
LUCOi \l £ Structural It Earthquake Engineering Consultants 
MORTON, K.V, Division of Contracts FIN B -8298 NRC -04-03-022 
83/09/29 14pp 20709 072 


9310110613 Notification of contract execution, "Ultra-High Speed 
Residue Processor for Shaft Imp 8yi Imag# Enhancement, " 
awarded to Spectran Development Labs 

JESSUP, B. Technical Assistance Contracts Branch. FIN D-tl33- 
NRC-04-03-186 03/09/24. BATSON, W Office of Nuclear Regulatory 

Ricearch, Director. STROSNIDER, J NRC - No Detailed Affiliation 
Given Ip 20713< 142. 


— 8310110616 Contract "Ultra-High Speed Roslduo Processor for Shaft Insg 
Sys Image Enhancement," awarded to Spectron Deve 1 opmeTi t 
Labs 

MCBRIDE, C S Spectron Development Laboratories MORTON, V 
Administrative Contracts Branch FIN D-1133 NRC-04-03-106 

83/07/24 I7pp 20719 143 


8310120010 Notification of contract exec utl on, Mod 2 to “Modeling 
Mesoscale Dispersion 6 Transport Process for Release Within 
Coastal Tones During Land/Sea Qreeios " Contractor Urtiv of 
MN 

UMDEL,D H Technical Assistance Contracts Branch FIN D-604B 
NRC-04-76-368 03/09/20 BATSON, W Office of Nuclear Regulatory 

Research, Director A0OEY. R NRC - No Detailed Affiliation Given 
Jp 20749 212 


— B3101200I9 Ltr Contract NRC-04-76-368, Mod 2, d eob 1 1 gat 1 n g FY79 funds, to 
'’'Modeling Mesdscale Dispersion tt Transport Process for 
Release Within Coastal Zones During Land/Bea Brecios " 

GUSTAVE. R P Technical Assistance Contracts Branch FIW B-6040 
MRC-04*'76-36a 03/07/14 OARLIO, M Minnesota, Univ of ip 

30749 213 


0310120021 Notification of contract execution. Mod 3 to "Automobile 
Impact Forces on Concrete Wall Panels '' Contractor 
Ch 1 apetta. We Ich & Assoc, Lid 

UHDEL,0 M Technical Assistance Contracts Branch FIN 0-6609 
NRC-04-79-lBa 83/09/23 BATSON, W Office of Nuclear RsQulatory 

Research, Director COSTELLO, J NRC - No Detailed Affiliation 
Given Ip 20749 161 


— 0310120024 Mod 3. adding funds to cover Increases in indirect cost 
rates, to "Automobile Impact Forces on Concrete Wall Panels '" 
CHIAPETTA, R L Chiapetta, Welch ^ Associates, Ltd GUSTAVE, R P 

Division of Contracts FIN 0-6609 NRC-04-79-180 03/09/23 Ip 

20749 102 


0310120033 Notification of contract executi on, Mod 4 to "Reviewing 
Hydrologic Investigations of BWIP. Project B " 

Contractor Golder Assoc 

FLEENOR,C Technical Assistance Contracts Branch FIN B-7373-3 
NftC-02-e2-04g 03/09/20 DAVI8, J Office of Nuclear Material 

Safety 6 6a f eguar d s, Direc tor LOGSDON, M NRC - No Detailed 

Affiliation Given Ip 20715 349 


— B310120035 Hod 4,revisiTig U expanding statement of work, ob 1 i gating 
funds b extending period of performance to 040930, to 
"Reviewing Hydrologic Investigations of DWlPiProject B " 

TALBOT, R Bolder Associates GUSTAVE, R P Division of Contracts 
FIN 2-7373-3 NRC-02-02-045 03/09/20 12pp 20715 350 


0310120038 Notification of contract execution, Mod 3 to "Reviewing 
Hydrologic Investigations of DWIP " Contractor Williams & 

Assoc 

FLEENOH.C Technical Assistance Contracts Branch FIN 0-7372-3 
NRC-D2-82-044 03/09/29 DAVIS, J Office of Nuclear Material 

Rafety 8t Safeguards, Direc tor LDG8D0N, M NRC - No Detailed 
Afflllalion Given Ip 20715 320 


—0310120040 Mod 3, changing contractors name, revising it expanding 
statement of uork« s xten ding period of performance to 040930 
b obligating funds, to "Reviewing Hydrologic Investigations 
of DHIP " 

WILLIAMS, R E Williams b Associates GUSTAVE, R p Division of 
Contracts PJM 0-7372-3 NRC-02-02-044 03/09/29 20pp 

20715 329 


0310120052 Notifica t ion of contract execution. Mod 3 to "Preventive Sc 
Remedial Halnt of Multichannel Analyxers " Contractor 
Nuclear Data, Inc. 

OILDENHORN, A J Administrative Contracts Branch NRC-O5-01-S6O 
03/09/20 PAGE, M Ragl*^ 2, Office of Director ipp 20715 314 


— 0310120055 Hod 3, adding RVnd s for travel S< travel time for second yr 
p erf QPimanca, r avi f Ing | Clarifying statement of work & 
extending period of pei^rormance to 840930, to "Preventive |i 
Remedial Heint of Multichannel Analyxers " 

8RACKMAN. T w Nuclear Data, Inc HAGAN, T. F Administrative 
contract* Branch NRC-O5-81-S60 03/09/80 I2pp 80715' 3IS 


0310130162 Notification of grant execution ''Stability Under Seismic 
Loading," awarded to Lehigh Univ 

UMBEL, D Technical Assistance Contracts Branch FIN 0-1060 
NBC-0-04-03-009 03/09/80 BATSON, W Office of Nuclear Reactor 

Regulation, Director ARNDT, G NRC - No Detailed Affiliation Given 
Ip 20777 160 


— 0310130165 Grant: "Stability Under Seismic Loading," awarded to Lehfgh 
Univ. 

GOLDSTEIN, J 1 Lehigh Univ , Bethlehem, PA MORTON, K V 
Technical Assistance Contracts Branch FIN 0-1060 
NHC-0 -04-03-009- 03/09/80 2pp 20777 169 



NONDOCKETED ITEMS 


M. 


G31013019B Natl f icatl on of contract oxecutlon *’R«vi euilng Hy iJrog eolog ic 
I nve s-t ig 5 1 1 on$ of Dedded & Dome Salt Ba9 in«-Pra jec t Dj *' 
fluarded to Oolder Assoc 

WlGOrNS- E Technical Assistance Contracts Branch FIN B'-7a90‘-3 
WRC-02-03-03^ 83/09/30 DROWN* R S Program Support Qranch 

JOHNSON* R NRC - No Detailed Affiliation Given Ip 20772 332 


-■^8310130201 Contract '‘Reviewing Hgdrogeolog ic Investigations of Bedded 
Ic Dome Salt Dasins-Pro jec t D* " awarded to Golder Assoc 
TALDDT.R Ooldor Associates MORTON* K V Division of Contracts 
fin B -7390-3 NRC-02-B3-034 03/09/30 44pp 20772 333 


Q3iOl302A3 Corrected notification of Contract ex ecution* Mod 3, to 
■’Preven tive Remedial Maint of Multichannel Analgiers “ 
Contractor Nuclear Data* Inc 

OlLDENHORNiA j Administrative Contracts Branch N|?C-03‘-8 1-260 
03/09/28 PAqE,M Region 2, Office of Director ip 20754 330 


8310130380 Notification of contract execution* Mod 1 to "Radiation 
Monitoring Program Ret^uirements '* Contractor State of NV 
UMBEL. D M Technical Assistance Contracts Branch FIN B-835S 
N’RC-28-03-610 G3/09/29 MCOBCAR* J Region 1* Offlco of Director 

ca3TELl.D*F NRC - No Detailed Affiliation Given Ip 20770 118 


— B3t0l303aS Mod l.addlng funds to intorporate TLD program* to "Radiation 
Monitoring Program Req,uirements '* 

LEAVY* W F New York* Stale qf GUSTAVE* R P Technical Assistance 
Contracts Branch FIN 13-8353 NRC-28-B3-610 83/09/29 Ip 

20770 119 


0310130368 Notification of contract execution "Maint &< Operation of 
LPDRs*'* awarded to Univ of New Orleans 

FLYNN* M J Administrative Contracts Branch NRC-10-Q3-727 
83/09/30 FElTON* J Division of Rules and Records SOUDER.U NRC 
- No Detailed Affiliation Given Ip 20771 027 


— 8310130309 Contract "Maint It Operation of LPDRSi " awarded to Univ of 
New Orleans 

OlBdS.P M New Orleans* Univ of MATTIA*M J Administrative 
Contracts Branch NRC-lO-03-727 03/09/30 iSpp 20771 020 


8310130404 Notification of contract execution "Regiari V Data Entri^ 
Bvcs* " awarded to Phoenix Intl/9DA 

FIELDS. U A Administrative Contracts Branch FIN D-G091 
NBC-33-e3-467 83/09/30 BASSETT* H 0 Office of Reaoorce 

Management* Director HAMILL*K NRC - No Detailed Affiliation 
Oivan Ip 20769 247 


— D310130406 Contract "Region V Data Entry Svcs. " awarded to Phoenix 
Intl/SBA 

THOMAS* B T Phoenix International M1MS*R Division of 
Contracts FIN B-B09i NRC-33-Q3-467 83/09/30 Sfp 

20769 * 248 


— 0310130407 Contract "Region V Data Entry Svcs*" awarded to Phoenix 
Intl/SBA 

MIMB* R Small Business Administration e Phoenix International 
MAT7IA*M J Division of Contracts FIN 0-8091 NnC-33-a3-467 

03/09/30 2pp P0769 250 


03L013C417 Notification of contract execution "Licensing Assistance/ 
Gffotachnical Hydrological Evaluatigns/URFO* " awarded to 
Ooodson It Assoc* Inc 

WlGOINSiE Technical Assistance Contracts Branch FIM B-0507 
NRC-RC4-03-673 83/09/29 SMITH* ft D Uranium Recoverg Field 

Office 0ARCIA*P NRC - No Detailed Affiliation ©Ivan Ip 
20760 332 


—0310130410 Contract' "Licensing Aisi stance/Ooetechnic a I & Hydrological 
Eva luations/URFO* " awarded to Ooodson it Assoc* Inc 
FUJIMOTO*R I Oood^jon tt Associates. Inc FIN B-8S07 
NRC-RG-B3-673 03/09/29 37pp 20760.333 


8310170060 Notification of contract execution’ ”ln Siiu Stress 
Measurements tn Earth Crust In Eastern US* " awarded to 
Eng tneers Inti* Inc 

BAIBD£N*L Technical Assistance Contracts Branch FIN B-0292 
NRC-04-83-016 03/09/30 BATSON, g Office of Nuclear Regulatory 

Rdsearchi Director. SCHMITT. T NRC - No Detailed Affiliation Given 
Ip 20798 041 


--B310170067 Contract "In Situ Stress Measurements In Earth Crust In 
Eastern US*" awarded to Engineers Intb Inc 

aiNOHiM M Engineers International! Inc HORTON. K V Division of 
Contracti. FIN B-0292 NRC -04-03-0 16 03/09/30 lllpp. 

20798 . 042 


83101700B2 Notification of contract e x ecutlon. had 2 to "’Furnishing 
Engineering* Installation It Maint of Complete Operational 
tnsarvlce Automatic Telephone Switching By s/Equlpment ” 
Contractor American Telephone t< Telegraph 

GILDENHDRN. A J Admi nlstral Ive Contrac ts Branch hRC-31-a3-661 
03/09/30 COLLINS. J Region 4* Office of Director MELVILLE.T 
NRC - No Detailed Affiliation Oiven Ip 20790 007 


— 0310170084 Mod 2. expanding base sys & changing sys turnover date to 
"Furnishing Engineering* Installation U Maint of Complete 
Operational Inservice Automatic Telephone Buiitching Bys/ 

Equipment ’’ 

VQLZER, H J American Telephone U Telegraph Co /Amerieen Bell. 
HAGEN. TF Division of Contracts NRC-31 -83-661 83/09/30 6pp 

20790 OOB 


B3I0170111 Natificatlon -of contract exec utlon* Mod 9 ta "Technical 
AssistoTica to Suppurt NRC-IC Personnel kn Investigations of 
Incidents " Contractor Parameter* Ine 

UOLLETT* S Technical Assistance Contracts Branch piN B-1302 
NRC-03-&2-249 83/09/29 DLAHA* J Direc t or ' s Of f i co. Office of 

Inspection and Enforcement LAUDAH. W NRC - No Detailed Affiliation 
Given Ip 20814 194 


— 8310170990 Kod 9* issuing Task ITrder 54* to "Technical Assistance to 
Support NRC-IE Personnel in Investigations of Incidents " 

L0FY*R a Parameter* Inc GUSTAVE* R P Technical Assistancs 
Contracts Branch FIN D-i302 NRC-0S-B2-249 03/09/29 3pp 
20B14 199 


8310170112 Notification, of contract a x scut 1 on. Mod 4 to "Info Kgt Sys 
for NRC Operation Ctr " Contractor Phoenix Assoc* Inc 
OILDENKORN. A J Administrative Contracts Branch. FIN B-8709 
NftC-O»-83-2i0 63/10/11 MUlRiA P Program Support Branch 

HIMES, 0 NRC - No Detailed AffUietlon Given Ip 20B13 123 


— 0310170118 Mod 4* adding requirement for CEO sys design document It 
increasing contract amount, to "Info Mjt Sys for NRC 
Operation Ctr “ 

FENSTERBTOCK. J Phoenix Assocletes* Inc HAGAN* T F 
Administrative Contracts Branch FIN B-B709 NRC-OS-a3-ai0 
83/10/11 3pp. 20813 124 


8310180101 Notification of contract execution "Stochastic Analysis of 
Solute Transport in Unsaturated Boll." auerded to miT 
OELOATCH*V Technical Al« I Stance Contracts Branch. FIN D-0956 
NRC-04-83-174 83/09/30 BATSON, H Office of Nuclear Regulatpry 

Research, Director NICHDLaON.T NRC - No Detailed Affiliation 
Given ip 20824 043 


—0310160109 Contract' "Stochastic Analysis of Solute Transport in 
Unsaturated Boll*" awarded to MIT. 

DUMMER* 0 H Massachusetts Institute of Technology* Cambridge. HA 
MORTGNiK V Division of Contracts FIN B-89S6 NRC~04-a3-174 

03/07/30 00 pp 20824 044 


Q3I01B0147 Notification of contract e xecut Ion. Mod 6 to "Evaluation of 
Relative Surface Properties of Alternative Nuclear Waste 
Encapsulants " Contractor UnlV of Florida 

DELOATCH.V Technical AxsLstance Contracts Branch FIN F-6352 
NRC-04-7a-29a 83/10/13 BATSON. M Office of Nuclear Regulatory 

Research. Director. KIM.K NRC - No Detailed AfflUatInn Given 
ip 20627 OSO 


—0310180197 Mod 6* modifying scope of work at no cost 6 changing title: 
"Evaluation of Relative Surface Properties of Alternative 
Nuclear Waste Encapsulants '* 

BTEVENS.AR Florida* Univ off Oalnasvllle* FL 0U8TAVE.R.P 
Technical Assistance Contracts Branch, FIN F-6392 NRC -04-70-2 92 

03/10/13. 4pp. 20827.091. 


0310100168 NotiflcPtion of contract ex eeutiom Mod 2 to "Subscriptions 
to Publ Icati one. Inside Ener gy/W/F*deral Lands*InBitfe FERC* 

Inside NRC. Nuclear Fuel* Nut leonl c s Wk " Contractor McGraw- 
Hill. Inc 

KAUKINB. 0 A Administrative Contracts Branch. NRC-10-03-321 
63/10/13 BEBAWjW. J. Division of Technical Information l« Document 
Control CONVNOHAM.M NRC - No Detailed Affiliation Olven Ip 
20027; 040 


— 631018DI79 Mod 2* cancelling subscription to '"Inside FERC" fc decreasi 
total contract amount* to ‘^Subscription to Publications: 

Inside Enargy/H/F#deral Lands* Inside FERC. Inside NRC* 

Nuclear Fuel. Nucleonls Wt " 

FERRAMTEiO HcGraw-Hill Publications Co HApAM* T. Division of 
Contracts NRC-lO-83-321 03/10/13, app. 20027.041. 
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NOWDOCKETED ITEMS 


G3L01B0594 Ratification of contract axecutloTti Mod 7 to '‘Eval uat i ng 
Radiation Eff»ct»f Analytical Tachniqua* St Tasting Methods 
for Evaluation of Radiation Damage in Reactor Vessels “ 

Contractor Naval Research Lat 

SlLVrSiR M Technical Assistance Contracts Dranch FIN B-1151 
NRC-03-76-34B 83710/12 DENTON i H R Office of Nuclear Reactor 

Regulation! Director NODEi K NRC ~ No Detailed Affiliation Given 
1 p 2D827 120 


— 0310160397 Nod 7i deobl 1 gating funds* to "Evaluating Radiation Effects. 
Analytical Techniques Ir Testing Methods for Evaluation of 
Radiation Damage in Reactor Vessels 

MCnORRISixlA Navy* Dept of. Naval Research LaO GUBTAVE. R P 
Division of Contracts FIN B-IISI NRC'-03-76-34a 83/10/12 If 

20627 121 


B310180S73 Notification of contract executi on* Mod J to "Fundamenta 1 s 
of Bias Correction Problems " Contractor Battelle 
tiemorlal Inst 

DELOATCHiV. Technical Assistance Contracts Branch FIN B^a-LOS 
NRC-O4-0a-O12 83/10/12 FOREHAND. H Office of Nuclear Regulatory 

Research. Director RIVERS. J D NRC - No Detailed Affiliation 
Oiven Ip 20617 359 


— 8310180576 Mod 1. Changing Article! I S( 11 to extend period of 
performance 3 months, to "Fundamentals of Bias Correction 
Problems *' 

ACE.J K Batttlle Hemorlel Institute GUSTAVE. R P Division of 
Contracts FIN B-8109 NRC-04-B2-012 83/ 10/12 2pp 

20817 360 


8310180561 Notification of contract execution! Mod 11 to "tornado 
Parameters for Nuclear Power Plants " Contractor Unlv of 
Ch Icago 

fllLVlB.R M Technical Assistance Contracts Branch FIN A-4059 
HRC-04-74-239 83/07/il BATSON. W Office of Nuclear Regulatory 

Research. Director ABBEY. R NRC ” No Detailed Affiliation Oiven 
Ip. 20817 357 


— 031OIBO5B5 Ltr Contract NRC-04-74-239. Mod i 1 . deob 1 igat ing funds, to 
"Tornado Parameters for Nuclear Power Plants " 

OUSTAVEpR P Technical Assistance Contracts Branch FIN A~>4099. 
NRC-04-74-239 83/09/18 SIOAL. D 8 Chicago. Univ of, Chicago, 

IL ip 20617 398 


8310160592 Notification of contract executl on< Mod 6 to ^’ADP Sys 
Support " Contractor SfiA/Technassoc lates. Inc 
WCLEAREN. T, Admin I strative Contracts Branch FIN 0-1664 
NRC-2S-82-31 5 63/10/13 BARRY, L U Office of Resource Management, 

Director OURTCN.V NRC - No Oetailtd Affiliation Given Ip 
20017 355 


—8310180596 Mod 6. Increasing amount obligated to "ADP By s Support " 
• Small Business Administration e Techna ssoc lates . Inc 
HAOAN. T F Division of Contract* FfN 8-1664 NRC-23-a2-3I9 

03/10/13 Ip 20617 356 


0310190276 Notification of contract execution "Assessment of 
Inpllcaiiont of Low Enrichment V Fuel for Research 
Reactors." awarded to Rentstlaer Polytechnic Inst 
MCDERMOTTiD Technical Assistance Contract* Branch FJN D-1126 
NRC-04-83-179 03/09/21 BATSON. W Office of Nuclear Regulatory 

Rtsiarch, Director. KELBER. C NRC - No Detailed Affiliation Given 
ip 20643 177. 


— 8310190281 Contract "Assessment Implications of Lou/ Enrichment U Fuel 
for Research Reactors, " awarded to Rensselaer Polytechnic 
Inst. 

LOOIUDICEiVM Rensselaer Polytechnic Inst • Troy, NV. 

MORTON. K V Division of Contracts FIN D-1126 NftC-04-a3-179 

03/09/21 9pp 20043 170 


8310200498 Notification of contract execution ’'Removal of Irradiated l< 
Unlrredieted Matl From KRB-A Oundremmlngen Reactor, 

Ounxburg. Federal Republic of Oermeny, " awarded to GO Noel 
OnbM, 

MCDERMOTTiD Technical Assistance Contract* Branch FIN 8-8942 
NRC- 04 -8 3 -01 7 03/07/12 FOREHAND, W Office of Nuclear Regulatory 

Research. Director. 8ERPAN.C 2 NRC - No Detailed Affiliation 
Given ip 20672 219 


—0310210097 Contract "Independent Assessment - Destructive Testing *- 
Analysis." awarded to Frantlin Inst 

ROSENBERGi-E B Franklin Insti tute/Frank 1 in Research Center 
MORTON, K V Division of Contract* FIN 8-0708 NRC-05-03-216 

03/09/30 30pp 20864 032 


0310210006 Notification of contract execution, Mod 10 to "Graphic*/ 
Photographic Svcs " Contractor Robert Charles Mole i. 

Assoc 

GILDENHORN. A J Administrative Contracts Branch FIN D-1297 
NRC-03-81-2S7 83/10/10 DLAHA, J L Program Support Branch 

THAYER. C NRC - No Detailed Affiliation Given Ip 20083 341 


—8310210007 Mod 10. adding incremental funding balance, to "Graphic* 
Photographic Svcs " 

« Robert Charles Mole* 6 Associates HAGAN. T F Admin i stra tlv-e 
Contracts Dranch FIN B-1297 NRC-09-81 -257 83/10/16 ip 

20883 342 


8310210091 Notification of contract executl on, Mod 4 to "Evaluation of 
Ecosystem Simulation Models as Tools for Assessment Of Power 
Plant Impacts on Fl«h Populations " Contractor Univ of 
Mashing ion 

W0LLETT.9 Administrative Contracts Branch TIN D-70ia 
NRC-O4-0O-ai4 83/10/06 BATSON. W Office of Nuclear Regulatory 
Resaarch, Director BWANBERG.F NRC - No Defcallod Affiliation 
Given ip 20883 339 


— 0310210093 Mod 4, adding no cost extension to 840630. bo "Evaluation of 
Ecosystem Simulation Models as Tools for Assessment of Power 
Plant Impacts on Fish Populations " 

ALLEN. 0 R Uashington Univ MORTON. K V Administrative Contra-cts 
Branch FIN B-701B NRC-04-80-214 03/10/06 ip 20683 340 


0310210150 Not i fi cation of contract execution. Mod i to "Reorganizing 
S< Purging of Safety Reactor Files at PDR ACRS " 

Contractor. Labat-Anderson. Inc/SDA 

MCLEAREN.T Adminl strati ve Contracts Branch NRC~lO-B3-722 
03/10/17 BESAM.U J Division of Technical Information !< Document 

Control 6K0C2LAS. J NRC - No Ootalled Affiliation Given ip 

20063 397 


—8310210199 Mod 1. correcting base upon which OS(A rate is eomputod. to 
’’Neorgani 1 i ng & Purging of Safety Reactor Files at PDR Ic 
ACRS " 

* Small Business Administration * Labat-Anderson, Inc 
HAGAN, T F Administrative Contracts Branch NflC-1 0-03-722 
03/10/17 ip 20003 358 


0310210164 Notification of contract execution, Mod 1 to "Dove 1 opmont of 
Nuclear Reactor Data Oanjc " Contractor Technology 
Development of California 

JACOBS, A Administrative Contracts Branch. FIN 0-7077. 

NRC-04-80-2I5 03/09/12 DATSON, W Office of Nuclear Regulatory 

Research. Director TROUTMAN, C NRC- No Detailed Affiliation 
Given Ip 50004 003 


—0310210100 Mod i. extending period of performance to 841030 I, adding 
Tasks 17-S3, to "Development of Nuclear Reactor Plant Data 
Bank " 

MDDARSKI.L J Small Business Administration GREENE, F. 8 
Technology Development of California, Inc GUSTAVE, R 
Administrative Contracts Branch FIN D-7077 NRC-O4-a0-215 

03/09/12 7pp 20084 084 


6310210189 Notification of contract execution, Mod 7 to "Transient 
Prototypical Steam Generator MB-2 Research Testing Program " 
Contractor EPRI/Westlnghouse, 

BAISDEN. L Administrative Contract* Branch. FIN B-0232 
NRC— 04-02-020 83/10/14 BATSON, W Office of Nuclear Regulatory 

Research. Director BECKNER.W NRC - No Detailed Affiliation Givers 
ip 206B4 091 


— 9310S10198 Hod 7, extending period of performance to 030930 & adding 
addl funds. to "Transient Prototypical Steam Generator MB~2 
Research Testing Program " 

ROBENBLATT. H B Mestlnghouse Electric Corp RYTKQNEN. B D 
Electric Power Research Institute MORTON. K V Administrative 
Contract* Branch FIN B-8252 NRC-O4-0B-O2O 03/10/14 2pp 
20004 092 


-8310^0462 Contract "Removal of Irradiated fc Unlrradlated Matl From 
KRB-A Gundrtmmingen Reactor, Gunzburg, Federa 1 Republic of 
Germany, " awarded to OG Noal GmbH 

MORTON.K V. Division o-f Contract* 
FIN B-0942 NRC-04-03-017 63/07/12 60pp 20672. 220. 


6310210003 Notification of contract execution "Independent 
Assessment - Destructive Testing $1 Analysis," swarded to 
Franklin Inst, 

Technical Assistance Contracts Branch FIN 8-0700 
NRC-09-ea*2I6 63/09/30 MUIR, A Director's Office, Office of 

inspection and Enforcement LAUDA N. N NRC - No Detailed Afflllatla 

Given Ip 20684 03L 


B310210203 Notification of grant execution. Mod 1 to "Evaluation of 
Benefits of Response-Time In Situ Testing of Neutron Sensors 
Used in Nuclear Power Reactor Protection Sy* " Grantee. Ohio 
State Univ Research Foundation 

UMBEL. D M Administrative Contracts Branch FIN G-1044 
NRC-O-04-83-OI 63/10/09. BATSON, W Office of Nuclear Regulatory 

Research. Director HINTZE. A NRC - No Detailed Affiliation Given 
Ip 20664 094 



NONDOCKETED ITEMS 
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--0310210211 Mod 1* extending period of performance to a31130«to 
"Evaluation of Benefits of RecponBe-Time In Situ Testing off 
Meutron Sensors Used in Nuclear Power Reactor Protect ion 
Sy 5 

BLDANj W Dhio State Univ < Columbus* OH MDRTONpK V 

Adnt i n J -5 tra 1 1 ve Contracts Branch FIN G-1044 NRC— G-O^ — B3-01 

B3/ 10/05 Ip 20904 095 


0310210337 Notification of contract c x ecutl on* Mod iA to "Advisory 
Committee for Review of Ofc of Investigation Policy on 
nights of Licensee Employees Under Investigation " 

Contractor Kator»Scott ?< Heller 

TOWNSEND* D Purchasing Section PIN Q-81Q2 NRC-tO-B3-409 

93/09/20 FITZGERALD* J A Office of the General Counsel Li;VI*R 
HRC - No Detailed Affiliation Given Ip 2O0B3 362 


Q310240G97 Notification of contract ex ecut 1 on* Mod 3 to "Accelerating 
Establishment of Bids h Adoption as Reg Guides by AEC " 

Contractor ANSI 

UMQELj D M Technical Assistance Contracts Branch NRC -01 -75^094 
03/10/12 FOREHAND. W Office of Nuclear Regulatory Research* 
Director TINO*P NRC - No Detailed Affiliation Given Ip 
20891 357 


--031O24OO98 Mod 3* d eob 1 i ga ting balance of funds, to "Accelerating 
Establishment of Stds 6 Adoption as Reg Guidos by AEC " 

MORRISON. UK American National Standards Institute OUSTAVE.R P 
Division of Contracts NRC-0 1-79-094 03/10/12 Ip 20B91 390 


0310240104 Notification of contract exccut ion* Mod 1 to "Managerial 
Competencies " Contractor UBDA Graduate School 
PERLMAN. J Admini otratlve Contracts Branch NRC-1 0-83-300 

03/10/19 OOLDMAN*P J * ALLEN. R A Office of Administration Ip 
30091 353 


—0310240106 Mod IjClanfging ordering procedures, to "Managerial 
Competencies " 

• Agriculture. Dept of* Graduate School HAGAN, f F 

Admi ni stratlve Contracts Branch NRC- 10-83-300 □3/li0/t9 Ip 

20EL91 334 


B31Q240127 Notification of contract ex ecuti on. Mod 1 to "Executive 
Development Program " Contractor USDA Graduate School 
PERLMAN* J Administrative Contracts Branch NRC-lO-a3-a99 
03/10/19 GOLDMAN. P J * ALLEN. R A Office of Administration Ip 
2O0G4 361 


“-031O24OJ3O Mod l*modifying ordering procedures* to "Exocutlve 
Development Program ” 

e Agriculture* Dept of* Graduate School HAGAN*>T F Division of 

Contracts NRC-10-83-299 03/10/19 Ip 20004 363 


0310260290 Notification of contract e xecut ion* Mod 2 to "Classified 
Waste Paper Destruction Project “ Contractor SimMns 
Indus tries. Inc 

HAWKINS* D A Division Of Contracts NRC-IO-02-403 03/10/19 

00407* R J Division of Security BURNSIDE. W NRC - No I>etail 0 d 
Affiliation Given ip 20918 333 


■0310360276 Mod 2* Clarifying formula under which Govt shall be 
reimbursed for classified waste paper. to "Classified Haste 
Paper Destruction Project " 

RUSSELL. V fiimkins Industries* Inc BMITH.P A Division of 
Contracts NRC“10-a2-403 03/10/17 Ip PO710 334 


0310260371 Notification of contract e xecut Ion* Mod 10 to "Licensing 
Technical Assistance " Contractor Science Applications Inc 
WDLLETT* S Administrative Contracts Branch NRC-02-B3-039 
03/10/13 DAVISiJ, Office of Nuclear Material Safety & 

Safeguards* Director L0Y8EN. P NRC - No Detailed Affiliation Given 
Ipp 20918 396 


— 8310360379 Mod 10* extending period of performance on Ta»ks 002 to 
G31231 it 007 to 031130 at no addl cost to govt* to "Licensing 
Technical Assistance 

FiNDLEYiD E Science Applications. Inc GUSTAVE- R P 
Administrative Contracts Branch NRC-02-03-039 Q3/10-/tD Ipp 

20910 357 


G310270367 Notification of contract execution "Examine Facts in 
Employee Or i evancei Mol d Hearing Including Taking of 
Testimony 8< Acceptance of Evidentiary Matl L Make Final 
Written Rept. " awarded to L Aronln 

MURPHV-L 0 Administrative Contracts Branch NRC- 10-04-340 
B3/10/2J BIRD.P E Division of Qrpaniiatlon and Personnel 
MOHRWINKLE.C NRC - No Detailed Affiliation Given Ip 20946 03-1 


—8310370577 Contract "Examine Facts In Employee Grlavanc ti Ho 1 d Hearing 
Including Taking of Testimony it Acceptance of Evidentiary 
Matl 3c Make final Written Rept*" awarded to L Aronin 
ARONIN.L Aronin* L REBELLO* J E Administrative Contract* 

Branch NRC-10-B4--240 Q3/10/21 6pp 20946 035 


0310270996 Notification of contract e x « c ut i on * Mod 10 to "Technical 
Assistance to Suppo<rt NRC IE Personnel in Investigations of 
Incidents " Contractor Parameter* Inc 

WOLLETTiS Technical Assistance Contracts Branch FIN B-1302 
NRC-05-02-349 83/10/19 BLAHA, J Dlroc t or ' s Of f Ic e* Office of 

Inspection and Enfarcement LAUDEN* H NRC - No Detailed Affiliation 
Given ip 20946 296 


— 8310270606 Mod iO. providing for administrative changes* to "Technical 
Assistance to Support NRC IE Personnel in Investigations of 
Incidents " 

* Parameter. Inc GUSTAVE. R P Division of Contracts FIN 
D-1302 NfiC-05-a2-249 03/10/19 3pp 20946 257 


8310260063 Notification of contract ex ecutlon* Mod 3 to "Reviewing 
Hy drags □ log I c Investigations of Nevada Test Site - Project 
C " Contractor Williams It Assoc* Inc 

FLEENOR.C Administrative Contracts Branch NRC-02-8a-046 
03/10/19 DAVIS. J Office of Nuclear Materia) Safety & 
Safeguards. Director POHLE. J NRC - No Detailed Affiliation Given 
Ip 20964 113 


— 0310280060 Mod 3. changing contractor name from Wi 11 iams-Hobine tte 8e 
Assoc to Williams 6 Assoc. Inc. to "Reviewing Hydrogeol og 1 c 
Investigations of Nevada Test Site - Project C " 

WILLIAMS. R E Hi 1 1 Ums-Rob inet te 6 Assoc lates. Inc GUSTAVE. R 
Administrative Contracts Branch WRC-02-82-046 63/10/19 6pp 

20964 114 


0310200074 Notification of grant ex ecut ion* Mad 3* to “Formation of 
Recommendations on Radiation Protection & Measurement re 
Technology Base Needed to Assess Safety of Nuclear Power " 

Grantee Natl Council on Radiation Protection & Measurement* 

UMBEL-D Administrative Contracts Drench FIN G-I030 
NflCO-04-ai-029 03/10/20 DATSDN* W Office of Nuclear Regulatory 

Research* Director FOULHE* J NRC - No Detailed Affiliation Given 
Ip 20764 100 


— 0310200104 Mod 3* changing method of payment* to "Formeti-on of 
Recommendations on Radiation Protection 6 Measurement re 
Technology Base Needed to Assess Safety of Nuclear Power " 

HAV*Vr R National Council on Radiation Protection & Measurements 
HORT-QN. K V Administrative Contracts Branch FING-1030 
NRC- 0-04 -a I -029 83/10/20 Ip 20964 109 


031O2BO133 Notification of contract ex ecut ion. Mod I to "Technical 
Assistance in Defense of Appeal of TERA Advanced Sves Corp 
(TASC) Before OSA Board of Contract Appeals " Contractor 
Dataf low 8ys* Inc 

TOWNSEND- D Administrative Contracts Branch NRC-lO'a3-368 
83/10/33 NORRY. P 0 Office of Administration AN^RY.R E NRC - 
No Detailed Affiliation Given Ip 20963 361 


— 8310280137 Mod Hadding one addl tr I p* me reasing level of effort L 
Increasing funding* to "Technical Assistance in Definse of 
Appeal of TERA Advanced Sve* Corp (TASC) Before GSA Board of 
Contract Appeals “ 

BDUDNIKOFF. D Dataflow Systems. Inc REDELLQ* J E Administrative 
Contracts Branch, NRC- 1 0-B3-360 03/10/29 tp 20963 362 


FOIA FREEDOM DF INFORMATION ACT REQUESTS AND RELEASES 


8310110001 FOIA request for listed documents to be placed in PDR 
Documents requested are references from NUREO-oaoo. Page * 

3 5 1 6-7 

PEDRO* J NU9 Corp €0-15-03-047 03/06/17 Division of Rules 

and Records Ip 20704 136 


0310110004 Responds to FOIA request for five documents Forwards 
documents Documents also available in PDR 

FELTON. J M Division of Rule* and Records 83/07/01 PEDRO. U NU9 

Corp 2pp 20704: 137 24X Flche 30-000,03/07/01*0310110004 


— 0310110010 "Appraisal of Fire Effects From Aircraft Crash At Zion Power 
Reactor Facility " 

PINKEL. I I Atomic Energy Commission 72/07/17 35pp 
20704 139 SAX FI chi' 30-000. 83/07/01* 0310110004 


— 8310110011 Testimony of DO Eisenhut re Z i on/Waukegan Airport 
tnterac tion 

* Atomic Energy Cammisslon 03/07/01 lOpp 20704,174 24X 

Flche 90-000,63/07/01*0310110004 


■9310110013 Forward* preliminary evaluation of aircraft harards at 
Pebble Springs site* per 731010 request Site probably 
acceptable provided reasonable care taken to minimlie 
effective target area 

DFVOUNG*R C Atomic Energy Cammission, Directorate af Licensing 
73/11/23 WILLlAMBrJ L Portland General Electric Co 5pp 
20704 184 
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— 031OUOO16 Informs that preapplication safety revteu; cowplfrtB'l baseiJ on 
util 730507 sutmlttaj of proposed facility design Vital 
areas St mods to be made prior to operatioTi discussed 
DEVDUNOi R C Atomic Energy Comm.i ssion. Directorate of Licensing 
73/10/12 WILLIAMS, J L Portland General Electric Cd app 
20704 189 


— 8310110018 “Aircraft Cone 1 d erati on« Preappl 1 cat i on Site Review “ 
JK Campbell 710519 Itr to CPC end 

* Atomic Enerpy Cofnmlssionj Directorate of Licensing 73/10/12 
SGpp 20704 191 24)1 Fiche S0~000i 83/07/01 . B3 1 01 10004 


8310110005 FDIA request for SECY-e2-279. 8ECY-B2-330 4* SECY-a3-l20 
PEDHDrJ NUs Corp CD-IS-03-035 03/Ofa/l4 Division of Rules 

and Records Ip 20712 279 


8310110007 Responds to FDIA request for SECY-e2-279. SECY-Q2-3aO h. 
SECY'-aa-iaO Foruards dmcuments Documents also available in 
PDR 

FELTON, J M Division of Rules and Record* 03/07/13 PEDRO. J N-JS 
Corp Ip 20712 2 BO 24J( Fiche 30-44 5,83/07/15,8310110007 


—8208270562 SECY-B2-330 

Recommends approval of mods to NRC personnel security 
clearance program to sharply reduce 1 nve* tiget 1 ve costs tu/o 
lessening operational effectiveness 

DiRCKSfW J Office nf the Eiecutive Director for Operations 
B2/0B/03 i2pp 20712 307 


—8310110017 SECV-02”279 

Provides info paper on current status of nuclear plant 
reliability data syi 

DIRCKS, W U Office of the Eiecutive Director for Operations 
82/07/01 26pp 20712 281 


—0310110022 fiEcy-83-120 

Ricommends issuance of end proposed order directing A0LB 
to resume hearings as soon as possible on issue not 
involving informant identities 

PLAINE, H H Office of the General Counsel 83/04/01 4pp 
20712 319 24X Pichf 50-445.63/07/15,8310110007 


9310110020 FQIA request for RFP R8-QRN-B3-464 

DOHERTY, E A Raytheon Corp EAD DMD 03 3367 83/06/30 

FELTON, J H Division of Rules and Records Ip 20706 251 


9310110021 Responds ta I’OIA requast for RPP RB-aRH-e3-464, sue c essful 
bidders prapoial l( contract Forwards RFP Successful bidders 
proposal L contract not yet available RFP alto available In 
PDR. 

FELTON, J H Division of Rules and Records 93/07/15 DOHERTY, E A 
Raytheon Carp Ip 20706 252 


—9310110025 Requests proposals for F8-ADM-S3-464. *'Des 1 gn, Pr ogranming • 
Testing, Training, Implementatton Zt Documentation of Licensing 
tfgt figs CLhS}," w/beslc contract for ADP development, 

NRC-33-83-452 Relatid info end 

KA7TIA, M J Division of Contracts NRC-33-B3-452 83/05/23 

Affiliation Unknown S2pp 20706 253 


9310110030 Addl response to FOIA request for winning technical 
preposals under RFP Re-0RM“a3-452 resulting in multiple 
award task order Contracts NRC-^a-es-aSS-ol through 07 
Foruards App C document Document elto available in PDR 
FELTON, J N Division of Rules and Records 93/06/30 PAUL, L. K 
Affiliation Unknown. 2pp 20704 249 


— 8310110033 “Technical Proposal for Nultiple Award Task Order Cmritract 
for ADP Development ^ Info deleted 

# Automation Industries, Inc, VL-C-71026 02/07/14 65pp 

20704 251 


B310110034 Further response to FQIA request for records re NURE0—0B62 
investigative rept 6 investigations concerning facilities 
Forwards App A documents Commisiloner Bradford 811217 memo 
withheld Iref rOJA t/emption 9) 

FELTON, J rt Division of Rules and Records 93/06/15 REYNOLD 9, J 
Centar for Law in tha Public Interest 4pp. 20713 001 24X 

Fiche, 30-273,33/06/15, 9310110034 


— 9200010014 Requests Issuance of final statement clearing RL Cloud 
Assaciatee from allegations of wrongdoing in preparation of 
•'Preliminary Rept.Bsltmte Verification Prograwi “ per NRC 
investigation results in NVRE0-oe62, Issue 3 
CLOUD, R L. Robert L Cloud Assoc iateij Inc. 82/00/24, 
PALLADINO, N -J Commissioners, 3pp. 20713,032 24X 

Fiche 50-375,83/06/15,3310110034 


■9310110037 Excerpt from meeting transcript re RL Cloud rept 
a NRC - No Detailed Affiliation Given 91/12/17, 3pp 
20713 005. 


— -83101 10039 Foruards draft Itrs to Suheommi t tee on Energy 6 Environ ^ 
Subcommittee on Energy Conservation 5c Power transmitting NRC 
review of NURe0-0B62 Comments requested by 02OQII 
KAMMERER. C Office of Congressional Affairs 03/08/09 
BICKWIT.L Office of the General Counsel CUMMINOs, J Office or 
Inspector 6 Auditor FITZGERALD, Office of Investigation 5p>' 
20713 000 24X Fiche 50-275,03/06/15,8310110034 


— 0310110046 Responds to 011217 Itr eipressing concern re delays in 
licensing process Immediate issue concerns acceptability of 
uttl proposed auditors, RL Cloud Assoc Investigation 
scheduled for completion on 821100 tf 830201 
KAMMERER, C Office of Congressional Affairs 02/01/10 
ROUSSELQT, JH House of Rep Ip 20713 013 24X 

Fiche 50-275,83/06/15.8310110034 


— 8310110043 "Chronolgy of Events " 

a Affiliation Unknown 83/06/15 0pp 20713 015 24X 

Fiche 50-275, 83/06/15. 0310 110034 


— 8310110057 Draft Itrs re adequacy of NRC investigation into developnent 
of RL Cloud Assoc rept, per NUREO-0062, “Insp Rept of 
PrellmlnBTy Rept. Seismic Reverification Progi am at Diablo 
Canyon Nuclear Power Plant " 

PALLADlNaN Commissioners 83/06/15 UDALL, h K House of Rap 
Interior I, Insular Affairs OTTIWGER,R , DIN0ELL,J House of 
Rep , Energy I, Commerce 7pp 20713 024 24X 

Fiche 50-275,83/06/15,0310110034 


— 0310110095 Forwards RL Cloud 02OS24 request for final statement on 
conclusiuns of Cloud/util investigation to clear Cloud prof 
reputation Matter presented in NUREG-0062 & SECV-82-09 
Commission guidance requested 

DIRCKD.N J Office of the Executive Director for Operations 
03/09/03 PALLADINO, N Commissioners Ip 20713 03 1 24X 

Fiche 50-275,03/06/15.8310110034 


— 0310110103 Informs of delay in review of investigation reported in 
NUREG~0B62 Completion of rept review expected by 820802 
CUMMINOS. g J Office of Inspector 6 Auditor 82/07/15 
PALLADINOiN Commissioners Ip 20713 035 


— 9310110107 Forwards summary documenting record actions of peer review 
grovp 

REHM, T A Office of the Executive Director for Operations 
82/02/18 PALLADINOiN , 01LIN6KY, V , DRADFORD, P Commissioners 
ip 20713 036 a4X Fiche 50-275,03/06/15,0310110034 


-B3iOil0111 Forwards summary of Region V peer review group assistanc*.’ uj/ 
Investigation of RL Cloud Assoc Related info end 
CORNELL, E K Office of the Executive Director for Operations 
CASE>£ 0 Office of Nuclear Reactor Regulation, Director 
SNIEZEK.J H Director's Office, Office of Inspection and 
Enforcement 82/02/18 DIRCKS, W J Office of the Executive 
Director for Operations 74pp 207td 037 24X 

Fiche 50-275,83/06/15,0310110034 


0310110040 roiA request for BALP documents, wr 1 tten or routed since 
1979, which mention or refer to facility 6 describe or 
provide info on BALP insp findings or conclusions based on 
SALP reviews 

RlDENHOURiR. Gambit 83/05/04 ORIMSLEY, D C NRC - No Detailed 
Affiliation Given 2pp 20713 306 24X Fiche 50-302,03/05/04, 

03J 0110040 


8310110044 Responds to FOIA request for SALP documents, uir i tten or 
routed since 1979, which mention or refer to facility 6 
describe or provide info on 8ALP Insp findings or 
conclusions re BALP reviews Forwards App A documents 
FELTON, J M Division of Rules and Records 03/07/20 RIDENHDUR- R 
Oambit 2pp 20713 308, 24X Fiche 50-000,03/07/20,8310110044 


—0112170188 Advises that Cycle 2 of systematic evaluation of licensee 
performance will cover Jul 1900-June 1981 Regional board 
meetings will be conducted Jul-Dec 1981 All Cycle 2 NRR 
performance evaluation end 

EJSENHUThD 0 Division of Licensing 91/06/04 Division of 
Engineering 4pp 20713,310 24X Fiche 50-382,83/07/20, 

0310110044 


—9208230434 Requests input 6 appropriate comments, re systematic 
■ eiessment of licensee performance, (BALP) fo»‘ Aug 17BI-Jul 
1982, Response required by 820006 SALP criteria end 
BLACK, 8 Licensing Branch 3 82/00/03 Licensing Branch 3 

13pp 20713 324, 24X Fiche, 50-302. 00/07/20, 03101 10044 


—9209010314 Forwardi draft NRR Input for systematic assessment of 
licensee performance. Draft based partly on input solicited 
from selected staff personnel having contact 1< involvement 
ui/util licensing activities 

BLACK* 8 Licensing Branch 3, 92^09/ J1 E18ENHUT/ D 0 Division 

of Licensing Spp 20713 331 54X Fiche, 50-382. 03/07/20, 

0310110044 
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“-0210050^47 Fortuardfi final NRR input for Ci/cIb 3 systematic assessment 
pf licensee performance Performance is rated Category 2 
Licensee resources adoquatc although staffing could be 
impr oved 

BLACK. S Operating Reactors Dranth 3 02/00/23 ElSENHUT. D G 

Division of Licensing 3pp 20713 33fe a4X Fiche 90-382. 
03/07/20, 0310110044 


— 03101 i 0147 IE Insp Repfc 30 - 047 S 3 /B l-Dl on 011214-15 No 
noted Major area* inspected revleii> of lab procedures 
rec ord s, industrial hygiene dept training & bldg tour 
Info oncl 

SLQUIlNSKl.i; J I MADDEN, vi R . 5REN1AMSKI.D J Region 
Office of the Directot IEB-79-19 01/12/24 I9pp 


noncDtnpl iance 
tc 

neleted 

3. Chicago. 
20704 117 


-*-8310110051 SALP rept for Jul 1900 - June 1901 Const allegations 
revl owed 

BEVFftIT. K V Region 4, Office of Director 03/07/20 lOpp 
20713 314 34X Fiche 30-302.03/07/20,0310110044 


--0310110039 Forwards case chronology re allegations concerning melding 
issiras at facilities U/o end 

ALDERSDN. C E Region 2. Office of Director 83/02/23 
JOHNSON, 0 E Office of the Eiecutlve Legal Director Ip 
20713 341 a4X Fiche 50-413,03/07/20.0310110044 


8310110065 Further response to FOIA request for records re incineration 
of ratfloactivfl matls by Dow Chemical Co Midland. Ml plant 
Forwards App o documents Documents also available in POR 
FELTON, J M Division of Rules and Records 03/06/20 GARDE, 0 P 
Government Accountability Project 2pp 20704 001 


--0310110070 Forwards Div of Compliance info re noncamp 1 i anc « of 
activities under License 21-00563-04 Corrective steps to be 
taken requested Related info end 

HAGEMAN. R C Atomic Energy Commission 66/02/07 OEAMER, W H 
Dou Chemical go 36pp 20704 004 


— 031011.0097 Informs that 651229 wipe test of 20 mCl Sr-90 beta source 
in Oarber-Col Oman Co instrument revealed leakage of sealed 
radioactive source Source removed from instrument now 
stored in Sealed container Source to be replaced 
BEAMGRiW H Dow Chemical Co 66/01/19 Atomic Energy 
Commission ip 20704 041 


B31O110350 Final response to FOIA request for matl re NRC consultation 
u/EPA to promulgate stds for remedial actions at inactive U 
processing sites C Kammerer 021222 memo to Commissioners 
end 

FELTON* J M Division of Rules and Records 03/06/13 DJNN. K 
Geers & Dickson 4pp S0712 341 


— B31QlII)3Si Forwards EPA 021215 press release re environ protection stds 
for cleanup & long-term control of U mill tailings 
ilAHMERER, C Office of Congress i onal Affairs 82/12/22 
PALLADfNO, N . OIL INSKY, V » Af€ARNE, J P Commissioners Ip 
207 12 342 


0310110333 Responds to FDIA request for Vlyamlng Fuel Co application for 
source mail license Forwards requested info Records do not 
indicate that FDiA request received from P Oirouard dtd 
B305IO W/o end 

FELTON, J M Division of Rules and Records 03/00/04 HOFFMAN, T E 
Nestern Nebraska Resources Council Ip S0712 352 


G3101103S6 FOIA request for Nyomlng Fuel Co application for source matl 
license Requests NRC hold hearing on application Reiponee 
never received for Oirouard 03D21O FOIA request 
HOFFMAN, T E Western Nebraska Resources Council 03/07/06 

FELTON, J M Division of Rules and Records Ip 20712 353 


B310110359 FOIA request for seven categories of documents rt NRC 
document control sys 

BLAIR, L R Affiliation Unknown 03/03/02 Division of Rules and 
Records Ip 20603 001 


—8310110101 Insp Findings it Licensee Ack dtd 681007-08 of Licenses 
21-00265-04 i, 21-00269-06 Insp findings no noncompliance 
noted Related Info end 

« Atomic Energy Commission 60/11/21 lOpp 20704 042 


— 0310110100 Forwards Insp Findings Sc Licensee Ack re activities under 
Licenses 21-00265-04, STD-S27 6 SMB-Ill «< Div of Compliance 
Form AEC-595 concerning noncomp 1 iance activities under 
Licenses 21-00265-02 & 21-0026S-06 

GRIER. DH Atomic Energy Commission 70/06/08, S ILVERSTEIhT, L 
Bow Chemical Co Ip 20704 OSS 


— 0310110115 Insp Findings Ik Licensee Ack dtd 700519-20 of Licenses 
8TB-327, SMB-Ill it 21-000265-04 Insp findings no 
noncompliance noted Related Info end. 

BCHULTZiWH Atomic Energy Commission 70/06/00 I6pp 

90704 093 


— 0310110125 Responds to 700608 Itr re noncomp llance noted for Licenses 
21-00265-02 it 21-00265-06 Corrective actions users of 
byproduct matl will be given formal written approval by 
radiation haxards committee Related Info end 
H0YLE,H R Dow Chemical Co 70/06/16 BCHULTZ.W H Atomic 
Energy Commission 3pp 20704 069 


—0310110130 Ack receipt of 700616 Itr informing NRC of step* taken to 
correct noncomp 1 lance noted in 700600 Itr 

OrIERiD H Atomic Energy Commission. 70/06/22 MO VUE, H R Dow 
Chemical Cq Ip 20704 074. 


—8310110134 Insp Findings 6 Licensee Ack dtd 740021-22 of Licenses 
ai-00269-02, 21-00265-04 8, 21-00265-06 Insp findings Part 19 
documents not posted Related Info end 

s Region 3, Chicago, Office of the Director 74/00/22 l^PP. 
a0704 075 


— 0310110139 Discusses Insp of License aNM-1451, 21-OD26S-04 it 
ai-00269-06 on 761006 fc forwards description of 
noncomp 1 iance 

ALLAN. J M Region 3, Chicago, Office of the Director 76/10/20 
LANGNERiR R Dow Chemical Co 2pp 20704,007, 


— 0310110143 Notice of noncompliance from Insp of License 21-00965-06 on 
761006 Noncompliance noted individuals received 
over exposures when allowed to enter unrestricted area Draft 
Insp rept end, 

e Region 3. Chicago, Office of the Director, 76/10/2D, 20pp 
20704 009 


0310110361 Responds to FOIA request for NRC rept re violations at 
facility over misplaced b misfiled documents during 1901-02 
Lists repts identified by Region II ofc prepared in 
19B1-82 Repts available in PDR 

FELTON, J H Division of Rules and Records 03/00/10 FQLEY, J R 
Foley, Hoag Eliot Ip 20712 350 P4X Fiche 50-439.03/00/18, 
0310110361 


0310110364 Responds to FOIA request for seven categories of documents 
re NRC document control sys, Forwards App A documents, App D 
documents withheld iref FQIA Exemption 4) 

FELTON. J M Division of Rules and Records 83/06/13 BLAIR, L fi 
Affiliation Unknown 4pp. 20683 002 


— 8310110371 Trip rept of Gt0414-1.& visit to DCAA 6 TERA rs DCAA audit of 
TERA CFY-00 billings to NRC it TCRA farTefing on development 
of Ooolean search sys 

ROWEiP Office of the Executive Director for Operations 
01/04/21 Office of the Executive Director for Operations 2pp 
20603 042 


— 8310110375 Forwards 810626 memo documenting technical input to NRC 
decisions re continued tease or purchase of document control 
sys computer hardware 

BALL. C 0. Air Force, Dept of 01/07/07 ROWE, P Office of the 
Executive Director for Operations I4pp. 20683 006 


— B31OI1037B Forwards document control sys (DCS) equipment b software 
listings it certification stating that listings represent 
everything required to operate ii maintain DCS. per 010913 
request Gys schematic will be provided 

LONG, J A TERA Corp NRC-lO-7a-5BO TTN-H213 01/06/10 

LEBO. C B Division of Contracts I4pp. 20603 044 


— 8310110384 Forwards federal computer performance evaluation 4c 
simulation ctr inputs to document control sys feasibility 
study 

BALLiC 0 Air Force, Dept of 02/03/31 ROWE. P Office of the 
Executive Director for Operations 74pp 206B3 099 


— B3l0n03B8 ♦■Document Control Bys Requirements fc Feasibility Btudy, '♦ 
Vo Is 1-2 

q Office of Administration 02/07/31. 371pp 20683*133 


— 8310110391 "NRC Document Control Byn" monthly progrsss rept for Apr 
1903, 

s PlaimlnQ Research Corp NRC-IO-02-356 83/04/30 NRC - No 

Detailed Affiliation Olven 70pp. 20604:283 


—8310110393 *'NRC Document Control 8yii" monthly progress rept for Mar 
1903. 

* Planning Reeaarch Corp NRC- 10-82-356, 03/03/31. NRC - No 

Detailed Affiliation Given. 7lpp 20604*353 
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— a310n03?5 "NRC Docu/nent Control Sys» “ monthly progress rept for Fed 
1903 

* Planning Research Corp M?C-10-'ea~33fc 63/02/29 NRC - No 

Detailed Affiliation Given hbpp 20605 061 


— S310110400 "NRC Document Control Sya Semiannual Sgs Review. Feb-Jul 
1902 " 

» Planning Research Corp NRC- 10-02-336 02/09/30 NRC - No 

Detailed Affiliation Given 61pp 20604 144 


— 631011D404 Summary of Document Control Sys {DCS) Uorlilnig Group 021117 
meeting re operational changes to DCS recommended 
contractor in semiannual igs review under Task 9 of 
contract Meeting agenda end 

LUNDy, J H Office of Administration 02/12/03 Office of 

Admlnl s tratlan 3lpp 206B4 205 


— 6310110414 Mod 5 j changing performance evaluation plan in Attachment C 
of contract, to "Operation & Maitit of NRC Document Control 
Sys " 

THAMMi E O Planning Research Carp SMITH. P A Division of 
Contracts NRC-10-62-3&6 82/08/06 3pp 20604 269 


—8310110419 Mod 6. changing rrfs to Ofc of Controller in contractual 
document or billing instructions to Ofc of Resource Mgt.to 
’’Operation h Malnt of NRC Document Control Sys 
e Planning Research Corp 8MITH»P A Division of Contracts 
NRC-iO-'e2-396 62/09/23 Ip 20694 271 


—0310110422 Consents to subcontract u/Cummart (Contract NRC -1 0-02-356 ) , 
per contractor 63D316 24 Itrs Subcontract should not be 

used in calculatioTis for obtaining a<fdl fee under Article 
XI 

SMITH. P A Administrative Contracts Branch NBC“10-B2-3S6 
83/04/12 LIPPERlNIiA Planning Research Corp Ip 20684 281 


—0310110369 Forwards preliminary project p 1 an/customer agreement re NRC 
document control sys. per 810220 0319 discussions 

BALL»C 0 Air Force* Dept of 01/03/31 ROWE* P Office of the 
Eiecutive Director for Operations Ip 20683 033 


8310110365 FOIA req.uest for NRC rept re violations at facility over 
misplaced & misfiled documents during 17S1’>92 

FOLEY. J R Foley. Hoag it Eliot 83/08/09 GILLILAND. J Office of 
Public Affairs Ip 20712351 24X Fiche 90-430,83/00/09, 

0310110365 


6310110425 FQIA fsquiit for info re PND-1 11-03-027 concerning faulty 
valve radiographs. PNO-II 1-63-026 c oncerning use of lubricant 
on valve seats «< info on DOE/NfiC 830419-20 meetings 
concerning geologic repository in salt program 
HIATT. 8 L Ohio Citizens for Resp-onslble Energy 63/05/10 
FELTON. J M Division Of -Rules and Records Ip 207G6 001 24X 

"idh* 30-000,03/05/10.8310110425 


10110430 Responds to FOIA request for four different categories of 
iocuments descrlted in 830510 Itr Forwards matl listed in 
\pp A. responsive to Items 1.2 1. 4 DDE should be contacted 
Par matl requested in Item 3 of Itr 

"ELTON. J M Division of Rules and ftecor-ds 03/06/14 HIATT,S L 
lio Citizens f-or Responsible Energy 3^p 20706 002 24X 

Che 50-000.03/06/14.0310110430 


D110443 Foruardf PNO b ntarning rept re faulty Borg— Warner valve 

adiographt Problem may be generic Related Info end 

ITTLE. W S Region 3. Office of Director 03/04/13 POTAPDVB. 0 

egion 4* Office of Director 15pp 20706 005 24X 

ichs 50-000.03/06/14.031 0110430 


.10110435 Rev 1 to DMP 200-30 ’’MBIV 105S Closurr Scram Setpeint Check *• 
* Affiliation Unknown 79/11/30 4pp 20706 031 


3310110458 Rev 0 to DMP 200-39 ’'M8IV Malnt-Elec trie a 1 " Related info 
encl 

# Affiliation Unknown B3/01/3L 9pp. 20706 035 


— 8310110461 Escerpt from notification of events at two different 
facilities re deficiency concerning control complex chilled 
water sys & info received that grease incorrectly used on 
MBlVii respectively Related info encl 

* Region 3, Office of Director, 83/04/00 Upp. 20706 044 24X 

FI Che 50-000,03/06/14.8310110430 


—8310110464 Rev 1 to QW-4e2 "Welding Procedure Spec <GW-4B2> '• Related 
info encl 

e Commonwealth Edison Co 81/08/27 7pp 20706 053 


— 0310110467 Daily rept re events at three different facilities LACBWr 
experienced scram duo to low water level PNQ-I 11 -83-026 
updates use of lubricants on valve seats 

» Region 3, Office of Director 83/04/14 Ip 20706 062 24)< 

Fie he 50-000,03/06/14.0310110430 


— 0310110478 Responds tq 83D413 Itr requesting info re use of foreign 
matls on valve seating surfaces Lubricants & cleaning 
solvents used on valve component surfaces per vendor 
recommendations It maint practices 

FARRAR, D L Commonwealth Edison Co 13S9D 83/04/22 

KEPPLER.J G Region 3, Office of Director 4pp 20706 063 24* 

Fiche 30-000.83/06/14,0310110430 


— 03101 104B4 Rev 9 to DAP 15-1 Attachment C procedure re feedwater chec) 
va 1 ve 

« Affiliation Unknown 83/04/09 9pp 20706 067 


—0310110406 DTS 1600-1 ROB 

Rev O to DTS 1600-J "Primary Containment Penetration Leak 
Rate Test Data Sheet *' U/related info 

CHRISTEL Affiliation Unknown 83/03/09 22pp 20706 076 


— 0310110490 Draft "Integral Sys Testing Program For DItW-Des Igned NSS9. 
final rept 

« Babcock it Wilcox Operating Plants Owners Group 03/03/3) 

12Bpp 20706 123 


0310110432 FOIA request for RFP R8-DRM-83-500. "Cost Analyses of 
Proposed Changes in NRC Requirements." It SECY 03-157 to bo 
placed in PDR 

ORABER. L NU8 Corp CS-18-83-059 83/06/21 Division of Rules 

and Records Ip 20706 307 


8310110436 Responds to FOIA request for RFP Ra-ORM-03-500 It 
aGCY-Ba-157 RB-DnM-B3-500 placed In PDR SECY-83-157 
partially withheld (ref FDIA Exemption 5> 

FELTON. J M Division of Rules and Records 03/07/20 GRADER. L 
NUS Corp 2pp 20706 308 24X Fiche 50-322.83/07/20,8310110436 


—8310110439 SeCY-B3-l57 

Requests approval of proposed order re low power license for 
faci 1 1 ty 

BLAINE. H H Office of the (General Counsel 83/05/02 4pp 
2:0706 310 24X Fiche 50-322,03/07/20.8310110436 


B3101 10444 Responds to FOIA request for WJ Dircks 830413 memo to 8J 
Chilk re test facility accred i thtion Document placed in PDR 
FELTON, J M Division of Rules and Records 03/07/20 PEDRO, J NUS 
CoTp Ip S0706 305 


63101 1046'9 FOIA request for "Topical Rept an Methodology for 
Uncertainty Analysis of LWR Meltdown Accident Consequences" 

It "Methodology for Uncertainty Analysis of LWR Meltdown 
Accident Consequences " 

SHDLLY, S C Union of Concerned Scientists 83/05/06 FELTON. J M 
Division of flulet and Records ip 20705 001 


8310110470 Responds to FOIA request for two 1980 BMNL repts It documents 
per contracts between NRC It DMI under which repts were 
produced. Rep t placed in PDR 

FELTON, vi.M Division of Roles and Records 03/06/15 SHOLLY. S 
Union of Concerned Scientists Ip 20705 002 


— 8310110475 "Topical Rept on Uncertainty Analysis of LWR Meltdown 
Accident Consequences Methodology Development " 

BAYBUTT.P . KURTH. R E Battelle Memorial Institute. Pacific 
Northwest Laboratory FIN A-4067 NRC-04-76-293 78/01/10 

Office of Nuclear Regulatory Research. Director I20pp 
20705’ -003 


— 8310110480 "Methodology for Uncertainty Analysis of LWR Meltdown 
Accident Consequences " 

BAYBUTT.P.. COX.D C , KURTH. R E Battelle Memorial Institute. 
Pacific Northwest Laboratory FIN A-4067 NRC-04-76-293 

01/05/31 Office of Nuclear Regulatory Research. Director 
84pp 20705 110 


8310110496 FDIA request for BWR Owners Group control room survey 
program, reviewed in Generic Ltr 83-18 

WILLIAMS, 00 Affiliation Unknown OL-83-18 03/06/20 

FELTON. J M Division of Rules and Records ip 20700 001 


8310110503 Responds to FOIA request for DWR Owners Group control room 
turvay program Requested info placed in LPDR 

FELTOK. J. K, Division of Rules and Records 83/07/08 WILLIAMS, □ G 
Affiliation Unknown Ip 20708 002 
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■—83101 1 0503 Forwards QWR Owners Group control room program p 1 an^ 1 iouup 
BSOlOa ItrrDWR Owners Group survey suppl fc presentation 
slides from BWR Owners Oroup/NRC Jul 1980/ Aug 1961/ Mar tt 
Jul 1982 meetings 

nlTTEB^D 0 General Electric Co MFN-131-02 B2/09/14 

1^E1S8/S H Human Factors Engineering Branch app 20708 003 


--B3J0110909 Requests NRC concurrence on whether control room design 
revleui program being conducted by Owners Group meets 

intent of NRC evaluation criteria for detailed control room 
design reviews 

ARMSTRONG/ U &UR Owners Group BHR00-Q151 81/08/23 MOQREi V A 

Human Factors Engineering Branch App 20708 003 


**-83101 lOSi 1 "BWR Owners Group Control Room Improvements Committee Human 
Factors Engineering Control Room Survey " 

PANKRATZ/ D R # ROSS/ K C / MULLEE/ 0 R flWR Owners Group 81/01/19 
88p p 20700 00? 

—8310110313 "DWR Owners Group Control Ronm Design Review Program. 
Development tn Methodology ” 

a General Electric Co 01/08/01 S^pp 20708 096 


— GSlOilGSiS "BHR Owners Group Control Room Survey Uort shop i Human Factors 
Eng ineer i ngj ” w/suppls t* viowgraphs 
« BHR Owners Group Q3/08/01 3l0pp 20708 121 


6310110920 FOIA request for all records re three specified itrs/830209 
neetinp & discussions between AK Wilson & Region III during 
past yr concerning Dow Chemical Co incineration of radwaste 
MIL83N/A ii Environmental Congress of Mi d-'Mi ch i gap B3/05/26 
MALLETT. D S Region Office of Director Ip 20703 194 


8310110923 Responds to FOIA request for all records r© three specified 
ltrst8302O9 meeting h discussions between AK Wilson t< Region 
III during past ^r concerning Dow Chemical Co incineration 
of raduaste Forwards documents listed in app 

PELTOlt/ J M Division of Rules and Records Q3/06/15 WILSON/ A K 
Environmental Congress of Mid-Michigan 2pp 2D70S 193 


—6310110334 Forwards two AK Wilson 820727 Itrs re recent amend to 
License 2l-00269“0i authoriiing Dow Chemical Co to 
incinerate radwastc Licensee may be in violation of license 
Commission should be responsive to Itrs in timely manner 
HALLETT* 0 S Region 3< Office of Director 82/0B/19 MILLER. -J R 
Region 3/ Office of Director Ip 20703 200 


— B3I011G338 Advises that Dow Chemical Co may be in violation of License 
Sl-00263-06 by incinerating both toxic & radwaste 
simultaneously If practice acceptable to NRCiElB should bo 
prepared 

WILSON. A K Affiliation Unknown 82/07/27 MALLE T T. D B Region 
3i Office of Director Ip 20703 201 


— 6310110341 Requests issuance of EIS re Dow Chemical Co License 
21“00263''06 author! ling incineration of radwaste Issues to 
be Included in £18 discussed List of technical questions to 
be considered end 

WILBON'A K Affiliation Unknown 82/07/27 MAULETT. B 8 Region 
3i Office of Director 17pp 20703 202 


— 8310110347 Requests written justification for issuance of broad scope 
License 21“002i9-06 to Dow Chemical Co t< License Condition 
15 re Incineration of radwaste 

W I LB ON. A K Affiliation Unknown P2/09/13 MALLETT. B B Region 
0. Office of Director Ip 2O703 219 


— 8310110362 Forwards draft response to AK Wilson 62(391 3 i< 27 Itrs re Dow 
Chemical Co Hcense 21-00263-06 to Incinerate byproduct matl 
waste Bignature requested Handwritten notes of discussions 
w/varlous parties re Dow Chemical Co end 

HALLETT. D 8 Region 3/ Office of Director 02/12/17 MILLER. J R 
Region 3. Office of Director Bpp 20709 222 


— 0310110376 Submits handwritten comments re draft response to A Wilson 
Itrs concerning Dow Chemical Co Undated handwritten note re 
conversation w/P Bergi Govt Accountability Project. end. 

HIND. J NRC - No Detailed Affiliation Given 83/03/04 
MILLER. U I MALLETT/ B NRC - No Detailed Affiliation Given 4pp 
20705 231 


— 0310110303 Responds to 820603/0727 0913 ?< 030216 Itrs re issuance of 

License 21-00263-06 to Dow Chemical Co to incinerate 
byproduct waste Response to 830109 1 tr will be transmitted 
separately W/o stated ends 

KBPPLERiU 0 Region 3/ Office of Director 03/06/10 WILSON. A K 
Environmental Congress of Mid-Michigan 6pp 20703 338 


8310110357 Responds to FOIA request for submittals awarded NRC 
Contracts RS-N»R-a3-107j RS-DR«-e3-300 & £00-83-426 Only RFP 
RB-NRR-e3-107 resulted in award of Contract NftC-G3-e3-l07 
Monproprietary version of proposal in PDR 

FELTON. U M Division of Rules and Secorifs 63/06/13 NEWMAN/ K A 
Debevolse & Liberman ip 2D709 357 


8310110360 FOIA request far submittals awarded NRC Contracts 
RS-NRR-83-107/ RS-DRM-83-900 it £00-83-426 

NEUMAN. K A Debevo 1 se «. Lit ertnan 83/03/31 FELTON. J H Division 

of Rules and Records Ip 20709 330 


0310110564 Responds to FOIA request for 6£CY-aa-3SB, "Withdrawal of 
Medical Hlsadmi nlstratlon Reporting Requirements 
Attachments 1/667 exempt Attachments 2.3.4 k 5 available 
In PDR 

FELTON. J M Division of Rules and Records 83/07/13 PRASAD/ G F 
Evanston Hosp Evanston. IL 2fp 20709 339 


6310110567 FOIA request for copy of 34 page rept to NRC Comm issioneri/ 
"Withdrawal of Medical Ml sadmlnistratlon Reporting 
Requirements " 

PRASAD/ 8 O Evanston Hasp Eviniton/ tL B3/D4/23 Region 3. 
Office of Director. Ip 2070? 361 


0310110371 Final response to FOIA request fpr dacumants made available 
under FOIA Request 83-153 Final response to FOIA 83-133 L 
621222 memo to Commlssinn end W/o end 

FELTON. J M Division of Rules and Records 83/06/13. KAPPEL.B 
Hamel/ Part/ McCabe k Baunders Ip 20686 361 


6310110581 FOIA request for three categories of documents re technical 
support for util group on ATWS/ reactor coolant pump seal 
failure & survey & critique of APB reliability studies. 

&HOLLY. 8 C Union of Concerned Scientists 83/07/29 FEITON/JM 
Division of Rules and Records ip 20714 213 


0310110386 Responds to FOIA request for three categories of documents 
re 811231/ 8AI-011-B2-3J/ "Technical Support for Util Group 
on ATWS. " 010327 memo from TE Murley ta DG Eisenhut k 821011 
0A1-122OO3637OO rept Item 1 in LPDR Sr Items b & c in PDR 
FELTON. J N Division of Rules and Record* B3/O0/19 BHOLLY. B 
Union of Concerned Gdentlsts ip 20714 214 


—6310110591 *'8urvey Critique of Reactor Protectio-n Sys . Rel iabill ty 
Studies." draft rept 

OALYEAN/W U . NELBON. W E . LlNDBAY.Vf E Sand i a Lab ora tor Its 
82/10/11 35pp 20714 223 


8310120005 FOIA request for documents re codts k const of !< 
Improvements to Western New York Nuclear Sve Ctr. West 
Valley. NY 

ARNOLD/ G A Shaw, Pittman/ PoHs k Trowbridge B3/06/S7 Office 
of Administration 2pp 20751:069. 24K Ftche 30-201.88/06/87. 

6310120005 


8310120006 Responds to FOIA request for documents re cost* const of 
k Improvements to Western Neu York Nuclear 8vc Ctr.Uist 
Valley. NY Forwards documents listed In App A Documents also 
avalleblB In PDR 

FELTON. J M Division of Rules and Records. 83/07/14 ARNOLDiGA 
Shaw. Pittman. Potts & Trowbrldg* 20731 071. 24X 

Fiche 30-201.83/07/14.0310120006, 


— 8310120006 Forwards schedule showing source L application of funds for 
Mar-June 1966 to demonstrate that vendor has Ttccetsary 
fundi to continue const of facllitv^per 660322 Itr 
RUNJONi T. C Nuclear Fuel Bervicas. Inc. (subs of Getty Oil Co ) 
66/03/28 MCBRIDE. J A Atomic Energy Commission 2pp 
20751 074 84X Fiche, 90-201.83/07/14. 8310180006 


—6310120009 Forwards schedule showing vender consolidated balance sheet 
as of 660228 1. consolidated balance sheet projected for 
660331 Addl line of credit of 41.000.000 received from Mfg St 
Tredtri Trust Co Ltr end 

RUNION. T. C. Nuclear Fuel Services. Inc. (subs of Getty Oil Co ) 
66/03/22 MCBRIDE. J A Atomic Energy Commission 5pp 
20751*076 84X Fiche 90-201.83/07/14.8310120006 


— 8310120011 Fbfwards "Info Subsequent to CP 9ubffllssion 5.'* from vendort 
requesting pstension of const completion date to 660630 
Request Includes financial data to cover period through 
660630 

BECHHOEFER . 9 G flchaTfeld* Bechhotfer k Baron. 66/02/83 
MCBRIDE.J.A Atomic Energy Commission Ip 20731.001. 24X 

Fiche 30-201.83/07/14.0350120006, 


—8310120012 Application to amend License C8F-i. ex tending const 
completion date to 660630. Certificate of 8vc k consolidated 
balance sheet end 

RUNIDN. T. C Nuclear Fuel Services. Inc (subs of Getty Oil Co ) 
66/02/24. 9pp 20751 008 a4X Fich e* 30-201. 83/07/ 1 4» 8 310120006 
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— &3101SD-013 F-oruards '’Info Eubsequent to CP Subcnl s-s 1 oti 3**' containing 
«irppl info requ«4t;pd bg NRC Info in Part 1 covBr« statement 
of general financial rcspantib 1 1 i ti^ Info contained In second 
part shooH be uithheid (ref JOCFR2 790) 

RUNIGN^T C Nuclear Pud Servlcesi Inc (subs of Gettq Oil Co ) 
69/06/25 MCBRIDE. J ^ /atomic Energg Corntnlssloh Ip 50791 091 
24X Fiche 90-201, 83/07/1 4, 0310120006 


— 0310120014 Application to amend License CSF**! * supp 1 ementing or 
replacing it superseding Paragraph 7 re applicant financial 
rsspoTislb i 1 itq 

RUNl-DNi C Nuclear Fuel Services. Inc (subs of Oettg Oil Co ) 
69/00/35 4pp 207 51 092 24X FI ct» » 5O-20J. B3/07/1 4, 8310120006 


— Q310120015 rorigardt "Info Subsequent to Cp, Submi s&ion 2.” dtd 650719, 
Certificate t>f Svc It marked-up "info Subsequent to CP 
Submission 1 '* 

DECHHOEFERi D 6 Scharftld, Bechhoftfer 6 Baron. 69/07/19 
MCBJlIDEiJ A Atomic Energy Commission Ip 20791 096 S4X 
Flche 90-201.03/07/14,8310120006 


— 0310120020 Discusses current appraisal of NFS reprocessing project 
Bummery of most current cost revievi enc 1 AddI data uill be 
included in semiannual rept to be filed in Oct 1964, in 
ccnnection u/lLcenslng procedure 

RUNiQNtT C Nuclear Fuel Services, Inc (subs of Oettq Oil Co 1 
64/08/17 GCABDROiQ T. Atomic Energy Commission 3pp 
20791 137 24X Flche 50-201,33/07/14.0310120006 


— 0310120023 Notifies that on 640402, substantia 1 1 y all fixed assets 
portion of quid assets af fuel fabrication facility at Port 
Hope uere sold & transferred by NFS to Canadian West t ngh ouse 
Co, Ltd 

BECHKOEFERfS Q Scharfeld* Dechboefer b Baron 64/09/19 
JOHNSON, L E Atomic Energy Commission Ip 20791 140 24 X 

Fiche 90-201. 03/07 /1 4i 83 10 120006 


—8310120026 Order amend ina pr&vlslenal CP CPCSF-2 to require NFS to 
file rept covering 6-month period ending Mar 31 h Sept 30 of 
each yr w/Directtr of Div of Licensing 

RI008, E , WDLHAN.A . CALLIHAN. D Atomic Safety and Licensing Board 
Panel 63/11/29 Nuclear Fuel Services, Inc (subs of Dotty 
Oil Co ) 4pp 20791 141 24X Fiche 90-201. 03/07/14* 8310120006 


—8310120028 Response to applicant motion for amend to provisional CP 
CPCSF-2 Info provided by applicant i-n proposed *’NFS Eihibit 
E" & in statement of Commisslhn 630916 memorandum &( order " 
CDNNERiT 0 Nuclear Fuel Services, Inc (subs of Qebty Oil Co.) 

CONNER, T 0 Neu York. State of caHNER. T B Atomic Energy 

Commission 63/11/14 7pp 2075J 149 24X Fiche 90-20U 

03/07/14. 0310120006 


—0310120030 Statement in support of NFS 631023 motion requesting 
Commission take actions -on loan arrangements 1, submittal of 
financial repts Draft NFS motl on, Cerii f Icate of Svc & term 
loan agreement end 

RUEDKAUSEN, Q H New Vort, State of e Affilietton Unknown. 
63/10/29 a3pp 20791, 192 24X n ch# 50-201 , 03/07/ 14. 0310120006 


—0310120032 MemDrandum 6 order amending CPCSF-2 by Incorporating 
condition to require applicants to furnish evidence of 
financial qua 1 i flcatl ons adequate to constitute proper basis 
for required finding 

MCCDOL, W, B Atomic Energy Commission 83/09/13 Nuclear Fuel 
Services, Inc Csubs of (9etiy Oil Co ) 4pp 20791,179 24X 

Fiche 90-201.03/07/14.8310120006 


—8310120034 Forwards Amend 1 to NFO 630130 CP application lubmiiteil l>y 
NV State Atomic & Spec* Development Authority Certificate 
of Svc end 

HUE8HAU8EN;0 M Debevolse U Plimpton 63/04/09 HCCDQL.N D 
Atomic Energy Commission ip 20791 179 24X 

FI the 90-201. 03/07/ 14. 0310 I Z 0006 


— 8310150042 Forwards Amend 4 to Part A of NFS CP application re 
financial quoll f Icatlons l< related info 

STUMDLER.A Bchflrfeld, Dechhoofer h Baron 63/03/29 CONNLfL I H 
Atomic Enerpy Commission Ip 20791 199 247 

Flcha 90-201, B3/ 07/14, B31 0120006 


— 8310120044 Amend 4 to CP application to constiuct spent ftioJ 
reprocessing plant Amt»nd responds to Commission 630314 I tr, 
requesting addl financial data rc pending application Addl 
financial info end 

flUNiBM, T C Nuclear Fuel Services, Inc Csubo of Oetty till Lo- k 
63/03/29 20pp 20751 200 a4X Fiche 50-201 , 83/07/ 14, tn lO L 


— 8310120047 Forwards Amend 1 to Part A of NFS application for license ta 
construct & operate spent fuel processing plant 
DECKKOEFER, B G Scharfeld, Bechhoofer |c Baron 63/02/13 
Atomic Energy Commission Ip 30731 220 34X 

Fiche 30-201,03/07/14.8310120006 


■ — 8310130049 Amend I to Part A of application for license to const ruet 
1( operate spent fuel processing plant Certificate of Bvc 
financial info end 

RUNION.T C Nuclear Fuel Services, Inc (subs of Oetiy Oil On > 
63/02/J5 33pp 207Si 221 24X Fiche SO-201 , B3/0// 14. 03101 20006 


— 0310120207 Application to amend License CSF- 1 , r ov i s ing Parage Aph ^ ' f 
original application re applicant financial qua 1 i f ica t in ne 
RUNION. T C Nuclear Fuel Services, Inc (subs of Getty CHI Ch» » 

» Scharfeld, Bechhoefor «« Baron 65/07/15 26pp 20791 0V7 
24X Fiche 50-201,03/07/14,0310120006 


8310120016 Addl response to FOIA request for document re problOrmo w/ 
Tech Specs applying to RCS leakage determinations tn pURfl 
FoTwarda App A documents 

FELTON. J H Division of Roles and Records 83/07/0/ VOlor.ll H 
LeBoeuf. Lamb, Leiby U MacRae 2pp 20781 001 £’4X 

Flchft 90-000,03/07/07, B31 0120016 


— 0003540118 Requests specs for surveillance 8< limiting coivditkotii to 
ensure valve integrity if Event 5 valve < on f i d ura tlnn 
exists NRC 600229 Itr requesting LWR licensees Co IndlCote 
if Event S valve conf ig urat j en exists at PariJlty and 
POLK. P J Operating Reactors Branch 3 (Pro 800420) no/02/i;39 

METHQRE, J Operating Reactors Branch 5 (Pre 80O42O) 2pp 
20751 027 


— 6003240183 Ltr all LNR licensees requesting that periodic valve lasts 
or continuous surveillance be performed to ilotornlnc kf 
Event 9 valve configuration exists at facility Requests 
listed Info re valve configuration 

EI&ENHUT, DO Division of Operating Reactors 80/02/29 
Division of Operating Reactors 3pp 20791 034 


— 0007290663 Forwards 8GR supp 1 ■ Revi s i on 1. ro periodic leak testirki] of 
pressure isolation valves Replaces 000702 transmittal 
KNIGHT. J- P Assistant Director for Comp 4t Structure* Lnglna«riiw 
(Pre 830201} 00/07/16 TEDESCO, R L Assistant Dirac lor far 

Licensing ip 20751 043 B4X Fiche 90-000, 0:i/O//O7. 031 0 I ;aOOt* 


— 8007290676 9ER sup p I , Revl » 1 on l.re pcriodte leah testing of prateur* 
Isolation Valves Additions to Tech 8peca accoptable 
• Assistant Director for Comp 6 Structuroe Engineering (Pra 
030201) 00/07/16 3pp 20791 044 84X Ficho 90-000, HII/O// 07. 

B31012O0L6 


— 8310120018 Notifies of decision to expand existing contract w/Kr,ahfci|r 
Inst to include technical assistance on Generic 
Activity D-49, '*LWR Primary Coolant 8ys Pressure Uoialhoii 
Valves ’• Ngt concurrence requested 

POLK. P J, Operating Reactors Branch 3 <Pre 800426} 00/03/06 

BUTCHER, E NRC - No Detailed Afflllationi Given 23pp U070I OO-i 


— 8310120036 Hemppandum of Agreement between NY 9tat# Ofc of Atomic 
Ofvelopmeni It NV Gtate Atomic R(<0 Authority to coordinate 
respective respans 1 bi 1 1 tie i for development of atomic 
energy Certificate of avc end. 

AXELRAD.n Atomic Energy Commission. TOHNSEND.a , FERGUSON, H 
New York, State of 63/03/21 13pp 20791 104 24X 

Fiche 50-201,03/07/14,8310120006 


— 031O1SOO39 Responds to 630513 Itr re NFB application For license*. 
Memorandum of Agreement between NV State Ofc of Atomic 
Development 6 NY Stete Atomic RIcD Authority from Oavernar of 
State of NY and. 

TOVJNBENOrO. New Vorki State of, 63/04/00 LONENSTElN, R Atomic 
Energy Commiiflon Spp 20791 197 24X Fiche, 90-201, 83/07/14. 

0310120006 


— 8310120022 Safety evaluation requiring test of primary 
pressure isolation valves be incorporated into plant 
Tech Specs 

* NRC - No Deteiled Affiliation Given 81/04/20 
a4X Fiche, 90-000, 03/07/07, 8310120016 


coolant 

ip 037 


B310130390 FQIA request for ell records on re-review of structurmk 
edaquacy of diesel generator bldg subsequent to May 
testimony of R Landsman in ASUD proceedings 

GAROEjB P, Government Accountability Project 03/00/00. dff lc« 
of Admin I strati on, 2pp 20769 352 24X FI c he . SO-329, 03/08/011. 

8310130390 


0310130394 Responds to FOIA request for all records on re’-rivlmui ipf 
structural adequacy of diesel generator bldg subsequent to 
Mag testimony of R Landsman in A0LD proceedings Forwards 
App A documents Documents also in PDR 

f ELTON, J H Division of Rules and Records 83/00/55 CAHD^, 8 P 
Government Accountability Project 2pp 20769 394 24x 

Fiche 90-329,83/00/29,8310130394 
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--9308150330 Advises assignment as fnembcr of task group to r eevii 1 i>(<i t e 
structural design & const adequacy of plant diesel generator 
bldg 

lAUD^P T Structural it Geotechnical Engineering Branch 03/OByOB 

TA^J.C P Structural h Geotechnical Engineering Branch ip 

207&9 3*2 24X Flche 50-329i 83/00/23. 03 101 30394 


— 0300290029 Requests meeting on 030022 to discuss Landsman concerns that 
diesel generator bldg inadequate to return to svc based on 
Inability to meet design requirements 

VQLLMER.R NRC - No Detailed Affiliation Given 03/00/13 
KNIGHT. J NRC - No Detailed Affiliation Oivem Ip 207*9 361 
24)( Fiche 30-329. G3/00/25i 0310130394 


B3L013Q402 FDIA request for list of reporting requirements imposed on 
p^ib 1 1 c I u/ c op y of applicable form ofc. telephone number 6 
room number where filing of reporting requirements made 
DAV. M S Washington Knowledge Network 03/08/11 FELTON. J M 
DivLstan of Rules and Records Ip 20/71 OOl 


8310130409 Responds to FGIA request for list of reporting requirements 
imposed on pub 1 ic. u/c opy of applicable form *. o fc . telephone 
number it room number where filings of reporting requirements 
made 

FELTON. J M Division of Rules and Records 03/00/29 DAY. H S 
Washington Knowledge Network Ip 20771 003 


— 9310130410 "NRC Uist of Active Repts Approved Under Federal Repts Act 
as of 030729 " 

» NRC - No Detailed Affiliation Given 03/07/29 9pp 
20771 003 


83)0130412 Responds to FOIA request for any repts of insps or 
investigations of facilities of Nuclear Hodicine Assoc. Inc 
No Insps or investigations of facility made \ince 000101 No 
documents available subj to request 

FELTON. J M Division of Rules and Records 03/00/25 KELLY, D L 
Paperj Mar t in. Jensen. Mai ch e 1 Hetlagc Ip 20769 390 


6310130413 FOIA request for repts of insps or investigations of 
facilities of Nuclear Hedicine Assoc. Inc since 800101 
kelly. DL Peper. Mar tin, Jensen. Mai c he 1 4< Hetlnge 03/08/09 
Office of Administration Ip 20769 351 

0310140030 FOIA request for IE Insp Rept 79**19, assoc iated notice of 
proposed imposition of civil pena 1 t i es. not i c e of violation 
& order to show cause 

HAMLIN. J 8 Shaw. Pittman, Potts 6 Trowbridge 83/09/31 Office 
of Administration 6pp 20794 HO 24X Fiche 90-490.83/09/31. 
8310140030 


9310140031 Partial response to FOIA request for documents re IE Insp 
Hept 79-19 U associated notice of proposed Imposition of 
civil penalties, notice of violation i> order to show cause 
Forwards App A documents Documents also available in PDR 
FELTON. J M Division of Rules and Records 03/OB/23 HAMLIN. J B 
Shaw. Pittman. Potts £< Trowbridge Ip 20794 116 24X 

Fiche 50-490103/00/23.0310140031 


"6000270992 Forwards Region 9 rept of investigation re alleged 
falsification of QA records by Drown V Root inspector 
W/Q end 

WARD.W J Office of Inspection it Enforcement. Office of the 
Director 80/00/01 FORTUNA. R Office of Inspector U Auditor 
Ip 20799 J 86 24X Fiche SO'<490. 03/00/23. 0310 ] 40031 


— 9310140032 "South Texas Project - History " 

• NRC - No Detailed Affiliation Given 03/09/31 4pp 
20794 117 24X Fiche 50-490.03/00/23.8310140031 


— 9310140037 Notification of 000B19 meeting w/utll U Drown L Root in Hay 
CityiTX to clarify util response to Q00430 show cause order 
e NRC - No Detailed Affiliation Given 83/10/13 NRC - No 
Detai led Affiliation Given 4pp 20794 129 24X 

Fiche 50-490,03/00/23.8310140031 


--B310140041 Requests formal public h e er i ng . w/ f u 11 d i sc 1 0 lur #. r e NRG 
791110 investigation of South Texas Project 

e Affiliation Unknown 00/02/07 NRC - No Detailed Affiliation 
Given ip 20794 133 24X Fiche 50-498.03/00/23.0310140031 


--B310140044 NRC proposal to fine Texas Utils for alleged noncompJian e 
w/NRC requirements re Drown 4. Boot QA program & violation of 
piping weld tests 

* NRC - No Detailed Affiliation Given 03/10/13 2pp 
20794 134 24X Fiche 50-498.03/00/23.0310140031 


--8310-140047 Enforcement h i story . South Texas Project. Oct 1976 - Mar 19E0 
* NRC - No Detailed Affiliation Given 83/10/13 3pp 
20794 136 24X Fuhe 50-490.83/00/23.0310140031 


— 0310140090 Discusses notice of violation issued as result of 791110- 
B202D7 Insp^ Non c omp 1 1 anc e noted QC imp by Droiijn tc Root not 
sufficiently independent Markeri-up copy 

« NRC - Nt> Detailed Affiliation Given 03/05/31 NRC - No 

Detailed Affiliation Given 39pp 20794 139 S4X 
Fiche 90-49B. 03/00/23, 0310140031 


— 0310140052 Forwards draft investigation rept t. proposed enforcement 
action for conwnent Commission briefing on investigation tk 
enforcement planned far wk of 800414 Draft rept also sent 
to pertinent personnel 

SHEWMAKER.R E Director's Office. Office of Inspection and 
Enforcement BO/04/01 THGRNaUBO. H D Director's Office. Office 
of Inspectinn and Enforcement I40pp 20794 175 24X 

Fiche 50-490. 03/00/23. B310I4003L 


8310140062 Requisition for payment to Continental Airlines for PDX svc 
of pig to Houston. TX 

• NRC - No Detailed Affiliation Given G0/Q5/01 2pp 
20799 071 24X Fiche 90-490.03/00/23,8310140031 


--0310140089 Advises that, due to seriousness of violations by Braun it 
Root 6 util at South Texas Prajec t. fu 1 1-scal • public 
hearing in Matagorda County. TX mandatory 

VAN HOY, G Affll lation UnVnoun GO/09/20 STELLO. V Director's 
Office. Office of Inspection and Enforcement Ip 20795 079 24X 

Fiche 50-490.03/08/23.0310140031 


--8310140095 Submits draft generic Itr for use w/lncoming eorreipondence 
as result of Q00430 IE enforcement pig 

STELLO. V Director's Office, Office of Inspection and Enforcement 
03/10/13 Affiliation Unknown 3pp 20795 167 24 X 

Fiche 50-498, 03/00/23, 83101 4003 1 


0310170020 FOIA request for documents re NRC &/or NRC eoniDltant 
parti cigation in Co-mmlttee on Safety of Nuclear Installation 
sponsored "Group of Experts o-n Nuclear Aerosols" ''Group 
of Experts on Source Terms " 

SHOLLY.S C iinion of Concerned Scientists 63/05/02 FELTON, J M 
Division of Rulas and Records Ip 20014 15B 


8310170029 Responds to FOIA request for matl re NRC participation in 
Committee on Safety of Nuclear Installation spon-sorid "Group 
of Experts on Nuclear Aerosols " Forwards App A documents 
App B documents withheld iref FOIA Exemption 4> 

FELTON, J M Division Of Rules and Records 83/06/29 SHDLLY.S C 
Union of Concerned Scientists 5pp 20014 159 


— 0310170033 Informs that HSllberberg requested to be in Bo logna. Ital y 
by 700918 to attend Committee an Safety of Nuclear 
Installation 7B0919 meeting Meeting held to complete 
preliminary rept editing 

KELBERiC N Assistant Director for Advanced Reactor Safety 
Research 78/00/29 LAMASTRA, R Office of Administration Ip 
20014 164 


0310170037 Forwards draft state-of-the-art rept on nuclear aerosols 
Final revs will be completed at 780920-32 meetings in 
So logna. Italy 

BILBERBERO. M Eaperlnental Fast Reactor Sefety Research Branch 
70/00/30 PRODI.V Italy* Govt of. Ip 20G14 165 


— -0310170044 Forwards draft state-of ^tha-art rept on nuclear aerosols 
Final revs will be completed at 780920-22 meetings In 
Bo 1 ogna. Italy 

BILBERBERO. M Experimental Fast Reactor Bafety Research Branch 
78/00/30 SHOCK, yj Germany. Federal Republic of ip 2O0L4 1 


—8310170047 Forwards draft state-of-the-art rept on nuclear e^ 
Final revs will be completed at 780920-22 meetings in 
Bologna. Italy 

BILBERBERO.M EipePlmental Fast Reactor 9af*ty Research I 
78/00/30 HILLIARD. R K Hanford Engineering Development 
20014 167 


— 0310170050 Farwerds draft state-of-the-art rept on nuclear sera 
Final revs will be completed at 700920-22 meetings in 
Bologna. Italy 

BILBERBERO. M Experimental Fast Reactor Sefety Research firar 
70/00/30 GIESEKE, J. A Battel le Memorial Institute. Columbs 
Laboratories Ip 20BI4 168 


— 0310178055 Farwerds draft state-of-the-art rept on nuclear aer< 
Final revs will be completed at 780920-22 meetings in 
Bologna. Italy 

aiLBERDERG.M Experimental Fast Reactor Safety Research Brar 
78/08/30 LANZA. S Italy. Oovt of. Ip 20014 169 


0310170057 Forwards draft stata-of -the-ar t rept on nuclear aero 
Final revs will be completed at 780920-22 meetings in 
Bologna. Italy 

SILBERDEftG.M EipeMmeistal Fait Reactor Safety Heiearch Bran 
7B/O0/3O KITANl.S Japan. Ooy I of Ip 20B14 170 
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NONDOCKETED ITEMS 


— 031O17OO5«? Fprwartfi dr*ft ita Ttpt on nutltar aetpioH 

rintil, r*v» will b# completed ot 700920^23 nit«tlng» in 
Bolo|}na> I tali^ 

SILBERB^RG<H Eiparlmantal F*st Reactor Galeti^ RetearcK Branch 
7e/t>a/3Q KARBISON. 8A United Kingdom Ip 20014 171 


Q31Dl700d>2 Forward* draft *ta te-of-the-art repfc on nuclaar atrasois 
Final revrt wilt be completad at 780920^*22 rvieting* In 
Bologna. Italy 

SILBERBERQ.M El p er Imt nt« 1 Fait Reactor Safety Rccearch Branch 

78/OG730 ODOSSE^S. 1 U Belgium* Govt of. tp 20014 172 


— 0310170066 Forward* draft itata-of-the-art rept on nuclear aerniol* 
Final rfcvt will be completed at 7Q0920‘'22 meetingi in 
Bologna. Ital y 

6Il.BERBERGt n Eiperlmental Fast Reactor Safety Retearch Branch 
70708/30 FERMANDJlARi M France. Govt of. Ip 20014 173 


— 0310170072 Forward* draft *tate~of~the-art rept on nuclear aerosol* 
Final riv* Will be completed at 780920^22 meetings in 
Soi ognaj Italy 

SILBERB^RG, n Experimental Fast Reactor Safety Research Branch 
70/08/30 AKAOAhPE. K Japan, Govt of Ip 80814 174 


— 831G170090 Forward! draft state-of-the-art rept on nuclear aerosols 
Final revs wLll be completed at 7a0920->23 meetings in 
Bologna, Italy 

BILBERBERO, hi Experimental Fast Reactor Safety Research Branch 
7^700/30 ABBEY. F lfnlt»d Kingdom Atomic Energy Authority Ip 
20814 179 


■0310170094 Forward* draft *t ata-nf-the-art rapt on nuclear aerosols 
Final revs will he completed at 7B09'20’*22 meetings In 
Bftiog nai Italy 

SlLBEABERG.n ExperlmenteL Fast Reactor Safety Research Branch 
70/08730 van DE VATE. J Netherlands Ip 20814 I7i. 


—0310170102 Forwards draft ttatf-af-the-ar t rept On nuclear atruiols 
Final rev* will be completed at 7G0920-23 ffieettng* in 
Balog nil 1 taly 

SlLBEflBERO.M Experlmantal Fast Reactor Safety Research Branch 
70/08/30 nAhC80£,O France. Oevt of. ip 20014 177 


—03^10170110 Comeiants on aerasol experts group rept Sub j of nuclear 
aaPosDlt hat significant impact or evaluation of 
const guenc es of postulated reactor accidents 

StLBERBERG. hi Ekpcrimental Fast Reactor Safety Research Branch 
70/10/27 ABBEY. F United Kingdom 7pp 20814 178 


—0310170116 Discusses 790214 teUon w/K Stadia re status of NRC 
participation at Comeilttee on Safety of Nuclear Installation 
spaclalift laeatlhg in Bournemouth, England Budget restraints 
may prevent NRC representation 

SILBERBEROrh WC - No Detailed Affiliation Given 79/02/16 
HURLEY, T E Assistant Dlractar for Advanced Reactor Safety 
Research |p C08M 185 


— 0310170120 Forwards review itr revs to draft state-of-the-art watl 
mailed to group of expe rte> Arrang eman t* for group dinner on 
790404 requested 

BlLBERBEno.h Experimental Fast Reactor Safety Research Branch 
79/03/09 OLlVIGR.jp France. Govt of. ip 20BJ4 106 


— B310170123 Forwards revs to draft * tate-of-the-art rept on nuclear 
aerosols in rsactor safety. Item* to he considered Listed 
Review of rtvi in preparation for 790403 meeting In Paris 
requested 

81LSERBER0. h Exprrtmental Fest Reactor Befety Research Branch 
79/03709 LANZE.S Italy, Govt of. Ip 20G14 187 


— 6310170129 Forwards revs to draft stat«-pf-th t-art rapt on nuclear 
aerosols in reactor safety Items to be considered listed 
Review of revs In preparation for 790403 meeting in Paris 
requested 

SILBERBERG.H Experimental Fast Reactor Sefety Research Branch 
79/03709 aCHOCK.W Germany. Federal Republic of Ip 
50014 108 


0310170130 Forwards revs to draft s tate-of- tha-ar t rept oti nuclear 
aerosols in reactor safety Items to be considired listed 
Review of revs in preparation for 790403 meeting In Paris 
raquaited 

SILBERBERG.H Experimental Fast Reactor Safaty Raseerch Branch 
79/03/09 BCHIKARSKI,!! 0 Gtrmany. Faderel Republic of Ip 
20014 109 


0310170136 Forwards revs to draft state-of-the-art rapt on nuclear 
aaroeols In reactor safety Items to ba considered listed 
Haviaw of r*vi In preparation for 790403 meeting in Paris 
raquastad 

BILBERBEROiH Eiparlmental Fast Reactor Safety Research Branch 
79/03/09 KlTANl.S Japan, Oovt of Ip 20014 190 


— 8310170140 Forwards revs to draft state-of-the-art rept on nuc ] ea-r 
aerosols in reactor safety 1 tern* to be ronsldcred iMted 
Review of revs in preparation for 790403 meeting m Paris 
requested 

SIUBERDERG. 11 Experirnenta J Fast Reactot Safety Research Oranch 
79/03/09 MARBIBDN. a A United Kingborr Ip 20814 J9l 


— 0310170144 Forwards revs to draft state-of-the-art rept on nuclear 
aerosols in reactor safety Items to be considered listed 
Review of revs in preparation for 790403 meeting m Paris 
requested 

SILBERBERG.H Experimental Fast Reactor Safety Research Branch 
79/03/09 HILLIARD, R K Hanford Engineering Development Ip 
20814 192 


— 0310170190 Forwards revs to draft state-of-the-art rppt on nuclear 
aerosols tn reactor safety Items to be considered lifted 
Review of revs in preparation for 790403 mooting in Paris 
raque * ted 

SILBERBERG.H Experimental Fast Reactor Safety Research Branch 
79/03/09 OIESEKE.J A Batteile Hemorial Institute, Columbus 
Laboratories Ip 20014 193 


— 8310170161 Forwards revs to draft state-of-the-art rept on nuclear 
aernsals in reactor safety Items to be considered Listed 
Review of revs in preparation for 790403 meeting in Pari* 
requested 

SILBERBERG. fi Experimental Fast Reactor Safety Resoarc'h Branch 
79/43/09 OOOSSFNSi 1 W Belgium. Govt of. Ip 20814 194 


—8310170164 Forwards revs to draft state-of-the-art rept on nuclear 
aer-osols in reactor safety Items to be considered listed 
Review of rev* in preparation for 790403 meeting in Paris, 
requested 

SILBERDERG, h Experimental Fast Reactor Safety Research Branch 
79/'03/09 PRODI.V Italy. Govt of, ip 20014 195 


— 8310170166 Forwards rev* to draft state-of-the-art ropt on nue Uar 
aerosol* In reactor safety Items to be considered listed 
Review of revs ih preparation for 790403 meeting In Paris 
requested- 

SILBERDERO.H Experimental Fast Reactor Safety Research Branch 
79/03/09 HANESSE.M France. Govt of. ip 50014 196 


—0310170169 Forwards revs to draft state-of-the -nr t rept on nuclear 
aerosols in reactor safety Items to be considered listed 
Review of revs In preparation for 790403 meeting in Paris 
requested 

SILBERDERO, t1 Experimental Fast Reactor Safety Research Branch 
79/03/09 9AN DE VATE. J Netherlands Ip 20G14 197 


--'0310170171 Forwards revs to draft stato-qf- the-ar t rept on nuclear 
aerosols in reactor safety Items to be considered listed 
Review of revs in preparation for 790403 mooting In Paris 
requested 

SILBERBERC. M Experimental Fast Reactor Safety Research Branch 
79/03/09 ABBEY. F United Kingdom Ip 20814 19Q 


— 8310170176 Forwards i evs to draft statc-qf-the-ar ft rept on nuclear 
aerosols in reactor safety Items to be considered listed 
Review of revs in preparation for 790403 meeting m Paris 
reque * ted 

SlLSERBEnCtH Experimental Fast Reactor Safety Research Branch 
79/03/09 AKAOANE. K Japan. Govt of Ip 20914 199 


— 8310170180 Foruiard* revs to draft state-of-the-art rept on nuclear 
aerosols In reactor safety Items to be considered listed 
Review of revs in preparation for 790403 meeting in Parle 
reque * ted 

SILBERBERG.H Eiperimental Fast Reactor Safety Research Branch 
79/03/09 FERMANDJIAN, J France. Govt of, ip 20814 200 

—8310170182 "Nuclear Aerosol* in Reactor Safety 

« Organiiatlon for Economic Cooperation Development iFari*) 
79/06/30 4pp 20814 201 


— 8310170237 Forwards final draft of revised summorg stotenents from 
790403 meeting on ’‘Critical Review of Aerosol Instrumants, " 
for comment Comments requested by B30B17 if attendance at 
meeting In Seattle not possible 

SILBERBERG.H Experimental Fast Reactor Safety Research Branch 
79/G7/57 HARUiBON, B A Jnited Kingdom 7pp 20014 203 


— 0310)70242 Forwards final draft of revised summary itatmenis from 
790405 meeting on "Critical Review of Aerosol Instruments." 
foe comment Comments requested by 790017 if attendance at 
maeting in Seattle not possible W/o end 

SILBERBERO, H Experimental Fast Reactor Safety Research Branch 
79/07/27 3CN0CK.W Germany. Federal Republic of Ip 
20814 212 



NONDOCKETED ITEMS 


-8310170247 Foruarda final draft of revised suminary atatcments from 
7‘?0403 meeting on "Critical Revleu of Aerosol Instrument s*- " 
for comment Comments requested by 790B17 if attendance at 
meeting in Seattle not possible W/o end 

SILDERUERGi M experimental Fast Reactor Safety Research Dranth 
79/07/27 PRDDIi'/ Italy. Govt of, ip 20814 213 


■B310170252 Forwards final draft of revised summary statements from 
790403 meeting on "Critical Review of Aerosol InstTUmen t s. " 
for comment Comments requested by 790817 If attendance at 
meeting in Seattle not possible i\/a enc 1 

SlLBEROERG, f1 Experimental Fast Reactor Safety Research Branch 
79/07/27 KITANI.A viapan. Govt of Ip 20814 214 


■B31017O239 Forwards final draft of revised summary statements from 
790403 meeting on "Critical Review of Aerosol Instruments,-" 
for comment Comments requested by 790Q17 if attendance at 
meeting in Seattlo not possible W/o end 

SJLDERDERO.h Experimental Fast Reactor Safety Research Branch 
79/07/27 VAN DE VATE, J Netherlands Ip 20814 213 


-8314)170265 Forwards final draft of revised summary statements from 
790403 meeting on "Critical Review of Aerosol Instruments." 
for comment Comments requested by 790817 If attendance at 
meeting in Seattle not possible W/o end 

8ILBERBER0. M Experimental Fast Reactor Safety Research Branch 
79/07/37 AHREY, r United Kingdom Ip 20814 216 


■0310170269 Forwards final draft of revised summary statements from 
790403 meeting on "Critical Review of Aerosol Instruments." 
for camment Comments requested by 790B17 if attendance at 
meeting in Beattie not possible W/o end 

SILDERDERO.M Experimental Fast Reactor Safety Research Branch 
79/07/27 6IESEKE. V A Battelle Memorial Institute. Columbus 
Laboratories Ip 20814 217 


-Q310170279 Forwards final draft of revised summary statements from 
790403 meeting on "Critical Review of Aeroso) Instrumon t " 
for comment Comments requested by 790817 If attendance at 
meeting in Seattle not possible W/e end 

BILBERQERG. M Experimental Fast Reactor Safety Research Branch 
79/07/27 FERMANDJIAN. J France. Govt of. Ip 20814 310 


■8310170280 Forwards final draft of revised summary statements from 
790403 meeting on "Critical Review of Aerosol Instruments." 
for comment Comments requested by 790017 if attendance at 
meeting in Seattle not possible W/o end 

BlLDERBERG, M Experimental Fast Reactor Safety Research Ora-nch 
79/07/27 OLIVIER. J P France. Govt of. Ip 20014 219 


•8310170204 Forwards Pinal draft of revised summary statements from 
790403 meeting on "Critical Review of Aerosol Instruments." 
for comment Comments requested by 790017 if attendance at 
meeting in Beattie not possible W/o end 

SILOERDEROi M Experimental Fast Reactor Safety Research Branch 
79/07/37 SCHIKARSKI.Q Germany. Federal Republic of Ip 
20Q14 320 


■B310I702B8 Forwards final draft of revised summary statements from 
790403 meeting on "Critical Review of Aerosol Instruments. " 

For comment Comments requested by 790817 If attendance at 
meeting in Seattle not possible W/o end 

dlLGERPERO. M Experimental Fast Reactor Safety Research Branch 
79/07/37 AKAQANE. K Japan, Govt of Ip 20014 221. 


■B310J7O294 Forwards Pinal draft Of revised summary statements from 
790403 meeting on "Critical Review of Aerosol Instruments." 

For comment Comments requested by 790017 if attendance at 
meeting in Beattlo not possible W/o end 

QILEERQEROiM Experimental Fast Reactor Safety Research Branch: 
79/07/27 HILLIARD. R K Hanford Engineering Development Ip 
20B14 222 


'B3101703D0 Forwards final draft of revised summary statements from 
790403 meeting on "Critical Review of Aerosol Instruments," 
for comment Comments requested by 790817 if attendance at 
meeting in Beattie not possible W/o end 

BILDERBERO. J1 Experimental Fast Reactor Safety Research Branch 
79/07/37 LANZA, 8 Italy. Govt of. ip 20014 823, 


■0310170303 Forwards "Summary Rtpt on Critical Review of Aerosol 
Measurements Techniques " Rept will be highlighted at 
Committee on Safety of Nuclear Installation meeting. W/o 
end 

SlLDERBEROi M Experimental Fast Reactor Safety Research Branch 
79/10/05 KITANI.A Japan. Govt of Ip 20814 324 


-8310I7D305 Forwards "Summary Rept on Critical Review of Aeroeol 
Measurement Techniques " Rept will be highlighted at 
Committee on Safety of Nuclear Installation meeting W/o 
end 

BlLBERDERG.M Experimental Fast Reactor Safety Research Branch 
79/10/05 HARDISON. 8 A United Kingdom ip 20814 225 


— 8310170309 Forwards "Summary Rept on Critical Review of Aerosol 
Measurement Techniques " Rept will be highlighted at 
Committee on Safety of Nuclear Installation meeting W/o 
enc 1 

aiLDEROERG, M Eiperlmental Fast Reactor Safety Research Branch 
79/10/05 SCHIKAR5KI.B Germany. Federal Republic of Ip 
20814 236 


— 0310170314 Forwards "Summary Rept on Critical Review of Aerosol 
Measurements Techniques '* Rept will be highlighted at 
Committee on Safety of Nuclear Installation meeting W/o 
encl 

BILBERBERG. M Eiporimenlal Fast Reactor Safety Research Branch 
77/10/03 FERMANDJIAN, J France, Govt of, ip 20814 227 


— 0310170319 ForwardE "Burnmary Rept on Critical Review of Aerosol 
Measurement Techniques " Rept will be highlighted at 
Committee on Safety of Nuclear Instal la tlo-n meeting W/n 
encl 

SILBERBERO. M Experimental Fast Reactor Safety Research Branch 
79/10/05 PRODI. V Italy. Govt of. ip 20014 220 


— 8310170323 Forwards "'Summary Rept on Critical Review of Aerosol 
Measurement Techniques *' Rept will be highlighted at 
Committee on Safety of Nuclear 1-nsta J lafclo-n meeting W/o 
and 

SiLBERDEROi h Experimental Fast Reactnr Safety Research Branch, 
79/10/05 OlESEKEiJA Battelle Memorial Instltutei Columbus 
Laboratories Ip 20B14 229 


— 0310170326 Forwards "Summary Rept on Critical Review of Aeroiol 
Measurement Techniques " Rept will be highlighted at 
Committee on Safety of Nuclear Installation meeting W/o 
end 

SILBERBERQ.M Experimental Fast Reactor Safety Research Branch 
79/10/09 SCHOCKrW Germany. Federal Republic of Ip 
20014 230 


—0310170328 Forwards "Bummiry Rapt on Critical Review of Aerosal 
Measurement Techniques " Rept will he highlighted at 
Committee on Safety of Nuclear Installation meeting W/o 
enc 1 

eiLBERDERO. M Experimental Fast Reactor Safety Research Branch 
79/10/03 ABBCY.F United Kingdom, ip 20814 231, 


—8310170332 Forwards "Summary Rept on Critical Review of Aerosol 
Measurement Techniques " Rept will be highlighted at 
Committee on Safety of Nuclear Installation meeting W/o 
e-nc I 

SILBERDERO, M Experimental Fast Reactor Safety Research Branch 
79/10/05 HILLIARD. R.K Hanford Engineering Development Ip 
20814 332 


— 0310170336 Forwards "Summary Rept on Critical Review of Aerosol 
Measurement Techniques *' Rept wl 1 1' b e"h ig hi 1 ghted at 
Committee on Safet-y of Nuclear Installation meeting, W/o 
enc 1 

8IL0ERBERQ. M Experimentet Fast Reactor Safety Research Branch 
79/10/09 VAN DE VATE. J, Netherlands Ip 30814 333 


~-83lol7034O Forwards "Summary Rept on Critical Review of Aerotnl 
Measurement Techniques " Appreciation expressed for 
continuing effort & support for Group of Experts on Nuclear 
Safety Aerosols H/o encl 

SILDERBERG, M Experimental Fast Reector Safety Research Branch 
79/10/09 0L1V1 ER.jp France. Govt of. Ip 208t4>234 


— 8310170343 Forwards "Summary Rept on Critical Review of Aeroial 
Measurement Techniques " Rept will be transmitted to 
Committee on Befety of Nuclear installation for annual 
meeting in Nov W/o encl 

BlLBERDERG.M Experimental Fast Reactor Safety Research Branch 
79/10/09 MOCHIZUKI.K Japan. 0«vt of, Ip S0814 235, 


— 8310170347 Forwards "Summary Rept on Critical Review of Aaresol 
Meaxurement Techniques " Rept will be transmitted to 
Committee an Bafety of Nuclear Installation for annual 
meeting in Nov H/o end 

BlLBERDERG.M Experimental Feet Reactor Safety Research Branch. 
79/10/09 MAV.F 0 Auitralia. Govt of ip 20914:336. 


— 031O17O35S Forwards "Summary Rept on Critical Review of Aerosol 
Measurement Techniques " Rept will be transmitted to 
Committee on Safety of Nuclear Inatallatlon for annual 
meeting in Nov M/o encl 

BlLBERDERG.M Experimental Fast Reactor Safety Research Branch 
79/10/05. TOROERSDNj D C Canadaf Govt of.. Ip 20814:337 
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IMONDOCKETED ITEMS 


— aaiOl?O330 NotlflBi of Cominittfis ofi Safety of Nuclear Installations 
000415-17 specialist meeting on nii-clear aerosols in reactor 
lafetg In Qatlinb urg. TN Recipient participation requested 
Sactground inf p i>rpD 5 e & agenda end Vf/a encl 

61LBER0ERO.M Esperlmental Fast Reactor Safety Research Branch 
79/11/09 LONO* J K Office of Nuclear Reactor Regulation. 
Director 2pp 20014 23B 


— Bai0i703£)2 Notifies of Committee on Safety of Nuclear Installations 
□0O413'17 specialist meeting on nuclear aerosols In reactor 
safety in Datli nb urg. TN Recipient par t icipat ion requested 
Background infoi purpose & agenda end U/o encl 

SH-BERBERO. rt Ecperlmontal Fast Reactor Safety Research Branch 
79/11/09 SHERRY. R R NRC - No Detailed Affiliation Olven Spp 
20ei4 240 


—0310170370 Notifies of Cammittee on Safety of Nuclear installations 
000415-17 specialist meeting on nuclear aerosols in reactor 
safety in Qat I inburg. TN Recipient participation requested 
Background info, purpose t< agenda end U/o end 

aii,BERBeRO, N Eiperlmental Fast Reactor Safety Research Branch 
79/U/D9 LAftHINB. J T NRC - No Detailed Affiliation Oiven 2pp 
20014 242 


— 9310170374 Notifies of Committee on Safety of Nuclear installations 
000415-17 specialist meeting on nuclear aerosols in reactor 
safety in Qatl inburgr TN Recipient participation requested 
Background info* purpose $( agenda end U/o end 

BH-DERDERO.N Experimental Fast Reactor Safety Research Branch 
79/11/00 KRE59.S T Oak Ridge National Laboratory 2ppv 
20914 244 


— B310170379 Notifies of Committee on Safety of Nuclear 1 nttallations 
000415-17 specialist meeting on nuclear aerosols in reactor 
safety In Oatl Inb urg. TN Recipient participation requested 
Background Inf o. purpose 4 i agenda enc I W/o end 

01LBERDERB. H Experimental Fast Reactor Safety Researdi Drench 
79/il/OB PQWER9.D Sandia Laboratories 2 pp 20014 > 246 


—9310170366 Notifies of Committee on Safety of Nuclear Installations 
eCQ4i5-i7 specialist meeting on nuclear aerosols In reactor 
safety in Sat 1 inbur g . TN Recipient participation requested 
Background info, purpose i« agenda end H/o and 
eiLBERBERQ. M Experimental Fast Reactor Safety Research Branch 
7<f/ll/oa MhLlNAUSKASi A Oak Ridge National Laboratory 2pp 
20014 248 


—9310170391 Notifies of Committee on Safety of Nuclear Installations 
000415-17 specialist meeting bn nuclear aerosols in reactor 
safety In Oa tl Inburg. TN Recipient par ticipat Ion requisted 
Background Info, p urpos* b agenda end U/o enc I 
StLBERDEROi N Experimental Fast Reactor Safety Research Branch 
79/11/06 ilRlONf. A Oak Ridge National Laboratory 2pp 
20014 250 


— 8310170392 Notiflss of Committee oti Safety of Nuclear Installations 
000415-17 specialist meeting on nuclear aerosols in reactor 
eafetg In Oatl Inbur g. TN Recipient partldpa tlon requested 
Background infoi purpose St agenda end y/o end 
SILBERDERQj t1 Experimental Past Reactor -Safety Research Branch 
79/11/00 Q1ESEKE.J A Battelle Memorial Institute. Columbus 
Laboratories 2 pp 20014 252 


— B31O170396 Notifies of Committee on Safety of Nuclear I nsta 1 lat Ions 
600415-17 specialist meeting on nuclear aerosols in reactor 
safety in Oatlinb urg. TN Recipient participation requested 
Background inf Or purpose C« agenda end M/o end 

6 ILBERDERD 1 It Experimental Fast Reactor Safety Research Branch 
79/ll/oa LEE. K Battille Memorial Institute. Cqlunbus 
Laboratories 2 pp S0B14 2M 


— B3L017D402 Notifies of Committee on Safety of Nuclear Installations 
300415-17 specialist meeting on nuclear aerosols in reactor 
safety in Oatllnb urg. TN Recipient participation requested. 
Background Info, purpose tt agenda encl W/o end 
SILBERDERO'. M Experimental Fast Reactor Bafety Research Branch 
79/ll/OB ADAMS. R Dak Ridge National Laboratory 2pp 
S0814 296 


— 0310170406 Notifies of Committee on Safety of Nuclear Installations 
900415-17 specialist meeting on nuclear aerosols in reactor 
safety in Oat l inbur g. TN ftecipletit participation requestad. 
Background info, purpose !< agenda encl.lf/o encl. 

SILBEROERDi M Experimental Fast Reactor Safety Research Branch 
79/lI/oa ELRlCKiR Satidla Laboratories Spp 20914 253 


— 0310170410 Notifies of Committee on Safety of Nuclear Installations 
000415-17 specialist meeting on nuclear aemsolt in reactor 
safety in Catl inburg. TN Reclpiert participation requested 
Background info, purpose St agenda encl N/o encl 
SILBERBER0.I1 Experimental Fast Reactor Safety Research Branch 
79/ll/OB. JORDAN. H Battalia Memorial Institute. Columbus 
Laboratories 2pp 20014 260 


— 0310170413 Notifies of Committee on Safety of Nuclear I n s tall at I or* 
800413-17 specialist meeting on nuclear aerosols in reactor 
safety in Oat 1 Inbui g. TN Recipient participation requested 
Dackgrou-nd Info, purpose S< agenda encl U/o encl 

SILBERDERQ. N Experimental Fast Reactoi Safety Research Branch 
79/11/08 PARKER. 0 W OaV Ridge National Laboratory Spp 
20014 262 


— 8310170415 Notlfiei of Committee on Safety of Nuclear 1 ns t a 1 1 oil on* 
B00415-17 apoclaliet meeting on nucleai aerosols m reactor 
safety in Oatlinburg. TN Recipient part ic 1 pat i nn requested 
Background info. purpose 8 < agenda end W/o end 

SILDEROERG. N Experimental Fast Reactor Safety Research Branc^ 
79/11/07 CABTLCMAN. A W Colorado. Univ of 2pp 20014 264 


— 0310170410 Notifies of Committee on Safety of Nuclear Installation* 
600415-17 Specialist meeting on nuclear aerosols m reactor 
safety In Gat 1 inburg. TN Recipient participation requested 
Background info, purpose 6 agenda end W/o end 

SILBERGERG. M Experimental Fast Reactor Safety Research Branch 
79/11/07 COOPER. D Harvard Unlv . Cambridge, MA 2pp 
20014 266 


— 0310170422 Notifies of Committee on Safety of Nuclear I nstal Utloni 
000415-17 specialist meeting on nuclcai aerosols in tertctor 
safety in Oa tlioburg. TN Recipient participation requested 
Background info. purpose L agenda end W/o oncl 
8ILQERDER0.M Experimental Fast Reactor Safety Research Dranch 
79/11/07 LOYALKA.SK Missouri. Univ of. Columbia. HO 2pp 
20014 260 


—0310170429 Notifies of Committee on Safety of Nuclear InstaUatlQri 
000415-17 specialist meeting on nuclear aerosols in reottor 
safety in Oatlinburg. TN Recipient participation requested 
Background info. purpose S< agenda encl U/o end 
SILBERBERG. M Expel Imental Fast Reactor Safety Research Branch 
79/11/07 LIU.D Y Minnesota. Univ of 2pp 20014 270 


—0310170431 Notifies of Committee on Safety of Nuclear Installation* 
B00415-17 specialist meeting on nudeor aerosols in reocto-r 
safety in Oatlinburg. TN Recipient participation requested 
Background Info. purpose «« agenda end W/o end 
aiLBERDERO. M Experimental Fast Reactor Safety Research Dranih 
79/11/07 BROCK. J R Texas. Univ of, Austin. TX 2pp 
20014 272 


— 0310170434 Notifies of Committee on Safety of Nuclear InstaUakior* 
000415-17 specialist meeting on nuclear aerosols in reactor 
safety in Oatlinburg. TN Recipient participation requested 
Background info, purpose t< agenda end W/o oncl 
aiLBERBEROih Experimental Fast Reactor Safoty Research Branch 
79/11/07 KANAPiLLYtO M Inhalotion Toxicology Research 
Institute 2pp 20814 274 


— 0310170436 Notifies of Committee an Safety of Nuclear Int tal lakions 
800415-17 specialist meeting on nuclear aerosols in reactor 
safety in Gatlinbur g. TN Reciplont participation requested 
Background info. purpose agenda encl W/o and 
SlLDERDERO. h Experimental Fast Reactor 0afcty Research Branch 
79/U/07 8EHMEL.0A Dattelle Memorial Institute. PaclPlc 
Northujest Laboratory 2 pp 20014 276 


—0310170444 Lists reasons for deferral of meeting ui/Oroup of Experts 
Nuclear AerosoU to update 1979 state-of-the-art rept until 
late 1902 

eiLDEROHROrM Fuel Behavior Dranch 02/02/22 RDYEN. J frercr. 
Govt of. Spp 20814 270 


—0310170445 Informs of plans to attend 620422-53 meeting of ConmtVlsr c 
Safety of Nuclear Installations Group of Experts on Nuclear 
Aerosols in Reactor Safety 

SltBERDERQ, M Fuel Behavior Branch 02/04/07 ROYEN. J rnne*. 
Qovt of. ip 20014 280 


— 9310170450 Requests addl listed info re Input to draft suppl to 
Committee on Safety of Nudear Installations rept Related 
Info encl 

SILOERBERG.M Fuel Behavior Branch 05/05/13 OIESEKE.J 
Battfelle Memorial Institute. Columbus Laboratories 3pp 
20814 28] 


—0310170455 Notifies that J Olssoke T Kress luiU attend 02O9O9'tO 
(Tieetlngs of Committee on Safety of Nudpar Installation on 
Nuclear Aerosols on Reactor Safety experts Related info 
end 

QILBERDERO.M NRC - No Detailed Affiliation Olven 02/00/31 
ROYENrJ France. Govt of. 5pp 20B14 203 
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— 9310170457 Discusses Group of Experts under Committee for Safety of 
Nuclear Installation Uorklng Group 4 meetings 1< travel 
funding Travel funding continuing problem Meeting u/W iDlrcks 
might be necessary to permit travel by NRC 
LAFl-EURiJ D Office of International Programsi Director 
03/02/03 HDUSTONi R W Office of Nuclear Reactor Regulatlony 
Director Ip 20814 280 


— 9310170461 Responds to B21214 request for NRC representation on 
Committee on Safety of Nuclear Installation principle 
Working Group 4 Rocommenda t i ons listed 

BILBERBERGiM Accident Source Term Program Office 93/02/20 
UAFLEURpJ D Office of International Programsi Director Ip 
20814 289 


— B310170463 Advises of NRC representation at Group of Eiperts on Source 
Term meeting Resolution of accident source term issuo is 
major NRC objective 

HOUSTONfR W Assistant Director for Reactor Safety 83/03/10 
LAFLEUR»J D Office of International Programsi Director ip 
20014 290 


8310170049 Responds to FOIA request for records re 1974^75 research 
grants to Roarden Chemical Div Relchold Chemical for 
research on urea formaldehyde foam insulation No records 
available subj to request 

FEUTONi J M Division of Rules and Records 03/09/01 HOSHCRi D 
CItliens Engaged in Removal of Toxic Substancesi Jnc 2pp 
2079B 037 


83)0170032 FOIA request for records re 1974-79 research grants to 
Soarden Chemical Div Reichold Chemical for research on 
urea formaldehyde foam insulation 

NDSHERj D Citizens Engaged in Removal of Toxic Substancesi Inc 
93/08/19 NRC - No Detailed Affiliation Given ip 20796 059 


B310S7007B Responds to JP Berg FOIA request for copies of active 
licenses issued by NRG to Pharmatopes* Inc or Sgneor Corp 
Foruiards App A documents 

FELTON* J M Division of Rules and Records B3/0&/07 Rosenfeld b 

Falk/ Inc 3pp 20797 001 


— 7909-060310 Matl/Dyproduct License 34-1 9007-0 IMD for Pharmatopes, Inc 
authorizing use of Mo-99* C5-I37* Co-60* Da-133* 1-129 I* 

Xo-133 in production of Tc-99m pertechnetate* instrument 
callbr b compound mixing 

VACCAtP C Licensing Management Branch 79/06/27 6pp 
20797 099 


—7900270319 Matl/Dyproduc t License 34-18404-OlMD for PharmatopeSf Inc 
authorizing use of Mo-99* Cs-137* Co-60 Ba-133* l“l29i Xe—133 ■$« 
byproduct matls in Groups 1-9 in various forms for 
Instrument callbr preparation of radlopharms 
VACCAi P C Licensing Management Branch 79/07/24 6pp 
20797 108 


— 7909140009 Mat I /Byp rod uc i License 34-1900B-OIMD for PhaTmatopes* Inc 
authorizing use of Mo-99i Cs-137i Co-60* Da-133* 1-125* Xe-133 If 
byproduct matls Groups 1-9 In various forms for distribution 
callbr of instruments 

WALKER* W J Licensing Management Branch 79/00/09 6pp 
20797 069 


— 7911300172 Natl/Byproduct License 37-IB467-01MD for Pharmco Nuclear* 
Inc authorizing use of Mo-99 in Mo-99/Tc“99m generator* 

Ba-133< C8-137 & Groups 1*11*19*9 byproduct matls for 
production of Tc~99m it IR-113a chloride 

VACCAjP C Licensing Management Branch 79/10/29 App 
20777 133 


— 8001040244 Mat 1 /Byp rod uc t License 21-19219-OlMD for Pharma topes* Inc 
authorizing use of Mq-99i C8-137* Co-60* Ba-i33* 1-129* Xo- 133 6 
any byproduct matl in Groups !■ 11* 19 & 9 for dispensing & 
distribution of radlopharms 

VACCAjP C Licensing Management Branch 79/11/27 App 
20777 194 


0004230428 Ma t 1 /By P rod UC t License 37-ie467-OlMD for Pharma Co Nuclear* 
Inc Is amended per 800119 application Amend 2 adds any 
byproduct matl listed in 10CFR31 IKal.ln any prepackaged 
In vitro diagnostic test kits 

VACCAiP C Licensing Management Branch 80/03/10 Ip 
20797 141 


—0006170100 Matl/Bgproduct License 12-19333-OlMO for Pharaia topes* Inc 
authorizing use of Ma-99i Cs-137* Co-60* Da-i33t Xe-133 -Group* 

I-V byproduct matl for instrument callbr distribution of 
prepared radlopharms 

VACCA* P C Licensing Management Branch, 00/09/06 App 
20797 217 


— 6006200467 Mat 1 /Byproduct License 0B-1Q3DQ-0 1 MD for Ph arma topes * Inc* 
Is amended per 600919 1 tr Amend 1 authorizes uie of If 
depleted in U-239 as metal encased in stainless steel far 
shielditig njtl 

VACCA* P C Licensing Management Branch 00/05/25 tp 
20797 180 


—0007170062 Matl/Dyproduct License 21-19219-OlMD for Ph arma top e i * I nc 
is amended per 800919 Itr Amend 1 authorizes U* depleted in 
lf-235*as shielding of Mo-99/Tc-99m generators 
VACCA* P C Licensing Managcnnent Branch 00/06/25 Ip 
20797 201 


— 8007170067 Matl/Dyproduct License 34-19O07-0iMD for Pharma tope s* Inc 
is amended per 000319 Itr Amend i adds U> depleted in U-239i 
as shielding of l1o-99/Tc-99m generators & adds condition* of 
use 

VACCA* P C Licensing Managemenl? Branch 60/06/26 Ip 
20797 101 


— 8007170227 Mat l/Dypr oduict License 34-16409-01MD for Pharniaco Nuclear 
Inc* is amended per 600609 Itr Amend 13 adds U* depleted In 
V-239* »B shielding of Ko-99/Tc-99m generatar* 

LAMASTftAiM A Licensing Management Branch 00/06/27 Ip 
20797 215 


— 6009160105 Matl/Byproduct License 24-19360-OlMD far Pharmaco Nucleari 
Inc* author i z ing use of Mo-99 in any Mo-99/Tc-79m generator 
fur production of Tc-99m p ertec hnetate 

* Licensing Management Branch 00/00/22 Bpp 20797,15? 


— 6009240099 Matl/Byproduct License 37-1G467-DIMD for Pharmaco Nuclear* 
Inc. is amended per 000609-10 Itr* Amend 3 authorizes use of 
U depleted in U-239 as shielding In Mo-99/Tc-99m generators 
e Licensing Management Branch 00/09/21 Ip 20797 142 


— 8010070320 Matl/BypToduct License 0a“lB308-GlMD for Pharma topes* Inc is 
amended per 600910 Itr Amend 2 authorizes MT Hsbnar.MC Fu* 
n Iroiln.M Vetlca 6 A McKusich at user* of licensed matls 
VACCA# P C Licensing Management Branch 90/09/12 Ip 
20797 179 


—8018010377 Matl/Byproduct License 34-19007-01MD for Pharma topen Inc is 
amended per 600903 Itr Amend 2 authorlies MT Hebneri MC Fu* 

J Fields. Clark it RJ Schnleders as user* of llcsnsed 
matl s 

DELMEDICO.J Licensing Management Branch 60/11/12 Ip. 

20797 102 


— B012310197 Mafcl/Dvprodutt License 12-19333-OLMD for PharmatOpfSi In< 
1* amended per B00720 Itr Amend 2 changes reading of 
Condition 12 re names of users of licensed matl 
DELMEOrCO.J Licensing Management Branch 60/11/14 Ip 
20797 223 


— B012310245 Matl/Byproduct License 21~i9219“01MD for PhatmatuptSi Inc is 
amended per 000731 Itr Amend 2 changes reading of Condition 
18 re names of users of licensed matl 

DELMEDICO.J Licensing Management Branch 60/12/03 ip 
20797 202 


— 8012310507 Matl/Byproduct License 13-19431-OlMD for Pharmatop#** Inc 
authnrlie* use of Cs-137.Co-60 tc Da-133 sealed sources for 
Instrument callbr 

DELMEDICO.J Llcenslnj Management Dranch 00/11/14 7pp 
20797 834 


— 6101070486 Matl/Byproduct License 24-1 9360- 01 MD for Pharmaco Nuclear* 
Inc is amended per 801021 itr. Amend 2 changes reading of 
Conditions 12 & 23 re possession L use of licensed metis 
DELMEDICO.J Llceniing Management Branch. 80/12/00 Ip. 

20797. 168 


— B101090060 Matl/Syprodirct License 06-1630B-01MD for Pharmatope s* Inc 
is amended per 001089 it 1117 Itrs Amend 3 changes reading of 
Items 8 A, BH* B K* 6 Fi 7 F If 0 F Conditions 12 & 20 re use 
of licensed matl. 

DELMEDICO.J Licensing Management Branch 60/12/05 2pp, 

20797 161 , 


— 0101090109 ttatl/Byproduct License 37-1B467-OIHD for Pharmaco Nucliarii 
Inc Is amended per BOlOaB Itr Amend 4 changes reading of 
Items 0 A |< 9 A It Condition 23 re d 1 strlbution* possess i on it 

use. 

DELMEDICO.J Licensing Management Branch 80/12/03 tp. 

20797 143 


— B1030A0697 Matl/Byproduct License 35-195e3-OlMD for Pharma topes* Inc 
Butltorlzei use of Mo- 99 i Cs-137* Co-AOp Ba-133f 1-123 I* Xa-133 
for medical purposes l< l-nstrwment callbr 

DELMEDICO.J, Licensing Management Branch 81/02/03 App 
20797 OA3 
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-0103160096 Matl/Dypraducfc Lltoiiae 13-19431 -Ol MO tf or Phar/na topesi Int ► 
it amended per HIOISO Itr Aftieod 1 author! *e» MT Ifebner, 

MM Fu.CE PalmeriCfl DlaumjDM BoTiabue or BG DIaum as of 

llcentod matl ^ ^ , n* tn-n-mn 

DELMCDJCOj J Llcetiting Ha Branch Q1/0SA20 ip 

20797 241 


-0310170205 Amend U to Matl /Oyproduc t License ravts Inj 

Condl«:iaT) 24 TO poa sess i on ► u 4B . p at ka 8 i ng . I a b © 1 1 ng It 

difttiibutlon of licensed matl described in Items 6-0. p er 

6303^2-4 Itr c=ir>/nii/iK * 

DELMETDICO. J Licensing Management Branch 03/04/15 Ip 

20797 043 


-0104170659 rtatl/ngproduct Licens* 12-19333-<HM0 for Pharma topes. Inc is 
amended per 800924 t Q10216 Urt Amend 4 changes reading of 
Cctidltlon IS re use oF licensed mat! 

DELHEDICO. J Licensing Management Branch Q1/03/1B Ip 
20797 225 

-8104170666 Hat 1 /Ogpro d uc t License 34-19007-O1MD for Pharma top*®. Inc 
It amended per Amend 3 changing reading of Condition 12 re 

ute of licented mail my/n/iR in 

DELMEDICO. J Licensing Management Branch 01/X)3/IB ip 

20797 103 

-0104210023 natl/DgpToducfc License 12-1 9333-OlMD for Phamatopet. Inc. i s 
amended per 010120 Ur Amend 3 authorlios iiiors oP Ue«r>i*d 
matl S< requires physical presence of one user at place o-f 

DELMEDICOi J M Llcenaing Monagonient Branch 8J/02/24 Ip 
20797 224 

—8310170132 Amend 19 to Matl/Byproduct License 34-16634-01140. 
atJthoTliing use of rio''99, Xfl-i33' ■f'jr 

redistribution of generators to authorlied rec i p I entt* pe r 

G21217 application n'l/na/cin 7on 

DELMEDICOiJ Licensing Management Branch 03/04/2D 7pp 

20797 003 

•-8310170142 Amend 14 to Mat l /Bypr oduc t License 34-16634-01118. re vis Ing 
Condition 12 re uteri h supervisors of licensed matl.per 
S2120Q Itr 

VACCAi P Licensing Management Branch 02/12/30 Ip 20797 015 

■-8310170147 Amend 13 to Mat 1/Dy pi'tiduc t License 34*'16634-01MD. revit Ing 
Conditions IS 23. re users oP licensed matl. per 7S07U 
aapltcetlon tf listed Itrs 

DELMEBICO. J Licensing Management Branch 82/09/21 Ip 

20797 016 

'-B310170154 Amend 12 to Mat I/By pfoduc t License 04-16694-01MD. revls ing 
Condition 12 re users of licensed matliper 811220 Itr 
DELMEDICO. J, Licensing Management Branch 02/02/03 ip 

20797. 017 

■-Q310170156 Amend 11 to Ma ti/Dy produc t License 34-16694-OlMD. ravls 1 ng 
Condition 12« re users of llceneed matliper 010612 Itr 
DELMEDICO. J Licensing Management Branch 01/07/16 Jp 

20797 OIB 

— Q310170160 Amend 10 to Matl/By produc t License D4-16654-01MD» r-avl s Ino 
Conditions 12 t* 22. auth orl J ing use of licensed matl by 
nr Hibntr.MM Fu fc R Iruln h requiring annual survey meter 
ce I Ibr. per 000900 Itr 

DCLHEDICO. U Licensing Manngement Branch BO/12/00 Ip. 

20797 019 


-8310170208 Amend 12 to Matl /Byproduc t Li c ens e 45-17769-OlHD, revlsi ns 

Condition 24 re possess ion. use. pac kag mg, lobe I Ing 6 

of J.con.od ™otl In 6-0, po. 0304=7 itr 

DELMEDICO. J Licensing Management Branch 03/06/07 Ip 

20797 044 

-0310i702l0 Amend 4 tD Mat 1/By product Licenae 34-10309-01MD, author I j 
use &F Mo-99> Co-60. Da-133. Cs-137. Xe-133. I- 131 ^ Tc-99m 

sealed sources for production of Tc-99m p er tec hnetatc per 

PELMEDICO. J Licensing Management Branch Q2/02/09 7pp 

20797 045 

-0310170213 Amend 9 to Mat 1 /Dyproduc t License 34- 10309-0 IMD . rev Ui n g 
Condition 12 re users of 1 1 censed matl . per 020309 Itr 
DELMEDICO. J Licensing Management Branch 02/03/26 ip 

207*77 052 

-0310170217 Amend 6 to Mat 1/Dyproduc t License 34-10309-OIMD. reu Ulng 
Conditions 10 6 23 re place of use 6 posse ss i on. use of 
packaging, labeling 6 distribution of licensed matl in 
Items 6-B. per 781005 application 

8T KAHV. F A Licensing Management Branch 02/06/02 Ip 

20777 053 

-0310170320 Amend 7 to Matl/Dyproduc t License 34-103O9-OlMJ>, rev i sing 
Condition 12*rB users of licensed matl, per 030802 Itr 
BELMEDICO. J Licensing Management Branch 02/09/03 ip 

20797 054 

-8310170223 Amend B to Mat 1/By produc t License 34.-103O9-O1MD, ravU ing 
Candition 12 re users of licensed matl. per 031217 Ur 
DELHEDlCOfJ Licensing Management Branch 03/01/13 Ip 

207*77 055 

— 0310170236 Amend 1 to Mat 1/Dgproduc t License 4S-10378-O111B. author 1 1 ir g 
use of Mo-99iCs-137.Ca-60, Da-133. 1-125 & Xo-133 sealed 
sources for production of Tc-99m portechn oka te. per 771002 
I tr 

VACCA. P C Licensing Management Branch 79/12/14 6pp 
20797 056 

—8310170231 Amend 2 to Mat 1 /By produc t License 49-10370-0 IMD. adding U .^35 
encased In stainless steel as shielttlng of Mo-99/Tc-79m 
ganarators 6 amending Condition 23 re possession «< use, per 
600519 Itr 

e Licensing Management Branch 00/00/07 Ip 20797 062 


-6310170241 Amend I to Mat l/Byproduc t License 34- 1 9000-0 iMDi add ing 91 if 
depleted U-235.at shielding for Mo-99/Tc-*79fn generators 
amending Condition 24 re possession 6 use. per 000519 Ur. 

VACCA. F C Licensing Management Branch B0/D6/26 ip 
207-97 075 


-0310170104 Amind 9 to Mat l/0y produc fc Llcente 34-166S4-01MD. author U i ng 
ust of Md-99, Sr-l 13. 01-137.00-60. Atn-241f 1-125 or I-ISJ 
)(e-133 sealed sources for production of Te“99rt pert eenne tot* 
b other listed usespper 000519 Ur 

LAMA8TRA, M A Licensing Managomenb Branch. 00/07/03 7pp 
20797 020 


—0310170191 Amend 14 to «etl/By product LUente 21-17 109-OlMDr Author U Ing 
use of Mo-99j Xe-133. I-13liTc-99m sealed sources for 
production of Tc-99m p ertec hnetata & other Utted uses, per 
021217 application -* 

DELMEDICO. Licensing Managament Branch 03/03/07 7pp 
20797, 027 


—0310170194 Amend 16 to Mat J/Byproduct License 21-17 109-01*10. revi s log 
Condition 24 re posse *s lor. use. pachag i ng. lab ellng L 
dLatribution of llcenied matl in Items 6-B. per 030323 Itr 
DELMEDICO. J Licensing Management Branch 03/04/22 Ip 
20797 034 


—0310170196 Artend 15 to Mail/Dyproduct License 2!-l7iD9-OlMDi revising 
Condition 12 A.re users of licensed metli per 030214 I tr 
DELMEDICD. J Licensing Managament Branch 03/03/12 Ip 
20797 035 


— 0310170202 Amend 10 to Mat 1 /Byproduct License 45-1 V769-0JMD. authorl » i ng 
use of Mo-99. Xe-ia3. I-I31 U TC-99m seeled sources fo-r 
production of Tc“99m pertechnetete it redistribution to 
general fc specific 1 1 censees. per 021133 application 
DELMEDICO. J. Licensing Management Branch. 03/03/07, 7pp 
20797. 036 


0310170245 Amend 2 to Mat 1 /By produc t Licansa 34-1900Q-0 IMD. r svl s inj 

Condition 12 re users of licensed matl b authoriiing R Irwin 
aa raJlation safety of fleer. per 001022 application 
DELMEDICO. J Licensing Management Branch. 80/10/30 Ip 

20797 076 

— 0310170250 Amend 3 to Mat l/Dy product Llconio 34-l9008-OiMDr r tvtsl rg 
CoTidltson 12. TO users of licensed matl 8< designating 
VtC Wilson as radiation safety officer, per 001022 
application 

DELMEDICO. J Licensing Management Branch 80/ 12/03 Ip 

20797 077 


—0310170256 Amend 4 to Matl/By product License 34-17003-01MB. revl sing 
Conditions 12 6 24, re users of licensed matl U pcssession L 
U9e of licensed matl In Items 6-0. per 010302 Ur 

VACCA. P. Licensing Management Branch B 1/03/31 Ip 20797 -070 


0310170267 Amend 4 to Matl/Byproduc t License 34-l9007“OlHD. r#vl S Ifig 

Condition la.re users of licensed matl. per 810415 Itr 
DELMEDICO. J Licensing Management Branch. 81/06/10 Ip 
20797 079 


8310170274 Amend 5 to Matl/By product License 34-19007-OlMD, r evi sing 

Condition 12, re users of licensed matl. per 020309 Itr 
DELMEDICQiJ Licensing Management Branch. B2/03/26 Ip 
20797 080 
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--0310170377 Amencl 6 to Mat 1/Dy product Licence 34-19007“OlMDi rovis 1 ng 
Condition ISire users of licensed matl,per 821217 I tr 
DELMEDICO-J Licensing Management Branch B3/01/14 Lp 
S&797 081 


— B310170279 Ma 1 1 /Bypro due t License 37-21 092-OlMD For Phamatopes. Inc • 
author! ling use of MQ'-99/Tc-99(n generatoTp Xb-133* I- 131 U 
Tc-99m for use In production distribution of Tc-*99(n 

pgrtechnetato 

DELMEDJCOjJ Licensing Management Branch 82/09/13 7pp 
20797 002 


— 031O17O2B2 Amend 4 to Mat 1/Dy product License 33- 19383 -01 HD. addling use 
of any sealed source mail per 10CFR35 14 for instrument 
calibr & changing Conditions 12 t< 24 re users* possess! on & 
d istri butioOi per 821210 Itr 

DELHEDICOj J Licensing Management Branch 03/01/11 2pp 
20797 089 


— B31017O2B6 Amend 5 to Mat 1 /By product License 35-195a3-OiM0i r eyl sing 
Condition 24 re possess ion* use» paclag ingi label ing (< 
distribution of licensed mat! deleting Condition 25i per 
030105 Itr 

DELMEDICQ. J Licensing Management Branch 03/01/27 lp 
20797 091 


— 6310170290 Amend 1 to Mat l/Qy produc t License 3S-19S83-01MD. revi sing 
Condition 12/ re users of licensed matl adding Condition 23 
re onsite auditsiper 610218 Itr 

DELilEDKO/ vl Licensing Management Branch 81/04/01 lp 
20797 092 


— 6310170293 Amend 2 to Mat 1 /By product License 33-19583-OlM[>< revl sing 
Condition 25 re possess ion/ use/ paeVag ing# label Ing t* 
distribution of licensed matl described In Items &-B/ per 
810706 Itr 

DELflEDICO/ 3 Licensing Management Branch 81/08/12 lp 
20797 093 


— ©310170297 Amdnd 3 to Hat 1 /fly product License 35-l93S3-Olht>i revl sing 
Condition 12* re users of licensed matl/ per 820610 Itr 
DELHEDICO/J Licensing Management Branch 82/00/27 Ip 
20797 094 


— S310170316 Amend 3 to Matl/By product License 45-10378-OlMI>j revl sing 
Condition 23 re possess i on* use/ pac kag Ing* label ing Si 
distribution of licensed matl described in Items 6-© 6 
adding Conditions 24 Si 25/ per 800201 Itr 

DELHEDICOi J Licensing Management Branch 81/03/05 lp 
20797 104 


— 8310170320 Amend 4 to Mat l/Byprodoc t License 45-18378-01*10* rev 1 slug 
Condition 12/ re users of licensed matl^ 

DELM-EDICOj vi Licensing Management Bra'neh 61/08/31 Ip 
20797 105 


— 8310170324 Amend 5 to Matl/Byproduct License 45-1837B-OII1D* revi sing 
Condition 12* re users of licensed matl, per 830118 Itr 
DELMEDICO/J Licensing Management Branch 83/02/09 lp. 

20797 106 


--B310170331 Amend 6 to Matl/Byproduct License 45-18370-01110/ revi sing 
Condition 23 re possess ion* use# pac kag Ing/ label ing Si 
dlttributlon of licensed mat! Si changing licensee name from 
Pharmatopesi Inc to Syncor Carp/ P«r 830427 Itr 
DELMEDICO/ J Licensing Management Branch 03/06/07 Ip 
20797 107 


--B310170345 Amend 1 to Matl /By produc t License 34-lB484-OiM[>* revi sing 
Condition 12* re users of licensed matl Si Condition 24 re 
possession 8* use of matl, per 791226 Itr 

VACCAi P, Licensing Management Branch 80/02/28 Ip 20797 114 


— 8310170350 Amend 2 to Matl /Byproduct License 34-18484-01*10* add 1 ng B-235 
cadmium plated metal as shielding in linear accelerator & 
rsvising Condition 24 re possession 6 use* per B005I9 Itr 
VACOA/P. C Licensing Management Branch 00/06/25 Ip 
20797 115 


—8310170354 Amend 3 to Matl /By product License 34“104B4-O1MI>, revi sing 
Condition 12* re users of licensed matl* per 010907 Itr 
DEL*1ED1CD/J Licensing Management Branch 01/10/14 ip 
20797 116 


—8310170339 Amend 4 to Mat l/Byproduc t Llcensa 34-1B404-OIMD* revi aing 
Condition 12* r# users of licensed matl* per 830128 Itr, 

DELHEDICO* Licensing Management Branch 83/02/22 Ip 
20797 117 


— 8310170363 Amend 1 to Mat 1 /Byproduct License 37-21092-01MD, revi sing 
Condition 12, re users of licensed matl, per 830303 Itr 
DELHEDICO. J Licensing Management Branch 83/03/22 lp 
20797 lie 


— 8310170367 Amend 2 to Mat 1 /Bypro due t License 37-21092-OlhD* revi sing 
Condition 22 ra possess ion, use* pac baglng* Labe 1 ing 6 
distribution of licensed matl 6 changing licensee name from 
Pharmatopes, Inc to Syncor Corf* par 830427 Itr 
OELMEDICO/J Licensing Management Branch 83/06/07 Ip 
20797 119 


—0310170372 Amend 14 to Mat I /DypTodoc t License □4-l64OS-0iMD, revi i Irg 
Conditidn I2i/re users of licensed matl, per 810316 Itr 
OELMEOlCOi J Licensing Management Branch 01/05/26 lp 
20797 120 


— 8310170376 Amend 15 to Matl /Byprod uc t License 34-16405-OlMDi rev I a ing 
Condition 12«t» users of licensed matl*per 811019 Itr 
DELMEDICO, J Licensing Management Branch 81/11/13 Ip 
20797 121 


—8310170301 Amend 16 to Matl /Byproduct License 34- Ifc405-01MD* add ing 
ISO mCi of lOCf/135 14 Bealed source byproduct matl for 
red! s br ibution to authorited recipients 6 revising 
Condition 22 re possession b pat* per 820312 Itr 
OELKEOICD, J Licensing Management Branch 02/04/13 Ip 
20797 122 


—8310170385 Amend 17 to Hatl /Byproduct License 34-i6405-01MD* add Ing 
Condition 23 allauilna licensee to use Calicheck device fo-r 
linearity test of dose cal ibretori per 811210 Itr 
DELMEDICO* 3 Licensing Management Branch 82/04/19 lp 
20797 123 


— 0310170388 Amend 18 to Matl /Byproduct License 34-164O5-01MD* chang Ing 
licensee name from Pharmaco Nuclear* Inc to Pharmatopes* I nc 
ICorrected copy) 

DELMEDICO. J Licensing Management Branch. 03/03/28 lp 
20797 124 


—8310170399 Amend 12 to Matl/ Byproduct License 34-16405-01MD* author 1 1 ing 
use of Mo-99* Bn-il3,Cl-137* I-I25* r-131 b Xt-133 for 
production of Tc-99m perte chndta te, In-1 13m chloride b 
Instrument calibr.per 791227 Itr 

VACCAiP. C Licensing Management Branch SO/Oi/24 7pp 
20797 125 


—8310170403 Amend 18 to Matl/Byproduct License 34-164O5-01MD* chan 
licensee name from Pharmaco Nuclear* Inc to Pharmatope s* Inc* 
per B2I20B Itr 

DELMEDICO* J Licensing Managfmint Branch 83/01/31. lp. 
20797 132 


— 0310170425 Amend 1 to Mat 1/By prOduc t Llcensa 37-18467-0 1 HD, add 1 
Xe-133 gas solution for distribution to authorlird 
reel p 1 ents* par 791101 Itr. 

VACCA,P C Licensing Management Branch 79/12/20 2pp. 
20797 139 


— 8310170433 Amend 5 to Matl/By prPduc t License 37-10467-0 IMD* rev 
Condition 23 ra passtssSon* use* pac tag ing* lab el ing b 
distribution of licensed matl* per 010119 Itr 
DELMEDICO,^ Licensing Management Branch 01/07/15 Ip 
20797 144 


— G3]i0l70437 Amend 6 to Matl/Byproduct License 37-16467-0 IMD* ri 
Bubltems 0 I b 9 A re production of Tc~99m p ertechnetate b 
Condition 23 re possess ion* use* label ing b distribution of 
licensed matli per 810928 Itr 

DELMEDICO, J Licensing Management Branch. 81/10/23 lp 
20797 145 


— 0310170441 Amend 7 to Matl/By produc t Llcsnse 37-10467-01 MO 
Condition 12* re users of licensed matl* per 011019 Itr 
DELMEDlCD, J Licensing Management Branch Bl/li/03 1 
20797 146 


— 0310170447 Matl/Byproduct Llcanse 21-21141-OlMD for Pharma 
authorising use of Mo-99* X*-l33# 1-131 b Tc-99m for 
production of Tc-99m pertechnetate b distribution of 
generators to authorised recipients* per 020720 appllcatl 
DELMEDICO**^ Licensing Management Branch. 82/10/06. 7 

20797 147 


— B310I70449 Amend 1 to Matl/Byproduct License 21-21 14i-OlMO 
Condition 22 ra possess i on* use* pec taglng* label Ing b 
distribution of license matl*per 021217 Itr 
DELMEDICO,^ Licensing Menagement Branch 02/01/14. 1 

20797 154 
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-“□310170493 Amend □ to MJitl /Dyprod wet Liceii^B 37-10467-0 IHD. Jdd 1 nj 
ISO iftCl typraiJtJct, lcJu^ce «< GWH »t»Ud sourc** for 
red iitr Ibution to authpriiod r*clpltfnts & ^'tvjiina 
Condition 23 r» pD»»»«aiDn Sc ufi*#p»r B303 1 9 Str 
DELliEDICOcJ Llconalog Hanagimant Prancli 02/04/13 Ip 
ao7«?7 is:^ 


— 0310170409 Amend 9 to Mat 1 /Byproduct Llcanif 37- 1 8467-0 IMD, rev 1 * lug 
Condition l2ir#- uam nP llctnaad tifafcliper 020910 Itr 
DELMEDICO. J Llcanalng Managomant Dranch G2/O6/10 Ip 
ao777 196 


— 03101/0460 Amend 10 to Natl/Byproduct Llconae 37-ia467-0lMl>j chang 1 mg 
nama op llcen*** Prom Pharmaco NgcUar^Inc to Pharma tope ». 

InCtper 021110 Itr 

OELMEDltO, tj Llcontlng Managemont Branch 02/12/09 Ip 
30797 157 


— Q310170462 Aihind 11 to Matl/Dy prod uc t Llcen** 37-lQ467''0lMl>* revUl ng 
Condition S3 re po*i«at Ion, oie* packag ingj lab a I ihg it 
d i Ktr Ibutlon of licensed mitli P«r □21129 Itr 
e Licenaing Manag-ement Branch 02/01/14 Ip 20797 ISQ 


— Q310I70516 Amend 4 to- Mat 1/By p roduc t License 
Con^Jltlon 12 re u>sers of licensed matl»per 
□ELHEDtCOiJ Licensing Management Branch 
20797 200 


21-19219-OlMD, rev I at n 9 
Q2D331 Ur 
S2/06/03 Lp 


— 0310170521 Amend 3 to Mat 1/By produc t License 
Condition 12 j re users of licensed matliper 
DELMEDlCOiJ Licensing Management Branch 
20797 203 


2i -19219-0 1 MD. rovtilr g 

asOiOl Itr 
Ba/02/03 I p 


— 0310170527 Amend 1 to Mail /By product Licens-c 06- 19661-0 IMD p a u t h n r t I > f 
use of No-99. Co-60* Da-t33. C 5-137* 1-131 tr Tc-99[ii for 
pr-oduction of Tc-99r» pertec hnetate, per 010612 Hr 
D'ELMEDIC0*J Licensing Management Branch 81/07/17 7pp 
20797 204 


— S31OJ7052B Amand 2 to Mat l/Dvproduc t License 06-1 9661 -0 IHD , ra v I S i n g. 
-Cond 1 tlon 23 re p os sess Ion* use* pac kag In g* I ab e 1 ing S< 
distribution of licensed matl*per B10713 Itr 
OELhEDlCO*J Licensing Management Branch 01/00/11 lp 
20797 211 


— 0310170467 Amend 1 to Matl/By produc t Llc*nif 24-l936O-0iril>. r«vl s tng 
Conditions IS & 23* r* osen of liconted m«fcl possession tt 
uie^ p er 0O1O2I 1 tr 

DELMEDlCQ.d Licsnslnj Honagsment Branch 00/12/00 lp 
20797 167 


— 0310170472 Aaand 3 to hatl/Uyprodwct LUensa 24“19aW“0H1Di r avi sing 
Item 9 re suthOTlied use -if Condition 12 n users of licensed 
matliper GlOkl9 h 0910 Itrs 

DELhEOICO* J Licensing Nanagement Branch OJ/05/26 lp 
20797 169 


—0310170479 Araand 3 to Hat 1 /By product License 24“l9a60-B IMD. revising 
Item 9 r# authoriied use U Conditions 12 L 23 r* users & 
passassion St use of licensed matliper B10119 6 0410 Itrs 
Dei.KEDlCO*J Licensing Managsment Branch 01/09/01 2pp 
20797 170 


—0310170477 Amend 4 to Mat 1 /Byproduc t License 24-l9360-(HHD» r evis ing 
Condition 12 re users of licensed fl»atlip#r Q20510 lit 
DELMEDICQ.J Licensing Hanagement Branch G2/Q6/02 Ip 
20797 172 


— 03101704D2 Amend 9 to Mat I /Byproduc t License 24“19360-0lM1>* ravlsl ng 
Condition 23 re possess ion» use* pac kaglng i lab el Ing it 
dUtrlbutlor of licensed matl L changing licensee nemi from 
Pharmaeo Nucloar^lnc to Sync or Corpiper 030427 Itr 
DELM£DIca*j Licensing Management Branch. 03/06/07 lp 
20797 173 


— 0310170467 Matl/Byproduct License 00-10300-0 IMD for Pharma topes* Inc* 
author! ling use of Mo-99^ C «-i07* Co-60. Br“l33i I-I2!i. r-13l ht 
)(t-133 for production of Tc-99nt p erteehnitate* per 701009 
application U 7BU27 Itr 

VACCArP C Licensing Management Branch 70/12/12 9pp 
20797 174 


— 0310170532 Amend 3 to Matl/Byproduct License 06- 19661-OlhD. r tvl S I 
Condition 12. re users of licensed matl* per 811215 Itr 
DELMEDiCOfv/ Licensing Management Branch 02/OS/SS lp 
20797 ai2 


— Q310I70S35 Amend 3 to Mat l/Dy produc t License 06- 19661-0 IMD* rev is img 
Condition 12. re users of licensed matl.per 030-120 Itr 
DELMED-tCO* J Licensing Management Branch 82/02/15 Ip 
30797 213 


— B31OJ70 537 Amend 7 to Matl/Byproduct License 06-19661-0 1MD« re v 4s.tri| 
Cofi-dltlon 23 re p o ssesa i on» use* pachag Ing . labeling L 
distribution of licensed matl* per 02O31B Itr 
* Licensing Management Branch 02/04/07 ip 20797 214 


— 8310170546 Amend I to Matl/Byproduct License 13-19333-OlMD* ad d I rig V 
depleted in u-23Si as metal encased in stainless stoel as 
shielding for Mo-'99/Tc-99m generators* p er 000518 B. 24 Ur* 

V/A-CCA*?* C Licensing Management Branch 80/07/24 3pp 
20797 216 


— 83 1 0170570 Amend 5 to Matl/Byproduct License 1 2-19333-OlHD* r i vi sir g 
Conditions 12 S< 23 re users of licensed matl 8* possession b 
use. per 810414 1 ir 

rELMEDICD*J Licensing Management Branch 01/07/20 lp 
20797 826 


— 8310170574 Amend 6 to Matl/Byproduct License 1 2-1 9333-OJHI)* r* y I s in | 
CoTiditton 12 re users of licensed inatl,per 810909 Itr 
DELH£DIC0*-J Licensing Management Branch 01/10/15 lp 
30797 827 


— 8310170570 Amend 7 to Matl/0y produc t License 12-19333-0 1MD| r ■ vi sir | 
Item G A to read 65 Ct* per undated Itr received 020282 
DELMEI>ICO*d Licensing Management Branch 02/06/03 Ip 
20797 220 


— 8310170494 Amend 4 to Matl/Byproduct License OG-lGSCXI-OlMDi r evi ting 
Condltloni IS b 20 re users of licensed matl St posstfslon Sc 
uaejper 010626 Itr 

OELMEDICOjJ Licensing Management Branch 01/07/17 Ip 
20797 183 


— 0310170497 Amend 5 to Hatl/ByprOduct Llcanse OD-1O3D0-O IHDi revLi Ing 
Condition 12 re users of licensed metliptr 010630 Hr 
DELMEDICO.J LUthtlng Management Branch 01/09/07 lp 
20797. 104. 


“0310170502 Amend 6 to Hat l/Byproduct Llcanie 00- 1 0300-01 MD*. re vis Ing 
Condition ISfje users of licensed riatLper 020110 Itr. 

DELHEDICO, J Licensing Menagement Branch. 02/02/03 lp 
20797 185, 


—8310170905 Amend 7 to Matl/Byproduct License OO-i03Oe-olHO« r eviil ng 
Conditions 12 b 20* re users of licensed matl b possession b 
use. par 920203 Itr. 

DELMEPICO.J Licensing Management Branch 02/03/18 lp 
20797, 106 


—8310170510 Amend 8 to Mat l/Bgprorfuc t License 13-*19229-01M0» author 1 1 Ing 
use of C0-6O1 Da-1 33* Cs-1 37* 1-131 for product Ian of Tc-99w 
pertechTietate* per 791120 application i 000919 Itr 
DELMEDiCOi J. Licensing Management Branch 01/11/24. 7pp. 

20797; 187 


— 6310170580 Amend 0 to Matl/Byproduct License 12-19333-0 1 MDi r ev 1 s ir p 
Condition l2 T« users of licensed matl^ per 020602 Hr 
DELME0ICO. J Licensing Management Branch, 02/06/04 lp 
a<j797 229 


'8310170509 Amend 9 to Mat l/D y product License 12-19333-OlMD . r evg e 
Subitem B P to read 2 5 Cl 6 adding Condition 24 r« fume 
hood airflow rating* per 811204 Itr 

DELMEDICO. J Licensing Management Branch 02/06/24 lp 
a0797 230 


— 8310170907 Amend lO to Matl/Byproduct License 12-19333-01110. re ^ L i|t. . 
Condition 12 re users of licensed matl* per 020707 Itr 
DELMEDlCO.vl Licensing Management Branch 02/00/13 ip 
20797 231 


“—8310170990 Amend 1 1 to Matl /By product License 12-l9333-0in0, 
Condition 12 re users of licensed matl* per 020723 Itr 
OELHEDICO*^ Licensing Managament Branch B2/0B/26 Ip 
SO'797 232 


— 0310170593 Amend 12 to Matl/Byproduct License 1 a-19333-0lil0. r • v» sirs 
Condition 12 re users of licensed matl. per B20602 Ltr 
[lELMEDlCQt'J Licensing Management Branch. 02/10/01 lp 
&0797:233 


— 8310170615 Amend 2 to Matl/Byproduct License 13^t94Sl-0lMD. re v a g tni 
Condition 12 p» users of licensed mat li per 01O32B Hr * 

PELMEBICO. J Licensing Management Branch 81/04/20 Ip- 
2-0797 242 
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— 83lOl70/i1B /^nend 3 to Ma 1 1 /Dij produc t LiCBti^e 
Condition 12 re uaora of licensed niatl<per 
DE1-MEDICD*J Licensing Managcripnt QrancN 
207W S43 


13-19451-oiMD- revising 
aioais Itr 
81/09/34 Ip 


— 8310170629 Amend 4 to Matl/Dyproduct License 
Condition 12 re users of licensed matliper 
DELMEDICQ.J Licensing Managenent Branch 
20797 244 


13-19451 -olHD* revising 
810909 Ifer 
□I/LO/14 Ip 


— 8310170628 Amend 5 to Mat 1/Dgproduct License 13-19451 -O IMD. revi smg 
Condition 24 re possession use of licensed niatl>per 811218 
Itr 

DELMEDrcO*J Licensing Management Branch B2/01/19 Ip 
20797 245 


"-8310170635 Amend 6 to Mat l/Bgproduc t Licenie t3-J9451 -OlMO, revlaing 
Condition 12 th users of licensed matlfper B205IB 
telegram 

VACCAiP C Licensing Management Branch 82/05/19 Ip 
20797 246 


--831OI70637 Amend 8 to Matl/By produc t License 13-19451-0 IMO. revising 
Condition 12 re users of licensed triatl«per 020727 Itr 
'DELKEDICOi J Licensing Management Branch 82/08/30 Ip 
20797 247 


--831O17064O Amend 8 to Mat 1 /By produc t License I3-l9451-0lMDi revising 
Condition 12 re users of licensed matliper 030406 Itr 
DELMEDICO) J Licensing Management Branch 83/05/16 Ip 
20797 24B 


— 0310170604 Amend 17 to Ma tl /Bypr aduc t License 24-1661 7-OlMID revising 
Condition 23 re possess ion/ use# pac kagingi labe 1 Ing te 
distribution of licensed mat! changing licensee name to 
SyncoT Carp^ per 830427 Itr 

BEL MED I CO#- 3 Licensing Management Branch B3/06/07 tp 

20797 271 


8310170101 FO!A request for coplei of active licenses issued by NRC to 
Pharmatopesi Inc or Syncor Carp 

DERG, J p Syncar Interna tlonal 83/03/1-0 Office of 

Administration 4pp 20797 004 


8310180531 FOIA request for Target Tec hnology# Ltd documents re pipe 
support 5 

UEIBBpE R Union of Concerned Scientists 83/08/11 PEL TOM# J fi 

Division of Rules and Records ip 20825 003 84X 

FI Che 30-333.83/08/11# 831 01BD531 


031-0180334 Responds to FDIA request for Target Technology ■ Ltd documents 
re pipe supports Forwards document end Document also 
available In F-dR 

FELTON. ^7 M Division of Rules and Records 83/09/06 IfEISSiE R 
Union of Concerned Scientists Ip 20825 006 24X 

Flche 50-333*83/09/06.0310180534 


— 0310180538 Comments on pipe support design none omp I lanee w/FSAR 
Summary of 830637 meeting to/SltW re list of 20 unacceptable 
supports submitted on 830103 discussed 

DAINORA/J Target Technology Ltd 63/06/a0 CUAOUIL# U Power 
Authority of the State of New Yorli Spp 20025 007, 24X 

Flche 30-333, 03/09/06. 8310180334 


— 9310170643 Amend 7 to Mat l/Byproduc t License 13-19451-OlMD* revls ing 
Condition 12 re usei s of licensed mail# per 020730 telegram 
DELHE81CD/ J Licensing Management Branch 02/08/(52 Ip 
20797 249 


0310180356 Responds ta FQIA request for names 6 addresses of pest 
licensees permitted to nkfg g lates* paints# dyes# enamels, 
glasses ft ceramics U/o ends. 

FELTON# J M Division of Rules and Records 03/09/00 THOMAS#. A W 
Greater Restart Arts Center. Inc Ip 2092S 344 


— 0310170630 Matl /Dyproduc t License 29-1960S-O1HD for Pharmatopes. Inc 
authorlil-ng use of Mo-99. Co-60, Oa-133# Cs- 137. 1-125# Xe-133# 

1-131 8< Te-99m for various uses, per 801202 application. 

□EL ME Died # J Licensing Management Branch 81/05/21 7pp 

20797 250 


0310180559 FOIA request for names 6 addresses of past licensees 
permitted to mfg g 1 aies. paints# dyes, enamels, g lasses 8. 
ceramic s 

THOMAS. A M Greater Reston Arts Center. Inc 03/08/20 NFC - No 
Detailed Affiliation Given Ip 20923 343 


— 0310170632 Amend 2 to Mat 1/By produc t License 29- 19600-0 1 MD* c bang I ng 
expiration date to 860531 (< revising Conditions 10 £( 24 re 
place of use 6 posssssi on. use. pac kag Ing^ labeling & 
distribution of licensed matl, per 01O22S itr 
DELMEDICO. J Licensing Management Branch 81/05/28 Ip 
20797 237 


0310160566 FDIA request for name. 1 1 1 le. phone number 6 address of all 
individuals directly in charge of malnt activities on NRC 
computer equlpmtn t/iy s using disk drives 6/or dot matrii 
printers 

SIMPSON. R a Granada Data Systemi# Inc 03/08/16 Office of 
Administration Ip 20025 341 


— 8310170660 Amend 2 to Ma 1 1 /D y produc t License 29-19600-0 IMD. Chang Ing 
expiration date to 06OSG1 l< revising Conditions 10. IS & 24 
re place of use. users h possession U use of licensed mail, 
respectively# per 010223 Itr (Corrected copy) 

DEL MED ICC # J Licensing Management Branch 01/07/20 Ip 

20797 250 


0310100571 Responds to FOIA request for name, tltl e. phone number U 
address of all Individuals directly in charge of malnt 
activity on NRC computer t quipment/sys using disk drives tt/ 
or dot matrix |irinttrt List furnishing Info end 

FELTON. J H Division of Rules and Records 63/09/06 SIMPSON.fl 0 
Granada Data Systems. Inc Ip 20625 342 


— 0310170665 Amend 3 to Mat l/Hypruduc t License 89- 19600-01 MO, chan g I no 
licensee address 6 revising Conditions JO s« 24 re place of 
use tf possess ion. use# packaging, label ing i< distribution of 
licensed matl# par 010804 Itr 

DELHEDICO. J Licensing Management Branch 81/09/02 Ip 
20797 239 


— 8310170668 Amend 4 to Mafcl/Dyproduct License 29-i96O0-OlMD» revi s Ing 
Condition 12 re users of licensed matl.par 810025 Itr, 

DELMEPKO, J Licensing Management Branch. 01/10/20 Ip 
20797 260 


--0310180575 List of all NRC Individuals directly in charge pf maint 
activity on NRC computer equlpment/sys using disk drives 
b/or dot matrix printers 

• NRC - No DftBllid Affiliation Given 83/09/06 Ip 20B25 343 


8310100302 FOIA rsquest for VS Noonan 030426 nemo to D-J Yaungblood r* 
addl Info needed by Equipment QuaUflcatlon Branch to 
complete review of invlron qualification of mechanical 
equipment 

PEDRO. J. NU8 Corp CD-IS-B3-263 B3/08/17 DivielOTi of Rules 

and Records Ip 20817*329 24X Flche 30-44 5. B3/(}6/ 17. 8310100502 


— 8310170673 Amend 3 to Matl/Dy produc t License 29- 1 9600-0 IMD. revi sing 
Condition 12 re users of licensed matl. par 820713 Itr 
DELMEDICO, J Licensing Management Branch 62/00/16 lp< 

20797 B6i 


8310180306 FOIA request for util corporate chart in P8AR 

C0N3TA8*J Pro-Tech Support Bsrvlcei# Inc. 03/QB/17 Office of 
Adminietratlon Ip 20029323 24X Flche 90-500, B3/08/1 7. 

0310180586 


— 8510170676 Amend 6 to Mat l/Dyproduct License 29-1 96O0-O1MD. revi s I ng 
CpndlkiDns 12 S. 24 re users of licensed matl posseselon. 
use. packaging. label ing & d Istr ibutlon. per 0212OB Itr 
DELMEDKO. J Licensing Management Branch 83/03/23 Ip 
20797 262 


— B310I70677 Amend 7 to Katl/Byproduct License 29-t7608-0iriD. chang Ing 
licensee name from Pharmatopes. Inc to Syncor Corp 4, revising 
Condition 24 re possession, use. pec kag ing. label Ing t. 
distribution of licensed matl. per 030427 Itr 
e Licensing Management Branch 83/06/07 Ip, 20797.263 


—0310170681 Amend 16 to Matl/Dyproduc t Llcenee 24-l66i7-0lMD. au thori i log 
use of Mo-99. Xb- 133. 1-131. Tc-97m for production of Tc-99m 
pertechnetata tt other uses, per 021221 epplicatlon 
DELMEDICO. J Licensing Management Branch 63/04/29 7pp 
20797*264 


031O18O3BB Responds to FQ]A request for V8 Noonan 030426 memo rt 
addl Info needed by Equipment Buallf Icat i on Branch to 
complete review of environ qualification of mechanical 
equipment FoTuiarde docueient, 

FELTON. J M Division of Rules and Records 03/09/06 PEDRO. J. NUS 
Corp Ip 20017,330 24X Flche 50-443. 63/09/06. 03LO16O90& 


— B309060124 Fflruerds request for oddl Info necessary to complete review 
of licensee 830330 Info re envlro-n qualification of 
safety-releted michanUal equipment located in harsh 
environ 

NOONAN, V fi Equipment Qual i f Icetl on Branch, 03/04/26 
YOUHOBLOODi 0 J Licensing Branch 1 2pp 20017 331 24X 

Flchs 30-449,03/09/06,8310160508 
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83101BQ39D Rfipondi -to FOIA for util corporate chart in P5AR 

Foruardi chart 

FELTON. J-M DlvlBlon o# Rul«» and Hacortf* 93/09/06 CDNSTA3. J 
Pro-Tich Support Servlcai. Inc Ip 20823,324 S4)C 
Flch* 30-500, 03 /09/OAi 8310180390 


0310100395 FOIA request for all documents 6 records re radiation 
surveys of Makepeace. Inc 

SULLIVAN, J M Af^niatlon Unknown, 03/08/30 NQRRy. P 0 Office oY 
Administration Ip 20025 336 


— 8310100402 FOIA request for all records re radiation contamination 
surveys of EE Makepeace. Div of Engelhard Industries 
BULIVANrUH Affiliation Unknown 03/00/30 CRDCKER*M Region 
1, affiec of Director 2pp 20825 337 


0310100397 FOIA request for list of mods to containment undertaken by 
util In response to NUREG-OAS? 

HAFNER.B BuffoU Nutlaar Study Group 03/04/23 Office of 
Administration Ip 20B27 124 24X Fiche 50-322*63/04/25. 

0310180597 


0310100600 Responds to FOIA request for Info re mads to containment 
undertaken by util Info contained in Rev 5 to Plant Design 
Aisassment Ript Ufcti not required to rept changes but must 
comply w/accfptance criteria in Rev 5 

FELTDN. U M Division of Rules and Records 03/09/06 HAFNER*D 

Suffdlk Nuclear Study Group Ip 20027 123 24X 

Fiche- 50-322,03/09/06, 03101 a06CX> 


0310100603 Responds to FOIA request for all documents re Mali epeac e. I nc 
or Eng 1 ehard. Inc Info available in FOR 

FELT0N*U M Division of Rules and Records 03/09/06 SULLIVAN. J w 
Affiliation Unknown Ip 20B25 340 


031O1BO6O9 FOIA request for complete set of BNL repts on seismic design 
of facilities 

CALBOYAS. C D Affiliation Unknoi^n 03/00/16 Region 5* Office of 
Director 4pp 20024 315 24X Fiche 30-273i 03/08/16. 0310100609 


0310100610 Responds to FOIA request for complete set of BNL repts on 
seismic design of fecilities Documents listed in app 
available in PDR 

FELTON* U M Dlvlaion of Rules and Records 03/09/01 CALSOYAS, C D 
Affiliation Unknown 2pp 20024 319 24)! Fiche 30-273*63/09/01. 

8310100610 


— B31O10O627 Summary 6 evaluation rept of RL Cloud S' Assoc rept. "IDVP - 
HVAC Duct & Supports Rept ■' 

* Brookhaven National Laboratory 03/09/01 5pp S0G24 352 
24X Fiche 50-275.03/09/01,0310180610 


0310180610 FOIA request for documents submitted by utxl for 
consideration of candidate companies or methodologies to 
perform const Implementation overvlou of const completion 
plan 

GARDE. D P Government Accountability Project 03/08/05 Office 

of Administration 2pp 20039 110 24X Fiche 30-329,03/08/09. 

0310la06ta 


8310160623 Responds to FOIA request for lecords submitted by util 
reviruipd during consideration of candidate companies or 
mathodo 1 og i es re const implementation overview Foriuards 
documents Documents also available in PDR 

FELTON. J M Division of Rules and Records 83/09/01 GARDE, n P 
Oavernment Accountability Project 3pp 20B39 112 24X 

Fiche 00-329,03/09/01,0310180623 


--8210280450 Forwards util 021005 three-part Independent review program, 
consisting of biennial quality audits. INPD-type const 
evaluation 8, independent design verification of auxiliary 
feedwater sys Meeting scheduled for 021019 to discuss plan 
NOVAK. T M Assistant Director for Licensing B2/10/07 
VOLLMER.R H Division of Engineering Ip 20Q39 124 24X 

Fiche 30-329,83/09/01.0310100623 


— 0212300076 Documents conclusions reached at 821207 meeting in Bethesda. 
HD re QA imp 1 emantat ion at facility Region 3 insp of diesel 
generator bldg t* util decision to stop certain safety- 
related work being performed by Oochtel 

HERNANfR M Licensing Branch 4 82/12/21 NOVAK, T M Assistant 

Director for Licensing 3pp 20839 129 24X 

Fiche 50-327*03/09/01,8310180625 


— 0310100628 Forwards util 820312 response to Interrogatory IV re 
Contention 0 on independent design audit 

» NrtC - No Detailed Affiliation Given 02/lO/Ot NRC - No 

Detailed Affiliation Given Ip 20039 1(3 24X 

Fiche 50-329,83/09/01.8310180625 


— B3101C0629 Response to Interrogatory IV re Contention 0 on independent 
design aud it 

# Cunsumers Power Co 02/03/12 Btamlrls. D 8p p 20039 llh 
24 X Fiche 50-329.03/09/01*8310100625 


--0310100613 Bumnary 6 evaluation rept of RL Cloud I* Assoc rept* "Diablo 
Canyon Unit 1 IDVP - Verification Program far PGitE 
Corrective Action.*’ 

a Brookhevtn National Laboratory 83/09/01 4pp 20824 321 
24X Ficha 50-275* 83/09/01,0310100610 


— 0310160613 Summary 4f evaluation rept of RF Reedy rept, "Development of 
Svc-Related Contractor List for Nontaismlc Design Nork 
Performed for Diablo Canyon Nuclear Power Plant* Unit i Prior 
to 700601* Phase 11 " 

• Brookhaven National Laboratory B3/09/OI 3pp 20824 323 
24X Fiche! 50-273*03/09/01, 03(0160610 


—8-310180630 Forwards util revised plan for const completion Program- 
includes measures to bo taken as result of work slowdown 6 
elements of QA implementation I* third-party assessments 
requested by NRC U/o end 

HERNAN.R Division of Licensing 03/01/12 ADENgAM.E NRC - No 
Detailed Affiliation Given Ip 20039 120 24X 

Fiche 30-329,63/09/01.0310160625 


—8310190034 Rev 1 to Quality Control Instruction 10 01. "Const 
Implementation Overview Assessment " 

THOMPSON. J C Stone h Nebster Engineering Corp 83/06/27 6pp 
20839*134 24X Fiche 50-329,03/09/01*0310100625 


—0310180617 Summary fc evaluation rept of RL Cloud & Assoc rept, "Diabto 
Canyon Unit l IDVP - Verification of Design Analysis Hesgrl 
apactra. ** 

» Brookhaven National Labaratory 63/09/01 3pp 20024 320 
24X Fiche 50-273* 63/09/01 * 63 1 0 1 606 1 0. 


— 8310180619 Summary tc evaluation rapt of RL Cloud 6 Assoc rept "Diablo 
Canyon Unit 1 IDVP - Soils - Intake Structure " 

» Brookhaven hiational Laboratory 03/09/01 3pp 20B24 331 
24X Fiche 50-273,83/09/01.6310160610 


— 8310100621 Bummary evaluation rept of RL Cloud 6 Assoc rept* "Diablo 
Canyon Unit i IDVP - Gail - Outdoor Hater Storage Tanks ” 

« Brookhaven National Laboratory 03/09/01 3pp 2DB24 334 
24X Ficht 50-273*03/09/01*0310160610. 


— 0310180623 Summary !< evaluation rept of RL Cloud it Assoc rept* "Diablo 
Canyon Unit 1 IDVP « Small Bore Piplnp Rapt " 

* Brookhaven National Laboratory. 63/09/01 6pp 20B24 337 
24X Fiche 50-273.63/09/01*6310160610. 


— 0310180624 Summary Sc evaluation rept of RL Cloud 8. Assoc rept, "Diablo 
Canyon Unit 1 IDVP - KVAC Components, *' 

e Brookhaven National Laboratory. 63/07/01 3pp 20824,343 
24X F 1 1 h a * 50-275* 83/07/0 1 * 63 lOi 606 1 0, 


—0310190036 Rev 0 to Verification Attribute Checklist P-2 20Vi "Pipe 
Supports " 

BARANOW. S W Stone it Webster Engineering Corp 83/07/21 lOpp 
20839 140 a4X Fiche 50-329.83/09/01.8310180625 


— 0310190038 Rev 1 to third-party const implementation overview appro.^a] 
KELLY. R D Stone U bJebster Engineering Carp 83/OB/05 3pp 
20839 ISO 24X Flcho 50-329.03/09/01.0310180625 


— 8310190042 Rev 1 to Quality Control Instruction 15 01. "Nonconf ormanci 
Identification Reporting " 

BARANORE.S Stone & Webster Engineering Corp 83/08/05 3pp 
20839 153 24X Fiche 50-329,03/09/01,8310180623 


— 8310190047 Rev I for third-party const Implementation overview re QA 
plan 

6ARAMPRE. 8 * WALTERS* C. * KELLY, R D Stone it Webster Engineering 
Corp. 83/00/03 4pp 20837 160 24X FUhe 30-327*03/07/01. 

6310160623 


6310170033 FOIA request for AEC Rept TtD-2021i "Borne Aspects of Stored 
Energy in Irradiated Graph Ite, Part Il.Storaga of Energy in 
Graphite on Irradiation " 

AFTERGDOD* S Committee to Bridge the Gap 83/00/26 Office of 
Admlnlstratlcin Ip S0B3? 164 


—6310160626 Summary b evaluation rept of RL Cloud & Assoc rept, "-IDVP 
Valves, " 

* Brookhaven National Laboratory. 63/07/01 4pp 20624:348 
24X Fiche: 50-275 * 83/07/01 ,6310100610 
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ftTiai90041 Responds to rOIA requoafc for AEC Ropt TI0-202i. “Some 

* »" S?«r.d eo»rj.J in Irrndl.t.d Ornphi t Cnrt II. 

ntSrao. of Cnorog on Irradiation ” NDC dooi not poosooo 

nopt oiog to obtalnod from Oat Hldgo TN 

rri J H Division of Rules ^ind Records QS/O^/ia AFTCROODD. 3 
CoSuAo Sridflo the Gap Ip ^20037 1A5 


D310170309 Responds to appeal re denial of FOIA request for documenti 
on caseload forecast panel 830419 meeting on plant const 
All documents identified subj to request Appeal re T Mova k 
draft Itr to JW Cook moot 

DIRCKSjU J Office of the Executive Director for Operations 
B3/09/13 GARDEi R P Oovernment Accountability Project Ip 
20040 328 24X Flche S0-3a?» 83/09/ 1 3, 831 0190305 


6310190046 FDIA request to place SEC V -03*^103, SEC Y-03M75. SEC Y-83-269 if 
t?rrv-Q3-342 In PDR 

HUcIlCS.R nub Corp CD~ia-e3-2»3 03/00/15 Division Of Rules 

and Records Ip 20830 272 

6310190049 Responds to FDIA request Forwards documents Documents also 

FELTOnI’I^m*^ DiWsion of Rules and Records a3/07/t3 DUCKLEfi.R 
I4US Corp Ip 20038 273 


—8307220156 SECY“a3-269 

Provides rept on fire protection rule for future plants 
fSECY-*e2-267)f summarl » Ing licensee fire protection exemption 
requests, disposition of requests U generic issues raised by 

OIRCKS^W U Office of the executive Director for Dperotions 
83/07/05 Sapp 20030 297 


-E310190053 SECY-a3“103 

Informs of first integrated schedule amend for implomentlng 
new b existing requirements at operating plants Action 
represents first stop towards developing industry-wide 
approach for establishing realistic schedules 
D1RCK8.W J Office of the Ukocutive Director for Operations 
03/05/13 23pP 20030 274 


B310X90306 FOIA request for comments on NUREO/CR-ia7e. ‘'Hand book 
for Muinan Reliability AnaLysis U/Emphasis an Nuclear Power 
Plant Applications " 

SMDLUY*«j C Union of Concerned Scientist* 83/00/06 FELTONi J M 
Division of R.ules and Records Ip 20840 337 


0310190309 Responds to FOIA request for comments on IIUREO/CR -12781 
“Handbook for Human Reliability Analysis H/Emphasl* on 
Nuclear Power Plant Applications “ Forwards document 
Document also available in PDR 

FELTONi J li Division of Rules and Record* 83/09/12 SHOLLY, 0 
Union of Concerned Scientist* Ip 20840 338 


—8310190313 EAND0S-7O56 

"Peer Group Study of Draft Handbonk for Human Reliability 
Analysis N/Empbasls on Nuclear Power Plant Appl I catlonsj 
NUREO/CR-1270 

ORUNEiR L I UElNSTElNiH » FiTZIrlATERi M £ Human Performance 
Technologies, Inc B3/01/31 229pp 20840 339 


8310190311 FOIA request for document* re caseloid forecast panel 830419 
meeting on plant const. 

OARDE, D P Government Accountability Project 03/07/11 Office 

of Administration 2pp 20840 3S9 24X Fi c he' S0-329i 83/07/1 

0310190311 


0310190059 FOIA request for info on offacts of sabotage 
fault tree analyses 

S HOLLY I 9 C Union of Concerned 8c lent I si* 03/07/20 
Division of Rules and Record* Ip 20039' 077 


on PURs DURs 
FCUTON. H 


B31O19O062 Respond* to FfJlA requeit for Info on effects of sabotaoe on 
PHR* h PWRs U fault tree analyse* Forwards documents 
HUREO/cn-0268 will bo isflued in 2 month* Remaining requested 
Items not found in PDR 

FELTON. J M Division of Rules and RecorUt 03/07/12 SHOLLV. 8 C 
Union of Concerned 8clonfci*t» Ip 20039.070 


0310190008 FOIA request for RA Udell S< R Alvarei G20422 Itr to 
Commissioner Palladino t( It Denton 0*10603 response 
PEDRO, J NU8 Corp CD-IO-OU '279 03/00/22 Division of Rules 

and Records Ip 20030 190 


8310190093 Respond* kP FOIA request for RA Udell U R AWnrer 020422 Itr 
to Chairman Palladino U H Denton 020603 responie forwards 
documents Documents also available in PDR 

FELTONiJ H Division of Rule* and Records, 03/09/07 PEDRO, J NU8 
Corp kp 20038 199 


— GS09140137 Forwards English language abstract of Inst fuer Energle 
und Ufflweltforschung study. "Secondary Side Emmission* From 
Preesuriiod LWR* for Normal Operation & Selected Accident* " 
Comments on study submitted 

OIHCKBiW J Office of the Executive Director for Operations 
D2/05/07 PALLADINO, N Commissioner* 6pp 20030 203 


-'0205140143 "aecondary Loop Releases of LWRs In Normal Operation U in 
Delected Oreakdouns " 

KOCH, T Oermanyr Federal Republic of 02/03/07 »Ppp 
20038 214 


--0206140401 Responds to B20422 Itr transmitting Inst Fwer Energle Und 
Ufliweltforchung rept re steam generator tube prob lems , Rip t 
reviewed 6 comments listed In 020507 Itr to Chairman 
Palladino No new issues presented 

DENTON, H R Office of Nucleer Reactor Regulation, Director. 
02/06/03 UDELL, n A Critical Mesa Energy Project. 3pp 
20838 200 


0310190316 Responds to FOIA request for document* re caseload forecast 
panel 830419 meeting on plant const Info partially withheld 
JW Cook draft Hr to 7W Novak (ref FOIA Exemption 5) 

FELTON, Jfl Division of Rule* and Record* 03/00/09. GARDE, B P 
Government Accountability Project 6pp 81116 001 24X 

Fiche 50-329,03/00/09.8310190316 


0310190310 FOIA request for cople* of winning proposal* ittued for RFPs 
R8-NRfl:-Q3-098 6 R8-NRJl-a3-093, ‘'Severe Accident Consequence 
Mitigation'’ & "Sever# Accident Coro/Veisel/Conta inment 
Interactions," raspectivaly 

STEHART, D Battelle Memorial Institute, Columbus Laboratories 
Q3/0a/24 GRIM&LEY.D Division of Rule* and Records Ip 
20841 208 


G3I0190321 FOIA request for document* re formulation of Board! 
Notification 03-63 

ORDEacH.O L Citlxeni for Bafe Energy 03/09/82 Office of the 
General Counsel 2pp 20841 200 


0310190322 Respond* to FOIA request for copies of winning proposals 
Issued for RFPs re severe accident Forwards RFP* 

R8-NRR-B3-093 RFP“R3-NRR-a3-092 avalUble in PDR 

FELTON, J II Division of Roles and Records 03/09/13 STEWART, D 
Battelle Memorial Institute, Columbus Laboratories ip. 20841 209 


—8310190326 Forwards proposal "Severe Accident Core/Vasse l/Conteinment 
Interactions " Deletion of travel regulations requested 
Cor#-ra imbursomant type contract recommended 

DAVIS, R L Purdue Research Foundation DBF lkA634 83/01/27 
Division of Contracts. 2pp. 20041 210 


—0310190329 "Btvere Accident Core/Ve s sal/Containmant Interactions " 
THEOFANOUS»T G i LYKOUDIS, P. B r HANCOCK, J C Purdue Research 
Foundation Re-NRR-“fl3-093, 02/01/31. 7lpp 209+L 212 


G310190325 Responds to FOIA request for documents re formulation of 
Board Notification 83-63 Forwards document Board 
notlfJcattonjw/encli, previously distributed to Cltlrens 

FELTON, J M Division of Rules and Records 83/09/15, GROEBCHtO.L 
Citliens for Baft Energy Ip. 20841 290 


--S206140403 Forwards Inst fuer Energie und Umwel tf or scAuitg rept 
“Secondary Loop Release* of LWRs In Normal Operation V In 
Bslected Breakdowns " Evidence presented re accident 
scenarios Involving steam generator tubes 
UDELLrR A Critical Mass Energy Project. 02/04/22 
PALLADINO, NJ Commissioners, flpp 20030,209 


8310190337 FOIA request for documents re degradation of 
while in spent fuel storage pools in US nuclaar power 


MAXWELL, B Rochester poit-Bu llatin, 
- No Detailed Affiliation Given Ip 


Rochester, MN 
20044 037 


fuel assemblies 

03/00/10. NRC 


8310190300 Appeals denial of FOIA request for document* re caseload 
forecast panel B30419 meeting on plant const Denial 
effectively denied bulk of document* requested 
GARDE. B P Government Ac cogntah i 1 1 ty Project 63/00/10 
DIHCKS.M J Office of the Executive Director for Operations 2pp 
20840 326 24X Flche 50-329,03/00/10,8310190300 


310190340 Respond* to FOIA request for document* re degradation of 
fuel assemblies while in spent fuel puol in US nuclear power 
plants Forwards App A documents App 8 document* available In 

FELTON, J M Division of Rule* and Record. R 

Rochester Post-Bulletlni Rochester, MN 5pp 20044:058. a4X 
Fiche 30-282,03/09/15,6310190340. 
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— 03OlO7O3e6 Inform* of pr^lilminary asa^astnent of fue-l asatmblv 
degradation obaerved in spent fuel storage pool U aciio-n* 
taken to a*te%* failure mechanitm 8^ aafetg implication 
potential 

WU, P Chemical EnoinBeMng Branch 82/12/22 QENAROYAi-V 

Chemical Engl new Ihg Branch 3pp 20844 074 24X 

Fiche 50-2G2* 03/09/15* 8310190340 


“~B304a002fl0 Foruards matl praaented util during B30223 meeting re 
fuel aac-embly failure lr> spent fuel pool Revleu estafallehlng 
NRC position on listed Issues requested forking meeting 
scheduled for B30420 Enel withheld 

DHANNI.D C Operating Reactor* Branch G TAC 49353 B3/04/00 

UU. p KRC - No Detailed Affiliation Given Spp 20844 129 24X 

Fiche 30-282,83/09/15,3310190340 


— 8303Q30044 Describes plan for review of Northern States Pouer Co Sc 
l^atti nghaute aubmittal on fuel assemhlg degradation while 
in spent fuel storage poo 1 , prompted bg fuel assembly 
cracking incident at Prairie Island 

WU, P. Chemical Engineering Branch 83/04/20 SENA R OVA, V 

Chemical Engineering Branch 2pp 20844 131 24X 

Fiche 50-282, 83/09/15, 831 019D340 


— 8305240300 Advises of informal preliminary review of potential safety 
issues that may exist as result of in^'tore fuel assembly 
noxxle separations Westinghouse analysis indicates no 
problem associated u/prevent ion of control rod insertion* 

TOKAR,M Core Performance Drench TAC 49353 83/05/14 WU.P 

Chemical Engineering Branch 2pp 20844 154 24X 

Fiche 50-282,83/09/15,8310190340 


-8308180256 Forwards 630417 SER re fuel assembly corrosion in spent Fuel 
pool Ic draft info notice addres*ing corrosion problems at 
SVlRs ic FURi Fuel assembly bulge joint 611216 failure w/o 
precedent & w/o determined cause U/o ends 

BENAROVAiV Chemical Engineering Branch 63/08/02 HQLAHAN,0 
Operating Reactors Assessment Branch 2pp 20844 154 24x 

riche 50-232,83/09/19.8310190340 


-’-8310490344 Forwards propoied suhjs of discussion for upcoming NRC- 
1 icensee-vendor meeting on spent fuel assembly failure 
evaluation Main concern lies in possible generic implication 
b 4 Ic ensee/vendo-r conclusion on failure mechanism 
WU, P Chemical Engineering Branch 82/04/17 Chemical 
Engineering Branch 4pp 20S44 070 24X Fiche 90-282,83/09/15, 

0310490340 


— 6310490356 Forwards safety eveluation of fuel assembly failure event 
during fuel handling In spent fuel pool in Dec 1961 Evidence 
Insufficient to deduce generic effect. 

JOHNBTONiH V Assistant Director for Natls* Chem k Environ 
Technology « Post 830201 ) 83/04/20 LAINAS, 0 C Assistant 

Director for Operating Reactors 4pp 20644 133 24X 

Fiche 50-282,83/09/15.8310190340 


-''8310490340 Safety evaluation concluding that evidence insuf f 1-c i ant 
to draw grniric conclusions from Dec 1981 fuel pool astembly 
failure event 

a WRC - No Detailed Affiliation Olven 83/04/20 I7pp 
2D644 137 24X Fiche 50-282,63/09/15,6310190340 


— 8310190344 Safety evaluation of spent fuel assembly degradation Event 
was isDlatid incldent.No gerkerlc Implications exist Draft 
IE info notice re potential contamination of RCS encl 
# NRC - Wo Df tad led Affiliation Olven 83/06/17 iSpp 
200^4 140 a4X Fiche. 50-282, 83/09/15,9310190340 


8310200026 FDIA request for correspondence between Chairman Palladino 
If DOO re investigation of alleged falsification of RC8 leak 
rate tests News article did 830523 from Patriot News end 
VaiOT,H H. LeDotuf, Lamb, Lelby >< KacRae 63/05/26 Office of 
Administration 2pp S0844 238 24X Flcha 50-289,03/05/24, 

8340300024 * 


8310200032 Respond* to FOIA request for correspondence between Chairman 
Palladino It DQO re investigation of alleged falsification of 
RCB leak rate ttsti Foruardi App A document* Portions of 
requssted documents withheld irtf FOIA Exemption 7> 

FELTDNid.M Division of Rules and Rccurdt 83/09/15 V04OT,HH 
LeBoeuf, Lamb, Lelby It flacRa* 2pp 20844 234 a4X 
Fiche* 50-289, 83/09/ 1 5, 83 1 020 0 032 


'-8340200036 Ack receipt of 830517 Itr re DOJ Investigation Into 
aliegatlone r* possibi* criminal wrongdoing Separate NRC 
Invest i gation wl 1 1 be Initiated 

PALLADlNOi N Commissioners 63/05/27, JENSON, D L Justice, 

Dept, of Ip 20344 240 24X Fiche 50-889,83/09/15,8310200032 


8310200044 Requests that DOJ Investigation on allegations re 
faUinqatlon of RCB leak rate tests bs completed by 830515 
Response ultJtln 2 wks requested Info partially deleted. 

PALLADINO, Nj Commissioners. 63/04/11. BHITH, W F Justice, 
Dept of 2pp 20844 241 24X Fiche 50-289,83/09/15,8340200032 


— B3I020004Q Responds to 830411 Itr re TMl-i restart f mjj mvestigat ' 
into allegations ie mgt competence Investigation being 
pursued diligently but will not be completed by requested 
date Info partially deleted 

JEN30H, D L Justice, Dept of 83/05/17 PALLADiND. N J 
Commissioners 4pp 20B44 243 24X Fiche 50-289, 83/09 / I 3, 

B3 102 00032 


8310200353 FOIA request for comments on proposed rule 10CFR5O rs ATiia 
NRC evaluation of comments & draft/final version* of rule 
HIATT, S U OhloCitiiena for Responsible Energy 83/03/17 
FELTON, J M Division of Rules and Records Ip 20B68 272 


8310200356 Responds to FOIA request for proposed ATWS rule, NRC 
"evaluation of comments 8« draft/final version of rule 
Fortiiardo Document* t-0 of App A Documents 9 |< 10 partially 
withheld <ref FQIA Exemption 5) 

FELTON, J M Division of Rules and Records 83/09/23 HIATT, S U 
Ohio Cltiien* for Responsible Energy 3pp 20866 S73 


—8207280124 Provides status of ATWB rulemaking In response to 820420 
request 

DIRCK5, W J Office of the Executive Director for Operations 
02/06/11 palladino, N J Commissioners 2pp 20971 079 


— 9307290223 Summarizes ACRS 279th meeting on 830707-09 »e proposed firtl 
rule on ATWS Comprehensive program encompassing all plant 
safety-related sys recommended Consideration should be giver 
to listed comment before rule issued in final form 
RAY, J J ACRB - Advisory Committee on Reactoi Safeguards 
83/07/ 1 5 palladino, N J Commissioners 4pp 20871 099 


--830B080490 Forwards response to ACRS 030715 Itr ropt on proposed flpjL 
rule ie ATWS Rev to rule not warranted 

DIRCltS, U J Office of the Executive Director for Operations 
83/07/27 RAY, J J ACRS - Advisory Committee on Reactor 
Safeguards 5pp 20Q71 288 


—8310200357 Comments on proposed rule lOCPRSO I, petition for rulciT'aik*-; 
FRH-SO-29 re stds for reduction of risk from ATUS event 
Opposes rule I, rulemaking due to lack of technical 
justification in basic premises k cost of imp lomentat i on 
BOUCHCV.O D Washington Public Power Supply System 46FR57521 
003 82/04/19 Docketing k Services Branch 5pp 20848 


— 8310200399 Request* brief paper bp prepared describing status of Aivi 
rule Sc plans for resolution Response due by 820521 
PALLADINO, M J Commiss ioner s 82/04/30 DIRCKS, W J Office of 
the Eiecutive Director for Dporations Ip 20871 070 


— 8310200364 Requests listed Info needed in order to act on 6ECY-01-2r; 
'•Amends to 10CFR90 re ATWS Event* 

A8SELBTINE. J K Commissioners 63/08/11 DJRCiiS. W J arfie»Qf 
the Executive Director for Operations 2pp 20(371 290 


8310200374 FQIA request far access to documents re investigation! af 
Nuclear Metis l< Equipment Corp k ZM Shop iro, company 
president 

LISTER, 8 E Patterson, Oelknap, Webb k Tyler FIALKA, J 
Affiliation Unknown 63/08/19 SNIDER, W J Justice, Depi of 
3pp 20874 219 


B310200379 Responds to FQIA request for documents re DDJ 1 nvest Igat Id**! 
of Nuclear Metis k Equipment Corp k ZM Shop iro, c ompany 
president Forward* seven documents Documents also availabto 
in PDR 

FELTDM, J M Division of Rules end Records 83/09/15 LISTER, 8 E 
Patterson, Belknap, Webb S< Tyler ip 20874 222 


--83102003B3 Respond* to 780912 request for T McTiarnan 7QO&30 mime 
re loss of U from NUMEC facility in Apollo, PA W/o ends 
KELLEY* J L, Office of the General Counsel 70/07/16 
HEYMANN.P D Justice. Dept of Ip 20874 223 


— 8310200387 Request* assistance for newly appointed Comm 1 ss i onir Ahc^r 
re Investigation of NUMEC 

ODSSlCK, L V Office of the Executive Director for Operation* 
ve/lO/OA HEVMANNrP D Justice, Dept of ip 20B74> 224 


—8310200391 Responds to J Conran 780303 allegations re conduct of 
DOC/QJA inquiry into EDO testimony, per 780620 request Memo 
should be available to public 

HCTIERNAN. T J Office of Inspector k Auditor 70/06/30 
HENDRIE.J , GILINSKY.V , KENNEDY, R T Commissioners J9pp 
20874 226 


—9310200394 Comments on J Conran Mar 1977 Itr to Congre ssrren Udall i» 
conduct of OIA/OOC investigation 

FITZOERALD, J A Office of the Oeneral Counsel 78/06/27 
Office of the General Counsel 7pp 20874 245 
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— Q3]0?iO{>3-95 Concedes u/Fltigerald memo re investigation into EDO 
te s t i mohy 

CRAt^E. P OfFlCD of the General Counsel 70/06/29 Office of 

the General Counsel 6pp 20974 252 


— B31020040I Documents circumstances leading to J Conrad dllegatlonai 
unavailability of union representative for second interview 
in Gos-sic k 1 insky rept 

MCTIERNAN. J J Office of Inspector 8. Auditor 7B/02/23 Offt c 

Of Inspector h Auditor 3pp 20B74 330 


— S3L0210Q01 Requests FBI repts on investigation of RE Diesecker 
allegations re NUMEC 

CUKMSNQS. J J Office of Inspector 8, Auditor 90/06/11 MARTIN. J 
Justice. Dept of Ip 20974 235 


8310200448 FOIA request for EOLQ Rept EOG-CDD-6001 , "Model for Releasr 
of Fission Products from Fuel Pellets Debris " 

PASCHALL>A A IhiFO/DOC 03/03/25 Office of Administration Ip 
20059 339 


8310200450 Responds to FQIA request for EGStG Rept EOG-CDD-6001 1 "Modol 
far Release of Fission Products from Fuel Pellets !* Debris " 

KRC does not have rept Rept may be obtainable from EG%0 
FELTON. J H Division Of Rules and Records 03/09/13 PASCHALL. A A 
IKFO/DDC Ip 20959 340 


8310310307 FOIA request for records rp radioactive substances at 
Mayuuod Chemical i^orks or Stepan Chemical Co 

TYklULSk^GR. D Ball. Mayden. Kiernan 6 Livingston 03/09/12 NRC - 
Mo Detailed Affiliation Given 2pp 20084 17S 


8310210311 Responds to FOIA request for records re Haywood Chemical 
Morlc-s or Stepan Chemical Co Forwards responses to FOIA 
Raque^ts 01-39.01-196.01-197.02-350.82-464 8c 03-212 W/o 
erkcls 

FELTON. J M Division of Rules and Records 83/09/22 TVKULSKCR, D 
Ball, ilaydcn. Kiernan 8c Livingston Ip 20904 177 


9310210315 Responds to FOIA request for documents re decision to 
conduct Caseload Forecast Panel meetings it only tour 
facility & ang documents re rationale or basis for decision 
Forurards documents 

FELTON. J M Division Of Rules and Records 03/07/29 8U0ARMAN. R ' 
Sugarman t Denworth 2pp 20003 J70 24X Flche 50-352,03/07/39, 

Q3102ID31S 


— Q30323D3QD Requests Caseload Forecast Panel site visit to update 
assessment of const completion status 

EISCNHUT.DQ Division Of Licensing 83/03/16 HARTFlELD.fi A 
Management Information Branch Ip 20003 194 24X 

Flche 50-352.03/07/29.0310210315 


B31O2I0320 FOIA request for plant manager IM illng labels 

LEE.O W Trans-Continental Consultants. Inc 03/09/13 Division, 

of Rules and Records Ip 20004 171 


8310310323 Responds to FQIA request for list Of plant managers in 
label form Forwards requested list W/o end 

FELTON. J n Division of Rules and Records 83/07/22 LEE.O W 
Trans-Conti mental Consultants. Inc Ip 20004 172 


8310310324 FOIA request for Westlnghouse 800708 notification of 
unrevlBWed safety question under 10CFR50 89 re boron 
dilution 

GRADER. L D NUS Corp CD-I 9-83-325 83/09/00 Division of Rules 

and Records Ip 20994 173 


8310210325 Responds to FQIA request for Westinghouse BOO708 
Ratification of reviewed safety question Document available 
fn PDR 

FELTON. J M Division of Rules and Records 83/09/31 ORABER.L D 
NUB Corp Ip 20004 174 


0JLO21O327 FOIA request far all documents re significantly high rate of 
equipment failures for OE 8NR/4 rated at 2.436 HW 
HAFNER.a Suffolk Nuclear Study Group 03/07/05 Office of 

Administration Ip 20882 222 


0310310329 Responds to FOIA request for all documents re significantly 
high rate of equipment failures for OE DWR/4 rated at 2.436 
liU Forwards App A documents Documents also available in PDR 
FELTON. J M Division of Rules and Records 03/07/20 HAFNER.0 
Suffolk Nuclear Study Group 2pp 20002 223 24X 

Fiche 30-000.83/07/20.0310910329 


— 82L0160246 Submits preliminary account of events associated u/820825 
reactor trip Reactor tripped from 99’/. power due to overpower 
condition on average power range monitor Caused by closure 
of one isolation valve on C main steam line 

RUDIH. S D Reactor Dperatlone Analysis Branch AEQD/E24D 
02/09/29 SEvFRIT.K V Reactor aperations Analysis Branch 5pp 
208B2 249 24X Flche 50-000.03/07/20.0310210329 


— 0301100513 Evaluates LERs for Jul 1901 - Qct 1902 in support of 
upcoming SALP review LERs minimally adequate in narrative 
sections Large number considered mgt deficiency-related 
SETFRtT.K V Director's Office 03/01/18 LEUIS,R Division of 
Project it Resident Programs 5pp 20992 225 a4X 
Flche 50-000.83/07/29.0310210329 


— 8302020202 Summarlies evaluation o-f LERs for 1902 in support of 
upcoming 9ALP review Licensee performance adequate 
EEYFRIT.K V Reactor Operations Analysis Branch 63/01/26 
BTAROSTECKt, R Division of proi-eci b Resident Programs. 3pp 
20B82'2S4 24X Pic he 50-000.83/07/20.8310210329 


— B3021B0S39 Discusses results of evaluation of LEfts for Jul 1901 - Dec 
1982. for 0ALF rept Quality & quantity of LERs within range 
of average BUR facility 

SEVFRIT.K V Reactor Operations Analysii Branch 83/02/09 
LEHIB.r C Division of Project it Resident Programs 3pp 
20982 257 24X Flche 50-000.83/07/38.8310210329. 


— B303030J03 Comment f of LERs submitted from Feb 1902 - Jan 19B3. In 
support of SALP review LERs generally prepared adequately 
w/occasional exceptions Licensee performance typical of 
average DNR facility In initial phase of plant startup 
SEVFRIT.K V Reactor Operations Analysis Branch 03/02/22 
STAROSTECKI . R Division of Project & Resident Programs 2pp. 
20092 263 24X Flche 50-000.03/07/20.9310210329 


— 8303240341 Summer lies evaluation of LERs fur 1902 LER submittals 
usually acceptable Potential mgt uiakness indicated by large 
number of procedural d«f i c i enc 1 es. lac k of follouup repts 
committed to k possible training problems. 

SEVFRIT.K V fieactor Operations Analysis Branch B3/03/1S 
LEUIS.R C Division of Project it Resident Programs 4p p 
20002 269 24X Flche 50-000.03/07/20.0310210329 


—0303240364 gummarlies evaluation of LERs for Mar 1982 - Fab 1903 LER 
submittals acceptable Supplemental or followup info would 
improve operational experience analysis 

SEVFRIT.K V Reactor Operations Analysis Branch B3/03/J6 
STARQSTECKIj R Division of Project it Resident Programs 3pp 
20005 273 24X Flche 50-000,03/07/20.8310210329 


— 0306010000 Discusses evaluation of LERs submitted during appraisal 
period May 1962-Apr 19B3 for technical accur acg. c ompi ttaness 
L intelligibility Screening for trends it patterns produced 
feu cases which could indicate potential mgt weakness 
SEYrniT. K V Reactor Operations Analysis Branch 83/05/10 
8TAR0STECKI. R Division of Project it Resident Programs 3pp 
20802 276 24X Fich# 90-000.83/07/20.0310210329 


0310240012 Partial response tb FOIA request for transcripts of 
deposition testlmoni| prepared in discovery in QL proceeding 
for facilities Forwards App A documents Documents also 
available in PDR 

FELTON. J « Division of Rules and Records 03/OB/lO. AHL6HB, D M 
Palmetto Alliance 3pp 20805 COl 24X Flche 50-413.03/08/10. 
03)0240012 


— 9310240014 Transcript of M Birch depesltlun in Charlotte. NC re 
Contention 27 

birch. M Duke Power Co 83/05/11 126pp 20805 OOB 24X 

Flche 50-413.93/00/10.0310240012 


— 8310240017 Transcript of CH Graves deposition in Charlotte. NC re 
Contention 0 

ORAVESiC W Duhe Power Co 03/05/12 44pp 20005,134. SAX 
Flche 90-413,03/09/10.0310240012 


— 0310240010 Transcript of PK Vandoorn dapositien In Charlotte. NC re 
Contention 6 

VANDOORN. P K Duke Power Co 03/05/19 ISOpp 20905: 170 24X 

Ficht 50-413,93/09/10,8310240012 


— 831024002) Transcript of WR McAfee deposition In Charlotte. NC re 
Contention. 6 

MCAFEE. W ft Palmetto AlUance. 03/05/19 I20pp 20805 350 24X 

Fiche 50-413.83/00/10,0310240012 


— 0310240022 Transcript af Nt Hoop engardner deposition in Ch ar latte. NC r 
Contention 6 

HOOPENGARDNER Palmetto Alliance 93/05/19 47pg 20996*094 
24X Fiche 50-413.03/08/10.0310240012 
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— 831024-0024 Transcript pf NR Hoopluaarner deposition in Charlotte# IMC t c 
CoTitentiPn & 

HaOPINGrt/lNER, N Palmetto Alliance B3/0Sy20 I09pp 20836 142 
S4X Fiche 30-413. 83/09/10# 8310240012 


— 8310240030 Transcript of OE Vaughn deposition in Charlotte. NC re 
Contention 7 

VAUllHN. G E Duire Pouer Co B3/OS/20 4lpp 20086 231 24!< 

Flche 30-413. 83/00/ lO# B310240012 


— 8310240032 Transcript of JC Dryiant deposition In Charlott«*NC re 
Contentions h tx 7 

DRYANT.O C NRC - Np Detailed Affiliation Given 93/05/20 aOpv 
20086 292 24XFiche SO- 4 1 3# 03 /O0/ 10. 03 103400 1 2 


— B3i024003B Transcript of PK Vandoorn depaaltion in Char latte. NC re 
Contention 6. Vol IT 

VANODDRN. P K Duie Power Co G3/OS/30 I37pp 20887 011 24X 

PicKe 50-413# e3/08/10« B310240012 


— 0310240040 Transcript of 00 Addit deposition In Charlotte. NC re 
Contention 6 

ADDIS. 8 Q Duke Pniuer Co B3/06/27 12^PP 20007 139 24X 

Plche 50-413# 03/08/10# 0310 240012 


-~a3l0240043 Transcript of OH 8*11 deposition in CharlotterNC re 
Conttfitlon 6 

6ELL#0 H Duke Pouer Co 63/06/27 75pp 20867 269 24X 

Fiche 30-413. 63/00/10# 0310240012 


— Q31O240Q47 Transcript of JC Rogers deposition in Charlotte. NC re 
Contention 6 

ROGERS. J C Duke Payer Co 03/06/27 32pp 2OS07 346 24X 

Piche 50-413,03/00/10,8310240012 


— 8310240047 Transcript Of WO Henry deposition in CharlottCtNC re 
Contention 6 

KENRY^MQ Duke Pouer Co 63/06/20 133pp 20G88017 24X 

Fiche 50-413103/00/10.63 1 02400 1 2 


— G310240093 Transcript of DO Beam deposition in Charlotte^NC rc 
Contention 6 

BEAM#D 0 Duke Foyer Co 03/06/28 01 pp 20808 152 24X 

Plche 50-4 1 3 # 03/08/10# 03 102400 1 2 


—6310240095 Transcript of WO Henry deposition In ChOTlott*»NC re 
Conte-ntlon 6 

HENRY#M0 Duke Pouer Co 83/06/29 65pp 20088 2 3 5 24X 

Fiche 90-413,03/00/10,0310240012 


— 8310240056 Transcript of AE A1 lum 030629 deposition in Charlotte# riC te 
Contention 6 

ALLUM.A E Duke Pouir Co 83/06/ 2? n4pp 20880 300 24K 

Fiche 50-413,03/00/10.0310240012 


— 6310240057 Transcript of CR Balduin 030629 deposition in C har 1 otto* r«C 
re Cpntentlan 6 


BALDWIN.C R Duke Foyer Go 83/06/29 

Fiche 50-413.63/08/10.0310240012 

I91pp 

20889 052 

24X 

— 8310240-050 Transcript of JE Grogan dcposlikon in 

Char lotte, NC 

Ralatrd 

info end 

GROGAN, J E Duke Power Co 83/07/01 

Fiche 50-4 13i 63/08/10, 8310240012 

a7pp 

20009 241 

24 X 

— 631:0240099 Transcript of HH Seed ley deposition in 

Charlotte. NC re 

Contention 6 

BRADLEY, M H Duke Payer Co 83/07/07 

56p p 

20009 270 

24X 


Fiche 50-413.83/08/10,0310240042 


— 8310240060 Transcript of CN Alexander deposition In Charlotte, NC re 
Cantentfon 6 Related info end 

ALEXANDER rC N Duke Power Co G 3/07/07 llOpp 20669 327 24^ 

Flch* 50-413, 83/00/ 10» 0310240012 


— B310240061 Transcript of WS Let depasltlon In Char 1 otte* NC RtUted info 
enc J 

LEE.W 8 Duke Pouer Co 83/07/12 7app 20690 074 24 X 

Fic6e 50-413, 83/00/10. 8310240012 


— B310240062 Transcript of RA Morgan deposition in Charlotte. NC rt 
Cor tent /Oft 6 

HOROANfR A Duke Poyer Co 03/07/13 120pp 2089O 153 24X 

Fiche- 50-413, 83/00/10.0310240012 


— 0310340065 Transcript of BW Deaton deposition in Charlotte. NC r* 
Contention 6 

DEATON. B H Duke Power Co. 03/07/14 49pp 20090 274 24X 

rich* 50-413. 83/06/10.6310240012 


— 0310240068 Transcript of S Ledford deposittoh in Charlqtte#NC r* 
Contention 6 

LEDFORD, S Duke Poiuer Co 03/07/14 26pp 20B90 329 24X 

Fiche 50-413*83/08/10,8310240012 


— D310240073 Transcript of JC Shropshire deposition m Cti ar 1 o tto. NC ts 
C ontention 6 Related info end 

SHROPSHIRE, J C Duke Pouer Co 03/07/14 B9pp 20090 353 g4> 

Fiche 50-4 13.83/08/10, 0310240012 


— 8310240076 Transcript of L Bifford deposition in Charlotte, NC re 
Contentian 6 

SIFFORD.W L Duke Power Co 03/07/14 3Bpp 20891 003 24^ 

Fiche 50-413,03/00/10.0310240012 


0310240167 FOIA request for documents re tt Adler «</or Scorpio Music 
D 1 str 1 b utor s # In c documents re investigation concerning 

Thomas Jefferson. Univ Hasp DA Zanc 

JACOBSON# P J Jacobson, P J B3/06/06 NRC - No Detailed 
Affiliation Given 2pp 20091 303 


8310240171 Partial response to FOIA request far documents re M Adler »/ 
or Scorpio liuaic D1 stributor s# Inc t investigation concerning 
Thomas Jeffersen Univ Hosp DA Zane Forwards app documents 
Revieu of remaining documents incomplete 

FELTON, J M Division of Rules and Records 83/07/06 JACODSGN.P t 
Jacobson. P j 2pp 30091 305 


— 7906250181 Discusses !E insp of License 37-00140-06 on 701109 t 14 • 
foTuards notice of violation 

HCCLINTOCK.R O Region 1, Philadelphia, Office of the Director 
7B/12/1G SWEENEY, F Thomas Jefferson Hosp Ph i lade Iph ia. FA 
8pp 20071 319 


— 7906290SB9 Notice of violation from tnsp on 701109 & 14 None omp I jan:e 
noted coffee was drunk in labs. rad lopharms were injected w/o 
waterproof gloves syringe shields 6 Ofc of Radiation 
safety was not notified of spill 

e Region 1. Philadelphia, Offlee of the Diroctor 70/12/10 apr 
20091 321 


->-8310240173 Authoriies release of records to PJ Jacobson 

ADLER. M Affiliation Unknown B3/06/01 NRC - No Detailed 
Affiliation Given Ip 20091 307 


—031O24O175 Discusses statements made hy DA Zane# t ad iat ion tec hno logi i-t 
at Thomas Jefferson Univ Hosp, Ph i lade iph ia PA, detailing 
radioactive matl misuse b personnel abuses 
ADLGRjH Affiliation Unknown 70/07/20 HENDRIE, JM 
Commissioners 7pp 20091 300 


—8310240176 Ac k receipt of 780720 I tr Several issues raised require .ij'L 
analysis b further inquiry 

ASaTON. □ G Office of Inspector b Auditor 70/08/09 ADLER. 
Affiliation Unknown Ip 20891 317 


— 0310240181 Forwards 781004 memo re complaint concerning Thomas 
Jefferson Univ Hosp Basis for radiological cond i t ions# pe r 
M Adler 700720 Itr.uill be examined ig/o stated end W/draft 
field notes of IE Insp Rept 30-02941/70-02 
ALLAN. J M Region 1, Philadelphia. Office of the Director 
78/10/12 HIOOINBDTHAM. L Division of Fuel FaciUty b flatDfiali 
Safety Ip 20091 323 


— 831Q240185 Responds to 760720 Itr re general disregard for good 
radiological safety practice* at Thomas Jefferson Univ Hnsp 
Unannounced insp conducted on 701109 b 14 Noncompliance re 
failure to fallow safety procedures identified 
GRIER, 8 H NRC - Mo Detailed Affiliation Given 70/02/01 
ADLER. M Affiliation Unknown 2pp 20071 332 


8310240189 Responds- to FOIA request for copies of Itr* to Untv of 
Michigan following insps of broad license from 1900-82 
Forward* App A document* W/o enc 1 Documents also in PDR 
FELTON. J M Division of Rule* and Records 03/07/00 8AENGER, E U 
Univ of Cincinnati Medical Ctr , Cincinnati, OH 2pp 20907 165 


S3 10240 190 FOIA request for copies of Itrs to Univ of Michigan 
following inspc of broad license from 1980-02 

SAENOERiE L UnlV of Cincinnati Medical Ctr , Cincinnati, OK 
83/06/24 Division of Rule* and Records Ip 20907 167 


831024019L Final response to FOIA request for documents r« M Adler b/cr 
Bcorpio- Music Distributor* b investigation of Thomas 
Jefferson Univ Hasp b DA Zane Document released In 030706 
1 tr 

FELTON. J M DIvl*lon of Rules and Records 83/09/06 JACODaON. P ' 
Jacobson. P J Ip 20903 245 
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0310240192 rOJA r4?quottt 
BHOLLY, s C Union of 
Division oP RuIbO fli'ii 


Por four cotroDOrlcQ oP iiocumcnfc« 
('otic 01 nod Gclpnttiit'O B3/0A/0/ 
Roc or d 9 Ip 200U4 I 7U 


FELTON, J M 


0310240193 Rospondc to roiA voquoat for four cotogoiiOQ of docunutnt^ 
Foruards App A documonta icsponiilvo to Itotn^ 1 , 2 e« 3 
Records rP Iton 4 can he obtained fi om UCJL 

FELTON, J M Divlttion of rUtloo and Recorilu n'l/Of/Ol tJHOLLY.B 
Union of Concornod Sc lent iota ^■*pp i»on[J4 179 

-'0310240194 “Rept to Coffiini so I on# Review i|P NflC Rooctor h«ifegu4rilB 
Progra<7f ” 

CUMMINOQ, vl J Office of Inoppctoi & Auditor H3/04/30 I44pp 
0OBQ4 181 


—0310240217 Requfeat# rpiponsie to i%tue% ralaed bg J MorrL«o»i 830703 Itr 
cipretsing concerni w/manner In ubith Regional V & Qfc of 
InveitigAt Ion handled aJUgetiona of violation* at plant 
J Morrison 030703 Ur end 

Wep , Interior & Inavlar Affaifa S3/07/17 
r^LLADJNOi N ComfRUs. loners 4pp 20904 040 24X 

Flche 50-528. ej/09/CS, B310240197 


*.,u ux uw(.ui<iciiva in neg i on v rues un i cn appi 

to Young I* Bernabel FOIA-as-lAl request for documents re 
*;iu**®*‘°”* electrical problems Related matl end 

* Region 5* Office of Director 83/0570^ TDMS# V 
WC - No Detailed Affiliation -01 ven 3p p 30904 045 34X 

Ftche 50-920, 03/09 /oa> 0310240197 


— 3310240195 Qummarij of Q30910 meellno u7LA«L In I 06 Aloinos.Nh re TflAf/ 
N/ms review & integral Jon 

HAN, J T , AUDETTE. R NRC • NO Detailed Affiliation Given 
83/05/24 HARINO.O i> . CURTIB. Jl T NRC - No Detailed Affiliation 
Given 4pp 20004 325 


0310340196 FOIA request for ooo’icg lotorUe rolovanl lo ti/or generated 
Inconnec tion ui/NRC i nveot iga tions, Insp or repts on 
aliegations mode bg R Oondomon 8* W Royce re facilities 
BERNAQEIiL Oovornment Ac countob 1 1 1 ty Project 03/00/05 Office 
of Administration 2pp 20903 249 a4X F’icho 50-520, 03/ OD/05, 
0310240196 


D31D240197 Partial response to L Oornabot B30000 nil A request for 
agency records relevant to t/or gonorated In connection t>/ 
hiRC investigations, Insps or repts on ai)ogatlon« made by 
R Gunderson %> W Rogco Forwands App A dneuments 
FELTON, J M Division of Rules and KeLords 03/09/00 OARDE, R 
Government Accountnh 1 1 1 tg Project 4pp ;?0903 291 K4X 
FichB 50-528, 03/09/00, Q310P40197 


--8206000407 Comments on 0PO51 1 Ur re alloQationt of Improper 
electrical work Inquirg helng made 

DIRCKS.W J Office nf the Lxecutlve Director foi Operations 
02/05/26 NGQD0, T 0 Ar i i ona Public Bvrvico Co Ip 20904 128 
24X Ftche 90-520,03/09/00.0310^4019/ 


■8310240199 Requests asslslanco in duclaiinp worker allegations re 
problems at f ac 1 1 1 tg Various allegations bg workers re 
const, QA U (IC prablorns existing at plant dltcusiod 
MORRIGON, J R F*alo Verde Intervention Fund 02/J2/07 OARDE, D 
Oovernmeni Accountability Project 3j>p 30903 >132 24 K 

FlChe 50-920,83/09/08, 03102401 V/ 


— 8310240201 Submits list of plant electrician allegallans that author 
considers roadtly docutnontod w/o fui'ther invostigat l on Some 
items listed already documentoil in rougb form 
ECKHARDT, J H NRC - No lie tat I vd Affiliation Olven 02/12/17 

SHACKLETON, 0 NRC - No Detailed Affiliation Olven Ip 

20903 339 24X Ficbe 30-520, 03/09/00, 0310240197 


--0310240203 Robmits results from informal 030323 meeting re unrevlewrd 
affidavits from Oovi Accountability Project Rhackleton 
analyied Gunderson affidavit b will Idenllfg any now areas 
to Region V 

NARflVJT, P p Region 9, Offlcn of Dire c tor 03/03/20 
STCRNDGRO, D M , VQUNO, T , rinnCLLl,0 NRC - No Detailed 
Affiliation Oivon Ip 20903 336 24X Flcbs 90-9204 03/09/00, 

0310240197 


—8310240207 Discusses B Idol 03042/ telc-bn re terminations It crlmpllng 
tools Narbut allegation logs & related matls end 
NARBUT, P NRC - No Detailed Affiliation Olven 83/09/00 NRC - 
No Detailed Affiliation Given I6pp 20903 339 


0310240219 Forwards n Young & L Bernabel FOIA request for documents 
re allegations of R Gunderson U senior Bechtel manager FOIA 
time record form should be completed fr returned 
ORlMeLEY, D H NRC - No Detailed Affiliation (liven 03/03/31 
WILSON, V Office af Nuclear Reactor Regulation, Director 
SWeENCY, M Office of the General Counsel 2pp 20904 049 S4X 
rtche 50-320,93/09/004 0310240197 


0310240220 Requasts that documents be provided In attached FOIA Req.uest 
03-450 Documents required to be delivered to I Alexander by 
030017 Forwards FQIA Request 03-490 &, li*t of documents on 
BUbj Documents need not be duplicated 

NAROUT,P Regions. Office af Director 03/00/16 HARTIK, J, , 
BTERNBERO.D, VODMO. T NRC - No Detailed Affiliation Given 4pp 
20904 051 aqX Fithe 50-528,63/09/00,0310240197 


—6310240221 Forwards L Bernabei FQIA request for documents in connection 
w/NRC Investlgatlonsi insp repts or repts on al legatioTki mide 
by R Gunderson 1< H Royce re facilities List of questions for 
response to NL Toms requested by B30B16 

0niMBLEY,0 H NRC - No Detailed Affiliation Given 03/08/09. 

DROWN. N Office of the Secretary of the Commission. SWEENEY, N 
Office of the General Counsel 2pp 20904 OSS 34X 
riche 30-520,83/09/004 0310240197 


— D3102402S2 Notifies that spec lal, unannounced Lnsp scheduled at 
facility on 030404-08 Team consisting of author, A Johnson, J 
Burdoln.O FlqreUi It L Vor tf erbrueggen will examine facts 
surrounding as many allegations as possible during insp 
YOUNG, T Regions, Office of Director 63/03/31 STERNBERG, D 
NRC - No Detailed Affiliation Olveh Ip 20904 0S9 ftAX 
Flchfl 30-520,63/09/00,6310240197 


■6310240223 Discusses NRC Insp entrance interview conducted on 630615,10 
describe NRC planned insp activities Lists NRC Inspectors St 
areas of Investigation NRC will be primarily investigating 
allegations during visit Related matl end 

IDE.M E Arixona Public Service Co QAD 62 S 94 02/06/15 

nOEDELiJ- A Arliona Public Bervlci Co 4pp 20904 102 24X 

Pi Che 50-520, 63/09/00, 0310240197 


—03102402 2 7 Discusses status of special Insp re allegations, in response 
tg 030411 memo Lists Items not addressed Efforts will be 
concluded it pertinent repts Issued on listed items prior to 
030601 Relevant documents Issued «< received end 
MARTIN, J 8 Region 3, Office of Director 63/05/02 
CUNNINGHAM. 0 H Office of the Executive Lvpal Director 2pp 
20904 106 a4X Fiche 50-526,03/09/08,0310240197 


— 0310240236 Notlflts that author had no Involvement in Invest igetl on 
into allegations at facility, per Narbut 630616 memo No 
relevant documents re FOIA Request 83-450 In author 

passe ssion 

0OHN3ON, P NRC - No Data lied Affiliation Olven 03/06/18 
ALEXANDER,! NRC -No Detailed Affiliation Given Ip 20904 III 
a4X Fiche 30-520.03/09/00,0310240197 


—8310240209 Notifies of results of Dept of Labor compliance actions In 
U Royce vs Dochtgl Corp case Lists actions required to abate 
violation t. provide appropriate relief Right to appeal 
findings within 8 days of Itr recolpl perjnltlpd 
BREEN, J Labor, Dept of 02/12/20 BUTLER, 0 Dechtil Corp 
2pp 20903 362 


—6310240212 Forwards Dept of Labor 030324 Recommended Decision b Order 
of Administrative Law Judge lti W Royce vs PechtoL Corp ceie 
BUfLERiB D Dechtei Corp, 63/03/30 Odchtel Corp 12pp 

20904 001 a4X riche 50-520,03/09/00,0310240197 


—8310240215 Requests review of WlC serious mlsKandllng o# Investigation 
of worker allegations re deficiencies In electrical work b 
startup testing program at facilities, on bthflf of 
R Gunderson I, W Royce Related matl end 
BERNAOEI.L Oovernment Accountability Project 03/07/14 
PALLADINO, N , OILINSKY, V . AHSARNE.O Commissioners I9pp 
2O904 OlD aqx FJehe 50-520.03/09/00,631024019/ 


— B310240S39 Forwards documents re FOIA request for NRC Investigation, 
insps or repts en allegations made by R Gunderson & M Royc* 
concerning facilities Excerpt of Installation spec for cable 
splicing end. 

ALEXANDER, I Region 5, Office of Director 03/00/1? TOMS, M 

NRC - No Detailed Affiliation Given 9pp. SD904 112 24X 

Ftche 50-526,63/09/00,0310240197 


—8310240241 Notifies of receipt of T Woods 620511 Itr to NRC re 
allegations about safety et feclllties Requests to be 
advised of any action taken by NRC in subj matter 
RUDD, E House of Rep 02/05/19 PALLADINO# N J Comoii isioners 
ip 20904 129 24)( PI Che* 50-520,03/09/00, 0310240197 


— 8310240246 Act receipt of B20519 Itr to Chairman PaUadlno expressing 
concern re allfgatlons of Improper electrical work at 
facll Hies Region V initleted independent inquiry into 
matter le/ltgal easlstance, 

KAMMERER.C Office of Congressional Affairs 02/06/01 RODDcE 
House of Rep Ip 20904 fSO 24X Flcfie 50-520.93/09/00, 
031O24D197 
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— B3lOS40i391 Oi»cu»i«i iranikdiats «f ifectivenes « revieu) of facllitlcia rp 
anaifjftis of pfnding inip/iriv«»ti gation tteni Identified in 
Qfe of Inep it EDO rept» af 830329 & 29 Presume* SECY will 
eitend revioiii time fco eccammoitate Commission consideration 
AS8EU9TINE. g K C Qffvel « » I oner*. B3/04/O1 PALtADlWO 
Commissioner* Ip 20904 1 31 24X Fie he SO- 928. 63/09/ OSr 

83102401 97 


6310540233 FOIA re<lu«4^ fot three iistad documents to be placed in PDR 
PEOROixJ NUS Cnrp. 00-18-03-018 03/06/06 Division of Rules 

ani) Records Ip 20091 224 


B310540234 Further response to FOIA request for uinnlnp technical 
proposals under RFP R 8 -OR 11-63-452 resulting in multiple 
awari task order Contracts NRC-3 3 -03-4 32-01 through 07 
Forwards App D document Add) records undergoing revleu 
FELTON I si M Division of Rules and Records 63/07/08 PAUL«L K 

Affiliation Unknown 2pp 20907 i6B 


— 6310240230 ^'Multiple Award Task Order Contract for A5P Development, 
technical proposal 

* ftehob Oroup> Inc R8-0RM-63-452 62/07/14 96pp 20907.171 


8310240235 Responds to FOIA request for three documents to be placed in 
PDR.Feruards documents listed in app 

FELTON. J N Division of Rules and Records 63/07/11 PEDRO. J NUS 
Carp 2pp 20B91 225 


—8011090236 Notification of 000903 meeting u/QE In BethesdatHO to 
discuss proposed QWR feedwater norile leakage detection sgs 
SNAIDER-R F. 8\|steniatic Evaluation Program Branch 60/0B/14 
KNICL. K Oarer ic Issues Branch Ip S0B91 226 


— 8011190749 Summary of 000903 meeting ui/OE to discuss draft NEDE-24365-P 
ipropr ietary ) re proposed feedwater nozzle eurvei llance 
Instrumentation syi List of attendees end 

SNAIDER.R P. generic Issues Branch 00/09/13 KNIEL. K Generic 
re sues Branch 3pp 20591 229 


— SI02260C10 Summary of 901217 meeting w/iitil# t< vendors In BethesdatMD 
re Inclusion of I ineer elestlc fracture /mechanics in 
resolution of potentlel for low fracture toughness tc 
lamellar tearing on component supports 

SNAIDER. R generic Issues Brench 80/12/30 KMIEL. K Generic 
Issues Branch 6pp 20991 233 


8310240837 Responds to FDIA request for RFF R9-ORM-B3-30t> fc 
5CCY-S3-I37 Torwerds RFF i* related Info SECT underfloing 
review for disclosure determlnetl on, RFP alio eveilable In 
PDR 

FELTON. J M, Division of Rules and Records. 93/07/06 ORABER^L 
NUS Corp Ip 2091s; 253 


—6305130302 Foruierds RFP R0-ORH-03-5OO. "Const Anelyfes of Proposed 
Changes In NHC Requirements " 

RATTIA. N-J Administrative Contracts Branch B3/03/16 
Affiliation Unknown 6pp 20915255 


'83051D0304 REP ft8-PRM-83-500j “Cost Analyses of Proposad Changes in NftC 
Requiraments " 

e Division of Contracts 93/03/16 SSpp 20915 261 


— 9305130306 ''Regulator y Analysis Guidelines of NRC 

# WRC - No Detailed Affiliation given 98/12/13 160pp 

20916 001 


9310240279 FOlA request for Online Computer Sys. Ini. bid proposal for 
Contract RB-ORM-03''4 54. "Automated Library Sys " Expresses 
reservation* & concerns re propriety of decision to award 
contract to Online Computer Hys. Jnc 

DICK.R S Avatar Systems, Inc 03/05/13 COLEMArJ. R NRC - No 
Datalled Affiliation Given Ip 20908 011 


8310240281 Responds to FOIA request for successful proposal under RFP 
RB-OflM-63-454 Confirms 030527 telcon agraBmont to accept 
nonpropriotary version of proposal > exclud i ng cost proposal 
entirely Forwards document Document also available in PDR 
FELTON.^ M Division of Rules and Records 03/07/11 DICK.R S 
Avatar Systems. Inc Ip 20908 012 


— 83)0240286 “Automated Library Sys at NRC Using Integrated Library Sys 
(TLB)." proposal in response to RFP RB-DRN-03-454 
Proprietary info 6 cost proposal withheld 
e Online Computer Systems. Inc B3/O1/10 Division of 
Technical Information 8c Document Control qOpp 20900 Oia 


831024031S Responds to FOIA request for FOIA requests received during 
past 4 inonths from journal i sts. televis ion. rad io news, 
neidspaper >< magazine reporters Forwards documents listed in 
app W/o end 

FELTON. J M Division of Rules an4 Records 03/10/11 KOLI.E, 
Cable New* Network. Inc 2pp 20907 159 


0310240315 FOIA request for FOIA requests received during past 4 months 
from journal Ists. television, radi o news, newspaper h magazine 
r eparters.. 

KOLliE Cable News Network. Inc 03/09/29 NRC - No Detailed 
Affiliation Given Ip 20907 161 


0310240320 Addl response to FOIA request for documents re Tech Spec 
problem* applicable to RC9 leakage determinations In PNRs 
Forwards App A documents Documents also available in PDR 
FELTON. J M Division of Rules and Records 83/07/14 VQIOT. H H 
LeBoeuf* Lamb. Lelby HacRae 2pp 20907 036 24X 

Flche 50-349. 63/07/14. B310S40320 


— 80100107B6 Trip rept for site visit re development of portable 
calculator for RGB leak rates for PWRs Forwards programs for 
TI 59 U HP 41C calculators used duzing visit to compute leak 
rate 

MQODRUFF. D C Division of Reactor Operations Inspections 
80/09/14 JORDAN. E L Division of Reactor Operations Inspection* 
27pp 20907 039 24X Flche 50-349.03/07/14.0310240320 


6310250002 Responds to FOIA request for distribution list used for 
mailing NUREO-0737 (Suppl i). “Control Room Design Reviews “ 
Forwards list U/o end 

FELTON. J M Division of Rules and Record* 83/07/14 DEBPR. J 
aiotechnutog y. Inc ip 20900 337 


0310250007 FOIA request for distribution list used for mailing NUflEO- 
0737 ISuppI 1), "Control Room Design Review* " info received 
wilt be used to support utll conference on NllRCO-0737 
DEBOR.J ntotechnology. Inc 83/07/05 Division of Rules and 
Records ip 20908 330 


0310250009 Responds to appeal re denial of FOIA request for SECV-8S-38B 
"Ni thdr awa ) of Medical Hi sadninstration Reporting 
Retnilrement* “ Forwards Attachments 2.3.4 5 Attachment* 1. 

6j 7 h two page analysis withheld trof FOIA Exemption 5) 

CHILK* B J Office of the Secretary of the Commission 83/07/01 
ERN9 TTHALjH L Society of Nuclear Medicine 3pp 20916 231 


— 8310250014 Discusses 620100 meeting w/J Halprin of FDA re 
mliadmlnl »tratlan reporting rules FDA comparable rules 
llstad Rules have little relevance to mi sadmin I strati on FDA 
does not plan to engage in reporting 

CUNNINGHAM. R E Division of Fuel Cycle It Material Safety 
02/01/15 Division of Fuel Cycle b Material Safety Ip 
20916' 253 


— 8310230017 Summary of BlOBll preliminary meeting w/Joint Commission 
on Acer editatlon of Hosps Meeting attendees, purpose, program 
ecopa.mo-de of operation, info on misadmini str ations t< 
cancluelon* provided 

RaCHE-FARMER.L NRC - No Detailed Affiliation Given 01/00/10 
NRC ■- No Detailed Affiliation Given 2pp S0916 234 


—6310230019 Summary of 010006 meeting w/S Kidder, Dept of Health It 
Human 0VC* Meeting purpose. program scope. mode of 
operation 6 conclusions provided 

ROC HE -FARMER, L NRC - No Detailed Affiliation Given 01/08/20. 

NRC •- No Detailed Affiliation Given 2pp 20916 255 
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— 8310250024 Notification of 020119 /meeting uj/Joint Commission on 
Accreditation of Hosps IJCAH) to determine feosifailitv 
of JCAH taking over day-to-day operations of 
Biisadminstration reporting requlf ements 

ftOCKEj L A Uranium Fuel Licensing Branch 02/01/23 Uranium 

Fuel Licensing Branch Ip 2091i 257 


-- -9 3^0250025 Summary of meeting on petitions for rulemaking oh 
nl sadmi nstration rule by Americar) College pf Rad lolcg y<- SNM 
E< American Soc of Therapeutic Radiologists Meeting agenda & 
list dF attendees provided 

naCUE-FARMER, L NRC No Detailed Affiliation Given 6 1/09/11 
NftC - No Detailed Affiliation Given Ip 2091& 358 


Q3102SOQ14 Discusses 920108 meeting ui/J Halprin of FDA re 

jpi&ad mi ri i s trati Oh reporting rules FDA comparable rules 
llstnd Rules have little relevance to mi sadminlstra t ion FDA 
does not plan to engage in reporting 

CUNNINGHAM. R E Division of Fuel Cycle h Material Safety 
82/01/15 Division of Fuel Cycle h rtaterlal Safety Ip 

307^6 253 


--03JO2SOO17 Summary of 610011 prellttiinary meeting tir/Joint Commission 
on Accreditation of Hasps Meeting attendee Sf purpose, program 
scope « mode of op eratlon. in f o on misadmlnistratlons U 
conclusians provided 

ROCHF-FARMER. L NRC - No Detailed Affiliation Given 61/00/16 
NRC - No Detailed Affiliation Given 2pp 209J6 254 


— 8310350019 Summary of B10806 meeting ui/S Kidder, Dept of Health & 
Human Sves Meeting purposBj program scope, mode of 
operation & conclusions provided 

ROCHE-FARMER. L NRC - No Detailed Affiliation Given 01/09/26 
NRC - No Detailed Affiliation Given 2pp 20916 35S 


'’-03 1-02 50 024 Notification of 620119 meeting u/Jolnt Cammissinn on 
Accreditation of Mosps iJCAHl to determine feasibility 
of JCAH toking over day-to-day operations of 
misadmlns tration reporting requirements 

ftflCtlE, L A Uranium Fuol Licensing Branch 02/01/23 Uranium 

Fuel Licensing Branch Ip 20916 257 


— 9350250025 Summary of meeting on petitions for rolomaking on 
ni sadtnins tration rule by American College of Radi ol og y. 6NM 
|( American Soc of Therapeutic Radiologists Meeting agenda & 
list of attendees provided 

ROCHE -FARMER. L NRC - No Detailed Affiliation Given 61/09/11 
NRC - No Detailed Affiliation Given Ip 20916 256 


631025OOS6 FQIA request for SECY-B3-Q30/ "TMI-Related Requirements at 
Operating Reactors.'^ to be placed in PDR 

BUCKLES* R Nua Corp CO-IS-03-069 03/06/34 Division of Rules 

and Records ip 20916 i77 


0310230026 Responds to FOIA request for SECY-6a-030, ''TMI-Related 
R squiretnehte at Operating Reactors." be placed In FDR 
Faruards requested document Document also available in 
fUR 

FELTON* J h Division of Rules and Records 03/07/15 BUCKLES, R 
HUS Corp Ip 20916 176 


—031 0250030 SEC V-83-030 

Advises of NRR plan to take licensing action on TMI actlan 
plan requirements specified in NUREO-0737 scheduled for 
implementation after 610630 

OIRCKSp N J Office of the Executive Director for Operations 
63/01/21 31pp 20916 179 


6310250031 FOIA request for A Sxukleujici 820809 ic 030114 memos to 
K Kniel* Summarliing NRC 820728 ft 1229-30 meetings u/EGt(G re 
Uhrasolved Safety Issue A-q?. to be placed in PDR 

BJCKLESiR NUB Ctirp CD- 16-83- 1 00 03/06/ 30 Division of Rules 

and Records Ip 2070B 201 


6310250032 Responds to FOIA request that A Siukieuiica 020609 h 6301M 
memas to K Kniel. sutnmar i z Ing NRC 820726 & IS 29-30 meetings 
w/EG&G re Unresolved Safety Issue A-47, be placed in PDR 
Feruard s documents 

FELTON* J M Division of Rules and Records B3/07/15 BUCKLEB.R 
NUS Corp Ip 20908 262. 


— 6206240121 Summary of 620726 meeting i4/EG<.G. ID in aethesdathO re 
Unresolved Safety Issue A-47. ’’Safety Implications of 
Control Sys " Modeling of control sys to begin in Aug 1982 
V/o handouts 

BZUKieWKZ.A J Generic Issues Branch 62/00/09 KNEft* K 
Genaric Issues Branch 35pp 80908 2GQ 


—8301850200 Summary of B21229 *. 30 meetings lu/EG&G In Idaho Falls, ID re 
status & progress off Browns Ferry plant review 6 progress 
on Unresolved Safety Issue A-47 concerning safety 
implications of control sys Agenda L attendance list encl 
SZUKIEWICZ.A Generic I ssoe s Dranc h 63/01/14 KNIEL. K Oanerlc 
Issues Branch 5pp 2090B 2B3 


0310250673 Appeals denial of FQIA request for SECV-e2-3Ba. "Hi thdraua I 
of Medical Misadministratlon Reporting Requirements '* 

ERNBTTMAL.H L Society of Nuclear Medicine 03/03/06 Office of 

the Eiecutlve Director for Operations Ip 20916 234 


B3102600DS Addl response to FOIA request for 17 categories of records 
Foruarda documents listed in Apps D.C 6 D Info re 
fraudulent practices of Ray Hiller. Inc available In PDR 
FELTON, JM Division of Rules and Records 63/06/23 CLEWETT.J 
Public Citlien Litigation Group iSpp 20290 001 24X 

Flche 50-000.03/06/23,0310260006 


— 0207260091 Discusses licensee Mar 1992 testing fc evaluations of steam 
extraction line elfaou which ruptured on B20626*ln response 
to 620709 request for addl steaffl, line break info 

EISENHUT.DO Division of Licensing 02/07/14 REMM. T A Office 
of the Executive Director for Operations 2pp 20920 030 . 24X 
Flche 50-000, 83/06/23. 0310260000 


—6311020311 Sumimarg of operating reactor events 820929 meeting. 
Vleiugrapbs end 

HIRAOLIA, F j Assistant Director for Safetg Assessment 62/10/05 
EISENHUT, Rfl Division of Licensing 4pp 20921 099. 


—D2l 1040474 Forwards summary of 621013 operating reactor event meeting 
to brief ofc director.dlv directors it representatives on 
current events 

MtRAOLIA, F j Assistant Director for Safely Assessment. 82/10/21 
EISENHUT.D G Division of Licensing 5pp 20931 103 


— D212130174 Summary of Operating Reactor Events 621124 meeting re BWR 
pipe crack indications b. various events 

HIRAOLEA.P J Assistant Director for Safety Assessment 82/12/01 
CIEENHUT. D 0 Division of Licensing app 20921 114 


—0304010047 Forwards list of rankings of nuclear pouir plants u/respset 
in population within 10 & SO miles, in response to Senator 
Simpson 630317 1 tr 

VDLLHERiR H Division of Englnearlng B3/03/23 FUNCHEB, J 
Planning I* Program Analysis Staff 6pp 20721 156 


— 0310260027 Forwards initial info re 630620 steamllne brtak event at 
facility. per 630702 telcon request Review of licensee 
actions continuing 

MARTIN.R 0 Region 2. Office of Director 63/07/07 REHM. T A 
Office of the Executive Director for Operations 5pp S0920 022 
24X Flche 50-000.03/06/23.8310260000 


— 0310260031 Forwards ’’Rapt on Effects of Lightning on Nuclear Power 
Station 6ys*" in response to question of frequency of 
lightning on nuclear power plants 

RYDER»C ACRE - Advisory Committee on Reactor Bafeguardi 
62/12/09 RAY.J ACRB - Advisory Committee on Reactor Safeguards 
Ip 20980 032 


—6310260034 "Rept on Effects of Liphtnlng on Nuclear Power Station Sys 
RYOERfC P ACRB " Advisory Committee on Reactor Bafeguards 
62/12/31 IBpp 20920 033 


— 6310260037 Forwards "Rept Oh Comparison of BALP Evaluations autage 
Rates of Nuclear Power Plants " 

RYDER. C ACRB - Advisory Corwvlttee on Reactor Safeguards 
82/11/19 MOELLER, D ACRS - Advisory Committee on Reactor 
Safeguards ip 20920 317 


— 83I026004I "Rapt on Comparison on BALP Evaluations Outage Rates of 
Nuclear Power Plants ** 

RYDER. C ACRS - Advisory Conwilttee on Reactor Eafeguards 
82/11/30 5pp 20920 316 


— 8310260049 Forwards "Power Outages at Commercial Nuclear Power Reactors 
During 1976 - 1979 ” 

RYDER. C ACRB Advisory Committee on Reactor Safeguards 
63/03/29 MOELLER. D ACRB - Advisory Committee on Reactor 
Safeguards Ip 20920 323 


— B3102600SD "Power Outages at Commercial Nuclear Power Reactors During 
1976 - 1979 •’ 

RYDER. C ACRS - Advisory Committee on Reactor Safeguards 
63/03/29 23pp 209 20 > 324 
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--fl3loaii0O53 Sumfl»ary of 020132 operating reactor events meoting Me»t 
f.ch«dulei5 ^or 620203 Meeting attend ees« events 
diicusted significant event elements «nc 1 

LAlNAB.O C As&iitant Director for Operating Reactors 02/01/29 
EI9ENHLPT«D O Division of Licensing I3pp 20920 347 


— 9310260059 Sumtnarij of 020211 operating reactor events nretlng Noit 
meeting scheduled for QS0224 Meeting attendees. events 
discussed £< significant event elements enc I 

LMNA0, 0 C Assistant Director for Operating Reactors 82/02/23 
EZSENMUr. 0 Q Division of Licensing llpp 20920 360 


— 6310260061 Bujnmarg of 620303 pperating reactor events meeting Next 
pieeting scheduled for B20310 Meeting attendees . events 
discussed & significant event elements encl 

LAINASrO C Assistant Director for Operating Reactors 82/03/00 
EISENHUT^D 0. Oivisloh of Licensing 6 pp 20921 009 


— B31026Q066 Summary of 820317 operating reactor events meeting Next 
netting scheduled for 6S0324 Meeting attendees) events 
discussed it significant event elements end 

LAINASt G C Assistant Director for Operating Reactors 92/03/22 
ElfiENHOTi D 0 Division of Licensing 4pp 2092L0J7 


— 931D26006? Summarg of B20331 operating reactor events meeting Next 
flisetitig scheduled for 820407 Meeting at tende esx events U 
signlficent event elements end 

LAlNABiO C Assistant Director for Operating Raactors 62/04/09 
ElSENhiJTiD G Division of Licensing llpp 20921 021 


— 03102600-71 Su^Afliarg of 620421 operating reactor events meeting Next 
meeting scheduled for 02O4S8 Meeting attendees* events 
discussed ti significant event elements end 

LAlNA 9 i 0 C Assistant Director for Operating Reactors 82/04/26 
ElSENHUTrD 0 Division of Licensing lOpp 20921*032 


— 8310260079 Summary of 820905 oparatlng reactor events meeting Next 
meeting scheduled far 620519 Meeting attcndies* events 
discussed t< significant event elements end 

LAiNAQ*0 C Assistant Director for Operating Reactors 82/09/1-4 
EISENH0T)D 0 Division of Licensing 9pp 20921 048 


— B31D26OO70 Summary of 850927 operating reactor events meeting Next 
netting scheduled for 620609 Meeting attend# es< events 
discussed 6 significant event elements end, 

LAINA 84 -O C Assistant Director for Operating Reactors 92/06/03 
ElEENHUr. D G Olvlsiun of Licensing Bpp 20921 051 


‘‘*'6310260060 Summary of B206I6 operating reactor events meeting Next 
meeting scheduled for 820623 Meeting attendees* events 
Jlici/iied 6 elgftl Alcanfr event elements end 

LAINA 61 0 C Assistant Director for Operating Rsactari 62/06/24 
ElEENHUTrO 0 Division of Licensing 9pp 20921 OS? 


— 0310260005 Summary Of B20707 operating reactor events meetl-ng Next 
meeting scheduled for 820721 Meeting attend lesr events 
illscussed 6 sig-nlflcant event elements end 

LAlNASi 0 C Asslsta-nt Director for operating Reactor* 92/07/14 
ElSENHUTrD Q Division of Licensing 7pp 20921 068 


--8310260089 Summary of B20611 operating reactor events meeting Nest 
meeting scheduled for 62-0829 Meeting attendees, events 
discussed 6 significant event elements end 
IPPQLlTOi T- A Assistant Director for Operating Reactors 
62/00/24 EISENHUr. D 0 Division of Licensing 12pp. 20951 08? 


— 8310260086 Summary of 820919 -operating reactor events meeting Meeting 
attend ■ ei. evrtits discussed 6 significant event eienjents 
encl, 

MlRAOUIAxF J Assistant Director for Operating Reactors 
62/09/21. EISENHUT.D G DivlsloTi of Licensing 9pp. 20921 094 


— 031O26OOQ9 Summary of 021027 operating reactor events meeting Meeting 
attendees U evants briefing end 

MIRAOLIAj -P. J Assistant Director far Operating Eeactors 
02/1D/27, EISEN-HOT. D 0 division of Llce-ntlng 6 pp 20921 lOB 


— 8310260091 Summary of B21S16 operating reactor events meeting Meeting 
attendees b events briefing end 

HIRAOLIA) F d. Assistant Director for Operating Reactors, 

62/12/20 ElSCNHUTrD 0 Division of Licensing 6 pp. 20921 123 


0310260092 Summary of 830113 operating reactor events meeting Meetirin 
attendees 6 events briefing end 

HlRAOLlArF.d Assistant Director for Operating Reactor* 

63/01/13 EISENHUTjD 0. Division of Licensing 7pp 20921 129 


— 0310260096 Describes facility 821503 flood 6 corrective actions takt>-n 
Chronology of events enc 1 . Inc ludlng notification of event 6 
procedure for briefing commissioner 

PEHKIN5.K E NHC - No Detailed Affiliation Given B3/06/0a 
DEVDUNQt R C Director's Office. Office of Inspection and 

Enforcement Hpp 20921 136 24X Fiche 50-0 10< B3/06/23. 

8310260006 


— B3L0260103 "Revieu Procedure for Routine Insp. Dperat lonal Data b LEP a '* 
» Office of Nuclear Material Safety 6 5a f eguards. Dir ect or 
B3/06/23 9pp 20921 147 


6310260016 FOIA request for matl re Ohmart Corp on i* offsite 
radiation-related incidents 

CARPENTER, r Cincinnati Alliance for Responsible Energy 03/03/18 
Region 3> Office of Director Ip 20927 001 


831026001? Responds to FOIA request for matl re Ohmart Corp on b 
offsite radiation-related incidents Foruards App A 
documents App D documents partially withheld (ref FOIA 
Exemptions 667) 

FELTON. U H Division of Rules and Records 03/07/15 CARPENTER. T 
Cincinnati Alliance for Responsible Energy lOpp 20927 002 


-‘-8202530210 Informs that on 820l8li 100 mCi Cs-137 scaled source capsule 
received from 3M company showing 0 01 microcurle of 
removable contamination Capsule removed 6 returned to 3M 
Orglnal container decontamlnoted 

COPK.H L Ohmart Corp 82/02/12 Region 3. Office of Diroctoi 
Ip 20927 359 


— B310260021 Discusses 650614 teUon W/C Stearns re Ohmart gauge owned ty 
DuFont License 07-00455-15 not restricted from installing 
Ohmart gauges License permits use of matl throughout US 
except in Agreement States 

ALLAN. J M Atomic Energy Commission 65/06/14 Atomic Cnergu 
Commission Ip 20927 012 


— 6310260023 Forwards 65061 1 telegram reporting 650608 Cs-137 
contamination Region Ifl investigation concluded occurence 
not reportable per 10CFR20 

ALLAN. -J M Atomic Energy Commission 65/06/14 ROEDERiJ R 
Atomic Energy Commission Ip 2092? 013 


—0310260025 Telecopy Itr informing of 65060S release of 100 uCl Cs-187 
Cleanup complete 

COOK.H L Ohmart Corp 65/06/11 ALLAN. J Atomic Energy 
Commission tp 20927 014 


--9310260026 Insp Findings L Licensee Ac k did 620117 of License 
34-00639-01 Insp findings rooms L areas not properly posted 
to Indicate presence of radioactive matl 

OPARKAr E J Atomic Energy Commission 62/01/17 Ip 50927 0S5 


— B3I0260028 Forwards telegram confirming telcon ropt of contamination 
incident at Ohmart Corp W/o end 

BOEDER* •/ R Atomic Energy Commission 65/06/17 PAGE. R 0> 

Atomic Energy Commission Ip 20927 016 


— C310260030 Discusses telcon w/T Brocliett re Taylor Chain Co insp re^t 
which Region III requested enforcement oction be delayed 
& investigation of illegal shipments from Ohmart 
DAVIS* G Atomic Energy Commission 62/11/30 Atomic Energy 
Commission Ip 20?27 017 


—8310260032 Comments on 650623 telcon w/L Cook to Inform that 650606 
Cs -137 contamination incident was not considered reportable. 
Requested whole body count to be supplied. 

FOSTER. D L Atomic Energy Commission 65/06/23 Atomic Energy 
Cammisston Ip 20927 016 


--'B310260033 Discusses inquiry into possible unauthorixed posaesslon of 
ItOQO mCi 3r-90 in beta gauge 

KlRKMAN.R W Atomic Energy Commission 63/06/26 RADCLOFF. U A 
Atomic Energy Commission 0pp 20927 019 


—0310260035 Discusses telcon w/RO Cavanaugh re 630805 S< 23 
Investigations of License 34-00639-Oi 

RADELOFF.W A Atomic Energy Commission 63/09/06 Atomic 
Energy Commission Ip 20927 027 


'■'“03 1 0260030 Comments on 650702 telcon w/J Roeder re request that Ohmart 
Corp submit rept on recent Cs-137 contamination Incident 
not considered reportable Ohmart will submit rept per 
Condition 17 of license 

ALLAMi-JM Atomic Energy Commission 65/07/02 Atomic Ena-rou 
Commission ip 20927 020 
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--B3102A0040 Discuss®* tolcon w/RG Ciivonfiugh ro investigation of LlcePisc 
34-00&39'Ql 

RADELOFF* W A Atomic Energy CommlBSion 63/00/2B Atomic 
Energy Commission Ip 20927 039 


—93103600^3 Confirms that NRC uiU not correspond Uj/Ohmart Corp ro 
650610 investigation concerning damaged 50 mCl Ctt-137 sealed 
source as enforcement action inappropriate No noncomp I i «nc e 
f aurid 

handler I R Atomic Energy Commission 65/07/20 Atomic Energy 
Cominissian Ip 20927 030 


a3102600'14 Discusses telcon UJ/WQ Millor ro location of Pi^e record of 

1959 meeting w/Ohmart,JR Mason-Miller & others Ohmart claims 
to have been told to operate w/byprod uc t matl-contained 
gauges 

RADELOFFi H A Atomic Energy COmirilsslon 63/0Q/26 Atomic 
Energy Commission Ip 20927 031 


B3I0260047 Discusses telcon ui/RO Cavanaugh re investigation of Ohmai t 

Corp 

RADELOFF, W A Atomic Energy Commission 63/00/0/ Atomic 
Energy Commission Ip 20927 032 


— 0310360048 Ack receipt of 690719 Itr informing of Ca-I37 source 
rupture 

PAGE, ft Q Atomic Energy Commission 69/07/20 COOK. M L Ohmar*- 
Corp Ip 20927 033 


— 83)0260091 Discusses telcon w/W Korr re LfcR definition off developing, 
testing. distribution h demonstrating at Ohmart Corp 
Permission to rent byproduct motl contained gauges to 
customers questioned 

RADELQFFiUA Atomic Energy Commission 63/0//17 Atomic 
Energy Commission ip 2092/ 034 


«-53l036009& Foruiards telegram from Region 111 re personnel eiposure 
under License 34-00639-01 W/o end 

MILLER. M R Atomic Energy Commlssioii 69/11/12 F‘AOE, R 0 
Atonic Energy Commission Ip 20927 039 


— 8310260055 Discusses telcon u/RO Cavanaugh re issuance of License 
34-00639-01 concerning rental of byproduct matl contained in 
gauges 

RADELOrF, W A Atomic Energy Commission 63/07/17 Atomic 
Energy Commission ip 20927 036 


--831036Q056 Comment* on 660426 Itr from Ohmart Corp reporting 
ovareeposur® of employee Region 111 tuill investigate matter 
during next insp 

ALLANiJ II Atomic Energy Commission 66/04/20 Atomic Energy 
Commission Ip 20927 037 


--8310260059 Discusses telcon u/RO Cavanaugh re status of Region I 
investigation concerning Ohmart Corp transfer of i«000 mCl 
Sr-90 beta gauge to AVCO Corp 

RADELOFFiW A Atomic Energy Commission 63/07/17 Atomic 
Energy Commission ip 20927 038 


— B310360062 Forwards 630626 memos from Region I w/rosulti of 
investigation at Ohmart Corp 6 requests addl investigation 
W/o encl 

DUDJN^KIiL Atomic Energy Commission 63/07/09 PRICE»E R 
Atomic Energy Commission ip 20927 039 


— 0310260065 Ack receipt of 661027 Itr reporting overeipoture of imployee 
to radiation 

PRICE. E n Atomic Energy Commission 66/il/09 KINQ«J H Ohmart 
Corp tp 20927 040 


--S310260067 Requests NRC withdrawal of matl attached to 630903 Itr 
addressed to R Cunningham Matters clarified U acceptable 
plan of action finalized at 631218 meeting in Dethesda»MD 
COOK. H L Ohmart Corp 63/12/31 PRICE. E R Atomic Energy 
Commission Ip 20927 041 


— B310260070 Comments on 661121 telcon w/D Or if fin to rapt stolen 90 uCl 
radium source in steel capsule on 6611IG Police notified 
NAPP.E T Atomic Energy Commission 66/11/21 Atomic Energy 
Commission Ip 20927 042 


—3310260073 AcK receipt of 631231 llr re 631818 meeting concerning 
authorization of installation of equipment containing 
byproduct matls only by employees off Qhmart Corp 

PRICE, E R Atomic Energy Commission 64/01/29 COOKj H L Ohmart 
Corp Epp a0937 043 


-8310260076 Comments on 661121 telcon w/J Psters-on re 05 uCl Sr-90, 
30 uCl radium 6 03 uCi C5-137 sources stolen from D Orlfffln 

car Hatter referred to police 

ALLAN,J M Atomic Energy Commission 66/11/23 Atomic Energy 

Commission 2pp 20937 043 


8310260077 Discusses 640626 telcon w/H Baldwin re lost Co-60 source at 
Ohmart Corp 

ALLAN. J M Atomic Energy Cownlssion 64/06/26 Atomic Energy 
Commission Ip 20927 047 


■0310860081 Informs of plan* to investigate lost 20 uCl Cd- 60 lourc* 
from License 34-00639-01 site 

ROY, G U Atomic Energy Commission 64/06/26 Atomic Energy 

Commission Ip 20927 048 


— 8310260084 Discusses 640626 telcon u/WA Radeloff re lost 20 uCi C>o-60 
source from Ohmart Corp Dump 6 city incinerator will be 
surveyed on 640626 

HlLLERtH R Atomic Energy Commission 64/06/29 Atomic Energy 

Commission Ip 20927 049 


— 8310260087 Comments on 670515 telcon u»/HL Cook re corrective steps 
taken concerning 670426 insp Portion of tag on gauge *i/ 
combination will attach to manual it packing slip 

FOSTER. D L Atomic Energy Commission 67/05/17 Atomic Energy 

Commission ip 20927 030 


— B310260090 Forwards 670413 Itr from United Kingdom Ministry of 
Transport describing 670233 release of radioactive matl* on 
SQ American Press Investigation of Involvement of Ohmart 
Corp requested 

DVftD, R K Transportation, Dept of 67/05/10 BECK,C K Atomic 
Energy Commission 5pp 20927 051 


—8310260093 Comments on 670919 telcon u/AJ Stevens to arrange joint 
investigation of compliance of Ohmart Co concerning break up 
of shipping containers during shipments to United Klngdonn 
FOSTER, D L Atomic Energy Commission 67/09/19 Atonic Energy 
Commission Ip 20927 056 


— 6310560095 Responds to 670510 'request for joint investigation of 
radioactive mat! packaging practices off Ohmart Corp 
Investigation planned for wk of 670609 

DECK, C K Atomic Energy Commission 67/05/25 BYRD*U K 
Transportation, Dept of ip 20927 057 


—8310260099 Forward* 640626 memo ra lost source at Ohmart Corp Rapt of 
640629 investigation In preparation 

RADELOFF, W A Atomic Energy Commission 64/07/06 Atomic 
Energy Commission Ip 20927 058 


—8310560100 Forwards Investigation rept rftd 640710 of Ohmart Corp, 
License 34-00639-01 H/o encl 

ALLANiJ M Atomic Energy Commission 64/07/24 ROEDER, J Atomic 
Energy Commissfon Ip 20927 061 


"0310260102 Submits matter to be reviewed during nett msf re high 
exposure during Fourth Quarter 1973. per 731229 Itr 
NORELlUa.C E Region 3, Chicago, Office of the Director 
74/02/04 Region 3, Chicago. Office of the Director Ip 
20927 089 


— 8310260105 Informs of loss off SO uCl Co-60 staled source on 640601 
Caused by inadvertently leaving source in storage box left 
w/trash collection Procedure for authorniTig discard of 
boxes changed 

CODK.H L Ohmart Corp 64/07/15 Atomic Energy Commission 
2pp 20927 062 


—8310260107 Notifies of employee overexposure to radiation based on 1973 
film badgr rept Overexposure occurred while handling variety 
off Cs-137 sealed sources. Employ ee reastigxieil jobs not 
handling radletlon sources Irffo deleted 

KINO. JH Ohmart Corp 73/12/29 Atomic Energy Commission. 

Directorate of Regulatory Operations 2pp 20927 090 


— B31026010B Discusses 640626 telcon w/HL Cook from Ohmart Corp reporting 
lost 20 uCl C<i-60 sealed source McCarthy U Baenger from 
Cincinnati Oeneral Hoep will attempt to locete source in 
city dump 6 incinerator. 

ROY, 0 U Atomic Energy Commission 64/06/26 Atomic Energy 
Comml salon 2pp 20927 059, 


— 031O26OUI Forwards 640724 memo re Investtgation rept dtd 640710 of 
Ohmart Corp $> 640715 Itr reporting lost source W/o *ncl 
ROEDER, R Atomic Energy Commission 64/07/31 FADE* R 9 
Atomic Energy Commisalon Ip. 20927 064 
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”-8310260113 Submits matter to be T*view-ed re rept of high PH<n badge 
□hmart 741031 Itr Info deleted 

N0RELlt;s. C e Region 3, Chicago. Office of the Director 
74/11/06 Region 3^ Chicago* Office of the Director 3pp 

30937 093 


— 8310260113 Discusses Insp of Licenses 34-00637-01 J< 34-00639-02 on 
640615*19 6 29 None omp 1 ian-c e noted bijpraduct mail sealed 
sources not leat tested at intervals of 6 months or less & 
lead container not properly labeled 

PRICE* E R Atomic Energy Corrtui s s 1 on 64/09/06 OHMART, P £ 
Qhmart Corp 3pp 20'927 065 


”•■8310260116 Advises of overeiposure of employee to radiation per Sept 
1974 film badge rppt Dverexposora occurred while handling 
variety of Cs-137 sealed sources Employe# reassigned to jobs 
not involving handling of radiation sources Info deleted 
KIN0*J H Ghmart Corp 74/10/21 Atomic Energy Coffimi ssl an* 

Directorate of Regulatory Operations ip 20927 094 


”-0310260117 Submits matter to be reviewed re high film badge exposure 
reported in Ohmart 730122 Itr 

NOflELIUS. C E Region 3 j Chicago* Office of the Director 
79/01/27 Region 3* Chicaga* Office of the Director Ip 

20737 079 


””03103601 20 Informs that 670317 memo route slip provided details re 
package failurs of several containers of radioactive matl 
enroute to United Kingdom from Ohmart Corp Region III til 11 
visit ahmart w/DQT on 670609* per Tequest 

PHILLIP* 0 A Atomic Energy Commisslan 67/06/01 Atomic Energy 

Commission Ip 20927 067 


— 8310S60121 Responds to 64DG06 Itr re noncompliance noted In Licenses 
34-00639-01 U 34-00639-02 Corrective actions admt nl strat ive 
procedure changes will be Initiated within 60 days 
CIHlKi H L Dhmart Corp 64/00/20 PRICE* E R Atomic Energy 
Commission Ip 20927 06B 


0310260124 Advises of employee overexposure to radiation based on Dec 
1974 film badge rept Overeapoiure occurred while handling 
variety of Cs-137 sealed sources Employee reassigned to jobs 
not involving rediaticn sources Info deleted 

KINO* J H Dhmart Corp 73/01/22 Atomic Energy Commits i on* 
Directorate of Regulatory Operations 2pp 20927 096 


•6310260123 Informs that no noncompliance noted during 670605 
inveiti gs tion at Dhmart Corp re failure of radioactive mail 
packaging during shipping Enforcement action inappropriate 
handler* R Atomic Energy Commission 67/06/30 Atomic Energy 
Commission ip 20727 069 


—8310260126 Act receipt of 640820 Itr Informing of corrective actions 
re matters described In 640806 notice concerning Licenses 
34”00639-0l & 34-00639-02 

PRlCEiER Atomic Energy Commission 64/0B/27 COOK* K L Ohmart 
Corp Ig 20757 070 


— B310260E27 Foruirds rept of investigation w/DDT re packaging of 
radioactive mstl lost at sea Matter coniidered closed 
DUBINBKI*L Atomic Energy Commission 67/07/06 BECK. C K 
Atomic Energy Co/nmltslon Ip 20727 071 


— 0310260120 Submits matter to he reviewed during neji t insp re high film 
badge exposure per Ohmart Corp 730430 Itr 

* Region 3* Chicago* Office of the Director 75/02/26 Region 
3i Chicago. Office of the Director Ip 20727 078 


— 0310260129 Requests reipcnst to 640027 Itr re corrective actions of 
matters described in 640006 notice concerning Licenses 
34-00 639”Oi 8. 34 ”0063 7-02 

PRICE. E R Atomic Energy Commission. 64/11/20 COOK* H L Ohmart 
Corp. Ip 20957 077 


— B3iO260l30 Comments on joint investigation of shipping damage to Ohmart 
radioactive matl package Inadequacy of cover-plate flange 
bolts indicates need far more substantive packaging design 
criteria 

BECK, C K Atomic Energy Commission 67/07/0B J9yRD*H K 
Transportation* Dept of Ip 20927 074 


— 8310260131 Ack receipt of 671127 Itr reporting exposure of individuals 
to ra tf 1 atl on, Admlnistratl ve change noted 

LOWrL D Atomic Energy Commission. 67/12/11 CCX)K* H. L Ohmart 
Corp. Ip 20927 079 


— 8310260132 Advises of employee overexposure to radiation based on ilfar 
1773 film badge rept Overexposure occurred while handling 
various Cs-137 sealed sources Employee reassigned to jobs 
not Involving radiation Info deleted 

KlhfO^sI H Ohmart Carp 73/04/30 Atomic Energy Commission* 
Directorate of Regulatory Operations 3pp 20927 099 


— 0310260133 Responds to 641125 request for followup rept on correcti^p 
actions per 640B06 notice Mipe test Interval sys data will 
be placed on addressograph plates 

CODK* H L Dhmart Corp 64/12/11 PRICE. E R Atomic Energy 
Commission 2pp 80727 OGO 


— 8310260135 Comments on 671213 telcon w/L Cook re 671127 Iti concerning 
10CFR20 103lb)(l> ^ (2) interpretations Ltr will be sent to 
Haah ington. DC for evaluation 

FOSTER. DL Atomic Energy Commission 67/18/15 Atomic Energy 
Commission ip 20927 076 


■8310260136 Advises that on 750630. emp 1 oy e e film badge recoT Ped 
overexposure to radiation Addl Info mill be forwarded when 
obta intd 

KELLY.O Ohmart Corp 79/06/30 LANERQAN* G T Region 3* 
Chicago. Office of the Director 5pp 20987 102 


— 8310260137 Ack receipt of 641211 Ur responding to NRC 640B27 8* 1129 
1 trs re fourth 6 final enforcement 

PRICE.EI? Atomic Energy Commission 64/12/17 COOK* H L Ohmart 
Corp Ip 20927 082 


— 6310260138 Advises of 681220 telcon w/E Giohol re discovery of Ohmart 
Corp label & radiation sign on street in Cine innati* DH oy 
691209 Person finding label sustained no radiation 
exposure 

ALLAN. J M Atomic Energy Commission 60/12/27 ROEDER. J R 
Atomic Energy Commission 2pp 20927 077 


— 8310260139 Comments on 7S0630 telcon w/CT Lonergan ro employee 
overexposure to rad lat i on. based on June 1975 film badge 
rept Film badge may be Invalid due to employee exposure to 
dentl i-rsys Info deleted 

LDNERGAN.O T Region 3. Chicago* Office of the Director 
75/06/30 Region 3* Chicago. Office of the Director Ip 
20927 112 


— 8310260140 Forwards 630609 telegram Prom Region III re 650600 
containment incident 

ROEDER.JR Atomic Energy Commission 65/06/11 PAGE* R 0 
Atomic Energy Commission Ip 20927 003 


—8310260145 Comments on 770223 telcon w/F Klein rs complaint from 
farmer Ohmart employee concerning incorrect training 
practices while working w/radiation sources Info deleted 
PHILLIP, 0 A Region 3* Chicago. Office of the Director 77/03/09 
Region 3* Ghicage, Office of the Director Spp 20727 107 


— 0310260144 Acit receipt of 770326 i» 0617 Itrs Informing NRC of «teps 
taken to correct noncompllance identified in 770511 ltr 
ROY. 0 U Division of Fuel Facility 6 Materials Safety 77/07/28 
COOK.H L Ohmart Corp Ip 20927 113 


—8310260146 Responds to 770511 ltr re calculated dose received by 
personnel from Oct 1976 - Mar 1977* tra Inlng program 8* source 
handling procedures Trainees will be subj to verbal exam 
COOK.H L Ohmart Corp 77/05/26 THDMPGON. D Office of 
Inspection h Enforcement. Office of the Director 3pp 20987 114 


—6310260149 Suppis 770414.0512 (t 26 Itrs re noncompllance cuncermlng 
handling unshielded sources & exposure of Individuals to 
radiation Info deleted 

COOK.H L Dhmart Corp 77/06/17 THOflPBON. D Office of 
Inspection 8* Enforcement. Office of the Director 24pp 
20927 117 


— 6310260153 Comments on 690326 telcon w/G Kelley re lost shipment of 
too mCi Pb”2lO source sent to Memorex Carp from Ohmart Corp 
Rept win be given to US Public Health Bve in Chicago i 
Cincinnati If TWA can not locate shipment 

ALLAN. J M Atomic Energy Commission 69/04/04 BOEDER * J ft 
Atomic Energy Commission 2pp 20927 072 


— 8310260135 Ack receipt of rept submitted per 10CFft20 405ireceiv«d on 
791203 

KEPPLER.J 0 Region 3* Chicago. Office of the Director 79/t2/2iff 
DIftLiNO. F N Ohmart Corp Ip 20927 142 


— 6310260137 Discusses 690626 Insp of License 34-00639-01 re leaking 0 i 
mCl Cs”137 source Removable contamination found when source 
teak tested on 690612 

ALLAN* J M Atomic Energy Commission 69/07/25 ROEDER* J ft 
Atuaiic Energy Commission ip 20927 0B4 


— 83I026015B Informs of 690429 receipt of sealed source w/removable 
contamination In excess of 005 vCi Vial cap 6 filter paper 
rep laced 

KELLY. G A Ohmart Corp 69/06/26 Atomic Energy Commission 
Ip 20727 063 
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— B31&260159 Advises that on 800220> per^onno t drilling through «teel 
nource housing inadvertently ruptured 100 mCi Cs-137 
radioactive source Caused by Improper procedure Personnel 
& area decontaminated new procedures developed 
DIRUINO.P N Ohmart Corp 80/03/20 KEPPLER.J <J Region 3, 
Office of Director I5pp 20927 160 


' — 83102601^31 Discusses 6B1120 memo re State of FU problems w/ unauthorl icd 
individuals installing generally licensed gauges distributed 
by OhmaTt Corp Ohmart not advising customers of requiremoTit 
tnfo delated 

ALLAN* J M Atomic Energy Commission 68/11/29 ROEDtR»J R 
Atomic Energy Commission 3pp 20927 177 


— 831i0260l62 Ac k receipt of 690626 Itr informing of leak test revealing 
presence af removable contamination on Cs-137 source 
RDEDER* J R Atomic Energy Commission 69/07/09 iiELUV*0 A 
Ohmart Corp Ip 20927 006 


--B310260163 Responds to 721006 Itr re items of noncompliance noted Sit 
720913-14 irsp Corrective actions addl safes obtained for 
storage of sealed sources 6 leal( test forms issued to 
supervisors responsible for leak tests 

KELLY. C A Ohmart Corp 72/10/23 CRIER, D \i Region 3, Chicago 
Office of the Director 2pp 30927 007 


--9310260164 Informs of RF Warnlck 000221 telcon w/i ndiv i dua 1 oipreasing 
concei'ti re friend employed by Dhmart Corp Friend drilled 
Into radioactive source ^ was c ontaminated tTifa deleted 
PHILLIP. O A Region 3, Office of Director 80/03/07 Region 3. 

Office of Director Ip 20927 180 


— B31026016? Ack receipt of 721023 Itr informing AEc of steps taken to 
correct Items of none omp i i ance noted in insp of Licenses 
□4-00639-01.34-00639-030 tt SNH-1091 

ORlERiD H Region 3. Chicago. Office of the Director 72/JI/02 

KELLY. O A Ohmart Corp Ip 20927 101 


—8310260167 InformH that 690626 reinsp revealed Dec 1968 leak test 
«f 40 mCi Cd~109 sealed source indicated leaking source 
Supplier repaired source & returned source to Ohmart on 
i^OSlO Mo further leakage noted 

ALLAN. J M Atomic Energy Coinmisslon 69/07/25 ROEDER.J R 
Atomic Energy Commission Ip 20927 196 


— 8310260168 Ac k receipt of 730202 Itr Transfer of doviceft not 
specifically authorlied for transfer to general llcontees 
under License 34-00639-030 may result in noncomp 1 lane e u/ 
re gul ati ens 

OlANNELLt.J M Atomic Energy Commission. Directorate of Licensing 
73/02/14 KELLY. 0 A Ohmart Corp 2pp 20937 182 


--831026OI69 Notifies that Dec 1969 leak test of 40 mCl Cd-109 seated 
source revealed 0 0018 uCi removable contamination Capsule 
repaired 

kelly. O A Ohmart Corp 69/07/08 Atomic Energy Commlfslon 
Ip 209S7 197 


— B3i0260l70 Advises of shipment of Model CL-30 Cs-137 gauge to customer 
prior to NRC approval of request for amend to License 
34-00639-030 

KELLY. O A Ohmart Corp 73/02/02 MALARO. J Atomic Energy 
CoiFimission. Directorate of Licensing 2pp 20927 184 


— Q3I0260-171 Ack receipt of 690708 Itr reporting detection of removable 
contamination on Cd-109 source 

ROEDER.J R Atomic Energy Commission 69/07/24 KELLY, C A 
Ohmart Corp ip 20927 198 


— 9310260172 Application to amend License 34-00639-D3Q. ch ang Ing design of 
Model CS gauges to incorporate detector housing revs tlodel 
CX detector housing replaced w/Model EX-KS) detector 
housi ng 

KELLY. G A Ohmart Corp 73/02/02 MALARO. 0 Atomic Energy 
Connlssion. Directorate of Licensing 2pp 20927 1G6 


—8310260173 Advises of 700126 receipt of 25 mCl Co-60 seaked sources w/ 
removable contamination in excess of 005 uC I Container 
returned to Oamma Industries on 700211 

KELLY. O A Ohmart Corp 70/02/23 Atomic Energy Commission 
Ip 20927 199 


—8310260174 AeV receipt of 731229 Itr reporting exposure of Individual 
to radiation during Fourth Quarter 1973 

DAVIB. iJ <5 Atomic Energy Commission. Directorate of ReguLatory 
operations 74/01/11 KINO. J H Ohmart Corp Ip 20927 188 


-9310360175 Forwards 740521 Itr from State of CA 6 NRC 7406 04 reply 
Inquiry into Dhmar^ Corp practices re installation ot 
generally licensed devices requested 

ELANC.g A Atomic Energy Conxnisslon. Directorate of Licensing 
74/06/07 TH0RNBUR0.i1 □ Atemlc Energy Commiision. Directorate of 
Regulatory Operations ip 20927 189 


'"—0310260176 Informs that on 700202 leak test Of Co-60 source revealed 
O 01 uCi removable contami na tion 6 O 025 uCl contaminati on 
on interior of shipping container 

ALLAN, j N Atomic Energy Coirrilssion 70/03/04 ROEDER . J R 
Atomic Energy Commission Ip 20927 200 


— 0310260177 Responds to 740521 Ifcr re practices concerning installation 
of generally licensed devices H/respect to Ohmart Corp. 
distinction must be made between device being placed in sve 
it being installed 

BLANC. 0 A Atomic Energy^oiivniss 1 on. Directorate of Licensing 
74/06/07 PKKLEfl.D A CaUfornia. Btateof Ip 20927' 190 


— B31026D17B Ack receipt of 700225 Itr informing of detection of 
removable contamina t ion on Cq- 6D soutc* 

ROEDER, J R Atomic Energy Commission 70/03/12 KELLY. 0 A 
ahmart Corp Ip 20927 201 


— 8310260100 Requests info re obligations of distributor of devices under 
0-type license, per 10CFR3S 31 to ensure that device 
distTibuted as generally licensed installed by authoriied 
Licensee Dhaiart Corp policy listed 

PICKLER.DA California, State of 74/05/21 BLANC, & A Atomic 
Energy Commission Ip 20927 191 


— Q3L0260182 Informs of 710S13 telcon w/0 Kelly re lots of two 1 uC 1 
Sr-90 sealed sources Baurces possibly fell on floor S, swept 
away to citi| incinerator 

ALLAN. JM Atomic Energy Commission 71/05/20 ROY.D W Atomic 
Energy Commiasion 2pp 20927 202 


--8310260103 Responds to 711210 Itr re interpretation of installation 
used in 10CFR31 5 concern-ing installatlDn of licensed 
devices by authoriied person 

HARLESS. D L Atomic Energy Commission, 72/01/0-3 WARD. 0 O 
California, State of app 20927 192 


— 8310260184 Notifies of loss of two 1 uCi sealed sources on 7L0512 
Sources possibly sent to incinerator in trash Search 
continuing 

KELLY, 0 Ohmart Corp 71/05/12 ALLAN, O Atomic Energy 
CoiBfliisslon ip 20927 204 


— B31O26O105 Comments on interpretation of ‘'install” used in 10CFR31 S(b> 
(2). per recent NRC Ur re License 12-11184-020 Authoriied 
person must be physically present ^ supervise installation 
WARD. JO California. State of' 7l/f2/iO HARLESS. B L Atomic 
E-nergy Commission 2pp 20927 194 


■0310260188 Notifies of loss of two 1 uCi sealed sources on 710512 
Sources possibly sent to tneinerator In trash Search 
contlnu ing 

KELLY. 0 Ohmart Corp 71/05/13 ALLAN. J M Atomic Energy 
Commisaioni Ip 20927 205 


— 83I<1260I91 Forwards Mobil Chemical Co 710531 Ic State of FL Dept of 
Health 710928 Itrs re Ohmart Corp transfer of Cs-137 density 
gauges to unauthorl i ed recipient 

HANDLER. R Atomic Energy Commission 71/06/02 ALLAN. R Atomic 
Energy Commission 3pp 20927 206 


— 8310260193 Submits program for correcting apparent mislabeling of 
certain devices dlstrlbuteii to general licensees under 
Condition UA of License 34-00639-030 Author 1 ration 
to use label, Part 39-21335 in pragress 

KELLY. 0 A Ohmart Corp 74/10/31 ALLAN, J Atomic Energy 
Commission, Directorate -of Licensing 2pp. 20927 212 


— 8310260195 Advises of 710512 loss of two 1 uC 1 8r-90 sources 
Radlnactive matl mistaken for small pieces of wire 
conslderc-d trash. 3M Co will separately package tt label each 
source in sealed vial 

KELLY. 0 A Ohmart Corp 71/06/10 Atomic Energy Commission 
2pp 20927 209 


— 9310260197 Forwards Amend 5 to License 34-00639-030 Amend o/sits 
provisian in Condition 17(c)(3>.per 10CFR31 5<ii)<4),Te tvcs 
involving radioactive mat! performed by authoriied person 
W/4 end 

OIANNELLI, U M Atomic Energy Commis s ion. Directorate of Licensing 
73/04/10 KELLY. 0 A ahmart Corp, Ip 20927 2i4 
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— 93l036t>l*?9 AcW of 710610 Itr reporting loss of tuio 1 

Baorcea 

LOWjC D Atomic Energy Commission 
Carp Ip 2093? pii 


71/07/08 KELLV. O A 


uCi 3r-90 
Dhrttar I 


— 0310260204 Advises of amend to License 34‘'00639-03G to- reflect curreTil 
requirements re labeling of devices to he distributed to 
general licensee* under 10CFR31 3 Related Info end 
SELL I J M Atomic Energy Commi s*ion< Oirectorate of Licensing 

74/10/02 KELLY, J A Ohmart Carp 5pp 20927 215 


— 0310260207 Discusses Insp nf License 34-00639-030 on 741015 & f o r iji^a r -d s 
notice of violation 

ALLAff.J M Region 3, Chicago. Office of the Director 73/01/23 
CQQK. H L Qhmart Corp 2pp 20927 220 


— B310260210 Notice of none ompl ianc e from insp of License 34-00639-030 on 
741015 Noncompl lane * noted seven devices distributed under 
license in 1974 not labeled to indicate AEC or Agreement 
State requirements met 

* Region 3, Chicago, Office of the Director 75/01/23 Ip 
20927 222 


— B310260213 Comments on 7410^13 in*p of License 34-00639-030 re 
distribution 8c Installation of generally licensed gauges 
Qhmart makes distinction between “place in sve'^ & 

''installation'' far generally licensed devices 

ALLAN, J M Region 3. Chlcago» Office of the Director 73/01/13 
THORNDURO,H 0 Atomic Energy Commiss ion. Directorate of Regulatory 
Operations 4pp 2-D927 223 


•0310260210 Submits instructions for review of unauthorKed transfer 
during insp 

s Region 3, Chicago, Office of the Director 76/D3/I0 Region 
3, Chicago, Office of the Director Ip 20927 227 


—0310260223 Informs of erroneous distribution of Model flOCD-9G gauge to- 
License 12-02092-01 before application to amend license for 
shipment added to License 34-0D639’'030 Model noui added to 
license 

KELLY. S A Qhmart Corp 76/04/13 BASSIN. N Radioisotopes 
Licensing Branch CPra 7903011 Ip 20927 22D 


—0310260226 Forwards 1 tr received from Ohmart Corp re installation of 
gauge at Joanna Western Hills Co Device Installed prior to 
authorl lotion for distribution to general iieen.«ees W/o 
end 

SFNOER.B Radioisotopes Licensing Branch (Pre 7905011 76/04/29 

RQV«0 IrJ Office of Inspection tc Enforcement* Office af the 
Director ip 20927 229 


— 0310260229 Furuiards eiternal Itrs dtd 760511,0608 & 1013 between State 
of AL it Qhmart Corp re sve it Installation of specifically 
licensed devices by Qhmart Ltrs di'seus's lack of personnel 
monitoring equip ntentt survey meter 8< operating proce-dures 
KERn*0 N Assistant Director for State Agreements Programs 
76/11/10 ROY.O U Office of Inspection Enforcement, Office of 
the Director BINDER^ D Radioisotopes Licensing Oranch <Pre 
790501) app 20927 230 


— B310260234 Forwards draft order to suspend source handling ti loading 
operations under License 34-00639-01 Order based on employee 
ovareyposure while handling sealed sources of various 
radioactive metis in gauges Addl investigations planned 
KEPPLEft, J 0 Region 3. Chicago, Office of the Director 77/04/06 
THOMPSON, D Office of Inspection 8i Enforcement. Office of the 
Director 6pp 20927 230 


—9310260250 IE [nsp Repte 70-1144/77-01.30-05634/77-01 & 3D-05635/77-CJ 
□n 770330-0401 & 11-12 Noncomp 1 iance noted individual 
received overejt posure uhile handling licensed me 1 1 8^ no 
evaluation made of extremity exposure 

SCHULTZ, W H , PHILLIP. G A , LDNERQAN. 0 j Region 3. Chicaoo. 

Office of the Director 30-5635/77-01 77/05/04 I7pp 

20927 273 


— 9310260252 Order reinstating License 34-00639-01 due to f u 1 1, ef f ac ti v e 
& prompt c-orrsctlon of violations 

VDLOEMAU.E Office of Inspection 8. Enforcement, Office of the 
Director 77/04/18 Qhmart Corp Ip 20927 290 


— 931026025B Advises that review of records 8c procedures to refine doses 
reveal percentage of personnel receiving calculated 
overexposuTe to hands same as reported in 770414 itr 
Arrangements made w/local hosp to examine employees 
COQKiH L Chmart Corp 77/05/12 VDl QENAU. E Office of 
Inspection S Enforcement. Office of the Director Ip 20927 291 


— Q31O260263 Discusses IE Insp Repts 70-1144/77-01 
30-05635/77-01 on 770330-0401 !c 11-12 Ltr 8* in 
be plated in PDR unless licensee believes port 
proprietary t* should be withheld 
KEPPLEft,J O Region 3. Chicago. Office of the 
COOK.H L Ohmart Corp 2pp 20927 292 


,30-05634/77-01 8c 
sp rept wi 11 
ions are 

Director 77/05/1'' 


—9310260271 Repts receipt of shipment w/container exceeding 230 MR/HR it 
surface duo to shifing of container inside larger cardboard 
box Shipper 8* carrier notified 

LIVINGSTON, A J Qhmart Corp 77/03/23 SCHULTZ. B Region 3. 
Chicago, Office of the Director Ip 20927 311 


■9310260275 Discusses 770S23 teUon w/AJ Livingston reporting receipt of 
Cs-137 package exceeding Part 20 limits Condition due to 
lead container shifting in larger cardboard box during 
sh i pment 

SCHULTZ, g H Region 3, Chicago, Office of the Director 77/05/23 
Region 3, Chicago. Office of thb Director ip 20927 312 


— 0310260278 Confirms 770609 tolcon re time extension in providing in^fo 
concerning exposure of Ohmart personnel to Industrial 
radiation sources Exam indicates no evidence of radiation 
injury 

9AEN0ER,E L Univ of Cincinnati Medical Ctr , Cincinnati. OH 
77/06/0-9 ALLAN, J Region 3, Chicago, Office of the Director 
io 20927 313 


B31026Q29D Ack receipt of 790323 ltr reporting receipt of leaking 
sources Sc resultant contamination of several tools 
discovered on 70D32O Performance of cleanup operation on 
tools it return of sources to supplier also ack 
PAGHARO, J A Region 3, Chicago. Office of the Director 
70/04/10 LIVINGSTON. A J Ohmart Corp 2pp 20927' 31 4 


— 9310260202 Informs that on 7 6032 0, wipe tost of C o— 60 sourc e. received 
from Gamma Industries on 771227, revea 1 ed presence of 02 uC I 
removable contaminatloh Subsequently, wi pe of too 1 s. equip men t 
8i employees revealed between 001- 005 uCi contamination 
LIVINGSTON, A vJ Qhmart Corp 78/03/23 NRC - No Detailed 
Affiliation Given 2pp 20927 316 


— 03I02602B7 Discusses insp of Licenses SNM-109i, 34-*00637‘'01 & 
34-00639-030 on 770330-0401 U Ii-12 8< forwards notice of 
violation 

THOMPSON, D Office of Inspection it Enforcomont, Office of the 
Director 77/OS/ll COOK. P L Ohmart Corp 3pp 20927 310 


--B3I0260238 Responds to 770407 order 
Rrocadures to rr-duce overexposure 
sources listed 

COOK, H L Ohmart Corp 77/04/14 
Inspection & Enforcement, Office o 
20927 244 


suspending License 34-00639-01 
while hendliTig radioactive 


VOLQENAU. E Office 
f the Director I4pp 


of 


-■“0310260299 Notice of violation from insp on 770330-0401 & 11-12 
Noncompliance noted license? used licensed matl in manner as 
to cause individuals in restricted area to receive whole 
body dose in eicess of l 25 rems in calendar quarter 
» Atomic Energy Commission 77/05/11 3pp 20927 321 


•0310260240 Order t-o show Cause 8, order suspending License 04-00639-01 
based on employee overexposure while handling sealed 
sources of various radioactive matls 

VOLOENA0, E Office Of Inspection & Enforcement, Office of the 
Director 77/04/07 Ohmart Corp 7pp 20927 258 


■8310260243 Forwards draft Hr detailing results -of Insp disclosing 
three items o f nqncpmp I lance. Ine luding overexposure Order to 
show cause 8( order suspending license issued to Ohmart on 
770407 r* violatto-n of Source handling activities 
N0RELIU9, C E Region 3, Chicago, Office of the Director 
77/05/03 ELLIS, W P Office of Inspection Sc Enforcement, Office 
of the Director 8pp 20927 265 


■8310260295 Forwards comparison of four highest exposures during Apr 
Insp & first 2 months of third b fourth quarters Badges U3 & 

P5 received readings minima] in wks time since Landpver 
repts less than 10 mr gamma, 40 mr beta 8( 20 mr neutron 
LIVINGSTON, A -J Ohmart Corp 7B/01/11 VOLOENAU, E Office af 
Inspection L Enforcement. Office of the Director 2pp 209^7 32J 


•8310260298 Responds to 791217 ltr forwarding Insp rept re shipment of 
radio-active matls, arriving at Ohmart Corp w/excessive 
surface radiation level readings W/o stated correspondence 
to Cal t imoret ffO ofe requesting Investigation 
MCANDREW,A R Transportation, Dept of, Federal Highway 
Administration, HMC-U 1 00/01/04 KEPPLER.JO Region 3, 

Office of Director Ip 20927 336 
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'--©310260300 Telecopy 1 tr informing that on B00220> p ersonne 1 drilling 
through steel source housing inadvertently ruptured 
radioactive source containing 100 <nC i insoluable radioactive 
C»-t37 source Area & personnel decontaminated 

PIRLIMO.F Ohmart Corp 83/07/19 WIEDEMAN, D NRC ^ No Detailed 
Affiliation Given ip 20927 346 


— 0310260303 Notifies that in Nov 1979.Ghmart Inadverten 1 1 V shipped one 
Weight ART 4100 Senes stale to Kaiser Cement Corp in CA 
Caused btj misinterpretation of license which authoriias 
possession of one scale Future shipments to be approved 
DIRLINO.F N Ohmart Corp 00/05/13 SCHULTZ. D Region 3. Office 
of Director Ip 20927 347 


’--5310260317 Notifies that some time in Dec 1901 , Ohmart Corp 
inadvertently transferred gauges labeled Densart Series 
300. SH-l 00. Cs-137 K 50 mCl to Fiberboard Corp Transfer not 
per NRC regulations for stated reasons Related info end 
FRANKASZEK.j J California. State of 02/04/13 Region 3. 
Office of Director 4pp 20927 360 


--B31026032 k Forwards 020316 Itr from Static Control Stj« 3K explaining 
that sealed source capsule received by Ohmart had surface 
con tarfiina t iQn exceeding allouable limit Source has 
con tarhina ted weld Matter closed 

COOK. H L Ohmart Corp 02/03/24 Region 3. Office of Director 
3pp 20920 001 


— ©310260325 Discuses 650609 telcon w/JM Allan reporting contamination 
incideint occurring at Ohmart Corp on 650608 Incident 
occurred during unloading of Cs-137 sealed source from 
gauge Employee urine samples recommended Info deleted 
RDEDERi J R Atomic Energy Commission 65/06/10 Atomic Energy 

Commission ip 20928 004 


— 0310260327 Lists info discussed lu/D Foster during 650610 telcon. re 
Ci-137 contamination Info deleted 

ALLAN* J M Atomic Energy Commission 65/06/10 Atonic Energy 
Commission ip 2092B 009 


— 'B310260329 Repts leaking Cs~137 source on 65060B. resu 1 1 Ing in 
spill 6 contamination of facilities It personnel Facility & 
personnel decontaminated Info deleted 

ALLAN. J M Atomic Energy Convnission 65/06/07 ROEDER.J R 
Atomic Energy Commission 3pp 20920 006 


— 6310260332 Discusses 650609 telcon u/HU Cook r# spill from Cs-IST 
sour [ e. removed from Model SHRM holder. uh i ch contaminated 
personnel & facilities Facility 6 personnel decontaminated 
Info deleted 

RQY.O yi Atomic Energy Commission 65/06/09 Atoaiic Energy 
Commission 2pp 20928 009 


— Q310260337 Lists questions responses from 650609 telcon yj/U Cook re 
Cs—JS? contamination Info deleted 

ALLAN. J M Atomic Energy Commission 65/06/09 Atomic Energy 
Comini S5 ion 2pp 2092Q Oil 


--Q31026Q33G Discusses 651106 telcon u»/HL Cook re film badge rept 
indicating overexposure of Ohmart employe# Overexposure 
occurred while working m/300 Sr'-90 source Info deleted 
ROY. Q W Atomic Energy Commission 65/11/00 Atomic Energy 
Commission 2pp 20920 013 


--0310260341 Discusses 651109 telcon w/RS Laudauer re film badge 
appearing to have been exposed to low energy radiatian No 
evidence on film of damage, contamlnat ion or routine reasons 
for erroneous results Info deleted 

flQVi U Atomic Energy Commission 65/11/09 Atomic Energy 
Commission ip 20920 015 


— 0310-260345 Repts exposure of Dhmart personnel to two 300 mCi 3r-90 
sources during wk of 651025 Processor requested to 
reinterpret film Info deleted 

ALLAN M Atomic Energy Commission 65/11/07 ROE PER < J H 

Atomic Energy Commission 2pp 20728 016 


— B310260347 Repts personnel film badge reading of 49 57 ram beta ic 1 28 
rem gamma Possible exposure obtained while experimenting w/ 

□00 mCi Sr -90 Info deleted 

COOK. H L Ohmart Corp 65/11/09 Atomic Energy Commliiion 
2pp 20920 019 


—0310260351 Forwards telecopy Itr reporting tapoeure of Ghmart employee 
W/n enc 1 1 nf o deleted 

MILLER. H R Atomic Energy Commliaion 65/11/12 PACE, It 0 
Atomic Energy Commission Ip 2092B 020 


— 0310360334 Notifies that Dhmart Corp 651130 Itr reporting high film 
badge exposure not placed in PDR as incident not reportable 
per 10CFR2D 405 Individual exposure to radioactive matl in 
excess of limit doubtful 

handler. R Atomic Energy Commission 65/12/08 Atomic Energy 

Commission tp 2092Q 021 


— B310260336 Act receipt of 651130 Itr reporting high film badge 
exposure 

PRICE. E R Atomic Energy Commiision 65/12/00 COOK. H L Ohmart 
Corp ip 20920 022 


— 0310260-359 Advises that film badge Of employee Indicated exposure of 
49 57 rem beta 6 i 28 rem gimme while handling two 300 me 
Sr’-90 sources Technician did not receive seme exposure as 
film badge indicated Info deleted 

CQDK. H L Ohmart Corp 65/11/30 Atomic Energy Commission 
3pp 2092a 023 


— 'Q31D260361 Ack receipt of 660426 Itr reporting exposure of enploytr to 
radiation 

PRICE. E R Atomic Energy Commission 66/05/04 KINO. J H Dhmart 
Corp ip 20920 026 


--8310260366 Advitet of employee radiation etposure for First Quarter 
1966 film badge rept Employee received radietion while 
handling various quantities of Cs-137 sealed sources Info 
d e 1 eted 

KINO. J H Dhmart Corp 66/04/26 Atomic Energy Commietlon 
3pp 20920 037 


— 8310260372 Advises that 6610S7 rept of personnel overexposure will be 
revliusd during next imp Info delited 

ALLAN. J M Atomic Energy Commlsfion 66/10/31 Atoelc Energy 
Commission 2pp 20929 030 


—0310260374 Notifies of employee overexposure to redietl-on In Third 
Querter 1966 Redietion occurred while handling gauges 
containing Cs-LO? sealed source Info deleted 

KINO* J H OHmert Corp 66/10/27 Atomic Energy COMisiion 
2pp 20928 032 


—8310260370 Ack receipt Of 671 127 Itr irformlfig AEC of steps teken to 
correct noncompliance noted in 671100 Itr 6 Form AEC’-392 
W/o stated end 

ORIER.DH Atomic Energy Corwnistlon 67/12/18 COOK. H. L Ohisart 
Corp Ip 20720 034 


8310260304 Advises that rept to Commission re apparent ovtrespoiure to 
enployeei meiltd on 671127 Notice mailed to enpLoyee on 
671127 

COOK. H L Ohmart Corp 67/11/27 Atomic Energy CosMisslon 
Ip 20920 035 


— 0310260389 Advises of fel lure to rept two overt i posuret to personnel 
due to mlsundcMtanding 6 ovirstght Indlviduale no Longer 
employed by licensee, Info deleted 

COOK.H L Ohmart Corp 67/11/27 Atomic Energy Cosualsslon 
2pp 20728 036 


— 8310260394 Advises of expansion of educetional programs Ic riv to 
administrative procedures to essure personnel do not receive 
overexposure to redlation Prellmlriery wipe test procedure 
the 1 

CdOK»H L Ohmert Corp 67/11/27 DRIER. B H Atomic Energy 
Commission 5pp 20928 030 


B310270C1I Addl response to FOIA request for four documents re TUI 
restart % SECV-e3-9BB 6 3ECY-93-90D Items 1*2.4 6 5 end 
Item □ included within Item 2 Review of Item 6 incomplete 
FELTON. J II Division bf Rules end Records 03/07/15 
DANlELSQN.t H HHB Technical AisocletfS Ip 20940 309 24)C 

Fiche 50-209.03/07/15.9310270011 


0310270020 Responds to FOIA request for BJ Chi Ik 830413 memo to MJ 
Dlrcks re alkarnete plans for test facility ecc r edi tetlon 
Forwards document 

FELTON. J H Division of Rules and Records 63/07/10 LEAVEV. H E 
Stone 1. Urbster. Inc Ip 20943 123 


— 8310040261 Marked-up memo Informing that Commission decided net to 
issue notice of proposed rulemeklnf on ec cr ed itet ion of 
qualification tasting or genl lettons Specific slternatlv# 
ections provided 

CHILK.B J Office of the Becretery of the ComiI sslo-n. 03/04/13 
OIRCHS.W J Office of the Executive Director for Operations 3pp 
20943 125 
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S3102700S7 Rtfspondf to FOIA for Info r» Itcented tnrdlcftl. 

Inckltuti^nt Sr private physicians In State of PA Foruarifs 
computer jirintuut W/o end 

FS^LTONj J M Division of Rules and Records 03707/15 OOUtDlN. J A 
Hllllamiport Hasp Mi 1 1 iamsp ort. PA tp 20940 342 


6310270031 FOIA raiiuett for list of private physicians licensed in 
State Of PA 

COULDlNiJA MllUamtport Hasp Ml 1 1 1 emtpor t< PA S3/0A/20 
ABRAHAM, K Region t. Office of Director ip 20940 343 


— O31027D0G4 Eiport tlfldrance continuation sheet for period 63HS9-* 
650315 

e Treasury, Dept ofi U S Customs Service 65/03/15 ip 
20942 199 


— 8310270092 Expresses appreciation for expeditious handling of Eiport 
License XR-42 

ADEL>L E Alii 5 -Chalmers Corp 63/11/14 CASE. E G Atomic 
Energy Commission Ip 20942 200 


0310270035 FOIA request for all documents containing info re emission 
of radioactive iodine & other Fission products during 
accident at facility 

fiOOERG, H A Affiliation Unknown G3/06/D7 Office of the General 
Counsel Ip 20940 344 24X FI c he 50-320. 03/06/07. 83 1027003^ 


6310270040 Responds to FOIA request for documents containing info re 
emission of radtoective Iodine & other fission products 
during reactor accidents Foruards App A documents App B 
documents can te purchased from NRC 

FELTON. J h Division of Rules and Records 03/07/06 ROGERS. H A 
Affiliation Unknown 4pp 20940 345 2431 Flch* 50-320.63/07/06. 

6310270040 


— B310270041 Foruerds draft *'Compar t ion of Iodine Behavior During Tm1*-2 
Accident M/Predlct 1 ont Bated on MASH-1400 Methodology '* 

FDSTMAj A K Benton City Technology 82/04/13 PASEDAG. W F 
Accident Evaluation Branch 41pp 2094o 349 a4X 
FI Che 30-320. e3/07/D6. 831 0270040 


— 8310270044 Draft "Comparison of Iodine Behavior During TMI-2 
Accident M/Pr«d let 1 ons Basad on WA9H-H00 Methodology *' 

P08TKA. A K Benton City Technology 62/04/13 40pp 20940 350 
24X Ficha 50-320.03/07/06.0310270040 


-8310270045 8MI-2104 

Draft "PWR-Large Dry Con te Inment-Redi onue 1 1 de Release Under 
Specific Accident Conditions “ 

e Battelle Hemorial Initltute. Columbus Laboratories e Sandia 
Laboratories 63/02/0? Office of Nuclear Regulatory Research. 

Director 34Gpp 20941 020 


6310270051 Responds to FOIA request for "Me st inghoust Advanced PMR 
Llcenelng Control Document.'*’ dtd Aug 1962.40 be pieced In 
PDA Document withheld (ref FOIA Eiemptloiv 4) 

FELTON, g M Division of Rules and Records 03/07/14 FEDRO, J NUS 
Corp Ip 20942 016 


0310270097 FOIA request for "Meitlnghouse Advanced PHR Licensing 
Control Document." dtd Aug 1902. to be placed In FOR Rapt 
referenced at NRC 621 1 CO meeting w/Westl nghoui • 

PEWtO. J NU6 Corp €0-18-63-021 d3/OA/O0 Olvision of Rules 
end Records ip 20942>017 


I3I0270063 FOIA request for draft BNL rept, "Grouping of LWR According 
to DHR Capabl I ity. " transcript of 630319 meating ra ATMS 
rulemat ing. transcript of ACR8 830526-27 meeting. LMR hydrogen 
menual 1. BMI-2l04.Vel 2 

HIATT. B L Ohio Cltlisns for Responsible Energy 03/06/13 
FELTONj-J ff Olvision of Rules and Records ip 20942 271 


J10270070 FDIA request for info re nucleer cooperation between US L 
Booth Africa. train i hg of South African personnel in US. sale 
of nuclear matl to South Africa 6 strategic value of South 
African u to UR. for period of 1960-63 

KETTENRING. N £ New Hampshire. Oniv of* 63/09/00 NRC - No 
Detailed Affiliation Given Ip 20942 1-94 


0310270071 Reiponds to FOIA request for five separate categorlae of 
tfocuAents Forwards App A documents responsive to Items U2 
4f 3 of request Item 4 re LWR hydrogen manual should be 
published during Sept 1903 Item 5 not available 

FELTON. J M Division of Rules and Records 63/07/14 HIATT. S L 
Ohio Cl titans for Responsible Energy 2pp 20942 272 


'0310270075 Draft *'Oroup ing of LWRs for Evaluation of OMR Cepabilitu 
KAROL. R . FRE0CO# A r PERK1N0.K R Srookhaven National Laboratory 
02/12/31 fAC - No Detailed Affiliation Given 77pp 
00942.276 


9310270074 Responds to FOIA request for info rm nuclear cooperation 
b I tween South Africa b US for period of 1960-69 Forwards 
documents listed In App A Document* also available in FOR 
DOC should be contacted for further Info 
FE LTO N. J M Olviflon of Rules and Records 63/10/11) 

KETTENRIhW.N C. New Hampthlre. Unlv of. 3pp 20942 199 


— 031O27OO0C Forwards License XR-42 for cancellation M/o enc I 
KELLY. J P Traaeury. Dept of. U 8 Cvetoms Service 
1-W3H-JTC 10 66/01/27 Atomic Energy Cosweieiion |p 

20942 196 


— 8310270097 Advises of issuance of air^end to License XR-42. increasing 
total price S« extending expiration date to 651231 
PRICE.E R Atomic Energy Commission 63/11/14 LYONS. T D 
A1 1 1 s-Chalmers Corp 2pp 20942 201 


— 0310270100 Authorizes clearance of partial shipment on 63iil5 against 
License XR-43. p arms ttlng export of nuclear reactor to South 
Africa Amended license forthcoming 

PRICE.E R Atomic Energy Commission 63/11/14 COLL I GAN. H 

Treasury. Dept of. U S Customs Service 2pp 20942 203 


—8310270105 Application for amend to Export License XR-42. » xtend Ing 
date to 651231 6 increasing value 

LYONS. T D AlUs-Chalmers Corp 63/11/12 NASON. N D Atomic 
Energy Commission 2pp 20942 205 


—— 0310270109 Forwards License XR-42 issued to Al 1 1 s-Cha Imers > covering 
matl destined for South Africa. for placement in file No 
shipments made yet 

MESSING, A W Affi nation Unknown 61/12/18 Treasury, Dopt 
of, U S Customs Service ip 20942 207 


— 0310270113 License for A1 1 is-Cha Imers Mfg Co to export nuc lear reatt&i 
to South Africa 

KIRK, R L Atomic Energy Commission 61/06/14 2pp 20942 20B 


—8310270116 Informs of 610620 FR publication of notice of issuance of 
License XR-42 to A1 1 i s-Cha Imer s Mfg Co. author 1 1 ing export 
Of nucliar reactor to South Africa 

FREDERICK. R J Atomic Energy Commission 61/06/21 Atomic 
Energy Commission Ip 20942 209 


— 8310270122 Informs of issuance Of license to Al 1 is- Chalmer s Mfg Co, 
authorizing export of 20.000 kM thermal nuclear reactor to 
South Africa 

KIRKiR L Atomic Energy Commission 61/06/19 RAMEY, J T 
Congress IJoint 6 Rotating Committees, etc ) ip 20942 211 


—0310270127 Forwards, for FR pub Ucaki on. not 1 c* of issuance of 
utlliiatlon facility export license to All 1 i-Chalmers Mfg 
Co H/o end 

a Atomic Energy Commission 61/06/14 EBERHART, 0 C National 
Archives & Records Service Ip 20942 212 


— 8310270103 Forwards License XR-42 issued to Al 1 i s-Cha Imer s Mfg Co, 
authorizing export of nuclear reactor to South Africa Govt 
of South Africa should be advised that license does not 
imply Commission assumption of responsibility for safety 
LOMENSTEIN. R Atomic Energy Commission 61/06/14 NELLS* A A 
Atomic Energy Commission Ip 20942 213 


—8310270139 Forwards License XR-42, author i zing export of nuclear reactor 
to Gouth Africa Vl/o enc 1 

niRK.R L Atomic Energy Commission 61/06/14 NICKEL. H C 
Allls-Chalmers Corp ip 20942 214 


— 8310270144 Informs that unce no request for formal hearing filed, 
License XR-42 Issued to Al I i s-Cha Imers Mfg Co. author i z ing 
export of nuclear reactor to South Africa 

LOMENSTEIN. R Atomic Energy Commission 61/06/14 PRICE. H L 
Atomic Energy Commission Ip 20942 215 


— 0310270147 Notice of issuance of License XR-42 to All i s-Chalmer i Mfg 
Cor autborl I ing export of nuclear reactor to South Africa 
KIRKiR L Atomic Energy Commission 61/06/14 Ip 20942 216 


— 8310270151 Recommends issuance of license to Allls-Chalmers Mfg Co. 
authoriiing export of nuclear reac tor to South Africa 
WELLS. A A Atomic Energy Commission 61/09/31 LOWENSTEIN, R 
Atomic Energy Commission Ip 20942 21B 


— 0310270156 Informs of 610224 FR publication of All i s-Chalmeri lifg Co 
610106 application for license to export nuclear reactor to 
South Africm 

Frederick* R j Atomic Energy Commission 61/02/20 EDWARDS, C T 
Atomic Energy Commission Ip 20942 219 
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'-0310370139 Forwards for FR p ub I Icatl on* notice of Al 1 is— Cha Lntfirs Mfg 
Co 610106 application for license to sKport nuclear reactor 
to South Africa 

■» Atomic Energy Commission 61/02/17 EDERHART*D C National 
Archives U Records Service Ip 209A2 220 


'-B310270163 Notice of issuance of A1 1 i Chalmers Hfg Co 610106 
application for license to export nuclear reactor to South 
Africa 

KIRK, R L Atomic Energy Commission 61/02/16 2pp 20742 221 


—0310270168 Informs of receipt of A1 1 1 S'-Cha Imcrs 61Q106 application 
for license to export nuclear reactor to South Africa W/o 
enc 1 

KIRKjR L Atomic Energy Commission 61/02/17 RAMEY^J T 
Congress (Joint Rotating Committees, etc J Ip 30743 223 


— 0310270170 Forwards Al 1 it-Chalmers Mfg Co 610106 application for 
license to export nuclear reactor to South Africa M/o onct 
PRICE, H L Atomic Enorgy Commission 61/02/1* WELUS. A A 
Atomic Energy Commission Ip 30943 224 


— B310270174 Forwards FR notice of issuance of application for license to 
export nuclear reactor to South Africa l^/o end 
KlRKi R t. Atomic Energy Commission 61/02/16 NlCKEUHC 
Allls-Chalmers Corp Ip 2094S 233 


— 8310270177 Forwards FR notice of issuance of A 1 1 Is-Cha Imert Mfg Co 
application for license to export nuclear reactor to South 
Africa W/o encl 

MASON, H D Atomic Energy Commission 61/01/26 HUOHEEiW E 
Atomic Energy Commission Ip 20943 S26 


--0310270165 Furnishes info requested by NRC re application for license 
to export nuclear reactor to South Africa Roberts Const 
Co will be prime contractor South African Atomic Energy 
Doard will be reactor owner 

NICKEL, H C Allis-Chalmers Corp 61/01/13 PRICE, H L Atomic 
Energy Commission Ip 20942 237 


— B310270186 Forwards application for license to export nuclear reactor 
to South Africa 

NICKEL, H C AUlS'Cholmers Corp 61/01/10 PRICE, H.L Atomic 
Energy Commission Ip 20942 228 


— 63102701B7 Application for license to export nuclear reactor to South 
Africa 

CASPER, R M Allit-Chalmers Corp 61/01/06 4pp 20942 337 


S310S70083 Responds to FOIA request for successful proposal under RPP 
EDCl'B3-436 Requested records nonexistent NRC did not award 
contract since sves not required File closed 

FELTON. J M Division of Rules and Records 03/07/30 NEWMAN, H A 
Debevolse & Liberman ip 30943 269 


0310370003 FOIA request for successful proposal under RFP £00-03-436, 
"Developing Doc 1 si onmaklng Rationale for Establishing New 
Regulatory Requirements " 

NEWMAN, K A Debevolse «« Liberman 83/07/14 FElTON, J M Division 

of Rules and Records Ip 30942 270 


8310270089 Responds to FOIA request for Contract NRC**33“83--434 
successful proposal submitted by On-Line Computer Bys,tnc 
Nonproprietary version available in PDR ^ filed Under FQIA 
Request 83-374 (R Dick) 

FELTDN, J M Division of Rules and Records NRC-33-B3-454 
83/07/13 MASBENOAUE.E W OR I, Inc Ip 20942 267 


B310270093 FOIA request for successful propose! I< Contract 
NRC-SS-SaMSA awarded to On-Line Computer Bye, Inc 
MA8SEN0ALE, E OR I, Inc NRC-33-03-4S4 83/06/16 Division of 

Rules and Records Ip 30942 368 


8310370099 FOIA request for Ocean Data 8ysi Inc iOlobal Weather 
Dynamics, tnc ) response to RFP R8-MPA-a2-3l9 

OLIGKMAN, T W8I Carp. 83/06/23 RQQ JNBON, L, Division of Rules and 
Records Ip 20742 242 


83l0370i04 Responds to FOIA request far Ocean Data 0gsr lnc/0 Luba 1 
Weather Dynamics, Inc proposal submitted per Ra-MPA''S2*'317 
Nonpropri etary version of technical proposal can be found 
under FOIA Request 83-333 located in PDR 

FELTON, J M Division of Rules and Records 03/07/19 OtiCKMAN.T 
WSI Corp ip 20942 243 


— 8310270107 Forwards Proposal 097346 *'CompTehenSi ve Current (Raal-Tlme) 
Qeophysical Data Storage It Retrieval Sys," in response to 
RFP R8-MPA-82-319 Proposal remains valid for 90 days, 
e Global Weather Dynamics, Inc 02/08/37 Division of 
Contracts Ip 20742,344 


— 0310370110 Technical Proposal 997346 “Comprehensive Currant (Raal-Timel 
Geophysical Data Storage tc Retrieval Sys,*' submitted In 
response to RFP RS‘'MPA-B2-317 

a Global Weather Dynamics, Inc R8-MPA-B2-319 82/00/03 22do 

20742 245 


0310270117 Responds to FOIA request for secY-02-4a9 6 6ECY-a2"taE to be 
placed in PDR 8CCY-a3-4B9 placed In PDR SECY-8a-l3E not 
located 

FELTON, J M Division of Rules and Records 03/07/15 QRABER, L D 
NUS Corp Ip 20942 240 


Q310270121 roiA request for 8ECy-a2-4B9 tc BECY-S2-13E to be pUced In 
PDR 

GRADER, L D NUS Corp CD'LIB-9133 83/05/06 Dlvi Sion of Rules 

and Records Ip 20942 241 


0310270126 FOIA request for documents re discussions within Commission 
or communications between EDO 8( FEMA concerning possible rev 
to radiological emergency planning guidance, per NUREO-0654/ 
FEMA-REP-l.Rev 1 

LEVIN, J J Power Authority of the State of New York nRANDENSURO, B 
Consolidated Edison Co of New Yorkj Inc 03/03/16 FELTON, J 
Division of Rules and Records 2pp 20942 233 


8310270132 Responds to FDIA request for Info re possible rev to 
radiological emergency planning guidance it Info on whether 
NRC emergency planning regulations appropriate In light of 
anticipated accident scenarios Forwards documents 
FEI.TQN, J M Division of Rules and Records 03/07/15 
QRANDENDURO, 8 ConsoUdated Edison Co of New York, Inc Ip 
20943. 23S 


— 8310370138 Agrees w/ectione recommended In, 810204 memo Draft a«mo 
re emergency planning rule requested Recommendation by 
810217 requested 

AHEARNE.J NRC - Wo Detailed Affiliation Given 81/OS/O? NRC 
- No Detailed Affiliation Given Ip 20942 236 


— B3I027O143 Staff requirements meoio re Q2U10 briefing In Washington, DC 
an Sendla consequences study Commission briefed on 
NUR£G/CR'S239 CSANDBl'l 349 ) , "Technical Guidance for Siting 
Criteria Development " Viewgraph enc I 

CHlLK^fi J Office of the Secretary of the Commission MBaillOB 
03/11/18 DIRCK8,W J Office of the Executive Director for 
Operations 3pp 20942 237 


8310270250 Responds to FOIA request for Poll 6 Schierllng 830218 memo 
to Knighton << Lear re rever i f ice tion program Memo placed In 
PDR 

FELTON^J-, M Division of Rules and Records. 83/07/15 BUCKLES, R 
NU8 Corp ip 20943 065 24X Fi chf* SO-275, 03/07/15, 0310270250 


0310270255 FOIA request for Polk tt Schlerfing 830218 memo to Knighton B, 
Lear re reverlf icatiun program to be placed in PDR 
nUCKLEB, R NU8 Carp CD-I8~03-1O2 83/06/30 Division of Rules 

and Records ip 20943 066 24X Flc he' 50-275, 83/06/30, 8310270253 


8310270262 Second response ta FOIA request for NRC ript on 
invest! getion of charges that Bechtel representatives qnslte 
prior to Bechtel nomination to conduct independent tngt 
review Documents in App A available In FDR 

FELTON, J.M DivlsiDn of Rules and Records 83/07/14 ANDERSQN.P M 
Shaw, Pittman, Potts it Trowbridge 2pp. 20943 067 24X 

F i Che ' 30-338, 83/07/ 14, 8310270262 


Q31 0370281 Further response to FQIA request for matl re enactment of 
Bection l3tc) of Public Law 97'‘4i8 requiring NRC to 
undertake pilot program to study two plants when const, GA b 
QG deficlancies identlfl ed, Forwards 8ECY-83-032A 

FELTON, J M Divleiort of Rules and Records 83/07/10 HAMLIN, J B 
Shew, Pittman, Potts U Trowbridge Ip 20943 071 


—8310270286 8ECY-03-O3SA 

Requests info rept on status of Implementation of QA 
initiatives identified In aECY-e2-3S2 

DIRCKfi.W J, Office of the Executive Director for Dperetions 
03/04/21 lApp. 20943 072 


0310370298 Appeals denial of FOIA request for placement of IE 
Investigation Rept t“B3"003 in PDR 

KILCOYNE.J J Kllcoyne, J. -J. 03/03/31 Office of the Secretary 

of the Gommission. Ip 20942(336. 24X Flehe 50-289,83/03/31, 

0310270298 


8310270304 Responds to appeal re denial of FOIA request for IE 
Inveatigation Rept 1-03-003 Forwards document Document also 
avallabli in PDR Portions of rept withheld (ref FOIA 
Exemptions 3 fc 7) 

CHILK.8 J. Office of the Secretary of the Commission, 83/10/03 
KILCOYNE.J J Kilcoynt, J J. 2pp 20942,339 24X 

Flehe 30-289,03/10/03,8310270304 
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— 0310270334 IE Invc i on Rapt 1-83-003 on 030125-0211 Status closed 
Major a.rea Invai t igated alleged compromise of preei^p lov<K>6nt 
psgchoj ogica 1 exams 

CHRISTOPHER » R i HAVes, B B Office of It^v-est i gat j on 83/02/23 

SQpp 20942 3^1 24X Piche 50’'Sa74 83/ 10/03* 0310270304 


8310570340 FOIA request for placement of listed LERs in POR 

ORABERiL D NU8 Cerp CD-lS-83-324 03/09/08 Division of Rules 

and Recorils 2pp, 20938 058 SAXFiche SO-OOOi 03/09/08. 6310270340 


0310270347 Responds to FDIA request for release of 23 LERs to PDR 
Ftiruartfs 12 LERs to be released Documents also available In 
PDR Qni LER canceled Eight LERt not received 

FELTON* J M Division of Rules and Records 83/09/29 ORAQER.L D 
NVJS Corp Ip 20930,060 24XFiche 30-000183/09/29.0310570347 


— 031O27O3S4 LER 83~002/01T-0 on 830405. spent fuel asiemblg X-13 dropped 
bacii Intn rack from fullij lifted position Caused cable 
stress due to limit lultch failure Imp for cladding damage 
ulll be conducted N/B30419 Itr 

BARRY* 2 E I RiLLIAhS.J U Florida Pouter b Light Co PN8-LI-B3 
03/04/19 O^REILLYiJP. Regions. Office of Director 4pp 
2093B 061 a4X Flclie 50-000,83/09/29.8310270347 


—8310270359 LER 83-002/03L-0 on 830109, p ouie r lots in RCIC governor 
control eyt occurred Caused bg failed Pacific Electric 70- 
uatt resistor Resistor replaced u/ Imp roved design (f/B3020S 
Itr 

T0LLERS0N.3 L . MUSOLF. D Northern States Power Co 83/02/OB 
Region 3. Office of Director 3pp 20938 065 24X 

F 1 c h e 50-000. 83/09/29, 8310270347 


—0310270364 LER a3-003/03L-f) on 830207, ft HR loop Tt made inoperable due to 
unmalntalnahle RHR 12 HX differential pressure Caused bg 
piston ring wear Graphite rings replaced ui/spring loaded 
Teflon rings H/830309 Itr 

CARPENTER, O L . MUBOLF, D Northern States Power Co 83/03/09 
Region a. Office of Director 3pp 20938 060 24X 

Flche 50-000.83/09/29.8310270347 


—0310870300 LER 03-OO4/O3L-O on 830210, measured flow of 3.100 cfm for 
train B itandbg gas treatment did not meet min Tech Spec 
rrquiremant of 3.150 cfm. Caused by dogged demisters 
Demisters cleaned b procedure will be revised U/B3031i Itr 
IVERSDN. O ) MLISOLF. D. Northern States Power Co 83/03/11 
Region 3, Office of Director Opp 20930’ 07i 24x 

FI c h e SO-OOOi 03/09/89, 031 02703 47 


— 0310270425 LER BS-OOT/OOL-O on 030330. steam line radiation monitors 
discovered Inoperable Monitors repaired & surveillance 
procedure revised to include dally check W/B3Q429 Itr 
MUSDLF. D Northern States Power Co 03/04/29 Region 3. OfftLe 
Of Director 3pp 2093B 092 24X Flche 30-000. 03/09/29, 

8310270347 


— 8310270427 LER 83-01 1/03L-0 on 830510, d lose 1 generator D2 tripped 
Caused bg drift in Dryer pressure switch Model 1B22 J 
Bwitch recallbr 

HUNSTAD. A A , MUSOLF, D Northern States Power Co 03/05/24 
Region 3> Office of Director 3pp 3093B 095 24X 

Fi Che 50-000, 83/09/29, 0310270347 


— 0310270 429 LER 83-0Oa/03L-O on 030410, right hand stop valve failed 
Cauned bg separation of valve disc from clapper arm disc 
Valve repaired & will be replaced at next refueling outage 
Left hand stop valve also inspected N/030510 Itr 
HUNSTAD, A A , MUSOLF.O Northern States Power Co 63/05/10 
Region 3, Office of Director 3pp 20936 098 24X 

Fiche 50-000,03/09/29,0310270347 


0310270395 FOIA request for release of SECY-02-242 6 SECY-83-317 to 
PDR 

PEDRO, J NUS Corp CD-IB-03-247 83/08/12 Division of Rules 

and Records Ip 20943 299 


8310270360 Responds to FOIA request for SECY-02-242 6 9ECY-83-317 
Forwards SECV-Ba-242 SECY-83-317 withheld (ref FOIA 
Exemption 5) 

FEt-TON. J M Division of Rules and Records 03/09/29 PEDRO, J NUS 
Corp 2pp 20943 296 


—0206240078 SECy-82-242 

Requests Commission approval re mod of NRC regulations 
involving requirements for fracture toughness of RCPD, 
including surveillance of neutron radiation embrittlement 
•of reactor vessel beltline matl 

DIRCKS, N J Office of the Executive Director for Operations 
82/06/14 39pp 20943 29Q 


0310270366 FOIA request for 6ECY-83-270 it aECY-a3-a70, transml ttlng 
030624 "Rept un Adequacy t< Safety of Relief Valve Testing 8t 
PBrfiortn^nce " 

WEISS, E R Union of Concerned Scientists 03/09/30 FELTON, J 
Division of Rules and Records Ip 20943 126 


— 9310270'390 LER 03-OO7/O3L-O on 03041 1, essentia I motor control ctt 133A 
feeder breaker tripped Caused by drifted right phase 
evercurrent trip device Device replaced Ic breaker reclottd it 
replaced U/330911 I tv 

MUSOLF, D. Northern Statea Power Co 03/09/11 Region 3. Office 
of Dlrtctor 3pp 20930 074 24X Ficfi# 90-000,83/09/29, 

8310270347 


—0310270410 LER 83-O0S/O3L-O’ on 830413. leak In feeduatar heater 
extraction steam trip outlet pipe i5A found. Caused by steam 
eroeion Leaking pipe section replaced it eroiioii proyram will 
be accelerated <• amended. tf/03D5 16 Itr 

MAIER, P , ftUSOLFi D Northern States Power C-o 03/09/13 Region 
3, Office of Director 3pp 20938 077. 24X Flche 90-000, 

83/09/59. 8310270347. 


8310270369 Responds to FOIA request for 8ECY-03-27a S, SECY-a3-27D. 
transmitting 030624 "Rept on Adequacy J< Sofey of RuUef 
Valve Testing S. Performance '' Forwards requested documonts 
FELTON, J M Division of Rules and Records 03/10/04 WE IBB, E R 
Union of Concerned Scientists Ip 20943 129 24X 

Fiche 90-589,03/10/04,8310270369 


— 8307270430 SECY-B3-270 

Forwards revised certification it noncertification status 
tables per B30622 request Table 1 revised to clarify Insp 
status of certification items for which insp previously 
noted as not applicable 

DIRCKS, W ■J Office of the Executive Director for Operations 
63/07/11 43pp 20943 130 24X Fiche' 50-269, 03/10/04, 0310270369 


•0310270414 LER 83-009/017-0 an 830504, HPC I Woodward Oovernor ECR 
hydraulic actuator coil discovered grounded Caused by faulty 
wire teed insolation, Emerg ency generator reactor it HPCI 
lube all repliced Sample being analy x edn W/83D910 itr 
WOJCHOUSHI. A. V . MUSOLFfD Northern atates Power Co 03/09/10 

Region 3. Office of Director. 3pp 20930 000 24X 

Fiche 90-000,03/09/5910310270347 


•6310270419 LER 62-023/03L-0’ on 621121, c onta i nnent pressure sensing line 
found capped Caused by personnel error, Units will be 
labeled W/aai230 Itr. 

HUNBTAD.A A Northern States Power Co 02 / 12 / 21 . Region 3, 

Office of Director 2pp. 20939 085 24X Fl c he; 90-000, 03/09/29, 


310270418 LER B2-026/03L-0’ on 821 1 15, twrb Ine driven auxiliary 
feedwater pump U failed to deliver fuJl flow of 200 gpm to 
eteam ganerators Cauetd by unscrewed governor valve Valve 
■ eat reinstalled t, staked in position g/02i219 Itr 
NVJNSTAO, A A., MUfl0LF,0 Northern States Power Co 82/15/15 
Region 3, Office of Director. 2pp. 20938 0B7 24X 

F 1 c h ■ ’ 90-000, 83 / 09/29, 83 10270347. 


110270421 LER 03-001 /OlT-0. on 830204, Exxon ECC8 analusii error 
di scovered, Caused by input error into codes W/B30218 Itr 
HiMSTAD, A A , WaOLF,,D Northern States Power Co. 03/05/18 
Region 3, Office of Director. 3pp 20930,089 24X 

Fiche. 90-000, 83/09/59, 8310270347 


— 8307220250 SECY-fl3-270 

Provides summary of primary sys relief ^ safety valve 
testing & performance since TftI-2 accident pet NUREO-0737, 
Item II D 1 

OrRCK8,W J Office of the Executive Director for Operations 
03/07/09 I25pp 20943 173 


0310270465 FQIA request for current printouts of computer lied steam 
generator status info it addl summary info on V3 or foreign 
steam generator status 

CONNER, L Doc-aearch Associates 03/08/29 NRC - No Detailed 
Affiliation Given. ip 20937 242 


B3EO27046B Responds to FOIA request for current printouts 1< 
interpretive keys of computerixed steam generator status 
Info tt add! summary info on 00 or foreign status Forwards 
printout it Congressman MarVey Itrs Info available in PDR 
FELTONr J M Division of Rules and Records 83/10/04 CONNER, U 
Doc-Bearch Associates Ip 20937 243 


— 8215190245 Forwards util responses to Generic Ltr 82-52 re economic V 
Worker safety aspects of steam generator tube degradation 
problem per NRC 821027 ltr 

HAMMERER, C Office of Congressional Affairs 0L-B2-22 82/11/30 

MARKEY.E J House of Rep , Interior it Insular Affairs 2pp 
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— 831S150246 Forwards completed questionnaire in response to Generic L tr 
02“3a, ’'Conqress iotial Request for Info re Steam Generator 
Tube Integrity " No major steam generator repairs 
anticipated m next 9 yrs 

MU50LF. D Northern States Power Co GL’-B3-22 82/11/11 

Office of Nuclear Reactor Regulation# Director 2p p 20937 336 


— ‘B213290072 Forwards addl responses to info requested in 821026 Itr re 
steam generator integrity (Generic Ltr 82-22) & list of 
licensees which have & have not responded 

KAMMCRER.C Office of Congressional Affairs GL-a2-22 02/12/10 

MARKEYjE J House of Rep , Interior U Insular Affairs 3pp 

20937 356 


--8310270470 Computer printout of steam generator status Info 
* NRC - No Detailed Affiliation Given 03/10/04 83pp 
20937 244 


0310270496 FOIA request for list of utils accused of making matl false 
fitatements from Jan 1979 to present 

HAFNER, D Suffolk Nuclear Study Group 83/06/27 Office qf 
Administration Ip 20920 353 


Q3102705D1 Responds to FOIA 7 equest for list of utils accused of making 
matl false statements from Jan 1979 to present Forwards 
requested list Addl info re listed utils available In PDR 
FEUTQN, J M Division of Rules and Records 83/07/28 KAFNER.B 
Suffolk Nuclear Study Group Ip 20920 394 


— G310270505 List of Utils accused of making matl false statements from 
Jan 1973 to present 

* NRC - No Detailed Affiliation Given 83/07/20 Spp 
20928 399 


G310270903 Partial response to FOIA request for documents re emergency 
operation facilities located 10-20 miles from nuclear plant 
documents approving or denying teqoost to locate at 
distance greater than 20 miles App A documents In PDR 
FELTON, J M Division of Rules and Records 03/07/28 O'NEILL, JH 

Shaw, Pittman, Potts it Trowbridge 2pp 20928' 397 


0310270500 Appeals denial of FOIA request for DDE/NRC Form 741 
detailing movement of South African origin matl Reasons for 
confidential nature of Form 741 requested 

KNAPIKrM NcGrau-Hill Publications Co 83/06/10 Office of the 

Executive Director for Operations ip 20928 329 


&310270512 FOIA request for records relating to, commenting on* 
support Ing* cri t 1 c i 2 ing or otherwise referring to NRC 
recommendation that emergency operation facilities 
be located at distance between iO 6 20 miles from plant 
O'NEILL, J H Shaw. Pittman, Potts h Trowbridge 83/06/21 Office 

of Administration Ip 20928 399 


Q310270S14 Responds to appeal re denial of FOIA request for DOE/NRC 
Forms 741 detailing movement of South African origin matl 
Appeal denied Document withheld (ref FOlA Exemption 4> 

DIRCK8, U J Office of the Executive Director for Operations 
03/07/26 KNAPIK.M McGraw-Hill Publications Co 2pp 20920330 


B310270S27 FOIA request for three categories of documents re 030606 gas 
leak at facility 

AROYROS.D Chamlln, Bchottland* Rosen. Cavanagh fc UUano 03/06/22 
NRC - No Detailed Affiliation Given Ip 80937 224 24X 

Flche 90-219,83/06/22,0310270927 


8310270941 Responds to FOIA request for three categories of documents 
re 830606 gas leak at facility Forwards App A documents 
FELTON, J M Division of Rules and Records 03/07/22 AROYNOS, D L 
Chamlin, Schottland, Rosen, Cavanagh << Uliano 2pp a0937 S23 24X 

F i c he 90-000, 83/07/22, 8310270941 


—8310270947 Bubmlts morning rept for Region I, listing Q30606 «< 07 
events 

ALLAN, J M Region 1. Office of Director 03/06/07 BLAHA, J 
Program Support Branch Ip 20937 288 24X Fiche 90-000* 

03/07/22, 0310270541 


0310200071 FOIA request for AEOD rept, "Lois of Shutdown Cooling << 
Subsequent Boron Dilution at San Onofre 2," dtd 030423 
info re fuel rod degradation problem described in IE Info 
Notice 02-27 

HIATT. S L Ohio Citlions for Responsible Energy IElN-a2-27 
83/06/29 FELTON, J M Division of Rules and Records Ip 
20963 195 24X Fiche 90-361,83/06/29.0310280071 


0310200079 Responds to FOIA request for AEOD r«pti "Loss of Shutdown 
Cooling it Subsequent Boron Dilution at San Onofre 2, ‘‘ dtd 
830425 6 documents re fuel rod degradation problem described 
in IE Info Notice 02-27 Forwards App A documents 

FELTON. J M Division of Rules and Recurds 03/07/28 HIATTS L 
Ohio Cltiiens for Responfilble Energy Spp 20962 196 84X 

Fiche &0-000, 83/07/28, 8310200079 


— 0309030119 Forwards "Loss of Shutdown Cooling l< Subsequent Boron 
Dilution.” engineering evaluation rept 

CINTULA. T C Reactor Operations Analysis Branch AE0D/E31O. 
03/04/29 SEYFRIT.K V Reactor Operations Analysis Branch Ip 
20962 239 24X Fiche 50-000,83/07/20*0310280079, 


— B30S030120 AEOD/eSlO 

"Loss of Shutdown Cooling & Subsequent Boron Dilution**' 
engineering evaluation summary 

ff Director's Office 83/04/25 i3pp 20763 240 2AX 
Fiche 50-000,03/07/38.0310280079 


— 0305160184 Forwards draft IE info notice on possible safety concern to 
all PWRs re end engineering evaluation rept on 830314 it 24 
loss of shutdown cooling & subsequent boron dilution 
HELTEMES, C J Docketing & Services Branch 83/D5/06 JORDAN, E L 
Division of Emergency Preparedness £< Engineering Response (Post 
030103) ip 20962 230 24X Fiche 90-000.83/07/28*0310200079, 


—0310280132 Forwards IE Circular BO-17, "Fuel Pin Damage Due to Water 
Jet From Baffle Plate Corner," for Issuance on 800723 Draft 
transmittal Ltr also end 

MOSELEY, N C Division of Reactor Operations Inspections 
00/07/31 GRIER, BH Region 1. Philadelphia. Office of the 
Director O'REILLY, J P Region 2* Atlanta* Office of the 
Director KEPPLER,J G Region 3, Chicago. Office of the Director 
3pp 20962 163 


— 8310200136 Forwards safety evaluations prepared by llcensei tt Region V 
re loose fuel pellets & clad pieces in RC8 

CREH8, J L Division qf Resident, Riactor Project & Engineering 
Programs 02/07/23 CLARK, R A Operating Reactors Branch 3 
6pp 30962220 24X Fiche 50-000, 03/07/20, 8310200079 


— 0310360130 Safety evaluation re loose fuel pellets it clad pieces In 
RCS Strong evidence exists that no more than 20 pellets 
remain In RCB Licensee performed comprehensive evaluation of 
proposed operation Related info end 

« Region 9, Office of Director 82/07/21 12pp 20962 226, 24X 

Fiche 90-000*03/07/28,0310200079 


—0310280160 LER 50-266/79-18 on 791217, during Cycle 3-4 refueling, 
discovered section of fuel rod missing Caused by water 
impingement through baffle plate while failed assembly In 
Cycle 2 position H-l Investigation In progress W/7512ao ltr 
OaDE.P £ * DURSTEIN. 9 Wisconsin Electric Power Co 79/18/30 
RUSCHE, D C Office qf Nuclear Reactor 'Ragu 1 atlon, Director topp 
20962 293 24X Fiche 50-000*03/07/28,0310200079 


—8310200171 LER 90-266/76-13 on 761222* wall cladding defects noted in 
one rod of fual assembly 007 Caused by rqd vibrating against 
rod retaining grid springs pcenlng of core baffle plate 
JO 1 nts, c omp 1 eted in Nov 1976*ihquld prevent recurrence 
BOTJEiP E Wisconsin Electric Power Co 77/01/04 3pp 
20962 263 24X Fiche 90-000,03/07/23.0310200079 


0310300169 Appeals partial denial of FOIA request for correspondence 
beturren Chairman PalUdino 8t DQJ re investigation af alleged 
falsification of RGS leak rate tests 

VOIGT, HH LeBneuf, Lamb. Lelby 6 MacRae, 03/09/19. CHILK.S. J 
Office of the Secretary of the Commission 2pp 20965 055 24X 

Fiche 90-309,03/09/19,8310280169 


6310200172 Responds to appeal re partial denial of FOIA request for 
correspondence between Chairmen Palladlno b DOJ re 
invest igot Ion of alleged falsification of RCB leak rate 
teste. Info partially withheld (ref FOIA Exemption 3) 

CHILK.S J Office of the Secretary of the Commission 03/10/14 
VQI0T«H H LeBoeuf, Lamb. Leiby It MacRae 2pp 20969'057 24X 

Fiche 90-289,03/10/14,0310200172 


— 03LO2BO179 Comments on questions raised in 030517 ltr to Chelrnan 
Palladino te communicet i on between agencies DOJ should 
commit to completion date for investigation Gupporting 
documentation end 

CUMMINGS. J J Office of Inspector b Auditor 83/09/31, 

JENSEN. D L Justice, Dept of 4pp 20969 064 34X 

Fiche 90-209.03/10/14.0310200172 


8310200174 FOIA request for all internal nonpublic documentation re 
const flews (< Improper conduct by Inspectors, ut i 1 
contractors or subcontractors 

KCINMtS, D News b Observer 03/07/19 FELTON. J Division of Rules 
and Recards tp 20963207 34X Flch e- 50-400. 83/07/19* 8310280174. 
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8310230176 F(««pan<t» to FQIA riquiBit for internal nonpublle 
documentation re const flaus tc improper conduct of MIC 
Inspector* util contTactore or subcontractors PoT^jards 
documents listed In App A 

FELTON. J N Division of Roles and Records B3/09/23 VADEN. T 
Neus 8c Observer 3pp- 20963:260 24X Flche 5-0-400, 83/09/23. 

B3102Q0176 


— G310SSO193 Docuffltntt 0 2acber 790212 request for current status of 
remand hearing 8. NRC actions re recommendations In Ofc pf 
Inspector k Auditor rept Recommendations will be adopted 
FOaTERiW. H Office of Inspector I. Auditor 79/02/13 Office of 
Inspector k Auditor. Ip 50963 291 24X Flche 90-400.63/07/23. 

6310280176 


— 6310260197 Foruerds draft Ofc of Inspector k Auditor 781109 rept on 
Inquiry into alleged amission of line Inspector views from 
CP hearing. for perusal M/o end 

MURRAV.J P Deputy E:xecutive Legal Director 78/12/10 
CUMMIN08. J J Office of Inspector k Auditor 3pp 20963 292 
a4X Flche 50-400.63/09/23.0310280176 


— 6310260202 Docufliants telcon w/FC Cantrell re insp file in preparatlan 
for testimony Instructions not received to review file 
Cantrell relied solely on personal notes & records to 
prepare testimony 

PODTER.U H Office of Inspector k Auditor 76/11/01. Office of 
Inspector k Auditor Ip, 20963.295 24X Ficht 50-400. 63/09/23. 

8310260176 


—6310260207 Adviets that A8LAB Chairmen. A6 Rosenthal will decline 
interview. claiming purposelessness 

F08TE6.IN H Office Of Inspector 8. Auditor. 76/10/26. Office of 
Inspector k Auditor Ip 20963 296 24X Flche 50-400.83/09/23, 

6310S80176 


—6310260211 Advises that 16 Manuel Chapter 94010-6 snly written policy 
for preparing testimony for licensing hearings.per 761025 
telcon u/RC Faulus 

FOBTERiM H Office nf Inspector k Auditor 76/10/26. Office of 
Inspector k Auditor Ip 20963 297 24X Flche 50-400.63/09/23. 

6310260176 


—6310260214 Forwards A8 Rosenthal 761024 memo to 00 Abstom for perusal 
ASBTON.O 0 Office of Inspector k Auditor 78/10/29 
HENDRlEr J H Cammlstloner s Ip. 20963 29Q 24X 

Flche 90-400.83/09/23.6310260176 


—6310280216 Advises that A8LAB members not willing to be Interviewed due 
to possible future involvement In case 
ROeENTHAL.A 6 Atomic Safety and Licensing Appeal Panel 
78/10/24 A6BTON.O 0 Office of Inspector k Auditor. ip 
20963*299. 24X Flche 50-400. 83/09/23. 9310280176 


— 9310280222 Rsquests Intarvieui ui/AStAB members to discuss Impact of 
aMlsfion of line Inspector views from uritttn k oral 
tat timony 

ABBTONrO 0, Office of Inspactor k Auditor 76/10/24 
ROSENTflALiA 8 Atomic Safety and Licensing Appeal Panel, Ip 
20963 300, 24X Flche. 50-400. 83/09/23. 8310280176 


— 8310280225 Forwards Info re Dfc of Inspector k Auditor interview of 
A8LAB (ref Yore 761 0|9 memo to Commie aionert 1 
FRYE. J H Atomic Safety and Llctnslng Board Panel 76/10/20, 
R06ENTNAL.A . KELLEY. J L i ABSTO^I. 0 O. NRC - No Detailed 
Affiliation Dlven Ip. 20963 301 24X Flche: 50-400. 63/09/23. 

6310260176, 


— 8310260236 Forwards DH gamble 701019 memo. for interest, 
ABSTONiO 0 Office of Inspector k Auditor 76/10/20 
NEMDR I E. vJ, M. Commissioners ip 20963 312 24X 

F i c h t : 50-400 . 83/09/23. 83 10280176. 


— 8310280238 Summerlxes A Roeenthal 701019 telcon opposing potential 
interview U/A8LAB members, c 1 ting unpl easentnes s of A8LB 
interview Ofc of Inspector k Auditor must assure different 
line of questioning hefars interview Is granted. 

OAHBLEiD.H. Office of Inspector k Auditor. 76/10/19. Office of 
Inspector k Auditor 2pp 20963:313 24X Fic ha, 50-400. 83/09/23^ 

6310260176 


— 0310280242 Forwards documentation Pf 761017 conversation w/Jtt Varela, 
former AEC employee re V Brownl ee, Converse tion connected u/ 
current investigation. 

6AVIS. J. O Director's Officer Office of Inspection and 
Enforcement, 70/10/19 AB8T0N, O 0 . Office of Inspector k 
Auditor Ip. 20963.315 24X FI chs ‘ 50-400. 83/09/23. 6310280176 


— 63102B0244 Documents 781017 conversation u/J Uar e 1 a, former Region l! 
efflp 1 oy oe, Drounl ee directed Varela to change info In insp 
rept. causing dispute 

DAVIB.J O Director's Office. Office of Inspection and 
Enforcement 76/10/19 Director's Office. Office of Inspection 
and Enforcement Ip 20963 316 24X Flche 50-400.03/09/23, 

6310280176 


— 63102B0246 Documents 701017 conversation ui/C Barth (OELD> re testimony 
foTuarded to A6LB before 771004 hearing ASLB Should be 
required to read testimony before hearing 

FOBTER.W H Office of Inspector k Auditor 78/10/10 Office of 
Inspector k Auditor Ip 20963 317 24X Flche 30-400.03/09/23. 

03 1 0260 176 


— 83102B024B Advio-os of Ofc of Inspector k Auditor inability to 
procure useful Info during interview u/ASLD due to ASLB 
unrespnnsivehess 

ABBTQN. 0 0 Dffics of Inspector k Auditor /8/10/17 
HENDRIE.J M , OILINBKY. V • KENNEDY. R T Commissioners 2pp 
20963 324 a4X Flche 50-400.03/09/23.0310200176 


— 83I02B0250 Advises that HA Wilbur perusal of Dance testimony disclosed 
no ref to QA problems listed In subj insp repts 

F03TER.W H Office of Inspector k Auditor 76/10/10 Office of 
Inspactor k Auditor Ip 20963 326 24X Flche 50-400.83/09/23. 

03 I 0260 176 


— 0310200254 Forwards case assignments for AQUB members 00 Bright. 

JV Leeds k IM Smith, per request 

FITT1>C J Atomic Safety and Licensing Board Panel 78/10/06 
OAMOLE.O H Office of Inspector k Auditor 6pp 20963 327 SAX 
Flche 50-400,03/09/23.6310260176 


—6310200256 Forward & Acting Oeneral Counsel opinion indicating no 
ex parte problem w/Ofc of Inspector k Auditor interview of 
ASL8 members 

ABSTDN. 0 0 Office of Inspector k Auditor 70/10/03 YORe. j R . 
ROSENTHAL, A 3 Atomic Bafety and Licensing Board Panel Ip 
20963 333 24X Fiche 50-400,03/09/23.0310200176 


—0310200259 Informs of 701003 conversation w/I Smith of A8LD re Ofc of 
Inspector k Auditor interview w/ASLD members. to 
fulfill Commission order Interview will probably not be 
granted due to ex parte rule 

FOSTER, U H Office of Inspector k Auditor 7G/10/03 Office of 
Inspector k Auditor Ip 20963 335 24X Fiche 50-400. 03/09/23, 

0310200176 


— 8310200263 Qummarlces continued attempts to gain A6LB interview through 
700927 conversation w/JV Leeds Leeds will not cooperate, 
citing ex parte rule 

FOSTER, W H Office of Inspector k Auditor 70/09/27 Office of 
Inspector k Auditor 2pp 20963 336 24X Fiche 50-400.83/09/23. 

0310200176 


— 031O2BO265 Informs of alleged improprieties re deficiency discrepancy 
repts k corresponding logbook entries 

VORBE.JY, Office of Investigation 02-03-011 83/03/04 

ALBERBONiC Y NRC - No Detailed Affllletlon Given Ip 
20963 33B 24X Flche 50-400.83/09/23,8310200176 


— 0310200270 Discusses alleged Improprieties re deficiency discrepancy 
repts k corresponding logbook entries 

BURCH, R H Office of Investigation 02-83-011 03/03/03 

Office of Investigation ip 30963 339 S4X 
Flche 50-400,03/09/23,0310280176 


—0310280299 Advises that no new Info revealed after Inquiry of allegod 
impraprletles re deficiency discrepancy repts k 
corresponding logbook entries 

VDR8E, J Y Office of Investigation 02-03-011 B3/05/06 

TODD, O NRC - No Detailed Affiliation Given Ip 20963 340 2dX 

Fiche 50-400,83/09/23,0310280176 


— 8310280303 Advises that inquiry into alleged improprieties re 
deficiency discrepancy repts k corresponding logbook entries 
closed Util cited for violation 

BURCH, R H Office of Investigation 82-83-011 83/05/04 

Office of Investigation Ip 20963 341 24X 

Flche 50-400,83/09/23,0310200176 


8310200103 Appeals pertlal denlel of FOIA request for four categories 
of Info re Caseload Forecast Panel 830330-31 mbetlng site 
vJelt- 

FALKENHEINER. D Louisiana Consumer's League, Inc FALKENHElNERr D 
Faltenheiner, D 83/09/01, Office of the Executive Director for 
Operations 2pp 20963 342 24X Flche 50-458.83/09/01,0310280103 
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'0310380109 R&sponds to appeal re partial denial of roiA req.uest for 
fowr categories of info re Caseload Forecast Panel 830330-31 
fleeting ^ site visit Fortuaids coniplete version of requested 
dciciiinEn ts 

OlRCKSi- Ini J Office of the Executive Director for Operations 
63/10/18 FALKEMHEINSRi D Fa Ikonbelher, D ip 20963 3^4 24jC 
Fiche 50-4 58,83/10/10.0310260189 


’‘B3102Q0199 Calculations re facillt9 components Supporting documentat > an 
ere I 

* Qulf States Utilities Co 03/03/30 llpp 20963 350 a4X 
Flche 50-458,83/10/10,6310280189 


B3lO2Q0aO4 Appeals denial of FDlA recioest for Oft of Investigation 
TBpta re oHegations concerning presence of Bechtel 
T epreventative at facility prior to Nov 1982 

OEV/INE, T Government Accountability Project 83/06/16 CHILK.S J 
Office of the Secretary of the Commission 2pp 209&4 192 a4X 
Fiche 50-358. 03/06/ I6i 8310200204 


B3t0?e02l2 Responds to appeal re denial of FOIA request for OPc of 
investigation repts concerning facility Grants appeal in 
part Forwards document Info partlaly withheld (ref FOlA 
Eiamption 7> 

CHILKj B J Office of the Secretary of the Commission B3/08/34 
llEVlNE, T Government Accountability Project 2pp 20964 198 24A 

Fiche 30-350,83/08/24.0310280312 


— 8310560220 IE Investigation Hept H-83-00J on 830120-'030l Klo 
noncompHanco noted Major areas investigated allegations 
re presence of Dechtel representatives at facility prior to 
•Nov 1983 Affidavit end Info deleted 

GILBERT, E C , WARD.W J . HAYES. B D Office of Invest i gat i on 
83/03/11 60pp 20964 205 24X Fiche 50-358,03/06/24,831026021? 


—0310200224 Submits revised proposal for providing corripletlon svts for 
facility Rev to proposa 1. or ig Inal ly submitted on 021108. 
responds to Commission 021122 order to show cause List of 
independent review team members end 

REIN3CH. H 0 Qechtel Corp 82/11/53 DICKHQNER.VI M Cincinnati 
Oas U electric Co 7pp 20964 265 24X Fiche 50-358,83/09/24, 

0310200512 


— 0310200229 Supple 021 1S3 Itr in response to JO Keppler 821520 request, 
directed to util, re Bechtel mgt role Soderholm involvement 
discueoed 

MAHL, H W Bechtel Corp 82/12/59 DICKHONER.WH Cincinnati Oas 
Electric Co 6pp 20964 296 24X Fiche 50-358,63/08/24, 

6310200212 


— 83102B0231 Forwards description of steps to be taken to identify 
necassarg organli ationa I procedural ac t ion* resumes of 
Phase 1 team members, summer 1 les of Dechtel nuclear 
experience t. contract forms Info deleted 

REINSCH, H 0 Dechtel Corp 02711/00" DlCKHDNERiU H Cincinnati 
Oaa Sc Electric Co ASp p 20964 300 a4X Fiche SO-SSa. 83/00/24, 

Q3ioaaosi2 


--8310280220 IE Investigation Rept H-83-001 on B30120-0301 No 
nunc omp I lance noted Major areas investigated allegations 
ro presence of Bechtel representatives at facility prior to 
Nov 19B2 Affidavit end Info deleted 

GILBERT. E C , HARD. H J . HAYEB. Q D Office of Investigation. 
63/03/11 60pp 20964 205 24X Fiche 50-358.03/00/24,8310200212 


— ^6310260224 Submits revised proposal for providing completion sve* far 
facility Rev to propose 1. or iginal 1 y submitted on B2li08. 
responds to Commission 821122 order to show cause List of 
Independent review team members end 

BeiNBCH.H 0 Bechtel Corp 02/11/23 DICKHQNER,g H Cincinnati 
<Jas it Electric Co, 7pp 20964 265 24X FUhe S 0-350. 63/00/24. 

0310280212 


— 8310280229 Buppls BLUBS Ur In response to JO Kepplar 621520 request, 
directed to util, re Bechtel mgt role Soderholm involvement 
discussed 

WaHL,H W Bechtel Corp 02/15/29 DICKHQNER.W H Cincinnati Gas 
& Electric Co 6pp 20964.296 24X Fiche 50-358,83/00/24, 

0310260212 


— B3LO2B0231 Forwards description of steps to be taten to Identify 
necessary organl lationa l procedural action, resumes of 
Phase I team members, summari io» of Bechtel nuclear 
eiparionce 8< contract forms Info deleted 

REIN3CH.H 0 Bechtel Corp 83/11/00 OICJ^HONER.M H Cincinnati 
Gas I, Electric Co ABpp 20964 300 24X Fiche 50-350,63/00/24, 

8310260212 


0310310017 FOIA request for documents re integrated leak rate tests for 
ll-et«d facilities to be placed in PDR 

CONNER,!. Affiliation Unknown 03/05/02 NRC - Ho Detailed 
Affiliation Oiven Ip 21004 570 24X Fiche' 50-000. 83/05/02. 
0310310017 


8310310031 Responds to FOIA request for documents re integrated leak 
rate tests for facilities to be placed in PDR Poruards 
dacuments to be placed in PDR t list of facilities for Which 
repts are unavailable 

FELTON. J h Division of Rules and Records 03/07/06 CONNER. L 
Affiliation UnknoiDi) Ip 2I0D4 271 24X Fiche 5D-00D> 83/07/06. 

8310310031 


— 0310310056 "‘Reactor Containment Dldg Integrated Leak Rate Test 

e Nebraska Public Power District 76/11/30 250pp 21004 272 

24X PichB 50-000. 83/07/06. 0310310031 


--BBlOSlOoaa ‘‘Integrated Leak Rate Test Computer Program for Primary 
Containment '* 

* Power Authority of the State of New York 74/03/50 lOOpp 
2:1005 179 24X Fiche 50-000.63/07/06,8310310031 


— 8310310061 YAEC-1055 

"Integrated primary Containment Leakage Rate Test " 
TARNUZ4ER,E C Vermont Yankee Nuclear Power Corp 72/08/07 
67pp 21005 200 24X Fiche 50-000.03/07/06,0310310031 


— 8310310-064 "Reactor Containment Bldg Integrated Leakage Rate Test 
Rept " W/7 70628 Ur 

ULLRICH.N T Philadelphia Electric Co 77/04/04 I09pp 
21003 313 a4X Fiche 50-000.03/07/06.0310310031 


—8310310067 "Reactor Containment Dldg Integrated Leak Rate Test," 
summary technical rept 

ROMAN, W 0 Ebasco 3orvices, Inc (subs of Enserch Cor? I 
76/02/14 56pp 21006 065 24X Fiche 50-000.83/07/06.9310310031 


—8310310063 Operating Procedure 13100- 1. "Integrated Leak Rate Test " 
HOMAN. N D Ebasco Services. Inc (subs of Enserch C-orp > 
75/lUOl, 200pp 21006 159 84X Fiche 30-000,03/07/06, 

0310310031 


—0310310070 “Containment Leek Rate Tests." Type D 6 C test repts 
a Florida Power t, Light Co 76/02/14 9pp 21006 325 24X 

Fiche 50-000,63/07/06,0310310031 


—0310310072 “Reactor Containment Bldg Integrated Leek Rate Test " 
W/ 7306 12 Ur 

* Millstone Point Co 73/03/31 I20pp 51006 334 24X 

Fiche 50-000.83/07/06,8310310031 


—8310310073 Forwards "Reactor Containment Bldg Integrated Leek Rite 
Test," including analysis t interpretation of Type A test 
results 6 summary analysis of Type B 6 C tests performed 
since last fype A test in Oct i?7S 

WHITE. L D Rochester Gas b Electric Cprp 76/05/19 PURPLE. R A 
Office -of Nuclear Reactor Regulation. Director tp 81007 095 
24X Fiche Sq-OOO. 83/07/06. 83l03r0O3{ 


—9310310076 "Reactor Containment Bldg Integrated Leek Rete Test " 

« Rqc heater Oas 6 Electric Corp 76/02/26 I80pp 21007 096 
24X Fiche. 50-000, 83/07/06,8310310031 


— G310310077 "Reactor Containment Qldg Integrated Leak Rate Test " 

e Indiana U Michigan Power Co 75/02/S6 67pp 21007 815 24X 

Fiche 50-000,83/07/06.9310310031 


— 8310310000 “Reactor Containment Bldg Integrated Leak Rat# Test 
IPreoperatlonal I “ 

e Indiana & Michigan Power Co * American Electric Power Co . 
tnt 70/04/10 laipp 21007 203 a4X Fiche 50-000,03/07/06. 
6310310031 


6310310063 FQIA request fur documents re const t. operation of C-E 
plants List of info required submitted 

BELL,N Coalition for Safe Power 63/03/31 Office of 
Administration Ip 20990 173 247 FUhe 50-800.63/03/31. 

0310310063 


e3l03100>?6 FOIA request for 6ECV-e2-7, G2-121 . B2- 141, 62-14 1 A. 82-160. 
92-251. 62-243,62-351,02-460. 03-466.62-483.03-301 83-44,63-75. 

03-93 It 83-105 to be placed In PDR 

8H0LLV.BC Union of Concerned Bdentlsts 63/07/14 FELTQN.JM 
Division of Rules and Records. 2pp SIOOO' 144 


0310310097 Responds to FQTA request that 16 EECYs he placed in PDR 
Forwards App A documents SECY-Ba-466 withheld <TeP FOIA 
Exemption 5) 

FELTON, J M Division of Roles and Records 03/09/19 9H0LLY. S C 
Union of Concerned Scientists 3pp> 2100D 146 24X 

Fiche 50-320.03/09/19,0310310097 
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—8203130050 SECY“B2'077 

iTlforms Commlsaion WRC prosrosa in develop Inj criteria & 
strategies re use af potassium iodide <KJ> to block 
tTiyrold gland in event of accidental release of Tadloiodine 
i/alldlty of distribution of Ki to general public questioned 
DIRCKS/U J Office Of the Executive Director for Operations 
03/02/19 llpp 31D00 396 


—0204070171 SECY-e3-131 

Advises of current status of studies assessing potential 
technical I regulatory % loc i oeconomlc impacts of proposed 
alternatives for accident itrater disposition 

* Office of the Executive Director for Operations 02/03/10 
13pp 31000 149 34X Fiche 30-320.03/09/19.0310310097 


— 0205090900 SECV-B3-I60 

Informs of revision of 10CFR20»stds for protection against 
radiation. Ic efforts to ascertain adverse technical %t 
economic impacts on NRC 6 licensee of revised regulation 
Comparison of lOCFRSO salient issues w/a 1 terna tives end 
DIRCKSj U J Office of the Executive Director for Operations 
02/04/21 Dpp 31000 169 


—0206100323 SECY-G2-221 

Forwards study re fiRC role in contested nuclear pouer 
reactor initial licensing proceedings Study concludes that 
different "neutrar* NRC role should he adopted on trial 
basis in selected cases 

BICKbllT. L Office of the General Counsel 62/06/03 60pp 
aiOOO 177 


—B 2062903 16 SECy-Ba-291 

Provides Commission u/rept re property insurance for 
decontaml nati on of nuclear reactors as published In 
NUREO~099l 

DIRCKS.W J Office of the Executive Director for Operations 
82/06/16 4pp 21000 246 


— B2063003-I2 SecV-B2-243 

Informs Commission of status of NRC activities re 
development of improved safeguards Info sys 

DlRCKSrN J Office of the Executive Director for Operations 
02/06/10 3pp 21000 245 


— S21 £29010B SECY-e2-460 

Informs Commission of historical 6 current rates of license 
issuance 4- exam failures for reactor operators & senior 
reactor operators 

DIRCK9.W -J Cffice of the Executive Director for Operations 
62/11/17 4pp 21000 292 


— B302160096 6ECY-a3-044 

Submits alternatives for scope of guidelines for 
post-accident recovery In event of nuclear-related 
accidents Recommends deferment of plan development until 
completion of severe accident St source term research 
DIRCKBj 11 J Office Of the Executive Director for Operations 
03/01/31 I6pp 21000 276 


1304220 OBB SECY-G3-126 

Requests approval for publication of proposed rule ensuring 
that certain contractoirs 6 suhe ontrac tor s of 10CFR90 
licensees post NRC Form 3 

DlRCKBiN J Office of the Executive Director for Operations 
83/04/06 4pp 21000 162 


-8310310116 SECY-02- 1416 

Informs of historical << current rates of license tssuence 4 
exam failures for reactor 8c senior reactor operators 
Supporting data end Failure rates of 273^ 4 29X for reactor 
operator & senior reactor opera torr re spec tive 1 y noted. 
DIRCKB.H J Office of the Executive Director for Q-peratlons 
03/DB/23 3pp 21000 166 


-0310310131 SECy-B2-4a3 

Informs of present status of TMJ-l restart certification 

effort 8( provides update on MJReG-0737 items status 

DIBCK6j N J Office of the Executive Director for Operations 

82/12/09 16pp 21000 260 24X FlChe 50-269.03/09/19.031031009' 


-0310310136 6ECY-83-072 

Informs of historical h current rates of license issuance 4 
exam failures for reactor operators 4 senior reactor 
operator Pess/fall rate remained consistent throughout 
Third Quarter FYB2 

DIRCKBj W J Office of the Executive Director for Operations 
03/02/18 4pp 21000.292 


-8310310140 BECY-e3-093 

Transmits INPO ''Performance Objectives 4 Criteria for 
Corporate Evaluations" I. informs of plans to defer further 
action on TMI Action Plan Item I B 1 1 W/q end 
DIRCKSiW J Office of the Executive Director for Operations. 
B3/03/09 3pp. 21000* 296 


GEN TEC IS GENERIC TECHNICAL ISSUES 


8310030306 Forurards response tn 830B16 memo re B3012S main feedwater 
line break Response based on NURE0-091B.NL/REG-0691 8. 
proposed rev to Jan-Mar AO rept 

DIRCKS. U J Office of the Executive Director for Operations 
83/09/21 AS9ELSTINE.J K Commissioners i3pp 20604 039 24X 

Fiche 90-309,83/09/21, 031 003030B 


— 8 3060 20397 Operating Reactor Event Memorandum 83-01 re B30129 loss-of- 
main-feedwater event which resulted in rupture of main 
feedwater line 2 P Jant-spec i f ic PRA studies addressing 
Generic Issue A-0 1 on water hammer recommended 
E19ENHUT. D 0 Division of Licensing 83/09/20 SPCIS. T 
Division of Safety Technology VDLLHER, R Division of 
Engineering MATTSON, R Division of Systems Integration (post 
011005) 17pp 20604 052 24X Fiche 90-309,83/09/21.8310030300 


—0310030316 Requests responses to listed questions re main feeduatsr 
line break due to luater hammer 

ASSELSTINE,J K Oommlssl oners 83/08/16 DIRCK8, W J Office of 
the Executive Director for Operations 3pp 20604 071 24X 

Fiche 50-309.63/09/21,0310030308 


0310(330641 Forwards Alden Research Lab 030916 test results re transpoit 
of ref I active metal 1 ic insulation Completed evaluation will 
be used for resolution of Unresolved Safety Issue A-43, 

"Containment Sump Performance " 

KNIEL.K Generic Issues Branch 03/09/23 FARRAR, D L 
Cammonueelth Edison Co SZALAY, R Atomic Industrial Forum 
DUDZIK.O M Consumers Pouer Co 2pp 20626 293 


—0310030645 Forwards summary of results of transportation tests on pipe 
insulation sample Test results on foil sheets not yet 
Tece i ved 

SROCARD. D N Alden Research Laboratory 63/09/16 SERK1Z,A 
Ceneric Issues Branch I4pp 20626 299 


6310040052 Forwards 9-«nonth response for NURE6-0612, "Control of Heavy 
Loads at Nuclear Power Plants " Electrical interlocks 
prevent main hoist of reactor bldg crane from being used 
over reactor well or spent fuel pool 

CURTia. W W Pennsylvania Pouer U Light Co PLA-1843 B3/09/29 

SCHUENCER.A Licensing Branch 2 63pp 2060B 143 24X 

Fiche 50-383,83/09/29,0310040052 


B3i004D31O Forwards addl info requested in 630010 telcon re Franklin 
Research Ctr 830617 draft technical evaluation ropt on util 
response to Phase 1 of NUREO-0612, "Control of Heavy Loads 
at Nuclear Power Plants " 

FAY.C W Wisconsin Electric Power Co 83/09/26 MILLER. J R 
Office of Nuclear Reactor Regulation, Director MILLER. J R 
Operating Reactors Branch 3 Bpp 20613 096 24X 

Fiche 50-266,83/09/28,8310040310 


B3l(X)40498 Respec of Contention 1-41 re sys interaction Certificate of 
Sve enc 1 

DDRSEV. A Llmerlclr Ecology Action 03/09/20 BRENNER, L Atomic 
Safety and Licensing Board Panel 8pp 20625 152 24X 

Fiche 50-332.03/09/26.0310040499 


6310040530 Comments on draft Task Action Plan for Generic Issue A-29i 
"Nuclear Power Plant Design for Reduction of Vulnerability 
to Sabotage " Final responsibility for selection of criteria 
belongs w/NR€ 

STARK, 8 J General Electric Co MFN-179-B3 83/09/29 

FXQRAVANTE. N E Auxiliary Systems Branch 7pp 20623 281 


8310040572 Forwards responses to 030728 request for addl Info required 
to resolve open items in Franklin Research Ctr technical 
evaluation rept on control of heavy loads Info on Sections 
2a 4 Sb re turbine bldg crane to be submitted by 831024 
MIJ3QLF. D Northern States Power Co 83/09/27 Office of Nuclear 
Reactor Regulation. Director 5pp 20622 270 24X 

Fiche 50-263,83/09/27,0310040572 


6310040597 Forwards response to draft technical evaluation rept 
assessing conformance w/general load handling guidelines of 
NUIIEG-0612, "Contro 1 of Heavy Loads at Nuclear Power Plants." 

Addl response iiilll be provided by 831115 

LEMPOESi T E Niagara Mohawk Power Corp 83/09/30 EISENHUT.D G 

Division of Licensing 9pp 20625 327 24X Fiche 30-220,93/09/30 

8310040597 


0310050144 Discusses 630307 4 17 Itrs re pressurized thermal shock flux 
reduction Commitment to Fuel mgt plan for Cycle 6 4 
estimated schedules for fuel mgt plans to be used In 
subsequent cycles requested in 30 days 

EISENHUT.D 0 Division of Licensing 83/09/12 KUKILL.H D 
General Public Utilities - GPU Service Corp 5pp 20650 209. 24X 

Fiche 90-209,83/09/12.8310050144 
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3310060413 Faruiards "HU Robinson Fluence Reduction Analysis for 
I’artiel -Leng th Shield Assembiy Concept*" documenting results 
of Flux reduction program to resolve pressurized thermal 
Shock issue 

CUTTER. A D Carolina Power It Light Co LAP-83-439 83/09/30 

SENTOM* H R Office of Nuclear Reactor Regulation, Director 3pp 
S0641 291 24X Fiche 90-261.83/07/30,8310060413 


— 8310060418 R-S3-030 

“HD Robinson Fluence Reduction Analysis for Part tal'-Leng th 
Shield Assembly Concept " 

Technology for Energy Corp * Carolina Power h Light Co 

B3/09/30 198PP 20641 293 24J( Fiche 50--36 1 . 83/09/30. 

0310060413 


8310070216 "Resolution of Oeneric Issue C-Q* 'MSlV Leakage t. Leak 
Gonirol Sys Failure. Task 2 Base Case Benchmark 
Calculation* Itr rept 

MURPHY, D W , ESSIG.T H Battelle Memorial Institute, pacific 
Northwest Laboratory FiN B-25a9 83/09/23 RIDGELV, J nfftco of 

Nuclear Reactor Regulation* Director 8 pp 20679 345 


8310070408 Forwards 8 ER re control nf heavy loads based on util 
response to 801222 generic Itr Guidelines in NUREO-0612. 
Section 51 1 & 5 3 satisfied 

VAROAiB A Operating Reactors Branch 1 93/09/20 DOLAN, J 

Indiana U Michigan Electric Co 2pp 20675 332 24X 

Fiche 50-315,03/09/20*0310070408 


— 0310070409 Safety evaluation re control of heavy loads Guidelines Itt 
NUREO-0612, Section 51 J L 5 3 satisfied 

NRC ' No Detailed Affiliation Given 83/09/20 2pp 
30675 334 24X Fiche 90-315.83/09/20.8310070408 


— 0309060263 TeR-CS506~344/34S 

"Control of Heavy Loads (C-lO) Indiana b Michigan Electric 
CorDC Cook Nuclear Plant Units 1 b 2, " technical evaluation 
rept 

VGSDURY.F W Franklin Ins tltute/Franklin Research Center 
NRC-03-ai-l30 TAC 07901 83/09/01 SINGH, A NRC - No Detailed 

Affiliation Given 33pp 20675 336 24X Fiche 50-31 5, B3/09/20* 

B310070408 


8310110345 NUREO-lOie 

SEISMIC QUALIFICATION OF EQUIPMENT IN OPERATING PLANTS 
Status Report, Unresolved Safety Issue A-46 
CHANO.T Y Division of Safety Technology 03/09/30 S7pp 
Available at NRC 44 50 20714 074 


6310110454 Forwards safety evaluation b Franklin Research Ctr technical 
evaluation rept re NUREG-0612, "Control of Heavy Loads 
(Phase 1) " Phase I acceptable Need for single failure-proof 
handling ec^uipment will be addressed in Phase 1! 

STOLZjJ F Operating Reactors Branch 4 83/09/21 DAUER.E O 

Philadelphia Electric Co 3pp 20712 076 24X 

Fiche 50-277.03/09/21*8310110454 


— 0310110459 Safety evaluation re util 810618* 1222* 820920, 1025 b SGOBiC 
responses to NUREG-0612, “Control of Heavy Loads (Phase I) " 

Phase I acceptable 

* NRC - No Detailed Affiliation Given 83/09/09 2pp 
20712 079 24X Fiche 50-277* 83/09/51, 83101 10454 


8310110492 Requests brief summary of keg points made during 830818 
tolcon b results of flux reduction program due to revised 
results for surveillance wall capsule 263 Submittal 
requested within 120 days of Itr receipt 

MILLER, J R Operating Reactors Branch 3 03/09/24 CARRITY, J H 

Maine Yankee Atomic Power Co 3pp 20714 357 24X 

Fiche 50-309.03/09/24,0310110492 


8310120252 Forwards response to Phase I of NURE0-0612>* “Control of 
Heavy Loads at Nuclear Power Plants. " per BJ Youngblood 
830811 request for addl info All cranes b hoists purchased 
to Sargent b Lundg specs 

WILLIAMS, J Cincinnati Oas b Electric Co LO2-03-O163 83/10/06 
DENTON. H R Office of Nuclear Reactor Regulation, Director 4 pp. 
20692 103 24X Fiche 50~3SB* 83/10/06, 0310120252 


Q3L0120407 Forwards nonproprie tary rept b Suppl 1 to "HH Robinson Unit 
a. Cycle 10 SAR *• Also forwards proprietary “ECCB b Plant 
Transient Analyses " b "Mechanical Design Rept “ Repts 
withheld (ref 10CFR2 790) 

UTLEY, E E Carolina Power b Light Co LAP-83-446 03/10/05 

VARGA* S A Operating Reactors Branch 1 I4pp 20697 176 :24X 

Fiche 90-261,83/10/05*0310120407 


— 8310120415 XN-NF“83-7a 

Nonproprietary "H9 Robinson Unit 2, Cycle 10 SAR “ 

STONE, I 2 r ADAMS, F T , LAMBERT, W L Exxon Nuclear Co , Inc 
(subs of Exxon Corp ) 83/09/01 39pp 20697 180 24X 

Fiche 50-261,83/10/05*0310120407 


—0310120422 XN-NF-e3-72 SOI 

Nonpropr i otary Suppl 1 to “HB Robinson Unit 2, Cycle 10 SAR " 
STDNE, 1 2 . ADAMS, F T , LAHBERT.W L Exxon Nuclear CO , Inc 
(subs of Exxon Corp ) 03/09/14 S9pp 20697 227 S4X 

Fiche 50*261,03/10/05,8310120407 


8310160132 Motion for summary disposition of Contention 1-62 

HETTERHAHN*M 0 Philadelphia Electric Co WETTERHAHN, M J Conner t* 
Uetterhahn 83/10/12 Atomit Safety and Licensing Board Panel 
ip 20807 097 a4X Fiche 50-352,83/10/12*8310100132 


— 8310100139 Memorandum in support of motion For summary disposition of 
Contention 1-62 re preasurlied thermal shock IPT 8 > PTS will 
not be problem due to conservative design, mail selection, 
const, test Ing, op eration b surveillance 

WETTERHAHN. M J Philadelphia Electric Co WETTERHAHN, M J Connor 
b Wetterhahn 83/10/12 Atomic Safety and Licensing Board 
Panel 15pp 20607 098 24X Fiche 50-392.03/10/12, 8310180132 


8310180166 Forwards F9AR Section 9 1 re reactor bldg crane, r evlsed in 
response to NURE0-O612 Changes will be incorporated Into 
next FSAR amend 

CURTIS, N W Pennsylvania Power b Light Co PLA-1067 83/10/13 

8 CHWENCER.A Licensing Branch 2 2Spp 20009 OOl 24X 
Fiche 50-388,03/10/13,8310180166 


0310180193 Forwards response to requests For addl Info re special 
lifting devices used for control of heavy loads 
Iref NUREG- 06 ia) 

MAIER. J E Pacific Gas b Electric Co 03/10/12 CRUTCHFIELD, D 
Operating Reactare Branch 5. 22pp 50809 061 24i( 

Fiche 30-244,83/10/12,8310160193 


0310100301 Suppis 830720 response to Generic Ltr 01-07, ■‘•Control of 
Heavy Loads*" in response to NRC finding in IE tnsp Rept 
03-11, dtd 830620. Info documents util methodology for 
cotnplia-nce w/NUHEG-0612 b ANSI N 14 6 

UHRIO. R E Florida Power b Light Cd OL-01-07 83/10/07 

EIBENHUT.D 0 Division of Licensing 2pp 20803 201, S4X 
Fiche 50-250.83/10/07,0310180381 


0310180473 Responds to 831006 request for addl info re changes to 
emergency b abnormal procedures following review of 
Pre L Irtil nary Safety Concern 22-02* “Potential for Pressutlied 
Thermal Shock " 

HEBTArER,G R Florida Power Corp 3F-10B3-11 03/10/14, 

D£YQUN0,R C Director's Office* Office of Inspection and 
Enforcement 2pp 20002028 24X Fiche 50-302*83/10/14.8310180473 


6310200050 Forwards Franklin Research Ctr draft technical evaluation 
rept re control of heavy loads, bated on 830131,0502,06 b 
0610 responses to NRC requests for atfdl Info Telcon will be 
arranged after 831020 to dlscuis comments 

STOLZ, J F Operating Reactors Branch 4 83/10/06 CRQUBEi R F, 

Toledo Edison Co 3pp 20B44 1399* ' 24X Fiche 50-346. 03/10/06, 
0310200050 


—0300100560 TER-C 5 506-348 DRFT 

“Contrbl of Heavy Loads CC—iO>« Toledo Edison Co, Davii-0» sse 
Nuclear Power Station Unit 1,*^' draft technical evaluation 
rept. 

BOMBERGERiC , AHHEDi N Franklin Ins titute/Frankl in Research 
Center NRC-03-Qt-130 TAC 10793 83/08/09 6 INOH 1 A. -NRC - Uo 

Detailed Affiliation Given 33pF 20844 302 24X 

Fiche 50-346*03/10/06,8310800050 


0310200260 Responds to EGbO Phase 1 recommendations re special lifting 
device, per NUReo-0612. “Control of Heavy Loads *' Util 830509 
commitment to restrict crane hoist speeds reduced 
possibility of overstress in lifting devices 

SCHUYLER. J D Pacific Gas bt Electric Co 03/10/14 KNIGHTON* O W 
Licensing Branch 3 Bpp 20830 070 24X Fiche 50-275,83/10/14. 

0310200260 


0310200284 Addresses SEP Tep-le V- 6 , "Reactor Vessel Integrity*'’ 
documented in NUftEO-0569* "Evaluation of Integrity of SEP 
Reactor Vessels ** SEP Topic V “6 resolved as result of 
evaluation performed per presiurlxed thermal shock issue 
KRiEOERiR M Southern California Edison Co IEB-7&-I2 83/10/13 

CRUTCHFIELD, D Operating Raactors Branch 5. 2pp 20829 320 24X 

Fiche: 50-206, 83/10/13, 8310200984 


8310240235 Responds to FOIA request for three documents to be placed 
FDR Forwards documents listed in app 

FELTON, J. M Division of Rules and Records 83/07/11 PEDRO* j, 
Corp 2pp 20891.225 


— 81022602.10 Summary of 001217 jncetlng u/utils b Venders in Bethesda, 
re Inclusion of linear elastic fracture nechantci In 
resolution qf potential For low fracture toughness b 
Ismellar tearing on component supports 

8NA1DER*R Generic Issues Branch 00/12/30 KNIEL,K Generic 
Issues Branch 6 pp 20091 233 
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— aOilO3O230 Notification of 000903 meeting oi/GE in Bethc4da,«D to 
dlfcuBS proposod 111^0 feeduater nozile Isakage detection 
SNAIDEfiiB P Systematic Evaltiation Program Brancih BO/08/14 
KNIELiK Generic Isfiues Branch Ip 20391 SZa 


— 0011190749 So/nmary of B0£>90a meeting w/GE to dl*cu»t draft NEDE-242A5-P 
{proprietary) re proposed feeduater noszlr surveillance 
Instrumentation sys List of attendees end 

SNAroER.R P, Generic Issues Branch B0/09/1S KKIEL.K Generic 
I tines Branch 3pp 20691 229 


G31O250O31 FDIA request for A Biukieulcj 020809 & B30114 meiftos to 
K Kni ell summarl ting NRC 620720 & I2a9**30 meetings w7E0li0 r» 
Unresolved Safety Issue A“47i to be placed In PDR 

BUCRLESiR NU8 Corp CD'I8-B3-100 03/Oi/3O Division of Rules 

and Records Ip 20900 201 


G310250032 Responds to FOIA request that A Szukieuiica 02OBO9 b B30U4 
memos to K Knielj summarl * 1 ng NRC 820723 tc 1229-30 meetings 
u/E04(Gi re Unresolved Safety Issue A-47»be placed in PDft 
Forwards documenta 

FELTONj J H Division of Rules and Records B3/07/I5 BUCKLESi R 
NUB Corp Ip 20900 202 


— G20B240I21 Summary of 820728 meeting ui/E0«<0« ID In Dethetda.MD re 
Unresolved Safety Issue A-^7i "Safety Implications of 
Control Sys " Model ing of control sys to begin In Aug 1962 
U/o handouts 

82UKIEWICZ.A J Generic Issues Branch B2/’OB/09 KMEIL. K 
Generic Issues Branch 33pp 2090B 2GB 


— 830125-0200 Summary of 021229 l< 30 meetings w/EObO in Idaho Falls^ ID re 
status & progress of Brouni Ferry plant review & progress 
on Unresolved Safety Issue A-47 concerning safety 
Implications of control sys. Agenda tr attendance list end 
SZUKIEWICZjA Generic Issues Branch 63/01/14 KNIEL, K Generic 
Issues Branch 9pp 20908, 233 


G310270071 Responds to FOIA request for five eeparate categories of 
d acumen ts. Forwards App A documents responsive to Items 1*2 
li 3 of request Item 4 T* LMR hydrogen manual should he 
published during Bept 1993 Item 9 not available 

FELTON* J ti Division of Rules and Records 83/07/14 HIATT* G L 
Ohio Citizens Per Responslbls Energy 2pp 20942 272 


— B31027007S Draft "Grouping of LWfts for Evaluation of DHR Capability " 
KAROL* R I FRESCO* A * PERKINS* K R Broolhaven National Laboratory 
02/12/ai NRC '•No Detailed Affiliation Given 77pp, 

20942 270 


6310270379 Responds to G30B26 request for review of draft task action 
plan for Generic Issue A-29 "Nuclear Power Plant Design 
for Reduction of VulnerabI 1 i ty to Sabotage " Div af Sys 
Integration should manage technical aspects of plan 
ElBENHUTiD 0 Division of Licensing 03/10/18 MATTSON. R %) 
Division! of Systami Integration {post 811005) 2pp 20943rlll 


0309080358 Forwards task action plan for Generic Issue A*-49 j "Nuclear 
Power Plant Design for Reduction of Vul ntrabi 1 i tg to 
Sabotage " Scope of task expanded to Include constderat 1 on 
of sabotage vulnerability in existing plants, 

NATTSONiR U Division of 8y stems Integration (post aUOOSl. 
03/00/26 EiaCNHUT. D 0 Division of Licensing 2pp. 20943,113 


8309000363 Task Action Plan A-29‘ "Nuclear Power Plant Design for 
Reduction of Vulnerability to Sabotage ” 

FIORAVANTE.N Auxiliary Systems Branch 03/09/26 7pp 
2D943 119 


1310260123 Responds to 030912 Itr re fuel mgt plan for Cycle 6 ^ 
estimated Schedules for fuel mgt plans used to meet 
presiurircif thermal shod flux reduction Commits to in-out-^ 
in fuel mgt plan 

HUKILL, H D General Public Utilities - OPU Gervlce Corp 
9211-B3-3D9 63/10/24 EIBENffiTiD G. Division of Licensing 2pp 

Z0929 264 24X Flche 90-207, 03/10/24* 0310260123 


B3 10310446 fABlEG-0577 ROl 

POTENTIAL FOR LOW FRACTURE TDUGHNESB AND LAMELLAR TEARING 
IN PIRl STEAM GENERATOR AND REACTOR COOLANT PUMP SUPPORTS 
Unresolved Safety Issue A-12 

* Division of Safety Technology 63/10/31 70pp Available at 
NRC. 44 SO 21000,304. 


6310310469 Gummarlies ACRS GGCnd meeting on 831013-15 on NRC integrated 
program for resolution of Unresolved Safety Issues A-3r A-4 l< 

A“9 re PWR steam generstors Proposals should be Implemented 
as racommendatlons only, 

RAVi J. 0, ACR& -Advisory Committee on Reactor Safeguards. 63/10/18 
PALLADINOtM J Commissioners, Ip. 20969:160. 


IfcE INSPECTION AND ENFORCEMENT 


0300300340 IE Info Notice 03-61, "Alleged Use of Stand-In* for Welder 
Qualification Tests '■ Sve list end 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/09/26 Consolidated Edison Co of Neuj 

York, Inc I17pp 20754 022 24X Flche 50-000,03/09/26*830830034 0 


6308300342 IE Info Notice 83-62. ''Failure of Redundant Toxic Oas 
Detectors Positioned at Control Room Ventilation Air 
Intake* Sve list end 

JORDAN* E U Division of Emergency Preparedness Engineering 
Response (Post 630103) 03/09/26 Consolidated Edison Co of Ne4j 

York, Inc il6pp 20777 210 24X Flche 50-000, 03/09/26, 030830034/ 


6300300345 IE Info Notice 03-63. ''Potential Failures of Nestlnghouse 
Type SA-i DiffoTential Relays '' Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response iPoat G30103> 03/09/26 Consolidated Edison Co of Nei 

York* Inc IJBpp 20777 350 24X Fiche 50-000,03/09/26*830030034*' 


B30B300349 IG Info Notice 83-64, "Lead Shielding Attached to 
Baf ety-Related By* W/o 10CFR50 59 Evaluation '' Sve list 
end 

■JORDAN, E L Division of Emergency Preparedness 8< Engineering 
Response (Post 830103) 63/09/29 Consolidated Edison Co of New 

York, Inc I I5pp 20716 324 24X Flche 50-000.83/09/29,8300300340 


B30B3C0376 IE Info Notice 03-65, "Surveillance of Flow in RTD Bypass 
Loops Used in Westtnghouse Plants " Sve list end 
JORDAN. E L Division of Emergency Preparedness S< Engineering 
Response (Post 030103 ) 83/10/07 Consolidated Edison Co of Neo. 

York, Inc 76pp 20027 213 24X Flche 50-000.03/10/07,8308300378 


0300300609 PN0-I-a3-O87A on 830024, patient orally administered 100 mCi 
Tc-99m labelled DTPA for gastric emptying study instead of 
100 uCl Caused by typographical error in written procedures 
Procedures revised 

NICOLOSIiU Region 1, Office of Director 83/08/26 Ip 
20206 201 


8308300752 IE Info Notice 83-66* "Fatality at Argentine Critical 
Facllltg " Sve list end 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 63/10/07 Consolidated Edison Co of New 

York, Inc 79pp 20662 026 24X Flche 50-000*83/10/07*8308300752 


0306300739 IE Info Notice 83-67. "Emergency Use Respirator Matl Defect 
Causes Production of Noxious Gases " Bve list encl 
JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Pest 630103) 03/10/11 Consolidated Edison Co of New 

York* Inc. I17pp 21043 073 24X Fiche 50-000*03/10/11*8306300759 


6300300761 IE Info Notice 03-60* "Respirator User Warning . De fectlve 
Self-Contained Breathing Apparatus Air Cylinders " 8vc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 630103) 03/10/11 Consolidated Edison Co of New 

York, Inc I20pp 20627 129. 24X Fiche 50-000, 03/10/ i 1 * 0308300765 


B30B31010S EN-a3-055 on 830901* notice of violation 4* proposed 
Impasltion of civil penalty will be issued In amount of 
$2*500 based an multiple examples of radiation safety 
program failure 

FLACK.* E * AXELRAD, J Director's Office* Office of Inspection and 
Enforcement B3/O0/29. Ip 20227 027 


030031 0330 'PN0-1-G3-090 on 030826* emp 1 oyer film badge for Jul 1983 
showed exposure of 7 77 rem Badge exposure not believed to 
be actual exposure to employee Addl info requested from 
badgs- vendor to determine source of exposure 

FRIEDMAN, L j GLENN* J Region 1* Office of Director 83/08/26 Ip 
20327 203 


8310030440 EN-03-060 on or about 630929* noti ce of violation It proposed 
Imposition of civil penalty in amount of $100,000 will bo 
Issued to licensee Action based on inadequate reassessment 
of fire protection features* per 10CFR50*App R 

CRAIG* J , AXELRAD* J Office qf International Programs* Director 
83/09/26 Ip. 20602 089 24X Fiche 50-344, 03/09/26. 0310030440 


0310030461 PNO-II-03-O7B on 830925, recrl t leal ity achieved after 1-yr 
Mhutdown to modify drywell cooling sys h other areas Low 
power physics testing will be conducted during next 3-wk 
period 

WATSON.L.i JULIAN, C A Region 2, Office of Director 03/09/26 Ip 
C0601 040 24X Fiche 50-416.03/09/26*8310030461 
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PW' r ^-83-029 an 030926* unit shut doun due to inability to 
comply bt/Tpch Spoc action statement follottiins discovert/ 
that station battery 20U failed quarterly surveillance test 
on 830922 Condition not recoohiied by mgt until 830926 
JOHMSQNrW D * CALLAN*L J Region 4* Office of Director B3/09/27 
Ip 20601 066 a4X Fiche 50-360. 03/09/27. 83 10030A76 


8310060344 Updated PN0-I~B3-099A on 830930. negot 1 at ions continuing 
taWnn utv^ h Util Vio*to»*s of America to settle terms of 
contract etpiring at midnight Plans tn pUce for NftC Insp 
coverage of operation® to ensure smooth mgt transition 
HOLDEN C . HlceiNS. J ■ QREEHMANpE Region l» Office of Director 
B§^S9/io Vp sok^i lir 2« Flch. 50-30», 63/09/30, 6310060344 


H310030520 EN-Q3-0i4A on B3031B, notl ce of violation & proposed 
infip-oB i t ton of civil penalties in amount of *4.000 issued to 
licenseij Action based on failure to adhere to license 
conditions uihile administering radioiodine 

Flack. E . AXELRAD, J Director's Office, Office of Inspection and 
En fore ament 83/09/29 Ip 20601 109 


0310060420 PNB-Ill-a 3 -' 0 e 9 on 330939 . temporary restralntna order 

ppque.tpd to pr.ven» of .P*"* '•'“‘“I; J"!* 

atate of OH denied Pretrial conference »ft for 9310^ Local 
govts alleged inadequate preparation by * *** 63/09/30 
BTRASMA. J . MENCZER.W Region 3. Office of Director, 83/09/30 
app 20641 221 24X Fit he 50-000.83/09/30.8310060420 


Q3lO04O2t3 PN3-l-/03-Oi9 on 030923. 1 1 cerisee contract security 
or gam 1 X at t on suspended ttuo sflcuritg guards Guard admitted to 
bringing illegal substance on site Other guard did not rep t 
Incident Qoth guards terminated 030926 

MaDDENh’W , GQDYiA Region I, Office of Director 03/09/20 Ip 
a06l4 273 24X Fiche 90-272. 03/09/20, 8310040213 


B31O07O333 PNa-V-93-042 on 030929. unusual event declared uben 
unidentified leakage from RCS of 1 19 ppm discovered Caueed 
b« high penaltv fs^^tor applied in ^®»Po|lse tp t h 

observation Reactor 8. syi normal after 204 trip test artA.si ono 

K1R60H. 0 Region 9, Office of Dlrettor 93/09/^9 Jp 80651 008 
•JAV PirLe ao- 2 A, 3 . 03/09/29.0310070333 


*310040214 EN-B3-032A on 030509, notices of violation & proposed 
i mp o-s i 1 1 on of civil penalty in amount of *090.000 issued 
to util based on violation of Tech Spec requirement t< 
failure to adequately implement aspects of QA program 
KLlMQLER.G . AXELRAD, J Director's Office. Office of inspection and 
Enforcement 03/09/29 ip S06l7 240 24X Fiche 50-272,83/09/29. 

@310040214 


B 310 U 0191 EN-a3-064 on 031006 . not I ce of confirmatory order fpr mod of 
CPt Issued Order recvultes const Imp 1 eoientat ion overview 
program to provide reasonable assurance that facility can 
be completed tn accordance w/r.guiatory r eyolTement* 

STONE. J , HEIGHMAN.R Director^ Office, Office of 

Enforcement 03/10/06 Ip 50669 007 24X Fiche 50-329.83/10/06. 




*310040396 PK0-V-a3-04l on 030929, appro* 60 Items discovered in 
onreatrlcted storage areas Surveys continuing Press release 
a xpec tod 

WEHSLAWSKI.r , KIRSCH, D Region 9, Off ice of Director 83/09/29 
Ip 20619 160 24 X Fiche 50-206.03/09/59.8310040396 


0310120069 PNO-V-83-043 on 830929. tuo manual valyfl Incorrectly Closed, 
Isolating all charging ^ump flow to RCS plant being 
d^n due to excessive leaVage from RCS On 830930. Tech Spec 
violatton recogniied 8< valves opened. 

ECKHARDT. J flagion S. Office of B3/10/03 Ip 


0310040459 PNO-1-S3-099 on 830930. c ontrac t for bargaining unit 
lUtll Workers Union of Amer 1 ca. Local 497) expires If strike 
occurs, insp will be provided to confirm of plant transition 
by mgt personnel . 

HOLDEN, C , HIGOINS. J , GREENMAN. E Region 1. Office of Director 
83/09/29 Ip, 20623 325 24X Fiche 50-309.03/09/29,0310040495 


0310090536 EN-83-063 on 831007. notice of violation h proposed 
imposition of civil penalty in amount of *0.000 will be 
Issued, baled on failure to folloui emergency procedures I, to 
porform survey, caus Ing radiation exposure to individual 
FLACK. E , AXElRAD. J Director's Offite, Office of Inspection and 
Enforcement 83/10/05 Ip 20630 359 


S310060005 EN-a3-061 on 831006, notice of violation 6 proposed 
ifnpasltion of * 40.000 civil penalty will be issued based on 
util failure to place main steam lln* high radiation trip 
sus in tripped condition when both channels Inoperable 
KLINOLER.G , AXELRAD, J Director's Office, Office of 
Enforcement 83/10/03 Ip 20649 294 S4X Fiche 30-220.83/10/03 
03 I 0060005 


B310D60040 PN0-1-83'^09BA strike of Inti Brotherhood of Electrical 
Workers possible after contract expires Union meeting to 
vote on licensee proposal set for 831005 Licensee 

contingencies in event of strike acceptable 

TRIPP, L I KEIMIO. R Region 1. Office of Director S3/09/30 Ip 
20647 004 84X Fiche 50 - 334 . 83/09/30. 831 0060040 


0310060091 PNO-I-03-100 oh 630929. potent ial overpressuri lat 1 on of 
Ipu pressure piping at pump suction occurred Event 
attributed to malfunctioning check valve Seal leak repaired 
Valve apparently stuck partially open 

kJQHNBDN, J . OALLO. R Region 1. Office of Director 83/09/30 Ip 
20647 073 24X Fiche 50-293.83/09/304 8310060051 


0310060092 EN-83-062 on 831006. notices of violation 6 proposed 
imposition of *liOOO civil penalty to be issued Action 
ba*ed on violation of Tech Specs re alterations made to core 
tocif I gyration 

CRAIO.J . AXELRAD, J Director's Office, office of Inspaction and 
Enforcement GN-83-62 83/10/03 Ip 20647 177 24X 

Fiche 50-062.83/10/03.8310060092 


3310060253 PN 0 -I-a 3 - 009 B on 830930 . 1 Uensee 6 Util Worker* of America 
neocJtiations failed to produce settlement Operations turned 
over to supervisory personnel Settlement approved by union 

HDlD'eI1*c'? h'iQ0IN3?j , GREENMAN.E Region 1. Office of Director 
63/10/03 Ip 20647 033 24X Fiche 30-309*83/10/03,3310060293 


B310060264 pN0-1 1 1-B3-091 on 031001 . 6-month outage commenced for 
refueling. routine maint 6 repUcement of two steam 
enarators Author i lation to replace generators received on 


a 

830930 
JAGKlWi 1 
S0645 265 


SHAFER. W Region 3, Offics of Director 
24X Fiche 50-266.03/10/03.0310060264 


Ip 


B3101200&6 PN0-7-e3-O44 on 831 003. amp 1 oy »» suffered heart attack during 
u;>rk Fersannsi taken to hosg No naws release 
MORRILL. P o Region 9. Office of Director 83/10/04 Ip 




3310120124 PNO-l-aa-lOa on 83lO04, licensee commenced 6-<lay outafl* to 
repair moisture separator reheatar tube leaks Leaks 
Indicated m four of six roheatars Unit will b# maintalii*il 
in hot *hut<loun CooUnQ fan motor* raplaced t 

KENNY. T 4 KISTER. H Region l» Office of Director 03/10/08 Ip 


8310120230 PNO-l 11-93-089 on 830913* decontamlnat Ion of onsite »« offsite 
facilities completed as result of 830913 source damage 
Incident Licensee must submit decontamination plan by 
831019 

WI€DEHAN. D . HlhtO. U Region 1. Office of Director 83/10/06 Ip 
20692' l 78 


1310120291 PND-V-03-O38A on 830917. plant Shut down following discovery 
of steam generator A tube leak One Insp lane tube (70-2) 
plugged on 830927 Two of 060 tubes inspected showed 
localiied thinning of approx 25^ 

JOHNSON* P . VaUH®. T Region 5. Office of Dlrettor 03/10/03 Ip- 


8310120256 PNO-U 1^93-090. o n 830930* license* notified resident 
Inspector of allegation of Improper training it certification 
of individuals conducting review* of *af ety-'rel atod records 
for HJ Kaiser Co. principal site contractor 

SCHEIBINZ.E . FORNEY, g Resinna. Office of Director 03/10/03 
ip 20691 330 24X Fi Che* 50-398, 83/lO/03i 0310120296 


8310120306 PND-l-a3-l0aA an 831004, 90 Cl Co-60 radiography 
retrieved w/o incident No •contamination Indicated in 
recoverij area Source loaded into exposure device tr will 
leal teste<i before being placed in sve. 

N1COLOB1.J 4 KINNEMAN.U Region 1. Office of Director 
ip 20701 Oil 


source 

be 

83/10/05 


8310120309 PNO-l 11-83-093 on 830930. fat 1 1 ity shut down for scheduled 
refueling outage Licensee expected to conduct ultrasonic 
testing of large diameter stainless steel pipe in drywel). 
per NRC order Insp will continue for 16 wks 

TONOUE. T . WALKERtR Region 3» Office of Director, 03/IO/C9 Ip 
20701 009 24X Fiche 50 - 249 . 03/ 10/09. 03 10120309. 


8310120321 PHD-V”03-O39A on 030919 . PORV opened at 29 pslg due to aildl 
weight of indicating rod added to operating handle during 
recent refueling outage Rod removed^ PORV closed on 030929 by 
placing V nitrogen bubbl* in pr»B*urlx*r 

JOHNSON. P . YOUMO. T Region 5^ Office of Director e3/!0/£>3. Ip 
20700 299 24X FI c h e, 50-312. 83/ 10/03. 3310120321 
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0310120^^6 PNO-I iI-&3-0'?2 on 031004, marl juan a found in truck owned bg 
carponter emploi^rd bg Bechtel Corp Individual fired bg 
Bechbel left site No action planned bg Region 111 State of 
HI will be notified 

HARRISON. J , HARNICK.R Region 3. Office of Director Q3/1Q/D4 
Ip 20693 335 24X Flche 30-339.63/10/04.03101204^6 


0310100413 EN-83-067 notice of violation t* proposed imposition of ciwil 
penalty in amount of *2,000 will be issued re eight examples 
□ f failure to comply w/NDC requirements, one Involving 
unauthorited use of nuclear moisture density gauge 
FLACK.E . AXeURAD. J Director's Office. Office of Inspection and 
Enforcement 03/10/1? ip 20S03 31 l 


8310140030 PNiO-I-03''lO6 on 031007. p 1 ant shutdown from LOOX pouer due to 
apparent hydrogen laakagt Into generator stator water 
cooling sys Similar occurrence or 030817 resulted in 5-uilc 
outage Btate* of NJ U DE Infornved 

UNVlLLE.vJ . JACOBS. R , WORRHOUI. L Region l, Office of Director 
Q3/10/07 Ip 20769003 SAX Flche 50-311,03/10/07.83101^0030 


B310140060 EN-03-065 bn 031013, order to show cause & order temporarily 
euspanding 1 1 cense, effective l<vrked iat»ly« i seued Action based 
on 830728 & 30 in»p« revealing that personnBi ^vonitorins 
devices & survey meter not obtained, 

KLINOLER.O , A/ELRAt, J 0irector^« Office, Office of Inspection and 
Enforcement 03/10/13 Ip 20760 OOl 


0310140068 PNG- 1 '•83-1 04, on 030704. dur i ng RHR ft recirculation piping 
ueld lnsp,SO of 126 welds esamined evidenced intergranular 
Stress corrosion cracking Licensee repairing 16 u>elds by 
clad overlay technique 

BLDUOH.A R , TRlPP, U E Region 1. Office of Director B3/10/07 
Ip 20766 359 24X Fltha 50-277,00/10/07,0310140066 


0310180446 PWD-1 11-03-096 on 03101 1 . dur ing routine inservicQ insp, small 
■crack discovered on 6-lnch piping In reactor water cleanup 
sys Crack not in sys affected by NRC 830023 order or IE 
Bulletins 02-03 ft 03-02 Situation being evaluated 
DANIELSON. D . WALKER, R Region 3, Office of Director lEB-03-03 
03/10/13 Ip 20B01 343 a4X Fiche 50-265,83/10/13,8310100446 


0310180467 PN0-I-a3-lO7 on 031011, trip from full power occurred when 
main feedwater pump 23 tripped Containment sump pumping 
frequency Increased due to stopping ft restarting of reactor 
coolant pump Plant cooldown began 031012 to repair sool 
TRIMDLC.D, SHETLAND, P Region 1, Office of Dlrectoi S3/10/1B 
Ip ao0O2 0-31 24X FiChe 50-318,03/10/12,0310100467 


6310190236 PN3-I 1-83-002 on 031015, control room operator trainee klMej 
instantly when fist-sliod hole blew open In wall of 24-lnch 
carbon stsol pipe attached to high pressure feedwater drain 
pump Cause under investigation 

LANDIB, K . DANCE, H Region 2, Office of Director 03/10/17 app 
30010 078 24X Flche 50-200,03/10/17,0310190236 


0310140002 FNQ-I-03-iO5 on 8310D7* scismi c event occurred in 
n or thea stern U3 u/(hagnltude of 5,2 on Richter scale In NY 
ft 4 O In NH No damage to equipment identified 

OALLOiR M . GREENKAN, E Q Region 1, Office of Director 03/10/07 
ip 20766 116 24X Fiche 50-000, 03/10/07, 8310140082 


0310200152 PHO-Ul-03-097 on 031013.13 malnt ft janitorial workets at 
Site resigned due to internal investigation ro marijuana ft 
alcohol use during working hour* All saf o tg~r e lated const 
suspend ed 

HILL.W , FORMEV.W Region 3, QffltB of Director 83/10/14 Ip 
S0S36 321 24X FLche 50-350,03/10/14.0310200152 


0310140090 PN0-III-B3-095 on 831005, BftVj Issued stop work order on 
Class I piping hanger Installetlon 0kop work applies to both 
small bore ft large bore piping ft Is based on deficiencies 
Idantiflad in hangers during Bechtel Insp 

HARR18QN,J . GARDNER. R Region 3, Office of Director 03/10/06 
ip 20767 059 24X Fiche 50-329.03/10/06.0310140090 


0310200160 PND-J-83-J0B On 031013, film badge exposed to 3> &70 mreft 
during month of Aug 1903 Llcehseo conducting investigation 
to determine validity of preliminary findings Event not 
considered to be whole body exposure 

DAVIS, J p KINNEKAN.J , JOYNER, J Region 1, Office of Director 
03/10/14 ip 20834 093 


0310140142 PNO-II-B3-080 on Q310D7, tank truck loaded w/sand ft water 
containing 10 rnCl rr-192 leaked when sand tracer slurry 
pumped out Into remote wpll in -Richlt County, WV Cemtaminat ed 
sand ft soil being held by licenses for decay 

POTTER, J P. , COLLINS. D M Region 2, Office of Director 03/10/11 
1 p 20763' 020 


0310140193 PNQ-V-Q3^046 on 031003. wb i 1 # in Hade 3 ft attempting to 
•detsrminff why LP turbine stop valve would not fully shut, 
discovered debri* Inside moisture separator reheater Turbine 
not damaged 

ECKKARDTjJ Region 5, Office of Director a3/l0,*04 Ip 
20762 36S 84X Fiche 90-362.63/10/04,0310140153 


031O14OS37 £^-83-066 On 831013, order to show cause ft order temporarily 
suspending license Istvcd, effect ivs Immediately Insp on 
831006-07 revealed unauthorlied persons using moisture 
gauges containing radioactive exetl 

FLACK, E I AXELRADj J Director's Office. Office of Inspection and 
Enforcement 03/10/13 ip 20762 040 


Q310200176 PND-v-a3-047 on 83101 1, 1 1 censee received notificstion fro* 
Radiation Detection Co of one film badge indlcntlng 
potential whole body exposure of 16 rem Film badge not 
representative of exposure 

SHERMAN. C , WEN8LAW8KI.F Region 5, Office Df Director 03/10/12 
Ip 20035 315 24X Fiche 50-224. 03/10/12. 0310200176 


8310210030 EN-03-069 on 831026, notice of violation ft proposed 
imposition of civil penalty in amount of i 100. 000 to bo 
Issued Action based on flrellne relocation activities 
performed In ”0“ soils w/o prior NRC author I latl on 

KLlNOLERiO . AXEL RAD, J Director's Office, Office of Inspection and 
Enforcement 83/10/20 Ip 20855 344 24X Flcho 30-329,03/10/20 

0310210030 


0310210122 FNQ— 1 1 1 — 83-099' on B31015, unit Shut down for steam gineratcr 
tube Leak exam ft repair Unit will be shut down for 2-3 uks 
Region ft resident inspector will monitor course of action 
BOYD, D . SHAFER# H Region 3, Office of Director 03/10/17 lo 
20050 250 24X Flche 90-316,03/10/17,0310210122 


8310140295 PNQ-1 n‘-83-G94: on 030930.. c ante mi na t i on found an empty 
spent fuel cask shipped from facility Trailer used to 
transport empty spent fuel casks etperienesd brake problems 
on 831009 All shipment* under insp 

LOVENDALE.P , OREOER, L R Region 3, Office of Director 03/10/06 
&pp 20759 236 24X Fiche 90-S66' 03/ 10/06. 0310140295 


0310210191 PND-lH-83-09a on 031014, Rog Ion 111 Informed of discovery 
of circumferential crack Indications In steam generator 
tube* near ft in support p lates. identi f led during eddy 
current testing Dtil estimates 20 to 907, of tube* effectsd 
HauaMER.h , BOVD.D Region 3, Office of Director 83/10/14 to 
20095 aia 24X Flche 50-295.03/10/14,0310210151 


B31014Q2G4 FNQ-V-83-045 on 831003. two reactor trip breakers failed 
30 day surveillance test Cause of failure under 
invest 1 gat ion Breakers placed in open position ft replaced ui/ 

spares 

ECKHARDT, J Region 5, Office pf Director 03/10/04 Ip 
20759' 236 24X Ficlie 30-361. 03/10/04. 8310140234 


0310170310 FNO-I-03-1O-3A on 631004. 1 Icensee began unscheduled outage to 
repair moisture eeparator rehsater tube leaks NRC notified 
on B3L011 of reactor coolant leak on steam generator 22 hot 
leg manway Plent will be in cold shutdown for repairs 
FOLEY# T r JACOBS# R , NORRHQLH. L Region 1, Office of Direetpr 
03/10/12. Ip 20706 ISl a4X Flche 50-247# 03/ 10/ 12# 8310 17031 0 


B31Q160199 EN-33-068 on 031019# not 1 c« of violation ft proposed 
Imposition of civil penalties in amount of 42#000 to be 
issued to licenses Action based on 12 apparent violations re 
use qf byproduct matls by unauthorlied indtviduals 
FLACK# E # AXElRADi J* Director's Office. Office of Inspection and 
enforcement 03/10/14 Ip 2000? 053 


031O2SOO65 PHD— I 1-B3-0B4 licensee identified ft reported to NRC that 
contractor welding sve employee received 59 mrem 
accupat ional overexposure during Third Quarter 19013 Li censae 
reviewing all circumstances associated w/ovent 

DEB9, B I 0ID8aN#A F Region 2, Office of Director 83/10/20 lo 
20396 005 a4X Fiche 50-259,03/10/20,0310290069 ^ 


03li>25O355 PN0-V-B3-049 on 03JOJ0# const craft person Injured 
12 kV Circuit breake^ Workman accidently contacted hot Can 
power supply c Ircui t. amok e observed coming from mnnhole. 
Plant unaffected 

liORRILL.P Region 9, Office of Director 03/JD/lV la 
24X Flche 50-206.83/10/19,8310290399 


working ir 
It 


2O09S 12#^ 


0310250543 PNO-V-83-048 on 031013, Region V notified by gp ^,^0 
compensation error w/Ilarton Model 763 presiura transmitters 
Same problem exists w/Model 764 steam generator narrow- 
r.f’Ht transmitters Setpoints revised on 831014 

HAlBTi D Region 5. Office of Director 03/lO/lB 
a4X Flche 30-344,83/10/10.0310290943 


it> S0901 323 
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G'3J0270122A PKQ'l I-*a3-O05 during uHrasonic eitafn -of 2a*-inch 
recircuia tion sgb discharge pipingi suspect Indications 
identified in tuo ujclds ^ddl analgses of data for proper 
categ or i latt on continuing State of NC infomod 

QLAKEjj , HARDIN* A Region 2 , Office of Director B3/i0/2l Ip 
30924 OA4 a4X Fiche SO'333i 83/10/21, 0310370224 


B 3 LD 270384 PNO- 1 1 1 - 03-' 102 on Q 31020 * Security officer rocelved bOjnl> 
threat phone call f t om unidentified male Shift engineer 
Instituted emergency procedures Search Of vital areas 
C'onducted ui/negative results Threat determined hoax 
DELANGERi j , CREED. J Region 3 . Office of Director 03 / 10/21 tp 
20923 287 24 X Fiche 50 - 295 . B 3 / 10 / 21 , 03 102703 B 4 


0310270487 PNQ-U I-B3-1Q1 on 031051 1 1 Icensee employee discovered 
suspicious looking package near equipment on third level of 
turbine bldg Portion of bldg evacuated 4t Ml State Police 
notified Package dismantled & confirmed nonexplosive 
CREED* O. Region 3* Office of Director 83/10/21 Ip 20922 DOl 
a4X Fiche 90-341*83/10/21.8310270407 


0310310298 PNS-V-03-OiO' on 030912, latest bimonthly physical inventory 
indicated difference (ID gain) occurred in high enriched U 
HTOR fuel mfg area Past IDs did not exceed limit of error 
Current gain reduces cumulative ID by one half 

HIEDER. A V , NEL^DN*G B Region S* Office of Director B3/10/20 
2pp 20947 14*0 


B310310279 PNQ-! 11-03-106 on B31029* two men in pickup truck parked 
outside facility delivered bomb threat Training reactor shut 
douin & bldg searched No bomb discovered 

KERS, D A , CREED. J R Region 3* Office of Director 83/10/26 Ip 
20947 il4 24X Fiche 90-007,03/10/26*8310310275 


0310310284 PNS-V-83-Oll on 831024* Ban Francisco Chronicle published 
article re use ti sale of illegal drugs by current tc former 
facility personnel Drug-related accidents or injuries not 
cited Repts believed to be untrue or exaggerated 
aCHAEFER.D U , NOROERHAUG* L R Region 5, Office of Director 
□3/ 10/24 Ip 20961 202 24X Fiche 90-206,83/10/24,8310310284 


— 831OD60L49 "Procedures for Regional Implementation of Operator 
Licensing Functions " 

DENTON,H fl: Office of Nuclear Reactor Regulation. Director 

82/11/22 3pp 20661 €03 


8310060335 Forwards response to 830729 Itr requesting info re purchase 
of flanges from Ray Hilleri Inc 

LETSCH.DE Letco. Inc 83/09/27 DEYOUNOi R C Director's Office, 
Office of Inspection and Enforcement 2pp 20646 090 


631Q06D5X3 Expresses regret for cancellation of 030907 meating 
Ui/Z Reytblatt re alleged flams in ANSl/ANS-56 0-1981 & App J 
to 10CFR30 concerning containment leak rate testing Concerns 
should be directed to REB 

KEPPLER.J € Region 3, Office of Director 83/09/14 WHICHER.J M 
Businessmen for the Public Interest 3pp 20662 362 


8310070125 Responds to 030921 Itr re Ray Miller^Inc substandard matl. 
All Ray Hiller, Inc matl purchased used in mfg of farm 
chemicals 

HOSCHAR.E E Allied Chemical Corp 83/09/30 DEYCTJND* R C 
Director's Office. Office of Inepectton and Enforcement ip 
20659 OSl 


— 0310070129 Advises that Allied Chemical Corp was end user for all Ray 
Hiller, Inc substandard raatl listed pn end computer 
printout 

HOSCMAR.e E Allied Chemical Corp 83/09/30 NRC No Detailed 

Affiliation Given 3pp 20699 022 


8310070285 Ack receipt of 830919 Itr re detection of deflcltnclt* in 
quality resulting from fraudulent actions by suppliers QA 
program instituted, 

TEHZER* 0. E Ebasco Eervicfts* Inc <subs of Enserch Corp ) 

03/09/29 DEVOLWO. R C. Director's Office. Office of Inspection and 
Enforcement Ip 20657 OOl 


8310110570 PoT-urards documents to be placed on document control sys 

MONTOOHERY, J M Office of Policy Evaluations 83/10/03 Document 
Management Branch SSpp 20715 200 


9310310318 PNO-II I-B3-10S on 931025, Tron ler soil density & moisture 
gauge. Model 34018, containing 10 mCi Cs-137 & SO mCi Atn-24t 
reportedly stolen from const site 

HJEDEMANiD 0 , AXeusON, W L Region 3, Office of Director 83/10/26 
ip 20961 213 


— 8310110579 Poruards 821008 proposal entitled "Baclfittlng Ruler** urg 
Commission not to publish advanced notice of proposed 
rulemat Ing 

tIALSKE.C Atomic Industrial Porum 83/07/07 PM-LADt(40, N J 
Commissioners 6pp 20715 20X 


0310310361 PNO-I-03-109 on 831024* I icensee reported that radiographs 
associated ui/Clasa I piping improperly rea-cl by vendor during 
outage mod work in 1981 1982 Part 21 implications under 

evaluation 

DLOUGH, A R * TRIPP, L E Region 1, Office of Director 03/10/25 
Ip 20961 lai 84X Fiche 50-277*83/40/25,0310310361 


—8310110588 Forwards response to 830209 memo rg accuracy of costs & 
reasonableness of bactfits Previous bactfitting cost 
problems worthy Qf attention 

lERBEi J £ Office of Policy Evaluations 83/05/20 AHEARNEjO F 
Commissioners Stpp, 20715 207 


8310310406 eN-B3-070 On 031 103* notice of violation Ic proposed 
imposition of civil penalty will be issued in amount of 
f 4. OQO Action based on breakdown in mgt overtight & control 
of radiation safety program 

FLACKi E , AXELRAD, J Director's Office, Office of Inspection and 
Enfoi cement EN-83-070 83/10/27 Ip 20759 103 


8310110604 Requests fe-revleu of final draft rept. "BflsAlc 
Oual 1 f icatlon of Auxiliary Feedwater 8ys 11 " Significant 
number of editorial problems exist 

BEARD, J T Operating Resetors Assessment Branch FlH A-0429 
03/09/15 LU, 8 Lavjrtncs Livermore Laboratory Ip 20701*362, 


MI8C PUBLIC DOCUMENT ROOM MISCELLANEOUS 


6310030131 Comments on review of draft NUREG re LER sys* per 830829 
request 

DEMTDN.H R Office qf Nuclear Reactor Regulation. Director 
03/09/26 HELTEMESrC d Director's Office 50pp 30603 148 


— 0309070071 Forwards draft NUREO on revised LEB sys Commants requested 
by 830916 

KELTEHE9, C J Director's Office 03/00/29 DENTON* H R Office 
of Nuclear Reactor Regulation* Director DEYOUNOjR C Director's 
Office, Office of Inspection end Enforcemsnt MlNaQUE*R B Office 
of Nuclear Regulatory Research, Director iOBpp 20603 149 


8310060134 Requests results qf review be sent tn F fliraglla by 031003 
r« EPRl list of 234 generic safety issues classified as not 
applicable to design cert i f ication* in EPRI standardiiad LNR 
plant design evaluation program 

EIBENHUT, D G Division of Licensing 63/09/21 SPEJS.T Division 
of Safety Technology UOLLMERiR H Division of Engineering 
MATT'EON, R J Division of Systems Integration (post 811005) Ip 
20661 000 


8310060142 Forward* "Procedures for Regional loiplsnienta tl on of Operator 
Licensing Functions " 

DENTON* H R Office of Nuclear Reactor Regulatioti, Director 
03/09/21 COULINB, J T Region 4, Office pf Director MARTIN, J B 
Region 5, Office of Director 2pp 20661 OOl 


8310130042 Proposes pilot project to provide desktop microcomputer 
terminal at each atty workstation Project would eliminate 
50% of first draft retyping fc Improvt research L analyst* 

I* atty time L work item sc))cduiing mgt 

DLM8TEAD. V) O Regulationt Division 83/10/D6 DUBE. N L Office 
the Executive Legal Director 3pp 20726*290 


B31013006Q Notifies of Informal assessment of Region 1 L I3 
implementation of lOCFRSO, 54 (P I L 10CFR70 32 licensing 
responsibilities Meetings scheduled for Region I on B30920 ti 
Region 31 on 830922 

E18ENHUT.DG Division of Licensing, 03/09/16 MARTIN, T,T, 
Division of Engineering L Technical Programs, BTOHR, J P. Divisio 
of Emergency Preparedness 6 Material* Safety 3pp 20774*060 


B3101300BO Delegates L assigns certain operator licensing functions 
Regions IV L V Functions Include processing applications* 
preparing.admioistering L grading exams L Issuing L denying 
1 1 censes, 

DlRCKBtW J Office of the Executive Director for Optratlons 
DENTON, H R Office of Nuclear Rtsclor Regulatlonp Director 
0128-03-4 83/09/2) COLLINS.J T. Region 4, Office of Dieictor 

MARTIN* J B Region 5. Office of Director 4pp 20777 044. 


8310130128 ForuPardi ''Development of Guidelines for Upgrading Malnt 
Procedures in Nuclear Power Plentsi " Interim ropt, 

H0R0EN8TERN, M Battelle Human Affair* Research Centers 83/D6/C 
GOODMAN, M NRC - No Detailed Affiliation Given Ip 20774.260. 
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— B3i0130134 ‘'Dovelopment of Otiidellnos for Upgrading Malnt Proceduret »n 
Kuclsar Pouor Plants*" Intsrim rept 

llAn^JEBl V E j EARLE. T C * MQRGENSTERN. Qattella Hi/^nan Affairs 
Ritearch Cantors B3/0d>yao NRC - Detailed Affiliation 

Given 94pp 20774 2A1 


B31O14O07S Advises that ti^^e f^r Commission to revieu^ Director's 
Deeiilon DD-BS-l^ expired Commission declined revieu 
Decision became final agenc^j action on 831011 

CHILK. S J Office of the Secretary of the Commission DD-83-12 
00/ 10/13 GOODL. E Affiliation Unlrhoun Ip 20767 026 


0310170302 Ack receipt of 030919 Itr re Section 2 2 2 of Generic Ltr 
Q3'"2B Concurs u/KUTAC mission to develop practical approach 
that hilll contribute to safety reliability of nuclear 
f I ants 

E16ENHUT.D G Division of Licensing CL-B3-20 03/09/20 

ORIPFING. E P Detroit Edison Co tp 20796 230 


83101QDD19 Co-mmenti on draft Nnc/GRNL rept. ''Precursor to Potential 
Bavere Core Damage Accident 1900-01 Status Repti" in 
response to 030829 memo Foreijord should be rewritten to put 
use of PRA methodology In perspective for general public 
EIBENHUT. D G Dlvlsldn of Licensing 93/10/06 SPEIS* T P 
Division of Safety Technology 3pp 20029 069 


0310190187 Informs that* ef fee tive 831001. all correspondence re 
radiological affairs support program it GW Hendrls 
(Code 112N) should be forwarded to Naval Sea Sys Conmand 
LA8D0N* T A Navy. Dept of. Naval Facilities Engrg Command 
112/TAL 83/10/14 NRC ~ No Detailed Affiliation Given Ip 

20820 220 


031020039? Forwards draft agenda for US/Eederal Republic of Germany 
031017-21 technical exchange maetlngs in Oak Ridge*TN re 
core me 1 1 

LARKINS. J T Containment Systems Branch 83/10/09 HINDGUE. R . 
ROSB.D . BASSETT. 0 Office of Nuclear Regulatory Research. Director 
7pp 20059 211 


0310210330 Notificetian of 031021 meeting u/NM0S in Bethesda.MD to 
discufi assumptions used In vital area identlf ication 
Meeting closcil to public 

MCPEEK. E U Btandardiiat ion it Special Projects Branch 03/10/13 

THOKASrC O Standardixat ion (c Special Projects Branch 2pp> 

20BG4 16B 


8310310464 Suggests that PORFLO computer code be included in 
benchmartlng study to compare 6 evaluate several computer 
codas to be used for high Level waste repository analyses* 

NRIGHT. R J High Level Uaste Technical Development Branch 00971 
83/00/24. OLSON. O.L Energy* Dept, of Ip 20969 170 


NUREO NUREO REPORTS AND RELATED CORRESPONDENCE 


□309120437 Provides proposed responses to questions re 8ER iNUREG-oaOD) 
ConflrmatoTy Issue 1 concerning degraded core hydrogen 
control S( emergency plan dose assessment reporting sys 
NEL80N.R M 111 Inals Power Co. U-0661 03/09/06 eCHNENCERrA 

Licensing Branch 8 6pp 20339 240 24X Flche 90-461.03/09/06. 

B309I20437 


0310030000 Poruardi safety evaluation accepting snow sampling tc vent 
procedures subj to described mod to Item 6 39 of Procedure 
BC-492 License Conditions 3 CI9)l through 20 (ref 
NUREO-0916) satisfied 

CRUTCHP lELD* D Operating Reactors Branch 9 03/09/29 MAIER. J E 

Rochester Gas ti Electric Corp 2pp 20590 069 24X 

Flche 30-244 . 03/09/29. 03 10030000 


— 0310030002 Safety evaluation supporting snow sampling h vent procedures 
lubj to mod to Procedure BC~492 

* Office of Nuclear Reactor Regulation. Director 03/09/2? 4pp 
20590 071 24X Flche 30-244.03/09/29,0310030000 


8310030140 Comments on potential for flooding of plant site resulting 
from failure of Ooodnough Dike fc/or Windsor Dam at Guabbin 
Retsrvlor Based on Franklin Research Ctr analysis, flooding 
protection measures provide protection against dam failure 
CRUTCHFIELD. D. Operating Reactors Branch S* L809-B3-09-033 
03/09/26 CDUNSIL. N 0 Connecticut Yankee Atomic Power Co 4pp 
20991 071 24X Fiche 50-213, 03/09/26. 03 10030140 


0310030141 Advises that S207I9 ?< 0930 requests for WHC to concur u/ 
intent to move emergency support ctr L associated functions 
from Point Beach Energy Info Ctr to Milwaukee unacceptable, 
per MliRE0“07a7,suppl I fc Generic Ltr 02-33 
EIBENHUTjD 0 Division of Licensing GL-B2-33 83/09/14 

HURSTEIN.B Wisconsin Etictric Power Co 6pp 20604 033 24X 

FichS! 30-266.03/09/14. 0310030141 


B310030167 Foruards Amend 33 to F8AR Amend revises responses to 
NUREO-0737. 12 K Items h NRC questions & updates Sections 
2 9 1,3 1-3,3 11-12 6 9 2 Affidavit end 

ODLDUERG, JH Houston Lighting & Power Co ST-HL-AE-993 83/09/2/ 
DENTON. H Office of Nuclear Reactor Regulation, Director 5pp 
20993 323 24X Flche 90-490,83/09/27.0310030167 


— 0310030160 Amend 33 to FSAR. revising responses to NURE0-0737.il K itens 
& NRC questions Sc updating Sections 2 5 1, 3 1-3,3 11-12 & 

5 S 

m Houston Lighting it Power Co 03/09/27 377pp 20393 320 21X 

Flche 50-498. 03/09/27. 0310030167 


0310030303 Forwards R-ev 1 to DAW-1762, “Auxiliary Feedwater Bys 
Rfrltabllity Study for WPPS3 Unit 1," in response to 
NUREG-0737, Item II E t I 

SORENSEN, 0 C Washington Public Power Supply System 0L-G2-14 
03/09/23 ADEN9AM. E 0 Licensing Oranch 4 ip 20393 101 24X 

Flche 30-460.03/09/23,8310030303 


—8310030306 BAW-1762 ROl 

Rev I to “Auxiliary Feedwater Sys Reliability Study of WPPBS 
Unit I " 

* Babcock it Wilcox Co 0L-B2-14 83/06/30 41pp 20993 103 

24X Flche 50-460.03/09/23,8310030303 


8310030300 Forwards response to 830816 memo re 030125 main feedwater 
line break Response based on NWlEO-0910, NUREG-0691 6 
proposed rev to Jan-Mar AO rept 

DIRCKS. W J Office of the Executive Director for Operations 
03/09/21 AS5ELST1NE. J K Commissioners I3pp 20604 03? 24X 

Flche 50-309,83/09/21,0310030308 


6310030353 Forwards Bl«W Owners Group final rept, “Bounding Analytical 
Assessment of NUREG-0630 Models on LOCA kW/ft Limits W/Use 
of FLECSET “ Approval requested 

MARSHALL. J R Arkansas Power it Light Co 1CAN09B310 83/09/23 

STOLZi J F Operating Reactors Branch 4 Ip 20592 200 24X 

Fiche 90-313.03/09/23,8310030353 


— 8310030356 77-1 140898-01 

"Bounding Analytical Assessment of NUREO-0630 Models on 
LQCA kW/ft Limits M/Use of FLECSET " 

a Babcock b WllcoK Operating Plants Owners Group 83/09/30. 
lOBpp 20592 201. 24X Fiche 50-313.83/09/23,8310030353 


0310030354 Requests ax tension to Apr 1904 to comply w/final rule re TMJ 
Action Item 1 A. 1 3. '*Shlft Manning " Justification for 
granting request provided 

HARAINGTON. W D Boston Edison Co 03-244 83/09/27 DENTON. H R 

Office of Nuclear Reactor Regulation. Director 3pp 20592 340 
24X Fiche 50-293,83/09/27,8310030354 


0310030361 Discusses agreement u/NRC affecting surveillance 
requirements in NUREO-0892, BER Suppl 2 re TMI Action Item 
IX. K 3 26 on automatic depressurization sys Dottle pressure 
verification changed to 31 days 

SORENSEN, G C Washington Public Power Supply System 002-83-861 
03/09/23 BCHWENCER.A Licensing Branch 2 3pp 20592 131 24X 

Fiche 90-397.83/09/23.0310030361 


031003039! Forwards description of Class A radiation dose assessment 
fflodtl. per util 830415 ltr (ieteorolog ical Info It dose 
assessment sys Class A (ACRISO) program will be primary 
dose assessment model in emergency operations facility 
AUEXICH.M P Indiana It Michigan Electric Co AEP NRC 0770B 
B3/0?/27 DENTON, H R Office of Nuclear Reactor Regulation. 
Director 7pp 20993 056 24X Fiche 50-315,03/09/27.8310030391. 


0310030419 Forwards draft NUREO-1020. Vol i. “GPU vs DI<W Lawsuit Review 
& Effect on TMI-1 ’* Portions of Category 10 withheld since 
Info pertains to ongoing Investigations, 

CHILK. S. J Office of the Secretary of the Commission 03/09/30 
Atomic Safety and Licensing Board Penal Hlpp 20602*103 84X 

Fiche 90-209,83/09/30,8310030419 


8310030429 Forwards proprietary "Final Assessment of Palo Verde Nuclear 
Generation Station Fuel Assembly Spacer Grid Impact Loads 
Under Faulted Conditions.'* per BER (NUREG-0S57) Section 
4 2 I* Affidavit end. Rept withheld (ref 10CFR2 7901 
VAN BRUNT. E E Arizona Public Service Co ANPP-27B83-WFQ/ 

83/09/26 KNIGHTON. G. Licensing Branch 3 7pp 20602 219 24X 

Fiche 50-928. 83/09/ 26 , 8310030425 


B3L00-3O443 Informs that Section 4 31 of integrated plant safety 
assessment rept (NUREO-OB22) dtd Jan 1983 compl ete. except 
for imp lementatl on of mods to diesel generator trips by end 
of Cycle 11 outage it IE past-imp lementatJon review 
CRUTCHFIELD. D Operating Reactors Branch 5 LS05-B3-09-046 

83/09/29 FIEDLER* P D. General Public Utilities - GPU Service Carp 
2pp 20602 063 24X Fiche 90-219.03/09/29.8310030443 


NONDOCKETED ITEMS 
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e3l0O30^8!S< Forwards schedule for Vesponding to 830324 request for addl 
Info on inadequate core coaling instrumentation sysiper 
iKUREQ'- 0'737, Item 1 1 F 2> "Inadequate Coro Cooling " 
naDRlGueZiR J Sacramento Municipal Utility District IIJR 63-677 
93/09/20 STCLZ( J r Operating Reactors Branch 4 2pp 20601 077 
a4X Fiche 50-3l2» 03/09/aBi 8310030435 


9310030571 Doard Notification 83-1304 informs of change to prevtouslij 
Ktated position In NUflEO-OfaeOi Supp 1 2 RCS leak rate tests 
contain inadequacies 8t deviations from regulatory 
procedural requirements 

EISENHUT^do Division of Licensing 83/09/23 PALL4D!lNa» N . 
JILINSKYiV. RODERTS. T Commi ftsinners Spp 20607 335 24X 

Fitha 30-209.83/09/23.8310030371 


Q3kO03Q60l Forwards comments on 830331 detailed control room design 
revleu* final rept per Suppl I to NUREG-0737 Rept acceptable 
Meeting to discuss comments before 831017 preimp lementati on 
audit recommended 

^DENS4H«E0 Licensing Branch 4 03/09/19 CQOU. J W Consumers 

Power Co |Opp 20607 343 24J{ Fiche 30-329.83/09/19.0310030601 


Q3i0030603 Forwards safety evaluation concurring ^/licensee conclusions 
that NUREO-0737. Item II K 3 2 requirements met w/e)cisting 
P0R9. safety valve & reactor high trip pressure setpoints^ 

Automatic PORV isolation «ys tltem 11 K 3 l> not required 
VARGA. 8 A Operating Reactors Branch I 83/09/23 CLAVTON.F L 
Alabama Power Co I4pp 20604 212 24X Fiche 50-848,83/09/23. 

S31Q030603 


6310040014 Forwards one oversiie revised flow diagram to comply 
w/Sectinn 10 4 9 of SER re License Condition 20. loss of 
primary source of condensate storage water Aperture card 
Is available in FOR 

TUCKER. H B Duke Rower Co 83/09/20 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENSAM. E 0 Licensing Branch 
4 2pp 80615 034 a4X Fiche 50-413.83/09/20*8310040016 


B310040033 Confirms procedure for estimating core damage since restart 
from recent outage in response to NRC 830902 1 tr Procedure 
not; formal 1 ted. but will be incorporated as normal plant 
operatipn procedure 

LATHAM. H R Sacramento Municipal Utility District RJR-B3-665 
63/09/26 8T0LZ. vl P Operating Reactors Branch 4 tp 20608.124 
a4X Fiche 50-313.03/09/26.8310040033 


D3-1004Q035 Forwards safety evaluation of licensee responses to 
requirements of NUReo-0737, Item 11 0 1. "RGB Vents ” Item 
completed LLL technical evaluation rept end 

VARGA* S A Operating Reactors Branch 1 03/09/19 DAVhlE. J P 

Power Authority of the State of New York 9pp 20634 321 24X 

Fiche 50-306.83/09/19.8310040035 


0306030372 TF-334/0806A 

'•Selected Operating Reactor Issues Program II RCS Vents 
CNUREO-0737. Item II B 1)." final technical evaluation rept 
HELD. J T Energy Incorporated e Lawrence Livermore Laboratory 
FIN A-0250 TAC 44379 83/02/14 ALDERTHAL. 0 Division of 

Licensing 6pp 20634 330 S4X Fiche 50-286,03/09/19.8310040035 


8310040052 Forwards 9-month response for NUIREO-0612. "Control of Heavy 
Loads at Nuclear Power Plants •’ Electrical Interlocks 
prevent main hoist of reactor bldg crane from being used 
over reactor well or spent fuel pool 

CURT18.N N Pennsylvania Power 6 Light Co PLA-lfl43 03/09/29 
SCHWENCEr.A Licensing Branch 8 63pp 2060B 143 24X 

Fiche 50-308,63/09/29.8310040052 


831004Q110 Forwards final schedule for satisfying requirements of 
Generic Ltr 02-33 re Suppl I to NUREO-0737. "Requirements 
for Efnergency Response Capability " 

SCMWLNCeRiA Licensing Branch 2 GL-a2-33. 83/09/26 8 AUER .E G 

Philadelphia Electric Co 4pp S0634 336 24X 

Fiche 50-352.83/09/26.8310040110 


8310040111 Responds to 830531 It 0826 Itrs raqueftlhg amend to 030318 
confirmatory order re NUREO-0737. Item H. F 1.5, "ContaiTubent 
Uater Level Monitor " Amend not requ Ired- Environ 
qualification will be addressed In 1OCFR50 49 audit 
aTOLZiJ F Operating Reactors Branch 4 83/09/02 TUCKER, H B 

Duke Power Co Spp. 20627 351 24X Fiche 50-269,83/09/02. 

83100401 11 


8310040120 Forwards "Control of Heavy Loads at Nuclear Power Plants. 
VC Summer Nuclear Station. Unit I tPHABE t)." EflfcO technical 
evaluation rept Synopsis rt NRC interpretation of NUREO-'06l2 
guidelines for resolution of open items end 

NOVAK.T M Assistant Director for Licensing 03/09/16 DIXON, 0 N 
South Carolina Electric l< Gas Co Spp 20640 274. 24X 

Fiche 50-395,83/09/16,0310040120 


8310040123 E0C-HS-637k 

"^ControL of Heavy Loads at Nuclear Power Plants. VC Bummer 
Nuclear Station, Unit I (PHASE 15*" technical evaluation 
rept 

FRiEDEniCHS. 8 EGtcO. tnc FIN A-6457 B3/08/31 NRC - No 

Detailed Affiliation Giver 49pp 20640 276 24X 

Fiche 50-395. 83/09/ 16. 031OD4OiaO 


8310040227 Forwards info to resolve SER License CondltioTi 7 per 
IMl Action Plan Item II D 3. "Post-Accident Sampling Sys, " 

W/two Dversiae drawings Aperture cards are available In PDH 
Proprietary info withheld (ref 10CFR2 790) 

EDELKAN*M R Cleveland Electric lUumlnating Co PY-CEI/NRR-0060 
03/09/16 VOUMGBLDQD. B V Licensing Branch 1 4p p 20612 067 
24X Fiche 50-440.03/09/16,8310040227 


— 8310040229 "Evaluation of Post-Act id art Sampling Sy< fer Perry Nuclear 
Pouier Plant '* 

* Cleveland Electric Illuminating Co 83/07/^1 3ipp. 

2D612 071 24X Fiche 50-440.03/09/ 16. 0310(540257 


— 0310040231 Preliminary Rbv O to Procedure CHI-22, ch emit try Equipment 
Instruction* "Single Channel Analyzer Canberra 
HE0TBROOK.N U Cleveland Electric Illuminating Ca, 83/09/16. 

I7pp 20612 loa 24 X Fiche 50-440,83/(59/16.031004022:7 


— 0310040234 Preiirtinary Rev 0 to Prncaidure Cm-12. Cheml t try Equipment 
Instruction, ‘'Multi-Channel Analyzer. Cant erra* Seriei 89 '• 
WEBTDROOK.VI N Cleveland Electric lUumlnatitig Cd 03/09/16 
lepp 20612 119 24X Fiche’ 50-440, 83/09/16* 0310040227 


6310040239 Advises that assessment of tuo viable option* for location 
of primary emergency operations fac t lities . per 0Uppl I to 
NUREG-0737. scheduled for completion In early Nov 1903 Final 
decision expected by 031119 

MURPHV.M P Vermont Yankee Nuclear Power Corp FW 03-104 
83/09/29 VASSALLOi 0 8. aperating Reactors Branch 2> 3pp 
20617 266 24X Fiche 50-871.83/09/29*8310040259. 


0310040207 Forwards Rev 2 to 030414 response tb Buppl 1 to NUREG-0737. 
Including rept review of Reg Guide L 97 

TUCKER, H B Duke Power Co 03/09/26 DENTON. H. R Office o-f 
Nuclear Reactor Regulation. Director ADEN8AH. E, o Licensing Branc 
4 9lpp 20614 077 24X Fiche 50-413. 03/09/26* 8310040237 


0310040300 Forward* IE Insp Rept 50-312/63-24, Portion* of post-eccidei 
sampling sy* <NUREG-0737r Item 11 B. 3) i tiop arable, Rea* onab 1 e 
degree of sys reliability remains undemnnstrated 

MEN9LAWSKI.F A Region. 5. Office of Director 03/09/23 8T0UZ. J I 
Operating Reactor* Branch 4 Ip 20612 338 24X 

Fiche* 50-312. 03/09/23; 8310040300 


—0310040311 IE Insp Rept 50-312/B3-24 on 830912-16 None o«pl ienct hot 
licensee unable te «empl* conta Inmcht ''atmosphCYe using post- 
accident sampling sys.hydrogen monitors or reactor bldg 
atmosphere monitor 

NORTH. H S * VUHABiO P Region 9. Office of Director, 

NENeUANSKl.F A Region 4. Office bf Director, 83/09/23 i2pa 
20618 341 24X Fiche 50-312*83/09/83,8310040300 


8310040301 Forwards 68cH "’Bounding Analytical Assesiment of NUREG-063 
Models on LDCA kH/Ft Limits H/U»e of FLECBET* " cari^pleting 
rc«ponte to NUREG-063D Compensating model* documentaiS Ic 
justification for mad«l use provided 

MESTAFER.G R Florida Power Corp OF-09B3-’20 83/09/89 

STQLl. J F Operating Reactor* Branch 4 2pp 80612 227 84X 

Fiche 50-308.03/09/29,8310040301 


—8310040304 77-1140098-01 

"Bounding Analytical Aisessmtnt of NUREG-0630 Hedels on LDCA 
kU/Ft Limits N/Use of RlECBET, 

« Babcock Uilcox Co 03/09/30 i09pp 20612*229. S4X 
Fiche 50-302*83/09/29*8310040301, 


8310040310 Forward* addl Infb requested In 030010 talcon re Frankkt 
Re«earc . Ctr 030617 draft technical evaluation rept on util 
rtsponse to Phase 1 of ffUREO-0612. "Control of Heavy Loads 
at Nuclear Power Plants '* 

FAY.C W Wisconsin Electric Power Cft. 83/09/28„ MILLER. J. R 
Office of Nuclear Reactor Regulation. Director 6pp 20613 096 
24X Fiche 50-266.03/09/80.0310040310 


0310040336 Forwards Procedure AD NP. 16. "Niiclear Production Direct 
Emergency Proetifure Generation Program.'* per NUREo-0737, 

Suppl I (Generic Ltr Ba-33>, 

WILLIAMS. J Clnclnnetl Ga* 6 Electric Co, L0Z-a3-Ol6a. B3/09> 
DENTON* H R Office of Nuclear Reactor Regulatien* Director, Db 
20617 133 24X Fi c he> 50-330, 03/09/30. 8310040336 
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Q31Q040353 roruf^rdc; '‘Pressupi i er Relief Valve Qua 1 i F Jca t i on# '* & Rev 1 
"to ''Preteupi »#r Safetij Valve Operability Repfe>'‘ per 
NUR£0-0737i Item 11 O t Design load stresses en piping 
fittings (Jlthin allobioble limits 

LVNDVALL. A E Baltimore 0»s & Electric Co 03/07/28 MILLER. J R 
Operating Reactors Branch 3 Ap? 20613 036 24 3C 

FI (The 30-317,83/09/28,8310040333 


8310040363 Forwards reeponie to M?C 030601 BER re Ucstinghouse Oiijners 
Ordup emergency response guidelines per Suppl I to 
NUREO-0737 

SHEPPARD, vi J WestingftousB Opereting Plants Owners Group 
SHEPPARD, J J Carolina Power & Light Co 00-105 83/09/27 

eiBENHUT, D 0 Division of Licensing 42pp 20620 233 


B3100403B7 Submits evaluation of existing Wes tinghoose STB provisions. 
ASME Code Section XI. Reactor Safety Study (WASH Ha01„ 

NUREO-0677 & EG&O tept. "rniervlce Leak Testing of Primary 
Pressure Isolation Valves," as applicable to plant design 
CLAY70W, F L Alabama Power Co Q3/09/R7 VARGA. 3 A Office of 
Nuclear Reactor Regulation, Director 16pp 20*23 200 24X 

F 1 c h 0 30-3401 83/0 9/27 , 8310040387 


1310040402 Forwards results of preliminary lighting survey for main 
control rooDi per 830727 request NUReO'-0700 

MILLS. L Ji Tennessee Valley Authority 83/09/29 A DENS A M, E 

Licensing Branch 4 2pp 20617 352 24X Fiche 50-390,03/09/29. 

8310040402 


8310040551 Foruiarda CE Axtell it RM Marusich testimony re Chr 1 s ta-Kar i a 
emergency planning Contention 7(6) 

OALLO, J Isham. Llncaln 8< Beale GALLO, J Consumers Power Co 
83/09/30 DLOCH.P 0 . PARIS, DH , SHOW. F J Atomic Safety and 
Licensing Board Panel Ip 20623 130 24 X Flche 50- 1 53, 83/09/30, 

B3100403S1 


— 8310040360 Testimony of RM Marusich re Chr i sta-Mar la Contention 9(6) on 
emergency planning - radiation monitoring Util has 
capability to assess degree of cure damage promptly 
following accident 

MARUSICH, R t1 Consumers Power Co 83/09/30 16pp 20622 131 
24X Flche 50-153.83/09/30.8310040551 


— 8310040564 Testimony of CE Axtell re Chfi sta-Maria Contention 9(6) on 
emergency planning - radiation monitoring Use of noble gas 
effluent mon i tors. in-plant iodine instruments & containment 
high-range radiation monitors discussed 

AXTELL, C E Consumers Power Co ISSUANCES OLA 83/09/30 I3pp 
20622 147 24X Fiche 30-153,03/09/30,8310040351 


0310040361 F-orwards "Program Plan For Implementation of Control Room 
Design Review of Beaver Valley Power Station." follouiing 
guidelines in Suppl 1 to NUREQ-0737, per Generic Ltr 82-33 
CAREY, J J Duquosnc Light Co GL-B2-33 03/09/39 EISENHUT. D Q 

Division of Licensing 3pp 20622 165 34X Flche 50-334,03/09/27. 

D31004O561 


310040415 Forwards "Implementation of NUREO-0619 Feedwater tfoixle 
Cncting." Er proprietary "Foath Bottomi Atoroi-c Power Station, 

Unit 2, Feedwater Noizle Fracture Mechanics Analysis to Show 
. " Proprietary rapt withheld iref 10CFR2 790) 

GALLAGHER. J M Philadelphia Electric Co 03/09/29 EISENHUT.DO 
Division of Licensing 2pp 20623 303 24X Flcha 30-277.83/09/29. 

8310040415 


'8310040429 "Implementation of WREG-0619 Feedwater Nozzle Cracking 
Affidavit end 

* Philadelphia Electric Cp 83/09/30 19pp 20623.365 24X 

F i C h • 5 0-S77. 03/0 9/29 , 0310 0404 1 9 


— 8310040569 "Program Plan For Implementation of Control Room Design 
Review of Beaver Valley Nuclear Power Station " 

« Duquesne Light Co 03/09/27 08pp 20622 J6B 24X 
Ficho 50-334. B3/09/27, 0310040561 


0310040597 Forwards response to draft technical evaluation rept 
assoBslng conformance w/general load handling guidelines of 
NUREO-0612. "Control of Heavy Loads at Nuclear Power Plants," 

Addl response will be provided by 831115 

LEMP0E8, T E Niagara Mohawk Power Corp 83/09/30 ElSENHUTrD 0 
Division of Licensing 9pp 20625 327 24X Fiche 50-220,83/09/30. 

3310040597 


l'100464SO Confirms that technical support ctr designed to be 
continuously habitable for 30 days following post-accident 
releaie described in Reg Guide 1 4rRev 2, dtd x/une 1974 
ehUlding conforms w/NUREG-0737. Items 11 0 2 & III A 1 2 
WBSTAFER.G R Florida Power Corp 3F-09a3-19 03/09/30 

DENTON, M R Office of Nuclear Reactor Regulation. Director tp 
20619-040 24X Fiche 50-302,83/09/30,0310040420 


B3100406QO Rept on mod of automatic depressurization sys logic in 
response to ASLD request A8LD should defer further 
c onsidaraiion pending status rept on implementation of 
Option 2. due by 840115 Certificate of Sve end 

ELLI8, T S Long Island Lighting Co ELLIS, T S Hunton 6 Nllliams 
ISSUANCee OL 83/09/30 7pp 20626 055 24X Fiche 50-322, 

03/09/30. 8310040630 


10040434 Forwards safety analysis re basis on which selected 
parameters for safety parametar display sys sufficient to 
isieis safety status of each function for wide range of 
■ vents, per Generic Ltr 82-33. 0upp 1 1 to NUREG-0737 
7ALLA0MER. J N Philadelphia Electric Co 0L-B2-33 03/09/28 

:I8EMHUT. D G Division of Licensing 8pp 20619 100 24X 

M t h e ' 50-277, 8 3/09/ 20. 83 1 0040434 


0310040640 Forwards safety evaluation b Franklin Research Ctr technica 
evaluation rept, "ECCS Ropts (F-47) Action Plan 
Requirements , Toledo Edison Co, Dsvl s-Doase Nuclear Power 
Station, Unit I " NUnEG-0737, Item II H 3 17 requirements met 
STOLZ. J F Operating Reactors Dranch 4 83/09/01 CROUSE, R P 

Toledo Edison Co 4pp 20627 595 24X Fiche 50-346.03/09/01. 

8310040648 


□040451 Forwards safety evaluation supporting Hestlnghouse licensee 
‘•sponses to nuREG- 0737, I terns II K 3 I. "Automatic PORV 
folatlon" II K, 3 2. ^'Rept on PORVs" ti Franklin Research 
tr "Dperating Reactor PORV Repts <F-37).TM[I Action - " 

RUTCHFIELD,D Operating Reactors Branch 5 LSQ3 -83 -09030- 
3/09/27. MAlERi J E Rochester Gas 4. Electric Corp ITpp. 

0624 106 24X Fiche 50-244,63/09/27,0310040451 


— B318010152 TER-C5306-273 

"ECCS Repts <F-47),TriI Action Plan Requirements, 

Davls-Besse Nuclear Power Station, Unit 1," technical 
evaluation rept 

VOSDURY. F W Franklin Institute/Franklin Research Center 
NRC-03-81-130 82/11/24 CHON, E NRC - No Detailed Affiliation 

Given I4pp 20627 209 24X Fiche 50-346, 03/09/01 , 631 0040648 


0040436 Forwards safety evaluation of NUREG -0737. Item H O 3. 
Post-Accident 0empling Sys " Util meets sli of 11 
riterie Comments requested within 30 days N/o end 
ADBENfG L NRC - Wo Detailed Affiliation Given B3/09/22 
sE.O R. Public Service Co of Colorado Ip 20624 i?2S 24X 
Ich • • 50-267. 83/09/22, 83 1 0040456 


8310040650 Advises that changes re sonic flow devices meet r equirementi 
of NUREG-0737, Item II E 1 2. "Auxiliary Feedwater Bys 
Automatic Initiation 1, Flow Indication" S< are acceptable 
based on review of licensee B30S24 b 0B2S Itrs 
BTOLZ. J F Operating Reactors Branch 4 83/09/22 HUKXLL, H D 

General Public Utilities - GPU Service Corp 5pp 20627 319 24X 

Fiche 50-289,03/09/22,0310040650 


>040498 Resptc of Contention 1-41 r* sys Interaction Certificate of 

rc end 

1R9EYj J A Liinerick Eculagg Action OpRSEYi %l A Dorsey. J A 
1/09/20 BRENfCR.L . COLE, R F i MORRIS, F A Atomic Safety and 
censing Board Panel Qpp 20625:152 24X Fiche 50-332.03/09/23. 

I1004G498 


040532 Forwards IE Insp Rept 50-528/83-38 on 630001-31. Wo 
ncompliance noted 

SHDP.T. W Division of Res i dent. Reactor Project U Engineering 
ogrami 03/09/19 ANOafiNlNl. 0 G Arizona Public Service Co 
p 20624 010 24X Fichf ' 50-528, 03/09/19. 8310040532 


10040537 IE Insp Ript 30-520/03-38 on 830901-31 Wo noncomp llance 
noted Major areas inspec ted: equipment quallf I cat i on, s tar tup 
tasting. THI followup ItemsiNBSS problem! 8. plant mod 
“IORELLJ.G , JDHNSTON.O . YDUNO. T. Region 5. Office of Director 
33/09/15. 7pp 206 24 0 1 2 24X Fiche. 50-5201 03/09/19, 0310040532 


0310050004 Advises that NUREG-0737. I tern 1 1 D 2 2. "Design Review of 
Plant Shielding - Corrective Actions for Access to Vital 
Areas." requlromants met based on review of licensee 800102. 

3i, 1015, 810108.020415.0707 tf 030513 submittals 

STOLZ, 0 F Operating Reactors Branch 4 83/09/12 BAUER, E G 

Philadelphia Electric Co 5pp 20650 242 24X 

Fiche 50-277,83/09/12,8310050004 


B310050101 Forwards summary of proposed integrated plant safety 
assatsmetit iNUREO-0827) It SEP Topics tII-3 A. 111-4 D & 

VlII-1 A Printing error in NURE0-04B5 corrected to read 
01/01/04- 

LINDER, F Dalryland Power Cooperative LAC-9324 03/09/29 

CRUTCHFlEtD, D Operating Reactors Branch 5 21pp 20620 289 24X 

Fiche' 50-409, ©3/0*? /‘29, 0310050101 
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6310030140 Porwards ‘t''icA»--0aO4'^baserf ^on' rMul 

:':rirp?::.?rs;4i?cS 

i^utan>dtic POflV isolation ?ys not 03 / 0^/13 Q'TOOLEi J J> 

Fiche 50-247, 03/09/ Id B3tOO5Oj40 


6310090439 Poruards NUREO-IOCOp Vol 2< "-Generic Znp 1 i cat i on s of ATW3 
Events at Salem Notlesr Pot«*r Plant" & SECV'B3-24B, 

"Oenerlc Actions for Licensees & Staff In Response to ATWS 
Events at Salem " M/o ends 

R0THBCW1LD>M U Hearinij Sranch 1 63/09/87 DLOCH. P Q - 

JORDAN* W H , tfcCOLLOM, K A Atomic Safet|^ and Licensing Board Panel 

Ip 20i23 362 24X Flche 50-445^63/09/27,0310090433 


ou^^Rterly P6OO0E86 

?u6S"rE*'’ “a*; EiN»-mi. 

OHI^/TM-e/a/yVl 83/09/30 Division of Engineering Technology 

]. 9 1 p p 20636 354 


®^CQ«E°nELT"HATeRlALnNT6R/lCriONS EVAUUATIONS Tinal Report, 

^CASTLE? J^N * ANDERSON, P D Applied Science Associates, 
Ire B-6023 63/09/30 Division pf Systems Integration ipdst 

a 11005) 277pp 20633 318 


0310050492 FortjJards lE Insp Rapt 5O'34l/03-16 on 030022-26 No 
none dmp 3 ianc e noted 

LITTLE.WS Region 3, Office of Director B3/09/23 WELLB. A 
Detroit Edison Co 2pp 20628 392 24x Flche 30-341,83/09/23* 

0310050492 


— 8310090497 IE Insp Rept 90-341/B3~lB on B30B22^26 No ji one omp 1 1 a ne e 
noted Major areai inspected action taken on 10CFR50 93<») 
itemi* IE b-ul let 1 ns, lE c ircolars. previ Dos Inip findings & 
electrical design revieu 

WILLIAMS, C C , AHMED, I H * NAIDU. K R Region 3* Office of 

Director IC5-79-04 03/09/22 app 20620 334 24X 

F i Che SO-34 1* 83/09/23, 031 OOS(H98 


“4“e?fw5S^C“7w"REPDRT R0UATED TP THE FTH^L DBS, PH DF THE 
l^NDARD NUCLEAR STEAM SUPPLY REFERENCE SYSTEM. CESSAfl SYSTEM 
BO Docket No 50-470 (Combustion Engineering. 

• Offtt* of Nuclear Peactor pegulation, Dir'ector 03/09/30 
20635 iSi 24y riche 30-470, 03/09/30, 0310090232 


t63pp 


^^sSrface^Roperties^and performance prediction of alternative 

tji #c c^T'Cr FORMS 

HEJ4CKj L. L * CLARK* D E Florida State Univ 63/09/30 Division of 

Health* Siting Waste Management 99pp S0636 350 


6310-030344 NUREO-O730 VI 7 N04 

nuclear fiEOULATORV COMMISSION ISSUANCES April 1983 

'e^^Bivlsfon of Technical Information U Docirn^nt Control 03/04/30 
S' I Op p 21020 313 


BalO05O253 NUHEO/CR-3401 

LABORATORY- SCALE SDDIUH-CAROONATE A(5GRE0ATE CONCRETE 
tHTERACTIONS 

WESTR1CH*HR * STOCKMAN* H W * 8U0~ANTTILA. A Sandia Laboratories 
FIH A-'IOSA SANDa3-1502 03/09/30 Division of Accident 

Evdlluatlon 64 pp 20639 084 


93(0090397 Faruards safety evaluation on In&tal lat ion of RCS hlph point 
vents per NUREO-0737. Item IJ 0 I* "RCS Vents'* it final 
technical evaluation rept Vent sys acceptab-le subj to post- 
lAA leAentation audit 

STOLZj J F Operating Reactors Branch 4 83/06/06 WiLGUSiN 3 

Florida Pouier Corp 3pp 20690 037 24X Ficha 90-302183/00/08. 

9310050297 


— S3l'C09'0304 Safety evaluation supporting installation of RCS high point 
vents per NUReQ-0737* Item 11 D 1. "RCS Vent* " 
a HRC - No Detailed Affiliation Given 83/09/26 lOpp 
20650 060 24X Fiche 90-302.03/08/08.3310050297 


-B30&090106 TF-370/0817A 

»Salacted Operating Reactor Issues Program ]:]:RC8 Vents 
<!4 iJR EG -0737* Item II B 1)." final technical evaluation rept 
H£T^D. J T Energy Incorporated HELD, J T Lawrence Livermore 
Laboratory FIN A-0290 TAG 44363 B3/03/14 AL BERTH AL. G 

Division of Licensing 6pp 20630 070 24X Fiche 30-303, 

03/06/00. 6310030297 


310090331 NUReO/CR-3437 

DATA AWALVSIS USING DIONOMIAL FAILURE RATE CQMliaN CAUSE 
MODEL 

ATWOOD. C,L EGbG* Inc FlNA-62a3 EG0-227i B3/09/30 

Divl»lQA Of Risk Analysis SBpp 20639 069 


10090335 NUR6G/CR-3464 

THC APFLICATION OF FRACTURE PROOF DESIGN METHODS USING 
TEAR I NO INSTABILITY THEORY TO hfJCLEAR PIPING POSTULATING 
circumferential THROUGH WALL CRACKS 

PARIS. P C * TADA. H Del Research Corp a EOS^Q, Inc FIM A--6449 
53/09/30, Divifion Of Engineering 203pp Aval]*abla at fSlBC 
16 OO. 2G630 223 


0050339 NUREO-0020 V07 N06 

IceNSED OPERATING REACTORS STATUS SUMMARY REPORT D«te As Of 
lay 31. 1983 (Gray Bonk) 

Mana9»ment Information Branch 03/09/30 396pp 20637, 107 


BJ10O905t2 Responds to ASLAD request for NRC final poiifeion on ravlsw 
of upgraded auxiliary feedi/ater sys & related questions, Ut il 
rescheduled completion of upgraded ays to refueling Outage 0 
currently estimated in Apr 1906 

LEBBY. R F Hearing Dranch 3 IBSUANCE3 SP 03/09/27 
nOSENTHAL.A S . BUCK, J H . KOHL, C hi Atomic Safety and Licensing 
Appeal Panel 3pp 20634 050 24X Fiche 50-3 12. 03/07/27. 

0310090312 


•*-0310030521 Affidavit of ED Sylvester re ASLAH questions on installation 
•of upgraded auxiliary feedwater sys per TMJ Item 11 E 1 I 
Upgraded design will not meet current reliability 
guidelines SER and 

SYLVESTER* E 0 AuxiHary Systems Branch ISSUANCES SF 133/09/27 
46pp 20634 076 24X Fiche 30-312*83/09/37,8310050912 


0310090924 Forwards SER re util response to NUREG-0-737i I tem II B i* 
'’RCB Vents *' Item complete 

CRUTCHriELD. D Operating Reacton Branch 9 LSD5-B3-10-002 

83/10/03 FARRAR, D U Commonwealth Edison Co 6pp 20632 339 
24X Fiche' 50-237.03/10/03* 0310030924 


—03 loose 334 TF-3flO/0023A 

“Selected Operating Reactor issues Program II RCS Vents 
(NUREO -0737, Item 11 S Jl," final technical evaluation rept 
far Dresden Units 2 b 3 

HELD, J f Laurence Livermore Laboratory FIN A-<J2S£) TAC 44369 
03/04/06 ALDERTHAL. 0 NRC - Wo Detailed Affiliation Given 4pp 
B0632 341 24X F iche* 90-237. 03/10/03. 0310050924 


8310090937 Memerandufli & order granting util request to defer further 
consideration of mod to automatic depressuri tatlon syi 
logic pending receipt of util status rep’t on progms’-of 
Implementation of mods by 040116 

DRENNCR.L Atomic Safety and Licensing Board Panel B3/10/03 
Long Island Lighting Co App 20629 354 24X Fiche 30-322* 

03/10/03. 8310050537 


G3i006002l Forwards "Control Room Design Review Program Plan* “ per 
030419 i 0720 commitments in response to Suppl i to 
NUREG~0737 

RODRIGUEZ.R J Sacramento Municipal Utility District RUR-e3-'674 
03/09/30 STDLZ.U F Operating Reactors Branch 4 Ip 20649 262 
B4S( riche 90-312*03/09/30.0310060021 


— 0310060022 “Control Room Design Review Program Plan 

e Bacramento Municipal Utility District 03/09/30 I4pp 
80649 263 24J( Fiche 90-3 1 2* 83/09/30. 0310060021 


B310060031 Forwards Amend B1 to License DPR-62 b safety evaluation 
Amend revises Tech Bpecs re instrumentation used to monitor 
water level In suppressidn chamber of primary containment 
sys tNUREO-0737* Item II F i 5) 

MACKAV, 8 D Operating Reactor* Branch 2 
Carolina Power 4t Light Co 2pp 
riche 90-324,03/09/2818310060031 


03/09/23 
20664 lOl 24Jf 


UTLeV* E E 


0310060079 NUREO/CR-3486 ^ 

RADIOLOGICAL SURVEY DF THE NUCLEAR Fl^U SERVICES. INC ERWIN 
PLANT BURIAL BITE, 

DOOTH. U F . NYER0E8. P U , GROFF* D, M Radiation Management Corp 
0-6901 93/09/30 Division of Fuel Cycle b Material Safety 

9 App 20664 001, 


Q310060I97 Provides addl comments on AO rept to Congress for Second 
Quarter CY03 re proposed update of AO 75-9, “Cracks in Pipe* 

D£NTON«H B Office of Nutlear Reactor Regulation* Director 
03/09/87 HELTEMES.C J Director's Office Bpp 20663 809 
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— B309tAQ05a Forwards draft Cotumission paper. Itrs to Congreas U Second 
Quarter CY83 AO rapt to Congreas (NUREO-0090) Updated info 

HFLTEME^C J Dire ctor ' s Of flea 83/00/31 DENTON^ H R, Office 
of Muclear Reactor Regulation. Director DAUlS. J 0 Office of 
Nuclear Nateria} Safety i, Safeguards. Director RINOOUE. R B 
Office of Nuclear Regulatory Heiearch. Director 46pp 30663 29/ 


0310070116 NURE0-O420 S04 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF THE 
SHOREHAH NUCLEAR POWER STATION. UNIT NO 1 DOCKET NO 30-323 
(Long Island Lighting Company) 

e Division of Licensing 03/09/30 71pp Available at NRC 
*4 50 20671 122 24X Fiche 50-322.03/09/30.8310070116 


0310060211 Forwards SAR for safety parameter display syf. In respotue 
to Oeneric Ltr BS-SO. per NUREO-0737. Bupp I I te util B304 1 3 
Itr Imp 1 ementation schedule for safety parameter display 

isys end 

CURTIS. N W Pennsylvania Power tc Light Co PLA~lBaa 63/09/30 
SCHHENCER. A Licensing Branch 2 9Bpp 20646 279 24)< 

Piche* 50-307. B3/09/30. 8310060211 


9310060226 Forwards plan *< schedule for resolution of NURE0-O737. Item 
11 K 3- 5. "Automatic Trip of Reactor Coolant Pumps." 

(Generic Ltr 03-10). per NRC 830203 request Operating 
DrocedFres fur pumps to be revised" 

CROUSErR P Toledo Edison Co, 937 03/10/03 EISENHUT, 0 0 

Division of Licensing 6pp 20647 015 24X Fiche 30-346.63/10/03. 

8310060226 


0310060397 Submits amended imp Irmentatlon schedule for Buppl 1 to 
NUREO-0707 requirements for safety parameter display syi it 
Reg Guide I 47 Listing of parameters available for display 
ent 1 

ORUMflOND.F J Louisiana Power it Lijht Co H3P83*-2936 83/09/29 

KNIGHTON. O W Licensing Branch 3 3pp 20646 107 24X 

Fiche 90-332. 03 /09/29i 031 0060357 


8310060997 Forwards safety evaluation U Franklin Research Ctr technical 
evaluation rept of util response to TM! Item II K 3 17. 

"Rept on Outages of ECCS " 

VAftOA. S A Licensing Branch 1 83/09/27 UDERITZ.R.A Public 

service Electric & Oas Co of New Jersey 4pp 20664 127 24X 

Fiche 90-272.83/09/27.3310060557 


—8210010087 TER-C5506-294 

"ECCS Repts CF-47> TMI Action PI an Reqiremfntsi PBEhO. BaUm 
Nuclear Oeneratlng Station Unit 1." technical evaluation 
rept 

VaSBURYiF V . OVERBECKrO J . LUDINOTON. D N Franklin 
Ins tl tute/Frankl i n Research Center NfiC-03-00-130 82/09/26 

CHOW.e NRC - No Detailed Affl 1 iatlon Given 14pp 20664 151 
24X Fiche 50 -272.83/09/27.8310060957 


B310060S83 Comments on proposed design for compliance w/NURE0-O737r 
rtem II, K 3 13. "Separate HPCI 6 RCIC Initiation Levels" 
re automatic restart Proposal acceptable 

VASSALLO. D B Operating Reactors Branch 2 83/09/19 FARRIS.H 0 

Tannessae Valley Authority 3pp 20661 204 24X 

Fiche 90-259103/09/19.6310060033 


8310070064 Forwards safety evaluation -of util response to NL)REO-O737f 
Item II 0 1. "Reliability Engineering" re safety It relief 
valve testing Requirements net Item resolved 

VASSALLOrD B Operating Reactors Branch 2 63/09/22 BAYNE. J P 

Power Authority of the State of New York 17pp 20671:317 24X 

Fiche 90-333. B3/09/S2 . 03 1 0070084 


6310070097 Forwards safely evaluation of design of RCB vents Design 
conforms w/r iquirements of NURE0-0737i Item II.B, l.ODC 1.3.4. 

14.30 Ir 31 6 10CFR50 44 ( c ) 13 J ( U 1) ui/exception of positive 
valve position Indication 

VARGA. 8 A Operating Reactors Branch 1 63/09/27 UDERITZ.R.A 

Public Service Electric fc Cas Co of New Jersey 3pp 20673:349 
34 X Fiche 90-272.03/09/27.8310070097 


— 831-0070103 Safety evaluatloh of RCS vent design Design complies v/ 
WREO- 0737. Item 11 B ODC 1.2.4.14.30 6 31 6 10CFR90. 44 
* NRC - No Detailed Affiliation Given 83/05/17 6pp 
20673:392 24X Fiche 90-272. 63/09/27. 8310070097 


—83060801 12 TF-343/O0O9A 

•‘Selected Operating Reactor issues Program II RC8 Vents 
<NUREG-0737. 1 tern II B 1 " final technical evaluation rapt 

for Salem 16 2. 

HELD, J, T Energy Incorporated. FIN A-0250, TAC 44405 63/02/23 

ALBERTHAL.O Olvislon of Licensing. 6pp. 20673 390 34X 

Fiche - 90-272. 63/09/27, 0310070097 


B310070110 NUREO/CR-3479 

CRITICAL DISCHARGE OF INITIALLY SUBCOOLED HATER THROUGH 
&L2TB. 

AHOSiC N I 8CHR0CK, V E. Lawrence Berkeley Laboratory FIN B-3043 
LBL-16363 03/09/30. Division of Accident Evaluation 29epp 

Available at NRC. »7.00. 20672 001 


0310070154 NURE0/cn-33a7 

ANALYSIS OF STRONG-HOT I ON DATA FROM THE NEW HAMPSHIRE 
EARTHQUAKE OF 18 JANUARY 19SS 

CMANO, F K Army. Dept of. Army Engineer Wafceruays Etperlment 
Station FIN B-B25I 03/09/30 Division of Health. Siting 6 
Waste Management 76pp Available at NRC *4 50 20671 193 


0310070166 Advises that automatic PQRV isolation Will not be provided • 
PORV & block valve control sys will not be mod i fled. based on 
'■‘Prababilistic Analysis ^ Operational Data in Response to 
NUREO-0737. Item If K 3 2 for Westinghouse NS5S Plants " 

LIDEM.E A Public Service Electric it Oas Co of New Jersey 
83/09/27 VAROA. S OperOting Reactors Branch 1 2pp 20659 lOQ 
?4X Fiche 50-272*83/09/27.0310070166 


0310070250 Forwards "Detailed Control Room Design Review of Plant. 
St Lucie Unit 2 Nuclear Power Station <NURE0-0737. Supp 1 1)." 
par 830415 comml invent 

UHRIO.R E Florida Power t« Light Co L-B3-904 83/09/30 

EISENHUT, D 0 Division of Licensing Ip 20659 120 24X 

Fiche 90-389,03/09/30.0310070250 


— 8310070253 "Detailed Control Room Design Review of Plant. St Lucie Unit 
2 Nuclear Power Station." summary rept 

UHRIG.R E Florida Power 6 Light Co 83/09/30 315pp 

20699 129 34X Fiche 90-309.03/09/30.8310070290 


8310070291 Forwards "position Paper on Reg Guide 1 97" 6 "Response to 
NUflEO-0737. Suppl 1 6 Reg Guide I 97 Application to 
Emergency Response Facilities " 

ZiriMERMAN.S R Carolina Power 6 Light Co LAP-03-400 83/09/30 

VASSALLO. D D Operating Reactors Branch 2 Ip 2065S 177 24X 

Fiche 50-324. 03/09/30. 03 1 0070291 


— 0310070293 "Position Paper on Reg Guide 1 97 ♦' 

DROWN. W E . WA8ENK0.M Carolina Power 6 Light Co 03/00/0? 
33pp 206S5 170 24X Fiche 50-324.83/09/30.8310070291 


—0310070295 "Response to NUREG-0737, Supp 1 1 & Reg Guide 1 97 
Application to Emergency Response Facilities " 

DROWN. HE . HASENKO.M Carolina Power 6 Light Co 03/08/09 
77pp 20655 211 24X Fiche 50-324,03/09/30.8310070291 


0310070317 NUnEO/CR-3304 

VISA - A CQMPUTCR CODE FOR PREDICTING THE PROBABILITY OF 
REACTOR PRESSURE VES3EL FAILURE 

0TEVEN9, D L , KUECKER.R M . SINDNEN. F A Battel lo Memorial 
Institute. Pacific Northwest Laboratory FIN 0-2310 PNL-4774 

03/09/30 Division of Engineering Technology 92pp Available at 
NRC, 44 50 20679 236 


0310070320 NUREO/CR-3487 

REGIONAL- INTERSTATE SITE REVIEW PROCEDURE LOW-LEVEL 
RADIOACTIVE WASTE DISPOSAL FACILITY 

* Southern States Energy Board FIN D-50206 03/09/30 Division 

of Health. Siting Sr Waste Management t23pp Available at NRC 
43 OO 20679 113 


03 1 0070323 NUREQ/CR -3425 

LOW-ENERGY PHOTON DOSE DEPD31T10N IN TISSUE SLAB AND 
SPHERICAL PHANTOMS 

NELSON.RF, CHILTON, a B liUnpls. Univ of. Urbana. IL FIN 
B-aiOl 03/09/30 Division of Facility Operations 60pp 
Available at NRC 44 SO 2066? 245 


0310070340 forward* Suppl 1 to plant-specific evaluation of EPRI safety 
& relief valve performance testing submitted on 021215 
Suppl details adequacy of inlet discharge piping for 
presauriier safety «c relief valves per TMI Item 11 D 1 
BAYME,-J P Power Authority of the State of New York IPN-03-a2 
83/09/30 VAROA. 8 A Operating Reactors Branch 1 8pp 20652 157 
24X Fiche 50-206.03/09/30.0310070340 


6310070349 FarwardB payment of fees For 830503 tr 0601 applications 
for amends to License DPR-64 Payment made under protest 
pending final determination of legality of fee schedule 
BAYNE:. J.P Power Authority of the State of New York iPN-as-BS 
83/09/30 MILLER. W 0 License Fee Management Branch 2pp 
20651 097 24X Fiche 50-286.83/09/30,8310070349 


8310070406 Forwards 8ER re util 791231 submittal concerning design of 
RCS vents Vent sye in conformance w/guidellnes of 
NUREO- 0737. Item II D I Item closed 

VARGA. B A Operating Reactors Branch 1, 83/09/23 UTLEY.E E 

Carolina Power 6 Light Co 14pp 20676 330 24X 

Fiche 50-261,03/09/23,8310070406 


NONDOCKETED ITEMS 


0310070400 Foruarda 9E0 re control of heavy loads baaed on util 
re3|>onse to 001222 generic I tr Ouidelines in MURE0--O6l2i 
gE^:tlon 9 1 1 & 5 3 Bafcisfled 

V^RO/Ni 0 A Operating Reactors Branch t 03/09/20 DOLAN* J 
Indiana i< Michigan Electric Co 2pp 206^73 332 2AX 
Fic^ie 50-315^ 03/09/20. 8310070408 


0310070409 Safety evaluation re control of heavy loads l>uidellnes in 

KI;R£0"06I2( Section 5 1 1 e« 9 3 satisfied 

tt NRC - NO Detailed Affiliation Given Q3/09/2O 2p p 
20A75 334 a4X Fiche SO-'Sl 3. 03/09 /20> 031 0070400 


0309060263 TER-C3906-344/345 

'•Control of Heavg Loads <C-10J Indiana Michigan Electric 
Co* pc CooJf Nuclear Plant Units 1 2# '• technical evaluation 

rep t 

VOaflURYjF W . DDMtlCHOER,C R Franklin In s tl tute/Franl 1 1 n Research 
Center NPC-03-a 1-130 TAC 07900 03/09/01 BINOH, A NRC - No 
Detailed Affiliation Given 33pp 20679 336 24/ 

FI Che 30-313.03/09/20*0310070408 


0310070411 NUREO/Cn-2482 V04 

REV/IEU OF DOE WASTE PACKAGE PROGRAM Sub task 1 1 - National 
Masts Package Program* October 1902 - March 1903 

800. P Drookhaven National Laboratory BNL'"NUReo-9l494 03/09/30 
Division of Waste Management IQOpp Available at NRC ^6 DO 
20679 001 


03101 10032 NURE0/CR^3345 

AN ASSESSMENT OF POTENTIAL INCREASES IN RISK DUE TO 
DEGRADATION OF STEAM GENERATOR AND REACTOR COOLANT PUMP 
SUPPORTS Seismic Safety Margins Research Program 

QOHN*H P * NEULSi 3 E * SHlEH* L 0 Lawrence Liverwort Laboratorg 
FIN A‘0439 UriD-197J9 03/00/31 Division Of Safety Technology 

I09pp Available at NRC <4 79 20703 OlS 


B31011Q034 Further response to FOIA req^uest for records re NUREO-006; 
Investigative rept !« Inve iti ga t i ons concerning facilitlef 
Feruiards App A documents Comml #s loner Oradford 011217 memo 
withhold (ref FDIA Exemption S) 

FELTON. J M Division of Rules and Records 03/06/19 REYNOLDg* J 
Center for Law in the Public Interest 4pp 20713 001 


— 0310110037 Forwards draft Itrs to Subcommittee on Energy tf Hnvlror 
Subcommittee on Energy Conservation & power transmitting NRC 
review of NURE0'0B62 Commrnts requaxted by 02OQil 
KAMMERER* C Office of Congressional Affairs 02/08/09 
DKKgJT»U Office of the OenSral Counsel 3pp 20713*000 


— 0310110097 Draft Itrs re adequacy pf NRC Investigation into de 
of RL Cloud Assoc rept* per NUREO-O062i ^’Insp Rvpt of 
Preliminary Rept Selsjuic Reverification Program at Diablo 
CanyoP Nuclear Power Plant •' 

PAULADINQ.M Commissioners S3/06/t9 UDALL.N K House of * 
Interior it Insular Affairs 7pp 20713 0S4 


B31 0070414 NUREG/CR-34/3 

ROCK MASS SCALING-EXPERIMENTAL ASSESSMENT OF BOREHOLE PLUG 
PERFORMANCE Annual Report. Juno 1902 - May 19Q3 
DAFMAN. J J K * STORMANTrJ C * COLDURN. N I Ariiona* Univ of. 
Tucson. AZ FIN D-6627 03/09/30 Division of Health. Biting << 

Waste Management 290pp Available at NRC 47 50 20676 00'6 


— 0310110075 Forwards RL Cloud B2t>B24 request for final statement on 
conclusions of Cloud/util investigation to clear Cloud prof 
reputation Matter presented id NUREO''Oa62 b 6ECV-82-89. 
Commission guidance requested 

DIRCKS/M J Office of the Executive Director for Operafcione 
03/07/00 PALLADIN0*N Commissioners Ip 207 J3 03l. 


0310070426 NUHEG/CR-a 122 

POTENTIAL damaging FAILURE MODES OF HlOH-AND MEDIUM- VOL TAGS 
ELECTRICAL EQUIPMENT 

HQY*H C Oak Ridge National Laboratory FIN n-l672 0nNL/N8rc-2l3 
03/08/31 Director's Office 90pp Available at NRC *4 SO 
20674 3230 


0310070436 NUriEG/CR-337l V02 

TASK ANALYSIS OF NUCLEAR POWER PLANT CONTROL ROOM CREWS 
VDldme 2 Data Results 

QURGYjD j LCMPOEBiC , MIlLER.A General Fhysics Corp FIN D-7491 
<5P^ll-a2iO20 03/09/30 Di Villon af Facility Operations 393pp 

Available at NRC 40 00 20673 001 


031 0070437 NUREO-1020 VOl 

OPU V D8.W LAWSUIT REVIEW AND ITS EFFECT ON Tf1I-l General 
Public Utilities Corporat ion* et al V The Babcock tr WiJcco* 
Companqiet al Three Milo Island Nuclear Station. Unit I 
Doc let No 50-209 

» Office of Nuclear Reactor Reflulationi PIroctor 03/07/30 09pp 
Available at NRC 45 00 20674 126 24X Fiche SO-aa?* 03/09/30. 

8310070437 


Q31QQ704 39 NUREO-lOU 

FINAL environmental STATEMENT RELATED TO BTEAM GENERATOR 
REPAIR AT THE POINT DEACH NUCLEAR PLANT. UNIT I Dttcket 
Mo 30-266 (Wiaconsih Electric Power Company! 

cDLQURrf.T 0 Division of Licensing 03/07/30 60pp Available at 
NRC 4^ 90 20672 299 24X Fiche 30-266.83/09/30.0310070439 


031007044 1 NURCQ-1020 VOS 

GPU V, D6W LAWSUIT REVIEW AND ITS ErFECT ON TflI-1 Genera: 

Public Utilities Copporation. et al V The Babcock Wilcox 
Company. et al Throe Mile Island Nuclear Station. Unit 1 
Doc Vet Ho 30-209 

a Office of Nuclear Reactor Regulation. Director 03/09/30 B32pp 
20677 001 a4X Fiche 50-289.03/09/30.8310070441 


0310070442 NUReo/CR“2G90 V02 

POPULATION DOSE COMMITMENTS DUE TO RADIOACTIVE RELEASES 
FROM NUCLEAR POWER PLANT SITES IN 1900 

BAWEfliO A . PELOQUIN. R A BflttiUo Memorial Institute. Pacific 
Wortbwest Laboratory FIN IJ-P243 PNL-4221 83/08/31 Division 

of Data Automation 8. Management Information i22pj> Available at 
HRC 44 90 20674 OOl 


BBlOllOCOi FOIA request for listed daeuments to be placed in PDR. 
Documents requested are references from NUR EG -OSOO. Pages 

PEDRO. 5” NUB Corp, CD- 1 0-83-047, 03/06/17 Division of Rules 

and Records Ip 20704 136 


93JOUOOS3 NUREO/OR-2000 VOS NS ^ 

licensee event REPORT <LER) CO^f’ILATraN For Month Of 


e'^^Oek Ridee National Laboratory FIN A-7133 OR NL/NS 10-200 

eS/O^/ao Director's office 194pp 20703 120, 


—0310110103 Informs of delay in review of investigation reported In 
NUREO-0062 Completion of rept review expected by 8S0B02 
CUMMINGS, J J Office of Inspector b Auditor 02/07/13. 
PALLADINO.N Cummi ss loners Ip 20713 039 


S310I10096 Requests rQleass of full unexpurgated version of recently 
completed NUnEO-1020. ’'GPU vi QbW Lawsuit Rtvieui b Effect on 
TMI-! •' 

DIECKAMPfH General Public Utllltlrs - GPU Service Corp 83/10/04 
PALLADINO.N * ASSELSTINE* J K * BERNTHAL. F COdunl S s i Oner i . 3pp 
20669 003 24X Fiche S0-2S?. 83/10/04. 83101 10056 


8310110112 Forwards Phase 1 response for Criteria 1.2di3.6. 11a tc 11b 
of NUReo-073T. I tern II B 3 re post-implementation review of 
util post-accident sampling syt Remaining responses will be 
submitted in 6 months 

DAYNE.J P Power Authority of the State of New York JPN-83-a9 
03/10/09 VAaSALLD, D D Operating Reactors Branch S IBpp 
20667 270 24X Fiche 50-333*83/10/05.8310110112 


0310110169 NUREO-0730 Vl7 N03 

NUCLEAR regulatory COMMISSION ISSUANCES March 1983 Pp 
331-324 

e Division of Technical Information & Document Control 83/03/31 
200pp 21021 167 


B310H0I7I NUREO/CP-0047 

transactions of THE ELEVENTH MATER REACTOR SAFETY RESEARCH 
rNFORHATION MEETING To Be Held At National Bureau of 
Btantfards.Oalthfrtburg.Heryland, October 24-20. 1983. 

» Office of Nuclear Regulatory Research* Director 03/07/30 37pp 
Available at NRC 48 00 S0702 GDI 


0310110174 NUnEG/CR-2631 

A LOGICAL FRAMEWORK FOR IDENTIFYING CGUIPMENT IMPORTANT TO 
8AFETY IN NUCLEAR POWER PLANTS 

GALLUP* 0 R * VANNONI.H 0 Bandia Laboratories FIN A-1353 
8ANDB2-2726 83/09/30 Divlsian of OA. Safeguards b Inspection 

Programs IPoit 830103) 32pp 207O9 297 


8310110204 Foruardi safety evaluetlon re thermal-hydraulic analysis of 
020129 steam generator tube rupture incident Item 7 
resolved Reviews of Items 1.3, 4.9 b 17 complete Remeining 
items *tiU under review 

CRUTCHFIELD. D Operating Reactors Branch 9 LB05-B3-1 0-008 

03/10/09 MAIER.J E ffoth ester Gas b Electric Corp 2pp 
20669 BOB 24X Fiche 90-244, 83/10/03. B310H0204 


— 8310110206 Safety evaluation supporting licensee eveluetion of 830129 
steam generator tube rupture Incident* per NUREO-0716 
e Office of Nuclear Reactor Regulation* Director 83/10/09. 6pp 
20669 310 24X Fiche 50-244*83/10/09,8310110204 
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0310110317 Forward* statu* of NUREQ-Oflaa Issubs requiring pe#in.Bd 
4nflin««ring analgsis or continuation of ongoing avaluation# 
par €30010 request Addl tubinlttal dates 1 nadver tentli; 
omitted bg NflCi indi cated bg asterisks 

FIHDLER.P G OBneral Public Utllitiet - GPU Service Com 63/10/0'! 

CRUTCHFIELD^ D Operating Reactors Branch S 4pp 20&69 0S6 24X 

Ficho 30-219,33/10/04,0310110217 


B310110222 Fortuards application for amend to Licente DPR -64# c hang 1 ng 
radiological ETS Sections 6 5^6 0i & 9 & A 10 to reflect 
draft Rev 3 to fAJREO~0472, in response to NRC 020907 Itr 
BAVNEi J P Power Author! tg of the State of New York rPN-*03-B4 
03/09/30 V/AROAiS A Operating Reactors Branch 1 2pp 20669 130 
24X Flcho 30-28iiu 83/09/30, 6310110222 


— 6310110459 Safety evaluation re util 810618. 1222, 030520, 102S L 830010 
responses to NUREO-06lH> "Control of Heavy Loads (Phase I) " 

Phase I acceptable 

e NRC - Mo Detailed Affiliation Given 03/09/0*? 2pp 
20712 079 24X Fiche 90-277.83/09/21,0310110494 


— 8309020392 TER-C5S06-379/3B0 

"Control of Heavy Loads (C-lO) . Ph i ladelph la Electric Co. 

Peach Bottom Atomic Power Station. Uni ts 2 & 3. " technical 
evaluation rept 

SARGENT. I H , DDrtBEROER. C Franklin Inst i tute/Frank 1 in Research 
Center TAC 08070 03/08/31 SINGH, A NRC - No Detailed 

Affiliation Given 32pp 20712 081 24X Fiche 30-277.83/09/21- 

8310110494 


— 0310110228 Application for amend to License DPR-64 j ebang 1 ng 
radiological ETS Sectlans 6 5.6 0*6 9 6 10 to reflect 

■draft Rev 3 to NURE0-O472, in response to NRC 020907 Itr 
BAYNE* U P. Power Authority of the State of New York 03/09/30 
9pp 20669. 140 24X Fiche 50-286,83/09/30.0310110222 


8310110457 Notice of availability of FES (NUREO-lOll ) re steam 
generator repair 

HILLER.J fl Operating Reactors Branch 3 03/09/30 2pp 

30706-317 24X Fiche 50-266.83/09/30,0310110457 


-6310110231 Praposed Tech Spec changes revising Sections 6 9. 6 Sj 
6.9 S( 6 10 to reflect draft Rev 3 to NUREG-0472 
* Power Authority of the State of New York 03/09/30 96pp 
20669 149 24X Fiche 90'*2a6, 83/09/30. 63101 10222 


8310110276 Farwards four overslie drawings, cl os lug out NURE0~0B92, SCR 
Outstanding Issue 29 re vacuum breaker valves Valve re«pon«e 
meets c>onta Inmeni design bases for response time & flow 
capacity Aperture cards are available in FOR 

SDBEMSEN. 0 C Washington Public Power Supply System 002-03-672 
B3/O9/20 SCHWENCEftiA Licensing Branch 2 2pp 20669 329 24X 

Fiche 90-397,83/09/28. 8310110276 


8310110332 Forwards draft Tech Specs to require use of shorting 
lints during Initial source range monitor a/lnterni«d late 
rang* Aonitors overlap demonstration or p ost-'mod, per 
NUnE0-0lB3 

SORENSEM. 0 C Washington Public Power Supply System 002-83-880 
B3/ 10/03 SCHHEKCER. A Licensing Branch 2 7pp 20666 066 24X 

Flcho. g0“397. 83/ 1 0/03 . 631 0 1 1 0332 


0310110341 Responds to approval request for info collection re DOE/NRC 
Forms 741 & 741A for nuclear mail transaeti-on rept & 

NU1REG/6R-0006, Re guest approved through 660630 under OHB 
Number SlSO-OOOS per Paperwork Reduction Act 

BCURRYi N Office of Management t< Budget OffB 3150-000'3 83/10/03 

8CQTT.9 Document Managejnent Branch 2pp 20713 199 


3310110345 NUREC-iOie 

BErSMJC QUAUFICATION of EOUrpMENT IN OPERATING PLAhfTS 
Status Report. Unresolved Safety Issue A-46 

CHANG. T Y Oivliion of Safety Technology 83/09/30 87pp 
Aveilable at NRC 44 50 20714 074 


310110347 NUREo/CR-a259 

LEAK detection SYSTEMS FOR URANIUM MILL TAILINGS 
IMPOUNDMENTS WITH SYNTHETIC LINERS 

MYERS, D A i TYLER,S W , MITCHELL. D H Sattalle Memorial Institute. 
Pacific Ndrthuast Laboratory FIN fi-2476 PNL-4694 83/09/30 

Division flf Haste Management 33pp Available at NRC 44 GO 
20714 023 


310110411 Forwards request for add] info re NUREG-0737 items 4c 
sif etV“T#lated structures, syt b components controlled by GA 
program <F8AR Table 3 2-1) Reiponitt should be submitted a* 
changes to FSAr by 631027 

SCHWENCER.A Licensing Branch 2 03/09/27 RHODE,G K Niagara 

Mohawk Power Corp 7pp 20713 344 24X Fiche 30-410,83/09/27, 

B31O11041L 


10110442 informs that commitment to add high radiation signal for 
purge b vent valve Isolation meet* requirements of 
HUREG-0737. 1 Ve/ft II. E 4,2 7. "Primary Containment Ffigh 
Radiation to Close Vent & Purge Valves " 

BTOLZ.J F Opereting Reactors Branch 4 63/09/29 BECKMAN, J T 

at>706 3l9. 24X Fiche 50-321,03/09/29. 

83101 10442. 


10110446 Forwards FE5 <NUREG-10l 1) re repair of steam generators & 
lotice of availability M/q end 

IILLER* J R Operating Reactors Branch 3 03/09/30 PERRIN-S 

.nvlrpnnentel Protection Agency 2pp 20704 351 24 X 

'iche 50-266,83/09/30.031(5110446 


0110494 Forwards safety evaluation b Franjtlln Research Ctr technical 
valuation rept ra Ni;REfi-06l2* "Control of Heavy Loads 
.II5TT ^^***^^ acceptable Need for single f#l lur e-proof 

andilng equipment will be addressed in Phase Jl, 

Reactors Branch 4 83/09/21 DAUEft, E G 

nlia'delphla Electric Co 3pp 20712 076 24X 

iche; 5(5-277. 03/09/21,63101 1 0454 


6310110460 Forwards safety evaluation re util responses to NUREG-0737 
I tern. li F 1 4, "Containment Pressure Monitor," Item 
1! F 1 3, "Containmont Hater Level Monitor" & Item II F l 6. 
"Containment Hydrogen Monitor Items resolved 

VARGA. B A Operating Reactors Branch 1 63/09/21 0 'TOQUE, J D 

Consolidated Edison Co of New York, Inc lOpp 20707 353 24X 

Fiche 30-247,83/09/21.8310110460 


0310110466 Feruiards safety evaluation rc util responses to NUREO-0737' 
Item II K 3 1, "Auto<natic PORV Isolation." Item II K 3 2, 

"Kept on PORVa" L GE Owners Group generic rept Review 
domplate Responses acceptable 

MILLER, J R Operating Reactors Branch 3 83/09/23 CQUNSIL, W 0 

Northeast Nuclear Energy Co (gubs of Northeast Utilities) 14pp 
20712 114 24X Fiche 90-336,83/09/23.8310110466 


—8307200260 TER-C 3506- 409 

"Operatiing Reactor PQRV Repts (F-37>.TM1 Action Plan 
Reqtti rements. C-E Owners Group (CEN-149)i" technical 
evaluation rapt 

□VERDECK. G J , JENKINS. S M , DELOAIZO, T J Franklin 
Institute/Frank 1 In Research Center NRC-03-01-130 03/07/10 

CHON. E NRC - No Detailed Affiliation (5ivcn 52pp 20712 128 
24X Fiche 50-336,83/09/23,8310110466 


0310110471 Faruardb safety evaluation of util responses to NUREG-0737. 
Item II El 1, "Auxiliary Feedwater 8ys " Item 1 re 
protection from internal missiles unacceptable Requests 
commitment to NR(7 position ulthin 30 days 

STOLZ, J F Operating Reactors Branch 4 DMB 016 83/09/26 

nODRlOl/EZiR J Sacramento Municipal Utility District 46pp 
20711 320 24X Fiche 50-312.83/09/26.0310110471 


8310110472 Forwards Franklin Research Ctr "Operating Reactor PORV Repts 
fF-37>TMJ Action Plan Requirements Generic Rept-BfcW Designed 
Units.'* technical evaluation rept it NRR safety evaluation 
accepting Be,H response to TMT Item II K 3 2 

STOLZ.J F Operating Reactors Branch 4 83/09/26 GRIFFIN. JM 

Arkansas Power fit Light Co 3pp 20712 004 24X 

Fiche 90-313*83/09/26,0310110472 


—8308310422 Forwards safety evaluation accepting D&W licensee contention 
that requirements of NUREO-0737. Item II K 3 2 met w/existing 
PORV, safety valve 1* high pressure reactor trip setpoints 
RONSGhE*F H Assistant Director for Technology Review 03/00/24 
LAINAS, Q C Assistant Director for Operating Reactors 14pp 
20712 007 24X Fiche 30-313.83/09/26,8310110472 


—8307290463 TER-C 9906- 4 10 

"Operatins Reactor PORV Repts (F-37) TMI Action Plan 
Requirements Generic Rept - BtN Designed Units," technical 
evaluation rept 

OVERBECK, O J , DELOAfZO, T J Franklin Insti tute/Frank U n Research 
Center NRC-03-01-130. 03/07/20 CHOW, E NRC - No Detailed 

Affiliation Given 50pp 20712 019, 24X Fiche 50-313,83/09/26, 

03101 10472 


8310110476 Forwards safety evaluation supporting installation of RC5 
high point vents per NUREO-0737, Item II D 1 

9TOLZ,J F Operating Reactors Branch 4 83/09/27 RODRIQUEZ, R J 

Sacramento Municipal Utility District 9pp 20712 265 24X 

Fiche 50-312,03/09/27,8310110476 


— 830A0B0055 TF-367/0ai7A 

'‘Selected Operating Reactor Issues Program II RC8 Vents 
(NUBEO -0737, Item II B IJ, " final technical evaulation 
rept for Rancho Seco 1. 

HELD, J T Energy Incorporated FIN A-0250 TAG 44402 83/03/M 

ABERTHAL. G NRC - No Detailed Affiliation Given 5pp 
20712 274 24X Fiche 50-312, B3/09/27. 83101 i0476 
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S 3 l 0 n 0 ^fl 3 Forwards safety evaluation re NUflEO-0737. 1 tem II D 3> 

’’Po»t-Ac Cl dent Sartipimg Sya (P|^BS> " Core damage estimate 

procedure including cantparlson of PASS data uj/othcr plant 
pararieterSi should be provided Item complete 

MltLERp J R Operating Resctois Branch 3 B3/09/9B UHRIG. R E 

Florida Pouei & Light Co I3pp 20714 33 Q 24X 

FlchB 50’335 p □3/0'?/2a- B3I0J 10483 


D310HO&3P NURFO-OaoS V02 ROi 

DlRECJaRY or CERflFICATES OF COMPLIANCE FOR RADIOACTIVE 
MATERIALS PACKAGES Certificates Of Compliance 

a Divi'ilon of TudI Cycle Material Safety 03 / 09/30 610 pp 

Available at NRC 41 I 00 20710 001 


8310110343 rorwafds SCR re util 791231 ■ QlOftal B« Q2060S ro4p-onses to 
NUREO'~0737» 1 1 Dtp H B t» "RCS Vents" *4 "Selected Dparatinp 
fleacfcor Issues Program II RCS Vents <NUREO-0737, Item 
II Q l>*” final technical evaluation ropt 

MILLER* R Operating Reactors Rratich 3 03/09/20 COUNSILpW O 

Morfcheast Nuclear Energy Co (subs of Northeast Utilities) llpp 
20712 IQO 24X Fiche S0-*336, 03/09/20, 03101 10S43 


— eOOfrOQOOAS Tr-349/O013A 

"Selected Operating Reactor Issues Program II RCS Vents 
(NUREO-0737, Item IJ D i).“ final technical evaluation rept 
HELD, J T Energy Incorporated « Laurence Livermore Laboratory 
FIN A-02S0 TAC 443S9 03/03/02 ALDERTHAU. <5 MRC No Detailed 

AfflUstien Given 6pp 2071S 19> aAX Ficho 50-3J*. B3/09/20, 
03101 10543 


0319110500 NURE0/CR-304D 

CLOSEDUT of IE BULLETIN 00-21 VALVE PARTS SUPPLIED BV 
MALCOLM foundry 

FOLEViW J ► HENNiCKiA Parameter, inc FIN 0-1013 PARAMETER 
te-13 03/09/30 Division of Emergency Preparedness & Engineering 

Response iPost 830103) 39p p Available at MRC $3 75 20714 50) 


0310110593 NUREG-0aP3 VOP R03 

DlflECTOny OF CERTinCATCS OF LOMPLIANCE FOR RAPIOACTIVE 
materials packages Summary Report Of NRC Approved Qua) l tg 
Assurance Programs For Radioactive Material Pachages 
« Division of Fuel CyclD & Material Safety 03/09/30 4app 
Available at NRC 45 50 20719 OOl 


0Ol-OnO63O Forwards commonls an nURCO *1020 re GPU vs DLN Ifliwsi/lt review 
effects on TMI-l errors in App D should be corrected ttf 
reflect findings concerning relevance U materlaltty of 
Lauiult documents 

MAT789M. R U Division of Systems Integration (post 911003) 

83/09/22 FI0ENHUT. D 0 Division of Licensing 3pp 20714 270 
24X FlChe 50-209.03/09/22.0310110630 


8310120031 Advises that commants re NURE0‘'1020 "OPV vs BLW Lauisutt 
Rtviihi 8* Effect on TMl-1. " wore fa»ed to R Capra on 
930920 . 

VOrtDANi E L Division of Emergency Properedness ti Engineering 
Response (Post B30103) 03/09/27 EI8ENHUT. D 0 Division of 

Licensing Ip 20719 327 a4XriC)>o 90-289, 03/09/27. 031 0120051 


0310120094 Concurs in draft NUREG-1030 "GPU vs D8*W Lawsuit Review 
effect on TMI~I " 

VOLLHER^f? H Division of Bnglnooring 03/09/26 RUSSELL. M T, NRC 

- Ija QStallod Affiliation Given Ip 20749 355 24K 

r 1 C h e 50- 209i 03/09/ 26. 03 1 0 1 200 94 


0310120097 Forwards IL/Region 1 comments re Bwbj Area 5 of NURE0~1020 
*GPU V* D&W Lawsuit Review 6 Effect on TmI- 1." cBnetitutirtg 
concurrence w/NUREO 

TAVLOR. J M Division of QA. OaPeguards it inspeettan Programs IPost 
030103) 03/09/23 EISCNRUT.DO Division qf Licensing Ip 

20749 394 24X FIche 50-209.03/09/23,0310120097 


0310120099 Forwards marted-up Tech Spec I'e ECCS l« reiponso to 830923 
raq.ueBt for propased change to surveillance requirements 
on Automatic depressur 1 r a ti on sy« backup air supply, per acR. 
NURE0-0B92 Item 11 K 3 2U 

^anENSENi G C Washington Public Power 0upp I 9 fly^tem 002-03-091 
83/10/06 SCHWGNCCn.A Licensing Branch 2 2pp 20*97*101 24K 

Fiche 90-397. 03/10/06. 0310t?0059 


8310120060 Forwards 1^0080-1020 "GPU v« BLW Lawsuit it Effect on Tm 1~1 " 
Ol'Strlbutlflin of Gateyory 10 section "Mqt Competence/ 

Integrity'’ should be limited pending Ofc of Investl gall ons 
compUtton of it\ve*tl9*tt on 

DlRCilBrN J" Office of the Executive Director for Operations 
03/09/20 PAULADINO.NJ Commissioners »p 20715 362 24X 

FtCfia 50-209. 83/09/20.0310120060 


03)012007€? DlscuBses actions to be token to resolve turbine mli^ile 
Issue identified iti SSEA 4, Section 1 9. inc 1 ud ing development 
of turbine & valve maint programs tfescribed In NUREO-OQOO 
for main turbine throttle & governing valves 

DRUMMOND. F J Louisiana Pourr L Light Co W3Fe3-03aa 03/10/09 
KNIGHTON. O W Licensing Branch 3 3pp 20697 161 24X 

Flche 30-302.03/10/05,0310120075 


0310120090 Forwards IE Insp Rept 50-220/03-30 on 030731 t. 23-0026 No 
nonccimp 1 1 ance noted 

STAROBTECK ] . R Division of Proiect N Resident Programs 03/09/20 
RHODE, G H Niagara Mohawk Power Corp 2pp 20697 128 24X 

Ficho 30-220.03/09/30.0310120090 


— 0310120096 IE Insp Rept 50-220/03-30 on 030721 L 35-0036 Mo 

noncomp i 1 ance noted Major areas fnipected licensee action on, 
previous insp fi nding s. operational safety verification* 
physical security surveillance testing & safety sys 
HUDSON. a D . MCBREARTY, R A Region 1. Office of Director 
LAZARUS. H J Division of Project 8, Resident Programs 93/09/16 
13PP 30697 130 24X Flche 50-320,83/09/20,03)0130090 


Q3101S019J Forwards info re Nl/REG-0737, Item II F 2* "Instrumentation 
for Detection of Inadonuate Cora Cooling." In responee to 
03D906 request Addl info will be submitted by 040215 
SIMPSON, E C Florida Power Corp 3F-l(OB3-09 83/10/07 9TOL2. J F 

Operating Reactora Branch 4 6pp 20695 330 24X 

Fiche 50-302*03/10/07,03 1 0120191 


8310120194 Forwards addl info on fgURE0-07D7. I tem II K 3 17. "Rept on 
Outages of ECCS", per 030829 telcon *r NRC 030019 1 tr Addl 
data factored into probab 1 1 1 stlc safety study submitted pn 
0SO3G3 

O'TOOLC. U D Consolidated Edison Co of New York, Inc 83/09/30 
VARGA. S A Operating ffeactora Branch 1 Spp 20696 090 24X 

richd 50-247.03/09/30,0310120194 


0310120190 Forwards IE Insp Rept 50-206/63-16 on 830B16-09I5 No 
noncomp ) lane e noted 

STAROSTECKI, R Division of Project h Resident Programs B3/09/20 
BRONS, -J C Power Authority of the State of New York Spp 
2D695 335 24X Flche 50-206.03/09/20,0310120190 


—0310130199 lE Insp Rept 5O-206/93-J6 on 830316-0915 No noncompliance 
noted Major areas inspected malnt review of monthly 
operating rept.TMl tast action plan status* licensee actions 
on previous inep finding s. plant tour L surveillance 
KENNY. T J , RDS5DACM, L U . NOfiRHDLMi L Region 1, Office of 
Director 03/09/19 12pp 20695 337 24X Flche 50-296. D3/09/20. 

0310120)90 


8310120219 Responds to unresolved issues contained in draft SER. 
NUnE0-l0a2 dtd 030715 Same items re NRC Site audits 
unresolved 

SWARTZ, E 0 Commonwealth Edison Co 73a9N 03/09/30 DENTON. H R 

Office of Nuclear Reactor Regulation* Director 44pp 20692 179 
24X Fithe 50*436, 03/07/30. 63 10)20219 


0310120252 Forvardt response to Phase I of NUflEO-0612, "Control of 
Heavy Loads at Nuclear power Plants, ” per DJ Youngblood 
630011 request for addl info All cranes k hoists purchased 
to Sargent 6 Lundy specs 

WILLIAMS. J Cincinnati Gas fc Electric Co LOZ-03-O163 63/10/06 

DENTON, H R Office of Nuclear Reactor Regulation* Director 4pp 
20692 103 24X Flche 90-3Sa> 03/10/06. 6310120253 


0310120335 Discusses proposed implamentatlofi of amergancy preparedness 
training plan First phase, per rAlREG-0654. wl 1 1 be completed 
prior to fuel load DetiUed schedules will be completed k 
made available for review upon concurrence 

DORENQeN, G Washington Pub 1 ic Power Supply System 002-63-006 
63/10/04 ECHUENCER.A Licensing Branch 2 2jip 20699 277 24X 

Fit ho 50-397.83/10/04,8310120335 


0310120349 Advises that due to uncertainty in instrumentation 
availability & manpower resources, instrumentation nec«|tary 
to meet Reg Ouide 1 97 requirements will be implemented by 
third refueling outage per DuppI 1 to NOREO-'D737 
DALE»L F Mississippi Power «c Light Co OL-02-33 03/10/10 

DENYOM. H R Office of Nuclear Reac tor Regulation. Director 2pp, 
20700 231 24X Flche 30-416* BD/ 10 / 10. 0310120349 


0310120359 Advises that util h»s Incorporated three LRO-ll position 
papers into OL application Position Paper 3-CBD. "Periodic 
Low Pressure Leakage Testing of Drywell*" constituting 
response to Confirmatory Issue 66 of SER (NGREG-OBSD) 

NELSON. R M llUnoii Power Co U-0071 93/09/30 SCNWENCER. A 

LictnsinB Branch 2 3pp 207|» 206 24X Flche 50-461,83/09/30* 

0310120359 
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6310120373 Rtquests 2->gr Bffcenslan to implB/ncnttit i on date In amended 
rule 10CFR30 44{<nli requiring min number of Ilcenaed 
operators & taniai^ operators on «hiFt at all times THI 
Item 1 A 1 3 implemented using shift technical advisor 
MAWOANfC V Niagara Mohauik Power Corp 83/10/06 OENTON»H R 
Office of Nuclear Reactor Reguiatiani Director Ip 20699 197 2aJ^ 
Fiche 90 - 22 O 1 83/10/0618310120373 


8310130382 Foruards Pranklln Research Ctr "Operating Reactor PORV Rapt 
(F^37J. TrtI Action Plan Requlrcmentsi Generic Rept - D&d^ 

Designed UnitSi " technical evaluation rept & NRR safety 

evaluation accepting DSctJ response to TNI Item II K 3 2 

BTQLZi J F Operating Reactors Draitch 4 83/09/23 CRQUSEi R p 

Toledo Edison Co 3pp 20770 120 24X Fiche 50-346.83/09/23- 

3310130332 


B31013001B Forwards SORT qualification summary qf equipment list update 
tc response to B8ER 3 (NURFO-07981 open items 
TAUQERiH Detroit Edison Co EF2''6 Sj 621 03/10/04 

yOUNOBLOOD-D j Licensina Branch I 6app 20723 123 24X 

Fiche 50-341. 03/10/04, B310130018 


0310130077 Forwards request for GMB review (1 supporting st«tem.ent re 
8td Form 83 supporting statements for DOE/NRC Forma 742 ft 
742C 

WORRY, P 0 Office of Administration B3/10/03 SCURRY, N Office 
of Management :& Budget ip 20777 Oil 


8310130106 Forwards safety evaluation supporting util response to THI 
Item II D 1 j "fiafety i< Relief Valve Testing " Issue 
resolved 

VASSALLO, D B, Operating Reactors Branch 2 B3/09/30, PILANT.J H 

Nebraska Public Power District I7pp 20777 027 24X 

Fiche 50-298*03/09/30, 0310130106 


B31013O122 Forwards for review h comment, final draft of Chapter 10 to 
NURE'0''1020i "Kgt Competent e/ Integri tg *’ Requeati 
dctarmlnation as to which portions of chapter cannot be 
publiclg relaased W/o end 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
03/09/20 HAYES, D B Office of Investigation tp 20777 074 


0310130130 NUREQ-10S8 

LICENSEE EVENT REPORT SYSTEM Description Of System And 
Ouidtlines For Reporting 

HEBDON,F J Director's Office 83/09/30 0Rpp 20772 109 


03 1 0130 133 NURE-O-COYO V06 NOl 

REPORT TO CONGRESS ON ABNORMAL OCCURRENCES Januarg-Harc h 
1903 

» Director's Office 03/09/30 49pp 80772 200 


0310130143 WREG-/CR*'3451 

BENCHMARK PROBLEMS FOR RADIOLOGICAL AaSESSMENT CODES 

MILLS, M , VOGT, D j MANN, B Tehntkron Research, In< 83/09/30 

Olvisfan of Naste Management 9lpp 20773 013 


0310130149 WflEO-04B5 VOS NOB 

BYSTEHATIC EVALUATION PROORAM STATUS SUMMARY REPORT Data As 
Of Aug wet 3i, 1983 Bookl 

a OfMce of Resource Management, Director 83/09/30 74pp 
20773 109 


0310130131 NUREO-OSeS VOl R06 

DIRECTORY OF CERTlFICAtEB OF COMPLIANCE FOR RADIOACTIVE 
MATERIALS PACKAOE0 Sumnary Report Of NRC Approved Packages 
e Division of Fuel Cy<le ft Material Safety 03/09/30 432pp 

2077J (86 


1310130217 Forwards Amends 79 l< 06 to License* DPR-58 6 DPR~74, 
rispectlvely Amends change Tech Spec to require redundant 
containment hydrogen analuiers to satisfy requ i remente of 
NUfleo-0737r Tw Action Ibrn 12 F t 6 

VAROA, S A Operating Reactors Branch 1 B3/09/30 DOLAN, J 

Indiana ti Michigan Electric Co. DOLAN, J American Electric Power 
Service Corp 3pp 80777 180 24X Fiche. 90-31 5, 83/09/30, 

8310130217 


8310130393 Summary of 830900 meeting w/utils soliciting feedback on 
propq&ed NRC human factors review of safety parameter 
display sys Enel marked-up NUftEO-0035 revised to resolve 
030900 c omme n t s 

BELTRACCHr,L Human Factors Engineering Branch 03/09/16 
MOORE, V A Human Factors Engineering Branch 72pp 20769 27l 


0310130421 Fdrwards safety evaluation technical evaluation rept re 
NUReG-0737, THI Items II K 3 1. "Automatic PDRV Isolation" 

& II K 3 2. "Rept on PORVs " Requirements met 

ST0L2, J F Operating Reactors Branch 4 03/09/30 WILOUS, W S 

Florida Power Corp 3pp 20769 167 24X Fiche 30-302,93/09/30- 

6310130421 


8310140196 Forwards Rev 0 to "Plant-Unique Analysis Rept of Torus 
Suppression Chamber," Mark I containment program technical 
rept, per acceptance criteria in App A to NUREO-0661 
BAYNE, J P Power Authority of the State of New York JPN-SS-bb 
63/10/11 VASSAULO-D B Operating Reactors Branch 2 Ip 
2076a 084 24X Piche 30-333,03/10/11,0310140196 


—6310140202 Tft-3381-1 ROD 

Rev O to "Plant-Unique Analysis Rept of Torus Suppression 
Ch-amber, " Hark I containment program technical rept for 
James A Fltcpatrick Nuclear Power Plant 

« Teledyne Engineering Services 63/00/11 I44pp 20762 0B6 
24X Fiche 50-333,93/10/11,9310140196 


0310140221 Responds to 930023 request for position re NUREO-0737, i fcem 
II E 4,2(7), '‘Containment Isolation on High Radiation 
Completion of evaluation anticipated by 931201 

MANGAN, C V Niagara Mohawk Power Corp 93/10/12 VA80ALLO, D B 
Operating Reactors Branch 2 Ip 20761 192 24x 

Fiche 90-220,03/10/12,8310140321 


0310140223 Advises that In initial evaluation of SEp Topic VI-4, 
"Containment Isolatian Sys (Electrical)" penetrations 
erroneously evaluated against GDC 53 instead of GDC 37 
Addl mods to plant configuration unnecessary 
KRlEOERiR N Southern California Edison Go 83/Q9/30 
CRUTCHFIELD, D Operating Reactors Branch 5 2pp 20761 179 24X 

Fiche 30-206,03/09/30,8310140223 


8310140234 Forwards f oui th semiannual "Rapt bn Environ Qualification 
Program for Duane Arnold Energy Ctr" covering 
safety-related electrical equipment 

MCGAUOHYin U Iowa Electric Light it Power Co NO-03-336B 
03/09/30 DENTON, H Office of Nuclear Reactor Regulation, Director 
2pp 20759 300 24X Fiche 50-331,03/09/30,0310140254 


— 0310140258 "Rept on Environ Qualification Program for Duane Arnold 
Eneryy Ctr," fourth semiannual rept 

e Bechtel Corp tEB-79-OlB 83/09/22 420pp 20759 302 24X 

Fiche 50-331*83/09/30,0310140254 


0310140278 Forwards draft response to B30915 Request for Addl Info 
RAI 271 2 re qualification of automatic depressurization sys 
accumulators per TMl Item II K 3 29 Response will be 
incorporated In Nov 1903 FSAR rev 

BRADLEV,E J Philadelphia Electric Co OOVT l-l(NRC> 83/10/05 
RCHHENCERtA Licensing Branch 2 9pp 20761 106 24X 

Fiche 50-352, 03/10/03, 8310140270 


-8310130222 Amends 75 L 56 to Licenses DPR-50 4( OPR-74* r esptc tivel y, 
changing Tech Spec to require redundant containment hydrogen 
analysers to eatlsfy requirement* of NUfleG-0737* TMf Action 
Item II F i 6 

VAROA, B A Operating Reactors Branch i DPR-TA A 096 83/09/30 

9pp 20777 183 24X Fiche 50-315,03/09/30.8310130217 


6310130276 Forwerds svaluetton of util 630831 plent design Submittal in 
response to integrated plant BAR (NUREG-0027) Section 
4 24 i,App K, "Electri-cal Instrumentetion ti Control Reviews 
for LACBHR '* Issue resolved 

CRUTCHFIELD, D Operating Reactors Branch 9 LS05 -03-1 0-016 
63/10/07 LINDER, F Dairy land Power Cooperative 700 20723 198 

243( Fiche 50-409,63/10/07,6310130276 


6310130326 Forwards list of long-term actions that should ‘be addressed 
in BCR input Only noncertification items to be addressed In 
review, 

EI8ENHUT, D. 0, Division of Licensing 83/06/12 MATTE ON. R J 
Division of 8y stems Integration (post 8U009K THOU* 00 N, H U 

Division of Human Factors Safety JOROAN,e. U Division of Emeroency 
Preparedness 4 Enfilneering Response (Post 830103>, 9pp 20754 332 
24X FI c h #. 50-289, 63/08/ 1 2, 03 1 0 130326 


6310170001 Forwards 030908 memo requesting support for NRC rept on 
OPU va B&W lawsuit review Arrangements should be made to 
accommodate requested schedule 

STEELE, H U Division of Technical Information Document Control 
83/09/09 MGVEAOHt K D Division of Technical Information & Document 
Control JOHANBENrJ Cress Branch Ip 20814 04B 24X 

Fiche 50-287, 03/09/09, 8310170001 


— 8310170002 Requests assistance in arranging resources for production 
8( publication of NRC evaluation of GPL) vs B6H lawsuit 
review Impact on restart of TMI-l <NURE0-iO20) Flow chart 
or/pro jected milestones encl 

RUaSELLtW T OPU/0hW Lawsuit Review Team 03/09 /OB BESAW, W J 

Division of Technical Information b Document Control 3pp 

20Q14 049 24X Fiche 50-209,63/09/09,0310170001 


6310170009 Forwards Buppl 4 to NURE0-Q420, *’8ER re Operation of 
Shoreham Nuclear power StetlonrUnlt 1 " 

BCHHENCERjA Licensing Branch 2 83/09/30 POLLOCK, M 8, Long 
Island Lighting Co 3pp 20B14. 067 24X Fiche 50-322,03/09/30, 
B3I 0170009 
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83)0170014 forwards revised listing of sobj area contents for GPU vs 
&8cW lawsuit revieu, per 830727 !« 0805 & 12 1 trs 

nuaSELL*W T GPU/a?*W Lawsuit Review Team 03/00/ IQ MORISBEAU, D . 
PICKETT, D , HA ASS. W NRC - No Detailed Affiliation Given I4pp 
20813 285 24X Fiche 90-289.03/03/10,0310170014 


8310170010 Forwards draft NUREQ-1020, ^'GPU vs D2<W Lawsuit Review i> 
Effect on rMl-1 " Draft does not include Chapter 10 re mgt 
cornpctence/integr i ty Comments or concurrence requested 
W/n enc 1 

RUSSELL. W T OPU/D<,W Lawsuit Review Team 03/09/19 EISENHUT, D G 
Division of Licensing MATTSON. R J Division of Systems Integration 
(post 811005) THOMPSDNi H L Division of Human Factors Safety 
Spp) 2079B 359 24X Fiche 50-289,03/09/19,0310170018 


0310170D25 Forwards final draft Chapter 10 to NUREg- 1020 entitled 
’'Hgt Competcnce/Intcgri ty " Changes, comments or concurrence 
requested by 830922 W/o end 

EIQENHUT.D G Division of Licensing 03/09/20 MATTSON. R J 
Division of Systems Integration (post 011003) THQ^PSaN. H L 

Division of Human Factors Safety TAYLOR, J M Division of OA, 

Safeguards it Inspection Programs (Post 830103) 2pp 20798 353 
S4)( Fiche 50-289.83/09/20,0310170025 


IQ31017003S Requests assistance in arranging resources for production ^ 
publication of NRC evaluation of GPU vs D&U lawsuit review 
4i Impact on TMI-1 restart (NUREG-’l020) 

RUSSELL, W T OPU/UiW Lawsuit Review Team 03/09/00 OESAW.W J 

Division of Technical Information & Document Control 3pp 

20790 334 24X Fiche 90-209.03/09/00,8310170032 


03)0170039 Forwards SCR 4. technical evaluation rept re licensee 
responses to NUREO-0737. I terns II K 3 1, "Automatic PDRO 
Isolation" «, 1 1 K 3 2, "Rept on PQRVs " 

VAROA, S A Operating Reactors Branch 1 03/10/05 LIDERITZ,R A 

Public Service Electric & Gas Co of New Jersey 3pp 20812 162 
SAX Fiche 50-272,83/10/03,0310170039 


0310170063 Advises of disapproval of exception to habitability 
req^uirements for emergency operation facility (EOF), per 
020903 Itr Plans for establishing EOF per Suppl 1 to 
NURCG-0737 (Generic Ltr 82-33) requested by B31I20 
EIBENHUT.D G Division of Licensing GL-02-33 83/09/29 

WITHERS,!? D Portland General Electric Co 5pp 20798 0 3 5 24X 

Fiche SO-344 , 03/09/29, 03t 0 1 70063 


0310170080 Forwards Franklin Research Ctr "Dperating Reactor POHV Repts 
CF-37> TMJ Action Plan Requi rements, C-E Owners Group 
lCEN-145)." technical evaluation rept safety evaluation 
supporting responses to TMl Items IIK3lt(IlK32 
MILLER, J R Operating Reactors Branch 3 03/10/06 UHRIO, R E 

Florida Power Light Co 3pp 20013 135 24X 

Fiche 30-335,83/10/06,0310170008 


--63lO17O09a Safety evaluation supporting C-E licensee responses to 
NUREG-0737, Item II K 3 2, "Rept on PORVs " 

♦* NRC - No Detailed Affiliation Given 93/10/06 62pp 
SO013 130 24X Fiche SO-335. 83/10/06. 03 101 7OO0B 


0310170159 Forwards clarification of evaluation of pipe whip. jet 
imipingement 8< breaks within pipe tunnel (SEP Topic III 5 0), 
per 030720 request transmitting Integrated plant safety 
assessment program (NUR£G~O027) 

LINDER. F Dairyland Power Cooperative LAC-9351 93/10/06 

CRUTCHFIELD. D Operating Reactors Dranth 3 4pp 20790 347 24X 

Fiche 50-409,93/10/06,0310170199 


Q3 10170204 Forwards SSER 2 CNUREG-0852) re CESSAR 6 application for 
final design approval N/o end 

THOMAS. C 0 Standardliatlon tn Special Projects Branch 93/09/30 
SCHERER, A E Combustion Engineering. Inc 2pp 20798092 a4X 
Fiche 30-470,03/09/30.0310170204 


B310170239 Forwards response to telcon request for add! clarification 
of response to Question 640 01 a & b re emergency operating 
procedures generation package 6ER (NUREG-0B92) Confirmatory 
Issue 15 re emergency procedures review dosed 

SORENSEN, 0 C Washington Public Power Supply System GO2-03-9OB 
03/10/1 i SCHWENCER,A Licensing Branch 2 69pp 20787 013 24/ 

Fiche 50-397.93/10/11.9310170235 


0310170290 Forwards loose parts detection sys conformance evaluation, 
including action requested in ffJRE0-0B92, SER Section 4 4 6 
SQRENSENi O C Washington Public Power Supply System 002-03-860 
83/09/29 SCHWENCER,A Licensing Branch 2 8pp 20786 106 24X 

Fiche 90-397. 83/09/29. 8310170298 


0310170373 Forwards BCR re reactor coolant pump trip ft restart criteria 
after 020125 tube Failure incident Adequate steps taken 
addressing items, based on info provided in 821122 ltr 6 
030422 response to Generic Ltr 83-lOd Items B 9 resolved 
CRUTCHFIELD. D Operating Reactors Branch 5 GL-e3-10D 83/10/14 

MAIER,J e Rochester Gas h Electric Corp 2pp 2070 5 OOS a4X 
Fiche 50-244,03/10/14,8310170373 


— 0310170370 SER supporting resolution of SER Items B 9 re reactor 
coolant pump trip t' restart criteria after 020125 tube 
failure incident 

e Office of Nuclear Reactor Regulation, Director 03/10/14 5pp 
207B5 007 24X Fiche 50-244.93/10/14,8310170373 


0310170394 Forwards draft App D to radiological emergency response 
plans for Towns of Newf le Id s. New Castle. North Hampton tt 
Bren twood. NH, entitl ed "Cross-Reference to NUftEO-0634 " 

LESSY, R P Hearing Dranch 3 ISSUANCES OL 93/ 10/13 HOYT. H 
Atomic Safety and Licensing Board Panel 26pp 20795 045 24X 

Fiche 90-443,83/10/12,6310170394 


8310170495 Request that NUREO-0123. "8td BWR Tech Specs, " be revised to 
previous format, based on need to provide adequate time frame 
for cooipletian of WPPSS-2 power ascension testing program 
Susquehanna to&t duration data enc) 

SORENSEN, G C Washington Public Power Supply System 002-93-900 
93/10/10 SCHWENCER, A Licensing Dranch 2 3pp 20784 019 24X 

Fiche 50-000,93/10/10,0310170495 


0310170545 Provides addl info re NUREO-0737, 1 tem II K 3 22, justl f y ing 
use of HPCJ logic for RCIC suction switchover RCIC sys not 
safety-related & Is net intended as backup for IHPCI sys 
nVBAK*D Commonwealth Edison Co 7434N 83/10/07 DENTON* H R 

Office of Nuclaar Reactor Regulation. Director Ip 20794 320 24X 

Fiche 90-234.03/10/07,8310170945 


0310170696 Requests rev to confirmatory order contained In 830314 ltr 
for NUREO-0737 Items 1 1 F I 1 6 1 1 F 1 2 to spec if y new 
B40LO1 completion date Replacement of Oe i ger-Nuel ler in 
detectors will be completed by 940101 

CDUN3IL, W G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL. W G Nor theast Uti 1 1 ties 010080. 83/09/27 

HILLER, J G Operating Reactors Branch 3 2pp 20782 070 24X 

Fiche 90-24 9.83/09/27,8310170656 


0310170674 Forwards lE Insp Rept 90-312/93-16 on 830606-10. 13 h 21-22 
No noncompliance noted 

WENSLAMSKI. F A Region 9. Office of Director 83/09/16 
RODRIGUEZ. R J Sacramento Municipal Utility District 2pp 
20779 295 24X FUbe 50-312,83/09/16,9310170674. 


— 9310170678 IE Jnsp Rftpt 50-312/93-16 on 930606-10.13 & 21-22 No 
noncompliance noted Major areas inspected environ 
protection, followup on ROs. info notic es. nns 1 te events, 
none omp 1 lance items 6 NUREO-0737, I terns II B 3 II F t 
NORTH. H 8 . WENBLAWSKI.F A Region 5, Office of Director 
03/07/16 lOpp 20779 297 2 4X Fiche 90-312. 83/09/16. 8310170674 


0310170709 Advises that requirements d# NUREO-0737, Item II K 3 2 re 
rept on PORVs met M/e*istlng PORV safety valve 6 reactor 
high pressure trip setpoints Automatic PORV isolation sys 
(Item II K 3 1} not needed 

MILLER. O' R Operating Reaevurs Branch 3 83/10/04 GARRITY.J N 

Maine Yankee Atomic Power Co 3pp 20013 200 24X 

Fiche 90-309,03/10/04,0310170706 


8310170715 Forwards safety evaluation of F8AR Amend 39 re NUREO-0737. 
Item 11 F 2, "Detection of Inadequate Core Cooling." Amend 
unacceptable Justl f tea tlon for proposed late implementation 
of in-core thermocouples requested 

YOUNGBLOOD. B J Licensing Branch 1 83/10/07 GRAY. R J Texas 

Utilities Generating Co 4pp 2079B 122 24X Fiche 90-449. 

83/10/07, B310I70713 


8310170722 Forwards comments on util detailed control room design 
review submitted in response to Generic Ltr 82-33. "Suppl 1 
to NUREO-0737 Requirements for Emergency Response 
Capability " Info mgt sys discussion needs more detail 
YOUN08LOOD.D J Licensing Branch i OL-02-33 83/10/09 

KOEBTER.O L Kansas Gas St Electric Co lOpp 20798 iOO 24X 
Fiche 50-000, B3/10/05, 8310170722 


0310170723 Forwards FES re steam generator repair (NUREG-lOl 1) M/o 
end 

MILLER, J ft Operating Reactors Branch 3 83/09/30 FAY. C M 

Wisconsin Electric Power Co 2pp 20798 096 24X 

Fiche 30-266.83/09/30,8310170723 


8310180020 Forwards comments on 020812 detailed control Toem design 
review program plan Plan unacceptable per NUREG-0707, 

Suppl 1 Comments tc response will be basis for telcon within 
15 days of ltr date 

MILLER, J R Operating Reactors Branch 3 83/10/04 GMRITY, J-H 

Maine Yankee Atomic Power Co IGpp 20025 099 24X 

Fiche 90-309.03/10/04.8310180020 


031018007) NUREO-0976 

SAFETY EVALUATION REPORT RELATED TO THE RENEWAL OF THE 
OPERATIMC LKENBE FOR THE UNIVERSITY OF OKLAHOMA RESEARCH 
REACTOR Docket No S0-H2. 

* Division of Licensing 93/09/30* 97pp 20826 174 24X 

Fiche 50-113,93/09/00.8310180071 
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8310100076 NUnEQ/CH“2S74 

DWfl REF ILL- REFLOOD PROORAW TASK 4 7-' MODEL DEVELOPMENT 
TRAC-BWR COMPONENT MODELS 

CNEUNBi y K * PARAMESWARANi V i SHAUOi J C Osneral Electrit Co FIN 
B-5B77 EPRl NP-237A B2/09/30 Division of Accident Evaluatiati 

ISOpp Available at NRC ♦S 00 20B26 235 


8310100317 Forujards Rev 1 to "Emeigency Procedure Generation Package 
I, Rev 1 to "Writers Guide For Emergency Operating 
ProcediirBS/ " per Generic Ltr 02-33 <hJUREG-0737i Supp 1 1 ) 

Listed 5ER items resolved 

H0E9TEH, G L Kansas Gas L Electric Co KMLNRC B3-132 □3/J07 14 

DENTON, M F Office of Nuclear Reactor Rogulalion, Oiiector 3pp 
30003 lOJ P4X Fiche 30-402,03/10/14,0310100317 


031OIBOO79 NUREQ/Cft-303D 

CLOSEOUT OF lE BULLETIN 81-02 AND SUPPLEMENT Failure Of 
Oate-Type Valves To Close Ajalnst Oi f f orential Pressure 
FOLEYtW J I HENNICK, A Parameter. Inc FIN D-1013 PARAMETER 
lE-ia 03/09/30 Division of Emergency Preparednees 6 Ettg ineer i ny 

Respntise <Po»t 03OtO3> 51pp Available at NRC *4 50 30026 11‘ 


0310100005 NUREQ/CR-aSTD 

BUR REFILL-RELOAD PROGRAM TASK 4 7 - MODEL DEVELOPMENT 
BASIC MODELS FOR THE &WR VERSION OF TRAC 

ANDERBEN, J O . CHU, K H , SHAUOi J C General Electric Co FJW 
B-5B77 EPRI NP-a375 03/09/30 Division of Accident Evaluatio 

llOpp E0B26 001 


031O1BDD93 Ack receipt of 030915 request for info concerning open 
issues re mgt integrity Identified in 030519 tc 07t5 memos to 
Commission NRC evaluation of open Issues proceeding w/ 
eiception of GPU vs B&U lawsuit record 

DIRCKS, W J Office of the Executive Director for Operations. 
03/10/07 DIECKAMP.H Oeneral Public Utilities ~ GPU Service Corp 
ip 20G24 125 24X Fiche 50-S99i 03/ 1 0/O7 j 0310100092 


— B3101B0099 Requests NRC provide identification it evaluation of specific 
concerns remaining or developed as result of evaluation of 
open issues Also requests all related recent Insp repts it 
basis for concern in other areas 

DIECKAMP.H General Public utilities - GPU Service Corp 
03/09/15 DIRCKSiW J Office of the Executive Director for 
□peratlons 4pp 20024 120 24X Fiche 30- 2B9. 63/10/07, 

0310100092 


0310100344 Revises schedule for submittal of sve water sys anaJyaia 
Identified in Integrated Plant Safety Asses sment. NUREG-0a26 
I, associated SEP Topic 17-3 Delays due to upgrades per 
NUREG-0737, Item III D 3 4 Analysis expected by 631230- 
COUNSIL.WG Connecticut Vankee Atomic Power Co D10913 93/10/0 

CRUTCHFIELD, D Operating Reactors Branch 5 2pp 20002 350 24 < 

Fiche 50-213,03/10/07,8310100344 


0310100347 Comments on NUREG-1020 re GPU vs DLW lawsuit review NRC di. 
not make reasonable technical judgments, I caving issues that 
should have been resolved re mgt integrity as Issues 
potentially involving integrity 

DIECKAMP.H General Public Utilities - GPU Service Corp 03/10/14 
PALLADIND. N J , ASSELSTINE, U K « OERNTHAL, F Commlss i oner s 35pp 
20004 301 24X Fiche 50-289,03/10/14,8310180347 


031O18OJ79 Approves request for withholding listed propiiotary info 
Inadequate c oro cooling per TMI Item II F 2 from public 
disclosure Iref 10CFR2 7901 

CRUTCHFIELD, D Operating Reactors Dranch 5 1.805-03-10-029 

83/10/11 WlEEEMANNrR A Westlnghouse Electric Corp 2p p 
20026 355 


0310180361 Supple 630720 response to Generic Ltr-81 '07. "Control of 
Heavy Loads." in response to NRC finding in IE Insp Ropt 
03-11, dtd G30620 Info documents util methodology for 
compliance U/NUR60-0612 & ANSI N 14 6 

UHKIO, R E Florida Power it Light Co L-83-515 63/10/07 

EISENHUT, D 0 Di v4 s i on o f L i c ena ing 2pp 20003 301 24X 

Fiche 50-250.83/10/07,0310180361 


8310100090 Forwards "Summary Rept V Program Plan for Control Room 
Design Review." per 830707 ltr re NUREQ-0737, I tom I D I 
a c tivi ties 

MANGAN, C V Niagara Mohawk Pow#r Corp 83/09/30 VAS8ALL0. D B 
Opereting Reactors Dranch 2 Ip 20B07. 104 24X 

Fiche 50-220,83/09/30.0310160099 


— 0310160102 "Summary Rapt «< Program Plan for Control Room Design 
Review " 

* Niagara Mohawk Power Corp 03/09/30 aspp 20007 105 24X 

Fiche 50-220.03/09/30.6310180098 


8310180118 NUREG/CR-3223 

BUR REFILL REFLOOD PROGRAM FINAL REPORT 

MYERS.L L General EUefcrlc Co a Electric Power Research 
Institute FIN 0-3077 EPRI M»~3093 03/09/30 Division of 

Accident Evaluation 142pf Available at NRC *S 30 S0S23 176 


0310180131 Advises that continued operation until completion of mods le 
NiJREO-0737. I tem II E 4 2 concerning gang opening of two sys. 
justified Licensee committed to modifying logic at first 
refueling outage 

BCHWENCER.A Licensing Branch 2 03/09/29 CURTIS. N H 

Pennsylvania Power & Light Co 3pp 20827 077 24X 

Fiche 50-307.83/09/29,6310160131 


6310100166 Forwards F5AR Section 9 i re reactor bldg crane, r evlsed in 
response to NUREO-0612 Changes will be incorporated into 
next F8AR amend 

CURTIS. N H Pennsylvania Power U Light Co PLA-IS^? 63/10/13 
8CHWENCER.A Licensing Branch 2 2Bpp 20809 001 24X 

Fiche' 50-366. 63/10/13.6310160166 


8310160385 Forwards list of new licensing actions, compl oted actions 6 
action summary During Last Quarter FYa3. c onsiderab I e time 
spent on Rev 1 to update FBAR 6 prepor.ition of confirmatory 
order for NURE0-O737 items in Sup pi 1 

WAGNER. P C Region 4. Office of Diiector 83/10/06 MADSEN. 0 L 
Region 4. Office of Director 6pp 20803 207 24X 

Ficho 50-267,83/10/06.0310100385 


931018042) informs of proposed minor changes to commitments made in 
response to Implementation instructions of NUJI £0-0578, re 
short-term lessons learned Duty technical advisor quarters 
will be incorporated m boundary control ctr 

FAY. C W Wisconsin Electric Power Co 03/10/10 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Spp 2OG03 306 
24X Fiche 50-366. 03/10/10, 031 0i8042l 


6310180423 Requests relief from scheduler reguirements of 030325 
confirmatory orders to install redundant In-contoi nme-nt 
radiation mon i tors, per NUREO-0737. Item II F I 3 requiremon t 
Hod will be completed before startup in Cycle 7 
HAMMER. D S Tennessee Valley Authority 83/ 10/ IP DENTON, H R 

Office of Nuclear Reactor Regulation, Director 3pp 20803 308 
24X Fiche 50-259.63/10/12.8310180422 


B3101B0424 Responds to D Vassallo 830B23 ltr re automatic e losing of 
containment purge it vent valves an high radiation signal 
<NUrtEG-G737. I tern II F 4 2<7) > Facility will be modified, as 
result of evaluation of DWR Owners Group position 
MCOAUCHY, R W Iowa Electric Light 6 Power Co N0-B3-34a3 
03/10/13 DENTON, H R Office of Nuclear Reactor Regulation, 
Director Ip 2G803 305 24X Fiche 50-331.63/10/13,8310160424 


8310160169 NUREG-L016 

8AFETY EVALUATION REPORT RELATED TO THE RENEWAL OF THE 
OPERATING LICENSE FOR THE RESEARCH REACTOR AT THE IOWA 
STATE UNIVERSITY Docket No. 50-116 

# Division of Licensing 63/09/30 93pp Available at NRC 
♦4 75. 2092S 009 24X Fiche 50-116.93/09/30.6310180169. 


8310160193 Forwards response to requests for add 1 info re special 
lifting devices used for control of heavy loads 
{ref KUnEO-06121 

HAIER.J E Pacific Gas & Electric Co 63/10/12 CRl/TCHF lELD. D 
Operating Reactors Branch 5 22pp 20809 061. 24X 

Fiche: 50-244. 63/10/12.8310180193 


8310180196 Inferms that based on review of 630414 s ubml t tel. 1 1 censee 
forward command post (emergency operations facility] 
complies w/r equip ements of Table 1 to Suppi 1 of NUREO-0737 
MADSEN, 0 L Region 4, Office of Director 83/09/16 LEE. 8 R 
Public Service Co. of Colorado. Ip 20908 ■ 341. 24X 

F i e h. ■ I 5 0-267 , 83/06/ 1 6. 631 01801 96 


6310100435 Forwards Rev 0 to '’Detailed Control Room Design Review 
Program Plan, per NUREO-0737, Supp 1 1 (Generic Ltr 02-33> 

HARRINOTOM.W D Doston Edison Co 83-239 03/10/14 VAB6ALL0, D R 

Operating Reactors Branch 4 ip 20803 356 24X 

Fiche 50-293.93/10/14,0310160435 


— 8310180430 Rev 0 to Procedure 2 2 11/090963. "Detailed Control Room 
Design Review Program Plan " 

» Boston Edison Co 0L-B2-33 03/10/31 lOOpp 20B03 359 34/ 

Fiche 50-293,83/10/14,0310180435 


83LOIB0503 Clarifies util 820617 ltr describing emergency operations 
facility vent i lati on, per NUREG-0696 Charcoal will not be 
provided in ventilation sys 

SORENSEN. G C Uashlngton Public Power Supply System 002-03-910 
93/10/12 aCHWENCER.A Licensing Branch 2 ip, 20801 180 24X 

Fiche 50-397.03/10/12,8310180303 
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8310180579 Forwards safaty evaluation ^upportitig completion of 
Seneric i&sues re containment venting & purging (Multi-plant 
ActiOTH li’a4> 84 KUREO-0737, Item 11 E 4 2 

VARGA I S A Operating Reactors Dranch I 03/09729 O'TOOLE, J D 

Consolidated Edison Co of Neui York, Inc I4pp 50824 301 24X 

Ftchia 30-247,03/09/29.0310180579 


8310180397 FOIA request for list of mods to containment undertaVen by 
util in response to NUHEG-0487 

HAFNER, B Suffolk Nucleai Study Group 03/0^/23 Office of 

Administration Ip 20027 124 24X Fiche 50-322,83/04/23. 

0310180597 


SSlOieOfal I Forwards SER accrptlng licensee responses to NUREG^0737. I teir 
II E 1 1 re etreigency feedwater sys Two open items re 
redundant flow paths U tornado missile protection remain 
Compliance schedule needed within 30 days 

STOLZj J F aperatlng Reactors Qranch 4 03/10/06 GRIFFIN, JM 

Arkansas Power h Light Co 29pp 20B24 OOt 24)( 

Fiche 30-313. 83/10/06, 0310100611 


8310190062 Responds to FQIA request for info on effects of sabotage on 
Pl-JRs 8 c PWRs & fault tree analyses Forwards documents 
NUREO/CR-3260 will be issued in 2 months Remaining requested 
I terns not found in PDR 

FELTON, J M Division of Rules and Records 83/09/ia SHDLLY. S C 
Union of Concernod Scientists Ip 20S39 078 


8310190131 Forwards tortiTients on detailed control room design review 
program plan If Implemented proper ly, rev jeu will probably 
produce results that fulfill requirements oP Suppl 1 to 
NUREG-oyG? Response not required 

CRUTCHFIELD, D Operating Reactors Branch 5 QL-a2-33 03/10/17 

LINDERjF Dairyland Power Cooperative lOpp 20820 507 24X 

Fiche 30-409,03/10/17,8310190131 


0310190543 NUREG/CR-2669 

FRDNT-END ANALYSIS FOR NUCLEAR POWER PLANT MAINTENANCE 
PERSONNEL reliability MODEL 

31EGEL, A I , BARTTER,W D , WOLF, J U Oak Ridge Notional Laboratory 
PIN D-0461 QRNL/TM-SGOO 03/09/30 Division of Facility 
Operations 133pp 20843 263 


B31 0190233 NUREO/CR-2726 

LIGHT WATER REACTOR HYDROGEN MANUAL 

CAMP, A L , CUMMINGS, J C , SHERMAN, M P Sandia Laboratories FIN 
A-1246 SANDS2’'1137 03/09/30 Division of Accident Evaluation 

337pp 20839 166 


0310200016 Forwards draft SER re NUREO-0737, 1 1 em UBS, " Po s t -Ac c i d ent 
Sampling Sgs Response addressing concerns re three 
outstanding I terns requested Telcon to discuss early 
resolution should be arranged within 30 days of 1 tr receipt 
STOLZ, U F Operating Reactors Branch A 83/10/06 BAUER, E 0 
Philadelphia Electric Co I2pp 20044 249 24X 

Fiche 50-277,83/10/06,8310200016 


8310200041 Forwards SER re NUREQ-0737. 1 1 em II B 1, "RCS Vents,** based 
on end LLL technical evaluation rept 6 Info provided In 
800130,010227,0323 8 » 0413 Itrs concerning vent installation 
Vent sys design acceptable 

STOLZ.J F Operating Reactors Dranch 4 93/10/05 CROUSE, R P 

Toledo Edison Co 7pp 20044 335 24X Fiche 50-346,03/10/03, 

8310200041 


--B306130456 TF-366/oei7A 

"Selected Operating Reactor Issues Program 1 1 , RCS Vents, 

(NUREG-0737, Item U B U. " final technical evaluation rapt 
HELD, J 7 Energy Incorporated • Lawrence Livermore Laboratory 
FIN A-0250 TAC 44364 83/03/14 ALBERTHAL, 0 NRC - No Detailed 

Affiliation Olven 6 pp 20844 342 24X Fiche 50-346.03/10/05, 

0310200041 


8310200050 Forwards Franklin Research Ctr draft technical evaluation 
rept re control of heavy loads, based on 830131,0502,06 6 
0610 responses to NRC requests for addl info Telcon will be 
arranged after 031088 to discuss comments 

STOLZ, J F Operating Reactors Branch 4 03/10/06 CROUSE, R P. 

ToUfto Edison Co 3pp 20844 299 24X Fiche 50-346,03/10/06* 

0310800050 


— 8308100360 TER-C3306-34B DJIFT 

"Control of Heavy Loads (C-10> , Toledo Edison Co, Dav i s-Be sse 
Nuclear Power Station Unit 1," draft technical evaluation 
rept 

BaHDEROER,C . AHMED, N Franklin I nstitute/Fraptl In Research 
Center NRC-03-ai- 130 TAC 10993 03/OS/O9 51 MOM* A NRC - No 

Detailed Affiliation Given 33pp 20044 302 24X 

Fiche 50-346,03/10/06,0310200050 


0310200064 Forwards SER re NUReo-0737 , I tem II K 3 17, "Rept on Outages 
of ECCS " Review comp lets, however* i mprovement needed in area 
of LPIS availability Response requested within 90 days of 
1 tr receipt 

QTOLZ* U F Operating Reactors Branch 4 83/10/06 HILQU5,M 3 

Florida Power Corp 5pp 30844 377 a4X Fiche 50-202,03/10/06. 

B31 020006 4 


6310190306 FOIA request for comments on NUREO/CR- 1270, "Handbook 
for Human Reliability Analysis H/Emphasls on Nuclear Power 
Plant Applications " 

SHOLLYjS C Union of Concerned Scientists 03/08/06 FELTON, J M 
Division of Rules and Records Ip 20840 337 


6310190309 Responds to FQIA request for comments on NUREO/CR -1270, 
'^Handbook for Human Reliability Analysis N/Emphasis on 
Nuclear Power Plant Applications " Forwards document 
Dncurfient also available in PDR 

FELTON, J M Division of Rules and Records 03/09/12 SHOLLY, Q 
Union of Concerned Scientists Ip 20040 338 


— 031OI*?O313 SAND82-7056 

"Peer Group Study of Draft Handbook for Human Reliability 
Analysis N/Emphasis on Nuclear Power FJent Applications, 
NURE0/CR-127a " 

DRUNEiR L , WEINSTEIN, M , FITZWATER, M E Human Performance 
Technologies, Inc 83/01/31 229pp 20840 339 


6310190342 NUREO-OB49 

STANDARD REVIEW PLAN FOR REVIEW AND EVALUATION OF EMERGENCY 
PLANS FOR RESEARCH AND TEST REACTORS 

n Director's Office, Office of Inspection and Enforcement 
83/ 10 /a I 30pp 3C341 307 


Q31 0200007 Forwards lE Tnsp Repts 50-334/83-19 & 50-334/83-23 on 
830816-0912 it 0922-231 res p ec t i ve 1 y Enforcement conference 
scheduled for 831011, per 030926 telcon 

STAROSTECKI, R Division of Project U Resident Programs 03/10/03 
CAREY, U J Duqgesne Light Co Qpp 20837 012 24X 

Fiche 30-334,83/10/03,8310200007 


— 8310200010 IE Insp Rept 50-334/03-19 on 630816-0912 Noncompliance 
no ted . fai 1 ure to perform surveillance test within required 
time period & RHR sys inoperable 

THOSKOSKliW M , TRIPP, L E Region 1 * Office of Director 
IEB-79-06C 03/09/29 17pp 20037 015 g4X 

Fiche 50-334,83/10/03,8310200007 


— B306 160602 TER -€5506-272 

"ECCS Repts (F-47) TMI Action Plan Requlr ements, Flnr 1 da 
Power Corp*Crystel River Unit 3," technical evaluation 
rep t 

VOSBURY, F W , OVERBECK, G J , LLPDINOTON^D VJ Franklin 
Institute/Franklin Research Center NRC-O3-61-130 83/06/13 

CHOWrE NRC - No Detailed Affiliation Given I6pp 20B44 282 
24X Fiche 50-302,83/10/06,0310200064 


6310200157 Submits portions of draft IE Info notice it 830915 1 tr re 
NUREO-0969 "Rept of NRC Evaluation Team on Quality of Const 
at Zimmer Nuclear Power Station," far review it comment 
Response requested by 031104 

KEPPLER.J 0 Region 3. Office of Director 83/10/17 WILLIAMS, J 
Cincinnati (^as i. Electric Co I9pp 20834 107 24X 

Fiche 50-350,83/10/17,6310200137 


0310200158 Requests extension until 831215 to submit rapt on 
plant-specific evaluation of relief b safety valves ti< 
associated piping sysrper NURE0-0737r I te/n II, D 1 2 
ALEXICH. M P Indiana b Michigan Electric Co AHP hRC 05850 
83/10/14 DENTON* H R Office of Nuclear Reactor Regulation, 
Director 2pp B0Q36 313 24X Fiche 30-31 3, 83/ 10/14, 8310200158. 


8310200177 Forujards response to NRC 030627 request for addl Info to 
satisfy requirements of NUREO-0737, Item II D I, "ReUef b 
Safety Valve Testing " 

MEDFORD* M 0 Southern California Edison Co 83/10/14 
KNIGHTON, 0 W Licensing Branch 3 I7pp 20835 298 24 X 

Fiche 50-361.83/10/14,0310200177 


8310200260 Responds to EO|,Q Phase % recommendations re special llftlr 
device* per NUREC-0612, "Control of Heavy Loads ''' Util 830509 
commitment to restrict crane hoist speeds reduced 
possibility of overstress in lifting devices 

SCHUYLER, J 0 Pacific Oas it Electric Co 03/10/14. KNIGHTON, 0 W 
Licensing Branch 3 Spp 20830 078 24X Fiche 30-275,83/10/14* 

0310200260 


83102002B4 Addresses SEP Topic V -61 "Reactor Veasel Integrity, '* 
documented In NUREO-OS69, "Evaluat 1 on of Integrity of SEP 
Reactor Vessels BEP Topic V -6 resolved as result of 
evaluation performed per pressuriied thermal shock Issue. 

KRIEGER.P W Southern California Edison Co 1EB-7B-12 03/10/13 

CRUTCHFIELD, D Operating Reactors Branch 5 2pp 20029 320 24 

Fiche 50-206, 83/ JO/ 13*031020 0204 
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8310200378 NUAEO/CR-3091 

CLOSEOUT OF IE BULLETIN 80-03 VACUUM CDNDlTlDM RESULT! MO 
IM DAMAGE TO LOW PRESSURE TANKS WHICH t^AY CONTAIN PRIMARY 
SYSTEM MATER 

FOLEY. W J j HENNICK. A Parameter. Inc FIN B-1013 PARAMETER 
lE-12 B3/I0/31 Division of EfliergeTicy Preparedness Engineeni'iS 

Response KPost 830103) 52pp Available at NRC «4 29 208&0 23^' 


&310240243 Forwards fiER It technical evaluation rept re NUREG~0737, Itei 
I A 2 1. "Upgrading nf Reactor Operator & Senior Reactor 
Operator Training" [ I S 4. "Training for Mitigating Core 
Damage " Requl rcments met 

VA6SALLQ. D B Operating Reactors Branch 2 83/iO/ia PARRIS, H C 
lfenne!i>see Valley AuthDritg 4pp 208^1 12'J a4X 
FI Che 50-259.83/10/12,8310240243 


831 02003 82 miREO-0540 VOS N07 

TITLE LIST OF DOCUMENTS MADE PUBLICLY AVAILABLE 
July 1-31. 19B3 

* Division of Technical InTarmatmn & Docuetent Control 03/09/30 
535pp 20863 S86 


8310200388 NUREG/CR-l 270 

HANDBOOK OF HUMAN RELIABILITY ANALYSIS WITH EMPHASIS ON 
NUCLEAR POWER PLANT APPLICATIONS 

SWAlNi A D r OUTTMANN, H E Sandia Laboratories FIN A-llSa 
9AND80-0200 83/10/31. DivHloh of Facility Operations &99pp 

20061 139 


8310200309 NUREO/CR-3200 

trac-pfi developmental assessment 

BOYACK^D E Los Alamos Scientific Laboratory FIN A-7016 
LA-9704-MS 83/09/30 Diviaion of Accident evaluation 506pp 

2006 S 096 


8310210192 NUREG-0B39 DRFT 

HUMAN FACTORS REVIEW QUlDELINEa FOR THE SAFETY PARAMETER 
DISPLAY SYSTEM FINAL REPORT 

» Human Factors Engineering Branch 93/09/19 53pp 20B83 197 


0310210179 Contmentf on incorrect statements noted In 030929 trip rept 
Correct mtleitone date for Unit 1 hot functional testinp Is 
Nov 19G3 & May 19B4 for fuel loading 

TUCKER* H D Duke Power Co 83/10/13 CILINSKY.V Commissioners 
2pp 20856 ISS 24X Ftche 80-413.03/10/13,8310210179 


0310210270 Application for amend to Licenses DPR-57 tc NPF-O 
trafisf arrlng raillolQgical effluent Tech Spec from App B to 
App A 

OUCWA.L T Oaorgia Power Co NBD-B3-509 03/10/17 BTOLZ.V F 

Operating Reactors Branch 4 6pp 20646 290 24X 

Fichii 50-321103/10/17. 0310210370 


— 0310210377 Proposed Tech Spec transferring radiological effluent Tech 
Spec from App B to App A 

• Oeorgu Power Cd 83/10/17 isapp. 20846 296 24X 

Flche 50-381. e3/10/17i B310210270 


8310210302 Forwards Rev 3 to implementation schedule in 830415 response 
to Generic Ltr 82-33. Suppl l to NURE0-0737i "Requirement* 
for Emergency Rtsponsi Capability •* 

WEAVER, J D Nebraska Public Power 'D1 strict OL-aB-ao S3/10/ie 
8IEOEL1 0 Operating Reactors Branch 2 3pp. SOPSk 061 24X 

Pichi 50-2901 83/10/ ie< 8310210302 


B31021031Q Forwards response to B301O4 request for addl info re 
tIUREO -0737, Item 11. D 1 "Relief U Safety Valve Test 
Requirements ♦' "Tee" quencher utillred at discharge pipe 
eilt 

SINCLAIR* J B Vermont Yankee Nuclear Power Corp FVY B3-U0 
63/10/17 VAS0ALLCI.D B Operating Reactors Branch 2. iSpp 
aO05l 137 24X Fiche- 50-271*83/10/17. 8310210310 


B310240134 Provides status of mods requirtd for Generic Ltr 82-20 re 
Inadequate core cooling InstTumentation &< NUNEO-0737. ] t »m 
XX. F, 2 Issues Include environ qualification of two ICCI 
«ubeva4ems * installation 0/ cor# rtfit thermocouple 
LUNDVALL. A E Baltimore Gas L Electric Co 0L-e3-28 63/10/14 

MILLER, J R Operating Rtictors Branch 3 2pp 20001 166 24X 

Flchi. 50-317,03/10/14, 8310240134 


8310240143 Forwards "Control Room Design Review Program pian*HQpe Creek 
Oanaratlng Station," in resportse to Generic Ltr 82-33* l tam 
5 Summary rept will be submitted by 840815 
MIT7U, R L Public Service Electric 6 Oas Co of New Jersey 
0L-e2-33 03/10/17 BCHHENCER, A Licensing Branch a 2pp 

80880*039 24X FI c he: 50-354. 83/10/17* 8310240143 


-e310a40l4& "'Control Room Design Review Program PlantHope Creek 
Generating atefriem « 

* Esses Corp. 83/10/14 52pp. 20880:041 24X 

Fiche 50-354,83/10/17.8310240143 


—8208310352 BAI- 186-029-50 

" Impr ovements In Training Ic Requal i f icati on Programs As 
Required Py TMI Action Items IA218<IID4 foi Drowns 
Ferry Nuclear P Ian ts. Uni ts 1,2 3," technical evaluation 

rept 

» Science Applications, Inc NRC-03-02-096 B2/0B/23 NRC - 

No Detailed AffiLiation Given I5pp 66280 216 24X 

Ftche 50-000,03/10/12,8310240243 


0310230002 Respond* tp FOIA request for distribution list used far 
mailing NUnEO-0737 iSuppl 1), "Control Room Design Reviews " 
Forwards list W/o and 

FELTON, J M Division of Rules and Records 83/07/M DEDOR, j 
B 1 otach nology, Inc Ip 20908 337 


0310-250007 FOIA request for distribution list used for nailing NUREQ- 
0737 (Suppl 1), "Control Room Design Reviews " Info received 
will b# used to support util conference on NURnQ-0737 
DEDQRtJ Biotechnology, Inc 83/07/05 Division of Rules and 
Records Ip 20908 338 


8310250028 Responds to FOIA request for SECY-B3-030, "TMI-f?» Jated 
RequiramantE at Operating Reactors," be pleicod in PDn 
Forwarils requested document Document also available in 
PDR 

FELTON, J M Division of Rules and Records 83/07/15 BUCKLES, R 
NUa Corp ip 20916 178 


—8310250030 SECV-03-030 

Advises of NRR plan to take licensing action on TMl action 
plan requirements specified In NURCO-0737 scheduled for 
implementation after 810630 

DIRCKS.W J Office of the Executive Director for Operations 
83/01/21 31 pp 20916 179 


8310250240 Forwards IE ln»p Repts 30-269/83-20,50-270/03-28 It 
50-267/83-28 on 830011-0910 No noncomp I lance noted 
DANCE.H C DlvlsiuTi of Project f* Resident Programs 03/09/27 
TUCKER, H B Duke Power Go Ip 20899 074 24X 

Fiche 50-269,83/09/27.8310250248 


— 6310250256 IE Insp Repts 30-269/Q3-28. 50-270/83-28 U 30-207/03-20 or 
030811-0910.61(1 noncompliance noted Major areas inspected 
operatlonsimalnt survei llance, tra ini ng L NUREO-0737 J tens 
BRYANT, 0 Region 2, Office of Director 50-287/63-28 83/09/27 

lOpp 20899 073. 24X Fiche 50-269,03/09/27,0310250240 


B3I02S0274 Updates present status St describes tasks performed over 
previous 6 months per requirements of Generic Ltr 82-33 it 
Suppl 1 to NUREO-0737 re control room design review Figure 
a-2 end 

MARSHALL, U R Arkansas Power << Light Co GL-02-33 03/10/20 

EI8ENHUT,D0 Division of Licensing 4pp 20902 340 24X 

Fiche 50-313.83/10/20.8310250274 


8310250201 Advises of deley in providing addl info re NUREO-0737, 
Item II B 3 concerning post-accident sampling sys, per 830714 
request. due to outage beginning ahead of schedule Info 
eapected by G3J025 

MARBHALL.U R Arkansas Power 6 Light Co OCAN108310 03/10/17 

STOLZ, J F Operating Reactors Drench 4 MILLER, 0 R Operating 
Reactors Branch 3 Ip 20898 362 24X Fiche 50-368,83/10/17, 

83102S0231 


8310250320 Forwards IE Insp Repts 50-200/83-23 6 50-281/83-23 on 
830816-17 No nonconipl lance noted 

DANCErH C Division of Project 6 Resident Programs 83/09/23 
STEHARTiH U Virginia Electric 6 Power Co 2pp 20900 084, 24X 

Fiche: 50-280, 93/09/23,8310230320 


•0310230328 IE Insp Rept* 50-200/83-23 it 50-381/03-23 on 030011-17 H(} 
nencompUancD noted Major areas inspected review of TMI 
Action Item II B 2* plant (sodi for vital area access , post ing, 
labelling %t control of radiological areas 

HOSGY* C M Region 2, Office of Director 50-281/83-23 83/09/21 

4pp. 20900 006 24X Fic he, 50-280. 83/09/23. 8310250330 


6310340162 Notifies of resolution of NlWEO-0737/ TWI Action Flan Item 
II.K, 2. 17, "Potential for Voiding In RCB During Transients •• 
Result* of anaiysi* presentetf in CEN-199 applicable to 
facilities w/stated escsptioij, 

LUNDVALL. A E Balttmors Gas |( Electric Co 83/10/19. MILLER, J R 
Operating Reector* Branch 3 Ip. 20681*312. 24X 

Fiche; 50-317, 03/10/19.0310240163 


B31025039I Forwards FEMA 030920 ltr providing status of final flndlnoc 
bf offsite prepereilnes* State It local plans preparedness 
adequate to protect public 

PAPERIELLO.C J Region 3. Office of Director 83/10/21 DOLAN, J F 
American Electric Power Service Corp DDLAN, J E Indiana 6 
Michigan Electric Co Ip 20897 280 24X Fiche 50-315,83/10/21* 

8310250391 
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— 8310250^01 Comments on status of offsite omergencg preparedness State & 
local plans & preparedness adequate to protect health & 
oafetv tif public /approval conditional on ver i f tea tion of 
public alerting & notification ays per NURE0-04i54 
HCLAUOHLINj D Federal Emergencg Management Agencg 03/09/2B 
DIRCKS*M J Office of the executive Director for Operations Ip 
20397 aai 24X Piche 50-315- 83/ 10/21 1 0310250391 


0310250414 Forwards IE Insp Repts 50-330/83-22 8, 30-339/e3“22 on 
030015-19 *. 0919-20 No none omp liance noted 

DANCEiH C Division of Project U Resident Programs B3/1O/05 
STEWART. W L Virginia Electric U Power Co 2pp 2QB97 227 2<IX 
Ficho 50-330.83/10/05-8310250414 


— 0310250420 IE Insp Ropts 50-33B/03-22 & 50-339/83-22 on 830815-19 «- 
0919-20 No none omp 1 1 anc 0 noted Major areas inspected Liquid 
& gaseous effluent rel eases- eff luent control 
Instrumentation- reactor coolant water qualitg S- MCIREO-OTS? 

WRAY, J R Region 2, Office of Director 50-339/83-22 93/09/30 

9pp 20897 239 24X Fiche 50-330. 83/ 10/05, 03102304 1 4 


0310250433 Forwards safety evaluation of C-E Owners Group Rept CEN-199 
compliance uj/NUREO-0737. 1 tern 11 K 2 17. “Voiding in RCS 
During Transients “ Requirements met Item closed 
CRUTCHFIELD- D Operating Reactors Branch 5 03/10/19 

VANDEUALLE- D J Consumers Power Co 9pp 20097 037 24X 

Fiche 50-255.83/10/19.8310250433 


8310250463 Informs that facility will be in compliance w/NUReo-0737j 
Item II F 2 re inadequate core cooling instrumenta t ion, per 
B30728 Itr. in response to G30627 safety evalua tion- pend ing 
completion of upgraded procedures 

CRUTCHFIELD- D Operating Reactors Branch 5 LS05-0a- 10-048 

03/10/24 KAY, J A Yankee Atomic Electric Co 5pp 20B97 149 
24X Fiche 50-029-03/10/24-8310250463 


03iD25O474 Ac k receipt of 030923 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/03-23 & 
50-325/03-23 

□ 'REILLY-U P Region 2- Office of Director 83/10/Ji UTLEY. E E 
Carolina Power b Light Co Ip 20900 061 24X 

Fiche 50-324,83/10/11-0310250474 


— 031O2SOSO1 IE Insp Repts 50-324/83-23 b 50-325/03-23 on 830626-30 
ftonc omp 1 i once noted large quantity shipment in CNS-3-55 
shipping cask not leak tested prior to delivery of package 
to carrier for transport 

ALDRIOHT-R H - BARR- K P Region 2- Office of Director 
50-325/83-23 03/00/05 7pp 20900 060 24 X 

riche 50-324-83/10/11-0310250474 


B310250514 Ac k receipt of 030810 Itr informing NRC of steps taken to 
correct violations noted in lE Insp Repts 50-369/03-26 & 
90-370/63-33 Evaluation of radiation haiard associated u/ 
transfer of neutron source adequate Violation withdrawn 
O'REILLY-J P Region 2- Office of Director 83/10/07 TUCKER, H 0 
Duke Power Co 2pp 20901 279 SAX Fiche 50-369,83/10/07. 
0310250514 


B3J0250540 IE Insp Repts 50-369/03-26 b 50-370/83-33 on 030606-10 

■Moncompliance noted failure to perform adequate neutron 

radiation survey to evaluate extent of radiation hacards 

present prior to permitting worker entry 

COLLINS. T R - DARR.K P Region 2. Office of Director, 

50-370/03-33 03/06/20 6pp 20901 207 24X 

Fiche 50-369-83/10/07-8310250514 


Q31O250677 Forwards SER re 030427 submittal on NURE0-0737i I tem 
Item II K 2 17 re voiding in RCS during anticipated 
transients in C-E plants Voids generated in RCS accounted 
for In present analysis modes Review complete 

MILLER, J R Operating Reactors Branch 3 B3/JO/1I OARRITY,J H 
Maine Yankee Atomic Power Co iOpp 20900 339 24X 

Fiche 50-309,03/10/11-0310250677 


0310250601 Forwards SER ( Nl)RE0-0944 1 b FR notice re fvll-term OL 
mppllcation Provisional OL/full-term OL conversion Issue 
ultl be resolved by A8LB W/o SER 

CRUTCHFIELD- D Operating Reactors Branch 5 LS05-83-1 0-030 

Q3/1Q/14 MAIER.O E Rochester Oas b Electric Corp 2pp 
20900 351 24X Flchr 50-244.83/10/14,0310250601 


0310250682 Notice of availability of SER for full-term OL (NUREO-09441 

CRUTCHFIELD- 0 Operating Reactors Branch 5 83/10/14 Ip 

20908 353 24X Fiche 50-244.03/10/14-0310250601 


0310260206 Forwards Amend 20 to OESSAR-II . respond S ng to Camfirfflatom 
Issue 10 of SER,0uppl 1 to NUREO-0979. revised responsas to 
NRC 020025 Itr re communi cat ion b lighting tyi b updating 
Interface tablet of Subsection i 9 t 

SHERWOOD- 0 O Oinaral Electric Co MFN 105-03 03/10/04 

E15ENKUT. D Q Division of Licensing 3pp 2090? OOI 24X 
Fiche. 50-447. 83/10/04, 0310260206 


— 8310960211 Amend 20 to OEBSAR-lI 

• General Electric Co. 22A7007 03/10/04 205pp 20909 004 

24X Ftche 50-447-03/10/04.0310960206 


8310260212 Forwards response to 631004 request re HUflEO-0737, I 
II E 4 2« "Contelnment Purge b Vent Valves,” design 
evaluation H/13 overslia drawings Aperture cards are 
available in PDR 

DALTROFF.S L Philadelphia Electric Co 03/10/19 STOLZ, J F 
□perating Reactors Branch 4 72pp 20909 277 24X 

Fiche 30-277,83/10/19-0310260212 


0310260316 Summary of 030707 meeting w/util Ih BettiesdajhD re 
overprassur Slat ton o-f standby 9** treatment lys ductwork b 
filters Issue reso 1 ved. Di spos 1 tion discussed In 6£Ri 
NUREO-0991 issued in Aug 1983 

MARTIN, R E Licensing Branch 2 83/10/19. Licensing Branch 2 

19pp 20921 220 24X Fiche 50-332,03/10/19.0310260316 


0310260346 Summarg nf Caseload Forecast Panel 030810-12 maatings w/ottl 
In Clinton, IL ra const status of facility Viewgraphs and. 

AOELeoM.M Licensing Branch 2 03/10/17 Llcansiny Branch 2. 

I64pp 20918 004 24X Fiche 50-461,83/10/17.0310260346 


8310260353 Forwards 8ER (NUflEO-O021> ■' Inta gr a tad Plant BAR" for full 
eomnittee review on util full tern DL appllcatlan H/o end 
MIRAOHA, F J Division of Licensing LSO 5-03- 1 0-039 83/10/14. 

RAY, J J ACRQ - Advisory Committee on Reactor Safeguards ip 
20910332 24X Fiche 50-244-03/10/14.0310260353 


031O26O3B1 NUFEO/CR-3445 

COST-BENEFIT ANALVBI6 OF UNFIRED PW2 PELLETS AS AM 
ALTERNATIVE PLUTONIUM SHIPPING FORM 

MISHIMA, J , BRACHENDUBH. L , LIBBY, R A Battel It Memorial Initltota, 
Pacific Northwest Laboratory FIN B-2424 PNL— 4006 83/10/31. 

Division of Risk Analysis 47pp Availahlt at NflC 44 00 
20918 248 


8310260397 NURE0/CR~3499 

SEVERE RAIL AND TRUCK ACCIDENTS TOWARD A DEFINITION OF 

BOUND INO EMVlROltlENTB FOR TRANSPORTATION PACKAGES 

EGOERS. P Ridlhalgh- Eggtrs b Assaclatf* FIN B-6621 03/10/31 

Division of Risk An-alysli DSBpp Available at NRC 48 00. 

20919 001 


8310260423 NUREO/CR-319? 

GUIDANCE FOR DISPOSAL OF URANIUM MILL TAILINGS LONG-TERM 
STABILIZATION OF EARTHEN COVER MATERIALS 

VQORHEES^L O , SAL€-h U , HEBB, J N Oak Rlifgt National Laboratnrg 
FIN B-0279 ORNL/TM-SAaS 93/10/3i Division of Safeguards 
llOpp AvailabU at NRC 44 75 20926 016 


8310260427 NUREO/CR-2146 V03 

DYNAMIC ANALYSIS TO ESTABLISH I90RMAL SHOCK AND VIBRATION OF 
RADIOACTIVE MATERIAL SHIPPING PACKAGES Final Summary Report 
FIELDS. S R Hanford Engineering Development Laboratory. FIN 
HEDL-TME 83-10 03/10/31 Dlvliion of Risk Analysis a95pp 

Available at NRC b7 50 20925' OBI 


8310270130 Requeett revlaw b concurrence w/proposed post-ac c idanb 
shielding alternate solution mod (NUREO-0737, I tem It B 2), 
per 030521 b 0615 responses to Generic Ltr 82-05 
HUKILL,H D General Public Utilities - GPU Service Corp 
5211-83-200 83/10/21 STOLZ-J F Operating Reactors Branch 4. 

6pp 20925 022 24X Flcha 50-209.03/10/21,8310270130 


8310270132 Responds to FOIA raqoast for info re postibla rev ta 
radiological emergency planning guidance b info on whether 
NRC amergancy planning regulations appropriate in light of 
anticipated accident scenarios Forwards documents 
FELTON. J M Division of Rules and Records 03/07/15. 
BRANDENBURG , B Coniolldated Edison Co of New York, Inc. Ip 
20942 235 


— 8310270145 Staff requirements memo re 021110 briefing In Wash imp t»n . J 
on Sandla tonsaquencei study Commission briefed on 
NUREG/CR-2239 ( BANDS i -1549) - '^Technical Guidance for Biting 
Criteria Development " Viawgraph and 

CHILKrS J Office of the Secretary of the Commission. 

02/11/10 DIRCKB-W 0 Office of the Executive Director for 
Operations. 3pp 20942 237 


0310270143 Forwards SER re restart following steam generator tuba 
Ttipture event on 820125- per NUREO-0916 Generator tube fibar 
optic insp acc eptabl e, based on Info in util 621122 ltr. 
CRUTCHFIELD, D Operating Reactors Branch 5 L805-ea-l 0-054, 

03/18/25 HAIER, J E Rocheiter Oat h Electric Corp 2pp 
20924 130 24X Flcha 50-244. 03/10/25. B3102701 43 


--8318270149 Safety evaluation supporting steam generator tuba -flbrn-r 
Optic knsp 

♦ Office of Nuclear Reactor Reg-ulatlon, Director 03/10/25 9pt 
20924 340 24X FI the 50-244,03/10/25,0310270143 
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1310270:300 Supple 03O32S r«spor«f to 030111 rtquest for addl info ro 
Nl>flEO-0 737. Item 11 B 3, "Poit-Accl d tnt Sampling Interim 
cora damaga assas-smant procedure in use until Mettliigh ou»» 

Ounerc Group (nethodo 1 ogy completed by end of 19B3 
SteuART, N L Virginia Electric & Power Co OSBA 63/10/20 
DENTDNj H R Office of Nuclear Reactor Regulation. Director 3pp 
20?23. 193 24X Flche 30-000. 03/10/20. 031 0270300 


I3102703&9 Ret pond* to FOIA request for SECV--03-27fl SEC V-B 3-270. 
transmitting B30A24 '‘Rapt an Adequacy 8. Safeg of Relief 
Valve Testing (i Performance ” Forwards requested documents 
FELTON. J M Division of Rules and Records 83/10/04 WEISSiE R 
Union of Concerned Scientists Ip 20943 129 24X 

F i c h e 3 0-2S9. B3/ 1 0/04 . B3 1 02703 i9 


-0307220250 B EC Y-B 3-270 

Provlifes summary of primary sys relief L safety valve 
testing & performance since 7111-2 accident per NUREC-0737i 
Item II D 1 

PlRCKSi U yf Office of the Executive Director for Operations 
83/07 /05> 122pp 20943 173 


310270443 Foriuards comments on Rev 5A to emergency plan Oomments will 
be categorlred as impravement items since SER states plan 
naets lOCPRSO 47(b1 stds h 10CFR50 App E requirements. p er 
NUREO-OB30 

PAPERIELLO. C j Region 3. Office of Director B3/10/25 

MATTHEMSi D B Emergency Preparedness Branch &pp 20923 091 24x 

Flche* 50-403. 03/10/25.6310270443 


310270552 Releases public version of revised emergency plan 
FELTON. J M Division of Rules and Records 03/10/21 Document 

Management Branch Ip 20944 017 24X Flclie 50-4il, 03/10/21 . 

3310270552 


-B31O270Sd>9 Forwards public version of draft Amend 23 to FSAR.App 13 0 
consisting of Rev 2 to Emergency Plan OAP1B90 008 Rev should 
retalvf SER Dutstanding Issue IB <I^REC-0B53) 

NELSON. R H Illinois Power Co U-0&75 B3/’10/14 8CHNENCER. A 

Licensing Branch 2 Ip 20944 OIB 24X Fiche 50-461.83/10/21. 
0310270552 


310270555 Forwards safety evaluation supporting design of reactor 
coolant vent syt par requirement of 10CFR50 44(c > {3 ) ( 1 1 1 ) 8. 
NUREO-0737. Item II B 1 

HILLER. J R Operating Reactors Branch 3 B3/09/22 FAY. C K 

ifltcontln Electric Power Ca 7pp 20944 003 24X 

Ficht 50-266.83/09/22.6310270555 


310270602 Informs that requirements of NUREC-07a7. Item |l K 3 17. 
"Rept on Outages of ECCB. '* met Review of item complete 
VAROA.B A. Operating Reactors Branch 1 03/10/19 O'TOOLE. J 

Consol idated Edison Co of New York. Inc 2pp 20946 259 24X 

F i c h e * 50-247. 03/ 1 0/ 1 9. 03 1 0270602 


310260009 Forwards lefety evaluation & Fraitldln Research Ctr tichnlcal 
evaluation rapt re NUREO- 0737. Items II K 3 1. ‘'Automatic 
PQRV Isolation" V II K 3 2. "Rept on PQRVs " Response 
accap table 

CRUTCHFIELD. D Operating Reactors Branch 5 LBOS-es- 10-050 
B3/10/30 VAnDEWALLE. 0 J Consumers Power Co 3pp 20734 109 
24X Flche 50-355.63/10/20.6310200009 


110260044 Forwards "Detailed Control Room Design Review Program Plan 
for JA Fitipatrick Nuclear Power Plant." In response to 
621217 generic Ltrs B2-33 tt 83-16. Suppl 1 to NOREO-0737 E 
Tfll Action Item I D 1 

BAYNE. J P Power Authority of the Btete of New Yorl OL— 62-33 
63/10/24 VASBALLOiD 9. Operating Reactors Branch 2 2pp 
20934:348 24X Ftche 50-333.63/10/24.6310200044 


>6310260054 "Detailed Control Room Design Review Program Plan for 
JA Fitipatrick Nuclear Power Plant " 

a Power Authority of the State of New York OL -62-33 63/10/19 

B6pp. 20934 350 24X Fiche 50-333.03/10/24.6310260044. 


110-260062 Provides schedule for submittal of core damage assessment 
procedure. eleventh criterion of NUHeO-0737. I tern II fi 3. 
"Post-Accident Sampling Byt " Procedure will be submitted 
prior to startup following Fall 1964 refueling outage 
M1LLIAH8. JM Florida Power 6 Light Co L-03-525 83/10/25 

HILLER, R Operating Reactors Branch 3 Ip 20934 ]03 24X 

Ficht 50-335.63/10/25.8310260002 


ri02600G7 Forwards safety eveluation re review of util submittal 
addressing NlAtEO-0737. I tern ll.X 2 17. "Voiding in RCS During 
Anticipated Trensients " Bteam void will not result in 
unacceptable consequences 

KILLER* R Operating Reactors Branch 3 63/10/17 JONES. U C 

Omaha Public Power District 9pp. 20961 349 24X 

Fiche 50-265.63/10/17.8310560007 


6310200096 Responds to SER Open Item 6 re NUREQ-0737r Item 11 F 2. 
"Instrumentation for Detection of Inadequate Core Cooling. '■ 
providing updated FSAR pages concerning core exit 
thermocouples it reac tor vessel level measurement 
TUCKER, H B Duke Power Co B3/10/19 DENTON, H R Office of 

Nuclear Reactor Regulation. Director ADENSAN, E 0 Licensing Branch 

4 i3pp 20935 191 24X Fiche 50-413,03/10/19.0310280096 


631028<1099 Forwards B&U Owners Group rept "Bounding Analytical 
Assessment of NUREQ-0630 Models on LOCA kW/Ft Limits W/Dse 
of FLECSET " 

ROQRICJEZ.R J Bacramento Municipal Utility District RJR 03-705 
03/10/21 STOUZ.J F Operating Reactors Branch 4 ip 20933 212 
24X Fiche 30-312,83/10/21.0310200099 


6310200105 Forwards update Of progress of control room habitability 
mods, per 830922 I tr td TMI Item HI D 3 4 HVAC equipment 
operating at approx 2/3 design capacity Updated work list % 
schedules encl 

TUCKER. H D Duke Power Co 03/10/24 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 2pp 20933 334 24X 

FicbE 30-269. B3/ 10/24. 8310200105 


9310200127 Responds to NRC 030926 1 tr re schedule for meeting emergency 
response capability requirements Const schedule will permit 
fuel loading by 640001 Full scale emergency preparedness 
exercise rescheduled to 040725 

BOYER. V S Philadelphia Electric Co 83/10/25 0CHNENCER. A 
Licensing Branch 2 3pp 20929 273 24X Flcha 50-352.63/10/25, 

031O2BO127 


8310200126 Forwards safety evaluation re util 030929 response to 
NURE6-0627 re integrated safety assessment r ep t. Sect! ons 
4 26 8c 4 26 3 Commitments 6 justification for not modifying 
certain Foxboro 6 Honeywell recorders acceptable 
CRUTCHFIELD. D Operating Reactors Branch 5 LSO5-03-1O-O61 

03/10/27 LINDER. F Dairyland Power Cooperative Spp 20929 036 
24X Fiche 50-409.83/10/27.8310280120 


— 0310280134 Safety evaluation re util 030929 response to NUREO-OB27 
integrated plant safety assessment rept. Sections 4 26 It 
4 26 3 Commitments t* justification acceptable 

a Operating Reactors Branch 5 03/10/27 2pp 80929 040 24X 

Flche 50-409,83/10/27.0310200120 


8310280141 Advise* that commitments in util 830930 Itr re SEP Topic 
VI-4. "Containment Isolation 8ys (Elec tr ica li , " NURE0'’0S78 U 
NUREO-0737, I tern II E 4 2 acceptable No mods to steam 
generator sample U blowdown lines required 

PAULSON. W Operating Reactors Branch 5 L80S-93-i0-064 63/10/27 

DIETCH.R Southern California Edison Co 4pp 20929 042 24X 

Flche 50-206,63/10/27.0310200141 


8310280161 Discusses 631006 response to request for addl info re 
integrated plant safety assessment rept (NUREG-0827). See ti on 
4 12. "Pipe Break Outside Containment " Criteria for jet 
impingement provided Section complete Evaluation end 
CRUTCHFIELD, D Operating Reactors Branch 5 LS05-83-10-0 62 

83/10/27 LINDER. F Dairyland Power Cooperative 2pp 20929 221 
34X Fiche 50-409,03/10/27.0310200161 


— 0310200163 Safety evaluation supporting integrated plant safety 
assessment rapt <NURE0-0B27). Sect ion 4 12. "Pipe Break 
Outside Containment " 

♦ NRC - No Detailed Affiliation Oiven 03/10/27 Ip 20929 S23 
24X Ftche 50-409.63/10/27.0310200161 


0310200173 Forwards latest response to NUREO-0737, I tem U D 3, "Direct 
Indication of Relial L Safety Valve Position." reflecting 
as— Installed location of acoustic monitoring sys 
eccrleromiter 

HILL6. L M Tennessee Valley Authority 83/10/24 ADENSAM. E 
Licensing Branch 4 2pp 20929 006 24X Flche 50-390.63/10/24, 

6310200173 


6310310054 Advit»« that pipe stresses S, support loads due to dead 
weight »f water in p 1 pe. concurrent thermal effects & effects 
of postulated earthquake within design allowables reviewed, 
per NURE(J-0737. Item II D 1 

RVBAKrB Commonweelth Edison Co 7484N 83/10/20 DENTON. H R 

Office of Nuclear Reactor Regulation. Director 2pp 20951 146 
24X Fiche 50-254. 03/ 1 0/20. 03 J 031 0054 


6310310066 Responds tn 030615 request for addl info re NUREO-0737. I tem 
11 B 3. "Post-Accident Rampling 5ys. " providing supplemental 
Info concerning twu of four open criteria 6 schedule for 
responding to remelnlng request* 

BAYNE, J P Power Authority of the Btate of New York IPN-83-89 
03/10/26 VaROA .6 A > Operating Reactors Branch 1 0pp 20951 03r 
24X Fiche 50-286,63/10/26.0310310066 
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0310310097 Responds to FOIA request that 16 SECVs be placed in PDR 
Forwards App A documents 8ECY^82“46A witlilield <reP FOIA 
Exemption 5) 

FELTON. J M Division of Rules and Records B3/09/19 SHOLLY. S C 
Union of Concerned Scientists 3pp 21000 146 


0310310140 SECY“03-O93 

Transmits INPO "Performance Objectives it Criteria for 
Corporate Evaluations" l< informs of plans to defer further 
action on THI Action Plan Item I Q 1 1 U/o end 
DIRCKSj tJ J Office of the Executive Director for Operations 
03703/09 3pp 31000 29A 


e3iO3l0l06 NURE0/CR“3215 V02 ER 

ORGANIZATIONAL ANALYSIS AND SAFETY FOR UTILITIES WITH 
NUCLEAR POWER PLANTS 

* Battelle Memorial Institute. Pacific Northwest Laboratory 
PNL-4639 83/10/19 Division of Facility Operations Spp 

20965 329 ^ 


0310310111 NUREQ-ODOO Vl2 N09 

REGULATORY LICENSING STATUS SUMMARY REPORT Data As Of 
September 30.1963 <Dlue Dook) 

a Management Information Branch 83/10/31 63pp 20999: 146 


B3 1 03101 14 NUREG/CR-2B30 

PERMISSIBLE RADIONUCLIDE LOADING FOR ORGANIC ION EXCHANGE 
RESINS FROM NUCLEAR POWER PLANTS 

MACKENZIE. D R , LIN. M . DARLETTA. R E Brookhaven National 
Laboratory FIN A-3159 BNL-IAJREO-5156S 03/10/31 Division of 

Haste Management lOSpp 20999 210 


Q3iO310ne NUREO-0740 V03 NOB 

OPERATING REACTORS LICENSING ACTIONS SUMMARY Data As of 
August 31.1963 (Orange Baokl 

» Management Information Branch 03/10/31, 452pp 2100S 107 


0310310121 NUREG-0750 V17 101 

INDEXES TO NUCLEAR REGULATORY COMMISSION ISStPANCES 
January - March 1983 

a NRC - No Detailed Affiliation Given 03/03/31 69pp 20965 190 


0310310123 Forwards safety evaluation based ort util submittals re 
NUREG-0737i 11 B 2. "Design Review of Plant Shielding Access 
to Vital Areas " Requirements met 

MILLER. J R Operating Reactors Branch 3 B3/10/12 MUSOLF, D M 

Northern States Power Co 3pp 20945 324 24X 

Fiche 30-282.83/10/12.8310310123 


0310310125 Forwards safety evaluation based on review of 820108 
submittal adopting C-E Owners Group analysis on TMI Action 
I tern II K 2 17. "Potential for Voiding in RC9 During 
Transients " Analysis acceptable Item complete 

MILLER. J R Operating Reactors Branch 3 83/10/09 UMRIO.R E 

Florida Power it Light Co 9pp 20965 338 24X 

Fiche 90-335.83/10/05.8310310125 


e31O310129 Forwards safety evaluation based on review of util responses 
to NUREO-0737 items Requirements of NUREG-0737. I tern 
II K 3 2 met 

MILLER. J R Operating Reactors Branch 3 83/09/30 JONES. W C 

Omaha Public Power District 14pp 21000*079 24X 

Fiche 50-209.83/09/30.8310310189 


0310310137 Forwards safety evaluation re review of util svbmttta] 
addressing NUREO-0737 Item 11 K 3 17. "Rept on Outages ef 
ECC 8 " Requirements met 

VASSALLO. D D Operating Reactors Branch 2 83/10/14 UTLEY. E E 

Carolina Power 8 t Light Co 4pp 20965 2S0 24X 

Fiche 50-324,83/10/14,8310310137 


8306160913 TER-C5506- 174/ 175 

"ECCS Repts (F-47> TMI Action Plan Requlrementsr Brunswtc k 
Steam Electric Plant. Units 1 b 2, " technical evaluati<>n 
rcpt 

VDSBURYi F VI , OVERBECK. G J Franklin Ins t i tute/Frank I In Research 
Center NRC-03-01-130 83/06/13 CHOWi. E NRC - No Detailed 

Affiliation Given 22p p 80965 254 24X Fiche 50-324. 83/10/1 4» 

8310310137 


9310310180 Forwards safety evaluation based on review of util responses 
to NUREO-0737, Items II H 3 1. "Automatic PORV Isolation" k 
II K 3 2. "Rept on PORVs " Requirements met, 

MILLER.J R Operating Reactors Branch 3 G3/10/I2 LUNDVALLtA E 

Daltimore Gas it Electric Co I4pp 21000.037 24X 

Fiche 90-317.83/10/12.8310310100 


3310310180 NUREO-0966 V03 NOl-3 

STANDARDS DEVELOPMENT STATUS 8W1MARY REPORT, Data As Of 
September 30.1903 (Green Book! 

« Program it Administrative Services Branch 03/10/31 90pp 
21003 091 


0310310191 NUREO/CR-2000 V02 N9 

LICENSEE EVENT REPORT (LER) COrf> ILATIOM' For Month Of 
September J9B3 

e Oak Ridge National Laboratory FIN A-9i35 ORNL/NSIC-800 
83/10/31 Director's Office. L62pp 21003 187 


0310310208 NUREO/CA-3352 

FUMIGATION POTENTIAL AT INLAND AND COASTAL POWER PLANT 
SITES 

LINDSEY. C.O . RAHSDELL.J V Battelle Memnriai Institute. Pacific 
Northwest Laboratory FIN B-2514 PNL-4760- 83/10/31 Division 

of Systems Integration Cpest B11005> DSpp Available at NRC 
«3 79 21000 001 


0310310209 KUREQ/CR-2571 

BWR REFIUL-REFLDOD PROGRAM TASK 4 0 - TRAC-BWR MODEL 
QUALIFICATION FDR BWR SAFETY ANALYSIS FINAL REPORT 
ALAMGIR.M General Electric Co FIN B-SB77 EPRI NP-2377 
83/10/31 Division of Accident Evaluation 263p p Available at 

NRC 46 50 21004 ODl 


0310310260 NUREO/CR-2893 

CORRELATION OF hKUTRON DATA TAKEN AT COMMERCIAL NUCLEAR 
SITES 

RATHBUN.L A . ENDRES. G U BatteUe Memorial Institute. Pacific 
Northwest Laboratory FIN B-2423 PNL-4395 Q3/J0/31. Division 

of Facility Operations 32pp Available at NRC 43 79 20999.315 


0310310306 Responds to 830906 request to reevaluate position on 
NUHEG-0737. Item 11 E 4 2(7> Monitor capable of promptly Ac 
reliably providing isolation signal would not be 
sufficiently sensitive to detect release rates 
HARRINGTON. U D Boston Edison Co 03/10/29, VA 88 ALLO 1 D 8 . 
Operating Reactors Branch 2 2pp 20961 227. 24X 

Fiche 30-293.83/10/25.0310310306 


0310310307 Submits results of engineering evaluation bf tun possible 
mods to automatic depr essuri sation sys logic per NUREG-0737i 
Item II K 3 10 Problem better addressed by using 
symptom-based emergency operating procedure 
MURPHY. M P Vermont Yankee Nuclear Power Corp FVY 83-111 
83/10/26 VASBALLOrD 8 Operating Reactors Branch 2 2pp 
20961 224 24X Fiche 90-271* 83/10/26. 8310310307 


8310310410 Forwards BkH Owners Group Analysis Comml ttee/Core 
Performance Committee Rept "Bounding Analytical Assessment 
of NURE0-O630 Models on LQCA VH/ft Limits H/Uie Of FLECSET. " 

HVKILL, H D General Public Utilities - OPU Service Corp 
5211-83-305 83/10/21 NOVAK. T Assistant Director for Licensing 

Ip 2096 1 001, 24X Fiche 90-209* B3/10/21. 0310310410 


— B31031O413 77-* 1 140890-01 

"Bounding Analytical Assesiment of NUREG-OhSO Models on 
LQCA kH/ft Limits H/Use of FLECSET " 

a Dabcock & Wilcox Operating Plants Owners Group 83/09/30 
I04pp 20961 002 24X Fiche 50-289.83/10/21*8310310410, 


0310310433 Forwards Amend 36 te License DPR-34 li safety avaluitlon 
Amend revises admlni stra tlve Tech Specs to incorporate 
various editorial 8 < format correc 1 1 ons* pep Nl/REO- 0737* 1 tern 
1 A I 3 

WAONER.P C Region 4, Office of Director 83/10/13 LEE* O R 
Public Service Co of Colorado 2pp 20959 194 24X 

Fiche: 50-267.83/10/13, 8310310433, 


—0310310435 Amend 36 to License DPR-34. revls Ing administrative Tech 
Specs to Incorporate various editorial t. format corrections* 
per NUREO-O7a7i Item I A 1 3 

jaUNBON.E H Region 4. Office of Director B3/10/13, 34pp 
20959*196 24X F I che* 50-267. 83/ 10/13, 8310310433 


8310310439 Responds to 830907 request for mod to NRC 030701 order 
confirming util commitments to implement certain post-TMI- 
r elated Items set forth in NURE0-O7Q7 to extend completion 
date for Item II D 3 to 031201. Request acceptable 
BT0L2,J, F Operating Reectors Branch 4 B3/10/14 BECKHAM* J T 

Georgia Power Co 2pp. 24X Fiche 50-321.83/10/14,8310310439 


—8310310440 Order granting extension until 831201 to complete 
Item II 11 3t “Poit-Accitfent Sampling, '* Cumnitments on 
applicable NUREO-0737 requirements from Generic Ltr 02-05 
and 

EISENHUT.DQ Division of Licensing. OL-B2-OS 83/10/14. 
Georgia Power Co 9pp 20965,164. 24X Fiche 50-321.83/10/14, 

831031043? 


03 10310444 NUREG/CR-OOBl 

REVIEW OF CRYSTAL RIVER NUCLEAR GENERATING 9TAT10N W«IT 3 
EMERGENCY FEEDWATER SVfiTEM RELIABILITY ANALYSIS 

YOUNG BLOOD, R . PAPAZOOLOU. 1 A Brookhaven National Laboratory FIN 
A-33-93 BNL-NUREG-51626 83/10/31. Division of Safety 
Technology 43pp Available at NRC 43 75 21001>016 24X 

Fiche 50-302,83/10/31*8310310444 
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B31O31044A NUREft-0S77 ftOl 

POTENTIAL FOR LOW FRACTURE TOUGHNESS AND LAMELLAR TEARING 
IN PMR STEAM GENERATOR AND REACTOR COOLANT PUMP SUPPORTS 
Unr«B.olved Safety Issue A^12 

* Oivlsipn of Safety Technology 83/10/31. 70pp Available at 
NRC *4. 50 21 000 304. 


B3 103 10447 NUREO/CR-31 31 

COMPLEX RADIATION DEGRADATION BEHAVIOR OF PVC MATERIALS 
UNDER ACCELERATED AGING CONDITIONS 

CLOUOHj R L I OILLEN/K T. Bandla Laboratories FIN A-lOSl 
BANDB2-1414 B3/10/31, Dlvleion of Engineering 20pp 

80965 122 


B3 103 10449 NURE0/CR-34S0 

A BUttllARY OF FEPOSITORV DESIGN MODELS 

CURTlBiR.H , NART«R J ^ SKIBAi E L Acres Amerlcam Inc FIN B-69S3 
83/10/31 Diviilen of l^aste ManagemeTit 217pp Available at 
NRC. «6 50 21001 063 


8310310492 NUREG~10S1 

OPERATOR H CENSING EXAMINER STANDARDS 

* Division of Hu»an Factors Safety. 83/10/31 laOpp Available at 
NRC. «6. 00 21001 284 


□RG CQRftEBPDNDENCE WITH OTHER ORGANIZATIONS 


B3DQ30D340 IE Info Notice 83-61r '^Alleged Use of Stand-Ins for Welder 
Oirali f 1 cat Ion Testi ” Svc list end 

JORDAN 4 E L Dlvialan of Ennsrgencg Preparedness Engineering 

Rtsponse iPost 830103} 83/09/26 Consolidated Edison Co. of Keui 

Vorki Inc il7pp 20734;028 a4X Fiche; 50-000i e3/09/86» 8308300340 


031DO5OG78 Forwards NRC njemo requesting FEMA Regional Assistance 
Com^mittee (RAC) revieu of applicant transition plan by 
8311201 Hearings on admitted contentions may commence as 
scheduled on 831205« in absence of completion of RAC review 
DORTIENICK. D H Hearing Branch 3 ISSUANCES DL-3 83/09/28 
LAURENSON, J A , LIVINGSTON, M B . KLINE, J R Atomic Safety and 
Licensing Board Panel 3pp 20632 340 24X Fiche 30-322,83/09/28. 

8310030378 


8310030439 Forwards EL Jordan 830915 1 tr requesting Regional Assistanre 
Committee review of util transition plan of offsite 
emergency preparedness Findings & determinations expected by 
831201 

REPKA, D A Hearing Branch 3 ISSUANCES OL-O 83/09/28 
ROSENTHAL, A S > EDLES, 0 J , WILDER, H A Atomic Safety and Licensing 
Appeal Panel 3pp 20630 360 24X Fiche 30-322,83/09/28, 

83 10050439 


8310090948 Forwards post-ex ere ise/p'ost-dril 1 assessments, per J8 Bragg 
830608 commitment Previously noted deficiencies corrected 
MCLOUGHLIN, D Federal Emergency Management Agency 83/09/29 
OIRCKS, W J Office of the Executive Director for Operations 2pp 
206S9 267 24X Fiche 50-003,03/09/29,8310030548 


— 8310050552 Post-exercise assessment of 830824-25 exerc i so, Rock land 
County, for Indian Point Nuclear Power Station 
* Federal Emergency Management Agency 83/09/26 56pp 
20629 269 24X Fiche 50-003,83/09/29,0310030548 


—8310090394 Post-driU assessment of 830923 drill of Westchester County 
bus evacuation procedures for Indian Point Nuclear Power 
Station 

« Federal Emergency Management Agency 83/09/15 9pp 
20629 328 24X Fiche 50-003,83/09/29,8310050548 


9308300342 IE Info Notice 03-62, ‘'Failure of Redundant Toxic Oas 
Detectors Positioned at Control Room Vent i 1 atl on Air 
Intakes " Svc list end 

JORDAN, £ L Division of Emergency Preparedness in Engineering 
Response i(Post 830103} 83/09/26 Consa I idated Edison Co of Neiu 

York, Inc. 116pp 20777 210 24X Fi rhe S 0-000, 83/09/26, B309300342 


8310060053 Informs that based on FEMA 830011 memo & rept, daf ic ienc i es 
identified in 821211 emergency exercise adequately 
addressed or corrected during 830601 mini-exercise No 
enforcement actions re deficiencies will be taken 

HURLEY. T E Region i, Office of Director 83/09/27 RANDAZZD.J 0 
Maine Yankee Atomic Power Co 2pp 20647 056 24X 

Fiche 50-309,83/09/27,0310060053 


J308300345 IE Info Notice 83-63, "Potential Failures of Westinghouse 
Type 8A-1 Differential Relays *’ Bve list end 

JOADANtE L Division of Emergency Preparedness Ic Engineering 
Response (Post 830103}. 83/09/26 Consolidated Edison Co of New 

Vork, Inc llGpp 20778 001 24X Fiche* 50-000, 83/09/86, 0306300349 


1300300349 IE Info Notice 03-64, "Lead Shielding Attached to 
Safety-Related Bys U/o 10CFR90 99 Evaluation " Svc list 
• nc 1 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103}. 83/09/29. Consolidated Edison Co of New 

York, Inc 119pp 20716.324 24 X Fiche 50-000, 83/09/29. 0308300349 


)3O03OO37e IE Info Notice 83-63, "Survei Uance of Flow in RTD Bypass 
Loops Used in Westingboute Plants '* Svc list end 
JORDAN, E L Divieion of Emergency Preparedness £, Engineering 
R««pons« (Post 030103}. 83/10/07 Consolidated Edison Co of New 

York, Ine 76pp. 20027.213 84X Fiche 50-000.83/10/07,8308300378 


1308300792 IE Info Notice 83-66, "Fatality at Argentine Critical 
Facility " Svc list end. 

JORDAN, E L Division Of Emergency Preparedness & Engineering 
Response (Post 030103} 83/10/07 Consolidated Edison Co of New 

York, Inc 79pp, 20BB2 026 a4X Fiche. 90-000, 83/ 10/07. 8308300792 


1300300799 IE Info Notice 83-67, "Emergency Use Respirator Matl Defect 
Causes Production of Noxious Gases " Svc list end 
JORDAN, E L Division of Emergency Preparedness «, Engineering 
Response (Post 630103) 03/10/11 Consolidated Edison Co of New 

York. Inc. 117pp. 21043 075 24X Fiche: 50-000, 83/10/ 1 1 , 8308300799 


>30-0300761 IE Info Notice 83-68, "Respirator User Warning Defective 
Belf-Contalned Brceihing Apparatus Air Cyllndars " Svc list 
end. 

JORDAN, E L Division of Emergency Preparedness 8. Engineering 
Response (Post 830103) 03/10/11 Consolidated Edison Co. of New 

York. Inc i20pf 20827 129 24X Fi c he; SO-ODO, 83/10/1 ii 8308300761 


310040910 Position on schedule of offsite emergency planning Issues 
Hearings on New Hampshire rediological emergency response 
plans Ic local plans should be postponed until Mar 1904 
Certificate of Bve end 

CAB82DY, B P. Federal Emargency Management Agency 1&3UANCES OU 
03/O9/S7 2?pp 20629,216 24X Fiche 90-443, 83/09/^7, 83 10040910 


B310tl0339 Responds to approval request for info collection re 10CFR90 
concerning domestic licensing of production & utilization 
facilities Request approved through 050430 under 0MB Number 
3150-0011 per Paperwork Reduction Act 

SCURRY. N Office of Management & Budget OMQ 3150-0011 83/10/03 

dCDTT. 8 Document Management Branch 2pp 20713 197 


0310110341 Responds to approval request for info collection re DOG/NRC 
Forms 741 6 741A for nuclear mat! transaction rept 6 
NUREO/OR-0006 Request approved through 860630 under 0MB 
Number 3150-0003 per Paperwork Reduction Act 

SCURRY. N Office of Management 6 Budget 0MB 3190-0003 83/10/03 

SCOTT, 8 Document Management Branch 2pp 20713 199 


831011D343 Responds to approval request for info collection re medical 
license occupational ALARA program Request approved through 
860531 under DMB Number 3190-0049 per Paperwork Reduction 
Act 

SCURRY, N Office of Management 8, Budget OMB 3150-0049 03/10/03 

SCOTT, 8 Document Management Branch 3pp 20713 201 


0310110346 Responds to approval request for info collection re 
application for medical matl s license Request approved 
through 860930 under OMB Number 3150-0041 per Paperwork 
Reduction Act 

SCURRY, N Office of Management !< Budget OMB 3150-0041 83/10/03 

aCQTT. S Document Management Branch ' 2pp 20713 203 


B3I011034B Responds to approval request for info collection re IAEA 
Form N-71, design info questionnaire Request approved through 
B6063D under OMB Number 3190-0056 per Paperwork Reduction 
Act 

SCURRY. N Office of Management it Budget DMB 3190-0056 83/10/03 

8CDTT. B Document Management Branch 2pp 20713 209 


8310110349 Responds to approval request for Info collection re DDE/NRC 
Form 740M, concise note Request approved through 860630 under 
□MB Number 3150-0097 per Paperwork Reduction Act 

SCURRY, N Office of Management U Budget OMB 3190-0057. 83/10/03 

BCDTTiS Document Management Branch 2pp 20713 207 


8310130077 Forwards request for OMB review 6 supporting statement re 
Std Form 83 6 supporting statements for DDE/NRC Forms 742 k 
742C 

NORRY, P G Office of Administration 83/10/03 SCURRY, N Office 
of Management I, Budget Ip 20777 011 
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□310130305 Forwards FCMA 030929 Ur transmittitig FEfiA Region II 
post-exercise assessment of 030824 exercise of State of NY 
radiological emergency response Interim plan for 
implementing compensating measures for Rockland County 
HASSELL, D F Hearing Branch 1 ISSUANCES BP 83/10/04 

QLEASONi G P Atomic Safety and Licensing Doard Panel Ip 

30719 304 24X Ficbe 50-347.83/10/04.8310130305 


B31O170346 Advises that util does not object to ASLD taking official 
notice of EPA rept, "Protective Action Evaluation Part !!• 
Evacuation \ Sheltering as Protective Actions Against 
Nuclear Accidents Involving Gaseous Release " Part I encl 
COPELANDj V G I sham. Lincoln 8( Beale COPELAND. V G Commonwealth 
Edison Co 83/10/10 SMITH, I M . CDLE, R F , CALL I HAN, A D Atomic 
Safety and Licensing Board Panel 3pp 20786 030 34 X 

Ficho 50-454.63/10/10,8310170346 


6310170500 Response opposing Suffolk County 830919 motion to compel 
discovery ro emergency planning Matl not relevant but is 
subj to privilego Requisite showing for privilege made 
Unexecuted affidavit 8< Cortlflcalo of Sve encl 

GLASS, S M Federal Emergency Management Agency ISSUANCES OL-3 
83/10/12 Atomic Safety and Licensing Board Panel, 6pp 
20704 001 24X Flche 50-332,83/10/12,0310170300 


0810200211 Forwards INPO evaluations on util mgt 8vc list end 
BLAKEr E L Shaw. Pittman, Pott« Sc Trowbridge IBSUANCEB SP 
83/10/18 EDLESi 0 J Atomic Safety and Licensing Appeal Panel 
47pp 20032 331 SdX Flche 30-000,03/10/18,8310200211 


B310210007 Forwards request for OMD review supporting ftatement re 
Std Form-Q3 it supporting statement covering NRC Form 37 
reporting recordkeeping requirements 

NORRY, P G Office of Administration 83/10/18 SCURRY, N Office 
of Management Budget Ip 20003 344 


6310230147 Forwards std order for DOE work’ "Technical Assistance 
Support for Region V Physical Security Insps, " issued to 
LLL 

ADAMS. C Energy, Dept of FIN 0-0561 03/09/16 MARTIN, U 0 

Region 5, Office of Director Ip 20897 269 


— 8310250152 Std order for DOE work’ "Technical Assistance Support foi 
Region V Physical Security tnspsi " issued to LLL 
MARTIN, JD Regions, Office of Director MACCUSKY, J Laurence 
Livermore Laboratory FIN D-B361 93-83-002 03/09/16 Ip 

20097 270 


□310230391 Forwards FEMA 030928 Itr providing status of final findings 
of offsite preparedness State 8c local plans preparedness 
adequate to protect public 

PAPERlELLOiC J Region 3, Office Of Director 03/10/21 DOLAN, JE 
American Electric Power Service Cerp Ip 20097 280 24X 

Flche 50-313,63/10/21,8310250391 


— 8310230401 Comments on status of offsite emergency preparedness State tc 
local plans it preparedness adequate to protect health ic 
safety of public Approval conditional on verification of 
public alerting 8< notification sys per NURC0-06S4 
MCLAUGHLIN, D Federal Emergency Management Agency 83/09/28 
DIRCK8, N J Office of the Executive Director for Operations Ip 
20897 201 24X Flche 30-313,03/10/21,8310230391 


B31025049I Forwards final FEMA rule on review approval of state 6 
local radiological emergency plans it preparedness Rule 
effective 831020 

DORDENICK, B M Hearing Branch 3 ISSUANCES OL-3 03/10/18 
LAUREN8DN, J A , KLINE, J R, , SHON, F. J Atomic Safety and Licensing 
Board Panel. I5pp 20897 127 24X Flche 50-322, 83/10/10, 

8310250491 


PR PROPOSED ROLE 


0310030203 Package of three comments on proposed rule I0CFR50 re 
emergency planning it preparedness for production 
utiliiation facilities it frequency U participation of 
exerc iwes 

GALLAGHER, J. W Philadelphia Electric Co WHITTIER,© D Maine 

Yankee Atomic Power Co. SHIELDSES W. Public Service Co of Indiana, 
Inc 4BFR33307 03/09/23, CHILK, 0. U Office of the Secretary of 

the Commission 6pp 20592 313 


6310030300 Comments on draft Commission policy statement re engineering 
expertise on shift Supports policy statement. 

STEWART, W L Virginia Electric fc Power Co, 40FR3370I 003 
63/09/21 Docketing it 8ervlces Branch ip. 20591f0l3. 


8310030311 Package of four comments on draft Commission policy 
statement re engineering expertise on shift. 

W18ENBURG, M R Houston Lighting *« Power Co. HOUGHTON, T C KHC, 
Inc FARRAR. D L Commonwealth Edison Co 46FR33701 33/09/23 

CHILK, S iJ Office of the Secretary of the Commission I5pp- 

20591 014 


8310030333 Comments on draft Commies ion policy statement re engineering 
expertise on shift. Opposes rule 

KARRIS, J Affiliation Unknown 4aFR337ai 021 63/09/20 

DflCkettfig & Services Branch 2pp 20590 205. 


8310030341 Package of four comments on draft CommlssiOTi policy 
statement re engineering expertise an shift 

ONNER.M Irl Affiliation Unknown DROEHL, D J Portland General 
Electric Co UONEB, D W Memphts State Univ , Memphis, TN 
40FR33701 03/09/26 CHILK#? J Office of the Secretary of the 

CommlBsion 8pp 20390 307 


0310030364 Package of threi comments supporting proposed rule IDCFRSO 
re emergency planning & preparedness for production it 
utillxatlon fac lilt 1 es, frequency & participation of 
exercises 

KOESTER.O L Kansas Gas it Electric Co SALE# L F Mississippi Power 
8c Light Co SRDEHL# D J Portland General Electric Co 4aFR333G7 

83/09/26 Socketing & Services Branch 5pp- 20593 004 


8310030366 Package of two comments opposing proposed rule lOCpRSD re 
emergency planning 8c preparedness for production & 
utllliation fac 1 li t i es, frequency 8, participation of 
exercises 

LEWIS, M I Lewis, M HIATT# 8 L Afflliatlafi Unknown 4aFR33307 
83/09/26 Office of the Secretary of the Commission 2pp 
20592 190 


0310030376 Package of seven comments supporting draft Commlsiion policy 
statement on engineering expertise on shift 
THORPE, J R General Public Utilities - GPU Servlet Corp 
KENYON. B 0 Pennsy Ivania Power it Light Co SCHUYLER, U 0 Pacific 
Gas 8, Electric Co 4BFR3379i 83/07/26 CHILK, B J Office of the 

Secretary of the Commission I4pp 20592 352 


8310040008 Comments on interim policy re investigations & adjudicatory 
proceedings statement of policy Recommends insp b 
investigation ofes he given greater discretion re board 
not! f ic ations 

KNOTTS. U B Debevolse I, Liberman 4aFR36358 002 83/09/27 

CHILK, 8 J Office of the Secretary of the Cammlssion 6pp 
20600 J06 


8310040030 Comments on proposed rult 10CFR50 re Immediate reporting 
requirements for operating nuclear reactors 
BAKER, K R Affiliation Unknown 46FR6ia94 021. 03/07/22 

CHILK. 8 J Office of the Secretary of the Cammi stlon. Ip 
20608 123 


8310040291 Package of three comments re draft Commission policy 
statement on engineering expertise on shift to combine 
senior reactor operator $< shift technical advisor functions 
BAYNE, J P Power Authority of the State of New York MARSHALL, U R 
Arkansas Power 8, Light Co WILLIAMS, J W Atomic Industrial Forum 

40FR33781 03/09/28. CHILK, 5 U Office of the Secretary of the 

Commission. Bpp 20614 19? 


8310040297 Package of two comments on proposed rule IDCFRSO re 
frequency 8, participation of emergenciy planning h 
preparedness exercises 

CAPONE, D.M Union Electric Co. ZIHMERMANrS Carolina Power «< Light 
Co 48FR33307 03/O9/2B CHILK, S. U. Office Of the Secretary of 

the Commission 4pp 20614 195 


B310040307 Package of two comments supporting proposed rule 10CFR50 re 
emergency planning it preparedness for production U 
utilliatlon fac il Itiesx frequency participation of 
exercises 

ANDOONINI.O C Arlxone Public Service Co HELFRtCH#R. E Yankee 

Atomic Electric Co 4SFR33307. 83/09/29 Docketing b Services 

Branch 4pp 20613-092 


8310040334 Package of five comments on draff Commission policy 
statament on engineering expertise on shift. 

COUNSiLiW Q , WERNER, R.P, Connecticut Yankee Atomic Power Co, 
COUNSIL.WG Northeast Nuclear Energy Co itubi of Northeast 
Utilities) 48FR33701. 83/09/29 CHILK, B. -U. Office of the 

Secretary of the Commission, i3pf 20617:120 


8310050422 Comments on draft Commission policy statement re engineering 
expertise on shift Supports statement. 

MUSOLF, D Northern States Power Co 40FR337ai 031 83/09/23 

Docketing b Services Branch. Ip. 20630,343 
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B3100S0425 Com^ient* on draft Commission p-olicy statement re enj ineerina 
eipartisf on shift Opposes rule 

PARKVNi J D Affiliation Unknown 4BFft337ai 030 33/0^/23 

Docketing 8 « Services Branch ip 20630 344 


8310030431 Comments on proposed rule lOCFRSO re emerg^^ncy planning *c 
preparedness for production Ic utilization facilities & 
frequency of exercises 

COUNSlLfWO Connecticut Yankee Atomic Power Co CDUNSILnW D 
Northeast Nuclear Energy Co <subs of Northeast Utilities} 

COUNSILi W O Northeast Utilities 4BFR33307 072 83/09/30 

Office of the Secretary of the Commission I7pp 20633 320 


0310070146 Requests FR publication of final rule J0CFR3S re transfer of 
licensing authority to Region IV te V administrators Public 
annauncBRient end 

THOMPSONiH L Division of Human Factors Safety 03/09/20 
FELTQNi J M Division of Rules and Recorda 3pp 20600*331 


--0310070153 ’'Completion of Reg ional 1 zation of Operator Licensing 
Function by Assignment of Function to Regions TV tt V» *' 
iOCFRSS final rule Responsibility for Issuing operator & 
senior reactor operator licenses assigned to Regions IV Sf V 
DIRCK9, W J Office of the Executive Director for Operations 
B3/D9/21 lOpp 20680 334 


031<}12O35S Comments on NRC draft policy statement re engineering 
expertise on shift Supports establishment of alternative 
approach to use of shift technical advisor* houeveri tnin goals 
fc stds required for training courses should be limited 
BRADBURYiR B Stone & Hibster Engineering Corp. 40FR3a7dJ 032 
83/09/30 Docketing & Services Branch Ip 20691 051 


0310120870 Commants on proposed rule iOCFRDO re emergency planning 
h preparedness for production Si utilization facilities* 
frequency Si participation of exercises 

CQUNSILjVJ Q Connecticut Yaniee Atomic Power Co GOUNSIL* N 0 
Northeast Nuclear Energy Co (subs of Northeast IPtilitles) 
CDUNBIL* W 0 Northeast Utilities 4eFR33307 074 03/09/30 

Docketing Si Services Branch 16pp 20693,097 


B31012027S Comments on iNRC policy statement re engineering expertise 
on shift Recommends Commission allow individual licensees 
flexibility in meeting policy statement requirements 
FAY* C M Wisconsin Electric Power Co 48FR337ei 034 03/10/07 

CKlLHiS J Office of the Secretary of the Commission 2pp 
20693 0D6, 


B31012089? Comments on proposed rule IDCFRSO re local & state govt 
par ticlpati-DTi in emergency preparedness exercises Opposes 
ru 1 e 

HOLT*J Pub lie interest Research Group* New York 40FR333D7 073 
03/10/01 NRC - No Detailed Affiliation Given 6 pp 20671*310 


0310120339 Comments on draft NRC policy statement re nuclear reactor 
operator degree requirements Opposes requirement that 
operators must obtain colleye credits as part of license 
training or retraining 

LABAnO£»DE Professional Reactor Operator Society 48FR337Q1 033 
03/10/01 CHILK 18 vl Office of the Becretary of the Commission 
15pp 20700 214 


0311)130003 Forwards response to 030916 request for review of draft 
rulemaking package proposing amends to iOCFRSO re emergency 
preparedness W/o end. 

OLNSTEAD,M J Regulations Division 03/10/06. BERNERO*R M 
Accident Source Term Program Office Ip 20725 235 


0310180416 Comments on draft Commission policy statement on engineering 
expertise on shift Requests language of draH policy 
statement be amended to recognize Bachelor of Prof Studies 
in Kuclear Industrial Operations 

DALEiL F Mississippi Power t* Light Co 4BFR337ei 034. 83/10/06 

Docketing «< Services Branch 2pp, 20003 219. 


0310100522 Expresses disagreement u/teehnical jus ti f ftca-tion for 

020 


— B3101BD60S Advises that end amend to 10CFR55 re assignment of 
licensing responsibilities for operators 8 < senior operators 
to regions will be published in FR Amend Issued as final 
rule* effect ive upon publication W/o stated ends 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
48FRa3243 83/09/30 ODALL. M K House of Rep , Interior & 

insular Affairs Ip 20B17 353 


— 9310180607 Advises that end amend to 10CFRS5 re assignment of 
licensing responsibilities for operators 6 senior operators 
to regions will be published in FR Amend issued as final 
rul e I ef fee t ive upon publication W/o stated encls 
DENTONi H R Office of Nuclear Reactor Regulation. Director 
4aFn33243 83/09/30 SIMPSON. A Senate. Environment & Public 

Works tp 20B17 394 


9310250331 Comments on proposed rules 10CFR40* 70 *4 73 re Implementation 
of convention on physical protection of nuclear matl Opposes 
rule 

HARMON. D W Braunkohle Transport Si Storage. Inc 4BFR38ie2 OOt 
03/10/10 Docketing & Services Branch Spp 80897 339 


0310250346 Comments on proposed rules 10CFR40* 70 U 73 re implementation 
of convention on physical protection of nuclear matl 
Recommends Sections 73 73(a)(1) 81 73 74(a)<3) be deleted 
NILSQN*R Exxon Nuclear Co . Inc (subs of Exxon Corp ) 4flFR32ia2 
002 83/10/12 Docketing it Services Branch 2pp 20090 079 


03102S0393 Comments on proposed rules 10CFR40. 70 1« 73 re 
implementation of convention on physical protection of 
nuclear mail Rules should be revised to require physical 
protection equivalent to Annex 1 (k II 

MQWHV»W R (5A Technologies. Inc /General Atomic Co 48FR3ai02 003 
03/10/13 Docketing it Services Branch 2pp 20890 151 


6310290440 Requests comment period be extended 2 months for proposed 
rule 10CFR73 re physical protection requirements for 
nonpouer reactor Licensees possessing formula quantities of 
SSNfl 

RICHARDS* W J American Nuclear Society 4eFn34096 001 83/10/12 

CHILK*B J Office of the Secretary of the Commission. Ip 
20877 i08 


PRM PETITION FOR RULEMAKING 


0310030527 Comments on petition for rulemaking PRM-50-36 from Nuclear 
Util Bactcfittlng h Reform Group More attention would be 
devoted to investigating event b completing corrective 
action if resident Inspector becomes polnt-of-contact 
ZIMMERMAN. 3 R Carolina Power 8 « Light Co 4aFR28202 017 03/09/23 

CHILKfS J Docketing Services Branch 4pp 20601 203 


PROJ PROJECTS - PREDDCKET LICENSING 


8310090197 Forwards proprietary "West Inghouse Pretendering Module a 
Integrated Control it Protection Sys " Rept withheld 
(ref 10CFR2 790) 

RAHE. EP Westinghouse Electric Corp NS-EPR-2810 83/09/23 

EI 8 ENHUT. D 0 Division of Licensing 2pp. 20620 348 


— 8310050212 Requests proprietary classification per IQCFRS 790 for end 
rept* "Westinghouse Pretender Module 8 Integrated Control it 
Protection Sys ” 

WIE 8 EMANN.R A Westinghouse Electric Corp AW-a3-71 83/09/23 

EieENHWT.D >0 Division of Licensing Ip 20620 350 


8310060267 Forwards proprietary "Westinghouse Advanced PWR 
Pretendering Module 9 - Component Cooling Sys,'* 
supplementing G2iiOi submittal Rept withheld (ref 
I0CFR2 790) 

RAHE.E P Westinghouse Electric Corp N3-EPR-20B9 03/09/30 

EI&ENHUT, D 0 Office of Nuclear Reactor Regulation. Director 2pp 
20646 L91 


-“0310060270 Requests *^'West inghouse Advanced PWR Pretendering Module 9 - 
Component Cooling Bys* " be withheld per iOCFR2. 790, 

WIESEMANN. R A Westinghouse Electric Corp AW-83-79 83/09/30 

EIBENHUT* D 0 Office of Nuclear Reactor Regulation, Director Jp 
20646 153 


352 


8310070196 Forwards Director's Decision 03-14* deny ing 830909 10CFR2 206 
petition re transport of spent nuclear fuel from 
West Valley 


DAVIS* J 0 

DD-B3-14 

20600*308 


Office Of 
83/09/30 
24X Flche 


Nuclear Material Safety 6 Safeguards* Dlrec tor 
CELEDREZZE. A. J. Ohio* State of 2pp 
50-000. 03/09/30, 8310070156. 
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— B31007O161 Fortuards Director's Decision 03-14, deny i ng 830824 10CFR2 206 
petition re transport of spent nuclear fuel from 
West Valley 

OAVIB.J Q Office of Nuclear Material Safety U 

Safeguards, Director DD-B3-14 83/09/30 RESNIKOFF^M Sierra 

Club Ip 206QO 307 34 X Fiche 50-000. 83/09/30, 831 00701 56 


— 8310070167 Notice of issuance of Director's Decision B3-14, denying 
Btate of OH Sierra Club 030909 !< 0034, respect ively, 
iOCFfl2 206 petitions re transport of spent nuclear fuel from 
tfest Valley 

DAVISiJ 0 Office of Nuclear Material Safety h 

Safeguards, Director 00-83-14 03/09/30 2pp 20680 310 24X 

Fiche 50-000,83/09/30,0310070156 


— 8310070171 Diroctbr's Decision 03- 1 4, denying State of QH it Sierra Club 
830909 0024, respectively, lOCFRa 306 petitions re 

transport of spent nuclear fuel from West Valley Ret^uest for 
hearing i< for preparation of EIS denied 
DAVIS. J 0 Office of Nuclear Material Safety it 

Safeguards, Director DD-B3-14 03/09/30 18pp 30680 312 24X 

Fiche 50-000,83/09/30,8310070156 


8310070174 Notification of 631004 meeting u/West ingh ous e in Detheftda.MD 
to discuss WCAP-10263 (NP) "neviPui Plan for Uprating 
Licensed Power of Advanced PWR Power Plant " 

MDRANj D H Standard i 1 a t i on 6 Special Projects Oranch 83/09/26 

TKOMAS, C 0 Standardization fc Special Projects Branch Ip 
20680 291 


8310110004 Responds to FDlA request for five documents Forwards 
documents Documents also available in POR 

FEUTON, J M Division of Rules and Records B3/07/01 PCDR-0, J NUS 

Corp 8pp 30704 137 24X Fiche 50-000, 03/07/01 , B3l 0 1 10004 


~~B3lOllOOi3 Forwards preliminary evaluation of aircraft hazards at 
Pebble Springs site, per 731010 request Site probablii 
acceptable provided reasonable care taken to minimize 
effective target area 

DEYQUNO.R C Atomic Energy CoftimissiDn, Directorate of Licensing 
73/11/23 WILLIAMS, J L Portland General Electric Co 5pp 
20704 IG4 


—*8310110016 Informs that preapp U cation safety review completed baaed on 
util 730507 submittal of proposed facility design Vital 
areas t< mods to be made prior to operation discussed 
DEYDUNOiR C Atomic Energy Coaimlsslon, Directorate of Licensing 
73/tO/ia WILLIAMS, J L Portland General Electric Co 2pp 
20704 109 


— 8310110018 "Aircraft Considerations Preapplication Site Review " 

JM Campbell 710519 Itr to CPC end 

tt Atomic Energy Cotrmifision, Directorate of Licensing 73/10/12 
50pp 20704 191 24X Fiche 50-000, 83/07/0L 83101 10004 


8310130334 Forwards Rev 2 to "Topical SAR far Castor Ic Cask ISF61 
(Dry Storage) " 

RDLLIN8,J D Ocsellschaft fuer Nukloar Service, mbH 22047 
83/09/09 Division of Fuel Cytle It Material Safety 2pp 
20771 043 


— 8310130336 Rev 2 to "Topical SAR for Castor It Cask IBFai 
<Dry Storage) " 

a Ocsellschaft fuer Nuklear Service, mbH 22847 B3/07/3I 

461pp 20771 045 


8310270051 Responds to FOIA request for "Westi nghouse Advanced PWR 
Licensing Control Oocumentr " dtd Aug 1902, to be placed In 
PDR, Document withheld (ref FOIA Eiemption 4) 

FELTON, J M Division of Rules and Records 83/07/14 PEDRO, NVS 
Carp Ip 20942 016 


B3L0270057 FOIA request for "Westinghause Advanced PWR Licensing 
Control Document/" dtd Aug 1902/ to be placed in PDR Rept 
referenced at NRC 821130 meeting u/Westiftghouse 

PEDRQ/O NUS Corp 00-18-83-021 03/06/08 Division of Rules 

and Records Ip 20942 017 


8310280106 Forwards proprietary version of Westinghouse Advanced PHR 
HE9AB SP/90 - Module 1, "Primary Sid* Safeguards 6ys 
Modulo " Rept withheld (ref 10CFR2 790) 

RAHE. E P Westlnghouse Electric Corp KlS-EPfi”2a42 83/10/24 
DENTONi H R Office of Nuclear Reactor Regulation* Director 76pp 
20934 198 


— 031O2BOUO Application for withholding Westlnghouse Advanced PWR 
REBAR Sp/70. "Primary Side Safeguard* Sys Module, " from 
public disclosure 

WIESEMANN, R A Westinghouso Electric Corp AW-a3-93 03/10/24 

DENTON, H R Office of Nuclear Reactor Regulation/ Director 9pp 
20934 276 


0310280147 Forwards 030930 Director's Decision 83*-l 4, deny Ing State of 
□H it Sierra Club 10CFR2 206 petitions re transportation of 
spent fuel from West Valley facility, per 63093D request 
CUNNINDHAM.R E Division of Fuel Cycle 6 Material Safety DD-a3-14 
83/10/10 MILLER, F Environmental Policy Institute Spp 
20961 329 24X Fiche 50-000,83/10/18,8310200147 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


0310030244 Final deficiency rept re offset lead-in guides on Wachter 
spent fuel cells Initially reported on B3D310 Engineering 
Change Notice 4043 Issued revising Wachter Assoc. Inc 
drawings Also reportable per Part 21 

MILLS, L M Tennessee Valley Authority lOCFR 050 55E 83/09/21. 

□'REILLY, JP Region 2, Office of Director 2pp 20591 069 24X 

Fiche 30-390/03/09/21,8310030244 


6310030237 First interim deficiency rept re broken pin carrier plates 
on ERCkf motors mfg by 5iemens-Al 1 i * Initially reported on 
030024 Vendor In process of determining mas loading applied 
to bushings Also reportable per Part 2| 

MILLS, L M Tennessee Valley Authority lOCFR OSO 535 03/09/21 

O'REILLY. VP Region 2, Office of Director 2pp 20591 060 24X 

Fiche 50-390,83/09/21,8310030237 


8310030373 Final it interim deficiency rept for Units 1 ht 2. re ipectlvfly 
re Incerrcct operation of Dlv t C. 1 1 diesel generator load 
shedding U sequencing sys panels w/automatic test feature on 
line Initially reported 830921 Also- reportable per Part 2t 
MCOAUGHY, J P Mississippi Power It Light Co iOCFR 050 33E 
03/89/21 O'REILLY, J P Region 2. Office of Director 4pp 
20593 083 24X Fiche 30-416,83/09/21.8310030373 


8310030374 Second interim deficiency rept re failure of Agaitat OP 
series relays to change state when called to operate Caused 
by SVC aging in mild environ Ih combination Uf/mechanlca I 
configuration* s, tolerances of Internal part* 

MCOAVOHY.J P Mississippi Power it Light Co lOCFR 050 55E 
03/09/22 O'REILLV.J P Region 2, Office of Director 5pp 
20892 190 24X Fiche 50-416,83/09/22.8310030374 


6310030462 Pinal deficiency rept re heat loss from Power Syt diesels 
Initially reported on GS0729 Heat loss test* performed on 
821120 it 830223 confirmed temps near safety-related 
equipment exceeded limits Also reportable per Part 21 
MILLS. L M Tennessee Valley Authority lOCFR OSO 5SE 83/09/23 
O'REILLV.JP Region 2, Office of Director 3pp 20601 049 24X 

Fiche 50-390.83/09/23,0310030462 


0310030506 Revised final deficiency rept re sheared motor plnitn keys 
in Limitarque motor operators Initially reported on 820830 
Condition only applies to Watts Bar Keys will be replaced by 
040201 Also reportable per Part 21 

MILLS/ L M Tennessee Valley Authority lOCFR 050 55E 83/09/22 

O'REILLV.JP Region 2. Office of Director 3pp 80601 194 24X 

Fiche 50-000. 83/09/22. 0310 D30506 


11310040232 Part 21 rept rt plant mod implementing Fire protection. 
Including blocking vent paths from reactor bldg rooms 
containing high energy lines Initially reported on 030928 
Six rooms require reanalysls 

CONN, WO Burns 8< Roe Co BROO-RO-B3-013 83/09/29 Director's 
Office, Office of Inspection and Enforcement 2pp 20613 201 24X 

Fiche 50-397.03/09/29.0310040232 


B310040331 Part Si rept ro control circuit* for safety-related valves 
CAC-FCV-IA 6 18 powered from non-Clas« i£ powsr supply 
Caused by failure to recognize valves have two safety- 
related functiunst 1 $0 latl on & otyg en/hydr ogen recombination 
CONNfW 0 Burn* & Roe Co DRCO-RO-83-041 03/09/29 Director's 

Office. Off ice of Inspection and Enforcement 2pp 20617 118 24X 

Fiche 50-397, 03/09/29, 0310040331 


0310040410 Fine] deficiency rept re auxiliary feedwater sys containment 
isolation valves Initially reported on 830022 Bys design 
modified to require performance sys function of safety-grade 
active valves Also reported per Part 21 

OPREA.Q W Houston Lighting Power Co lOCFR 050 556. 83/09/21 

COLLINS, J T Region 4, Office of Director 5pp 20619:035 24X 

Fiche 50-490,03/09/21.8310040410 


0310068016 Final deficiency reft re valve position Indication problems 
w/EMD get* valves Initially reported on B30203 Westlnghouse 
equipment engineers porvidad w/lnt true t 1 ons re valve 
function Also reportable under Part 21 

MILLS. L M Tennessee Valley Authority lOCPR 050 55E 83/09/29. 

O'REILLV.JP Region 2. Office of Director 2pp S064B> 354 24X 

Fiche 50“390f 83/09/29, 8310060016 
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S31Q0&0O37 Fln^l dsflciencg rept r« conta Inmen t sprag minlflou valve- 
deaign error Initiallg reported on 620305 Uevting house 
internal design assurance & verification procedures revised 
Also reportable under Part 21 

KILLS. L M Tennesfiee yalleg Authority iOCFH 030 5SE 63/09/29 
O'^REILLV* -J P Region S, Offictt of Director 2pp 20.64.7 091 24X 

Fiche 30-390i 83/09/29, B3l 0060027 


6310060036 Third interltn Deficiency 6ept 77 re shop ueldlng defects in 
Bflimlc Class I cable tray , conduit & HVAC hangers Initially 
reported on 620002 Final rept espected by 640301 Also 
reportable per lOCFRSI 

PARSONS. R rl Carolina Power & Light Co lOCFR 050 SSE 63/09/29 
O'REILLY, J P Region 2, Office of Director 4pp 20647 087 24X 

F i c he 90-400. 63/09/29. 031 0060036 


8310060221 Potential Part 21 rept re defective ITT-OrinneU hydraulic 
snubbers Initially reported in 630928 telcon Deficient 
snubber valve blocks will be remachined & snubbers rebuilt 
JOHNSON. B D Consumers Power Co 63/09/30 KEPPLER. J O Region 3> 
Office of Director 4pp 20647 021 a4X Flche 50-253*63/09/30, 
6310060221 


0310060336 Interim deflc 1 enc y rept. Item 143 r« ueld d«f Ic icncles in 
sections of ducts CC-1 & CC-'a Si transf arm-ers IDl. lD2j ]£1 Si 
1E2 from Qould Si Brown-Oover i Util awaiting vendor 
response Also reportable per Part 21 

PARSONS. R M Carolina Power & Light Co lOCFR OSO 556 93/09/29 

O 'REILLY* J P Region 2. Office of Director Ip 20646 092 24X 

P 1 c h e 50 -400. 03/09 /29* 03 1 006 0336 


B310060342 Final deficiency rept re steam generator lower support 
bolts Initially reported on 620610 Reheat treatments provide 
ad»<iuat< strength at operating tamp, suf f Ic i ent fracture 
toughness crack resistance Also reportable per Part 21 
KILLa. LH Tennessee Valley Authority lOCFR 050 5S£ S3/09/30 

O^REILLY.J P Region 2. Office of Director 3pp 20646 077 24X 

Ft Che 50-390.03/09/30,8310060342 


B31006D343 Part 2i rept re Oould uni tiled starters supplied as spare 
parts Initially reported on 030923 Final rept eipected 
031130 

OEViNCENTIBi J Yankee Atomic Electric Co DEVINCEhTTIB* J Public 
Service Co of New -Hampshire SBN-S6a B3/09/2B Region 1. 
Office of Director 4pp 20646 135 24X Fiche 50-443.03/09/28. 

8310060343 


6310060476 Fifth interim deficiency rept re setpoint program for 
-overpressure mitigation igs Initially reported on 820521 
Util conducted PDRV response time tests Ncit rept expected 
by B40I03 Alto reportable under Part 21 

KILLBiL K Tennessee Valley Authority iOFR 050 55e -&3/09/30 

D'HEILLY.J P Region 2, Office of Director 2pp 20641 017 24X 

Flchi 50-390.03/09/30. B3 100604 76 


6310070163 Part 21 rept re potential defects in molded case of lOD- 
amp frame* mult 1-pole E €i HE series circuit breakers 
Initially reported on 830902 

ERHARDT.J V Oould* Inc QA 15/REN/DO 03/09/26 HURLEY* T E 

Region 1* Office of Director lOpp. 20659 095 24X 

Fiche: 50-000. B3 /07/ 86* 03 1 00701 63. 


8310070301 Potential Part 21 rept re underrange characteristic of 
Model N-EilOM transmitter Underrange zero offset may occur 
when transmitter initially pressurized from atmospheric to 
su-ppreesed zero input End users notified 

BERflERIAN*K J Fojfboro Corp 83/09/30 Director's Office* Office 
of Inspection and Enforcement llpp 2D651 064 24X 

F i c b e • 5 0-000 . 03/09/30* 03 1 007030 1 


9310120092 Part 21 rept tc snubber failure during shock arrestor test 
Caused by broken capstan spr Ing. Vtndor effecting corrective 
action u/J Evans Co to inspect shock arrestors contelnlng 
Evans springs, 

HADNAOV.P A Pacific Sclantlflc 03/09/14 Region 5* Office of 
Director 4pp 20696-167 24X Fiche. 50-482* 63/09/14. 0310120092 


3310120237 Final deficiency rept re emblguaus outputs from Barton 
pressure transmitters li> RCa Initially reported on 830409 
Addl RC6 transmitters Installed outside containment Also 
raporta-ble per Part 21 

HILLS* L M Tennessee Valley Authority^ lOCFR 058 55E. 83/10/03 

□ 'REILLY# J P. Region 2. Office of Director. Dpp 20692 172 24X 

Fiche 50-390* 03/ 1 0/03, 83 1 0 1 2 0237, 


1310120367 Second Interim deficiency rept* Items 95 6 72 6 Part 21 rept 
re shop welding deflclenclii in eeismlc I pipe hangers 
iupplifd by Dergen-Patcrion Initially reported on 020813 U 
1105 All active hangers corrected. 

PARSOMSrR M Carolina Power Ic Light Co lOCFR 050 55E. B3/l'0/03 

O'REILLY. J P Region 3* Office of Director 5pp. 20699 295 24X 

Fiche- 50-400. 03/10/03.8310120367, 


0310340075 Final deficiency rept for Unit l 6 interim deficiency rept 
for Unit 2 re potential rupture of high pressure fuel 
injection lines on Div I «i 1 1 diesel generators during 
engine operation Also reportable under Part 21 for Unit 1 
MCGAUGHY- J P Mississippi Power <c Light Co iOCFR 050 3SE 
83/10/05 O'REILLY. JP Region 2, Office of Director 5pp 
20769016 24X Fiche 50-416.03/10/03.8310140075 


831014-0359 Final Deficiency Rept DER B3-45 re cable separati ons in 
-control room panels Initially reported on 030707 Procedures 
revised t-o ref Const Spec 13-EM-306 foi separation criteria 
T equiremen ts Also reportable per Part 21 

VAN BRUNT, e E Arizona Public Service Co lOCFR 050 53E 83/09/26 

STERNDERO* D H Region 5. Office of Director I5pp 20762 069 
24X Fiche 90-528.83/09/26.8310140259 


B310140277 Second Interim deficiency rept re welds on baffle plates in 
core -support assembly mgt by D6M Initially reported on 
030302 Baffle plates on former bolt locking pin welds 
repaired Also roportable per Part 21 

MILLB*L M Tennessee Valley Authority lOCFR 090 59E B3/10/05 

D'HEILLY.J P Region 2. Office of Director I9pp 20761 195 24X 

Fiche 30-430. B3/ 10/05. 0310140277 


8310170153 Interim deficiency rept re Rockwell Inti mlcraswitch in 
post-LOCA hydrogen recomblncrs Initially reported on 830011 
Final rept will be submitted by 850909 Also reported per 
Part 21 

HAWND, a F Niagara Mohawk Power Corp lOCFR 050 55E 03/09/01 

STAR08TECHI, R Division of Project 6 Resident Programs 8pp 
20707 U4 24X Fiche 90-410.03/09/01*8310170153 


8310170400 Final Deficiency Rept PRD-B3/15 re defective 9pragu0 Type 
40D capacitor o-n Drown Boverl Electric low voltage circuit 
breakers equipped u/solid state trip devices Initially 
reported on 631Q02 Also reportable per Part 21 
HCOAUGHY* J P Mississippi Power 6 Light Co AECH-83/0666 
03/10/10 O'REILLY* JP Region 2. Office of Director 5pp 
20785 080 24X FKhe 50-416*83/10/10.8310170400 


8310170469 Second interim Deficiency Ropt RDC 78<03) re exhaust line 
back pressures exceeding manufacturer recommendations on 
standby diesel generators for HPCS Initially reported on 
830805 Further mods required Also reported per Part 21 
EDELMANi H R Cleveland Electric tllumlnatlng Co lOCFR 050 55E 
83/10/06 KEPPLER.J 0 Region 3* Office of Director 2p p 
20704 101 24X Fiche 50-440.03/10/06*8310170469 


B3101B0305 Final Deficiency Rept DR-00 re defective piston skirt 
castings Installed in emergency diesel generator engines 
supplied by Transamerlca Delaval Initially reported on 
B21124 Piston skirts replaced Also reported per Part 21 
BOOKER. J E Gulf States Utilities Co IQCFR 050 9SE 03/10/06 
COLLINS. J T Region 4. Office of Director 2pp 20003.096 24X 

Fiche 50-490.03/10/06.0310180305 


0310200169 Part 21 rept re static temp callbr check on transmitter* 
Initially reported on 031013 Caused by irregular setpoint 
for prtsBorlzer pressure sofety Injection function New 1.829 
pslg setpoint recommended 

RAHE. E P Hestinghouit Electric Corp N8-EPR-2037 03/10/13 

DEYOUNG, n C Director's Office. Office of Inspection and 
Enforcement 2pp 20034 070 24X Fiche 50-000.83/10/13.8310200165 


8310210068 Final deficiency rept for Unit I 6 third Interim deficiency 
rapt for Unit 2 re loose matl in steam generator Initially 
reported on B30329, Caused by lack of work controls Also 
reportable per Part 21 Next rept due by 840706 

MiLtOrL M Tennessee Valley Authority lOCFR 090 59C 03/10/13 

O'REILLYi J P Region 2* Office of Director 4pp 20B 57 270 24X 

Fiche 50-390.03/10/13*0310210068 


8310210115 Interim deficiency rept re callbr technique far temp 
compensation on Barton transmitters Westlnghouse Part 21 
rept described undefined errors at abnormal it accident 
temps Next rept in 14 days 

8HITH.M 0. Indiana & Michigan Electric Co 83/10/14 KEPPLERrJ O 
Region 3* Office of Director Ip 20890 2S4. 24X 

Fiche - 50-315,83/10/14.0310210113 


8310210299 Pert 21 rept re potential defects In molded case* 100 ampere 
frame* mult i-po 1 e E & HE series circuit breakers Enel suppls 
830926 Itr 

FENNETEAU.M M Oould. Inc 0A15-MMF-D0 83/10/14 HURLEY* T E 

Region !. Office of Director 2pp 20851 047 24X 

Fiche 50-490,03/10/14,8310210259 


031Oa9OSO5 Part 21 rept re safety-related control circuits for 
CAC-FCV-IA -!< 10, being powered from non-Clast IE power 
supply Initially reported on 830928 PED 2ia-E-C105 issued to 
provide Class IE power supplies to two valves 

CONNi N 0 Burns It Rue Co DROO-RD-83-014 83/09/29 Dirac tor's 

Office, Office of Inspection and Enforcement 2pp 20902 078 24X 

FJche 90-397.03/09/29,0310250905 


NONDOCKETED ITEMS 
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0310260166 Parfc 21 rept re potentially defective Presrai^ airlock seal 
in dryuell personnel airlock supplied by MJ Moolleij 
Initially reported hy vendor an 830919 Npoj seal being 
designed by Presray Corp IliIH be installed uhen available 
D/^LE. L F Mississippi Power t* Light Co AECM-a3/0674 83/10/24 

DEMTONj H R Office of Muclear Reactor Regulation* Blroctor 3pp 
20915 250 24X Ficht 50-416*83/10/24.9310260186 


B310270206 Part 21 rept re engine mounted electrical cables Defective 
cable not Installed as 830927 1 tr states Parts shipped b 
installed on Gulf States River Dend Site <Engine Serial 
74039/40 DSn 48) Instruction for cable changeout due in Nav 
QOYERi R E Transamer ica Delaval. Inc 83/10/20 Director's 

Office. Office of Inspection and Enforcement Ip 20924 109 24X 

Fiche 50-000.83/10/20*9310270206 


8310270395 Interim deficiency rept re Westlnghouse centrifugal charging 
pumps at min allowable flout rate uhen RC9 reaches value 
below pressurizer safety valve setpoint pressure Initially 
reported on 000309 Also reported per Part 21 

SHIELDS* S H Public Service Co of Indiana* Inc lOCFR 050 S5E 
83/10/20 KEPPLER* J G Region 3i Office of Director Spp 
20924 034 24X Fiche 50-346*03/10/20,8310270395 


0310270430 Final Deficiency Rept DER 03-43 re Improper crimp 
terminations in 12 cabinets furnisfied by Harlo Corp 
Initially reported on 030700 Harlo cabinets for all units 
will be inspected & reworked Also reportable per Part 21 
VAN BRUNT. E E Arijona Public Bervice Co tOCFR 050 33E 03/09/27 

BISHOP, T W Division of Rest dent, Reac tor Project 4e Engineering 
Programs 6pp 20923 085 24X Fiche 50-529.93/09/27.0310270430 


0310270433 Final Deficiency Rept PRD-B3/1S for Unit 1 U inteTim rept 
for Unit 2 re failure of Agastat OP series relays to suitch 
Initially reported on B30902 Deficiency reportable per Part 
21 for Unit 1 Investigation ongoing for Unit 3 

MCQAUQHY.J P Mississippi Power it Light Co PRD-a3/l2 63/10/17 

O'REILLY* J P Region 2* Office of Director Spp 20923 044 24X 

Fiche 50-416*83/10/17.0310270433 


B31O20OO65 Second interim deficiency rept re OE reactor made switch. 
Initially reported on 830407 Mode switch redesigned Sample 
will be independently tested Also reported per Part 21 Final 
rept will be submitted by Dec 1983 

CURTIS* N W Pennsylvania Power b Light Co lOCFR 050 53E 
03/09/30 MURLEY* T E Region 1. Office of Director 6pp 
20929 020 24X Fiche 50-300*03/09/3018310200065 


8310200093 Potential const deficiency rept re Basler Electric Co 
resistors installed in emergency diesel generators Initially 
reported on 030901 i* reported by vendor under Pari 21 ort 
830819 Final rept expected by 831130 

MARTIN* T J Public Service Electric Oas Co of New Jersey IQCFR 
050 SSE 83/09/30 MURLEY* T E Region 1. Office of Director 2pp 
20935 322 24X Fiche 50-354*83/09/30,0310280093 


8310280094 RQ on 831004. 138-kV station auxiliary power supply lost when 
pilot wire receiver relay tripped Cause under investigation 
Supply reestablished to all 6 9-kV buses Also reported per 
Part 21 

JACKSON* C N Consolidated Edison Co of New York* tnc lOCFR 
050 SSE B3/10/05 MURLEY. T E Region 1# Office of Director tp 

20935 065 24X Fiche 50-247,03/10/05*0310200094. 


8310280130 Pinal deficiency rept re water hammer In essential sve water 
sys Initially reported on 830505 Vacuum breakers will be 
Installed during first refueling outage Also reported par 
Part 21 

CURTIS* N U Pennsylvania Power & Light Co lOCFR 050 5SE 
83/09/22 MURLEY* T E Region 1* Office of Director 7pp 
20929 254 24X Fiche 50-307*83/09/22*0310200130 


8310280139 Interim deficiency rept re isolation of nitrogen makeup sys 
Also reportable per Part 21 Initially reported on 830912 
Permanent design mod will be implemented Final rept will be 
submitted in Dec 1983 

CURTIS* N W Pennsylvania Power b Light Co lOCFR 050 55E 
83/10/10 MURLEY, T E Region 1* Office of Director 5pp. 

20929 009 24X Fiche 50-300,83/10/10*0310280139 


0310310074 Part 21 rept re design deficiency involving combination 
supports for Class IE cable trays & HVAC ducts-. Initially 
reported on B31025 Due to mlsc lassl flea tion* support s 
specified w/less than full saf ety-relat ed QA program 
MEYERS. B L Bechtel Carp QLSM-03/269 83/10/27. DEYDUNQrR 

Director's Office. Office of Inspection and Enforcement 3pp. 
20951 043 24X FUhe 50-000*83/10/27,0310310074 


6310310273 Part 21 rept re defective byproduct matl,]i — 192, in Model 
200-520-009 Initially reported on 631D13 Caused by corroded 
wire strands in cross-sectional areas Defective unit removed 
t* rept requesting preventive action from supplier Issued 
a Navy. Dept of 03/10/17 Region 5, Office of Director 4pp 

20961 313 


0310310346 Final deficiency rept re Target Rock pressurizsr PORVs 
failure to open Initially reported on 830922 Analyses could 
not Identify cause for compressed rings Valves modified by 
vendor Also roportable per Part 21 

HILLS, L M Tennessee Valley Authority lOCFR 050 55E 03/10/21 

O^RElLLY, J P Region 2* Office of Director 3p p 20957*074 24X 

Fiche 50-390*03/10/21.6310310340 


QA999 GUAHTY ASSURANCE INSPECTIONS 


03OB3OO7O5 Forwards QA Program Imp Rept 999D0B3 1/83-01 nn 030516-18 6 
notices of violation «< nonconformance 

POTAPDV9, U Hoglon 4. Office of Directar 83/06/03, PLEUNIK* D 
ICQ Puerto Rico. Inc 2pp 20206 306. 


— 0300300712 Notice of violation from Insp on B30516-1B 

* Region 4. Office of Director 03/00/05. Ip 20206,310 


— 0300300716 Notice o-f nonconformance from insp on 030516-10 

• Region 4. Qfflco of Director 83/00/05 Spp 20206 311 


—0308300722 QA Program Insp Rept 99900631/03-01 on 030516-16 
Noncamp 1 lane e noted OA program failed to identify or 
describe or gsnl lation functions t* failed to provide measures 
to assure requirements Included In procurement. 

MCNEILLiM , BARNES, 1. Region 4* Office of Director. 03/03/05 
I8pp 20206 316 


8310030342 Forwards QA Program Insp Rept 99900021/83-01 on 030725-29 U 
notice of nonconformance 

POTAPOVS* U Region 4. Office of Director 03/09/16 BONES* J E 
Pullman - Swindell Associates* Inc 2pp 20590 316 


— 8310030340 Notice of nonconformance from imp on 030725-29 

* Region 4, Office of Director 03/09/16 2pp 20590'31B 


— 0310030352 QA Program Insp Rept 99900021/83-01 on 030725-29 
NoncorvpUance noted failure to perform required annual mgt 
audit of effective implementation of corporate functione at 
const sites 

NORMAN* D £ . BARNEB. 1 Region 4. Office of Director 03/09/12 
13pp 20590 320 


8310030379 Forwards OA Program Insp Rept 99900330/03-01 on 830801-04 
it notices of violation S* nonconformance 

PQTAPDVS, U Region 4r Office of Director. 03/09/13 8AUTER, D M 
Nestlnghouse Electric Corp 3pp 20592 176 


— B3100303B1 Notice of violation from Insp on 030801-04 

e Division of Vendor 1* Technical Programs 63/09/13 ip. 
20592 179 


--8310030303 Notice of nonconformance from Imp on 830601-04 

e Division of Vendor it Technical Programs. 83/09/13 2pp 
20392 IBD 


— 8310030307 OA Program Insp Rept 99900330/03-01 on 030001-04. 
Noncompliance noted outdated 10GFR21 posted it Insp records 
re quality control checlit oh critical parts of undervoltagt 
trip devices Incomplete 

PQTAPaVS* I Region 4* Office of Director MCNEIU.* U. M Divit 

of Vendor It Technical Programs 83/09/12 6pp 20392 182 


8310310135 Supplemental Part 21 rept re shock arrestore u/cracked 
capstan spring tangs Attached customer list reflects 
companies which received affected arrestors List of serial 
numbers also end 

HADNAOY, P A Pacific Scientific PT2i 03-029-000 03/10/20 

HAIST* D Region 5, Office of Director 94pp 20949.005. 



} 
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>310030490 Notice oR violation Rrom Insp on fl307a6~29 
* R«aion 4i Office of Director S3/09/16 Ip 20603 04S 


310030454 Notice -of non c on f ornvence from in«p on 830736-29 
» Region A, Office of Director 03/09/16 Ip 20602 046 


— 8310040437 Respondi to 030617 notice of violation contained in QA 
Program Insp Rept 99900019/83-01 Corrective actions QA 
perBonnel reinstructod to track exam procedure ntimbora 
TUTTERQMiR E Oouil Ine Corp 03/07/07 PQTAPOVSpU Region 4f 
Office of Director lOpp 20619 157 


310030499 OA Program Insp Rept 99900712/B3-01 on 630726-29 
None onip 1 lance noted Section 206 of 1974 Energy 
Reorganization Act not posted tr corrective actions for QA 
manual rev & welder /nonitoring & weld insp not accomplished 
ELLERSHAM.L E i BARNES. 1 Region A, Office of Director 63/09/00 
llpp 20602 047 


0310040432 Forwards QA Program Insp/ Ifivest 1 gat 1 on Rept 999-00 345/02-04 
notice of nonconformance for IE Investigation Rep ta 
99900343/02-02 fc 99900349/02-03 

DEVOVNO.R C Director's Officei Office of Inspection and 
Enforcement EA-B2~132 82/12/22 LYONS. D P Hayuard T y I or Pump 

Co 3pp 20624 237 


0030464 Ack receipt of 630721 & 0912 Urs informing NRC of steps 
aken to correct nonconformance noted in QA Program Insp 
apt 99900104/03-01 

□TAPOVSiU Region 4i Office of Director 03/09/27 MILLER, T D 
estinghouse Electric Corp Ip 20601 092 


310030469 Retpondi to NRC 830022 1 tr re nonconf ormance noted In OA 
Program insp Rept 99900104/03-01 Corrective actions product 
& process audit reviews luill be conducted Code 
Interpretetion 3-B2-I7 end 

MILLER, T D Uestinghouse Electric Corp PA-e3-074 83/09/12 

POTAPOVS, U Region 4, Office of Director 2pp 20601 053 


>04024 2 Forward* QA Program Insp Rept 99900271/03-01 on 830601-05 
notice of nonconf ornance 

]TAPOVS,U Region 4, Office of Director 83/09/12 KOCH,W H 
iiemount, Inc 2pp 20613 203 


310040246 Notice ‘Of nonconformance from Insp on 030801-09 
» Region 4, Office of Director 83/09/12 2pp 20613 206 


11004024? OA Program Imp Rept 99900271/03-01 on 030001-09 
Noncompllance noted; sensor stretched diagram, completed in 
June 19B3j had wrong procedure number Internal audit log not 
maintained 

OLLER.R E , BARNES, I Region 4, Office of Director 03/09/07 
12pp 20613 200 


1040343 Ack receipt of 83O02S Itr informing NRC of steps taken to 
rrect nonconformance noted in QA Program Imp Rept 
'900507/83-02 

ITAPDV9,U Region 4, Office of Director 03/09/30 PATTERSON. R W 
argent 6 Lundy, Inc Ip 20617 280 


10040349 Responds to NRC 030722 Itr re nonconformance noted In QA 
Program Insp Rept 99900307/03-02 Corrective actions client 
audits not documented In QA coordination section meeting 
notes from Mar 1962 - Mar 1983 will be surveyed 

TAYLOR, H 5 Sargent h Lundy, Inc 03/08/22 POTAPOVS, U Region 
4, Office of Director lOpp 20617 281 


D40362 Act receipt of 630802 Itr informing NRC of steps taken to 
rreet nonconformance noted in OA Program Insp Rept 
900919/83-01 

TAPOVB, U Region At Office of Director 83/09/30 DAV18rA 0 
*t-West Technology Corp Ip 20620 200 


10040383 Respond* to WRC 630624 Ur r# nonconformance noted In QA 
Program Imp Rept 99900919/83-01 Corrective actions all 
irocurenent documents for q,uel ity-related activities will be 
reviewed by OA manager Internal audits implemented 
3AV18, T M East-West Technology Corp 03/00/02 POTAPOVS, 8 
Ugion 4, Office of Director 3pp 20620 201 


— 8310040441 Notice of nonconformance from insp on 920104-0826 
» Director's Office, Office of Inspection and Enforcement 
82/12/22 9pp 20624 240 

— 8310040453 OA Program Insp/Inves 1 1 ga 1 1 on Rept 99900345/02-04 on 
0626 NoncompUance noted training records 8, indoctrination, 
schedules did not meet engineering stds It correc tlveac 1 1 ons 
not implemented by appropriate mgt 

MATAH68. RE A . DROMERlCKrA W . PERANICH, M W Region 4. Office of 
Director 82/11/12 274pp 30624 249 


0310040485 Ack receipt of 030906 Itr Informing NRC of steps taken to 
correct nonconformance noted In OA Program Insp Rept 
99900301/33-02 

POTAPOVS, U Region 4, Office of Director 03/09/30 WAHL* H W 
Bechtel Corp Ip 20625 167 


— 8310040468 Responds to NRC 030808 Itr re nonconformance noted in QA 
Program Insp Rept 99900501/03-02 Corrective actions project 
engineering procedures issued to incorporate mgt enginaerlng 
directive revs will not be delayed in future 

WAHLfH M Bechtel Corp 83/09/06 POTAPOVS, U Region 4, Office 
of Director 2pp 20625 160 


8310040576 Forwards OA Program Insp Rept 99900537/03-01 on B308I5-18 
t, notices of nonconformance ic violation 

POTAPOVS. U Region 4, Office of Director 03/09/16 SKJEl.R C 
John A Otume & Associates, Engineers Isubs UR8 Corp } Spp 
20622 330 


— 8310040579 Notice of violation from insp on 630015-10 

a Region 4, Office of Director 03/09/16 Ip 20622*332 


— 8310040586 Notice of nonconformance from insp on STOOlS-tO 

• Region 4, Office of Director 83/09/16 Ip 20622.333 


—8310040596 QA Program Insp Rept 99900537/03-01 on 830815-16 
Noncomp 1 lancc noted contrary to lOCFRSl, licensee did not 
adopt appropriate procedures to provide for evaluating 
deviations or informing licensee or purchaser of deviation 
BRICKLEY.R H , HALE,C J Region 4. Office of Director 03/09/13 
lOpp 20622 334 


B3101303BB Confirms OA program Insp at Bouthuest Research Inst on 
03101 1-14, per 830919 telcon 

POTAPOVS. U Region 4. Office of Director 03/10/04 DESBEV, R L 
Southioeet Research Institute Ip 20719 149 


8310160142 Confirms OA program Insp at Lynchburg, VA site on 031031- 
1104, per 830920 telcon 

POTAPOVS, U Region 4, Office of Director 63/10/07 DENHAM, F H 
Li mi torque Corp Ip 20807 096 


140422 Ack receipt of 830707 6 0902 llri Informing NRC of steps 
isn to correct nonconformance noted in QA Program Insp 
It 99900015/83-01 

'APOVSiO Region 4, Office of Director 03/09/30 TUTTEROW. R E 
iline Corp Ip 20619 137. 


0040426 Responds to NRC S3O0O1 Ur r# nonconformance noted In OA 

rograni Insp Rept 99900015/83-01 Corrective action* copies 

if 10CFR21 posted h customer notified to verify that 

laynetlc particle test rept received w/shlpmcnt 

UTTEROMiR E Boullne Corp 03/09/02 POTAPOVS, U Region 4, 

iffice of Director I7pp 20619 138 


0040433 Ack receipt of 830707 response to QA Program Insp Rapt 
9900015/03-01. Add 1 Info re records retention methods it 
QCUAfTitatian furnished to Baldwin Assoc L B9<W re heat matl 
reatment requested 

□TAP0V8, li- Region 4, Office of Director 03/00/01 
VTTERQW.R. E Bowline Corp 2pp 20619.155 


8310160134 Confirms QA program Insp at Oak Ridge, TN plant on 631011-14, 
par^ B30919 telcon 

POTAPOVS, U Region 4, Office of Director 03/10/06 LORENZ, H 
Q| I her t /Commonwealth Cos Ip 20809 153 


8310180201 Confirms QA program insp at Aurora, lU plant on 831017-21 . per 
B30920 telcon 

POTAPOVS. U Region 4, Office of Director 03/09/30 WIL80N, A R 
Henry Pratt Co Ip 20000 338 


. — J If r ul'ilpj iiy nrwe or i 

correct nanconfor/nanc* notod in QA Program In«p 
R.pt wooaw/M-01 E„.ct,v. „t. 

I tern A i 5 830831 

POTAPQVSjU Region 4, Office qf Director 03/10/07 NEWMAN. B 
Amerace Corp 2pp 20006 176 « 


-83iQieOJ13 Responds to NRC 830714 Hr requesting addl Info re 
nonconf ormance noted In OA Program Insp Rept 99900296/a2.-Ol 

advUed'onli of intended 

Sao-!-?w t i Action complete 

^ 03118 03/08/31 POTAPOVS* U 

Region 4, Office of Director 3pp 20006 170 


NONDOCKETED ITEMS 


471 


^'-8310150323 Ac k receipt of NRC 630714 Itr requesting ^ddl info re 
nonconf ormonc e noted in QA Program Inap Rept 9990099A/B2-01 
Due to vac a 1 1 ons» re sp on se cannot be provided until earlg 
Sept 

MARTIN* M Q Amerace Carp QA 83111 a3/oa/0& POTAPQS/S.U 

Region 4* Office of Director Ip 30006 181 


— 8310180332 Ac k receipt of 030317 1 tr In response to NRC &30aa3 Itr 
re nonconformance noted in QA Program Insp Rept 
99900296/82-01 Add! info needed for Item A re descTiption of 
steps taken to ensure commitments honored 

PDTAPOVSiU Region A, Office of Director 63/07/14 NEWMAN. 0 
Amerace Corp 2pp 20806 102 


--B3101B0340 Responds to NRC 030222 Itr re non conformance noted in QA 
Program Insp Rept 99900296/82-01 Corrective actions Audit 
Procedure 02 19 1 revised to call for check of ERN advance 
ERN for signature 

MARTIN. M 0 Amerace Corp QA 03046 03/03/17 P0TAPDV5.ll 

Region 4. Office of Director 4pp 20006 104 


6310180291 Ack receipt of Q30921 Itr informing NRC of steps taken to 
correct nonconformance noted in OA Program Insp Rept 
99900532/83-01 

POTAPOVS. U Region 4. Office of Director 83/10/06 MOORE, G E 
Control Data Cnrp Ip 20806 361 


--B3101B0299 Responds to NRC 830824 Itr re nonconf armanc e noted In QA 
Program Insp Rept 99900532/03-01 Corrective actions hotline 
log for previously reported PIPESD error will be modified to 
cross-reference Software Problem Rept SPR PlPOOOe 
MQDRE,© E Control Data Corp B3/Q9/2I POTAPOVS. U Region A. 
□ffice of Diiector 3pp 20806 362 


6310100297 Confirms QA program insp at Pensacola. FL plant on 831017-21, 
per 030923 telcon 

PDTAPOVB.U Region 4, Office of Director 83/10/06 MlLUER, T 0 
Westinghouse Electric Corp ip 20806 350 


— H3ioiao37l Notice of nonconformance from insp on 03O7lI-i5 

« Region 4. Office of Director 03/10/03 4pp 20004 B72 


—8310180370 OA program Insp Rept 9990D334/93-0 1 on 83071 1 “1 5 
Noncomp 1 lane e noted rasponsibke officer did not notify 
NRC ra jacket water pump shaft failures on emergency diesel 
genera tors 

SUTTON. J W , BARNES. I Region 4, Office Of Director. 03/09/27 
25pp 20004 276 


8310180395 Act receipt of 030900 Itr informing NRC of steps taken to 
correct nonconformance noted in OA Program Insp Rept 
99900369/03-01 

PQTAPDVS.U Region 4, Office of Director 83/09/30 EHRKARD* E W 

Automatic Switch Co Ip 20803 217 


—0310180400 Responds to NRC 030016 Itr re nonconformance noted In QA 
Program Insp Rept 99900369/83-01 Corrective actions 
Procedure NP-l-ODI modified by Including statement that 
-nuclear work handled under 10CFR50 inapplicable 

OLSEN, U Automatic Switch Co 03/O9/OB PDTApaVS. U Region 4r 
Office of Director ip 20B03 21B 


0310180396 Ack receipt o-P 830719 It 0906 Itrs Informing NRC of steps 
taken to correct none o-nf ormance noted In QA Program Insp 
Rept 99900070/03-01 

POTAPOVS. U Region 4. Office of Director. 03/10/06- MILLER^O W 
Associated Piping & Engineering Corp (suhs of Johnson Controls. 
Inc } Ip 20801 122 


— 8310160401 Responds to NRC 030011 Itr re nonconformance noted in QA 
Program Insp Rept 99900070/63-01 Corrective actions Ebaico 
approved procedure for performance of actual buttering of 
PWHT revised Revised procedure end 

JORDAN* R L Associated Piping tc Engineering Corp Csubs of 
Johnson Controls* Inc > JORDAN. R U Johnson Controls. Inc 
03/09/06 ParAPOVS. u Region 4. Office of Director 9pp 
20B01 123 


B310180312 Ack receipt of 030410 ti 0012 Itrs informing NRC of steps 
taken to correct nonconformances noted in QA Program insp 
Rept 99900904/02-02 

POTAPOVS, U Region 4, Office of Director 83/09/30 MIONOGNA, T 
Limitorque Corp Ip 20006 266 


—0310180314 Responds to NRC 830613 Itr re nonconformances noted in QA 
Program Insp Rept 99900904/82-02 Corrective actions revs 
made to QA manual . Sec 1 1 on VII, Pages 2,3 & 5 Review of cited 
purchase orders revealed vendors in accordance bi/lOCFR9-D 
MCQUILLAN, P 0 Limi torque Corp 03/00/12 POTAPOVS, U Region 4, 
Office of Director 2pp 20B06 267 


— 831OIBO310 Ack receipt of 030410 Itr informing NRC of steps taken to 
correct nonconformances noted in QA Program Insp Rept 
99900904/02-02 Addl Info required re QA manual & procedures 
POTAPOVS, U Region 4, Office of Director 03/06/13 MlGNaGNA,T 
Limitorque Corp 4pp 20B06 269 


— 8310160326 Responds to NRC 030225 Itr re nonconformances noted in QA 
Program Insp Rept 99900904/02-02 Corrective actions 
provisions of Part 2t inapplicable since developmental 
program does not impact previously supplied actuator 
MCQUILLAN, P 0 Limitorque Corp 83/04/18 POTAPOVS. U Region 4. 
Office of Director 2pp S0806 273 


8310180346 Forwards QA Program Insp Rept 99900702/03-01 on 830725-29 6 
notices of violation & nonconformance 

POTAPOVS, U Region 4. Office of Director 03/09/30 JONES. W F 
Morrl son-iinudsen Co . Inc 3pp 20003 020 


— 0310100350 Notice of Violation from insp on 830725-29 

» Region 4, Office of Direttor 83/09/30 2pp 20B03 023 


—0310100404 Rev 3 to Welding Procedure Spec IdPa 852-9634. "OTAVI. 8MAM. SAM 
Melding of Qtalnless Steel to OHAM Buttered Carbon Steel 
M/Heat Treat ’■ 

a Associated Piping Engineering Corp Isubs- of Johnson 
Centrals. Inc ) • Johnson ControlSr Inc 62/10/07 lOpp 

20001 132 


— 6310100406 Addendum to Rev O to Melding Procedure Spec WPS 832-5634. 
<’GTAM, SMAM. SAM Welding of Stainless Steel to OHAM Buttered 
Carbon Steel M/Heat Treat '* 

» Associated Piping C, Engineering Corp isubs of Johnion 
Controls. Inc 1 a Johnson Controls, Inc 02/09/27 3pp 
20801 142 


— 0310100407 Addendum to Rev 3 to Procedure SPPF-1002, *'H«at Treatment ( 
Carbon & Low Alloy Steel hatls P-No Groups 1,3.4 fc 9 AEHE 
Beets on III *' 

* Associated Piping & Engineering Corp Csubs of Johnson 
Controls* Int ) < Johnson Controls* Inc 82/09/30 3pp. 

20001 145 


— B31O10O4I1 Rev 3 to Procedure BPPF-1002* "Heat Treatment of Carbon 
Low Alloy Steel Matls P-No Groups 1.3*4 b 5* A5ME 
Section III " 

• Associated Piping & Engineering Corp (subs, of Johnson 
Controls, Inc > 02/03/11 5pp 2OB0L 148 


— 8310160415 Ack receipt of B307I9 Itr Informing NRC of steps taken to 
correct nonconformance noted in QA Program insp Rept 
99900070/03-01 Submittal of documented evidence that 
dissimilar metal weld procedure approved requested 
POTAPOVS, U Region 4, Office of Director. 83/08/11. HILLER* J M 
Associated Piping & Engineering Corp Csubs of Johnson Controls. 
Inc 1. tp 20601 153 


— 8310180353 Notice of nonconformance from insp on 630725-29 

# Region 4, Office of Director 83/09/30 2pp 20003 025 


— 8310100350 OA Program Insp Rept 99900702/03-01 on 830725-29 
Noncompliance noted rept re heat radiated concerns did not 
Include date on which info obtained & number location of 
diesel generators w/failed heat radiators not identified. 

FOSTER. M C , DARNES, I Region 4. Office of Director 63/09/24 
15pp 20803 027 


8310160360 Forwards QA Program In«p R*pt 99900334/83-01 on 830711-15 5i 
notices of nonconformance 8, violation 

POTAPOVS. U Region 4. Office of Director B3/10/03, MATHEMS. C 
Transamerica Delava 1. Inc 2pp 20004 269 


— 8310100365 Notice of violation from insp on 630711-15 

a Region 4, Office of Director 83/10/03 Ip 20004 271 


83101BD429 Ack receipt of 830513 Itr Informing NRC of steps taken to 
correct nonconformances noted in QA Program Insp Rept 
99900323/03-01 

POTAPOVS, W Region 4. Office of Director 93/09/30 ADAH3. J 
Conax Corp Ip Z0B03 294 


— 3310180431 Responds to NRC 830413 Itr re ngneonf ormanc es noted In QA 
Program Insp Rept 99900323/83-01 Corrective actions. 

Procedure (PS-1D71 eitabllshed for evaluation of reported 
deviations it nonconformance under Part 21. 

DUHOURErR L Conax Corp. 83/05/13 POTAPOVS. U. Region 4* Office 
of Director 2pp 20803 295 


B3101B0433 Confirms OA program insp at Huntivi 1 1 •. AL plant on 
031017-20. per 831011 telcon 

POTAPOVS, U Region 4. Office of DlTector. 83/10/13 PATEL, HC. 
Patel Engineers Ip ZO0D3 299 
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^310130441 Forward* QA Progi'am Jnsp Rept 99900525/63-02 oi> 830B02-05 
notices of nonconformance It violation 

POTAPOVS, U Region 4. Office of Director 83/09/20 LORENZ, H 
Oi lb ert/Commonwoal th Cos 3pp 20802 126 


— 83101Q0442 Notice of violation from Insp on 830002-05 

* Rea ion 4, Office of Director 83/09/20 Jp 20802 129 


— 8310100445 Notice of nonconformance from inap on 830002-05 

» Region 4, Office of Director 83/09/20 Ip 20802:130 


— 0310180450 OA Program Infp Rept 99900525/03-02 on a3OB0i2-O5 
Noncomplianc e noted failure to rept substantial safetg 
hazards per Part 21 

HARRELL, P H , HALE,C J Region 4, Office of Director B3/O0/-3i 
I7pp 20802 131 


0310180451 Fpruarifs OA Program Insp Rept 99900902/83-02 oP 830620-0701 
No noncompl iance noted 

POTAPOVSrU Region 4, Office of Director 83/09/19 HOLBRQOK^W H 
Wyler Sales Corp 2pp 20002 090 


— 0310180455 OA Program Insp Rept 99900902/03-02 on 830628-0701 No 
noncompliance noted Major areas inspected, eva 1 uatton of OA 
controls for Wyia engineering development -St review tt 
approval of qual if ication plans & assessment repta 
JOHNSON, A R , PHILLIPS, H S Region 4, Office of Director 
83/09/16 I5pp 20802 072 


0310180476 Confirms OA program insp at Qoston,MA plant on 831017-S0, 
per 830920 tel can 

POTAPOVS»ll Region 4, Office of Director 03/10/13 BALDWIN, F B 
Btone it Webster Engineering Corp Ip 20BOJ 342 


6310180515 Forwards OA Program Insp Rept 99900345/03-01 on 83082S 
No noncompl lane e noted 

POTAPOVS, U Region 4, Office of Director 03/09/22 PARRiNiR t 
Hayward Tyler Pump Co 2pp 20831 164 


"8310160519 OA Program Intp Rept 99900345/03-01 ot» 83002 5 No 
noncompl lance noted Major areas inspected liquid penetrant 
eian of spare A8TM 8164 Class A pump shafts returned from 
Comanche Peak Steam Electric Station 

BARNES, 1 Region 4, Office of Director 93/09/15 5pp 
20801 166 


8310160536 Act receipt of 830523,0719 tr 0617 Itri informing NRC of 
steps taken to correct violation & nonconformance noted in 
OA Program Insp Rept 9990031 1/83-01 

POTAPOVS, U Region 4, Office of Director 63/09/30 GREENE. R P 
General Electric Co Ip 20799 tOl 


— 8310160527 Responds to NRC 830714 Itr r# deviation 6 nonconformance 
noted in GA Pragram Insp Rept 9990031 1/0 3~01 Corrective 
actions posting requirements for 10CFR21 V Section 206 
rayispd to indicate location of documents 

GREEN, R F General Electric Co 63/00/19 POTAPOVS, U Region 4, 
Office of Director 3pp 20799 102 


— 8310180520 confirms 830719 telcon re extension to 630829 to respond to 
030714 request for addl info re OA Program Insp Rept 
99900311, 

KANTMANN.R A General Electric Co 83/07/19, POTAPOVS, il Region 
4i Office of Director Ip 20799 105 


— 83I0180S30 Act receipt of 830923 Itr Informing NRC of ftepe takarl to 
correct violation 6 nonconformance noted in OA Program fnsp 
Rept 97900311/83-01 

POTAPOVS, U Region 4, Offlc# of Director. 83/07/14, 

KANTHANNiR A General Electric Co 2pp 20797 106 


— 6310180532 Responds to NRC 830429 Itr re violation k nonconforaiance 
noted in OA Program Insp Rept 99900311/83-01 Corrective 
actions all customers notified of mod to meet requirements 
of ANSI Std C37. 20-1974 

GREENE, R F General Electric Co 03/05/23. FOTAPOVSiV Region 
4, Office of Director 6pp. 20797 106, 


9310250005 Forwards QA Program Intp Rapt 99900060/83-02 on 830822-26 
k notice of nonconformance Description of corrective actions 
requtetad uithin 30 dags of Itr date 

POTAPOVS, U Region 4, Office of Director. 63/10/06 PATTARtNi.D h 
Target Rock Corp. 2pp. 20095 257 


—0310250006 Notice of nonconformance from Insp on 630822-26. 

♦ Region 4, Office of Director. 83/10/06 2pp. 208?5;26l 


--B31025000B GA Program Inap Rept 99900060/83-02 on 030822-26 

Noncomp 1 1 ance noted measures not established for selection & 
assesament of contractor <0-TEH Corp) performing vendor 
audit avcsiper 10CFR50, App Q 

KELLEV.H D , BARNES, I Region 4, Office of Director 83/10/04 
9pp 20895 263 


8310250010 Ack receipt of 830916 Itr informing NRC of steps taken to 
correct deviation k nonconformance noted in QA Program Insp 
Rept 79900330/83-01 

POTAPOVS. U Region 4, Office of Director 83/10/20 BOLD, E R 
Si emans-Al 1 1 s, Inc Ip 20894 179 


— 0310250011 Responds to NRC 03OB19 Itr re deviation S, nonconf ormance 
noted in QA Program Insp Rept 99900330/83-01 Corrective 
actions engineering change order form revised to include 
area for indication of review for Part 21 repor tabll i ty 
BOLD, E R giemans-Alll s, Inc 03/09/16 POTAPOVS, U Region 4. 
Office of Director 3pp 20894 100 


0310250104 Confirms QA program insp at Santa Ana, CA plant on 031114-10, 
per 831012 telcon 

POTAPOVSrU Region 4. Office of Director 03/10/20 HESS, L R 
Pacific Air Products Co Ip 20096 247 


03J 0250123 Foru;ards QA Program Imp Rept 99900277/83-01 on 030606-10 
hdtices of nonconformance t< violation 

POTAPOVS.il Region 4, Office of Director 63/09/2t REED, E S 
Ro>ckbestos Co 3pp 20899 276 


— 0810250127 Notice of violation from Insp on 030606-10 

» Region 4, Office of Director 83/09/21 Ip 20099 279 


— 0310250130 Notice of nonconformance from insp on 830606-10 

a Region 4, Office of Director 83/09/21 4pp 20899 200 


— 8310250136 OA Program Insp Rept 99900277/03-01 on 030606-10 Violation 
noted safety-related testing sves procured from r8omedic,Inc 
w/o specifying In procurement documents that provisions of 
iOCFR21 applied 

SMITH, A L I PHILLIPS. H 8 Region 4, Office of Director 83/09/06 
30pp 20 099 264 


0310250140 Act receipt of 830919 Itr informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rept 
99900707/03-01 

POTAPOVS, U Region 4. Office of Director 03/10/13 SANFORD, R S 
ALFAD, Inc ip 20876 348 


— 8310250140 Responds to NRC 030825 Itr re nonconformance noted in OA 
Program Insp Rept 99700787/83-01 Corrective actions 
defective matl rept issued k di sposi tloned to scrap conduit 
seismic supports Rept aoproved by OA manager 
GRANTHAM, 8 ALFAD, lnc\ 03/09/19 Region 4, Office Of 
Dir oc tor 7pp 20096 349 


8310250179 Forward* OA Program Insp Rept 99900918/03-01 on 830613-16 ^ 
notice of nonconformance 

POTAPOVS, U Region 4, Office of Director 83/10/07 FAR WELL, C R 
Faruell C, HendriK, Inc 2pp 20893 328 


— '8310250201 Notice of nonconformance from insp on 830613-16 

a Region 4, Office of Director 03/10/07 Ip 20893 330 


— 0310250206 QA Program Insp Rept 97900910/83-01 on 030613-16 

Noncompl iance noted. purchase orders did not contain suitable 
Instructions that App D to 10CFR50 k 21 requirements imposed 
on suppliers providing safety-related equipment 

AGEE, J R . PHILLIPS, H 8 Region 4, Office of Director 03/09/26 
13pp 20093:331 


B3I0S50269 Forwards GA Program Insp Rept 99900500/03-01 on 030000-12 *' 
notice of nonconformance 

POTAPOV0, U Region 4, Office of Director 03/10/06 R6INSCH,H0 
Bechtel Corp. 3pp 20B99 152 


— 031OS5O267 Notice of nonconformance from Insp on 030008-12 

* Region 4, Office of Director 83/10/06 3pp 20899 155 


— 0310250270 QA Program 2ntp Rept 99900500/83-01 on 030000-12. 
Noncorttpi 1 anc V noted Procurement Supplier Quality Forms 
P3Q-223* missing Instructions re implementation of problem 
investigation request sys not provided 

BREAUXrD 0 , HALE,C J Region 4, Office of Director 83/09/26 
26pp 20399. 150 


0310250272 Confirms QA program insp at Anaheim, CA plant on 831031-1104, 
per 331012 telcon. 

FOTAPOV0, U Regian 4, Office of Director 03/10/20, HADNAOY, P A 
Facific Scientific Ip 20899 104 
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03l'O25O'J57 Ac k receipt 0^0936 Itr ihforrntng NRC of taken to 

correct nonconformance noted in QA Program Inap Wept 
^9900371/03-01 

POTAPOVS, U Region 4, Office of Director 83/10/20 KOCH. W H 
FI a ^.ctnoun 1 1 Inc Ip 30098 095 


— -B310250359 Rev H-i to Procedure ^iA<I> "Change Order ” Supporting 
doc urnen to t 1 an enc 1 

HADIOCR.A Rosprrount, Inc 83/09/30 21pp 20098 096 


031D25O362 Ack receipt of 830616 t< 0902 Itrs Infornaing HRC of iteps 
taken to correct nonconformance noted in QA Program Insp 
Rept 9900906/03-01 

POTAPOVS U Region 4. Office of Director 03/09/23 MDLNAfl, J 
American Environments Co . Inc Ip 20090 091 


--031O25O36Q Responds to NRC 830901 telcon re nonconformance noted in QA 
Praqram Insp Rept 99900906/83-01 Original 830606 transmittal 
of vendor purchase order U receiving design 6 test control 
procedures fcirtvarded U/o end 

VAUERQ, B American Environments Co , Inc 83/09/02 HUDDARO* G 
Region 4, Office of Director Ip 2 0898 092 


0310250377 forwards QA Program Ihsp Rept 99900903/03-03 on 830709-12 
No none omp i 1 anr e noted 

POTAPOVS. U Region 4, Office of Director 03/10/06 HOLBROOK. H U 
Wyle Lah oraloMcs 2pp 20090 163 


— 0310250385 QA Program Insp Rept 99900909/83-03 on 030809-12 No 
noncomp 1 1 am c noted Major areas inspected evaluation af OA 
controls For engineering d eve 1 opment. revi eui S» approval of 
seismic t dynamic (qualification test plans & repts 
JOHNSON. A R , PHILLIPS. H S Region 4, Office of Director 
03/09/28 lOpp 20090 165 


0310250395 Ac k receipt of 830923 Itr informing >iRC of steps taken to 
correct nonconformance noted in OA Program Insp Rept 
99900908/03-01 

POTAPOVS, U Region 4, Office of Director 83/10/07 WCLT.rtA 
Process Technology. Inc Ip 20097 2S2 


— 0310250399 Responds to NRC 830011 Itr re nonconformance noted in QA 
Program Insp Rept 99900900/83-01 Corrective actions OA 
manual revised to specify requirements of lOCFRSO.App Q 
BUCKLEV. R Process Technology. Inc 03/09/23 POTAPOVS. U 
Region 4, Office of Director Ip 20097 203 


0310250405 Ack receipt of 030926 Itr informing NRC of step* taken to 
correct nonconformances noted in QA Program Insp Rept 
79900521/03-02 

POTAPOVS, U Region 4, Office of Director 03/10/12 H INK LEMAN, L , 
Bechtel Corp Ip 20097 216 


0310250400 Responds to NRC 030026 Itr re Nonconformance 0 noted in QA 

Program Jnsp Rept 99900521/83-02 Corrective action* OA 
review underway Extension to 831226 to submit response to 
Nonconformance A requested 

HJNKLEMAN. L G Bechtel Corp 83/09/26 POTAPOVS, U Region 4. 
Office of Director 2pp 20897 217 


0310250413 Ack receipt of 830415 Itr informing NftC of step* taken to 
■correct none Onf ormanc e noted in QA Program Insp Rept 
9990091 4/83-Dj 

POTAPOVS, U Region 4, Office of Director 03/10/12 fSOM^W 
National Technical Systems Ip 20877 23B 


— 8310250420 Responds to NRC 830322 Itr re nonconformance noted ih QA 
Program Imp Rept 99900914/03-01 Coriective actions purchaie 
orders s l gned. manua I revised 6 interim QA audit performed on 
030228 

DONGELDH W P National Technical Systems 03/04/ 15 POTAPOVS. U 
Region 4. Office of Director tp P0897 239 

B3 10250432 Forwards OA Program Insp R«pt 99900926/03-01 on 030719-20 * 
notices of violation L nonconformance 

POTAPOVS. U Region 4, Office of Director ©3/10/06 RANDALL* h H 
Nuclear Qualification Services 3pp 20B97 164 


--G310250435 Notice of violation from Imp on 830719-20 

* Region 4. Office of Director B3/10/06 Ip 20097 167 


--031O25O441 Notice of nonconformance from insp on 030719-20 

* Region 4, Office of Director 63/10/06 2pp 20Q97 166 


--0310250447 QA Program Insp Rept 99900926/03-01 on 630719-20 
Noncomp I lance noted required procedures for Project* 1086. 
1134 t- 1027 not developed or adopted & failure to post 
document* re matl regulation Energy R eor g an i j a 1 1 on Act 
HVDDARD, C T . PHILLIPS. H 5 Region 4. OffU* of Director 
03/09/23 llpp 20097 170 


6310250497 Confirms QA pragram insp at Oakland. CA facility on 831017- 
21. per 630920 telcon 

POTAPOVS. U Region 4. Office of Director 63/10/14 SaVERi R E 
Trensamerica Dclaval. Inc kp 20B97 060 


8310250503 Ack receipt of Q30525 h 0008 Itr* infarming NRC of steps 
taken to correct none o-nf ormanc e noted in QA Program Insp 
Rept 99900722/03-01 

POTAPOVS. U Region 4, Office of Director 63/10/12 JOHNSON* I 0 
Robert Shaw Cantrols Co Ip 20902 000 


— 8310250510 Respond* to NRC 030701 Itr re nonconformance noted in QA 
Program Insp Rept 99900722/03-01 Corrective action* ipring & 
stem assemblies removed fro4n t to c k , reutxr ke d to drawing 
canf 1 gura t bon. ins p ected 6 replaced in stock 

OIESLER.J V Robert Shaw Control* Co B3/OS/QB POTAPOVS. V 
Region 4. Office of Director Ip 20902 081 


— 6310250515 Ack receipt of 000525 Itr informing NftC of step* taken to 
correct nonconformance noted in QA Program Insp Rept 
999Q0722/B3-0I Add I info re spring & stem etseniblle* due in 
25 day* 

POTAPOVS, U Region 4. Office of Director 63/07/01 JOHNSON. 1 0 
Robert Shaw Control* Co Ip 20902 062 


— 9310250525 Respond* to NRC Itr re nonconformance noted in QA 
Program ln*p Rept 99900722/83-01 Corrective ectiont dept 
responsible for bulletin board Instructed of importance of 
lOCFRSl posting requirement 

OIESLER. J V Robert Shaw Controls Co 83/05/25 PQTAPQV0. U 
Division of Vendor 6 Technical Programi 2pp 20902 063 


6310250511 Forwardi QA Program In*p Rept 99900209/63-03 on 630022-26 
6 notice of tionconformanc t 

POTAPOVS, U Region 4, Office of Director 63/10/06 NOREEN, H 
Berg en-Poter son Pipe Support Corp 2pp 20901 033 


— 0310250310 Notice Of none on f ormanc e from imp on 830822-26 

tt Region 4. Office of Director 83/10/06 3pp 20901 035 


— B31023Q526 OA Program Insp Rept 999OO2Q9/03-O3 on 630822-26 
None amp 1 1 anc e noted mfg Operation 6 checkpoint on NDE/ 
Fabrication record for Lot 96735 clamp* not signed off 6 
dtd 6 Lot 97109 clamp* crossed out it not signed off 
OLLER.R E • BARNES, t Region 4, Office of Director 83/10/03 
I4pp 20901 036 


8310250532 Confirms QA program Insp at Norco. CA facility on 631031- 
1104. per 931017 telcon 

POTAPOVS. U Region 4. Office of Director B3/kO/l9 SADLlER. R C 
Hgle Laboratories Ip 20902 058 


0310250537 Forwards QA Progrem In*p Rept 99900920/83-01 on 630412-15 Nt 
noncompliance noted 

POTAPOVS, U Region 4. Office ef Director 63/06/13 ARNOLD. H 
Hestinghouse Electric Corp 2pp 20901 260 


— 0310250541 QA Program Insp Rept 99900920/03-01 on 830412-15 No 
noncomp 1 1 enc e noted Major areas inspected QA program product 
assurance manual t. four *upp lenetital procedures & conpl lance 
tj/L0CFR21 requirements 

JOHNSON.A R , PHILLIPS, H S Region 4. Office of Director 
83/06/07 I7pp 20901 262 


0310250592 Ack receipt of 830627 6 0706 Itr* informing NRC of Steps 
taken to correct nonconformanc e noted in OA Program Insp 
ftept 99900818/83-01 

POTAPOVS. M Region 4. Office of Director 83/10/12 RICKAROS.D H 
Loui* P Canuso, Inc Ip 20900 129 


— Q3L0250604 Suppls 830627 response to NRC 830903 Itr re noncanforma 
noted in QA Program Insp ftept 99900818/93-01 Corrective 
action* nuclear suppi integrated into purchase order 
procedures as of 821201 

RICHARDS. D Louis P CatiUfOi 8nt 83/07/06 POTAPOVS. U Region 
4- Office Df Director 4pp 20900 130 


— 8310250610 Ack receipt of 930627 Itr informing NRC of steps taken to 
correct nonconf ormanct npted in OA Program tnsp Rept 
99900810/83-01 

POTAPOVS. V Region 4, Office of Director 03/08/03 
RICHARDS, D H Louis P Canum. Inc 2pp 20900 i34 


— 8310350616 fteipondi to NRC 830602 Itr re none onf ormanc e noted In QA 
Program 1 nsp Rept 99900910/83-01 Corrective aetkons lOCFRai, 
Section 206 of Energy R ror gam i « t ion Act of 1974 i Procedure 
O C 11 pos ted 

ftlCHARDB, D Lbult P Canuio, IhC 03/06/27 POTAPOVS. U Regiqn 
4, Office of Director 3p p 20900 136 
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RE:OOD REOULATOftY GUIDES 


5310030414 Identifies specific Reg Guide 1 97 accident monitoring 
equipment sgs for which ettension reques t ed. per B3D320 
0024 Itrs Schedules for upgrading equipment provided ui/'bases 
for extenilon request 

CLAYTON, F L Alabama Power Co 03/O*?/27 VARGA, S A Office of 
Nuclear Reactor Regulation, Director 2^pp 20593 087 24X 

Fiche 30-34Q. B3/09/27, B31 0030414 


3310040287 Forward* Rtv 2 to 830414 response to Suppl 1 to NIIRE0~0737 
including rept an review of Reg Guide i 97 

TUCKER. H B Duke Power Co B3/09/26 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 91pp 20£>l^ 077 SAX 
Fiche 50-413.03/09/2^,0310040207 


1310070291 Forwards "Poiitinn Paper on Reg Guide 1 97" it "Response to 
NUREO-0737, Suppl 1 I Reg Guide i 97 Application to 
Emergencg Response Facilitiei " 

ZIMMERMANiS R Carolina Power i Light Co LAP-a3“40B 03/09/30 
VASSALLO, D D Operating Reactors Branch 2 Ip 20A35 177 24X 

rich# 50-324,03/09/30.0310070291 


-S310070293 "Position Paper on Reg Guide i 97 " 

□ROUN, N E Caroline Power $< Light Co 03/08/09 33pP 
20655 178 24X Tic he 50-324, 03/09/30, B3l 007029 1 


■03JOO7O295 "Response to NUREO-0737. Sopp I J U Reg Guide I 97 
Application to Emergency Response Facilities " 

BROWN, W E Carolina Power Light Co 83/08/09 77pp 
20655 211 24X Fiche 50-324.83/09/30.0310070291 


I100704SO Reg Guide 1 05.Rev 21. "Hatls Coda Case Accep tab I I 1 tq, ASNE 
Section III Div I " 

a Office of Nuclear Regulatory Research, Director 83/09/30 1 1 pc 

20674 332 


^10120175 Forwards revised Section 3 13 to FSAR Rev references util 
previously submitted position on Reg Guide 1 97 Rev will be 
incorporated in nest FSAR amend 

CURTlSi N W Pennsvlvania Power it Light Co PLA-J022 83/09/30 
SCHI4ENCER.A Licensing Branch 2 2pp 20695 290 24X 

Fiche 50-308,03/09/30,0310120175 


10120349 Advises that due to uncertainty in instrumentation 
availability h, manpowar resour eei, i nstrumer tat i on necessary 
to meet Reg Guide I 97 requirements will be Implemented bg 
third refueling outage per Suppl 1 to NUfREO-0737 

OALEiL F Hissitflppl Power it Light Co AECM-03/0652 0 3/10/10 

3ENT0N. N R Office of Nuclear Reactor Regulation, Director 2pp 
J0700 231 24>: Fiche 30-416.03/10/10.0310120349 


0180460 Requeitf c omments, ref s tc info to clarify Rev 2 to Reg Ouidt- 
3 Ic Rev 1 to Reg Guide 1 145 iTasis SO 806-3 h SS 724-4) 

RUONO, L Canadat Atomic Energy Control Board 03/10/03 
lockating Sc Services Branch Ip 20602 030 


0190343 Provides matrii showing app J 1 cab i 1 l ty of QA program manual 
0 Reg Guide 7 10 for shipment of reactor pressure vessel 
uryeillance capsules, per 830920 telc>on 

ORRIS, E B , KABRITO, 8 Southwest Research Institute 22875 
3/09/21 CORDON, U Trenspor tation Branch 3pp 20B42 303 


D240244 Agenda for CROR Meeting 40 on 031020 in BethrsdaiMO to 
Iscuss proposed eremption from CRGR review on proposed 
ulemeking re codes 6 < td i, proposed Rev 2 to Re-g Guide ) 105 
proposed plant operating staff degree requl rement s 
fELLO, V Committee to Revi e w Genir i c Requirements 83/10/14 
’MT&ON.R J Office of Nuclear Reactor Regulation. Dtractor 
3RDAN. E L Director's Office, Office of Inspection and Enforcemen*’ 
lUNNlNGHArt, R E Office of Nuclear fiatenal Safety it 
kfeguard S i Director 2pp 20907 204 


I-250S57 Comments on revs to proposed Reg Guide 1 02,RfV 1 . per 6309^0 
quest Reg guide should be revised to prevent further 
qulrtments on designs which preclude air ingestion into, or 
ocblng of sunctlon lines used in DHR 

iIRK, JF General Electric Co MFN-192~03 03/10/17 SPEJ5. T p 

vision of Eafety Technology 2pp 20900 314 


260340 Forwards application to amend License SUA-551 . ref 1 ec 1 1 nf^ 
rrent conditions or practices or to correlate w/mor>i tor I ng 
equency per Reg Guides 0 30 I. 8 31 

AFF,0 J Oitty/Fatrotomic 1 Co 00633 83/09/37 GARCIA, P 

enium Recovery Field Office Ip 20928 083 


10260352 Appiicetion for amend to License 5'UA-55l , r e f it c 1 1 ng curre* i 
ondJtions or practices or to correlate w/monitorlng 
'requency per Reg Guides 0 30 & 8 31 

‘ Oetty/Petrotomic I Co 00633 03/09/22 llpp 20920 084 


RES research and TECHNICAL ASSISTANCE REPORTS 


8310050145 "Accident Aerosol C harac ter j lati on, " Aug 1983 monthly 
progress rept 

□NCZARSKliR C Gattelle Memarial Institute. Pacific Northwest 
Laboratory FJN B-2r07 03/09/20 BERNSTEIN, S Division of Risk 

Analysis 9pp 20630 220 


8310050329 ''Definition of Scenarios h Ei'aluation of Methods for 
Analyiing Soorce Tetris of Major Accidents Involving U 
Hexafluoride at NRC Licensed Fuel Cycle Facilities," monthly 
progress rept for Aug 1983 

SIMAN-TOV. M Union Carbide Corp FIN 0-0495 83/07/16 

BERNSTEIN. S 1 ransp or Ca t ion f. Materials Risk Branch 3pp 
20650 255 


0310070216 "Resolution oF Generic Issue C-Q, 'MSIV Leakage & Leak 
Control Sys Failure. Task 2 Base Case Benchmark 
Calculation, )tr rept 

MURPHY. D M . ESSiGiT H Dattelle Memorial Institute. Pacific 
NorthuiBst Laboratory FIN 13-2529 03/09/23 RIDOELY. J Office o 

Nuclear Reactor Riegulatkon. Director 0pp 20679 345 


0310200344 " I nvestigat 1 on of Ventilation Component Response to Large 
Pressure Pulses," monthly progress rept for Aug 1903 
GREGORY, W S Los Alamos Scientific Laboratory FIN A-7028 
03/10/03 SOLBERG, 0 Transp or ta 1 1 on 6 Materials Risk Branch 6pp 
20074 0 63 


6310200131 Guarterlg rept for Jul“5ept 1983 for Contract 

NRC-04- 01 — 1 95-02 re integrated geol ogi cal /geophy s i cal study 

of northern eitensions of New Madrid fault zone 

BRAILE, L W HINZE.U J Purdue Univ , West Lafayette, IN 

KGLLER.G R Teias. Univ of. £1 Paso TK NRC-04-B1-19S-02 

83/10/01 Office of Nuclear Regulatory Reseai ch. Director I3pp 

20965 089 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 


0310070363 Responds to 830628 1 tr re Inside NRC article reporting 
J Tourtellotte remarks on backfitting Reassignment of 
J Tourtellotte due to strong views for reform not 
ac c epta b 1 e 

PALLADINO.N J Commissioners 03/09/13 WEISS, E R Union of 
Concerned Scientists ip 20664 307 


— 0310070369 Informs that S30516 request for reassignment of 
UR Tourtellotte mistakenly not sent to Commissioners 
Tourtellotte alleged behavior at conference clarified JR 
Tourtellotte 030614 response end 

WEISS, E R Union of Concerned Scientists 83/06/28 
PALLADINO.N . GILINSHY, V , AFC ARNE, J Commissioners 2pp 
20664 308 


0310240244 Agenda for CRGR Meeting 48 on 831020 in Bethesda.MD to 
discuss proposed exemption from CRGR review on proposed 
rulemaking re codes 6 std s. proposed Rev 2 to Reg Guide 1 105 
t, proposed plant operating staff degree requirements 
STELLDiV Committee to Review Generic Requirements 83/10/14 
MATTSON, ft J Office of Nuclear Reactor Regulation Director 
JORDAN.E L Director's Office, Office of Inspection and Enfarcemen" 
CUNNINGHAM. R E Office of Nuclear Material Safety ?, 

Saf esuards, Director 2pp 2090? 284 


6310270436 Designates JH Snieiek as CRGR chairman ^ member alternativ 
in author absence 

STELLO.V Regional Operations 6 Generic Requirements 03/10/24 
MATTSON. H Office of Nuclear Reactor Regulation. Director 
JORDAN. E Director's DffKe, Office of Inspection and Enforcement 
CUNNINGHAM. R Office of Nuclear Material Safety & 

Safeguard s. Director 2pp 20923 049 


SECY POSITION PAPERS BEFORE THE COMMISSION 


0308190179 SECY -83-3 1 I 

Requests approval of end rulemaking actions re revised 
requirements for safeguarding power reactors 

DlRCKS, U J" Office of the Eiecutive Director for Operations 
03/07/29 2J2pp 20716 J 33 

03D9OBOI14 SECY-63-343 

Requeats Commiaiion approval of publication of final rule 
i mp 1 eiAent I ng legislation authorizing issuance Of temporary 
OLs 

OIRCK6,W J Office of the Fietotive Director for Operations 
B3/0a/l7 nOpp 20716 00 J 
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83103 10007 Rpspornl? to FOIA t‘eque!»t for SECY-02-279, aECy-82“ 330 & 
gECY“03~l2O Forwardfi documents Documents also available in 
PDR 

FELTPN. vi M Division of Rules and Records 83/07/15 PEDRO, J Nl/S 
Carp Ip 20712 280 


—8310110017 &ECY-02-279 

provides info paper on current status of nuclear plant 
reliabilitij data sys 

nmCKSi Ini 0 Office of the Executive Director for Operations 
02/07/01 26pp 20712 201 


—0306270562 SECV-a2-330 

Recommends approval of mods to NRC personnel security 
clearance proyram to sharply reduce Investigative costs w/o 
lessening operational effectiveness 

DinCKE, U J Office of the Executive Director for Operations 
02/Oa/D3 i2pp 20712 307 


— 8310110022 SECy-03-120 

Flecommenrfs issuance of end proposed order directing ASCII 
to resume beiirings as soon as possible on issue not 
involving informant identities 

PUAINE^H H Office of the General Counsel 83/04/01 4pp 
20712 319 


0310110436 Rospnpds to FOIA reiluBSt for RFP RS-onri-03-5OO U 
SECV-8a“i57 RS-ORn-SS-SOO placed in PDR 8ECY-a3‘-l37 
partially withheld (ref FOIA Exemption 9) 

FELTOhfi J M Division of Rules and Records 83/07/20 GRADER, L 
NU3 Carp 2pp 20706 300 24X Flche SO-322, 03/07/20. 0310 U0436 


— 83J0U0439 SECY-83- 157 

RdRuasts appreval of proposed order re lou pouer license for 
facility 

PUAINC, H H Office of the General Counsel 03/09/02 4pp 
20706 310 24X Fiche 30-322, S3/07/a0i 03101 10436 


0310120025 6ECV-a3-311A 

Recommends Commission approve amends to proposed insider 
safeguards rules as set forth In Encls A, G & C of 
BECY-B3-0J 1 for publication in FR 

DIRGKE, J Office of the Executive Director for Operations 
83/09/15 131 pp 20749 21 4 


8310190049 Responds to FOIA request Forwards documents Documents also 
available in PDR 

FELTaN„ J M Division of Rules and Records 03/09/13 DUCKCES.R 
NUS Carp Ip 20030 273 


— 8310190093 SECY-03-103 

Informs of first integrated schedule emend for implementing 
neu b existing requirements at operating plants Action 
represents first step touards developing Industry-uide 
approach for establishing realistic schedules 
DIRCHQ. W J Office of the Executive Director for Operations 
03/05/13 aOpp 20830 274 


—8307220196 SECY-83-269 

Provides rept on fire protsctinn rule for future plants 
<0ECY-S2-S67) , summerlxing licensee fire protection exemption 
reque s tSt d i sp Qs 1 ti an of requests b generic Issues raised by 
reque s ts 

DlflCKSrW ^ Office of the Executive Director for Operations 
03/07/05 52 pp 20830 297 


031OS4GS63 Final response to FOIA request for three categories of 
records re interim storage of spent nuclear fuel at 
commercial power plants Forwards documents listed in app 
Documents also available In FOR 

FELTON, J M Divlslnn of Rules and Records 03/07/11 DELL. N 
Coalition for safe Power Spp S0B91 142 


■8304050526 8ECY-e3-112 

Requests approval to publish* for public comment, proposed 
neu 10CFR53 establishing procedures U criteria enabling NRC 
to determine whether adequate spent fuel storage capacity 
cannot reasonably be provided at individual reactor site 
□IRCK 81 U J Office of the Executive Director for Operations 
03/03/23 50pP 20891 175 


0310250026 ttespandi to FOIA request for SECy»-B3-030, ”TMI-Re lated 
Requirements at Operating Reactors,*' be placed in PDR 
Forwards requested document Document also available in 
PDR 

FELTOU, J rt Division of Rules and Records 03/07/19 BUCKLES, R 
NUS Corp Ip 20916 170, 


—0310250030 SECY-B3-030 

Advises of NRR plan te take licensing action on TMJ action 
plan requirements specified In NUREO-0737 scheduled for 
implementation after 010630 

DIRCKS,U J Office of the Executive Director for Operations 
03/01/21 3lpp 209J6 179 


0310370201 Further responae to FOIA request for mat) r* e-nactment of 
Section 13(c> of Public Law 97-415 requiring NRC to 
undertake pilot program to study two plants where constiOA & 

GC deficiencies identified Forutards SECV-03-O32A 

FELTON# J M Division of Rules and Records 03/07/10 NAMLlhl. J 0 
Shau, Pittman, Potts t* Trowbridge Ip 20943’ 071 


—0310270206 3ECY-03-O32A 

Requests Info rept on status of Implementation of DA 
initiatives Identified in SECY-a2-352 

DIRCKB,W J Office of the Executive Director for Operations 
83/04/21 16pp 20943 072 


0310370360 Responds to FOIA request for BECY-a2-242 U 8ECV-83-317 
Forwards SECY-D3-242 SECY-03-317 withheld (ref FOIA 
Exemption 5) 

FELTON. J M Division of Rules and Records 03/O9/S9 PEDRO, J, NtiB 
Corp 2pp 20943 296 


—8206240090 BECY-B2-242 

Requests Commission approval re mod of NRC regulations 
involving requirements for fracture toughness of RCPDi 
including sopveltlfnce of neutron radiation embrittlement 
of reactor vessel beltline matl 

D1RCK8.W J affiee of the Executive Director for dptrationa 
02/06/14 39pp 20943 39B 


0310270369 Responds to FOIA request for BECY-03-27a 6 8ECV-ea-a70, 
transmitting 03O6S4 "Rept on Adequacy 6 Bafey of Relief 
Valve TestlPig S. Performance *' Forwards requested documents 
FELTON, J II Division of Rules and Records. 03/10/04 UE[B8#E R 
Union of Concerned Bclentlsts Ip 20943*129 


—0307270430 8ECV-e3-S7a 

Forwards revised certification none er tl f I cat 1 on status 
tables por 030622 request Table 1 revised to clarify insp 
status of certification Items for which insp previously 
noted as not applicable 

DIRCK 8 .W J Office of the Executive Director for Oferetions. 
03/07/11 4app 20943 130 »4X Flche 50 - 209 , 83 / 10/0418310270369 


—0307220250 6ECY-03“a70 

Provides summary of primary sys relief (< safety valve 
testing Ir performance since TMl*-2 accident per NUREO-0737i 
Item 11 D 1 

DIRCH 8 ,W d Office of the Executive Director for OparoUona 
83/07/05. 122pp 20943 173 


0310310097 Responds to FQIA request that 16 SECVs be placed in PDR 
Forwards App A dDcuments 8CCY-82-466 withheld Iref FOIA 
Exemption S) 

FELTON. J H Division of Rules and Records 83/09/19, BMOLLY.S.C, 
Union of Concerned Scientists 3pp> 21000 146 


—0203120050 BECY-02~O77 

Informs Commission of NRC pr«gre«s In developing criteria b 
strategies re use of potassium Iodide (KI) to block 
thyroid gland In a'/cnt of accidental release of radloLodine 
Validity of distribution of KI to general public questioned 
DIRCKS.W J Office of the Executive Director for Qperationi 
62/03/19 ilpp 21000 256 


—8204070171 eECY-02-l2l 

Advises of current status of studies assessing potential 
technl cal , regulatory soc ioec ononic Impacts of proposed 
alternatives for accident water disposition 

e Office of the Executive Director for Operations 32/03/10 
I3pp, 21000 149 24X Flche 50-320, 03/09/19, 8310310097 


—8304320080 SECY-a3- 1 26 

Requests approval for publication of proposed rule sneurlng 
that certain contractors ir subcontractors of lOCFRSO 
licensees post NRC Form 3 

DIHCK 8 ,M J Office of the Executive Director for Operatloni 
03/04/06 4pp 21000 162 


—8310310116 8ECY-82-141A 

Informs of historical U current rates of license issuance 
exam failures for reactor b senior reactor operators 
Bupportlng data end Failure rates of 27); 4( 257i for reactor 
operator U senior reactor operator# resp ectively noted 
DIRCK 8 .U J Office flf the Esecuiivt Director for Operations. 
03/00/23 Spp 21000 i 66 
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—8205050588 SEC V-82- 16ft 

Ihforms of reviilo»x of IOCFrzO# for pratoction against 

raiflatiani & effort* to ascertain adverse technical If 
etonoffllc impacts, on nrc £« licensee of revised regulation 
Comparison of 10CFR20 salient issues u/al ternatlvrs end 
DiRCKSfU J Office qif the Eiecutive Director for Operations 
82/04/21 Qpp 21000 169 


-B2061 00323 SECY-02-221 

Foruards study re NRC role in contested nuclear power 
rtactor initial licensing proceedings Study concludes that 
diPfarent ‘'neutral*' tJRC role should he adopted on trial 
basis in selected cases 

BJCKHITjL Office of the General Counsel 92/06/03 60pp 
21000 177 


-“0206300342 BecY-02"a43 

Inform* Commission of status of NftC activities re 
davelppment of Improved safeguards info *y* 

DlRCKSiM J Office of the Eiecutive Director for Operations 
02/06/10 3pp 21000 24 5 


-820 625031 6 SECY-82-25 1 

Provide* Commission w/rept re property Insurance for 
decontamination of nuclear reactors as published in 
NUHEC-0891 

DlRCKSitfi^ J affice of the Executive Director for Operations 
62/06/16 4pp 21000 240 


“8211 2901 OS BECY-fl2-460 

Inforrt* Commission of historical & current rates of license 
issuance 6 exam failures for reactor operators h senior 
reactor operators 

DIHCHSjH J Office of the Executive Director for Operations 
82/11/17 4pp 21000 252 


-8310310131 5ECy-62-4B3 

iTiPorm* of present status of TMI-l restart certification 
effort fc provide* update on fWRE0-a737 items status 
DlRCKfi(W J, Office of the Executive Director for Operations 
02/12/09 16pp 21000 260 24 X Fich a 50-289, 83/09/19* 83103100? ' 


'8302160056 8ECY-d3-044 

Bub/nlti alternatives for scope of guidelines for 
post-act ident recovery in event of nuclear-related 
accidents Recommends deferment of plan development until 
completion of severe accident fc source term research 
DIACKS*U J Office of the Executive Director for Operations 
B3/0t/3i 16pp 21000 276 


8310130380 Notification of contract ex ecuti on, Mod 1 lo "Radiation 
Monitoring Program Requlremont s " Contractor State of NY 
UHDEL, 0 M Technical Assistance Contracts Branch FIN B“835*> 
NRC-2B-a3-610 03/09/29 MCOSCAR, J Region 1, Office of Director 

C03TELL0, F NRC - No Detailed Affiliation Given lj> 20770 110 


— B3101303B5 Mod 1, adding funds fco incorporate TLD pro<>ram, to "Radlatl* 
Monitoring Program Requirements •' 

LEAVYtW F New York, State of GUSTAVE, R P Technical Assistan r 
Contracts Branch FIN D~B355 NRC-80-a3-6 10 03/09/27 Ip 

20770 119 


8310170704 Requests new state liaison officer to NRC be appointed Nat< 
state liaison meeting will be held on 031206-07 In 
Mashington, DC 

PAULADIN0,N J Commissioners 03/07/29 ROCKEFrULER, J West 
Virginia, State of Ip 20798 ISO 


8310200179 Forwards NRC evaluation of NY State Dept of Environ 
Conservation radiation control progran for period 020300- 
830010 

MUftLEYrT E Region I, Office of Director 83/09/06 MERGES, D Nr-- 
YotI(, State of Ip 20833 079 


—6310200181 Rept of NRC evaluation of NY State Dept of Environ 
Conservation radiation control program for period 820303 - 
930510 

HURLEY, T E Region 1, Office of Director 03/06/28 30pp 
20835 080 


8310250116 Ach receipt of 830914 response to comments |< r flcommondatl tii’s 
following review of radiation control program Training & 
technical assistance plan details for NY Dept of Environ 
Conservation radiation control program end 

MURLEY, T E Region 1. Office of Director 83/10/19 WILLIAMS, HO 
New Yark, State of 5pp 20094 065 


-831025011? Discusses NRC 030628 evaluation of radiation control 
program Problems associated u/program being evaluated under 
agreement state program options Accc'pts 830628 offer to 
provide dept u/technical assistance 

WILLIAMS, H 0 New York. State of 03/09/14 MURLEY, T F Region 
1, Office of Director app 20094 070 


8310260318 Responds to questions in B30930 Itr re NRC regulatory 
program for U milling Applicable manual chapters end 
NU98BAUMER, D A Assistant Director for State Agreements Rrogrnms 
83/10/11 SPAIN, f1 Virginia, Commonwealth of, 3lpp 80910 301 


— 0310310136 SECY-'B3-072 

Informs of historical & current rates of license issuance 6 
exam failures for reactor operators 6 senior reactor 
operator Pess/fall rat* remelnarf consistent throughout 
Third Quarter FVS2 

DIRCKS, W J Office of the Biacotlve Director for Opera I ions 
83/02/18 4pp 21000 292. 


— 8310310140 SECY-e3-093 

Transmits IWPQ "Performance Objectives 6 Criteria for 
Corporate Evaluat i prs" |< informs of plans to defer further 
action on TMI Action Plan Itam I B 1 i w/o end 
DIRCKS. W J Office of th* Executive Director for Operation* 
83/03/09 3pp 21000 296 


STATE PROO STATE PROGRAMS 


8310070271 Forwards responses to 830726 Itr raquasting addl Info to 
amplify 030223 technical observation re state rediation 
control program 6 personnel staffing 

aOLON, L R New York, State of 83/09/14 ALLAN, J M Region 1, 
Office of Director 3pp. 20656' 357 


8310200103 Forward* 830913 Itr from State of NV, re appnd i nn to NRC 
6308SS Itr on RAGMAN code 

NU88BAUMER, D A Assistant Director for State Agreements Programs 
83/09/21 HIGGINBOTHAM, L Lbu Level Waste Licensing Branch 2pn 
20961 380 ■' 


-8310280107 Responds to NRC 830822 Itr re RADMAN computer codo No 
objections raised to use of code by persons licensed to 
dispose of radwaste at Beatty site 

VADEN. J Nevada, State of 83/09/13 NUS8BAUMER, D A Assistant 
Oirector for State Agreements Programs Ip 20761 339 


technical comments recommendations on NM Dept of 
welfare radiological health program, per 830829-0902 review t, 
evaluation Prioritl zation of steps under consideration to 
improve program recommended 

MURLEY, T E Region 1, Office qf Director 03/10/24 
New Hampshire, State of Spp 20947 127 


WALLACE. W T 


TDPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


0310070320 NWE0/CR-34G7 

REGIONAL-INTERSTATE SITE REVIEW PROCEDURE LOW-LEVEL 
RADIOACTIVE WASTE DI&PQSAL FACILITY 

• Southern States Energy Board FIN B-30206 83/09/30, Dl' 
of Health, Siting t. Waste Hanagemaitt I23pp Available at NRC 


8310030203 Forwards "Rapt of Engineering Assessment, Present Pond Line 
Sys Tailings Impoundment, Sweetwatar U Project, Near RauJ/ns. 

*■ -Tam.,, 

KLEIN, T U Union 76 Minerals Exploration Co 0O5BS n'>ynu/n*» 
SmTH.R D Ur.niu. R.cov.r, Fl.ld 0„ic, 3^( 8^03 070 


8310110612 Requcits appointment of state liaison officer to NRC 
Appointee will tc invited tn netl/state liaison officer 
831206—07 Meetings in Washington., DC 

MjSa'Si?"'''* * North CroUna. 


-0310030810 "Rapt p, englnaarlng Aiaeaamant. Pv.tant Ponii LI 
Tailings Impoundment, Sweetwater U Project Near Rawlins, 
WY for Minerals Exploration Co 
BQDDY, J R Union 76 Minerals Exploration Co 
I9pp 20603,080 


ner By* 


00580 83/07/29 


— 83101 10615 
meetings 
KERRi. 0 W, 
of State 


NutlficatiGn o# netl state liaison officer B3l206*"-07 
In Washington, DC Agenda end. 

□ fflce of Btate Programs, Director 83/09/1.6 OffI 
Programs, Director 3pp 20703 360 


Auxiliary Feedwater 
in response to 


Bys 


ojiuu30303 Forwards Rev I to BAW-1762, 

Reliability fttuily for WPPS5 Unit 1,'’ 

NUREO-0737, Item II E 1 i 
SDRENSENrO C Washington Public power SupDlu 8u«f,inv r,, „ 

03/09/03 ADEN8AM,E 5 Llc.n.ln, Dra«,h% “ SOSol^'ilT 

Flche 50-460,03/09/23,8310030303 ^ «UD?3. IBi 24X 
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0030306 OAW-1762 flOl 

ev 1 to "Aux^iari/ Focduator Sy s Reliability Study of UPPSS 
'nit 1 '* 

Babcock & Wilcox Co GL-Sa-M 03/06/30 4ipp 20593 J83 
4X Fiche 50~460i aj/09/S3. 0310030301 


D3100’10JV7 Foruuards proprietary ”He» tin^h nuse Pratendenng Hodole 8 
Integrated Control & Protection Sy & “ Rept ujithbeld 
(ref lOCFUa 790 J 

RAME. E P Westing house Electric Corp N5-EPn-2Qia 83/09/23 
EIC£NHUT>0 G Division of Licensing 2pp 20628 34Q 


30353 Foruards D6W Owners Group final Tept> “Dounding Analytical 
essment of NUREfl-0630 Models on LOCA kW/ft Utmi ts W/Use 
FLECSET ” Approval requested 

SHALL* J R Arkansas Pouier & Light Co 1CAN09Q310 03/09/23 

LZ*J F Operating Reactors Branch A Ip 20593 200 a4X 
ho 50-313.03/09/23 8310030353 


0030356 77-1140990-01 

Bounding Analytical Assessment of NUREO-0630 Models on 
OCA kW/ft Limits W/Use of FLECSET ” 

Babcock {< Wilcox Operating Plants Ouiners Group 03/09/30 
OBpp 20592 201 24X FI the 50-313.03/09/23,0310030333 


— L13100S0212 Requests proprietary classification per 10CFW2 790 For end 
rept, “Westlngli ousa Pretender Module 8 Integrated Control t< 
Protection Sys " 

WIESEMAMN. R A Mestingho-oAe Electric Corp AW-B3-71 83/09/23 

eiSENHUT. D 0 Division of Licensing Ip 20628 350 


0310050346 Foruards "RODEX2 Te/np Prediction Conservatismi. “ in response 
to NRC request for addl info Info withheld (ref 10CF712 790) 

COPELAND. R A Exxon Nuclear Co . Inc (subs of Exxon COTp ) 

RAC 066 03 03/10/03 THOMAS. C Q St andar d k la t t on ^ Special 

Projects Branch Ip 20632 343 


30620 Advises that encl D&W rapt, ^'Response to GPU Nuclear 
stions Concerning HPI Actuation at TrtI-2 About 5 41 AM 
790320.“ completed assessment of EDS Nuclear analysis 
b provided to utiJ on 030909 t( to NRC on 930915 
-KB. W J OFfice of the Eiecutlve Director for Operations 
J9/26 PALLADINQ. N Commissioners 3pp 206S6 351 24X 

le 50-209.83/09/26.9310030620 


30650 Foruiards Info requested at 630924 presentation re 
’ormance of teams using crack-tip diffraction method More 
1 will be available at intergranular stress corrosion 
king 630907-09 workshop 

0 0 Electric Power Research Institute 03/09/07 
ADiNDiN J Commissioners 4pp 20607 356 


f0026 Affidavit supporting withholding of Mark I Containment 
iram document. "Response Factors Appropriate for Use W/CO 
^onic Response Combination Design Rules “ 

'WOOD. G 0 General Electric Co 83/07/29 3pp 20600 119 
le 50-219.83/07/29.0310040026 


0301 Forwards D?.W “Bounding Analytical Assessment of NUftEO-0630 
Is on LOCA kW/Ft Limits W/Use of FLECSET." completing 
onse to NUREO-0630 Compensating models documented V 
Ification For model use provided 

AFER.G R Florida Power Corp 3F-O903-2O 03/09/29 

Z.J F Operating Reactors Branch 4 3pp 20612 227 24X 

e 50-303.03/09/29.8310040301 


040304 77-1140098-01 

ounding Analytical Assessment of NUREO-0630 Models on LOCA 
/Ft Limits W/Use of FLECSET " 

Babcock 6 Wilcox Co 03/09/30 109pp 20613 229 24X 

Che 50-302.03/09/2919310040301 


0353 Forwards "Pressuriier Relief Valve Qualification." h Rev 1 
Pressuriier Safety Valve Operability Rept. " per 
0-0737. Item 1] D 1 Design load stresses on piping & 
ings within allowable limits 

VALL. A E DaltimorE Oas U Electric Co 03/09/28 MILLER. J R 
ating Reactors Branch 3 4pp 20615 036 24X 

0 50-317.63/09/20.0310040353 


040305 "Pressurlier Relief Valve Discharge Piping Qualification 
pt on Task 05000 

ITH. J V . VENTURA. J C Bechtel Corp 83/09/23 154pp 

ills 040 24X Fiche 50-317i 83/09/28. 0310040353 


540357 CEN-24D(t?) ROl 

/ 1 to "Pressunxer Safety Valve Dperability Rept ” 

Combustion Engineering. Inc 03/09/30 JODpp 20615 194 24x 

:be 50-317.03/09/20.0310040353 


0310050400 Forwards requested snfo for use in determining Fee to be 
assessed for review of XN-NF'*7e-44 (NP>r "Generic Analysis 
Of Control Rod Ejection Transient f-or PWR " 

THOMAS* C 0 Standard i I at ion & Special Projects Branch 63/09/21 
QERKOH* H N Management Analysis Branch 2pp 20640 359 


6310050463 Forwards application to amend License DPR-20i mod 1 f y Ing basis 
for limiting safety sys settings for reactor protection ays 
VANDEWALLE* D J Consumers Power Co 83/09/29 CRliTCHFtEUD. D 
Operating Reactors ffranch 5 Ip 20600 055 24X 

Fiche 50-255.03/09/29.0310050463 


—0310050470 XN-NF-83-37 

"Rod Uith-draual Transient Reanalysis for Pallaades Reactor *' 
FRYER. 0 C . CKANDLCR.O C . KAYSER*WV Exxon Nuclear Co . tn< 
(subs of Exxon Corp 1 83/06/26 S9pp 20630 064 24X 

Fiche 50-255.03/09/29.0310 050463 


0310060267 Forwards proprietary “Westlnghouse Advanced PWR 
Pretendering Module 9- Component Cooling Sys* " 
supplementing 021101 submittal Rept withheld (ref 
10CFR2 790> 

RAHE.E P Westing house Electric Corp Ne-EPR-2B29 03/09/30 
EISENHUT.D O Office of Nuclear Reactor Regulation, Director 2pp 
20646 151 


— 8310060270 Requests "Wes t i ngliousc Advanced PWR Pretender ing Module 9 - 
Companent Cooling Sya* " be withheld per 10CFR2 790 
WIE8EMANN. R A We sting house Electric Corp AW-B3-79 03/09/30 

EISENHUT.D G Office of Nuclear Reactor ReguJatjon. Direebor Ip 
20646 153 


0310070104 Forwards evaluation accepting XN-NF-70-'44 (NPl "OensTkc 
Analysis of Control Rod Ejection Transient for PWR*" for 
referenclnt) in license applications Requests nonpropr i a tary 
version within 3 months of receipt of 1 tr 

THOMAS* C 0 Standardiiat ion & Special Projects Branch B3/09/21 
CHANDLER. J C Exxon Nuclear Co * Inc (subs of Exxon Corp ) Ip 
20601 001 


— 0310070112 Evaluation accepting XN-NF-78-44 CNP) "Generic Analysis of 
Control Rod Ejection Transient for PWR." for referencing in 
license applications 

e NRC - No Detailed Affiliation (»iven 83/09/21 6pp 
206BI 002 


B310070174 Notification of 9310D4 meeting w/We sting hous e In Detbesda.MD 
to discuss WCAP-10263 (NPl "Review Plan for Uprating 
Licensed Power of Advanced PWR Power Plant 

MORANrD H Standardliatlon fc Special Projects Branch 83/09/26 
THOMAS. C O Standardiiatian £< Special Projects Branch Ip 
20600 291 


1363 Forwards response to NRC B306O1 SER re Westmghouse Owners 

> emergency response guidelines per Suppl i to 

J-0737 

»ARD, J J Westmghouse Operating Plants Owners Group 

>ARD. J J Carolina Power 8. Light Co OG-105 03/09/27 

(HUT. D G Division Of Licensing 42pp 20620 235 


>415 Forwards "Implementation of NUREG-0619 Feedwater Noixle 
.ing." 4< proprietary "Peach Bottom Atomic Power Gtation. 

2. Feedwater Noiile Fracture Mechanics Analysis to Shqw 
Proprietary rept withheld (ref 1QCFR2 790> 

lOHER.J M Philadelphia Electric Co 03/09/29 EISENHUT.D G 
.ion of Licensing 2pp 20623 303 Z4X Fiche 50-277.03/07/2? 
>40415 


>185 Forwards proprietary rov to N60E-24on-P-A-6. “OE Std 
cation for Reactor Fuel." documenting expanded approach 
ability Affidavit end Rev withheld (ref 10CFB2 790) 

[LEV. J 3 General Electric Co MFN-103-83 03/09/30 

iS. C 0 Standard i lat ion <c Bpeclal Projects Branch 6pp 
r 342 


0310070260 Forwards propriatary XN-NF-691 (P». '"gtabtUby Evaluation of 
BWR Cores " Rept withheld (ref 10CFR2 790> 

CHANDLER, J C Exxon Nuclear Co . Inc (subs of Exxon Corp ) 

03/09/30 THOMAS. C O Stanc^ard i xat i on «« Special Projects Branch 
ip 20654 329 


B31007O264 Forwards proprietary ’’Dresden 2/3 Nuclear Generating Plant 
Suppression Pool Temp Response«” "El Hatch Nuclear Power 
Station Units 1 It 2 Suppression Pool Temp Response" It Marl 
1 03OB2& meeting vlewgraphs Rppts withheld (ref 10'CFR2 790) 
PFEFFERLEN. H C General Electric Co MFM-1B0-D3 03/09/30 

VASeALLO, DD Operating Reactors Dranch 2 61pp 20011 292 24X 

Fiche 50-000,03/09/30.0310070264 


B31DO7O-201 Forwards proprietary 'Xempl lance of OE BUR Fuel Designs to 
Btebilxty Licensing Criteria Response to Stability Action 
Item From NRC re Single Loop Operation " W/afPidavit Rept 
wl thh eld 

PFEFFERLEN. H C General Electric Co MFM-181-83 83/09/30 

THaMAB, C 0 Standardliatlon &. Special Projects Branch 5pp 
20657 0 6 5 
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83lD0703tO Forwards proprietary "Comp 1 lanc b of CE BWR Fuel Design? to 
Stability HcenairtS enter ia-Stab 1 1 » ty . " supporting 

amend to GE Ltr fJEDE-24011 Affidavit end Rept withheld 
PFEPFERLEN, M C General Electric Co HFN-182-83 03/09/30 

THOMASiC 0 standard i lati on t( Special Project? Branch Spp 
20£i32 219 


0310070344 Acli receipt of 030009 ltr transmi tting rept of retrofit 
plan for Beinau Nuclear Plant Rept should be treated as 
commercial prlvil=9»il info b end H/o end 
KRIEOERjR W Southern California Edison Co 03/09/20 
CRUTCHFIELD. D Operating Reactor* Branch 3 Ip 20&51 099 


0310070359 Discusses progress of life testing at Wyle Labs for boiling 
water version of actuator referenced in Rept GfcW-FSD S33B« 
expected in Oct 1983 Test exceeded full vibration loading 
expected in. 40-yr plant life before mechanical failure 
WElflZ, D A. Gulf Wastern Industries. Inc FD3 03-233 03/09/20 

THOKAB. C 0 Standard ijation $( Special Projects Branch 2pp 
20651 093 


0310110142 Forward* proprietary Westinghouse responses to NRC Request 1 
for addl info on WCAP-10271. "Evaluation of Surveillance 
Frequencies *' <• proprietary Supp 1 1 to "Evaluation of 
Burviillance " Enel* withheld <ref lOCFRS 7901 
SHEPPARD. J U -Westinghoute Operating Plants Owners Group 

SHEPPARD. J- J Caroline Power & Light Co 00-106 83/10/04 

THOMAS. C □ Standardl lation b Special Projects Branch 2pp 
20669 076 


— 0310110149 Authorixss use of Affidavit CAW-B3-67 re withholding of 
proprietary responses to NRC Req.«»st 1 for addl info on 
830720 lfCAP~lOS7l ht Suppl 1 to ’’Evaluation of Surveillance 
Frequencies & Out of Sve Times for Reactor Protection " 
WIESEMANN. R. A Westinghoose Electric Corp CAM-83-67 83/09/13 

Thomas. C O Btandardnation h Special Projects Branch Ip 

20669 078 


0310110503 Responds to FOIA request for BMR Owners Group control room 
survey program Requested info placed in LPDR 

FELTON. J n Division of Rules and Records 83/07/08 WILLIAMS, 0 0 
Affiliation Unknown Ip 20708 002 


— 9310110511 "BWR Owners Group Control Room Improvements Committee Human 
Factors Engineering Control Room Survey " 

FANHRATZ. D R . ROSS. K C . HULLEE. 0 R BMR Owners Group 81/01/1’^ 
SBpp 20708 009 


'—8310110513 '^GWR Owners Group Control Room Design Review Program. 
Development h Methodology 

4 General Electric Co B]/oe/01 26pp 20709 096 


-8310110518 "BMR Owners Group Control Room Survey Worlihop. Human Factors 
Engineering,"’ w/*uppls 6 vieugraphs 
* BWR Owners Group 83/09/01 310pp 20700 1 21 


3310120312 Forward* technical rept "Mark I Containment Program Plant- 
Unique Analysi* Rept of Torus Attached Piping for Vermont 
Yankee Nuclear Power Plant " 

SINCLAIR. 0 S Vermont Yankee Nuclear Power Corp FVY 83-100 
B3/10/06 VASSALLOi D B Operating Reactor* Branch 2 Ip 
20697 255 24X Fiche 50-271,03/10/06.0310120312 


—0310120315 TR-5319-a 

"Mark 1 Containment Program Plant-Unique Analysis Kept of 
Torui Attached Piping for Vermont Yankee Nuclear Power 
Plant " 

a Teledyne Engineering Service* 03/10/03 95pp 20697 256 
54X Fiche 50-271,83/10/06.0310120312 


B310120324 Advises that Ray Miller* Inc Purchase Orders 63023 & 51610 
were far items used at Mt Storm Fossil Power Station & util 
was end user Items were not sold to any other company or 
individual 

BRQMNi C A Virglnie Electric tc Power Co B3/10/03 DEYOUNG.R C 
DiTictOT^s Office. Office of Inspection and Enforcement 4pp 
20700' 316 


8310120407 Fqruerd* nonpropr 1 etary rept L Suppl 1 to "HB Robinson Uni^ 
2. Cycle 10 BAR " Alio forward* proprietary "ECCS L Plant 
Transient Analyse* " U ^Mechanical Design Rapt " Repts 
withheld <ref lOCFRfi 790) 

LITLEY, E E Carolina Power k Light Co lAP-03-446 03/10/05 

VAROA. 8 A Operating Reactors Branch 1 I4pp 20697 176 24X 

F i < h e , 50-26 1 * 03/ 1 0/05, 83 1 0 1 20407. 


— 0310120419 XN-MF-03-72 

Nonproprietary "HB Robinson Unit 2,Cycle 10 8AR " 

OTQNE. 1,2 . ADAMBrF T . LAMBERT. M U Exion Nuclear Co . Inc 
ieubt of Exxon Corp J 83/09/01 39pp 80697 188 24X 

Fiche 80-261,03/10/05,8310120407 


—8310120422 XN-NF-83-72 BOl 

Nonproprietary Suppl 1 to "HD Robinson Unit 2. Cycle lO SAR " 
STONE. I t « ADAMS, F T . LAMBERT. W L Exxon Nuclcai Co p Inc 
(subs of Exxon Coi p ) 83/09/14 2Bpp 20697 237 24X 

Fiche 50-261,83/10/05.0310120407 


0310130097 Forwards nonproprietary 8, proprietary responses to 030002 
telcon request for addl info re proposed Tech Bpec change 
concerning in-core detectors Affidavit end Proprietary 
rept withheld (ref I0CFR2 790) 

ORIFFIN.J M Arkansas Power tt Light Co 2CANO9031 1 B3/09/30 

MlLLERiV R Operating Reactors Branch 3 lOpp 20/25 277 24X 

Fiche 50-360.03/09/30,9310130097 


—8310130109 CEN-255(A)-NP 

Nonpropr letary "Responses to NRC Questions re Arkansas 
Nuclear Unit 2 Cycle 3 Tech Spec Change " Proprietary info 
deleted (ref 10CFR2 790) 

e Combustion Engineering. Inc 03/00/31 5pp 30729 207 34X 

Fiche 90-368.03/09/30.0310130097 


0310140143 Forwards proprietary "Rancho Beco Cycle 7 Reload Rept - 
VqI 1 - Mark DZ Fuel Assembly Design Rept, " in support of 
Cycle 9 reload planned for late 1904 Rept uilthheld 
(ref lOCFRa 790) 

TUCKER, H B Duke Power Co 03/10/07 DENTON, H R Office of 
Nuclear Reactor Regulation. Director STOLZ.U F Operating Reac to 
Branch 4 2pp 20766 067 24X Fiche 50-000,03/10/07.8310140143 


— B310140145 Forwards proprietary "Rancho Sec o Cycle 7 Reload Rept - 
Vol 1 - Mark DZ Fuel Assembly Design Rept." Apr 1903 
Affidavit supporting determination of proprietary nature of 
rept end 

TAYLOR. J H Dabcgck 6 Wilcox Co 03/09/15 MINER. S Office of 
Nuclear Reactor Regulation. Director 0p p 20766 069 24X 

Fiche 50-000. 03/ 10/07. 8310140143 


8310140192 Notifies of Owners Group ATWS Committee 030026 meeting 
in Bethesda.MO re conceptual designs for diverse scram sys !< 
proposed reactor trip breaker liability monitoring program 
to address Generic Ltr 83-20 

ENDS. J T Babcock 6 Wilcox Operating Plants Owners Group ENOS* -J 
Arkansas Power 6 Light Co OLC-103-03 03/10/05 EISENHUT. D O 

Division of Licensing ip 20765 066 


0310140163 Forwards Rev 2 to "QA for American Inst of Steel Const 
Nuclear Quality Certification Program." per Region Iv 030902 
ltr of approval Revised pages sent to holders of controlled 
copies 

PESHEK.C American Institute of Eteel Construction. Inc 83/10/11 
NRC - No Detailed Affiliation Given 2pp 20765 000 


— 8310140165 Advises that proposed Rev 2 to "QA for American Inst of 
Steel Const Nuclear Quality Certification Program," meets 
10CFR50.App B criteria 6 is acceptable 

POTAPOVS, U Region 4. Office of Director 03/09/03 PESHEK. C 
American Institute of Steel Construe t ion, Inc 2pp 20765 OlO 


—8310140174 FCTPN-78 

Rev 2 to "QA for American Inst of Steel Const Nuclear 
Quality Certification Program " 

PE8HEK.C American Institute of Steel Construction, Inc 
83/09/16 15pp 20765 012 


0310140227 Forwards nonproprietary response to 030923 request for addl 
info on WCAP-8720, Addendum 2, "Revised PAD- Code Thermal 
Safety Model" (proprietary) !< WCAP-Q785 (nonproprietary ) 

RAHE, E P Westlnghouse Electric Corp NS-EPR-2032 B3/09/3O 

THOMAS.C 0 Standard! xation k Special Projects Branch 3pp 
20761 247 


0310140239 Forwards nonpropr i etary k proprietary approved version* of 
Vol 4 of '*Exxon Nuclear Co (ENC) Methodology for BMRt 
Application of ENC Methodology to BWR Reloads *' Proprlotary 
version withheld (ref 10CFft2 790) 

chandler, J C Exxon Nuclear Co . Inc (subs of Exxon Carp ) 

JCC 091 B3 03/09/30 THOMAS.C, 0 Standard 1 lati on X, Special 
Projects Branch Ip 20759 240 


—0310140244 XN-NF-0O-19(NP) <A>V4 

Nonproprietary approved version of Vol 4 of "Exxon Nuclear 
Co (ENC) Methodology for BMR* Application of ENC Methodology 
to fiWR Reloads " 

CHANDLER, J C, . 0M8LEV. G F , STOUT, R B Exxon Nuclear Co , Inc 
(subs of Exxon Corp ) 03/09/14 50p p 20799 241 


8310170091 Forward* repts on 821209 main generator failure tt 
proprietary h nonp roprietary repts on seven main transformer 
failures occurring between 801129 & 021205 Proprietary rept 
withheld (ref tOCFtiS 790) 

STEWART, W L Virginia Electric k Power Co 482 03/10/05 

Denton, H R Office of Nuclear Reactor Regulation. Director 
MILLER, J R Operating Reactors Branch 3 2pp 20709 207 24X 

Fiche 50-330,83/10/09,8310170091 
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— 0310170107 Nonpropr i&tary version of "Transformer Rept on Events at 
North Anna Power Station "* 

CQSSAARTi J j PETRiEtE i SKODGLUND*- J Ues tinghouse Electric Corp 
83/06/16 376pp 20789 236 34X Fiche SO-saa. 83/ 10/05 < 

Q310170091 


8310170190 Foruard^ Rev F to QA program manual Historical document 
containing all changes to QA manual since first edition 
issued in Aug 1973 end 

COUNSIL.W 0 Northeast Utilities Service Co C0UN51L« N 0 
Northeast Utilities 010911 e3/0'?/3{) flURLEVr T E Region 1. 

Office of Director 2pp 20787 116 24X Fiche 50-423,83/09/30. 

8310170190 


8310300193 Forwards proprietarg "Wes 1 1 nghou s e Response to NRC Oupstlor' 
at 830901 Meeting on Pr e tend er ing Module 6 ” Reactor Sy s ” & 
application for withholding proprtetarg Info per 10CFR2 790 
RAHE. E P Westlnghouse Electric Covp NS-EPR“2a30 63/09/30 
EIBENHUT.DG Office of Nuclear Reactor Regulation, Director 3p p 
20033 257 


*•"0310200177 Application for withholding proprietary info in 

"Westinghouse Response to NRC Questions at 830901 Meeting on 
Pretendering Module 6 - Reactor Sys," per 10CFR2 790 
WIESEMANN, R A Westinghnuse Electric Corp Ay-B3-e2. 03/09/30 

EISENHUT.D O Office of Nuclear Reactor Regulation, Director Ip 
20033 261 


— 8310170198 Rev F to QA program manual 

KELLY.R a , ALLEN. W F . SMITH, L 5 Stone h Webster Engineering 
Corp 01/04/06 5S7pp 20787 110 24X Fiche 50-423183/09/30, 
8310170190 


8310170540 Forwards Rev 1 to Vol 3 to "GESTR-LQCA It SAFER Models for 
Evaluation of LOCA " End withheld (ref iaCFR2 790) 

QUIRK, J F General Electric Co MFN-107-83 83/10/06 THOMASr C □ 

Standard 1 lation Special Projects Pranch 5pp 20782 183 


B310180370 Approves roauest for withholding CEN-181-P generic responsp-s 
re inadequate core cooling per TMI item II F 2 from public 
disclosure (ref 10CFR2 790) 

CRUTCHFIELD, D Operating Reactors 8 ranch 5 LSOS-BS- 10-033 

03/10/11 SCHERER, A E Combustion Engineering, Inc 4pp 
20027 010 


83101B0379 Approves request for withholding listed proprietary info re 
inadequate core cooling per TMI Item II F 2 from public 
disclosure (ref 10CFR2 790) 

CRUTCHFIELD, D Operating Reactors Dranch 5 LS05-83- 10-029 

83/10/11 WIESEMANN.R A Uestlnghouse Electric Corp 2pp 
20026 355 


B310180S33 Approves 811125 tt 1201 requests for withholding CEN-1B5, 
Suppl 2-p "Heated Junction Thermocouple Phase 11 Test Rept" 
re TMI Item II F 2 from public disclosure (ref tOCFRS 770) 
CRUTCHFIELD, D Operating Reactors Branch 3 63/10/11 SCHERER, A t 

Combustion Engineering. Inc 4pp 20823 001 


8310100560 Discusses EER re GE proposal to delete control rod drop 
accident from std OE-DWR reload package for banked 
withdrawal sequence plants W/o encl 

THOMAS, C 0 Standard J I ation tt Special Projects Branch 63/10/13 
RUBENSTEIN.L 8 Assistant Director For Core & Plant Systems Ip 
20024 358 


8310190009 Forwards proprietarg "Koch Process 8ys VR-8ys 350 Low Level 
Radwaste Vol Reduction Sys " Rept uiithheld 
ABRAMa, R Koch Industries, Inc 03/10/05 THOMAS, C 0 
Standardi latlon tt Special Projects Dranch Ip 20823 127 


8310190043 Forwards "VEPCO NOMAO Code ?< Model *' Rept is one of series 
discussing nuclear reload licensing tt core follow 
support capabll Itles 

STEWARTrW L Virginia Electric tt Power Co 545 03/10/14 

DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
20822 335 24X Fiche 50-000,83/10/14,8310190043 


8310210020 Forwards proprietary version of -"Rancho Seco Cycle 7 Reload 
Rept.S/ol l.Mark BE Fuel Assemblg Design Rept Vol 2 will be 
submitted In Fall 1904 Rept withheld 

KATTIMOE, J J Sacramento Municipal Utility District B3/10/1B 
EI6ENHUT, D G Division of Licensing Ip 20S58 201 84X 

Fiche 50-312.83/10/18,0310210020 


B31021O139 FoTwatds proprietary XN-NF-82-25(P ) iA) , ’■Oeueric 
Mechanical Design Rept Exxon 17x17 Fuel Assembly** it Rev 1 to 
XN-NF-02-21 (PHA) » "Application of Exxon Nuclear Co PWR 
Thermal Margin " Repts withheld Crof 10CFR2 790) 

CHANDLER, J C Exion Nuclear Co , Inc (subs of Ei ion Corp ) 
JCC 095 B3 03/10/07 THOMAS, C O Standa rd 1 1 a tion Sc Special 
Projects Branch 2pp 20051 095 


8310250013 Discusses topical rept evaluation of NEDE-24326-P, "OE 
Environ Qualification Program “ Dlsclaimar contained in rept 
makes transition into topical rept program impossible 
Recommends rept remain on Perry docket 

KIRAOLIA, F J Assistant Director for Safety Assessment 83/10/17 
NOVAK, T M Assistant Director for Licensing 2pp 20916 210 


—8310250018 Forwards topical rept evaluation of NEDE-24326-P, "OE 
Environ Quai if ication Program ” Qual i f 1 cat i on methodology 
presented No plant-specific qualification parameters 
developed Rept acceptable 

KNIGHT, J P Assistant Director for Comp I* Structures Enginetrino 
(Post 030201) 03/07/14 MIRAOLIA, F J Assistant Director for 

Safety Assessment 2pp 20916 212 


— 8310250021 Topical rept evaluation of NEDE**24326-P, "CE Environ 
Qualification Program " Rept acceptable 
* Commissioners 83/07/14 17pp 20716 214 


0310250273 Responds to IE Bulletin 83-07 re apparently fraudulent 
products sold by Ray Miller, Inc Ray Miller, Inc products 
placed in inventory for in-house maint needs I terns isolated 
tt will be discarded 

AUSTIN, M A Babcock St tfilcox Co IEB-a3-07 B3/09/23 MURLEY, T E 

Region 1. Office of Director 2pp 20079 021 


8310250977 Assists In resolving TMI Action Item 1 1 K 3 30 re small 
break LOCA methods Response listed in three segments Part 1 
completed by C-E, Part 2 to be performed by C-E fic Part 3 
represents new uDri not considered part of CEN-203-P 

WELLS, R W C-E Operating Plants Owners Group WELLBi R. W Northeast 

Utilities RWW-B3-54 83/10/12 THOMAS. C O Standard 1 j at Ion L 

Special Projects Dranch 2pp 20700 346 


—8310190057 VEP-NFE-I 

"VEPCO NOMAD Code It Model 

BOWMAN, S M Virginia Electric U Power Co 83/09/30 UBpp 
20822 337 24 X Ficfie 90-000,83/10/14.8310190043 


8310190097 Forwards Rev 14 to operational OA program Rev addresses 
organiiational & programmatic changes to QA program 
SHEPARD, A M Yanlfee Atomic Electric Co FVY 83-109 03/10/12 

HURLEY, T E Region 1, Office of Director Ip 20822 117 24X 

Fiche 50-000,83/10/12, 83 J 01 90097 


—8310190105 YOQAP-I-A R 14 

Rev 14 to operational QA program 

PETERSONrW K , SHEPARD, A M , MURPHY, W P Yankee Atomic Electric 
Co 83/10/12 I34pp 20022 JIB 24X Fiche 50-000,83/10/12, 
8310170097 


8310200170 Forwards summary of test results it basis for conclusions for 
Model DD-50 circuit breaker undervo I tags trip attachment, p er 
IE Bulletin 03-01 

RAHE,E P Wsstinghouse Electric Corp IEB-B3-0i 83/10/09 
DENTON, H Office of Nuclear Reactor Regulation, Director I7pp 
20034 054 


0310260156 Forwards Rev 1 to Sgppl 3 of '"Probabilistic Risk Asiessmenb 
of Effects of PORVs on Depre * sur J latlon & DHR " Changes are 
result of detailed treatment of automatic PORV cases &< 
complete analysis of auxiliari/ feedwater restoration 
VAN BRUNT, E E Arliona Public Service Co ANPP-2B0O4-HFQ/ 

03/10/13 KNIGHTON. O Licensing Branch 3 3pp 20714 170 24X 

Fiche 50-528,83/10/13,0310260196 


—0310260160 CEN-237 903 RO 1 

Rev I to Suppl 3 of "Probabilistic Risk Assessment of 
Effects of PORVs on Depr es sur 1 eat ion DHfl 

# Combustion Engineering, Inc 83/07/30 373pp 20714*101 a4> 

Fiche 50-928,03/10/13.8310260156 


8310260237 Forwards "Trojan Nuclear Plant Cycle 6 Startup it Power 
Escalation Physics Testing Rept *' 

WITHERS, D D Portland General Electric Co 83/10/14 MARTIN, J 0 
Region 5, Office of Director Ip 20712 024 24X 

Fiche* 30-344i 03/10/14,8310260237 


8310260279 Forwards nanpr opr i etary fit proprietary verifans of 
'*Count erf 1 ow Preheat Steam Generator Tube Expansion Rept*' tt 
'♦Count erf low Preheat Steam Generator Tube Vibration Summary 
Rept *• Proprietary version withheld Cref 10CFR2. 790) 

RAHE, E P Westing house Electric Corp NS-EPR-2ei4 83/0 8/26 

EISENHUT.D Q Division of Licensing 2 pp 20909 354 a 4 )( 

Fiche 90-445,83/08/26,8310260279 


480 


NONDOCKETED ITEMS 


— 831D26D?ai Application for withholding proprietary versions of 
’'Count erf low Prieheat Steam Oenerat-or TuOe Expansion Rept" It 
"Counterf low Preheat Steam Generator Tube Vibration Suinmary 
Rept. " per 10CFR2 790 Affidavit end 

UIESEiMANNiR A Wes ting house Electric Corp AM-B3-53 63/08/2^ 

EISENHUT, D O Division of Licensing 9pp 20909 358 24J( 

Fiche 50-445,83708/26.8310260279 


— 83102602B4 SGPR-aSOl 

nonproprie targ version of "Counter f 1 oui Preheat Steam 
Generator Tube Expansion Rept “ 

♦ Westinghouse Electric Corp 03/06/30 140pp 30910 005 34/ 

Fiche 50-445.83/08/26.8310260279 


— 0310260286 8GPR-9302 

Nonproprietary version af "Counterflou Preheat Steam 
Generator Tube Vibration Summary Rept " 

* Wastinghouse Electric Corp 813/06/30 laOpp 20910 144 24' 

Fiche 30-445i 83/08/26, 8310260279 


0310270006 Notification of 831026 mee ting w/C-E in Bethesda.MD tn 
(fiscuss use of pipe whip restraints in C-E std SAR design 
NEVER I S C Standard! lati on ir Special Projects Branch 03/10/19 
THOMAS, C O Standard 1 latl on Special Projects Branch 2pp 
20940 165 34X Fiche 50-470,83/10/19.8310270006 


0310270038 Forwards CASE-TR2. "OA Program for Nuclear Section of 
Coordinating Agency for Supplier Evaluation." in response to 
NRC 830826 request 

OAJAOA. E C . SUAMSIOER. T G Coordinating Agency for Supplier 
Evaluation <CASE Assoc ) * Cleveland Electric Illuminating Co 

03/10/05 NRC - No Detailed Affiliation Given ip 20937 169 


— 0310270090 Evaluation of proposed Rev 2 to "OA Program for Nuclear 
Section of Coordinating Agency for Supplier Evaluation " Rev 
acceptable 

POTAPOVS. U Region 4. Office of Director 83/08/26 BAJAOA.E C 
Coordinating Agency for Supplier Evaluation (CASE Assoc > 9pp 
20937 164 


—G31 0270 093 CA8E-TP2 R02 

Rev S to "GA Program for Nuclear Section of Coordinating 
Agency for Supplier Evaluation " 

« Co-ordinating Agency for Supplier Evaluation (CASE Asaoc ) 
03/09/30 40pp 20937 166 


8310270031 Responds to FOIA request for "Meatinghousc Advanced PWR 
Licensing Control Document." dtd Aug 1982.(0 be placed in 
PDR Document withheld (ref FOIA Exemption 4) 

FELTON. J N Division of Rules and Hecortfa 83/07/14 PEDRO. J NUG 
Corp Ip 20942' 016 


8310570057 FOIA request for "Westinghouae Advanced PWR Licensing 
Control Document." dtd Aug 1982. to be placed in PDR Rept 
referenced at NRC B2U30 meeting w/tles tinghouse 

PEDRO. J NUS Corp CD-IS~83*-021 03/06/00 Division of Rules 

and Records tp 20942 017 


8310270594 Forwards "Recommendations for Improvement of Equipment 
Qualification Methodology Ic Criteria." Contract 
MRC-04''SJ-I65. Task 3 summary rept 

CAMPBELL. W E Mechani cal /Structure 1 Engineering Qranch 
NRC-04-01 - 105 03/10/21 MORRIS. Q Electrical Engineering Drench 

NODNAN, V Equipment dual if ication Dranch D08NAK, R J Materials 
Engineering Branch Ip 20920 295 


— 8310270398 SWRI -6 502-003 

"Recommendations for Improvement of Equipment Guel i flcat Ion 
Mathodology «» Criteria," Contract NRC-O4-B1-I09. Task 3 
summary rept 

KANA, D D , POMERENINO. D J Southwest Research Institute 
NRC-“04-Bl~lB5 03/lO/OJ Office of Nuclear Regulatory Research, 
Direc tor 6Bpp 2092B 257 


6310200106 Forwards proprietary version of Westlnghouse Advanced PWR 
RESAR SP/90 - Module 1, "Primary Side Safeguards Sy s 
Module ' Ropt withheld (ref 10CFR2 790) 

RAHE. E P Westinghouse Electric Corp NS-EPR-2B42 83/10/24 
DENTON. H R Office of Nuclear Reactor Regulation, Director 76pp 
20934 198 


— 8310280110 Application for withholding Westinghouse Advanced PWR 
RESAR SP/90. "Primary Side Safeguards Sys Module," from 
public disclosure 

UlESEMANN. R A Westinghouse Electric Corp AW-03-93 83/10/24 

DENTQN, hf n Office of Nuclear Reactor Regulation. Director 9pp 
20934 276 


0310310410 Forwards D8.W Owners Group Analysis Committee/Coro 
Performance Committee Rept "Bounding Analytical Assessment 
of NUREG-0630 Models on LOCA kW/ft Limits W/Use of FLECSET " 

HUKILL. M D- General Public Utilities - GPU Service Corp 

921 1—03 -“SO 5 03/10/21 NOVAH. T Assistant Director for Licensing 

Ip 20961 OOl 24X Fiche 50-289.83/10/21.8310310410 


--83103I04J3 77-1140898-01 

"Bounding Analytical Assessment of NUReo-0630 Models on 
LOCA kW/ft Limits W/Use of FLECBET " 

» Babcock Wilcox Operating Plants Owners Group 03/09/30 
I04pp S0961 002 24X Fiche 50-209.83/10/21.8310310410 


8310310476 Approves request for withholding Rev 3 to BLW Topical Rept 
000. "Assessment of TMl-1 Plant Safety for Return to Sve 
After 6team Generator Repair" (ref 10CrR2 790) 

9T0LZ.J F Operating Reactors Branch 4 83/10/11 HUKIUL. H D 

General Public Utilities - GPU Service Corp Dpp 20965 183 24X 

Fiche 90-269.83/10/! 1. 0310310476 


B3103 10409 Summary of 830626 meeting ut/B^tW Owners Group re 
imp 1 ementati on of Generic Ltr B3-26 concerning defenses 
against ATWS ft proposed ATW5 rule For DI'W plants List of 
attendees 9< viewgraphs end 

KADAMUr.P Operating Reactors Branch 4 OU-03-2a 83/10/20 

Operating Reactors Oranch 4 13pp 20969 147 24X 

Fiche 50-000.83/10/20.0310310489 


6310310505 Notification of 831026 meeting w/West inghouse in Dethesda. tir 
to discuss proprietary portions Of review of Wostlnghouse 
safety parameter display sys 

DICK. G F Operating Reactors Branch 5 83/10/20 CRUTCHFIELD. D 

Operating Reactors Branch 5 2pp 20969 101 


WASH regulatory PUBLICATIONS - PRE-NUREO SERIES 


0310040307 Submits evaluation of existing Westinghou&e 8TB provisions 
ASME Code Section XI. Reactor Safety Study (WASH 1400). 

NUREG-0677 t< EO&G rept on "Inservldo Leak Testing of Primary 
Pressure Isolation Valves" as applicable to plant design 
CLAYTaN. F L Alabama Power Co 03/09/27 VARGA. S A Office of 
Nuclear Reactor Regulation. Director 16pp 20625 200 24X 

Fiche 90-348.83/09/27,8310040387 


6310120016 Addl response to FOIA request for document re problems w/ 
Tech Specs applying to RCS leakage determinations in PWRs 
Forwards App A documents 

FELTON. J M Division of Rules and Records 03/07/07 VOIGT. H H 
LeDoeuf. Lamb. Lelby & MacRac 2pp 20751 001 24X 

Fiche 50-000,03/07/07.0310120016 


—8003240118 Requests specs for surveillance h limiting conditions to 
ensure valve integrity if Event 5 valve configuration 
exists NRC 800225 ltr requesting LWR licensees to indicate 
if Event 5 valve conf Ig uration exists at facility enel 
POLK. P J Operating Reactors Branch 3 (Pre 800428) 80/02/29 

WETMQRE. J Operating Reactors Branch 2 (Pre 600428) 2pp 
20791 027 


S31O20OOO7 Forwards draft answers to NRC Raquest 2 for addl info on 
WCAP-i0079(PJ Response should be withheld (ref lOCFRS 790) 
WElBEHANMiR A WaitinghbUse Electric Corp AW-a3-89 63/10/10 

THOMAS. C 0 Standardi lation b Special Projects Branch Ip, 

20929 036 


— 8310280017 Requests draft answers to NRC Request 2 for addl info on 
MCAP- 10079(P > b« treated as proprietary (ref 10CFR2 790) 

RAHE. E P Westinghouse Electric Corp N8-EPR-2B38 03/10/10 

THOMAS. C 0 Standardi zation «( Special Projects Branch Ip 
20929 037 


B31O20OO99 Forward* BLW Owners Group ropt "Bounding Analytical 
Assessment of NUREO-0630 MoifeU on LOCA iH/Ft Limits W/Use 
of FLECBET '• 


RODRIOUET.R J Sacramento Municipal Utility District 
63/10/21 BTOLZoJ F, Operating .Reactors Branch 4 la 
^24X Fiche 50-312,83/10/21.0310280097 


RJft 83-705 
20939 212 


— 8003240123 Ltr all LWR licensees renuesting that periodic valve tesi- 
or continuous sgrveillonce be performed to determine if 
Event 5 valve configuration exists at facility Requests 
listed info re valve conf i guratlon 

EIBENHUT. D 0 Division of Operating Reactors 80/02/25 
Dlvist-on of Operating Reactors 3pp 20751 034 


— 8310120018 Notifies gf decision to expand existing contract w/Frank]i* 
Inst to include technical assistance on Generic 
Activity 0-49. "LWR Primary Coolant 8ys Pressure Isolation 
Valve* " Mgt concurrence requested 

POLKi P J Operating Reactors Branch 3 (Pre 800426) 80/03/06 

BUTCHER, E NRC - No Detailed Affiliation Given 23pp 20751 00) 


— ■* -p- primary coolant sys 

,»ir.% „ I II H .r , into plant 

rf 

" r *’ • . . I I il . 81/04/20 Ip, 20751 OS"* 

.*4 ' ■ V ■ , , If. 



NONDOCKETED ITEMS 


0310270040 R&spunds to roiA request for docunients Eontainins info re 
entission of radiQactjve iodine & other fission products 
during reactor accidents Forwards App A documents App B 
documents can be purchased from NRC 

FEtTOM. J n Division of Rules and Records 83/07/06 ROGERS. H A 
Affiliation UnJfnown 4pp 20740 345 24X Fiche 50-32010 3/07/06. 

□310270040 


— 03lO27OO4i Forwards draft "Comparison of Iodine Qehavior During TMI-2 
Accident W/Predlc tions Based on WASH-1400 Methodology " 

POSTKA, A K Senton City Technology 02/04/53 PASEOAO.W F 
Accident Evaluation Branch 4lpp 20940 349 24X 

Fiche 90-320.83/07/06-0310270040 


— S3i0270044 Draft "Comparison of Iodine Dehavior During TMI -2 
Accident W/Pretf i c t I on b Based on WASH-1400 Methodology " 

PQSTMA.A K Denton City Technology 02/04/13 40pp 20940 350 
24X Fiche 50-320,83/07/06*0310270040 


- -8310270045 DM I -2 104 

Draft "PWR-Large Dry Conta i nmen t-Radxonuc 1 1 de Release Under 
Specific Accident Conditions " 

# Dattelle Memerjal Institute, Columbus Laboratories * Bantfia 
Laborataries 03/02/09 Office of Nuclear Regulatory Research 
Director 34Bpp 20941 028 


WASTE MOT NUCLEAR WASTE mWAGEMENT 


8310030605 Forwards revisacf "Summary Protocol UMTRAP Vicinity 
Properties Identification - Charge ter i lat i on — Inclusionr" 
resulting from concerns & comments discussed during B30909 
meeting & in response to 630916 Itr for revleu 

BAU0L1T2.J E Energy. Dept of 83/09/19 HIGOINBOTHDM. L Lou 
Level Waste Licensing Drancbi ip 20603 001 


—0310030610 "Sumfliary Protocol UMTRAP Vicinity Properties Identification 
- Characterization - Inclusion " One oversize diagram end 
Aperture card is available in PDR 

• Energy- Dept of 03/09/30 25pp 20603 002 


6310050408 "Funding Assurances for Cl osur e- Post-c losure Ic Long-Term 
Care of Ldw Level Waste Disposal Facility-'' technical 
position 

» NRC - No Detailed Affiliation Given 82/06/30 i8pp 20649 33’’ 


8310050413 ''Near Surface Disposal Facility Design St □peration-" 
technical position 

PANGQURN-0 C Low Level Waste Licensing Branch PENNIFILL,R A 
Division of Waste Management 82/11/30 16pp 20649 316 


8310060516 Responds to 830B24 itr requesting certain MftC computer 
codes Codes 6 associated dpeumentat ion luill be provided as 
expeditiously as practical Codes still under development Sc 
may not be used in licensing effort 

DUNTINS-J 0 Licensing Process & Integration Branch. 83/09/16 
HOVIS-J B Hovis- Coe krill. Weaver & Djur 3pp 20662 35? 


6310110624 Forwards "Status of WflC Concerns Pertaining to Site 
Characterization Rept- " consisting Df d ispos i ti ons/re sp nnse 
tables prepared by DWiP covering NRC comments on draft site 
character! lation rept 

OLSON- □ L Energy- Dept of 000560 83/09/21 WRI6HT-R J Klgh 

Level Waste Technical Oeveldpment Branch Ip 20707 001 


—8310110626 SD-BWl-DIC-001 ROO 

Rev 0 to "Status of NRC Concerns Pertaining to Site 
Character i zation Rept " 

RUTZ-A C Energy. Dept of 000560 83/09/01 3lSpp 

20707 002 


8310130006 Forwards p'relimlnary DCS re remedial actions at former Un i or 
Carbide Carp sites in Ri f le, Oarf le 1 4 County-CO Comments 
requested by 631028 

MORLCy-J A Energy, Dept of. 03/10/03 MARTIN, D Low Level Waste 
Licensing Branch Ip 20779 OOl 


— B310l300il DE5 re remedial attions at farmer Union Carbide Corp sites 
in Ri fl e- Garfield Countg.CO 
« Nua Carp 83/09/30 SOOpp 20775 002 


6310130066 Summary af 830010 meeting u/ DDE. NRC S< EPA re transfer of 
Durita site of ranchers to govt for WITPAP & 8UPERFWD 
HAZLE-A J Colorado. State of 03/00/11 Colorado, State of 

4pp 20776 214 


0310130067 FoTwardB dr^ft "Plan for Implementing EPA Stds far U Mill 
Tailings Remedial Action Sites " Rapid prereview by B3093D 
requested Drd^ft plan will be revised during wk af 831003 in 
preparation for B31 103 S- 04 meetings 

DAUBLIT2-J E Energy. Dept of 03/09/27 HIGGINDOTHOM. L 

Division of Waste Management 2pp 20776 159 

— 0310130071 Draft "Plan for Implementing EPA Stds for U Mill Tailing 
Remedial Action SitsB ' 

MDRLEY. J A Energy. Dept of 83/09/30 S4pp 20776 160 

8310170139 "Designation of Preferred Candidate Repository Horitom for 
DWIP " 

« Energy. Dept of 03/50/14 3p p 20013 041 


8310170338 "Summary of Das-is for Identification pf Cohassett Flow as 
Preferred Candidate Repository Horizon " Meeting agenda 
mgt meeting log enc I 

* Energy, Dept of B3/09/30 3app 20795 240 


0310190265 Forwards proposed method for qualifying process control 
program for stability of solidified waste at Qinna Station 
Assurance that program meets requirements of 10CFR61 
requested 

DUO GAN. G J Science Applications- Inc 03/09/23 JOHN SUN- T C N 
- No Detailed Affiliatlan Given Spp 2D842 2BQ 


6310S10I30 Notification of 031129-1201 meetings u/DQE. State of WA, 
Roctuell & affected Indian Tribes in RicMand, WA to iflscu-ss 
resolution of NRC concerns re underground testing portions 
of site characteri la tton rept 

* NRC - No Detailed Affiliation Given 83/10/12 NRC -No 
Detailed Affiliation Given 2pp 20803 J?S 


8310210335 Summary of 030829-0901 BWIP Performance AssessmeTit Workshoi 
in Rich land, WA 

FEHRINGER.D J High Level Waste Licensing Management Branch 
83/09/22 DnaWNlMO.R E . COtlELLA, P . BELL, M J NRC - No Detailed 
Affiliation Given 9pp 20883 161 


6310240242 Requests assistance for input into implementation of TOUGH 
computer program on QNL sys Code will be used in assessment 
of high level waste repositories Tape preprocessbr programs 
Sr sample input sets end Vt/o tape 

SELLfM J High Level Wadte Licensing Managenent Branch B3/09/S3 
BAS0ETT«K 5 Division of Data Automation & Management Infermatlon 
19pp 20907 286 


6310240252 Forwards "Non I soth ermal Flew Modeling of Hanford Site," as 
discussed at Aug 1983 workshop on performance assessment df 
DWIP at Richland-WA W/o end 

WEBER- M F High Level Waste Licensing Management Branch 03/07/27 
LEHMAN- L L Affiliation Unknown Ip 20907 879 


0310240253 Designates addl EdgemontrSD vicinity properties identified 
in end radiological assessment repts for remedial action 
under Public Lau 97-415 W/o end 

COFFMAN. F E Energy- Dept of 63/10/05 ROMATOWSKI, R 0 Energy- 
Dept of Ip 20907 270 


8310240255 Responds to 830919 Itr re possible discussions among Btata 
of UT-EPApNRC Si DDE concerning interpretati ant of EPA stds, 
design criteria ^ costing methodology Meeting w/EPA NRC 
scheduled far early Nov in Albuquerque 

MQRLEVi J A Energy- Dept of 83/10/06 MABON- J □ Utah- Btate 
of Ip 80907 276 


6310240260 Submits proposed agenda far regula-tary Issues session at 
Annual Civilian Raduaste Mgt Info Meeting scheduled for 
031212-15 in Wash ington.DC 

lilLLERj M J High Level Waste Technical Development Branch 
03/09/09 8HAH£EN,J Energy, Dept of 2pp 20907.266, 


0310240262 Forwards review package from WA State re DOE designed high’ 
integrity container for disposal of EPICOR-ll resins at 
Hanford disposal facility W/o end ' 

HIGGINBOTHAM, L Lou Level Waste Licensing Branch 83/09/15 
OAMMlLLrW Meteorology «♦ Effluent Treatment Branch SNYDERiB.vI 
TMl Program Office MACDONALD- C Transportation Branch. Ip 
80907 356 


0310240265 Trip r«pt of 030926-29 site visit to Vitro UMTRAP re surf a c 
8( subsurface hydrology concerning potentially proposed 
remedial actions including stab t I 1 zation In place Meeting 
agenda end 

WEBERj li F Division of Waste Management 63/10/04. KNAPP- M R 
Division of Waste Management lOpp 80907 346 
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NONDOCKETED ITEMS 


ia2402&6 ForuardK radtolagical ds&essn^ent repts fpr properties in 
Edgereanti SD- for consideration re remedial action urtder 
UMTRCA W/o ends 

MARTlNiD Low Level Uaste Licensing Branch B3/O9/30 BAUflLlTZ, J 
Energyi Dept of Ip 20907 345 


10340267 Recommends concurrence on cooperative agreement between DDF 
Bf Mavaja Tribe for remedial action on Indian lands Mo 
unresolved concerns remaining 

MAHFINj D E Uranium Recoverg Licensing Branch 03/^10/09 
HIogiNBQTHAWiL Uranium Recovery Licensing Branch Ip 20707 343 


B310240371 Foruiardsi for concurrencet Cooperative Agreement 
DE-FC04-83AL 16298 between DDE it Navajo Tribe Agreement 
supports UMTRAF in Navajo landsjper Public Law 9S-604 
CONE.T C Energy, Dept of 83/09/16 HIOOINBDTHAM. L Low Level 
Maste Licensing Branch ip 21035 044 


10340270 Forwards comments on test program developed to demonstrate 
compliance u/waste form stability requirements of tOCFR6l< 
submitted on 030909 Test program acceptable if comments 
incurperated b test results meet technical position 
NliJOINBOTHAMjL Low Level Matte Licensing Branch 83/09/30 
LANQE.R Q UB Gypsum Co 4pp 20907 334 


10240376 “Branch Position on Explorations for Design it Evaluation of 
J Mill Tailings Retention Sys “ 

e Uranium Recovery Licensing Branch 79/01/31 2pp 30907 320 


10290095 Forwardijfor consideration it revieui proposed agreement 
letueen DDE & util to provide for disposal of residual 
radioactive mails 

lORLEVi J A Energy. Dept of 83/10/03 DONOVAN, T 5^ Tennessee 
/alley Authority 12pp 20916 169 


L0290£02 Forwards, for review it comment, draft "Plan for Implementing 
'PA 8tds for UMTRA Sites," Meetings scheduled on B3il03 €< 04 
In Albuquerque to discuss implementation plan it design 
tnalysif process 

lORLfiV, J, A Energy, Dept of 03/10/07 Hl&OlNDOTHAM, L High 
.evel Matte Licensing Management Branch Ip 20916 110 


I31D250107 Draft Procedure UMTRA-DOE/AL - 163r '*Plan for Implemenitlng 
EPA atdi for iJMTRA Sites " 

MDRLEYtJ A Energy. Dept of B3/t0/3l 94pp 20916,111 


02S06BD Bubmits proposed schedifle for submittal of rept on 
lOlyethylene high integrity containers Rept scheduled for 
fubmittal by 031226, 

»EAR80N,8 D Chem-Nuclear Systems, Inc TR-B3-P0420 83/10/04 

[lOOINBOTHAM, L Low Level Maste Licensing Branch, Ip 20900' 394 


0260074 Forwards “Assessment of Radionuclide Apparent Solubilities 
y Conservative Estimation of Steady-State Concentration, " 

IRC draft technical position Summary of comments will be 
ompleted by 031130 

lUSTUSj F S High Level Maste Technical Development Branch 
13/09/30 HtLLERiH J High Level Maste Technical Development 
Iranch Ip 20921 267 


1310260003 “Assessment of Radionuclide Apparent Solubilities by 
Conservative Estimation of Steady-State Coneentrati on, “ NRC 
draft technical position 

» High Level Waste Technical Development Branch 83/09/30 SOpp 
209;! 1 268 


0260086 Forwards request for approval to use high integrity 
antalnirs to bury EPICOR 11 prefilters from TMI-2 
IPSHERiM M US Ecology, Inc i formerly Nuclear Engineering! 

3/07/01 KIRNER, N Mashingtonj State of# Dept of Social 6 Health 
ervices 27pp 209S1 239 


0260094 Forwards addl supportive info providing data on haw high 
ntegrity container IHICI will meet present criteria use in 
ow level radwaste disposal, for inclusion in HIC use 
pp lica tion 

IFSHERjMM us Ecology, Inc {farmerly Nuclear Engineering) 
3/09/16, K1RNER,N, Washington^ State of.- Dept of Social it Health 
ervices lOpp 20921 162 


0260318 Retp-onds to questions in 830930 Itr r« NRC regulatory 
rogram for If milling Applicable manual chapters encl. 

USSBAUMER, D. A Assistant Director for State Agreements Programs, 
3/10/11 SPAINfH Virginia, Commonwealth of, 31pp 20'918'301, 


0280076 Forwards, for review, DE8 section an geohydrology at Vitrft 
ite Comn-ents requested by 831027 

ATTHEW0, ML Energy, Dept of, 03/10/17 MARTIN, D E. Low Level 
aste Licensing Branch, tOOpp 20964 039 


8310300080 Forwards correspondence w/EPA for past 3 yrs, including EPA 
030817 response re duality of regulation for nuclear waste 
sites at Hanford, UA Sc DeattyiNV 

EASON, C F UB Ecology. Inc < formerly Nuclear Engineering) 
□0A-D3-939 03/09/30 LDHAUS, P Division of Maste Management 

9pp 2096S 060 


B31O20O1O3 Forwards 830913 Itr from State of NV, re s p ond i ng to NRC 
030022 Itr on R ADMAN code 

NUSSBAOMER, D A Assistant Director for State Agreements Programs 
83/09/21 HIOOINBOTHAM, L Low Level Waste Licensing Branch 2pp 
30961 35B 


— 0310280107 Responds to NRC 830822 Itr re RADMAN computer code No 
objections raised to use of code by persons licensed to 
dispose of radwaste at Deatty site 

VADEN, J Nevada, State of 83/09/13 NUSS8AUMER, D A Assistant 
Director for State Agreements Programs Ip 20961 399 


B3102B0111 Forwards Rev J to TMl-2 Operating Procedure 2104-4 96, 
"Deufaterlng of EPICOR Liners at EPICOR 11," per B30919 
discussion 

GRANT, P J TMT Program Office 83/09/19 JOHNSON, T NRC - No 
Detailed Affiliation Given Ip 20964 001 


— 8310260116 Rev 1 to TMl-2 Operating Procedure 2104-4 96, ''Dewatering of 
EPICOR Liners at EPICOR II " 

e General Public Utilities - GPU Service Corp 01/04/24 24pp 
20964 002 


0310200162 Order directing designated groups to Identl f y, wi th in 2 uks 
representatives 8. interest for oral presentation to 
Camimission re DOE general guidelines for recommendation of 
sites for nuclear waste repositories 

CHILK, 3 J Office of the Secretary of the Commission 03/10/26 
2pp 20729 224 


0310200283 Forwards Rev D to "Deep Borehole Strategic Correlation 
Charts & Structure Cross Sections, '' per M Guzowski request 
OLSON, Q L Energy, Dept of 00572 83/10/13 WRIQHT, R J High 

Level Maste Technical Development Branch Ip 20962 001 


—8310200299 SD-BWI-DP-039 R B 

Rev B to "Deep Borehole Strategic Correlation Charts St 
Structure Cross Sections “ 

CROSS, R W Energy, Dept of 83/09/07 I42pp 20962 002 


8310310182 Notifies of 031103-04 meetings In Albuquerque, NM to 
discuss (t receive comments on draft, “Plan for Implementing 
EPA Stds for UMTRA Sites “ Draft agenda end 

MORLEY, J A Energy, Dept of 83/10/18 KIGOINBOTHAM, L Low Level 
Maste Licensing Branch 2pp 20969 276 


0310310204 Informs of establishment of public ref ctr in Olympia, WA 
Requests assistance in obtaining public documents written 
or sponsored by NRC to aid in development of ctr 

8TEVEN9,D Washington, State of 03/10/09 BUNTING, J 0 Licensing 
Process It Integration Branch Ip 20969 303 


0310310491 Forwards requested info re Balt Lake City Vitro Mill Site 
as requested in 031006 telcon 

PRICE, J D Jacobs Engineering Group, Inc B3/10/17 WEBER, M NRC 
- No Detailed Affiliation Given Bpp 20969 170 


XPORTLIC EXPORT AND IMPORT LICENSES 


0309230037 License for Exxon Nuclear Co, Inc to export 3,163 kg U-239, 
contained in 76,762 kg U, to Taiwan 

ZIMMERMAN, J,V Assistant Director for Export/Impor t it Internati ona 1 
Safeguards 03/09/ 13 Spp 204B6 270 


03lOO3Ol9fe^erwards IE Matl Control it Accounting Safeguards Insp Rept 
1 10-031 aM^eS-O I on 830914 of activities under Export License 
XBNM-2027 No nnneomp liance noted 

NORDERHAUO, L R Region 5, Office of Director 03/09/28 NAKAI. T 
Marubeni America Corp isubs of Marubeni Corp ) 2pp 20990 193 


— 0310030213 IE Matl Control it Accounting Safeguards Insp Rept 
110-03133/03-01 on 030914 No noncompliance noted Major areas 
inspected shipping drum identification it tamper seal numbers 
to shipment packing lists Details withheld iref 10CrR2 790) 
NELSON,© B , WieBER,A V , BROCK, D L Region 5, Office of Director 
83/09/20 Ip, 60990 199 


0310060036 Bubmits Ofc of Inti Programs findings re DMI 030830 
application for license to import 23 g enriched U from 
Canada Import acceptable 

MOORE, R,N Assistant Director for Exporb/Import & International 
Safeguards 03/09/60 Assistant Director for Export/Import 8< 
International Safeguards Ip 20663 361 


NONDOCKETED ITEMS 


483 


8310060039 Application to amend license to eiport 0-235 to 
Yugoslavia, increasing quantity extending expiration date 
to 701231 

HERSCH.M M Westinghouse Electric Corp MMK-413 83/09/19 

ZIMMERMAN. J V Assistant Director for Expor t/ Import f* Int ernationa 1 
Safeguards Ip 20663 360 


□310060060 Foruiards application to reneui export 1 icense. e i te nd Ing 
expiration date to accommodate requirement to 56ip sources 
containing Cf-23a to West Germany in Nov 1703 

vlANZOW. E r Monsanto Research Corp 63/07/17 HEMUY, E Assistant 
Director for Export / Impor t I nternati ona 1 Safeguards Ip 

□0663 357 


-8310060065 Application to renew general export license 

JANZOW. E F Monsanto Research Corp 825 5000 83/07/16 2pp 

20663 358 


83100600BS Forwards application to export 7.770 kg U. containing 
283 605 kg U-235. to Switicrland 

NANNCTT, D A Tran snucl ear, Inc R 00-420 83/07/20 MOORE. R N 

Office of Interna t i ona 1 Programs. Director Ip 20663 334 


-Q310060Q84 Application for license to export 7.770 kg U., c onta in ing 
203 605 kg U-235, to Switzerland 

HANNET7.DA Trensnudear, Inc RBU-420 03/09/20 2pp 

20663 355 


8310060090 Application to amend import 1 ic ens e. e x tend ing expiration 
date to Dec 1980 

FOSTER. C M Edlow International Co 83/09/00 MClORE. N Assistant 
Director for Export / 1 mpor t |. I nternationa 1 Safeguards ip 
20663 353 


B310060094 Executive Branch position re Nikko Wo 1 ver i ne ■ I rtc application 
to export 434 lb reactor grade 2ircaloy-*4 tubing to United 
Kingdom License should be granted 

DEVINE. J Q State, Dept of. Bureau of Oceans fci Inti Environ 6 
Scientific Affairs 83/09/16 SHEA, J R Office of International 
Programs. Director 2pp 20663 340 


□310060090 Amend I to license for Edlow Inti Co extending expiration 
date to 081231 

ZIMMERMAN, J V Assistant Director for Exp ort/ Import & Int ernatlonal 
Safeguards 03/09/21 Ip 20663 347 


8310060104 License for BMI to import 23 g U, enriched to 93 15X, from 
Canada 

ZIMMERMAN. J V Assistant Director for Ei po rt/ Impor t S. International 
Safeguards 63/09/28 2pp 20663 343 


0310060107 License for Olodex.Inc to import 4 mg I-1Z5 from Israel 
ZIMMERMAN, J V Assistant Director for Expo rt/ Impor t U International 
Safeguards 83/09/22 Ip 20663 344 


B3I006010B License for Amersham Corp to export 2 Ci Cm~24<4, c ontained in 
sealed sources, to Canada 

ZIMMERMAN, J V Assistant Director for Expo rt/ Impor t & Int ernat Iona » 
Safeguards 83/09/27 Ip 20663 343 


0310060114 Amend 3 to Westinghouie export I i c ense , t i tend i ng eiplration 
date from Q4123I to 891231 

Z IMMERMAN, J V Assistant Director for Expo rt/ Impor t 6 International 
Safeguards 0146 03/09/22 Ip 20661 009 


33I00601I6 License for D-J Enterprises Inc to export 2,000 element cu; s 
(i 90 head cups for cobalt adjuster el ement. reac 1 1 vi ty 
control units adjuster unit, to Canada 

ZIMMERMAN. J V Assistant Director for E xport/ Impor t I, International 
Safeguards AECL 1703 83/09/20 !p 20661 000 


3310060120 Application for license to export one HX33356 BF3 detector 
four uncomp ensatf d loniietion chambers to West Germany 
HEFTHER.W H Westinghouse flectric Corp ZE 10552 B3/09/M Ip 

20661 016 


3310060123 Amend 3 to Westinghouse export 1 i c ense. e x tend i ng explratioii 
date to 091231 

ZIMMERMAN J V Assistant Director for E xport/ Impor t I. Int ernat i ona I 
Safeguards WP-42O9O-AR0 83/09/22 Ip 20661 012 


3310060126 License for Carpenter Technology Corp to export 240 Zircalr<« 
OWH fuel channels to Italy 

ZIMMERMAN, J V Assistant Director for E i po rt/ Impor t 4. Internationa: 
Safeguards BPD 573? 03/09/28 Ip 20661 OH 


3310060130 Application for license to export 119 kg U hex af 1 uori de. 
contained in 3,439 kg U, to Japan 

FOSTER, C M Edlow 1 nterxia 1 1 onal Co KLK~l7 03/09/22 Ip 
20661 010 


0310060131 License for Carpenter Technology Corp to export 230 ZlrcaLoy 
UWR fuel channels to Italy 

ZIMMERMAN. J V Assistant Director for Export/ Import International 
Safeguards SPD 5732 03/09/28 Ip 20661 009 


6310060135 Application for license to export 115,424 Ib tantalita or*, 
containing 590 lb U, to West Germany 
COYLE. F T UBI Corp 83/07/28 Ip 20661 007 


631Q060141 License for Edlow Inti Co to export 40 mg Cf~232, as carmet 
wire, to United Kingdom 

ZIMMERMAN. J V Assistant Director for Export/ Impor t U I nt er nat iona 1 
Safeguards AM£fl-04 03/09/22 Ip 20661 006 


0310060143 Amend 2 to Sigma Chemical Co export 1 Icense. c z tend Ing 
expiration date to 051001 

Z IMMERMAN. J V Assistant Director For Ex part/ Imp or t & International 
Safeguards D'22 83/09/23 ip 20660 360 


8310060147 License for Saunders-Roe Deve 1 opment s , 1 nc to export 360.000 
Cx tritium, incorporated in SAFETY'-iO TH exit signs.to 
Canada 

Z IMMERMAN. J V Assistant Director for Export/ Import 9. International 
Safeguards 83/09/22 Ip 20660 359 


8310060152 License for IRT Corp to export U 7 mCl C f*'2S2i contained in 
sealed neutron source, to Israel 

ZIMMERMAN. J V Assistant Director for Exp ort/ Import International 
Safeguards TUBE PS-OOO 53/09/27 Ip 20660 35B 


G310060156 License for Mitsui 6 Co, Inc to export 96 kg U-23 Sj cor tained 
in 3,632 kg U. to Japan 

ZIMMERMAN.-J V Assistant Director for Eipor t/lmpart International 

Safeguards MDK TR-14 03/09/28 2pp 20660 346 


8310060162 Application for license to export six immersion heaters 
to KOI ea 

e K-C Industries. Inc 50-393 83/09/14 Ip 20660 345 


G3I0060177 Application to amend export 1 1 cense, extend ing expiration 
date by 5 yrs it increasing value Of export 

HOWRY, W R GA Techno 1 ag 1 ffS, Inc /General Atonic Co I EL- 5034 
03/09/14 ZIMMERMAN, J Assistant Director for Ei per t/ Inp or t *« 
International Safeguards Ip 20660 J32 


B3I0060I60 Ltr of assurance re export of 96 kg U-235. contained in 
3, 632 kg U, to Japan 

SHIRAKAUA. T Japan. Govt Of 03/09/07 RAYMOND, J F Energy, 
Dept of Ip 20660 325 


8310060183 License for Exxon Nuclear Co. Inc to export 2,000 kg U-235t 
contained in 52,000 kg U. to West Germany 

ZIMMERMAN. J V Assistant Director for Ex per t/ Imp or t lx In t ernat i ona I 
Safeguards 03/09/21 2pp 20660 312 


6310060187 Requests cancellation of 820505 application to export 
50,000 pieces seamless xirconiuai tubing to Argentina 
SHINOHARA. K C Itoh L Co (America), Inc B3/09/12 HEMBY.E O 
NRC - No Detailed Affiliation Given Ip 20660 311 


8310060234 Informs that License X5N1i-2043 may be issued No matl changed 
circumstances sxnce issuance of License XSNn-2046 
MqoRE. R N Assistant Director for Ex port/ Imp or t t. International 
Safeguards 83/09/21 Assistant Director for Eipor t/lMport b 

International Safeguards Ip 20660 307 


B310060240 Forwards C Itoh 6 Co 830912 1 tr requesting lie ante 
application for export of larconium tubing to Argentina 
be withdrawn Records should be so- marked M/o enc 1 

ZIMMERMAN. J V Assistaxit Darector for Ex p ort / 1 mp or t V International 
Safeguards 83/09/22 STQIBER.C State. Dept of. Bureau of Oceans 
6 Inti Environ V Scientific Affairs ip 20660 310 


6310060405 Forwards application for export license for minor nuclter 
eeport Ltr of assurance required W/o end 

ZIMMERMAN, J V Assistant Director for Ex port / Impor t I, I n t arnat Iona I 
Safeguards 83/09/20 RAYMOND, J Energy, Dept of Ip 
20660 209 


B31OC604I2 Application for license to export 92 microgram Fu-239, 8r-90 
I. Y-9Ci contained in calabr std set ^|^32 microgram Pu-239, 
contained in alpha calibr ltd set. to South Korea 

ESPINOSA, G J Eberline Instrument Corp 80 NO 894206 03/09/07 

Ip 20660 208 


B3I0060415 Ltr of assurance re export of 7.770 kg U to Switterkand 
HARCHAL.J European Communities. Commission of 93/09/33 
RAYMOND. J Energy, Dept of Ip 20660 005 


484 


NONDOCKETED ITEMS 


8310060420 Ltr of assurance re export of 3B3 kg U-23S to West 
HARCHAL. J European Communities- CoflfVfl i s* j on of 83/09/12 
RAVMDNOr J Energy, Dept of Ip 20660 0B4 


0310060424 Ltr of assurance re export of 2,000 kg 11-235 to 
West Germany 

MARCHAL, J European Cornmutil 1 1 ei ■ Commission of 83/09/12 

RAVMONDi J Energy, Dept of Ip 20650 362 


0310120453 Amend I to Mitsui ^ Co fUSAJ.Inc export 1 icen se. C bang » ”5 
llcrniee name from Mitsuiline Travel Sve American, Inc to 
Mitsui Air Tnt 1, Inc 

2 IMMERMAfJ, J V Assistant Director for Ei port/ Import «< In t erna t lona i 
Safeguards 03/10/05 Ip 2075! 283 


0310120455 Application to amend licenses to export to reflect name 
change in licensee section 

REYES, A ^ Mitsui ft. Co (USA), Inc (subs of Mitsui Ir Co . Ltd 3 
03/09/21 HENBYrE Assistant Director for Export/Import t 
I nternat I one] Safeguards ip 30751 202 


3310120459 Amend 2 to Mitsui Air intl, Inc export licenses adding '*on 
behalf of Mitsui S' Co, (USA). Inc- " m liceitste section 
ZIMMERMAN, JV Assistant Director for Exp ort/ Import it International 
Safeguards 03/10/05 Ip 20751 261 


0JIO13O349 Applicatiori for license to export fuel assembly components 
end plugs, Zircaloy fuel rod spr ing s, s ta ml e ss steel fuel 
tub 1 ng, 2 i rcaloy noiiles-top & bo 1 1 urn, s ta i n 1 e s s steel thimble 
assembly instrumen tat i on tubes *< grids to United Kingdom 
HER5CH, M M WestinghQuse Electric Corp MMH-416 83/09/29 Ip 

20/54 326 


0310130355 Requests Executive Qranch position re Westmghouse 
application for Ikcetise to e xport, superc ed i ng 830511 *< 25 
requests 

ZIMMERMAN, J V Assistant Director for Expor t/ Import Sf International 
Safeguards G3/10/05 STOIDER.C R State, Dept of. Bureau of 

Oceans 8, tntl Environ ^ Scientific Affairs Ip 20754 325 


0310130364 Amend 4 to GE export 1 1 c en s e, c on so 1 1 d a 1 1 ng anginal licens- 
issued 7^11)7 S( all subsequent amends through Amend 3 issued 
0210JJ 

ZIMMERMAN, J V Assistant Director for Export/ Impor t 6 Internationa 
Safeguards flDW-099-02 03/09/30 Ip 20770 355 


0310130367 Amend 3 to Monsanto Research Corp export 1 icense, ex tend l ng 
expiration date to 851101 h adding condition that Govt 
approval bo obtained before any reexport of matl can be made 
to listed countries 

ZIMMERMAN, J V Assistant Director for Expor t/ Import it Int ernat lona v 
Safeguards B25 5000 03/10/03 2pp 20770 356 


13l012046i Amend I to Mitsui Hr Co (USAJilnic oiport I icent #r chang Ing 
name of licensee from Mitsui line Sve America, Inc to 
Mitsui Air Int 1, Inc 

ZIMMERMAN, J V Assistant Director for Export/Import V Jn t erna t icrna . 
Safeguards 03/10/05 Ipp 20731 260 


8310130369 Application for license to export 25 
to Noruiay 

WILSON, 0 D General Electric Co BDW-lOl-03 
20770 350 


kg U dioxide pellets 
93/09/22 Ip 


1310130023 Amend 1 to Westinghouse export 1 1 c ense, r eva s i ng Condition ? 
to reflect recant changes to 10CFR71 

ZIMMERMAN, J V Assistant Director for E i per t/lmport tc International 
Safeguards MMH 83/10/06 2pp 20777 001 


8310130371 Advises that second aspect of 031022 amend request to 
authoriie export of Aus tra 1 i ao-or ig i n matl ui 1 1 not be 
required at present 

WILSON, 0 D General Electric Co DDW-97-B3 03/09/16 WRIGHT 0 

NRC - No Detailed Affiliation Given Ip 20770 359 


310130030 Amend 1 to Mitsui Air Int 
of licensee froA Mi tsui 1 i n« Travel 
Air Tnt J I Inc 

ZIMMERMAN, J V Assistant Director 
Safeguards 03/10/05 Ip 20776 


1, Inc 

export 

Sve 

America 

for 

Export/ 

323 



1 1 C ens e, Chang 1 ng name 
, Inc to Mitsui 

Imp-ort It Internationa 


310130032 Amend I to Mitsui Air Int 
of licensee from Mi t sui H nr Travel 
Air Intli Inc 

ZlMMERMANrJ y Assistant Director 
Safeguards 03/10/05 ip 20776 


, inc export 1 ic ens e* cha-ng ing name 
Sve America, Ihc to Mitsui 

for Export/ Impor t & Internationa 
322 


310130034 Amend I to Mitsui Air Int 
of licensee from Mi t sui 1 me Travel 
M 1 tsu i Atr t ntl , Inc 
ZIMMERMAN, -J V Assistant Director 
Safeguards B3/I0/O5 Ip 20776 


I, Inc export license, 
Sve Amer i ca, Inc to 

for Erport/Impor ^ t, 
254 


Changing nem,. 


Inter nat 1 ona . 


3I0I3003B Amend 1 to Mitsui Air Inti, Inc export I Icens e, c hang log name 
of Licensee from Ml sui 1 Ine Trav*! 5vc America, Inc to Mitsui 
Air Int 1, Inc 

ZIMMERMAN, J V Assistant Director for £x por t/lmport U Int arnat Iona : 
Safeguards 03/10/05 Ip 20776 253 


IIOI30O50 License for Eberlmt Instrument Corp to export J14 
mlcrograms Fu-239, c ontai ned in calibr std sets, to South 
Korea 

ZlMMERMANiJ V Assistant Director for Export/Import it In t erna tlona t 
Safa guards SO NO 094286 03/10/06 2pp 20774 358 


10130075 License for Circle Beal Controls to export 
Number P140-34 b quality documentation to Canada 
ZIMMERMAN, J V Aiiistant Director for Expor t/1 npor t 
Safeguards P 30292 03/09/30 2pp 20774 356 


Chech valve, Par ' 
t< Internationa, 


10130006 Amend 1 to Transnucl ear, Inc export L ic ense, e i tend ing 
expiration date to 661231 

ZIMMERMAN. J V Assistant Director for E tpor t/Impor t U Inter nat i onal 
Safeguards TNP-414 83/10/05 2pp 20777 048 


10130D92 License fox' Westinghouse to export 29 ei-core Ion chambers 
lype 24016, to Canada 

nf«CRMAN,J V Assistant Director for Ei por t / Impor t 6 Internetional 
Sefeguardt Rmr 83/09/30 3pp 20777 050 

e 

10130147 License for Westinghouse to expert one BF 3 d etec tor. Mod e 1 
IK 33336 %t four uncompensated loniiatton c hambert. Mode I 
1X33358, to West Oernany 

'IMMEHMAN, J V Assistant Director for Eipor t/Impor t b tnt rrna t lona , 
lafegtiards ZE 10532 83/10/04 2pp 20777 063 


8310130391 Application for license to export equivalent of 5 kg 
deuterium oxide liquid over 2-yr period to Portugal 
# Sigma Chemical Co D-IIO 03/09/26 Ip 20770353 


8310130396 Application to amend licenses to e x por t, ex tend Ing expirati^*' 
date 3 «iddl yrs 

HANNETT, D A Transnut 1 car. Inc 03/09/28 MOCRE, R N Office of 
International Programs, Director Ip 20770 360 


□310130399 Application to amend licenses to e ipor t. chang 1 ng licensee 
secti-on to Mit'^ui Air Inti, Inc 

REYES, A J Mitsui line Travel Service of America, Inc 03/09/21 
HEMDV,E Office of Internationa I Programs, Director Ip 
20770 361 


B31013040I License for K~C Indus tr | es, Inc to export six immersion 
heaters. Hod » I p/N 240S06727G1 , to South Korea 

ZIMMERMAN, J V Assistant Director for Export/ Import ti Internationa 
Safeguard 1 5 D-393 03/10/07 Ip 20770 362 


0310130405 Amend 1 to Mitsu 
of licensee fromHitsuili 
Air Inti Jnc 

ZIMMERMAN. J V Assistant 
Safeguards 03/10/05 1 


0310130419 Amend 1 to Mitsu 
of license* f r om M I tsui 1 i 
Air Inti, Inc 

ZIMMERMAN. J V Assistant 
Safeguards 03/10/05 I 


1 Air Inti 

i, Inc 

e t 

port 

1 1 cense 

1 Ch 

ang ing 

namt* 

oe Travel 
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8310130422 Application to amend licenses to e x p o r t , c h ang i ng licensee 
section to Mitsui Air (nti-Inc 

REYES, A yJ Mitsuiline Travel Service Of America, Inc 03/O9/2J 
HCMBY. E Assistant Director for Ei port/ Imp ort 6 International 
Safeguards Ip 20769 239 


0310170023 Amend 0 to Transnuc I ear , I nc import 1 1 c ens e , e x 1 1 n d mg 
expiration date to 061231 

ZIMMERMAN j V Assistant Director for E i p or t / 1 mp a r t 6 Internationa 
S^ifeguards 03/10/07 2pp 20790 355 


0310170030 Amend 2 to Traninut I ear, Inc export license extending 
expiration date to 861201 

Z IMMERtlAN, V Assistant Director for E t p or t / I mp or t 6 Internationa 
Safeguards NUK 240 UES/EU/ 83/10/07 2pp 20798 330 


B31017004I Amend 1 to Transnuclear. Inc import 1 1 c e n se , e 1 1 end I ng 
expiration date to 880101 

2 iMMERhAN. V Assistant Director for E p port/ Impor t b Internationa 
Safaguards 03/10/07 2pp 20798 362 


1 


NONDOCKETED ITEMS 
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8310170679 Amend 3 to GA TechnolDgi es. Inc export 1 1 cense^ t end ing 
expiration date to 88t 101 . increasing dollar value £< changing 
licensee name from OA Co to OA Technolog ies>» Inc 

ZlMMEflMAN< J V Assistant Director for Export/lmpor t t International 
Safeguards I EL-2000 03/10/07 Ip 20790 520 


03IO10OOD1 Forwards application for export license for minor nuclear 
export Ltr of assurance required W/o end 

ZIMMERMANi J V Assistant Director for Export/Impor t International 
Safeguards 83/10/06 RAYMQNDj Energy* Dept of Ip 
20825 000 


8310100095 Application for license to export 467 kg U^contalned in 
13 j 518 kg U he x af 1 uor id e* to Japan 

FOSTER* C h Edlotu International Co KLK— 10 03/10/05 Ip 

20024 124 


0310100112 Application to amend license to export. rev Is ing max fuel 
enrichments 

WILSON. B D General Electric Co BDW-lOS-03 03/10/06 
WRIGHT. D L Office of International Prograins. Director Ip 
20824 042 


B310I80113 Application for license to export 792 kg U*contained in 
22.955 kg U hexaf I uor Ide. to Japan 

FOSTER. C M Edlow International Co Kl.K-19 83/10/05 Ip 

20024 041 


0310100143 Forwards application to export 160 milllcurles Cf-252 to 
France 

HANNETT.B A Transnudear* Inc TNP-430 03/10/07 MOORE, N 

Office of International Program*. Director 3pp 20827 055 


— 0310100140 Application for license to export 160 mlllicuries Cf-252 to 
France 

HANNETT.B A Transnudear* inc TNP-430 03/10/07 Ip 

20027 058 


0310180151 Forwards application to export U hexafluoride to Japan 
SHIMA.0 Mitsui $< Co (USA), inc <subs of Mitsui & Co * Ltd } 
HSA-54B3-02 83/10/05 Assistant Director for Eiporfc/1 mport it 

International Safeguards 2pp 20027 047 


— 8310160155 Application for license to export U hexafluorid e, contained 
in 11.700 kg Ur to Japan 

SHI HA. 8 Mitsui it Co (USA). Inc (subs of Mitsui U Co , Ltd ) 

HSA-54a3“02 03/10/05 Ip 20027 049 


8310100159 License for KDl-Div of Cabot Corp to export natural U* 
contained in 115.424 lbs tantallte ore. to West Oermang 
ZIMMERMAN. J V Assistant Director for Export/Import it International 
Safeguards 03/10/11 2pp 20827 044 


0310100164 License for Ni k k o MoWenlne. Inc to export reactor grade 
Zlrcalai||-4 tubing to United Kingdom 

ZIMMERMAN. J V Assistant Director for Export/lihport U International 
Safeguards 1309 03/10/12 tp 20027 043 


0310100302 Application for license to import 13.000 kg 1 757. U-235 from 
France 

HANNETT.B A Transnudear. Inc TNP 429 03/10/03 MOORE. R N 

Qfflcr af International Programs* Director 2pp 20S26 35Q 


0310100304 Ltr of assurance re export of 309 kg U-233, con tal ned in 
1 1. 345 kg U. to Japan 

aHlRAKAWA.T Japan. Oovt of 83/10/06 RAYMOND. J F Energy. 
Dept of Ip 20026 360 


0310100307 Ltr of assurance re export of 937 kg U-235. contat ned In 
32. 445 kg U. to Japan 

SHIRAKAWAiT Japan. Oovt of B3/1O/06 RAYMOND. J F Energy, 
Dept of ip 20026 361 


0310180310 Application to amend licenses to export to accomodate std 
deviation allowance in fuel design 

WILSON. D D General Electric Cd BDW-108-83 03/10/06 

WRiOHTi B L NRC - No Detailed Affiliation Given Ip 20026 362 


8310180541 Application for license to Import 4 mg U~23S. in form of U 
oxide, from United Kingdom 

GREEN, A R Centronic. Inc 03/10/04 MOORE. N Office o# 
Internati onal Programs. Director Ip 20827 123 


0310100555 Amend I to license for H*tW to Import 23 2 kg U. containing 
up to 23 7 kg U-235. from Canada 

ZIMMERMAN* J V Assistant Director for Export/ Import Int ernat tonal 
Safeguards 03/10/14 Ip 20827 122 


83101B0561 Application for Amend 1 to import 1 ic ens e* Incr eas ing 
quantity to 23 700 kg U-235 

REOAN, N A Babcock I. Wilcox Co B3/10/10 Ip 20024 357 


8310180362 Teltopy application to amend license to export correcting 
ultimate consignee address 

foster, C Edlow International Co 03/10/05 WRIGHT. D Aesistant 
Director for Export/ Impor fc International Safeguards Ip 
20827 1 18 


— 0310100565 Telcopy application to amend license to export changing 
ultimate consignee address 

e Edlow Internat lotial Co B3/10/03 HODRE. R N Office of 
International Programs. Director Ip 20027 119 


0310-100564 Lie ense for Saunders-Roe Devs 1 opmenti. 1 nc to export 
360.000 Ci tritium to all destinations except Kampuchea. 

North Korea. Cuba & Vietnam 

ZIMMERMAN.J V Assistant Director for Export/ Import «. International 
Safeguards 03/10/12 2pp 20827 116 


©310100577 Forwards application to export natural enriched U 
hexafluoride. in form of cylinder heels. to Canada 

WILSON* 0 D General Electric Co DDW-105-83 03/10/05 HEMQV. E O 

Office of International Programs. Director ip 20027 100 


— 8310100500 Application for license to export natural enriched U 
hexaf Iworlda, in form of cylinder heels* to Canada 
WILSON. 0 D General Electric Co BDW-106-03 03/10/03 Ip 

20827 109 


0310200331 Ltr of assurance re export of 21 4 g U-235. c ontained in 
24 g U. to Canada 

DOISYENUE.L Canada. Atomic Energy Control Board 03/09/20 
RAYMOND, JF Energy, Dept of 3pp 20044269 


8310240300 License for Westlnghouse to export specially desloned or 
prepared fuel assembly components to United Kingdom 

ZIMMERMAN.J V Assistant Director for Expor t/ Import U International 
Safeguards MMH-4i6 83/10/19 2pp 20904 356 


0310240301 Forwards application to> export three d emonitratlo-n fuel 
D lament 6. u/ 1 ow enriched U. to Sweden 

FOSTER. C M Edlow International Co 03/10/13 MPOflE. R. M 
Assistant Director for Export/ Impor t h International Safeguards Ip 
20907 031 


— 0310240302 Application for license to export three demonstration fuel 
elements, hi/lou enriched U. to Sweden 

FOSTER, C H Edlow International Co STODS-Dl.ig 03/10/13 Ip. 
20907 032 


B310240306 Informs that License 9(0NM-2O57 may be Issued No natl 
changed circumstances since issuance of License X8NM-205S 
MDDRE.R N Assistant Director for Eipqr t/Import Interna ttonal 
Safeguards 03/10/17 Assistant Director for Export /Impart U 
International Safeguards Jp 20907 033 


— 8310240309 License for GE to export 309 kg U-235, c ontai ned in 
il.345 kg U. to Japan 

ilMMERHAN. J V Assistant Director for Export/lmp art 6 
International Safeguard* DDW-073-B3 03/10/17 Spp 80907 034 


B310S40311 Application to amend import 1 icente, extending expiration 
date to 070101 

WIUSON. 0 D General Electric Co DDW- 112-83 83/10/11 

WRIGHT. 0 L Assistant Director far Export/Import b International 
Safeguards Ip 80904 361 


8310240313 Application for license to export initial fuel loadings for 
NS03 to Egypt 

MACPHERSDN. 8. J Combustion Engineering. Inc* 03/10/07 Assistant 

Director for Export/Import h Inter national Safeguards 4pp 
20907 323 


8310240314 License for GE to export 937 kg U-8a5. contained In 
32.445 kg U. to Japan. 

ZIMMERMAN.J V* Ass:lstant Director for Export/Import International 
Safeguards B0W-O74-e3 03/10/17 8pp 8D907 321 


0310240316 Forward* application for export license for minor nuclear 
export Ltr of assurance required, W/o end 

ZIMMERMAN.J V Assistant Director fpr Export/Import %t Internatlonel 
Bafeguards 83/10/10 RAYMOND. J. Energy. Dept of Ip. 

20907 320 
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3102-40322 Informs tA«t Llcenso XSNK^20Se may be issued. No mafcl changed 
circumstances since Issuance ot License X5NM-20S5 
MQDREiR N Assistant Director for Eiport/Imp art tc International 
Safeguards 03/10/17 Assistant Director for Eapor t/lmp ort U 
International Safeguards Ip S0907 162 


310550016 Application for license to export one compensated lonltationi 
chamber! Model HC230B4i to vTapan 

HEETKERiM H Uestinghouse Electric Carp ZE 60562 83/10/11 3pp 

20900 360 


310250020 Foruards application for export license for minor nuclear 
export Ltr of assurance required W/o end 

ZlMMERMANtJ V Assistant Director for Export/ Import & Internet 1 onal 
Safeguards 63/l0/i7 RAYMONDi J Gnorgy! Dept of Ip 
2091* 108. 


310250135 Application for llcenia to export reload fuel for 950 to 
1300 MW electrical NS5S to Egypt 

MACPHGR80N.B J Combustion Engineering! Inc 03/10/07 Assistant 

Director for Export/Import li International Safeguards 4pp 
20900 333 


110250142 License for Sigma Chemical Co to export 5 O kg deuterium 
oxide to Portugal 

2 IMMERMAMi J V Assistant Director for Export/Import &c International 
Safe guards D-110 03/10/10 2pp 5090B. 331. 


I10S50I30 License for Transnucleari Inc to export 160 O mCi Cf-‘252!as 
oxi-der to France 

ZIliMEHMANi J V Assistant Director for Export/Import & International 
Safeguards TNP-430 03/10/17 ip 20900 330. 


10250L56 Application for llcensi to export one 95-0 to li300 
Mhl Msaa to Egypt 

MACPHERSONi Q J, Combustion Engineering* Inc 63/10/07 Assistant 
Director for Export/Import 6 International Safeguards 3pp 
50908 387 


1029D164 Forwards application for export license for minor nuclear 
export Ltr of assurance required U/o end 

ZlMMCflMAN* J V Assistant Director for Export/Import & International 
Bafeguards 83/10/19 RAYMOND/ J Energy/ Dept of Ipp 
80900 326 


10550172 Forwards application for export license for minor nuclear 
export. Ltr -of asiurance required U/o end 

ZlMHERMANiJ V. Assistant Director for Export/Import &t International 
Safeguards 63/10/17 RAYMOND/ xf Energy/ Dept of. lo 
?0 900. 329 


10290178 Requests Executive Branch position re Tr ansnuc Icar/- Inc 
ipplicatlen for license to export KlgM^*' enriched U to 
Iwi trcrland. 

tlMMERMAN/J V. Asfiatant Director for Export/Import 8e Int ernationa I 
Jafeguards 03/tO/LB BTOlBERrC. State* Dept, of* Bureau of Oceans 
'* Inti. Environ fc Scientific Affaire. Ip 20900,323 


10250656 Application for license to export Pu‘>239 alpha callbr std* 
fadel DNS-10, to Canada 

.1TTLE/--J Ebarline Inetrument Corp 80ND895347. 83/10/11 Jp 

>0900 580 


02*0004 Forwards application for export license for minor nuclear 
Xpert Ltr of assurance required U/o end 

IMMERMANi-J V. Aisistent Director for Export/Import International 
lafeguards 03/10/18 RAYMONDiJ Energy/ Dept of 1pp. 

10921-193 


0260009 Application to amend export 1 icentei extend ing expiration 
ate to 870101 

IL80N/B D, General Electric Co BDU-fil-SS 03/10/11 URtOHT 
fflee of International Programsi Director ipp 20920’ 047 


0260015 Application for license to export natural enrichment U.as U 
loxide power/ to Canada 

General Electric Co BDW-110-B3 03/10/10. Jp, 20920.092 


0260018 Applleetion for license to export three BF3 proportional 
ounters/Moifel WL-24010i to Begium 

EETHER/W. H. Weitlnghouee Electric Corp rE-20644. 83/10/14. |p 

0921 3*2 ^ 


0260020 Llcenie for Battel le Columbus Labi to export 23 g U. 
ontained in 21.4 g U-239/ to Canada. 

IMHERMANiJ V. Aasiatant Director for Export/Import tc International 
afeguardi 03-1, 83/10/19, 2pp 20921-3*0 


6310260022 Application for license to export fission coun ter i Mod e I 
RS-PA~1608~L 10 & neutron compensated ionixation chamber! 

Model RS-Cl-3514-119. to Mexico 

a Keuter-Stokes! Inc D-99B6 03/09/19 2pp 20926 397 


0310260036 Forwards application to export spare valve assembles & parts 
for support of installed units on fuel handling equipment 
to Argentina 

DAVISiE H Harotta Scientific Controls/ Inc 83/10/05 Assistant 
Director for Export /Import 8c Internationa 1 Safeguards Ipp 
20921 357 


— 0310260042 Application for license to export spare valve assemblies ♦ 
parte for support of installed units on fuel handling 
equipment to Argentina 

DAVIS/E H Marotta Scientific Controls/ Inc SD 60151 03/10/04 

Ip 20921 358 


0310260039 Amend 1 to OE import license/ e xtendlng expiration date 
to 070101 

ZIMMERMAN.J V Assistant Director for Export/Import 6 International 
Safeguards 03/10/10 2pp 20921 355 


8310260057 Amend 1 to Eberline Instrument Corp export 1 ic ens 9 / revis Ing 
Condition 9 to take into account recent changes to 10CFR71 
ZIKMERMANiJ V Assistant Director for Export/Import 8/ Internat ional 
Safeguards 50 NO 894299 03/10/19 Spp 20921 352 


0310260064 Application for license to export 0 000 g Np-237 
standard! led solution to Canada 
*■ Amersham Corp 03/10/17 Ip 20921 310 


0310260060 Forwards application for license to export spare parts for 
ball spline assemblies that load it unload fuel elements into 
reactor to Canada 

SCHAUB/ J B General Motors Corp 63/10/06 HEMDY/ E Assistant 

Director for Expart/Import b International Safeguards Ip 

20918 361 


— 8310260073 Application for license to export spare parts fop ball 
spline assemblies that load b unload fuel elements Into 
reactor to Canada 

SCHAUB/ J D General Motors Corp WD 84100 63/10/03 tp 

20910 362 


0310260079 Requests Executive Branch position re C-E applications for 
license to export 10 nuclear fuel reloads* nuclear fuel for 
initial core & 950 to 1*3000 electrical MM NS8S to Egypt 
ZIMMERMAN/ J V. Assistant Director for Export/Import U International 
Safeguards 03/10/20 0TO1DER/C R State/ Dept of ip 
20721 266 


0310260323 Application for license to Import natural U ore 
concen trates/ c ontatning approx 1/500.000 lb U-30B 
MPVER/R E Pathfinder Mines Corp 83/10/18 MOORE/ N Assistant 
Director for Export/Impor t b International Safeguards Ip 
209 IB 345 


03102*0358 Amend 2 to Eberline Instrument Carp export 11c ense/ revls ing 
Condition 9 on Page S to take into account recent changes 
to 10CFR71, effective B30906 

ZIMMERMAN/ J V Assistant Director for Export/Import J* Int ernational 
Safeguards 00 NO 894286 63/10/19 2pp 20710 346 


0310270074 Responds to FOIA request for info re nuclear cooperation 
between South Africa 6 US for period of 1960-65 Forwards 
documents listed In App A Documents also available in PDR 
DOE should be contacted for further info 
FELTONi J M Division of Rules and Records 03/10/11 
KETTENRINO/N E New Hampshire. Univ of, 3pp 20942 195 


—0310270080 Forwards License XR-42 for cancellation U/o end 
KELLY. J P Trsasury. Dept of. U S Customs Service 
I-MIM-JTC 10 66/01/27 Atomic Energy Commission Ip 

20942 198 


— 8310S7009S Expresses appreciation for expeditious handling of Export 
License XR-4S 

A8EL. L E Allla-Chalmers Corp 63/11/14 CA8E. E G Atomic 
Energy Commission Ip 20942 200 


— 0310270097 Advises of Issuance of amend to License XR-48/ Increasing 
total price d* extending expiration date to 651231 
PRICE/ E R Atomic Energy Commission 63/11/14 LYONBi T D 
AI 1 i B-Chalmers Corp 2pp 20942 201 


— 0310570100 Authorixes clearance of partial shipment on 631119 against 
License XR-42/ perml ttlng export of nuclear reactor to South 
Africa. Amended license forthcoming 

PRICE/ E R Atomic Energy ConMiisslon 63/11/14 CDLLIGAN.U 
Treasury/ Dept of. U 8 Customs Bervlce Spp 20942,203 
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-0310270103 Application for arnond to Export Uicense XR^42, e xfcend ing — 0310370139 Foruiards Lltpnao XR-42, authon 2 ing export of nuclear reactor 

date to &31331 increasing value to South Africa W/a oncl 

LVQNSi T D A1 1 1 s-Chalmer* Corp 63/tl/i2 KABON, N D Atonxic KJRK«R L Atomic Energg Commlftsioti 61/0^/14 NICKEL^ H C 

Energy Commission, 2pp 20943 205 Al 1 i s-Chalmers Corp Ip 30942 214 


—0310370109 Forwards License XR-42 issued to A1 1 i 5 ~Cha 1 mors. cover mg 
matl destined for South Africa, for placement in file No 
shipments made yet 

HEBSING.A W Affiliation Unknown 61/i2/ia Treasury, Dept 

of. U S Customs Service Ip 2094 2 3 07 

— 031O27O1J3 License for Al I i 5*-Chalm6r s Mfg Co to export nuclear reactor 
to South Africa 

KIRK, R L Atomic Energy Commission 61/06/14 2pp 30942 209 

—0310270116 Informs of 610620 FR publication of notice of Issuance of 
License XR-42 to Al 1 is-Cha Imers Kfg Co, author i ling export 
of nuclear reactor to South Africa 

FREDERICK, fi J Atomic Energy commission 61/06/21 Atomic 

Energy Commission ip 30942 209 


— 0310270122 Informs of issuance of license to All Is-Cha Imer s Kfg Co, 
author I ling export of 20,000 kW thermal nuclear reactor to 
South Africa 

KIRK, R L Atomic Energy Commission 61/06/lS RAKEY, J T 
Congresa <Jolnt S< Rotating Committees, etc ) Ip 30942 211 


— 8310270133 Forwards License XR-42 issued to Al 1 is-Chalmer f Mfg Co, 
authoriiing export of nuclear reactor to South Africa Oovt 
gf South Africa Should be advised that license does not 
iirpl^ Commission assumption of responsibility for safety 
LOWENSTElNiR Atomic Energy Commission 61/06/14 WELLS, A A 
Atomic Energy Commission Ip 20942 213 


— 3310270144 Informs that since no request for formal hearing filed, 
License XR-42 Issued to Al 1 1 s-Cha Imers Kfg Co, author i * 1 ng 
export of nuclear reactor to South Africa 

L0WENBTE1N,R Atomic Energy Commission 61/06/14 PRICE, H L 
Atomic Energy Commission ip 20942 215 


•S3J0270147 Notice of issuance of License XR-42 to Al U s“Ch a Imers Kf9 
Co^ au t h arl 2 ing export of nuclear reactor to South Africa 
KIRK. R L Atomic Energy Commission 61/06/14 tp 2094S 216 


0310270540 Amend 1 to Eberline Instrument Corp expert Uc»r»*e, revising 
Condition 9 on Page 2 to take into account recent changes 
to 10CFR71, effective 930906 

ZIMMERMAN, J V Assistant Director for Export/Import S< International 
Safeguards 90 NO 094286 03/10/19 2pp 20930 035 


0310270543 Amend 2 to OE export lie ense, extending expiration date to 
070101 

ZIMMERMAN, J V Assistant* Director for Export/Import b International 
Safeguards DDW 79202 03/10/19 2pp 20930 037 


8310200026 Forwards application to export 4 079 kg U-235r contained In 
10 747 kg U hexafluor i de, to Switzerland 

HANNETT, D A Transnuc lear, Inc NUK-431 03/10/13 MOORE, N 

Office of International Programs* Director Ip 30964 136 


— 0310200033 Application for license to export 4 079 kg U, contained in 
10 747 kg U hexafluoride, to Switierland End us* statefnent 
one 1 

HANNETTi 0 A Transnuc 1 ear , Inc NUK-431 03/10/13 7pp 

20964 137 
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bishop. T y 

8310210033 

30-397 

Q 

BISHOP. T y 

8310230340* 

30-273 

P 

BISHOP. T y 

6310280036 

30-273 

Q 

BISHOP, T y 

0310200060 

50-273 

0 

BISHOP, T y 

B31 0310246 

30-273 

0 

BISHOP, T y 

8310310274 

30-273 

Q 

BISHOP. T W 

8310310296 

30-312 

0 

BISHOP. T y 

0310310332 

50-273 

0 

BISHOP. T y 

0310310396 

30-328 

a 

BISHOP,! y 

8310310401 

30-312 

a 

BISSETTiP H 
BITTER. D B 

8310190251* 

0310110503* 

50-334 

FOIA 

Q 

BLACK. 9 

8208230434* 

30-302 

a 

BLACK. 9 

0209010314* 

30-302 

Q 

BLACK, S 

BLAIR. L R 

8210030447* 

8310110339 

30-382 

FOIA 

0 

BLAKE. E L 

0310030331 

30-289 

0 

BLAKE. E L 

0310030331 

50-209 

0 

BLAKE. E L 

0310030403 

50-289 

0 

BLAKE, E L, 

8310030403 

30-209 

G 

BLAKE. E. L 

8310040392 

30-209 

0 

BLAKE, E, L. 

8310040392 

30-209 

Q 

BLAKE. E L 

8310110205 

30-289 

0 

BLAKE. E L 

8310110203 

50-289 

Q 

BLAKE, E L 

8310110224 

30-289 

0 

BLAKE, E L 

e310ft0224 

50-209 

G 

BLAKE. E L 

0310110272 

50-209 

G 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

BLAKE. E L 

8310110200 

30-302 

0 

BLAKE, E L 

8310110280 

30-302 

G 

BLAKE. £ L 

8310120393 

30-289 

0 

BLAKE. E L 

8310120393 

30-289 

0 

□LAKE. E L 

8310170398 

50-302 

0 

BLAKE. E L 

0310170390 

50-302 

0 

BLAKE. E L 

0310180333 

30-209 

0 

BLAKE. E L 

8310180333 

30-209 

G 

BLAKE. E L 

8310200211 

30-209 

G 

BLAKE. E L 

8310200211 

50-289 

0 

BLAKE. E L 

0310210249 

50-289 

0 

BLAKE, E.L 

8310210249 

30-209 

0 

BLAKE. E L 

8310310193 

50-302 

0 

BLAKE. E L 

8310310193 

50-302 

0 

BLAKE. £ L 

8310310190 

50-209 

G 

BLAKE. E L 

0310310198 

50-289 

0 

BLAKE. E L 

0310310302 

50-239 

0 

BLAKE. E. L 

8310310382 

50-289 

0 

BLAKE, J 

8310270224 

50-323 

s 

BLAKE. J J 

8310040203* 

50-239 

Q 

BLAKE, J J 

0310040316* 

50-250 

0 

BLAKE, J. J 

8310040427* 

50-390 

Q 

BLAKE, J J 

8310230259# 

50-239 

Q 

BLAKE. J J 

8310250300* 

50-327 

Q 

BLAKE, J J 

0310250404* 

30-413 

Q 

BLAKE. J J 

BLANC, G A 

BLANC. 0 A 

8310230464* 

B310260173* 

0310260177* 

50-200 

FOIA 

FOIA 

Q 

BLANKEMGYER. J 

0310120322 

30-346 

0 

BLESeiNC. J 

0310140000* 

30-302 

P 

BLOCH, P. D 

8310040184 

50-133 

0 

BLOCH. P B 

0310110366 

30-445 

0 

BLOCH. P D 

0310130194 

30-133 

0 

BLOCH. P B 

0310140018 

30-445 

0 

BLOCH. P 0 

0310140003 

30-443 

G 

BLOCH, P B 

031O27O22B 

50-443 

0 

BLOCH, P B 

8310270293 

30-44P 

0 

BLOCK. S 

BLOSSOM. J N 

B31005047B* 

8310030199 

30-153 

40-8432 

T 

BLOUOH.A R 

8310140068 

50-277 

a 

BLOUGH. A fi. 

0310210278* 

50-277 

8 

BLOUOH.A R 
BLUBAUGH.R E 

8310310361 

8310190106 

50-277 

40-3453 

s 

OLUMBERO. N 

8310140166* 

50-289 

0 

BOAROMAN. J R 

0310040377* 

50-203 

Q 

BOARDKAM.J R 
BOATRIGHT, P A 

0310180414* 

B310130249 

50-498 

71-3900 

0 

DOBE. P E 

8310280166* 

50-266 

8 

BODE. P E 

BOOBY. J R 

0310200171* 

8310030210* 

90-266 

40-838. 

8 

BODINE.J C 

8310270094* 

90-244 

F 

BOGART, A 

BOHN. M P 
BOISVGNUEi L 

BOLD, E R 

8310140266* 

8310110032 

0310200331 

8310230011* 

30-302 

h^REO 

XPORTLIC 

0A999 

R 

aOLDN.A E 

0310110099 

SO- 123 

V 

BOLON. A £ 

0310110113* 

50-123 

V 

BOMBEROER, C 

B30B 180960* 

50-346 

P 

BOMBEROER.C 

0309020392* 

50-277 

P 

BOMBEROER, C. R 

0309060263* 

50-315 

P 

BOOMER. H R 

0310170791 

50-289 

P 

BOOKER. J E 

0307260003 

50-438 

A 

BOOKER, J E 

0310030949 

50-498 

8 

BOOKER. J £ 

8310040126 

50-498 

8 

BOOKER, J. E. 

8310040130 

50-450 

B 

BOOKER. J E 

8310040318 

50-458 

S 

BOOKER, J E 

8310040496 

50-450 

8 

BOOKER. J.E 

8310060074 

90-438 

8 

BOOKER. J E 

8310070319 

50-498 

A 

BOOKER, J E 

8310130103 

30-450 

8 

BOOKER. J E 

8310130210 

50-490 

8 

BOOKER. J E 

8310130215 

30-498 

s 

BOOKER, J E 

8310130236 

30 -498 

s 

BOOKER, J E 

8310130238 

30 -498 

8 

BOOKER, J E 

8310130322 

50-458 

8 

BOOKER. J E 

8310160269 

30-450 

8 

BOOKER. J. E. 

831 01 8030 3 

30-450 

B 

BOOKER. J E. 

8310180303 

30-490 

6 

BOOKER, J E 

8310180460 

90’<49B 

8 

BOOKER, J E 

83101 80461 

30-490 

B 

BOOKER. J. E, 

8310210149 

50-490 

8 

BOOKER, J E 

8310210173 

50-490 

8 

BOOKER. J E 

8310210201 

90-490 

S 

BOOKER, J E 

8310210221 

90-490 

A 

BOOKER. J E. 

8310210262 

30-498 

8 




ACCESSION 

SUBJECT 

AUTHOR 


NUMBER 

CATEDQR' 

BOOKER. J E, 


8310270181 

90-458 

BOOKER. J E 


031020001 1 

50-458 

BOOKER, J E 


0310200030 

50-458 

BOOKER. J E 


83 1020003 3 

50-458 

BOOKER, J E 


8310200084 

50-458 

BOOKER, J E 


8310200117 

50-438 

BOOTH, L F 


8310060079 

70-143 

BOROENICK. E 

M 

8310050339 

50-322 

BOROENICK. S 

M 

8310050378 

50-322 

aORDENICK. 8 

M 

8310050393 

50-322 

BDRDENICK, B 

M 

8310050427 

50-322 

□DRDENICK. 0 

M 

8310130245 

50-322 

BDRDENICKi B 

M 

8310230122 

50-322 

DORDENICK. B 

M 

8310250491 

50-322 

SORDINE, T C 


8310040264 

50-185 

DORDINE.T C 


6310120110 

50-193 

BORDINE.T C 


8310130296 

50-193 

DORDINE, T C 


6310170465 

30-159 

BDRDINEiT C 


8310170486 

30-195 

BORDINE.T C 


6310170552 

30-155 

DORDINE. T, C 


8310270245 

90-155 

DOTIHER.L 


8310240067 

90-329 

DOTIMER.L A 


83 1 0240023 

90-329 

DOTIMER, L A 


6310240033 

50-329 

BQUCHEV, 0. D 


8310200397* 

FOIA 

BOUKNIGHT.R 

J 

8310040465 

50-395 

EOUKNIGHT.R 

J 

8310070278 

90-399 

aOUKNlGHT, R 

J 

8310310392 

50-395 

DQUKNIGHT. R 

J 

8310310394 

50-399 

DQURHIA.A 


8310130196 

50-374 

BnyHAKER, N J 

1 

8310310099 

50-317 

fiOHNAN. 8. n 


8310190057* 

90-200 

DOYACK. D E 


0310200389 

NUREO 

BOYD, T> 


8310210122 

90-316 

BOYD, T> 


8310210131 

50-299 

DOYDi D C. 


8310040295* 

50-255 

BOYD, D C 


8310060374* 

90-153 

BOYD.D C 


8310240096* 

50-293 

BOYD, D C 


831024D100* 

50-313 

BOYER. L 


8310060367* 

50-324 

BOYER, L E 


8310060364* 

90-324 

BOYER. R. E 


8310270206 

50-312 

BOYER. V. 9 


0310110300* 

90-352 

BOYER. V 8 


□310110307* 

50-352 

BOYER, V S 


8310120388* 

50-352 

BOYER* V S 


8310140101* 

90-352 

BOYER. V. 8. 


831D2B01S7 

50-392 

BRACKENBU8K. 

L 

83 1026038 1 

NUREG 

BRACKHAN. T. » 


8310120099* 

CONTRACT 

BRADBURY. R B 


8310120255 

PR 

BRADFORD. L 


8310270372 

50-269 

BRADFORD, y H 


8310040384* 

50-348 

BRADLEY. E J 


8309130094 

50-392 

BRADLEY. E J 


8310050437 

50-352 1 

BRADLEY. E J 


8310070243 

50-352 

aRAl>LEY. E J 


B310140097 

50-392 

BRADLEY, E J 


8310140101* 

90-332 < 

BRADLEY, E J. 


8310140278 

30-332 . 

BRADLEY. E J 


8310230035 

50-392 1 

BRADLEY. J 


8310110024* 

50-153 1 

BRADLEY. U H. 


8310210186 

50-413 

BRADLEY, M H, 


831 0240099* 

50-413 

BRADY. J. A. 


8310200443* 

50-320 1 

BRADY. A 


8310270396* 

50-289 1 

BRAILE.L y 


8310200131 

RES 

BRAMLETT. L. 8. 


8310190043 

50-360 1 

BRANAGANi E F 


8310170626 

50-400 ( 

BRANDENBURG , 1 

i 

8310270126 

FOIA 

BRANNIN, J, P. 


8310230060 

50-3B9 1 

BREAUX. D G 


8310230270* 

OA999 

BREEN. J. 


8310240209* 

FOIA 

BRENNER. L 


8310040183 

30-392 ( 

BRENNER. L 


8310D40187 

50-332 ( 

BRENNER. L 


8310030337 

90-322 ( 

BRENNER, L 


8310060192 

90-322 ( 

BRENNER. L 


8310110092 

30-352 i 

BRENNER, L 


8310240188 

50-332 i 

BREY. H L. 


8310040169 

30-267 i 

BREY. H L. 


8310130286 

50-267 i 

BREY. H L 


0310210293 

50-267 ( 

BRXCKLEY, R H 


8310040396* 

06999 

BRIDEN. D y 


8310110087* 

50-346 1 

6R EDGES, T L 


0310250370* 

50-409 1 

BRI003.L E 


8310190203* 

50-332 ^ 

BRIGHT, G a 


8310040192 

50-142 ^ 


492 


AUTHOft 


DRICHT.O O 
BHIOHT, 0 O 
BKITTOM, H H 
BflOCARO/D R 
flROCK.B L 

BROCOUW.S J 
BROEHL. D J 
8R0€HL»D J 
BROEHL. D J 
BRCRfBERCi B 

BHDhSEROi B 
BRQNRiJ C 
BRONBiJ C 
SRODKSrE H 
BHDOKSiH L 

BROWKiC A 
BRDl^RrC r4 
BROHKiE J 
BRDIniNiO P 

BROWMiO 0 

SROU^IiJ Y 
U 

OROgNj fi, L 
bpdunpB g 

BROgNiM B 

BFtOUNiU B 
BFiagNiU 0, 
BRONN^U B 
BROWNiM B 
BROUNrU B 

BROUN. U B 
BROUNiW D 
BROUN. W B 
BROUN. H B 
BROgN.U S 

BROWN. U B 
BRPWNiW B 
BROWN. H B 
BROWN. W, B. 
brown. W B 

BROWN. W B 
BROWN. U, S, 
BROWN. K 6 
BRdWNiW B 
BROWN# N B 

BROWN. W E 
BROWN. W E 
BROWN. U. L 
BROWNBiC I 
BROWNLEE. V, 

BROWNLEE. V 
BRDWNBON.F L 
BRUME, fi L. 
BRUNNER. J E 
BRUNNER. U E. 

BRYANT# J 
BRYANT# J 
BRYANT, J C. 
BUCKLES. U A 

buckles. R 

lUCKLES.R 
IUCKLE8. fl 
lUCKtes. R 
PUCKLEV.0 C 
lUCKLEY. D C 

UCHLEY. B. C 
UCKLEY.R 
UDNITZxR 
VFE, J L 
UFE, J L. 

UFE# J. L 
JFE, J L 
JFE. J. L 
JNTINO.J Q 
JRCHi R.H 


PERSONAL AUTHOR INDEX 


ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

ACCESSION 

NUmER 

Boionosie 

0310360260 

B 31 00406204^ 
6310030649* 
6^10030210* 

30-400 G 
90-142 0 
70-1191 

GEN TEC IS 
XPORTLIC 

BURNETT, n F 
BURNETT, R F 
BURNETT# R F 
BURNETT# R F 
BURNETT. R F 

6310240226 

8310260046 

6310270494 

8310270915 

8310270371 

0310130132* 
831 003034 J 
6310030364 
B3 10060230 
03 100701 B 3 

50-337 0 

PR 

PR 

30-344 F 

CONTRACT 

BURNETT, R F 
BURNS, L S 
fiURSTElN.0 

BURST El N. d 
BURSTEIN.S 

8310270509 
8310IB0132* 
6310130004 
6710210044 
631 0200 16B* 

0310070431 
031 01 70603 
0310190202 
831 0040294 
63 1 005040 J* 

CONTRACT 

50-286 R 
50-286 R 
90-269 Q 
50-413 T 

BURSTETN.S 
BURTON, J A 

BUSH. K W 

BUTLER. S D 
DUTLER.S D 

6310310370 

0310110029* 

8310190090 

0310240212* 

6310250917* 

6310120324 

6310170403* 

6300150383* 

6310190017 

6310310373 

TOPftEP 

90-263 Q 

90-387 8 

40-3493 

40-6084 

BUTLER, 8 D 

BUTZ. L M 

QVERSi R. 

OVRP. R 

BYRD. R 

8310250624* 
631O06016B* 
6310070231* 
83 10030296 
631 0030490 

8310270370 

6310030420* 

0310100149* 

8310270003 

0310240070 

90-358 H 
90-493 0 
30-490 0 
50-213 F 
70-1201 

BYRD# R 

BVRD.B 

BYRD. R 

BYRD. R 

PVRD. R 

8310040364 
0310040417 
83 10060001 
8310060002 
8310060401 

6310240074 

6310240086 

6310240099 

6310240101 

6310240210 

70-143 

70-27 

70-2983 

70-27 

70-27 

BYRD. R 

BYRD. R- 
0VRD. R 

BYRD. R 

BYRD. R 

8310070170 
0310070192 
B3100 70305 
0310140122 
0310170474 

6310240214 
6310240224 
6310240229 
631024022 6 
0310240229 

70-143 

70-1151 

70-25 

70-824 

70-1191 

BYRD. R 

BYRD.R 

BYRD# B 

BYRD# R 

BYRD. R 

031O17O5J2 

0310190109 

0310190111 

0310210019 

6310210162 

8310240230 
831024023 1 
8310240240 
6310260029 
e3i02>£)0433 

70-1131 

70-143 

70-1297 

70-143 

70-27 

BYRD# R 

DVRD. R 

BYRD. W K 

DVRON.P. t1 

CAHILL, W J- 

6310270235 

0310270397 

6310260090* 

6310170643* 

6310030232 

6310270936 

6310270956 

031O27O9A2 

831027D964 

8310270628 

70-139 

70-27 

70-824 

70-364 

70-1257 

CAIN. J M 

CAIN. J.W 

CALLAN#L J 
CALLAN. L J 
CALLAN. L -J 

8310040959 

6310260002 

8310030476 

6310130226* 

8310130335* 

8310070293* 

8310070293* 

8310040601 

0310070091* 

B310040907* 

30-324 F 
90-324 F 
40-0380 

M-279 R 
50-269 0 

CALLIHAN.D 
CALSOYAS. C D 
CAMP. A L 
CAMPBELL. 8 E 
CAttPBELL. W E 

0310120026* 

0310180609 

8310190263 

0310030349 

0310270594 

63l025029i»* 

6310060079 

6310190313* 

8310250041 

B3 10230073 

50-269 0 

70-1 43 

FQIA 

50-329 0 

50-329 0 

CAMPE.K M 

CAN r AND. R 

CANNY, J, 

CANTRELL. F 8 
CANTRELL# F S 

0310090461 

8310120280* 

0310260190 

B3100403B4* 

0310250190* 

03 1 0040307* 

B31029025A* 

6310240032* 

6310240119 

8310190046 

50-269 0 
50-269 0 
90-413 T 
50-313 J 

FOIA 

CANTWELL, F F 
CAPHTON.D 
CAPH70N, D. L 
CAPLAN. J 8 
CAPONE/ D W 

0310170609 
831 0200092* 
B31(lf90291« 
8310190263 
6310040297 

8310S90026 

0310250031 

8310270295 

0310170070 

8310170124 

FOIA 

FOIA 

50-279 P 

90-400 F 

50-400 e 

CAPRA. R A 

CAPRA# R A 
CARBEINER.R E 
CARDARELH/R P 
CAREY. J J 

6310170022 

8310170747 

6310170519 

8310050110 

0310040400 

6310IB01BS 

6310290379* 

6310070240* 

8310070306 

8310140123 

90-400 F 

0A999 

CONTRACT 

50-302 S 

90-302 B 

CAREY. J J 

CAREY. J. st 

CAREY. J J 

CAREV. J- J 

CAREY, J J 

0310040561 

0310120297 

0310140206 

0310160022* 

8310100432 

8310140107 

0310140233 

0310210021 

0310060916 

«*'»iOPArta^n* 

90-302 8 

90-302 a 

50-302 8 

WASTE ilOT 

50-400 A 

CAREY# J J 

CAREY. ^ J. 

CAREV. a J 

CARLEY, A 

CARLEY.A 

B310190019 
8310210336 
B3102701 54 
8310270510* 
8310270593* 


SO -400 A 

50-392 T 

90-397 a 

50-271 R 

50-329 0 

CARLISLE, C S 
CARLISLE. C 8 
CARLISLE. C S 
CARLISLE# C S 
CARLISLE. C S 

8309300331 

8310120196* 

8310120250* 

031O17O9O7* 

6310180341* 


90-329 <1 

50-269 0 

^-416 A 

CARLISLE. C 6 
CARLISLE- C. S 
CARLISLE. C B 
CARLISLE. C.S 
CARLISLE. C, S 

0310200200* 

0310250008 

8310290092 

6310250144 

8310290290 


SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

suajEcr 

CATEGDRV 

70-11 13 


CARLISLE, C S 

8310290423 

50-397 

S 

70-1237 


CARLISLE. C S 

8310230433 

50-397 

S 

70-1100 


CARLISLE, C S 

8310270444 

90-397 

A 

70-371 


CARLSON. J D 

0310170479* 

50-275 

a 

70-143 


CARPENTER, G L 

6310270364* 

50-263 

8 

70-135 


carpenter, J H 

8310110210 

50-400 

Q 

50-352 

0 

CARPENTER, T 

0310260016 

FOIA 


50-266 

P 

carri a V 

6310110060 

90-4^1 

Q 

50-266 

F 

CARR. A V 

0310110060 

50-491 

0 

30-266 

B 

CARR. A V 

0310110294 

50-413 

0 

50-266 

F 

CARROW. h 

0310030441 

50-400 

0 

CONTRACT 

CARROW. h 

0310030478* 

50-400 

0 

50-332 

0 

CARROW. H 

0310260202 

50-400 

0 

30 -526 

0 

CARROW. H 

0310260209* 

50-400 

0 

90-327 

0 

CARSON. R 

0310200002* 

50-254 

F 

SO-327 

0 

carter. S E 

0310100152* 

50-352 

0 

CONTRACT 

CARUSO. M A 

8310090304* 

50- 1 55 

T 

CONTRACT 

CARVER. A M 

6310040365* 

50-302 

A 

50-416 

s 

CASAUBON. M 

0310130267# 

50-400 

E 

50-416 

5 

CA9AUB0N, M 

8310130271* 

50-400 

E 

50-416 

8 

CASE, E 0 

8310110111* 

50-279 

P 

go-416 

S 

CASE. E 0 

0310180572* 

90-298 

P 

90-416 

S 

CASPER. R M 

S31O27O109* 

FOIA 


50-416 

8 

CASSIDY/ Q p 

0310040510 

50-443 

0 

50-416 

S 

CASSIDY. H G 

8310260291 

50-546 

0 

50-416 

8 

CASSIDY, T J 

8310240091* 

50-266 

0 

50-416 

3 

CASTLE. U N 

0310050224 

NUREQ 


90-416 

8 

CATCHPOLE. <? J 

8310180172 

40-0745 


50-416 

8 

CATHEY. D 

8310030436 

50-416 

S 

30-416 

S 

CATHEY. D E 

8309060068 

50-416 

8 

90-416 

s 

CATHEY. D E 

8310030317 

50-416 

S 

50-416 

s 

CATHEY. D E 

8310060025 

50-416 

B 

90-416 

s 

CATHEY. D E. 

8310060112 

50-416 

S 

50-416 

3 

CATHEY. D E 

8310070239 

50-416 

3 

50-416 

s 

CATHEY, D E 

8310120419 

50-416 

8 

50-416 

8 

CATHEY, D E 

8310140091 

SO-416 

S 

50-416 

S 

CATHEY, D E 

8310140061 

90-416 

& 

FOIA 


CATHEY/ D E 

8310170498 

90-416 


50-341 

Q 

CATHEY. P E 

0310190098 

50-416 

6 

50-498 

C 

CATHEY/ D E 

8310190234 

50-416 

6 

90-382 

A 

CATHEY. D E 

0310190257 

50-416 

B 

90-302 

A 

CATHEY. 0 E 

8310270336 

50-416 

e 

90-360 

6 

CATTDN. I 

0310050224 

NUREO 


90-313 

Q 

CAUSEY, J C 

8310270327 

90-366 

p 

50-313 

Q 

CAVANAUOFLW T 

8310070415* 

CONTRACT 


50-201 

1 

CAYEN. C F 

0310170322 

71-137 


50-273 

P 

CERNE, A 

8310070232 

90-443 

A 

NVREO 


CESARE. J 0 

0310190006 

50-4 1 6 

R 

50-454 

H 

CHACKESfK M 

8310040225 

50-403 

0 

TOPREP 


CHACKES, K M 

8310040225 

90-483 

0 

50-159 

T 

CHAFFE. A E 

0310200214* 

50-206 

0 

70-972 


CHAMBERS. 0 T 

8310060380 

50-260 

9 

50-266 

P 

CHAMBERS.O T 

8310270073 

50-260 

s 

S0-34B 

Q 

CHAN. E 1 

0310050216 

90-397 

Q 

90-299 

0 

CHAN. E I 

8310050423 

50-352 

0 

50-304 

0 

CHAN. E 1 

0310290266 

90-293 

0 

30-271 

Q 

CHAN, y F 

6310120210* 

50-159 

T 

30-334 

NUREO 

PR 

Q 

CHANDLER.J C 
CHANDLER, J C 
CHANDLER.J C 

6310050470* 
031 0070260 
8310140239 

50-255 

TOPREP 

TOPREP 

P 

30-209 

P 

CHANDLER.J C 

0310140244* 

TOPREP 


30-289 

P 

CHANDLER.J C 

8310210139 

TOPREP 


90-302 

S 

CHANDLER, L J 

8310050454 

50-279 

0 

70-1257 


CHANDLER, L J 

8310130017 

50-279 

0 

90-334 

Q 

CHANDLER# L d 

0310130019* 

90-279 

0 

90-334 

F 

chandler, L J 

8310250203 

50-279 

0 

90-334 

P 

chandler, L J 

6310250467 

90-275 

0 

90-334 

F 

chai^y.h D 

6310060026* 

50-313 

Q 

50-334 

0 

CHANEY. H D 

8310060464* 

90-302 

0 

50-334 

F 

CHANO, F H 

8310070154 

NUREO 


50-334 

R 

CHANO.T V 

8310110349 

NUREO 


50-334 

P 

CHAPLIN. S, 

6310190060 

50-320 

8 

50-334 

P 

CHAPLIN, B D 

8310200155 

90-320 

8 

90-155 

F 

CHAPLIN. 6, D 

8310250434 

50-320 

S 

50-159 

F 

CHARNLEY, J s 

031OO5OIB5 

TOPREP 


50-397 

S 

CHARNOFF. 0 

8310170234 

71-9010 


30-397 

Q 

charnoff. 0 

0310170234 

71-9010 


50-397 

0 

CHARNOFF, 0. 

8310170234 

71-9010 


90-397 

Q 

CHABNOFF, 0 A 

6310290049 

27-39 


50-397 

Q 

CHA8N0FF. 0 A 

6310250051 

27-39 


90-397 

Q 

CHAUDHARY, S K 

6310190203* 

90-352 

0 

90^397 

A 

CHEN. P, 

8310050500* 

50-155 

T 

90-397 

S 

CHEN. S 

8301210540* 

90-244 

P 

50-397 

8 

CHEUNQ. V K 

8310180076 

NUREO 


50-397 

8 

CHlAPETTA.R L 

8310120024* 

CONTRACT 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATeOORY 

CHICHESTER, G 

eoloososoa 

50-443 

H 

CHURCHILL. D W 

0310190212 

30-392 

0 

COLOMBO, R U 

8310270492 

50-3 IS 

8 

CHICHESTER, Q 

B3100SOSOB 

50-443 

H 

CHURCHILL, 0 M 

0310200102 

90-266 

0 

CON, V N 

B30G03D3G2« 

50-315 

a 

CHILK, S J 

0310030419 

50-289 

G 

CHURCHILL, D W 

8310200102 

50-266 

Q 

CON, V N 

0309200906* 

90-267 

Q 

CHILKiS J 

8310030339 

50-443 

G 

CiLLlSi M 

8310210256* 

50-228 

Q 

CONOR A, R 0 

0310170011 

40-86 


CHILK. S J 

0310040217 

50-483 

G 

CINTULA, t c 

0305030115* 

50-361 

B 

CONE, T C 

8310240271* 

WASTE MOT 

CHILKiS J 

8310040261* 

FDIA 


CIPOLLA.A J 

8310170623 

40-3392 


CDNLQN, T E 

B3 10040042* 

50-321 

Q 

CHILK, S J 

8310040367 

30-195 

G 

CLARDV, L S 

0310060169* 

30-331 

Q 

CONLON. T E 

0310800057* 

90-440 

G 

CHILK, S J 

9310040274 

30-341 

0 

CLARK. P E 

8310090239 

I^LfREG 


CONLON, T E 

6310290236* 

90-937 

Q 

CHILK, B J 

□3100402B0 

30-289 

0 

CLARK, L 

8310130216 

50-20 

F 

CONLDN, T E 

0310890300* 

90-430 

G 

CHILK, S J 

8310040302 

50-275 

0 

CLARK, P n 

8310260143 

50-289 

F 

CONLOK, T E 

0310290492* 

90-416 

G 

CHILK, S J 

0310060197 

30-266 

0 

CLARK, R J 

0310110921 

90-299 

P 

CDNLONi T E 

B310290498* 

90-348 

0 

CHILK, 5 J 

8310060463 

lOCFR 


clark,r j 

6310270523 

90-299 

Q 

CONLON, T E 

B310250569* 

90-327 

Q 

CHILK, B J 

83 1 007020? 

50-275 

G 

CLAU3S,U M 

0310130232* 

50-341 

A 

CDNLON, T E 

03 10870426* 

90-440 

G 

CHILK, B J 

8310070383 

COMMIBSION 

CUAYTDN, F L 

8310030147 

90-348 

F 

CONN, W 0 

8310040232 

50-397 

F 

CHILK, S J 

031OUOO49 

90-443 

0 

CLAYTON, F L 

8310030414 

50-348 

P 

CONN, W 0 

0310040331 

50-397 

8 

CHILK, S J 

0310110030 

50-289 

0 

CLAYTON, F L 

8310040377* 

90-340 

Q 

CONN, W 0 

8310290509 

50-397 

8 

CHILK, S J 

83101 10061 

90-440 

0 

CLAYTON. F L 

0310040307 

90-348 

P 

CONNAUOHTDN, K 

8310040430* 

90-494 

Q 

CHILK, 6 J 

8310110114 

30-279 

U 

CLAYTON* F L 

0310040436 

90-348 

F 

CONNER, E 

0310140166* 

90-20? 

Q 

CHILK, 6 J 

03101 lOlSl* 

90-279 

u 

CLAYTON, F L 

8310060096 

90-340 

P 

CONNER, E L 

9310090499 

50-392 

A 

lhilk. b j 

8310110323 

30-289 

o 

CLAYTON, F L 

831 0070 138 

50-340 

8 

CONNER, E L 

8310190203* 

tw-a92 

0 

CHILK, 9 J 

8310110238 

30-289 

o 

CLAYTON* F U 

8310070290 

90-364 

8 

CONNER. L 

8310270469 

FOIA 


CHILK, S J 

0310120409 

30-341 

Q 

CLAYTON. F L 

8310070296 

50-340 

S 

CONNER, L 

B310310017 

90-3 

P 

CHILK, 9 J 

8310130413 

50-273 

0 

CLAYTON, F L 

8310120390 

50-348 

8 

CONNER, T B 

B3 1009091 9 

90-392 

0 

CHILK, 9 J 

9310130123 

lOCFR 


CLAYTON. F L 

0310140194 

90-348 

P 

CONNER, T B, 

8310050919 

90-352 

0 

CHILK, 9. J 

8310130224 

50-440 

0 

CLAYTON, r L 

0310140226 

50-340 

8 

CONNER,! B 

8310UQS16* 

90-390 

0 

CHILK, S U 

9310130403 

lOCFR 


CLAYTON. F L 

0310170407 

90-340 

P 

CONNER*! B 

8310110269 

50-398 

0 

CHILK, 5 J 

0310130409 

50-320 

p 

CLAYTON, F L 

B310170416 

50-340 

P 

CONNER*! B 

831011026? 

90-398 

0 

CHILK, B U 

8310140092 

MIBC 


CLAYTON. F L 

0310180124 

30-340 

R 

CONNER, T B 

8310110206 

90-390 

0 

CHILK, 5 J 

0310140242 

90-155 

0 

CLAYTON, F L 

0310180134 

30-364 

R 

CONNER, T B 

8310110286 

90-350 

0 

CHILK, S yJ 

8310140247 

50-199 

Q 

CLAYTON, F L 

8310100308 

90-340 

0 

CONNER, T. D 

0310120028* 

90-201 

I 

CHILK, S J 

0310140230 

90-266 

Q 

CLAYTON, F L 

8310190071 

30-364 

R 

CONNER, T B 

8310120020* 

90-201 

I 

CHILK, 8 J 

8310140294 

90-209 

P 

CLAYTON, F L 

8310210022 

50-346 

F 

CONNER, T D 

0310120020* 

90-201 

I 

CHILK, 9 J 

9310170096 

lOCFR 


CLAYTON, F L 

8310210259 

50-340 

P 

CONNER, T, 6 

8310210153 

50-350 

0 

CHILK, 5 U 

031O17OOS0 

lOCFR 


CLAYTON, F. L 

8310290422 

50-340 

P 

CONNER, T B 

8310210153 

50-390 

0 

CHILK, 9 U 

8310170321 

90-247 

F 

CLAYTON, F L 

8310290479* 

50-348 

0 

CONNER, T B 

0310270301 

50-394 

0 

CHILK, 9 U 

0310170424 

90-443 

Q 

CLAYTON, F L 

8310270061 

50-364 

8 

constable. 0 L 

0310310400* 

50-382 

Q 

CHILK, 8 J 

8310170693 

50-289 

P 

CLAYTON, F U 

8310270374 

50-340 

P 

CONSTAS, J 

0310180906 

90-900 

H 

CHILK, 9 J 

9310180039 

50-338 

A 

cleland, L. L 

0310290631* 

50-312 

P 

CDNTEiR 

B310140166* 

50-209 

a 

CHILK. 9 U 

0310100041 

lOCFR 


clemenson, F 

8310090419* 

50-413 

T 

COOK, D 

8310170271 

50-254 

8 

CHILK, 8 J 

8310180339 

50-309 

0 

CLEMENSON, F 

8310090914* 

50-199 

T 

COOKpH l 

8202230210* 

FOIA 


CHILK, 9 

0310190091 

50-266 

0 

CLEMENTS, W L 

8310040399 

90-209 

G 

COOK, H L 

8310260029* 

FOIA 


CHILK, 8 J 

8310190961 

50-273 

0 

CLINE, W E 

0310290304* 

90-390 

0 

COOK, H L 

0310260067* 

FOIA 


CHILK, S U 

8310210147 

lOCFR 


CUlNE, W E 

8310290978* 

90-324 

Q 

COOK, H L. 

0310260109* 

FOIA 


CHILK, 9 J 

8310340268* 

FOIA 


CLOSIUB,0 J 

8310290319 

90-213 

8 

COOK, H L 

8310260121* 

FOIA 


CHILK, 8 J 

9310250009 

FOIA 


CLOSIUSiO J 

8310290321 

90-213 

8 

COOK, h L 

0310260103* 

FOIA 


CHILK, 8 J 

8310260241 

50-266 

0 

CLOUD, R L 

8208010014* 

90-279 

P 

COOK, H L 

0310260146* 

70-1144 


CHILK, 9 U 

8310270149* 

FOIA 


CLOUD, R L 

9310100361* 

90-279 

T 

CDDKrH U 

0310260149* 

70-U44 


CHILK, 9 U 

8310270218 

50-443 

0 

CLOUD, R L 

0310180369* 

50-279 

T 

COOK, H L 

03 10260230* 

FOIA 


CHILK, 9 J 

0310270234 

50-329 

G 

CLOUGH, R L 

8310310447 

NUREO 


COOK, H L 

0310260258* 

FOIA 


CHILK, 8 J 

8310270299 

50-209 

0 

COFFMAN, F E 

8310240293 

WASTE MOT 

COOK, H L 

0310260321* 

FdIA 


CHILK, 6 J 

0310270297 

90-10 

G 

COHEN, J 

8310210266* 

90-309 

Q 

COOK, H L 

0310260347* 

FOIA 


CHILK, 9 J 

8310270304 

50-289 

Q 

COLBURN, N I 

8310070414 

NUREO 


COOK, H L 

8310260399* 

FOIA 


CHILK, 9 J 

8310270317 

90-338 

0 

COLBURN, T G 

8310070439 

90-266 

P 

COOK, H L 

8310260304* 

FOIA 


CHILK, B tJ 

0310270367 

50-329 

0 

COLBURN, T 0 

B310130092 

90-266 

P 

COOK.H L 

0310260308* 

FDIA 


CHILK, 8 J 

0310200066 

50-341 

0 

COLBURN, T 0 

8310130199 

90-266 

P 

CtJDK, H L 

8310260394* 

FOIA 


CHILK, 8 J 

031O2GO162 

WASTE MOT 

COLBURN, T 0 

0310170079 

90-266 

P 

COOK, J, 

0310120439 

50-333 

R 

CHILK, 8 J 

8310290172 

30-289 

p 

COLBURN, T 0 

8310240116 

90-266 

P 

COOK, J L 

B310200S03* 

50-3?7 

G 

CHILK, 9 J 

8310280912 

30-330 

0 

COLE, P A 

9310070173* 

CONTRACT 


COOK, J U 

0309090299 

SO-32? 

B 

CHILTON, A D 

8310070323 

NUREO 


COLE, R F 

B31OSSO390 

90-450 

0 

COOK, xi N. 

0310070142 

50-32? 

A 

CHDKfaHI.N C 

8310130001 

50-155 

T 

COLEMAN, R 

8310070172 

CONTRACT 


COOK. J W 

0310120320 

90-32? 

A 

choules,n C 

B310J40219* 

90-373 

Q 

COLEMAN, R vl 

0310180270 

90-279 

H 

COOK, -J U 

0310170421 

50-32? 

8 

CHPULE9, N C 

8310270440* 

90-309 

Q 

COLEMAN, R N 

B3101I0916 

CONTRACT 


COOK, u y 

8310290101 

90-32? 

8 

CHDH, E 

8303230482# 

90-233 

P 

COLEY, J L 

8310040283* 

90-29? 

Q 

COOK, J y 

0310270265 

90-32? 

8 

CHflISQOTiMOS, N 

0310290613* 

50-234 

Q 

COLEY, J L 

0310290259* 

90-259 

Q 

COOK, J y. 

0310270352* 

90-329 

Q 

CHRIBTA-HARIA 

0310040949 

30-139 

T 

COLEY, J L 

B3I 0290464* 

90-280 

Q 

CDOKrJ W. 

0310310070 

90-32? 

R 

CHRISTA-MARIA 

8310040690 

50-199 

T 

COLLINS, P J 

8310060019* 

90-244 

Q 

COOK, K W. 

8310120226 

90-302 

A 

CHRISTA-NARIA 

8310040621* 

90-155 

T 

COLLINS, D J 

0310120217* 

90-277 

Q 

COOK, K y 

0310290496 

90-302 

E 

CHRISTA-MARIA 

8310040624* 

90-193 

T 

COLLINS, P. M 

B3I0140142 

IlfE 


CDOKi R. J. 

0310170934* 

90-329 

Q 

CHRI8TEL 

8310110496* 

FOIA 


COLLINS, J T 

8310030390 

90-298 

0 

COOK, R J 

0310170991* 

90-329 

Q 

CHRIQTEL, D 

8310270477 

90-249 

8 

COLLINS, vl T 

0310030399 

90-443 

Q 

COOKE, F. E 

0310180192* 

90-392 

0 

CHRISTIANSON, F 

8310290642* 

90-461 

Q 

COLLINS, J. T 

0310030411* 

90-445 

a 

COOL, D, A 

0310090013 

70-1191 


CHRISTMAN, J N 

8310170369 

SO-322 

0 

COLLINS, J T 

8310040407 

90-267 

p 

COONEY, M J 

0310200137 

50-270 

0 

CHRISTMAN, J N 

0310170369 

90-322 

Q 

COLLINS, J T 

0310070144* 

90-302 

A 

COONEY, M J 

0310200257 

90-277 

R 

CHRISTOPHER, R 

83 10270324* 

50-207 

a 

COLLINS, J T 

8310310422 

90-267 

0 

COONEY, ^1. J 

0310290279 

50-270 

8 

CHRISTOPHER, R 

6310970462* 

90-443 

0 

COLLINS, M E 

8310140080* 

90-302 

P 

COONEY, tl J 

0310290302 

50-277 

8 

CHRlBTOPHERiR. 

8310270474* 

50-443 

Q 

COLLINS, 9- T. 

0310270013 

90-29 

Q 

COOPER, vl. H 

8310310281* 

90-279 

Q 

CHRISTOPHER, N 

8310030409 

30-260 

S 

COLLINS, T R 

0310290940* 

90-369 

8 

COOPER, y E 

8310170214 

50-279 

R 

CHU, K H 

0310180089 

WPEO 


COLOMBO, R 

8310040419 

90-312 

R 

COOPER. y E 

8310170646 

90-279 

R 

CHURCHILL, 0 W 

8310040233 

90-302 

Q 

COLOMBO, R. 

8310170216 

90-312 

R 

COOPER. H E 

8310100361* 

90-275 

T 

CHURCHILL, 0 W 

8310040933 

50-392 

0 

COLOMBO, R, K 

0310120145 

50-312 

6 

COOPER, y E 

8310100375* 

90-279 

T 

CHURCHILL, 0 W 

0310110274 

90-266 

Q 

COLOMBO, R M 

0310120190 

90-312 

8 

COOPER, y E 

8310260260 

50-275 

R 

CHURCHILL, D N 

8310110274 

90-266 

9 

COLOMBOiR N. 

8310120167 

90-312 

S 

COOPER* M E, 

8310270241 

50-279 

R 

CHURCHILL, B H 

9310170969 

90-382 

0 

COLOMBO, R- H. 

0310120106 

90-312 

S 

COPELAND, R A 

8310090346 

TDPfiEP 


CHURCHILL, 0 U 

8310170369 

90-302 

9 

COLOMBO, R. W 

0310290598 

90-312 

s 

COPELAND* V 0 

8310120365 

50-199 

0 

CHURCHILL, 0 H 

8310190212 

90-392 

0 

COLOMBO, R N 

0310270431 

90-312 

0 

COPELAND, V 0 

8310120365 

50-199 

G 
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ACCESSION 
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CATEGORY 

AUTHOR 

ACCESSION 

NUMDEH 

SUBJECT 

CATEGOflY 

COPELANOiV Q 

8310170346 

50-454 

0 

CROSSNANiW A 

63 ID 03039 2* 

50-490 

O 

CRUTCHFIELD, D 

0310280120 

50-409 

P 

CDPEtAND^V Q 

8310170346 

50-494 

0 

CROSSWAN, W A 

0310030420* 

50-458 

Q 

CRUTCHFIELD, D 

8310200161 

50-409 

P 

COPELANDiV 0 

0310310206 

90-1 55 

G 

CROSSMANiW A 

0310040157* 

90-302 

O 

CRUTCHFIELD. D 

0310310052 

50-237 

P 

COPELAWD/V 0 

0310310206 

50-195 

0 

CROSSNANiW A 

0310040546* 

30-498 

Q 

CRUTCHFIELD. D 

8310310283 

50-29 

P 

CORBE TTi J S 

0310170740 

71-6601 


crOssnaniW a 

0310040577* 

50-205 

8 

CRUTCHFIELD. D 

B31 03 10360 

50-29 

P 

CDRHiERi U H 

S310030394 

50-142 

0 

CROSSHAN. W A 

0310060391* 

50-302 

Q 

CULLEN. D P 

0310070306 

50-302 

9 

caRNELL, E K 

e3ioiioiu« 

50-275 

P 

CROSSMAN. M A 

0310060464* 

90-302 

Q 

CULLEN, 0 P 

8310210021 

SO -30 2 

S 

CORYELL, 0 P 

3310040197* 

70-143 


GROSSMAN. W A 

0310130190* 

50-498 

0 

CUMMINGS. J C 

0310190203 

NUREO 


CO a SAAR r. J 

B310170107* 

30-338 

S 

CRDSSMANjW a 

0310130230* 

50-499 

Q 

CUMMINGS, J J 

03101 10103* 

FOIA 


COSTANTIWO.C J 

8310210338* 

50-27 5 

T 

CROSSMAN.U A 

0310130292* 

50-458 

Q 

CUMMINGS. J J 

8310210001* 

FOIA 


COSTEULO, N J 

0310200008 

50-443 

U 

C ROSS MAN, W A 

831 01 GO 149* 

50-450 

0 

CUMMINGS, J J 

8310240194* 

FOIA 


COTTERiB P 

0310040194 

27-39 


CftOaSHAN, W A 

03JCH8O414# 

50-490 

0 

CUMMINGS, J J 

8310200179* 

50-289 

P 

COTTER, fl P 

0310120390 

90-450 

0 

CROBSHANiW A 

03103104 08* 

90-382 

0 

CUMMINS, J E 

0310130226* 

50-313 

G 

COTTERi fi P 

031OS6O260 

27-39 


CROUSE. H P 

8310060226 

SO -346 

P 

CUMMINS. J E 

0310130335* 

50-313 

Q 

COTTERfB P 

8310260303 

50-293 

G 

CROUSE, R P 

8310060349 

90-346 

F 

CUNNINGHAM. A L 

8310040517* 

50-250 

Q 

CDUNSfL^M. 0 

031 0030333 

50-423 

A 

CROUSEiR P. 

0310130103 

50-346 

P 

CUNNINGHAM. A L 

0310250352* 

70- 1 43 


COUNSJL.H, 0 

0310030339 

50-423 

A 

CROUSE. R P 

8310170492 

50-346 

P 

CUNNINGHAM. A L 

0310250438# 

50-280 

a 

COUNSfLi W. C 

S31003042B 

50-245 

P 

CROUSE. R P 

0310170999 

90-346 

P 

CUNNINGHAM, G H 

0310130164 

50-230 

G 

COUNSIL. U, 0 

0310030420 

50-245 

P 

CROUSE. R P 

6310100913 

50-346 

R 

CUNNI NOHAM. G H 

6310200144 

50-322 

U 

COUNSILj m d 

6310040161 

50-423 

K 

CROUSE, R P 

03 1 0290226 

50-346 

P 

CUNNINGHAM. R E 

0310250014* 

FOIA 


COUNSIL, kl 0 

G310040161 

90-423 

K 

CROUSE. R P 

0310250239* 

50-346 

P 

CUNNINGHAM, R E 

0310200147 

90- JO 

P 

CDUN3IL.U 0 

S3 1004033 4 

PR 


CRONiW T 

8310040137* 

70-2945 


CUOMO. M 

0310140027 

50-322 

F 

COiiMSlLi U 0 

0310040334 

PR 


CROW* W T 

0310070037* 

40-8027 


CURRAN. D 

031O11O15B 

90-443 

0 

COUNSIL i N G 

0310040334 

PR 


CRQW.W T 

0310170693* 

70-143 


CURRAN, 0 

8310110198 

50-443 

0 

CUilNSlL^ N G 

83100409S1 

50-423 

C 

CROW. W T, 

031010001 9* 

70-143 


CURRAN. D 

8310110165* 

SO-%443 

0 

CUONBIL. N, 0 

8310040521 

50-423 

C 

CROWLEY# 0. R 

0310290464* 

50-200 

D 

CURRAN. D 

8310110169# 

50-443 

G 

COUNSIL* U C. 

8310090431 

P0 


CRUTCHFlELOi 0 

0310030000 

90-244 

P 

CURRAN. D 

0310110170# 

50-443 

G 

COUNSIL* W. 0 

8310050431 

PR 


CRUTCHFIELD.D 

0310030140 

50-213 

P 

CURRAN, 0 

8310110170# 

90-443 

0 

COUNSIL* N G 

831 0050431 

PR 


CRUTCHFIELD. D 

8310030263 

50-219 

P 

CURRAN. D 

0310110175# 

90-443 

G 

COUNSILi w.-g 

0310060039 

50-245 

F 

CRUTCHFIELD. 0 

0310030268* 

90-219 

P 

CURRAN , D 

83101 10175* 

90-4 43 

G 

COUNSlLi U. G 

8310060035 

50-245 

F 

CRUTCHFIELD* 0 

8310030443 

50-219 

P 

CURRAN, D 

8310140191 

SO-443 

G 

CDUNSIL. W 0 

0310060209 

50-Z45 

F 

CRUTCHFIELD. 0 

03 10030492 

50-195 

P 

CURRAN, D 

0310140191 

50-443 

G 

COUNSJUrN. 0 

831 0060209 

50-245 

F 

CRUTCHFIELD.D 

8310040451 

50-244 

P 

CURRAN, D 

831010032? 

50-44 3 

0 

COUNSILi W Q 

8310060S62» 

50-813 

F 

CRUTCHFIELD# D 

0310050054 

90-29 

P 

CURRAN, D 

S3101B03S9 

30-443 

0 

CeUNSlLiN Q 

8310120299 

50-245 

F 

CRUTCHFIELD# D 

0310050091 

90-206 

H 

CURRAN, D 

0310310202 

50-443 

0 

COUNSILi M Q, 

0310120270 

PR 


CRUTCHFIELD, D 

0310050524 

50-237 

P 

CURRAN# D 

8310310202 

SO-443 

G 

COUNSILi N Q 

8310120270 

PR 


CRUTCHFIELD. 0 

83 J 007036 S 

50-244 

P 

CURTIS, C M 

6310190014 

50-321 

R 

COUNSILi N Q 

03 10180270 

PR 


CRUTCHFIELD, D 

0310070368* 

50-244 

P 

CURTIS. M 

0310170690 

40-2061 


COUNSILi M G. 

8310120375 

50-213 

P 

CRUTCHFIELD, D, 

0310110140 

50-237 

0 

CURTIS. N W 

0310040052 

S0-3BB 

A 

COUNBlLrU Q 

0310170190 

50-423 

A 

CRUTCHFIELD. D 

03101 10161 

90-29 

P 

CURTIS# N W 

0310040421 

90-388 

A 

COUNSIL* U 0 

0310170190 

50-423 

A 

CRUTCHFIELD, D 

0310110169 

50-237 

P 

CURTIS, N W 

0310040640 

90-300 

A 

COUNSILi N 0 

03101 70S04 

50-249 

P 

CRUTCHFIELD, D 

eaioi 10193 

50-213 

F 

CURTIS. N W 

031006021 1 

50-387 

F 

COUNSILi N 0 

0310170904 

50-245 

P 

CRUTCHFIELD, D 

03101 10204 

50-244 

S 

CURTIS.N W 

0310070160 

50-300 

A 

COUNCIL* W 0 

6310170563 

90-423 

A 

CRUTCHFIELD# D 

0310120104 

30-409 

P 

CURTIS, N W 

8310070336 

50-300 

e 

COUNSIL* H Q 

0310170963 

50-423 

A 

CRUTCHFIELD. 0 

031 0120203 

90-29 

P 

CURTIS. N W 

0310120067 

50-380 

A 

COUNSILi W G 

0310170696 

90-245 

P 

CRUTCHFIELD# D 

8310120372 

50-409 

P 

CURTIS. N W 

B31O12OO0O 

50-30 0 

A 

COUNSIL* N 0 

8310170656 

50-249 

P 

CRUTCHFIELD.D 

0310120274 

90-159 

P 

CURTIS.N W 

8310120105 

50-303 

A 

COUNSILiW c 

8310100344 

50-213 

P 

CRUTCHFIELD, D 

0310120303 

50-237 

P 

CURTIS.N W 

0310120144 

50-300 

A 

COUNSILi M 0 

0310100409 

50-213 

P 

CflUTCHFIELD,D 

8310120300 

50-213 

P 

CURTIS, N W 

8310120175 

50-300 

A 

COUNSILi M 0. 

B310180409 

50-213 

P 

CRUTCHFIELD, D 

0310120328 

50-244 

P 

CURTIS.N W 

0310130207 

50-387 

P 

COUNSILi W 0, 

6310100409 

90-213 

P 

CRUTCHFIELD, D 

B31D12D334 

50-219 

P 

CURTIS.N W 

0310130213* 

50-387 

P 

COUNSILi N Q. 

0310180469 

90-249 

P 

CRUTCWFIELDi 0 

0310120394 

50-29 

P 

CURTIS.N W 

8310140056 

50 **308 

0 

COUNSIL* W G, 

8310180469 

90-245 

P 

CRUTCHFIELD, 0 

8310120393 

50-206 

P 

CURTIS.N W 

0310140077 

50-308 

A 

COUNSIL. N Q 

8310200187 

50-336 

P 

CRUTCHFIELD.D 

831012041 1 

90-213 

P 

CURTIS.N W 

8310140114 

50-307 

P 

COUNSILi W 0 

6310200187 

50-336 

P 

CRUTCHFIELD, D 

0310120424 

50-237 

P 

CURTIS.N W 

0310140155 

50-357 

P 

COUNSIL. U 0 

831D20D229 

90-336 

P 

CRUTCHFIELD# D 

B310130137 

90-255 

P 

CURTIS.N W 

8310170145 

50-3BB 

A 

COUNSILi W G 

6310200229 

90-336 

P 

CRUTCHFIELD. D 

831 OJ 30203 

90-409 

F 

CURTIS.N W 

8310180166 

50-300 

A 

COUNSIL* N 9 

0310270021# 

90-213 

F 

CRUTCHFIELD, D 

0310130276 

90-409 

P 

CURTIS. N W 

8310100426 

50-307 

P 

COUNSIL* N 0 

8310280313# 

90-213 

F 

CRUTCHFIELD. D 

0310170243 

90-295 

F 

CURTIS.N W 

0310180437 

50-308 

A 

COVER iL E 

0310110032 

hXlREG 


CRUTCHFIELD.D 

8310170360 

90-29 

P 

CURTIS.N M 

8310100454 

50-308 

A 

'DX*1) C 

0310110400# 

FOIA 


CRUTCHFIELD, D> 

0310170373 

50-244 

S 

CURTIS.N W 

8310100400 

50-387 

P 

■OXrF 

8310110240* 

90-200 

F 

CRUTCHFIELD, D, 

031O1BO37O 

TOPREP 


CURTIS, N W 

B310180SQ7 

50-307 

P 

OX, F 

6310260436* 

90-200 

F 

CRUTCHFIELD, D. 

0310180379 

TOPREP 


CURTIS.N W 

8310210272 

50-388 

A 

OYLE.F T 

0310060135 

XPORTLIC 


CRUTCHFIELD, D 

0310100492 

50-195 

P 

CURTIS.N W 

0310290106 

50-307 

P 

RAlGi 0 

8310030440 

90-344 

S 

CRUTCHFIELD. D 

0310180499* 

90-195 

P 

CURTIS.N W 

8310290476 

50-307 

Q 

RAIG* J. 

B3 1006009 2 

50-62 

B 

CRUTCHFIELD, D 

0310180933 

TOPREP 


CURTIS.N W 

8310270214 

50-367 

H 

RANE*C vl 

0104 07044 4* 

50-206 

P 

CRUTCHFIELD, D 

0310180614 

50-195 

F 

CURTIS.N W 

0310280069 

50-366 

S 

RANErP, 

6310200398# 

FOIA 


CRUTCHFIELD. D 

0310190131 

90-409 

F 

CURTIS.N W 

8310200130 

50-387 

B 

RANEi P, A 

8310030364 

50-275 

0 

CRUTCHFIELD# D 

0310200003 

50-409 

P 

CURTIS.N W 

0310260139 

50-308 

9 

RANEiP A 

9310040576* 

50-279 

P 

CRUTCHFIELD# D 

8310200009* 

50-409 

P 

CURTIS, N W 

8310200155 

50-300 

A 

^ANErP. A 

8310190219 

90-275 

G 

CRUTCHFIELD.D 

8310210199 

50-133 

F 

CURTIS. R H 

8310310449 

rvJJPEO 


iANEiP A 

8310240174 

50-279 

0 

CRUTCHFIELD. D 

0310250100 

50-237 

P 

CUTTER, A 8 

0310060413 

50-261 

P 

lANEi P. A 

0310270263 

90-279 

0 

CRUTCHFIELD* D 

8310250195* 

50-237 

P 

CUTTER, A B 

8310110145 

50-261 

F 

lAWLEYi D. £ 

0310110100* 

50-327 

F 

CRUTCHFIELD.D 

8310350307 

50-193 

0 

D'AMICO, L 

0310260217 

50-322 

H 

tEEOi J 

0310270384 

90-299 

S 

CRUTCHFIELD, D 

8310250433 

50-233 

P 

D'ANGELO. A 

0310200214* 

50-206 

Q 

tEED* U, 

0310270407 

50-341 

8 

CRUTCHFIELD.D 

8310290463 

50-29 

P 

D'ANGELO. A 

0310310304* 

50-312 

0 

rSEO^U 

0310250982* 

70-2977 


CRUTCHFIELD. D 

8310290566 

50-409 

P 

D'ANGELO. A J 

B31031039B# 

50-520 

G 

lEEDi U H- 

8310310275 

90-07 

B 

CRUTCHFIELD. D 

0310250630 

50-206 

P 

D'ANGELO, A J 

8310310405* 

50-312 

0 

|EE0«U R 

0310310347* 

90-341 

a 

CRUrCHFIELD. D 

0310290601 

50-244 

P 

DAEMAN, J J K 

0310070414 

NUREO 


[ENS* U 

0310200214* 

90-206 

0 

CRUTCHFIELD.D 

0310290602* 

50-244 

P 

DAINORA, J 

8310180530* 

50-333 

P 

ENS.J L 

0310260136* 

50-344 

s 

CRUTCHFIELD.D 

0310270143 

50-244 

0 

DALE. L F 

8309060060 

50-416 

8 

OCKERiH W 

0310210266* 

90-309 

a 

CRUTCHFIELD* D 

0310270230 

50-29 

p 

DALE, L F 

0309090416 

90-416 

S 

OCKERiH N. 

8310270194* 

90-29 

Q 

CRUTCHFIELD. D 

0310270331 

50-219 

p 

DALE, L F 

0310030296 

50-416 

8 

OSEi M, A 

031 0060493* 

CONTRACT 


CRUTCHFIELD.D 

031 0200009 

50-255 

p 

DALE, L F 

0310030317 

50-416 

3 

OSS, H. W 

8310280299* 

WASTE MOT 

CHUTCHFIE-LO, D 

8310200112 

50-213 

p 

DALE, L F 

8310030325 

30-416 

8 
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AUTHOR 


ACCESSION 

NUMBER 

BUBJECr 

CATEGORY 

dale, u F 

DALEiL F 


B31 0030364 
0310030430 

PR 

90-416 

S 

dale, L F 


0310030438 

30-416 

a 

dale, L F 


8310030472 

50'-4l6 

S 

DALErL F 


8310030490 

90-416 

s 

DALEi L f 


8310040364 

50-416 

8 

dale, L F 


8310040417 

30-416 

8 

dale, L F 


8310060001 

90-416 

S 

dale,l F 


8310060002 

50-416 

8 

dale,l F 


031OO6OOS5 

50-416 

5 

DALE, L F 


8310060112 

50-416 

S 

dale, L F 


8310060401 

50-416 

8 

dale. L F 


8310070169 

50-416 

9 

DALE, L F 


0310070170 

50-416 

8 

dale, L F 


0310070192 

50-416 

8 

DALE.L F 


0310070239 

50-416 

a 

DALE, L F 


8310070305 

90-416 

s 

dale, L F 


0310120281 

90-416 

p 

dale, L F 


0310120349 

50-416 

F 

DALE.L F 


8310120419 

90-416 

S 

DALE, L F 


Q310120436 

50-416 

P 

DALE.L F 


0310120444 

30-416 

P 

dale, L F 


0310140091 

90-416 

8 

dale, L F 


0310140061 

50-416 

0 

dale, L F 


0310140122 

90-416 

5 

DALE.L F 


8310140160 

50-416 

8 

DALE, L F 


8310140169 

90-416 

e 

dale, L f 


8310170408 

90-416 

8 

DALE, L F 


8310170430 

90-416 

a 

dale, L F 


0310170474 

90-416 

a 

dale, L f 


0310170912 

90-416 

0 

DALE.L F, 


0310100306 

50-416 

p 

dale, L f 


0310100330 

90-416 

£ 

DALE, L F 


0310160392 

50-416 

P 

DALE.L F 

dale, L F 


0310100416 

0310100430 

PR 

90-416 

F 

DALE, L F 


8310190006 

90-416 

R 

dale, L F 


0310190037 

90-416 

P 

DALE.L F 


0310190098 

90-416 

0 

DALE.L F. 


8310190109 

90-416 

0 

DALE, L F 


8310190111 

90-416 

8 

dale, L F 


8310190832 

30-416 

8 

DALE.L F 


8310190234 

50-416 

8 

DALE.L F 


0310190297 

50-416 

9 

bale. L F 


8310810019 

90-416 

0 

DALE, L F 


8310210188 

90-416 

8 

DALE, L F 


8310210314 

90-416 

0 

bale*l f 


8310290262 

90-416 

0 

DALE.L F 


83 1 02601 86 

50-416 

s 

DALE.L F 


0310260880 

50-416 

p 

DALE, L F 


8310260276 

90-416 

p 

DALE, L F 


0310270037 

90-416 

8 

DALE.L F. 


6310270160 

90-416 

8 

DALE, L. F 


8310270167 

30-416 

8 

DALE, L F 


8310270229 

90-416 

6 

DALE.L F 


8310270233 

90-416 

8 

DALE.L F 


8310270336 

50-416 

8 

dale. L f 


8310270397 

50-416 

a 

DALE, L, F 


0310310044 

90-416 

p 

DALE.L F 


0310310126 

90-416 

Q 

daltroff. s 

L 

0310140203 

50-277 

Q 

DAL TR OFF, S 

L 

0310200196# 

50-277 

Q 

daltroff, 3 

L 

031Q26O212 

90-877 

P 

DALTRDFF, 8 

L 

0310200297* 

30-877 

F 

dance, h 


0310190836 

90-880 

S 

DANCE, H C 


0310030294 

50-280 

0 

dance, H C 


8310040012 

90-321 

0 

DANCE, H C 


0310040146 

90-413 

a 

DANCE, H C 


0310040178* 

90-321 

0 

DANCE. H C 


0310040219 

90-424 

0 

DANCE, H C 


031QQ4O247 

90-269 

0 

dance, H C 


0310040292 

90-200 

F 

DANCE. H C 


0310040290 

90-269 

0 

DANCE, H C 


0310040309 

50-290 

0 

DANCE, H C 


8310040329 

90-413 

Q 

DANCE, H C 


0310040391 

50-381 

F 

DANCE. H C 


0310040406 

90-413 

Q 

DANCE, H C, 


0310040429 

00-269 

V 

DANCE, H G, 


0310040447 

90-339 

Q 

DANCE, H C, 


8S100404B4 

90-269 

0 

dance, H. G 


0310040499* 

90-269 

a 

DANCE, H. C, 


8310040904 

90-290 

0 

DANCE, H, C, 


0310290229 

90-413 

Q 

DANCE, H.C. 


031029023 1 

30-537 

0 

DANCE, H. C. 


0310290248 

90-869 

8 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATJEQOflV 

DANCE. H C 

031O2SO32O 

50-2^0 

Q 

DANCE. H C 

8310250394 

90-269 

O 

DANCE, H C 

8310230303 

90-413 

Q 

DANCE, H C 

8310230300 

50-200 

Q 

DANCE. H C 

831 0230398 

50-413 

a 

DANCE, H C 

03 10250400 

50-333 

a 

DANCE. H C 

8310290414 

50-338 

0 

DANCE. H C 

8310230429 

90-200 

Q 

DANCE. H C 

0310250459 

90-200 

o 

DANCE. H C 

0310250916 

50-335 

o 

DANCE. H C 

B3 1023061 5 

50-339 

o 

DANCE. H C 

8310270012 

50-321 

Q 

DANCE. H C 

8310270365 

50-250 

Q 

DANESE, F L 

0310170007 

90-266 

F 

DANIELSON. D 

8310100446 

90-265 

S 

DANIELSON. 0 H 

8310040179* 

50-346 

Q 

DANIELSON. D H 

8310200164* 

50-373 

O 

DANIELSON. D H 

Q 3102002 B 0 * 

90-350 

0 

DANIELSON, D H 

8310270490* 

50-235 

O 

DAU. 0 J 

8310030690 

TOPREP 


DAUOHERTY. F 

8310210275* 

50-3S7 

IR 

DAVALLE.R 0 

8310210173* 

90-397 

A 

DAVENPORT. K E 

8310040293* 

90-269 

0 

DAVIS. A B 

831020014 B» 

50-10 

0 

DAVIS. A B 

8310210003 

50-3S8 

A 

DAVIS. A B 

8310240137* 

50-440 

0 

DAVIS, E H 

8310260036 

XPORTLIC 


DAVIS, E H 

8310260042* 

XPORTLIC 


DAVIS. J 

0310200160 

II.E 


DAVIB,^ 0 

0310070020 

90-10 

P 

DAVIS, J 0 

8310070025* 

90-10 

P 

DAVIS. J 0 

0310070196 

90-10 

0 

DAVIS, J 0 

8310070161* 

50-10 

0 

DAVIS, J 0 

0310070167* 

50-10 

0 

DAVIS, J 0 

0310070171* 

90-10 

o 

DAVIS. J 0 

83 10260030* 

FOIA 


DAVIS, J 0 

8310260174* 

FOIA 


DAVIS, vl 0 

8310200242* 

90-400 

A 

DAVIS, J 0 

8310280244* 

30-400 

A 

DAVIS, K A 

8310090343 

CONTRACT 


DAVIS, L A 

8310260170* 

40-279 


DAVIS. R L 

8310190326* 

FOIA 


DAVIS. T. M 

8310040383* 

0A997 


DAVIS, H 

03JO31O1S4* 

50-500 

A 

DAY,M S 

83 101 30402 

FOIA 


DAY.R 8 

8310290120* 

50-206 

P 

DEAOAZIO, A W 

8310110940 

90-346 

P 

DEAL, R L 

6310170292 

71-6677 


DEAL.R L 

8310190391 

71-6771 


DEATON. B W 

8310240065* 

90-415 

T 

DCBBAOE.A 0. 

8310040043* 

90-261 

Q 

DEBBA0E.A Q. 

8310040203* 

90-324 

0 

OEDDAOE. A 0 

0310290449* 

50-290 

0 

DEBBAOEiA 0 

0310290492* 

50-327 

Qt 

DEBDR, J 

8310290007 

FOIA 


DEB8. B 

8310250069 

90-299 

S 

DED8, e T 

8310290307* 

50-340 

Q 

DECKER, T R 

8310290363* 

50-269 

0 

DEFAYETTE, R. 

8310200260* 

50-123 

0 

DELANEY. C E 

8310290030 

50-272 

0 

OELOAIZP.T J 

8307200260* 

50-336 

p 

DELOAIZO.T J 

0307290463* 

90-313 

p 

DELMEDICO. J 

BO 1201 0977* 

FOIA 


DELHEOICO. J 

8012310197* 

FOIA 


DELMEDICO, J 

8012310249* 

FOIA 


DELMEDICO, J 

8012310907* 

FOIA 


DELMEDICO, J 

0101070406* 

FOIA 


DELMEDICO, J 

0101090060* 

FOIA 


DELMEDICO, J 

0101090109* 

FOIA 


DELMEDICO, J, 

0103060697* 

FOIA 


DELMEDICO, J 

0103180096* 

FOIA 


DELMEDICO. J 

0104170699* 

FOIA 


DELMEDICO, J 

0104170666* 

FOIA 


DELMEDICO, J, 

0310170132* 

FOIA 


DELMEDICO. J 

8310170147* 

FOIA 


DELMEDICO. J. 

0310170194* 

FOIA 


DELMEDICO, 

0310170196* 

FOIA 


DELMEDICO. J. 

8310170160* 

FOIA 


DELMEDICO. J 

0310170191* 

FOIA 


DELMEDICO, J 

0310170194* 

FOIA 


DELMEDICO, J 

0310170196* 

FOIA 


DELMEDICO, J 

0310170202* 

FOIA 


DELMEDICO, J 

0310170203* 

FOIA 


DELMEDICO, nI 

8310170208* 

FOIA 


DELMEDICO. J 

0310170210* 

FOIA 




ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEOOHY 

DELMEDICO. J 

B310170213* 

FOIA 

DELMEDICO, J 

83101 702BO* 

FOIA 

DELMEDICO, J 

8310170223* 

FOIA 

DELMEDICO. J 

0310170245* 

FDIA 

DELMEDICO, J 

8310170290* 

FOIA 

DELMEDICO, J 

8310170267* 

FOIA 

DELMEDICO. J 

8310170274* 

FBIA 

DELMEDICO. J 

0310170277* 

FOIA 

DELMEDICO. J 

0310170277* 

FOIA 

DELMEDICO. J 

0310170282* 

FBIA 

DELMEDICO. J 

8310170206* 

FDIA 

DELMEDICO. J 

0310170290* 

FQir 

DELMEDICO. J 

0310170293* 

FOlf 

DELMEDICO, J 

0310170297* 

FOIA 

DELMEDICO. J 

B310170316* 

FOIA 

DELMEDICO. J. 

8310170320* 

FOIA 

DELMEDICO, J 

83101 70324* 

FDIA 

DELHEDICOi J 

0310170331* 

FOIA 

DELMEDICO, J 

0310170394* 

FOIA 

DELMEDICO. J 

0310170359* 

FBIA 

DELMEDICO, J 

8310170363* 

FOIA 

DELMEDICO, J 

03 101 70367* 

FOIA 

DELMEDICO , J 

0310170372* 

FBIA 

DELMEDICO, J 

0310170376* 

FDIA 

DELMEDICO. J 

0310170381* 

FOIA 

DELMEDICO, J 

8310170305* 

FDIA 

DELMEDICO, J 

8310170300* 

FOIA 

DELMEDICO, J 

0310170403* 

FOIA 

DELMEDICO, J. 

8310170433* 

FBIA 

DELMEDICO, J 

0310170437* 

FOIA 

DELMEDICO, J 

0310170441* 

FBIA 

DELMEDICO, J 

0310170447# 

FDIA 

DELMEDECOi J 

0310170449* 

FOIA 

DELMEDICO. J 

0310170493* 

FOIA 

DELMEDICO. J 

6310170493* 

FOIA 

DELMEDICO. J 

8310170460* 

FOIA 

DELMEDICO. J. 

8310170467* 

FOIA 

DELMEDICO, -J 

8310170472* 

FOIA 

DELMEDICO,^ 

8310170479* 

FOIA 

DELMEDICO. U 

0310170477* 

FOIA 

DELMEDICO* J 

8310170482* 

FOIA 

DELMEDICO, J 

0310170494* 

FOIA 

DELMEDICO. J 

0310170497* 

FOIA 

DELMEDICO. J, 

8310170902* 

FOIA 

DELMEDICO, J 

0310170909* 

FOIA 

DELMEDICO, J 

8310170910* 

FOIA 

DELMEDICO, J. 

0310170916* 

FDIA 

DELMEDICO, J 

0310170921* 

FOIA 

DELMEDICO. J. 

0310170927* 

FDIA 

DELMEDICO. J 

0310170920* 

FOIA 

DELMEDICO. J, 

0310170932* 

FOIA 

DELMEDICO. J, 

0310170935* 

FOIA 

DELMEDICO. J 

8310170970* 

FOIA 

DELMEDICO, J. 

0310170974* 

FBIA 

DELMEDICO. J 

0310170970* 

FOIA 

DELMEDICO, J, 

0310170980* 

FOIA 

DELMEDICO, J. 

031O17O9B5* 

FOIA 

DELMEDICO, J 

0310170957# 

FOIA 

DELMEDICO. J 

0310170990* 

FOIA 

DELMEDICO. J 

0310170993* 

FOIA 

DELMEDICO, J 

0310170619* 

FBIA 

DELMEDICO, J. 

831017061B* 

FOIA 

DELMEDICO, J. 

0310170625* 

FOIA 

DELMEDICO, J. 

0310170620* 

FOIA 

DELMEDICO, J 

0310170637* 

FBIA 

DELMEDICO, J 

0310170640* 

FOIA 

DELMEDICO, J. 

0310170649* 

FOIA 

DELMEDICO, J 

0310170690* 

FOIA 

DELMEDICO, J. 

0310170692* 

FOIA 

DELMEDICO, J. 

0310170660* 

FOIA 

DELMEDICO, J 

8310170669* 

FOIA 

OELMEDICD, J 

0310170660* 

FOIA 

DELMEDICO, J 

0310170673* 

FOIA 

DELMEDICO, J. 

0310170676* 

FOIA 

DELMEDICO, J, 

0310170681* 

FOIA 

DELMEDICO. J 

0310170684* 

FOIA 

DELMEDICO. J M 

0104210020* 

FOIA 

DELDATCHp V, 

83 1 0090939 

CONTRACT 

DELOATCH. V 

0310060109 

CONTRACT 

DEUOATCH, V 

0310060122 

CONTRACT 

DELOATCH. V 

0310060140 

27-39 

DELOATCH. V 

0310060903 

CONTRACT 

DELOATCH. V, 

B3101B0101 

CONTRACT 

DELOATCH, V. 

0310180147 

CONTRACT 

DELOATCH, V 

0310180973 

CONTRACT 



PERSONAL AUTHOR INDEX 


496 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

DENlSDNr E 

8310040309 

50-279 

R 

DENISOMi E 

831 007008 & 

50-275 

R 

DENI8DM< £ 

8310070091* 

90-275 

R 

DENteOM« E, 

8310070094 

50-279 

R 

t>E^«^80^f. E 

8310070100* 

50-279 

R 

DENISON^ E 

6310070131 

50-275 

R 

DENXBONi E 

6310070SOa 

50-273 

R 

DENtBQN^ E. 

8310070212* 

50-279 

R 

DENIBONi E 

8310070213 

50-279 

R 

DENlSDNr E 

8310070227* 

50-275 

R 

DENI SON 1 E 

8310070231 

50-275 

R 

DENISON^ E 

83100702S7* 

50-275 

R 

DENIBONi £. 

8310120078 

90-273 

P 

DENIBONjE 

0310140117 

90-275 

R 

DENISON^ E, 

8310140119* 

90-279 

R 

DENISON. E 

8310200137 

50-275 

P 

OENKOWBKIrW J 

8310130261* 

50-400 

E 

DENNlBTONr S, F 

8310030369* 

CONTRACT 

DENNISTDNr 8. F, 

8310070432* 

CONTRACT 

DENNIBTQNi 8 F. 

8310110192* 

CONTRACT 

DEWy, I L. 

DENNy. I.L 

DENTONr H. 

8310180314 

0310310362* 

8303060071* 

40-2061 

40-2061 

50-295 

P 

DENTONi H. fi 

DENTONr H. R 

DENTONrRR 

8206140401* 

0310030131 

0310030071 

FOIA 

tiiac 

90-250 

8 

DENTONr H. R 

DENTONr H R 

DENTONr H R 

DENTONr H. R. 

8310060142 

8310060143* 

8310060137 

8310060576* 

MI8C 

liisc 

NUREO 

90-263 

F 

DENTONr H R. 

831006058D 

90-333 

0 

DENTONr M R. 

8310110608 

COMNJSaiON 

DENTONr H R, 

DENTONr H R 

DENTONr H R 

8310130080 

8310130122 

6310130189 

Ml SC 

NUREO 

90-007 

S 

DENTONr H R 

DENTONr H R. 

DENTONr H R. 

DENTONr H. R. 

8310180601 

8310160603* 

8310180607* 

8310210303 

PR 

PR 

PR 

50-409 

P 

DENTONr H R 

8310310213 

50-320 

P 

DENTON. H R. 

8310310214* 

50-320 

P 

DERJ^SrP S 

8310190260 

50-133 

n 

devincentis. J 
DEVFlNCENTie. J 
OEVlNCENTISi J, 

8310030341 

8310030341 

8310060343 

PH 

PH 

90-443 

s 

DCVINCENTIB.a 

8310060343 

50-443 

6 

DEVINCENTEBixT 

6310120263 

50-443 

A 

DEVINCENTrSi %/ 

6310120263 

50-443 

A 

DEVINCENTIS. J. 

8310210290* 

50-443 

0 

DEVINCENTIS. J 

8310210290* 

50-443 

0 

DEVINErJ B 

DCVINEr T, 

6310060094 

8310060249 

XPORTLIC 

90-38B 

0 

DEViNEr T. 

8310060249 

90-358 

Q 

DEVINEr T. 

8310060299* 

90-358 

Q 

DEVlNEr T. 

8310060266* 

50-358 

Q 

DEVINE. T. 

8310060266* 

90-358 

0 

DEVJNErT. 

8310280204 

90-390 

Q 

DENANDELiE P. 

8310110239* 

50-200 

F 

DEUANDELiE P. 

8310110268* 

50-200 

F 

OCHEYr 1 B. 

8310290264 

50-529 

0 

OEHlTTrR B 

831 031 0379* 

90-155 

P 

OEVOVNOrR. C 
DEVOUNCt R. C , 

8310040432 

8310060573* 

04979 

90-302 

u 

DEVOONOrR. C, 
DEYOUNOrR C 

DEYOONOrR. C, 

8310110013* 

8310110016* 

8310110381 

FOIA 

FOIA 

50-272 

0 

DEYOUJMrR, C, 

8310110387* 

50-272 

<1 

DEVDUNOr R. C 

9310190266 

90-454 

0 

DEVDUNOrR. C. 

B31 0200379 

30-327 

A 

DEVOONOr R, C 

8310200380* 

50-327 

A 

DEYOUNOrR. C. 

8310200306* 

90-327 

A 

DEYOUNO. R, C. 

8310200372* 

90-327 

A 

DEYQUNDr n, C, 

B31 024024 9 

90-413 

A 

DEYOUNO, R. C. 

0310240249* 

90-413 

A 

DIAZ. N, J 

8310110366* 

90-03 

F 

DICK. 0. F, 

0310120344 

90-244 

F 

DICK. 0. F, 

0310190029 

90-244 

B 

PICK.O, F. 

DICK.R. B, 

DICKERBONr N. U 

8310310909 

B31 0240279 
8310030390* 

TOPHEP 

POIA 

50-267 

Q 

DICKERSON, R. A 

0310040328* 

90-267 

8 

DICKINSON, A. C 

8310200161 

90-219 

8 

DlEGKAHPrH. 

8310110096 

90-289 

9 

DIECKAMPfH, 

0310180099* 

50-289 

P 

DIECKAHFr H. 

0310160347 

90-209 

P 


ACCEBSiaN SUBJECT 


AUTHOR 


NUMBER 

CATEGORY 

DlEDERlcHr 0 

J 

0310060186 

50-373 

S 

OtEDERlCKr 9 

J 

0310060198 

50-373 

8 

DlEDERlCHr 9 

J 

03 10060271 

50-373 

8 

DlEDERlCHrO 

J 

8310120109 

50-373 

S 

DiEOERICHr 0 

J 

8310140049 

50-373 

s 

DIEDERICM. 0 

J 

8310140057 

50-373 

6 

DIEDERICHi 9 

J. 

0310140069 

50-373 

8 

DlEDERlCHr 0 

J 

8310140073 

50-373 

8 

DlEDERlCHrO 

J 

8310140263 

50-373 

8 

DIEDERICH. 0 

J 

8310180273 

50-373 

B 

DlEDERlCHr 0 

J 

0310210222 

50-373 

S 

DlEDERlCHrO 

J 

0310270267 

90-373 

8 

DIEDERICHi O 

J 

8310270274 

50-373 

8 

DIEDERICH.O 

J 

0310270276 

50-373 

8 

DlEDERlCHrO 

J 

0310270470 

50-373 

S 

DIETZ. C R 


8309200173 

50-324 

8 

DIETZ. C R. 


0310030202 

50-324 

S 

DIETZ. C R 


8310030209 

50-324 

s 

DIETZ. C R 


8310030422 

90-324 

6 

DIETZ. C R 


8310040306* 

50-324 

0 

DIETZ. C R 


8310040362 

90-324 

8 

DIETZ. C R 


8310040412 

50-325 

8 

DJETZrC R 


8310040470 

50-261 

0 

DIETZ, C R. 


0310040982 

90-325 

8 

DIETZ, C, R 


8310040573 

50-324 

8 

DIETZ. C*R, 


0310060079 

90-324 

S 

DIETZr C.R 


8310060218 

50-325 

8 

DiETZr C.R 


8310060237 

90-324 

8 

DIETZr C R 


B3100603B3 

50-324 

B 

DIETZ, C R 


8310120300 

50-329 

8 

OlETZiC.R 


8310120426 

90-324 

8 

DIETlr C R 


8310130124 

50-324 

R 

DiETZr C R 


8310140011 

50-325 

8 

DIETZ. C R 


8310140053 

50-325 

6 

DIETZ, C.R 


8310170414 

50-325 

S 

DiETZr C R. 


8310170996 

50-324 

6 

DIETZ. C R 


8310170604 

90-324 

8 

DiETZr C R 


8310190141 

90-325 

8 

DiETZr C R. 


8310190227 

50-325 

9 

DIETZ, C R 


8310190238 

90-324 

8 

DIETZ. C.R. 


8310250237 

50-324 

S 

DIETZ. C R. 


0310250396 

50-324 

8 

DIETZ. C R 


0310290460* 

50-324 

Q 

DIETZ, C. R. 


8310250521 

50-325 

8 

DIONAN. T 9 


8310110092* 

50-443 

G 

DIONANrT 0 


8310110092* 

50-443 

0 

DIONAN. T 0 


83101S0133 

90-443 

0 

DIONAN. T, O. 


0310180133 

90-443 

0 

DIONAN. T. 0* 


0310180423 

90-443 

0 

DIONAN. T 0* 


0310180428 

50-443 

0 

DlONANiT 0 


0310160153* 

50-443 

0 

DIONAN. T. 0- 


8310100193* 

50-443 

0 

DIONAN. T. 0 


B3lOi80170* 

50-443 

0 

DIONAN, T 9 


0310100170* 

50-443 

0 

DIONAN. T 9 


8310200267 

50-443 

0 

DIONAN. T 0. 


6310200267 

90-443 

0 

DIONAN. T Q 


0310200277 

50-443 

0 

DIONANrT 0 


8310200277 

90-443 

Q 

DIONAN. T. 9. 


8310260254 

50-443 

0 

DIONANr T O, 


0310260254 

50-443 

0 

DIONAN, T. 0 


0310260261* 

50-443 

G 

DIONANr T 0 


8310260261* 

50-443 

0 

DIONAN, T 0 


8310260266* 

50-443 

0 

DIONAN, T.O 


8310260266* 

50-443 

G 

DIONAN, T.O 


8310260272* 

50-443 

0 

DIONANr T 0 


0310260272* 

50-443 

0 

DlIANNlrO. C 


0205270433* 

50-255 

P 

DIIANNI.D C 


8304200240* 

90-202 

B 

DIlANNlr D.C 


0307050513 

90-255 

P 

DIIANNI.D. C 


0310130072 

50-282 

P 

DlIANNii D, C, 


8310170327 

90-202 

P 

DILLB.R, C. 


0310250049 

90-275 

u 

DINOELL, J, D. 
DIRCKB.N. J. 
DIRCK8. N U 

DIRCKB.N 


0310110394* 

8203120050* 

02O9D5O9B8* 

8205140137* 

CONHI88X0N 

FOIA 

FOIA 

FOIA 

OIRCKB.N vl. 
D1RCK8. N J. 
DIRCK8.N J. 
DlRCKSrN 3 

DIRCHB. W. J. 
DlRCKa, H. J 
DIRCKS, W U 


8206000487* 

8206240098* 

8206290316* 

8206300342* 

02072001244 
0208270562* 
021 1290100* 

90-928 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

A 

DiRCKSrW, J 
OIRCKB, W. J 


0212130169* 

8302160096* 

90-267 

FOIA 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

DiRCKSrW J 

8304050526* 

FOIA 


dircks, W J 

8304220080* 

FOIA 


DIRCK9, H J 

8307220156* 

FOIA 


dircks, W J 

8307220250* 

FOIA 


dircks, N J 

0307270430* 

50-209 

P 

DlRCKSrW J 

0308080690* 

FOIA 


DiRCKSr W J 

8308190179 

SECY 


dirckb, u j 

0309080114 

SECY 


DIBCKSiW j 

8310030308 

50-30? 

0 

dircks, U J 

0310030620 

50-289 

P 

OlflCKB, W J 

0310070000 

50-346 

P 

DlRCK8rH J 

0310070153* 

PR 


DlRCKSr W J 

0310110017* 

FOIA 


dircks, W J 

0310110095* 

50-275 

P 

dircks. W J 

8310120025 

SECY 


dirckb, W J 

0310120060 

90-289 

P 

dircks, w J 

8310130000 

MI SC 


DIRCKB; N J 

0310130142 

50-498 

H 

DIRCKS, N J 

0310170606 

50-320 

U 

DIRCKS, U J 

0310180092 

50-289 

P 

DIRCKB, W J 

03lOi?OO5a« 

FOIA 


DIRCKB, W J 

0310190305 

50-329 

A 

DIRCKS, W J 

8310210065 

90-353 

R 

DIRCKS, W J 

0310290030* 

FOIA 


DIRCKS, W. J 

8310270286* 

FOIA 


DIRCKS, W J 

0310270914 

FOIA 


dircks, W J 

0310270635 

40-672 


OIRCKSrW J 

831028010? 

90-490 

A 

dircks, W J 

0310310116* 

FOIA 


dirckb, w j 

0310310131* 

50-209 

P 

dircks, g J 

8310310136* 

FOIA 


dircks, g J 

0310310140* 

FOIA 


DiRLiNOrF 

0310260300* 

FOIA 


DIRLINOiF N 

831026019?* 

FOIA 


DlRLlNOrF N 

0310260303* 

FOIA 


DISCHUER, S A 

0310070414 

WREG 


DIXON, □ W 

8310030343 

50-395 

6 

DIXON, 0 g 

8310030479 

50-395 

8 

DiXDNro g 

8310030902* 

50-395 

f 

DIXON, 0 g 

8310040465 

50-399 

8 

DIXON, 0 g 

0310070002 

50-399 

8 

DIXON, 0 W 

0310070126 

50-399 

0 

DIXON, 0 W 

03 10070270 

90-395 

8 

DIXON, 0 g 

8310070330 

50-395 

8 

DIXON, 0 g 

0310170443 

50-395 

8 

DlXONiO g 

8310170960 

90-399 

6 

DIXON, 0 g 

B31 0190020 

50-399 

R 

dixdn, 0 g 

8310200292 

90-399 

Q 

DIXON, 0 g 

0310210120 

90-395 

0 

DIXON, 0 g 

831026010? 

90-399 

E 

DIXON, 0 g 

0310260117 

50-399 

B 

DIXON, 0 g 

8310260232 

90-399 

P 

DIXON, 0 g 

8310260295 

90-395 

P 

DIXON, 0 g 

8310280005 

50-399 

D 

DIXON, 0. g. 

8310310234 

90-399 

8 

dixdn, 0 g 

0310310392 

90-395 

0 

DIXON, 0 g 

8310310394 

90-399 

B 

DODDS, R T. 

8310170432* 

90-397 

Q 

DODDS, R T 

8310170621* 

90-397 

0 

DODOS, R T 

8310170663* 

90-908 

Q 

DODDS. R T. 

8310180367* 

50-344 

0 

DODDS, R T 

0310210049* 

50-397 

0 

DODDBiR T 

0310210060* 

90-397 

Q 

DDERFLEINiL T 

0310190160* 

90-333 

0 

DOHERTY. E A 

0310110020 

POIA 


DOHERTY, J F 

0310040401 

90-293 

Q 

DOHERTY, J F 

0310110202 

90-443 

Q 

DOHERTY, J F 

0310110316 

90-443 

0 

DOHERTY, J F 

0310260262 

50-443 

0 

DONOELOHig P. 

0310290420* 

0A979 


DONNELL, J L 

83 10200070* 

90-329 

Q 

DONNELL. J L 

0310200070* 

90-329 

0 

DOOLITTLE, E L 

8310050493 

90-423 

A 

DOOLITTLE, E L 

8310180077 

90-423 

a 

DOOLITTLE, E L 

0310240044 

90-423 

A 

DOROSHOg, J 

0310260274 

90-209 

0 

DORBEYiJ A 

8310040490 

90-392 

G 

DORSEY, J A 

8310040498 

90-392 

0 

doudnikoff, b. 

03 10200 137* 

contract 


DOUGHERTY, J B 

8310200105 

90-322 

G 

DOUGHERTY. J, B 

8310200109 

50-322 

0 

DOUGLASS, 0 J 

83100700B7 

40-0794 


DOUGLASS, a. J 

8310070092* 

40-8794 


Dog.o B 

8310060501* 

CONTRACT 


DOWN I NO, 0, 

0310060599* 

90-346 

F 
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DRAB.J B 

8ai0130361» 

50-400 

E 

EDDLEMAN, W 

83 1003037 5** 

50-400 

0 

EISENHUTi D. G 

0310270379 

GEN TEC 

18 

DRAPER, D M 

a310120443» 

30-316 

8 

EDDLEMAN, N 

0310030377# 

30-400 

Q 

EISENHUTi D 0 

83 10200142* 

50-334 

P 

DRlGOERSiS E 

8310190293 

71-9032 


EDDLEMAN, H 

8310030380** 

50-400 

0 

ElBENHUT, D. 0 

8310310134 

30-454 

3 

DROHERICK.A 

8310040493» 

QA999 


EDDLEMAN, U 

0310040510 

30-400 

Q 

EZBENHUT, D 0 

G31031O44O* 

30-321 

P 

DRUOAiR J 

8310250593 

50-334 

8 

EDDLEMAN, N 

8310040523 

30-400 

0 

ELLERBHAHi L E 

0310030459* 

OA999 


DRUMHONDj F J 

83 10030239 

50-382 

8 

EDDLEMAN, U 

6310120370 

50-400 

0 

ELLIOTiG J 

0310050392* 

50-413 

T 

DRUMMONDiF J 

0310030363 

50-382 

8 

EDDLEMAN. W 

8310140072 

30-400 

0 

ELLIOTT, C U 

0310140071 

50-352 

G 

DRUMMONDiF j 

8310030368 

50-382 

8 

EDDLEMAN, H 

8310250037 

50-400 

0 

ELLlBiD H 

0310250277 

50-29 

a 

DRUHMONPiF J 

8310030468 

50-382 

8 

EDDLEMAN, H 

B31 0250040 

50-400 

0 

ELLIS, D H 

03102 5041S 

50-29 

B 

DRUMMONDiF J 

8310030482 

50-382 

8 

EDDLEMAN, W 

8310250086 

50-400 

0 

ELL 13, J 

6310040230 

50-445 

G 

DRUMMONDf F %J 

8310030507 

30-382 

8 

EDDLEMAN, U 

8310270351 

50-400 

0 

ELLI3I J 

6310120414 

50-445 

G 

DRUMMONDiF J 

0310030540 

30-382 

8 ' 

EDELHAN, M R 

8310040227 

50-440 

£ 

ELLJ3, J 

0310100163* 

50-445 

G 

DRUMMONDiF J 

8310040372 

30-302 

A 

EDELMAN, h R 

6310040404 

30-440 

s 

ELLIS, J 

0310180339 

50-445 

0 

DRUMMONDiF J 

8310040512 

30-382 

S 

EDELKANiM R 

8310060340 

50-440 

8 

ELLIS, J 

B31 01 00342* 

50-445 

0 

DRUMMONDiF J 

e310040563« 

50-382 

A 

EDELMAN, M R 

0310060372 

50-440 

3 

ELLI0I J, 

8310280059 

50-445 

G 

DRUMMONDiF J 

031 0060357 

50-382 

F 

EDELMAN, H R 

8310120236 

50-440 

S 

ELUIBiT b 

0310040630 

50-322 

0 

DRUMMONDiF J 

8310070235 

50-382 

A 

EDELMANiM R 

8310170469 

50-440 

s 

ELLIS, T 8. 

03 10040630 

50-322 

0 

DRUMMONDiF J 

8310120072 

30-382 

E 

EDELMAN, M R 

8310170613 

70-2960 


ELL16, T 0 

8310170409 

50-322 

G 

DRUMMONDiF J 

8310130266« 

30-382 

Q 

EDELMANiM R 

8310200238 

50-440 

E 

ELLIS, T. B 

8310170409 

50-322 

0 

DRUMMONDiF J 

8310310091 

50-382 

A 

EDELMANiM R. 

6310210112 

50-440 

B 

ELMS, A 

G310190007 

50^213 

R 

DRUMMONDiF J 

8310310315 

50-302 

Q 

EDELMAN, M R 

8310240165 

50-440 

A 

ELROD, S A, 

0310040454# 

30-335 

Q 

DRUMMONDiF J 

8310310367 

50-302 

Q 

EDELMAN, M. R 

8310230483 

50-441 

8 

ELROD, S A. 

0310250 520* 

50-335 

a 

DU BOUCHET 

03}02B00064» 

50-382 

A 

EDELMANiM R 

0310270030 

50-440 

8 

EL SASSER, T 

B3101901BB* 

50-423 

a 

DU BOUCHET, A V 

B310040973# 

50-302 

A 

EDELMANiM R 

8310310050 

50-440 

A 

ELBAgSERtT C. 

0310120080* 

70-1100 


DUBINSKliL 

e3l0260062« 

FOIA 


EDELMAN, M. R 

8310310378 

50-440 

A 

ELSASBERiT C 

0310100209* 

50-213 

a 

DUBtNSKIi L 

831 0260 127« 

FQIA 


EDGAR. G L. 

6310260292 

50-337 

0 

ELaABSER, T C 

8310100447* 

50-213 

0 

DUBOIS, D L 

8310180232*^ 

50-298 

Q 

EDGAR, 0 L 

0310260292 

50-537 

0 

ELSABBERiT C 

8310200169* 

70-020 


DUBRYiN E 

8310240100** 

50-315 

8 

EDGEWORTH, P U 

8310110372 

CONTRACT 


ELBA 86 ER 1 T C 

83 1 0240 1 IS* 

80-225 

a 

DUCKi J R 

8310140130 

50-390 

J 

EDISON, 0. E. 

8310240039 

30-4B2 

A 

ELBASBERiT C 

8310270295* 

50-134 

Q 

DUCKiJ R 

8310140260 

30-302 

J 

EDISON, G E 

8310240075 

50-482 

A 

EMCH, 0. L 

0310030005 

50-153 

p 

DUDLEYiR F 

8310060003 

50-29 

P 

EDISON, G E 

8310240135 

50-450 

F 

EMCH, B L 

0310050314* 

50-155 

T 

DUOOANr 0, J 

8310190265 

WA8TE MGT 

EGOENBEROER, A 

8310120225* 

50-159 

T 

ENDRESi a. W. 

B3 103 10260 

MJREO 


DUOOJNiO E 

8310030218 

50-327 

8 

EGGENOERGER, A 

8310120225* 

50-155 

T 

ENGEL, D W. 

0310070017 

NJREO 


DUDSTADi D 

8310190055 

50-282 

R 

E0GER8, P 

0310260397 

hAJREO 


ENGEL,W P. 

0310170027 

71-9070 


DUMMERiO H 

8310070435** 

CONTRACT 


EHABZ.O L 

0310040239* 

50-302 

0 

ENGEL, Ift. P 

8310170739 

71-6400 


DUMMER, 0 H 

8310100105** 

CONTRACT 


EHASZiO L 

8310040239* 

50-302 

0 

ENNIS, J. D 

0310170149* 

50-416 

Q 

DUNAWAYiF R 

8310240096** 

50-295 

Q 

ElBENHUTiD G 

8003240123** 

FOIA 


ENNIS, J D 

B310260221* 

70-1113 


DUNAWAYiF R 

8310270313** 

50-266 

Q 

EIBENHUTi D. 0 

8112170189* 

50-382 

Q 

ENOS, J T 

S3101401S2 

toprep 


DUNDABiVJ J 

8310110187 

50-266 

J 

EIBENHUTiO G 

8207260091# 

50-26? 

8 

ENDS, J T 

03101 401S2 

TOPREP 


DUNLAPiJ M 

8310120156** 

50-223 

Q 

EIBENHUTiD 0 

8303230300* 

50-352 

A 

ERDMAN,C A. 

8310230663# 

50-59 

F 

DUNLAP 1 J. M 

8310250603** 

30-193 

Q 

EISCNHUTiD 0 

8306020357* 

50-309 

e 

ERHARDT, J. V 

8310070163 

50-245 

8 

DUNLAPiJ M 

031 02701 70 t 

70-371 


EI8ENHUT, D 0. 

6308300355 

50-275 

p 

ERHARDT, R J 

0310210027 

30-329 

A 

DUNLOP, J M 

8310120143** 

30-29 

a 

ElSENHUTiD G. 

8308300357 

50-247 

p 

ERHARDT, R J 

031 0260331 

50-329 

A 

DUNNING, T 0 

8310210392** 

50-275 

T 

EISENHUTiD 0 

8308300358 

50-275 

p 

ERNSTTHAL, H. L 

0310830675 

FOIA 


DUPONTiS 0 

8310050502** 

5Q-373 

Q 

EIBENHUTiD 0 

8308300763 

50-247 

p 

ESPINOSA, e. J, 

0310060412 

XPDRTHC 


DUPREEiO C 

8310190066 

50-327 

R 

eieENHUT.D G 

8308300766 

50-275 

T 

ESPOSITO, a. 

8310130267# 

50-400 

E 

DURANDiR J 

831 0260340** 

30-329 

A 

ElSENHUTi D. 0 

830830077 1 

50-244 

p 

ESPOSITO, B 

0310130271# 

50-400 

E 

DURBlNiS L 

8310120376 

50-273 

0 

EISENHUTiD Q 

8308300779 

50-275 

p 

ESPOSITO, B. 

0310130277* 

50-400 

E 

DURBIN, 8 L 

8310120361** 

30-275 

0 

EISENHUTiD 0 

830830078 1 

50-275 

R 

E8BIG, T. H 

0310070216 

REe 


DURBINiS L 

8310120386** 

50-275 

G 

EISENHUTiD 0 

8308310029 

50-275 

P 

EVANS, C, A. 

0310040160* 

3<r-445 " 

Q 

OURBINi 9i L 

8310310141 

50-275 

0 

EISENHUTiD G 

8308310090 

50-322 

s 

EVANS, C. A 

0310040644* 

50-267 

a 

DURDELiR, 

8310060595** 

50-346 

F 

EISENHUTiD G 

8310030141 

50-266 

F 

EVANS rL G 

0310170262 

70-2067 


DUROURE, R. L 

8310100431** 

0A999 


EISENHUTiD 0 

8310030407* 

50-302 

A 

EVANS, P. A 

B310030409* 

50-413 

0 

DURR, J P. 

8310060048** 

50-244 

Q 

ei8ENHUT, D. G 

8310030571 

50-289 

P 

EVERETT, R, J. 

8310030502 

40-6659 


DURR.J P 

8310190142** 

50-443 

0 

EISENHUTiD 0 

8310030600* 

50-346 

P 

EVERETT, R J 

0310310300* 

40-0084 


DUS, R. 

8310180273 

50-373 

S 

EISENHUTiD Q 

8310030602 

30-312 

F 

EHERT, O. F 

8310240131 

50-329 

A 

DUVALL, D D 

8310120224 

50-341 

8 

EISENHUTiD 0 

8310040061 

50-289 

0 

EMERTi 0 F 

0310270066 

50-329 

A 

DYNNERiA R 

8310040618 

50-322 

0 

EISENHUTiD 0 

8310040639 

30-362 

P 

EHERT, 0. F. 

0310310369 

50-329 

A 

DYNNERiA R 

8310040618 

50-322 

0 

ElSENHUTi D. 0, 

8310040642* 

30-362 

P 

EYSTERi R E 

0310280016 

50-142 

T 

DZEDZV, J L. 

8310280063 

30-352 

H 

EISENHUTi D. 0, 

8310050077 

30-346 

F 

FABRlKANTiJ 1, 

6310060212* 

50-400 

0 

DZIADQSZi D. 

6310190057** 

50-260 

P 

EISENHUTi D. 0 

8310050144 

30-289 

P 

FABRIKANTi J. I 

8310060212* 

50-400 

0 

EAGLE, J 

8310060249 

50-265 

8 

EISENHUTi D. G, 

8310060064* 

50-416 

P 

FALCDNERiD, 

8310040507* 

50-269 

0 

EARLE, 0 K. 

8310200109 

50-341 

H 

EISENHUTiD 0 

8310060134 

MIBC 


FALCONERfD, 

6310250236* 

50-269 

Q 

EARLE, T. C, 

8310130134** 

M18C 


EISENHUTiD 0 

B31 00602 13 

50-213 

P 

FALKENHEINGRiD 

0310200183 

50-456 

A 

EARLEY, A. F. 

8310060300 

30-322 

0 

EISENHUTiD 0 

8310070040# 

50-293 

P 

falkenhsxner, 0. 

0310200183 

50- 450 

A 

EARLEY, A F 

8310060300 

50-322 

0 

EISENHUTiD 0 

8310070140 

50-382 

A 

FALSDN, V. K. 

03100701 65 

contract 


EARLEVi A F. 

8310120119 

30-322 

G 

EISENHUTiD. Q 

8310070393* 

50-298 

F 

FANNING, a 

0310170557 

50-304 

8 

EARLEY, A F 

8310120119 

30-322 

0 

EISENHUTiD 0 

6310110246 

30-289 

P 

FARRAR, 0 L. 

6310030311 

PR 


EARLEY, A F. 

8310310128 

30-322 

G 

EISENHUTiD 0. 

e310120041« 

50-307 

P 

FARRAR, D. L. 

0310040162* 

50- 456 

a 

EARLEY, A. F, 

8310310128 

50-322 

G 

EISENHUTi D. G. 

831012032? 

50^29 

P 

FARRAR, D L. 

8310040260* 

30-454 

Q 

EASON, C. F 

8310200080 

27-48 


EISENHUTiD, 0. 

8310130068 

Ml SC 


FARRAR, D. L. 

8310040444 

50-373 

F 

ECKERT, H. U 

8310040381** 

30-135 

T 

EISENHUTi D. G 

8310130326 

30-209 

F 

FARRAR, D L 

0310110478* 

50-237 

8 

ECKERT, H, J. 

8310040381** 

30-133 

T 

EISENHUTiD. G, 

8310130342 

30-209 

P 

FARRAR, D. L 

0310120401* 

50-454 

0 

ECKERT, J. P. 

8310040470** 

70-27 


EISENHUTiD. G, 

8310140291 

30-289 

P 

FARRAR, D. L 

8310140049* 

50-10 

0 

ECKERT, J.P, 

0310260179** 

70-27 


EIBENHUTi 0, 0 

8310140302 

30-289 

G 

FARRAR, D. L. 

8310140104* 

50-10 

a 

ECKHAROT. J 

B310120065 

50-362 

8 

EISENHUTi D. 0. 

8310170025 

30-289 

P 

FARRAR, D. L 

8310170671# 

50-456 

Q 

ECKHARDT, U 

8310140153 

30-362 

8 

EISENHUTiD G 

8310170063 

30-344 

F 

FARRAR, D. L. 

8310170718 

70-2973 


ECKHARDT, U. 

8310140264 

30-361 

8 

EISENHUTiD. G 

8310170266 

30-397 

F 

FARRAR, D. L. 

8310240077* 

50- 456 

Q 

ECKHARDT, U. M 

8310240201** 

30-528 

A 

EISENHUTiD G. 

83101 70296* 

50-395 

P 

FARRAR, 0. U. 

8310250361* 

30-373 

0 

ED, 0 D 

G3101 70356# 

50-434 

0 

EISENHUTi D. 0 

8310170302 

MI SC 


FARRELL, E V. 

8310250410 

50-317 

8 

ED, 0 D. 

8310170356# 

50-434 

0 

EISENHUTiD G 

' 8310170542* 

50-275 

a 

FARRELL, R E. 

8310310407* 

30-409 

0 

EDD1N08, M. G 

8310190066 

50-327 

R 

EI8ENHUT, D. 0 

B3101B001? 

MI8C 


FABANO, A. 

8310140170* 

50-320 

0 

EDDLEMAN, H. 

8310030367 

30-400 

0 

EI8ENHUT, D. 0. 

6310200240# 

30-454 

0 

FAW, R. E. 

8310130090 

50-186 

R 

eddleman, h 

8310030369* 

30-400 

G 

EISENHUTi D. 0 

8310210344# 

50-328 

p 

FAY, C M 

9310030616* 

50-266 

F 

EDDLEMAN, M 

8310030372# 

50-4 00 

G 

EISENHUTiD, 0 

8310240269 

30-317 

e 

FAY,C N 

8310030447 

50-266 

Q 
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FAY, C. U 

03/0040310 

50-266 

P 

FAYiC. W 

03 10040620 

30-266 

N 

FAY, C V 

0310070303 

90-266 

V 

FAYiC U 

0310120089 

90-266 

0 

fay,c U 

FAY, C, W. 

B3 101 20279 

9310170380 

PR 

90-301 

B 

fay,c u 

asioiaoiiY 

50-266 

R 

FAViC M 

0310180421 

90-266 

P 

FAYiC W 

9310160490 

90-266 

P 

FAV,C W. 

331020020S 

SO -301 

P 

fehrimoer*q. J 

0310210339 

VW^STE HOT 

FElERAaEND, C D 

E31034010S* 

90-282 

Q 

FElUiff A 

G310170621« 

90-397 

Q 

FEIL, R A 

0310210045* 

90-397 

Q 

FElLiR A 

0310210060* 

90-397 

a 

FELTON, J M. 

0310030229 

90-373 

F 

FELTON, J. H 

0310030064 

90-319 

F 

FELTON, J H 

8310030073 

90-399 

F 

FELTON, J M 

8310030609 

90-266 

F 

FELTON, J H 

0310040121 

90-10 

F 

FELTONj j m. 

8310090327 

90-209 

F 

FELTON* h 

0310090340 

90-317 

F 

FELTON, J M 

8310060243 

50-313 

F 

FELTON* J M 

8310060296 

90-213 

F 

FELTON.*/ M 

0310060265 

90-369 

F 

FELTON, J M 

8310060474 

90-315 

F 

FELTON, J. M 

0310060481 

90-307 

F 

FELTON, J » 

0310060490 

90-339 

F 

FELTON, J M- 

0310060519 

50-280 

F 

FELTONi J. M 

0310060929 

90-209 

F 

FELTON, J h 

8310060933 

90-307 

F 

FELTON, J, M 

0310060941 

90-294 

F 

FELTON, J M 

8310060549 

90-289 

F 

FELTON, J. M 

0310060999 

90-324 

F 

FELTON, J M 

8310060566 

90-200 

F 

FELTON, xl M 

0310060590 

90-346 

F 

FELTON, J M 

83 10060597 

90-313 

r 

FELTON, J M 

0310070128 

90-370 

F 

FELTON, J M 

0310070134 

90-269 

F 

FELTON. J M. 

0310070403 

90-200 

F 

FELTON, J H 

0310110004 

90-299 

F 

FELTON,*/ N 

0310110007 

90-449 

A 

FELTON, J M 

8310110019 

90-199 

F 

FELTON, J M 

FELTON, J, H 

8310110021 

031OUOO27 

FOIA 

90-309 

F 

FELTON,*/ 11 

FELTON, d, M 

0310110030 

8310110034 

FOIA 

90-275 

P 

FELTON, J. H 

8310110039 

90-331 

F 

FELTON, J. H. 

8310110042 

90-331 

F 

FELTONi a M 

0310110044 

90-302 

Q 

FELTON, J H. 

0310110064 

50-309 

F 

FELTON, J R 

FELTON, J »1 

8310110069 

0310110067 

40-17 

50-269 

F 

FELTON, J M 

0310110072 

50-369 

F 

FELTON. J. M 

8310110082 

90-346 

F 

FELTON,*! n. 

03101 1009 1 

50-307 

F 

FELTON, J. H 

0310110096 

90-327 

F 

FELTONi J M 

8310110102 

90-320 

F 

FELTON, J M. 

0310110109 

90-44 9 

F 

FELTON, J. M 

8310110110 

90-373 

F 

FELTON. J. M 

0310110124 

90-346 

F 

FELTON, J H 

8310110135 

90-269 

F 

FELTON, a M 

0310110176 

90-263 

F 

FELTON, J. M 

0310110106 

90-200 

F 

FELTON, J. N 

S3101ID195 

90-299 

F 

FELTON, J. «. 

0310110234 

90-267 

F 

FELTON, *;, M 

0310110237 

90-280 

F 

FELTON, J. M 

8310110244 

50-317 

F 

FELTON, J, H 

0310110295 

90-199 

F 

FELTON, J. N 

8310110263 

90-200 

F 

FELTON, J K 

8310110329 

90-294 

F 

FELTON, J. K 

931 0110329 

90-209 

F 

FELTON, J. rt 

FELTON, J h 

FELTON, J M 

0310110390 

0310110393 

0310110361 

FOIA 

FOIA 

90-430 

0 

FELTONfJ M 

0310110362 

90-03 

F 

FELTONi U. ri 

FELTONi j. M 

03 lOl 10364 
0310110360 

FOIA 

90-192 

F 

FELTON, J M, 

8310110369 

90-219 

F 

FELTONi j M 

8310110413 

90-369 

F 

FELTONi j. M. 

8310110424 

30-192 

F 

FELTONi j. rt. 

0310110430 

90-237 

a 

FELTONi J M 

8310110433 

90-319 

F 

FELTON, J. N 

0310110436 

90-322 

A 

FELTON, J. ti 

8310110437 

90-313 

F 


ACCESSION auOJECT 


AUTHOR 

NUMBER 

CATEGORY 

FELTON, J M 

0310110444 

FOIA 


FELTON, J M 

B3 101 10470 

FOIA 


FELTON, J H 

B31 01 10903 

FOIA 


FELTON, J H 

03101 10523 

FOIA 


FELTON. J M 

0310110357 

FOIA 


FELTON, J H 

03101 10964 

FOIA 


FELTON, J M 

0310110371 

FOIA 


FELTON, J M 

0310110906 

FOIA 


FELTON, d M 

0310120006 

30-201 

I 

FELTON, J M 

8310120016 

30-33? 

P 

FELTON. J M 

8310130102 

50-344 

F 

FELTON, d H 

8310130307 

50-205 

F 

FELTON, J H 

0310130310 

90-409 

F 

FELTON.*! M 

8310130312 

30-317 

F 

FELTON. J M 

0310130374 

50-329 

A 

FELTON.*/ n 

0310130409 

FOIA 


FELTON. J M 

031O13O41S 

FOIA 


FELTON, J M 

8310140031 

50-49B 

<1 

FELTON, J rt 

0310170003 

50-317 

F 

FELTON. J N 

8310170006 

50-209 

F 

FELTON, d ri 

8310170029 

FOIA 


FELTON, d H 

8310170049 

FOIA 


FELTON, d, M 

8310170070 

FOIA 


FELTON, J N 

0310170707 

90-373 

F 

FELTON, d M 

8310170739 

90-148 

F 

FELTON, J H 

9310170741 

30-321 

F 

FELTON, J N 

8310160029 

90-341 

F 

FELTON, J H 

8310160534 

50-333 

P 

FELTON, J H 

©31OIB0936 

FOIA 


FELTON. J H 

0310180971 

FOIA 


FELTON.*! M 

0310180900 

90-449 

A 

FELTON. J. M 

0310180590 

90-308 

H 

FELTON. 0 M 

0310180600 

50-322 

A 

FELTON, d M 

0310180603 

FOIA 


FELTON, d. H 

0310100610 

90-279 

P 

FELTON, d. N 

0310100629 

90-329 

A 

FELTON, J M 

8310190041 

FOIA 


FELTON, d N 

0310190049 

FOIA 


FELTON, d. M 

0310190062 

FOIA 


FELTON, d M 

□310190093 

FOIA 


FELTON, d H 

0310190291 

50-313 

F 

FELTON, d W 

0310190274 

90-313 

F 

FELTOM, J H 

0310190309 

FDIA 


FELTON, J M 

9310190316 

50-329 

A 

FELTON. J H 

9310190322 

FOIA 


FELTON* J M 

0310190329 

FOIA 


FELTON* *!, M, 

0310190340 

90-202 

8 

FELTON* *! M 

8310200032 

90-287 

P 

FELTON**/ H 

0310200077 

90-254 

F 

FELTON, d M 

8310200356 

FOIA 


FELTON, J M 

0310200379 

FOIA 


FELTON, J. M 

8310200410 

50-199 

F 

FELTON, J M 

B3 10200416 

90-373 

F 

FELTON, d. H 

8310200426 

50-207 

F 

FELTON, J M 

8310200437 

50-320 

F 

FELTON, J. H 

83^0200490 

FOIA 


FELTON, d h 

0310210311 

FOIA 


FELTON, d M 

8310210319 

50-392 

A 

FELTON, d M 

6310210323 

FOIA 


FELTON* J M 

8310210329 

FOIA 


FELTON.*! M. 

8310210329 

50-321 

8 

FELTON**! M 

0310210357 

90-346 

F 

FELTON.*! ri. 

0310210362 

90-297 

F 

FELTON. *!. M 

6310210366 

90-209 

F 

FELTON, d M 

0310210374 

90-279 

F 

FELTON, d M, 

8310210304 

50-209 

F 

FELTON, d N 

0310210307 

50-309 

F 

FELTON, J* N 

0310210412 

50-170 

F 

FELTON, J, N 

8310210414 

90-402 

F 

FELTON, d. N 

8310240012 

90-413 

T 

FELTONi d, N 

0310240171 

FOIA 


FELTONi J- H, 

8310240189 

FOIA 


FELTON, d N 

8310240191 

FOIA 


FELTON, d H. 

0310240193 

FOIA 


FELTON, *1 M. 

0310240197 

90-920 

0 

FELTON* J M. 

8310240234 

FDIA 


FELTON, d. M. 

0310240239 

FOIA 


FELTON**! N. 

8310240237 

FOIA 


FELTONi d H, 

6310240263 

FOIA 


FELTON*./ M 

0310240201 

FOIA 


FELTON, d. N. 

0310240312 

FOIA 


FELTONi d N 

0310240330 

90-340 

P 

FELTON, d. N 

031 0290002 

FOIA 


FELTOM, d. N 

0310290020 

FOIA 


FELTON, J M 

0310290032 

FDIA 



ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

FELTON, J M 

8310230656 

90-403 

F 

FELTON. J M 

0310250660 

50-205 

F 

FELTON, J M 

0310230668 

50-331 

F 

FELTON, J M 

8310250673 

50-39 

F 

FELTON, J M 

0310260000 

50-10 

S 

FELTON, J N 

8310260019 

70- 1 1 44 


FELTON, J M 

0310260428 

50-200 

F 

FELTON, J M 

8310260431 

50-363 

F 

FELTON, J M 

0310270009 

50-331 

F 

FELTON, J M 

0310270009 

30-10 

F 

FELTQN, J M 

031027001 1 

50-209 

P 

FELTON. J M 

0310270018 

50-213 

F 

FELTON, J M 

8310270020 

FDIA 


FELTON, d M 

8310270024 

50-254 

F 

FELTON. J M 

0310270026 

50-36Y 

r 

FELTON, d M 

8310270027 

FOIA 


FELTON, d M 

0310270037 

50-309 

F 

FELTON, d M 

0310270040 

50-320 

p 

FELTDN, d M 

0310270049 

50-309 

F 

FELTON, d M 

0310270051 

FOIA 


FELTON. J M 

8310270071 

FOIA 


FELTONi d N 

0310270074 

FOIA 


FELTDN, d H 

8310270076 

50-244 

F 

FELTON, J M 

0310270002 

FOIA 


FELTON, J M 

0310270009 

FOIA 


FELTON, J, M 

0310270104 

FOIA 


FELTON, d M 

B310S70117 

FOIA 


FELTON, J M 

8310270119 

50-239 

F 

FELTON, d M 

0310270132 

FOIA 


FELTON, d M 

6310270290 

30-273 

F 

FELTON, d M 

0310270262 

50-350 

Q 

FELTON. J M 

8310270281 

FOIA 


FELTON, d M 

0310270347 

90-29 

e 

FELTDN, J M 

0310270360 

FDIA 


FELTON, J H 

6310270369 

50-289 

p 

FELTQN, J M 

0310270393 

90-209 

F 

FELTDN, d M 

0310270468 

FOIA 


FELTON, J H 

8310270401 

50-317 

F 

FELTON, J M 

0310270491 

50-199 

F 

FELTON, d M 

0310270901 

FOIA 


FELTON, J M 

8310270903 

FOIA 


FELTON, J M 

0310270918 

50-344 

F 

FELTON, d M 

0310270526 

50-10 

F 

FELTON, J rt 

6310270532 

50-29 

F 

FELTQN, *J M 

0310270941 

50-277 

0 

FELTON, d M 

0310270992 

50-461 

F 

FELTON, d M 

0310270966 

90-279 

F 

FELTON, J. N 

8310270902 

90-279 

F 

FELTON, d M 

0310270590 

50-159 

F 

FELTON, d M, 

6310260079 

90-361 

0 

FELTDN, J M 

0310200176 

90-400 

A 

FELTON, d M 

0310280171 

90-10 

F 

FELTON, J M 

0310200206 

50-373 

F 

FELTON, d M. 

0310200292 

50-277 

F 

FELTDN, J M 

0310260293 

50-3 

F 

FELTON,*/ M 

0310200307 

50-10 

F 

FELTON, d M 

031020031 1 

30-213 

F 

FELTON, J M 

8310310031 

90-3 

P 

FELTON, J. M 

0310310097 

50-320 

P 

FENN, 0 0 

0310120374* 

50-29 

P 

FENNETEAU, M M 

0310210255 

90-4 50 

S 

FENBTERSTDCH, J 

0310170110* 

contract 


FEROESON, J H 

8310270021* 

90-213 

F 

FEROU60N, U 

0310120036* 

90-20! 

I 

FERHIN, Z Q 

0310060309 

90-392 

Q 

FERKiNi Z 0 

B310140019 

90-412 

Q 

FERHiNi Z 0 

0310140091 

50-412 

0 

ferkin, Z G 

0310180140 

90-412 

0 

FERLIC, K 

9310100386* 

50-9 

3 

FERNANDEZ, M 

0310060009 

90-333 

B 

FERRANTE, d 

B31O10O179* 

CONTRACT 


FEY, F L 

8310110180* 

90-263 

F 

FEY. F L, 

0310260439* 

50-263 

F 

FIALHA, J 

0310200374 

FOIA 


FIEDLER, P B 

8310110217 

90-21*7 

P 

FIEDLER, P B 

83101 10399* 

50-2 IV 

F 

FIEDLER, P B 

8310170339 

90-2 IV 

P 

FIEDLER, P. B 

8310170609 

71-9111 


FIEDLER* P D, 

8310190031 

50-21 V 

R 

FIEDLER, P B 

0310190320 

71-9010 


FIEDLER.P.B 

0310200161 

30-219 

0 

FIEDLER, P. B 

0310270190* 

30-219 

a 

FIELDER, J 

831 0030301 

90-321 

J 

FIELDS, D. 

03101 4026B* 

90-302 

R 

FIELDS, J. A 

0310050319 

CONTRACT 




PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMOER 

8UBJEC 

CATEOOl 

FIELDS, J A 
FIELDS, J S 
FIELDS, S R 
FILKINS, 0 L 
FILSON, J R 

0310130404 

0310300531 

0310360437 

B310330305 

0310030391* 

CONTRACT 

50-387 B 

NUREG 

30-244 S 

CONTRACT 

FRAHM, R 

FRAHM, R 

FRAHM, R 

FRAHM, R 

FRAHM. R 

0310200279 

0310230238 

8310230244 

8310230325 

0310230390 

50-311 

50-272 

90-311 

50-272 

50-272 

3 

S 

s 

8 

5 

OALLAOHER, J H 
OALLAOHER, J U 
OALLE, D P 

OALLO, J 

OALLO, J 

0310200172* 
831 026020B* 
0310260314* 
0310040365 
0310040365 

90-277 

50-443 

50-10 

50-155 

50-195 

FINDLEV. D C 
FINKEL, A 
FIORAVANTE, N 
FIORELLI, Q 
FITTI,C J 

8310260375* 

8310060013* 

B3090BQ363* 

B310040337* 

0310300334* 

CONTRACT 

50-410 Q 

GEN TEC IS 
50-S2Q Q 

30-400 A 

FRAHM. R 

FRAHM, R 

FRAHM, R 

FRAHM, R 

FRAME, P W 

0310290407 

S3 10230470 
B3L0230367 
8310280024 
0310170011 

50-311 

50-311 

50-311 

50-272 

40-06 

S 

s 

8 

s 

OALLO, U 

GALLO , J 

OALLO, J 

GALLO. J 

OALLO, J 

0310040376 
0310040376 
031 0040 905 
0310040509 
B31OO4O540 

50-195 

50-155 

50-155 

50-195 

50-155 

FIT20ERALD, J A 
FITZOIBDONS, R 
FITZQIBDQNS, R 
FiTZDiBBDNSr R 
FlTZOIDDONSi R 

0310200394* 

B310310143 

B310310143 

8310310391 

8310310391 

FOIA 

30-153 0 
50-153 0 
30-153 0 
50-155 0 

FRANKABZEK.J U 
FREDERICK. R J 
FREDERICK, R J 
FREEMAN, 0 J 
FREEMAN, M 

0310260317* 
031 02701 16* 
0310270136* 
8310210173* 
8310260411 

FOIA 

FOIA 

FOIA 

50-397 

40-8766 

A 

OALLO, J 

OALLO, 0 

OALLO, J 

OALLO, J 

OALLO, J 

8310040540 

8310040591 

0310040591 

0310040593 

0310040553 

50-155 

50-155 

50-155 

50-155 

50-155 

FITZPATRIW, D 
FlTZWATERiM E 
FLACH, W T 

FLACK, E 

FLACK, E 

0310270313* 

8310190313* 

8310380122* 

0308310103 

B3 10030330 

50-266 Q 

FDIA 

50-311 0 

IlcE 

I&E 

FREEMAN, M D 
FRENCH, L D 

FRENCH, L D 

FRESCO, A 
FR1EDERICH5. 8 

B3 10260377 

0310250232 

0310200010 

0310270075* 

0310040123* 

40-8766 

50-29 

50-29 

FOIA 

50-395 

B 

B 

P 

OALLO* J 

OALLO. J 

OALLO 1 J 

GALLO, U 

OALLO, J 

03100409 74 
0310040994 
8310050483 
0310050403 
0310050486* 

50-155 

50-155 

50-195 

50-195 

50-195 

FLACK. e 

FLACK, E 

FLACK, E 

FLACK, E 

FLACK, E 

8310030536 

B310140337 

8310100199 

B31O10O413 

8310310406 

JttE 

I&E 

r&E 

t«,E 

40-299 

FRIEDMAN. L 

FROMM, E 

FRYE, D L 

FRYE, J H 

FRYE, J H 

6308310330 

8310110337* 

8310040324* 

0310040192 

0310110034 

I*.E 

CONTRACT 

50-267 

50-142 

90-142 

B 

0 

0 

OALLO* J. 

OALLO, J 

OALLO, vP 

OALLO. J 

OALLO, J 

0310050466* 
03101 10049 
B3101 10049 
0310110063 
0310110063 

50-155 

50-155 

90-155 

50-195 

50-155 

FLEENQR. C 

FLEENOR, C 

FLEENOR, C 

FLCENOR, C 

FLEENOR, C 

0310050303 

8310070407 

0310130033 

0310120030 

0310380068 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

FRYE, J H 

FRYE, J IH 

FRYE, J H 

FRYE, J H 

FRYE, J H 

0310110214 

8310120372 

0310260205 

0310260263 

8310280225* 

50-358 

50-70 

50-358 

50-142 

50-400 

0 

0 

0 

0 

A 

OALLO* J 

OALLO* J 

OALLO* U 

OALLO* J 

OALLO* U 

B31012021 1 
031012021 1 
0310130174 
0310130174 
8310130214 

50-199 

90-199 

90-199 

90-199 

90-199 

FLIPPO, T A 

FLORES, A D 

FLYNN, M J 

FLYNN, M J 

FLYNN, M J 

0310310400* 

8310110344* 

8310050466 

0310070228 

0310070234 

50-3B2 0 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

FRYE. J H 

FRYER, B C 
FRVLINOtR 
FUENKAJORN. K 
FUHRMAN, 0 n 

8310310240 

8310050470* 

8310030464 

0310070414 

0310040542 

50-142 

50-255 

50-354 

NUREO 

90-317 

0 

P 

0 

s 

OALLO* U 

OALLO, <J 

OALLO rJ 

OALLO, J 

OALLO, J 

0310130214 

0310140074 

6310140074 

0310170420 

0310170420 

90-199 

90-195 

90-199 

90-159 

90-199 

FLYNN, N J 

FLYNN, M J 

FQOARTYi D J 
FOCARTY, D J 

FOOO. E C 

0310110343 

8310130308 

8310130298 

6310190008 

8310070181* 

CONTRACT 

CONTRACT 

50-206 Q 
50-206 H 
CONTRACT 

FUHS, A 

FUJIMOTO/R I 
FULLER, C H 

FURSE, H C 

FUR9E,M C 

0310270400 

0310130418* 

0310170260 

0310060319 

0310060319 

50-254 

CONTRACT 

50-267 

50-454 

50-454 

8 

R 

0 

0 

OALLO, J 

OALLO. J. 

OALLO, J 

OALLO, J 

OALLO, J. 

0310100222 
6310100222 
8310100230 
6310100230 
631010033 9 

90-199 

90-155 

90-159 

90-155 

50-199 

FOLEY. J n 

FOLEY, T 

FOLEY, W J 

FOLEY, W J 

FOLEY, W J 

031OUO36S 
8310170310 
83101 10580 
0310100079 
0310200370 

50-430 Q 
30-247 8 

NUREO 

NUREO 

NUREO 

FUR8E,M C. 

FURSE, M. C 

FURSE, M C 

FURSE, M C 

FURSE, M, C 

0310060021* 

8310180275 

8310180275 

8310180279* 

8310180279* 

50-454 

50-454 

50-454 

50-454 

50-454 

0 

0 

0 

0 

0 

OALLO, U. 

OALLO, J 

OALLO, J 

OALLO, J. 

OALLO, J. 

6310180339 

6310100348 

8310100348 

8310200229 

6310200229 

50-199 

90-159 

50-199 

90-309 

50-309 

FORD, E J 

FORD, E J 

FORD, E J 

FORD, J T 

FORD. J T 

0310190180* 

0310250517* 

0310250624* 

8310170076 

0310170740 

50-423 Q 
50-327 Q 
50-327 Q 
70-1201 

70-1201 

FUS8£LL«J D 

GADiR K 

GAD, R K 

GAD,R K 

OADrR K 

03 10070220* 
0310110003 
6310110003 
B3101 10092* 
0310110092* 

CONTRACT 

50-443 

50-443 

50-443 

90-443 

0 

0 

0 

0 

OALLO, J. 

OALLO, J. 

OALLO, J. 

OALLO, J. 

OALLO, J 

6310240126 

6310240126 

8310240132* 

8310240132* 

8310310139 

50-199 

50-199 

50-199 

50-195 

90-159 

FORD, y H 

FORMICA, C D 
FORNEY, y 

FORNEY, y 

FORNEY, y L 

8310200467* 

8310130261* 

0310120256 

0310200152 

0310050530* 

COMMISSION 
50-400 E 
50-358 8 
50-330 S 
50-358 Q 

OAD.R K 

GAD, R K 

OAD.R K 

QAD.R K 

OAD.R K 

6310120133 

6310120133 

6310120420 

6310120420 

6310140015 

50-443 

90-443 

50-443 

90-443 

90-443 

0 

0 

0 

0 

0 

OALLO, J 

OALLO, J 

OALLO, J 

OALLO, J. 

OALLO, U 

8310310139 

6310310206 

8310310206 

8310310391 

8310310391 

90-155 

50-159 

90-159 

50-159 

50-199 

FORNEY. y L 

FDR TUNA, R 
FORTUNA,R 

FORTUNA, R A 
FOSTER, C 

0310050546* 

0310270462* 

0310270474* 

8310040453* 

8310100562 

50-358 a 
50-443 <3 
50-443 Q 
<JA9?9 

XPORTLIC 

OAD.R K 

OAD,R K 

OAD,R K 

OAD.R K 

OAD.R K 

6310180150 

6310100150 

0310160193* 

6310100193* 
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0306090346* 

8310140073 

6310140263 

6310170463* 

0310270274 

8310270276 

8310040300 
831 0040305 
8310060094 
8310200166 
8310200206 

8310210264 

8310290036 

8310290120 

8310290460* 

0310260141 

8310280170* 

0310070426 

8310060278 

0310060499 

8310060499 

0310070222 
8310J 10125* 
8310040992 
8310050107 
8310290044 

831028010? 

8310250447* 

8310200176 

8310200178 

8310270377* 

8310120096* 

8310140216* 

8310210074* 

8310040413* 

8310040480* 

8310290392* 
831029040?* 
8310140187 
6310140233 
8310030103 

8310060390 
8310070076 
6310070309 
8310120360 
8310140108 

8310140291 
8310170007* 
6310180372* 
e3101?0161 
a310|?0164 


SUBJECT 

CATEGORY 


50-373 F 
90-373 F 
50-373 F 
50-295 8 

90-400 F 

50-329 A 
90-329 A 
50-329 A 
40-8607 
50-413 T 

50-413 T 
71-9160 
CONTRACT 
CONTRACT 
50-395 P 

90-317 P 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

90-445 C 
50-445 0 

90-445 0 

90-445 0 

90-445 G 

90-449 G 
50-445 G 
40-299 

hisc 

MI8C 

SO-280 Q 

70-1113 

PR 

SO-373 8 

50-346 P 

90-373 8 

50-373 8 

FOIA 

90-373 S 
50-373 8 

50-324 P 
50-324 P 
50-324 P 
50-324 Q 
90-324 P 

50-324 P 
50-324 P 
50-324 F 
90-324 0 

50-324 P 

40-29? 

WREO 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

FOIA 

lOCFR 

lOCFR 

90-443 O 

50-443 0 

QA999 
50-279 T 
50-279 T 
50-279 © 

90-220 Q 
70-1308 
50-10 <1 

90-413 0 

90-302 Q 

50-413 0 

90-335 Q 
90-302 S 
90-302 8 

50-209 P 

50-289 P 
50-289 P 
90-289 V 
90-20? R 
50-28? R 

90-209 P 
90-289 F 
50-289 Q 
50-289 8 
90-289 9 


AUTHOR 


HUKILL.H D 
HUKILL.H 0 
HUKILL.H D 
HUKILL.H D 
HUKILL.H D 

HUKILL.H D 
HUKILL.H D 
HUKILL.H D 
HUKILL.H D 
HUKILL.H D 

HUKILL.H D 
HUKILL.H D 
HUKILL.H D 
HUKILL.H D 
HUKILL.H D 

HUKILL.H D 
HULL. R E 
HUNNICUTT, D 
HUNNICUTT. D 
HUNNICUTT. D 

HUNNICUTT. D M 
HUNNICUTT. D M 
HUNNICUTT, D M 
HUNNICUTT. D M 
HUNNICUTT, D M 

HUNNICUTT. D H 
HUNNICUTT, D M 
HUNNICUTT. D M 
HUNNICUTT. D M 
HUNNICUTT, D M 

HUNNICUTT. D M 
HUNSTAD.A A 
HUNSTADiA A 
HUN9TAD. A A 
HUNSTAD.A A 

HUN3TAD. A A 
HUNSTAD.A A 
HUNSTAD.A A 
HUNSTAD.A A 
HUNT. M D 

HUNTER. D R 
HUNTER, D R 
HUNTER. D ft 
HUNTER. D R 
HURST, A 

IDEN. C 
IDE. W E 
IDEKER. R L 
INGRAM, F 
INMAN. S C 

IPPOLITO.r A 
IRWIN. D P 
IRWIN. D P 
IVERSON, O 
JABDOUR.K N 

JABDOUR. K N 
JABDOUR.K N 
JABBOUR.K N 
JABLDNSKI.F J 
JABLONBKI.F J 

JACK I W. I 
JACKIW, I N 
JACKIW. I N 
JACKSON. C M 
JACKSON. L H 

JACOB 8. A 
JACOBS. A 
JACOBS. A 
JACOBS. A 
JACOBS. A 

JACOBS. R 
JACOBS. R 
JACOBS. R H 
JACOBSON. P J 
JAFFE. D 

JAFFE.D H 
JAMISON. J D 
JANG. J 
JANZOWr E F 
JANZGW. E F 

JAPE, F 
JAPE. F 
JAPE. F 
JAPE. F 
JAPE. F 


ACCESSION BLIDJCCT 

NUMBER CATEODPIY 


8310200061 

30-209 

S 

0310200430# 

30-289 

F 

8310210037 

90-289 

n 

8310210065 

30-2 B9 

p 

0310210283* 

50-289 

0 

8310250253 

50-20? 

s 

0310250261 

50-287 

p 

8310250294 

50-20? 

s 

8310250430 

90-20? 

5 

8310250509 

50-289 

S 

8310250606 

50-289 

8 

0310270130 

50-289 

P 

8310280108 

50-289 

P 

8310200115* 

30-209 

P 

0310280123 

50-209 

P 

0310310410 

30-209 

P 

8310130252* 

30-498 

Q 

9310030457* 

50-267 

<3 

8310040644* 

30-267 

0 

0310060019# 

30-267 

Q 

8310030330* 

50-267 

Q 

8310040106* 

90-449 

Q 

8310040240* 

50-445 

0 

0310040509* 

90-267 

Q 

0310130211* 

50-290 

Q 

8310160219* 

50-449 

0 

0310180227* 

90-449 

G 

0310180232* 

50-29 B 

G 

8310180472* 

50-445 

Q 

8310310264* 

50-445 

0 

8310310206* 

50-298 

G 

8310120102 

50-282 

8 

0310120340 

50-306 

8 

0310170641 

50-306 

5 

8310270415* 

50-202 

S 

0310270410* 

50-202 

8 

0310270421# 

90-282 

8 

8310270427* 

90-202 

8 

0310270429* 

50-306 

8 

0310290452* 

50-416 

Q 

8310140190* 

50-461 

Q 

03X0140215* 

90-373 

0 

0310270440* 

50-305 

0 

8310310407* 

50-409 

Q 

0310110074* 

50-209 

H 

8310170491 

50-S94 

8 

0310240223* 

50-920 

Q 

0310170299 

70-143 


0310110062 

30-289 

H 

0310290424* 

30-313 

G 

8310260085* 

FOIA 


0310310124 

50-322 

0 

8310310124 

50-322 

0 

8310270300* 

90-266 

S 

8310070150' 

90-413 

c 

0310110607 

50-413 

F 

8310110636 

90-413 

A 

0310190264 

30-413 

E 

0310060309* 

50-461 

Q 

8310310293* 

50-46J 

0 

8310060264 

50-266 

8 

8310240003* 

30-301 

Q 

8310240102* 

50-202 

0 

8310280094 

50-247 

9 

8310040339* 

90-413 

a 


6310050365 

8310090993 

8310070187 

8310070329 

B310210164 

8310140D3B 

0310170310 

0310140279* 

8310240167 

8310310479 

8310070176 

8310030497* 

8310140236* 

8310060060 

8310060069* 

0310040147* 

0310040190* 

6310040167* 

8310040253* 

8310040294* 


CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

90-3 1 1 S 
50-247 8 

50-272 Q 
FOIA 

90-3 1 7 P 

90-317 P 
90-267 Q 
90-271 0 

XPORTLIC 
XPORTLIC 

50-39Q 0 

90-413 0 

50-416 Q 
90-26? Q 
90-269 Q 



PERSONAL AUTHOR INDEX 


5o: 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

JAPE, F 

a310040S63« 

50-390 

Q 

JONES, G T 

8310030376 

50-296 

S 

KAMMER, D S 

0310250494* 

50-327 

JAPE. F 

0310050419* 

50-413 

T 

JONES, Q T 

8310140127 

30-260 

3 

KAMMERERi C 

B2121 50242* 

FOIA 

JAPE, F 

0310250216* 

50-416 

0 

JONES, Q T 

0310190106 

50-259 

R 

KAMMERER, C 

6212290072* 

FOIA 

JAPE, F 

0310250230* 

50-413 

0 

JONES, 0 T 

8310250360 

50-260 

S 

HAMMERER, C 

B3101 10039* 

50-275 

JAUDDNi J P 

0310130259* 

50-482 

0 

JONES. P E 

0310050369* 

CONTRACT 


HAMMERER, C 

B310110O46* 

50-275 

JAUDONi J P 

0310130295* 

50-205 

Q 

JONES. V 

6310190016 

50-280 

R 

HAMMERER, C 

8310110351* 

FOIA 

JEANE. Q S 

8310310154* 

50-500 

A 

JONES, M B 

B3100401B6* 

50-443 

a 

HAMMERER, C 

8310240246* 

50-528 

JENKINS, 0 R 

0310040413* 

50-413 

Q 

JONES, M D 

0310160472* 

50-445 

a 

HANA, D D 

B31O27O590* 

TOPREP 

JENKINS, Q R 

0310040480* 

50-302 

a 

JONES, W C 

8310050255* 

50-203 

p 

KANE. R. 8 

0310180300* 

50-199 

JENKINS, 0 n 

B3 10230304* 

50-390 

0 

JONES. U C 

8310050310* 

50-283 

p 

KANE, R. S 

0310100303* 

50-199 

JENKINS, 0 R 

0310250363* 

50-269 

Q 

JONES, VI C 

8310110330* 

50-283 

F 

KANGA, B H 

8310030500 

50-320 

JENKINS, Q R 

0310250392* 

50-413 

Q 

JONES, ig C 

8310120094 

50-205 

Q 

KANOA, D K 

8310050055 

50-320 

JENKINS, G R 

0310250394* 

50-280 

Q 

JONES, W C 

0310130308* 

50-283 

F 

KANGA, B K 

8310110106* 

50-320 

JENKINS, G R 

8310230409* 

50-335 

Q 

JONES, VJ C 

8310100162 

50-285 

R 

KANGA, B K 

8310130005 

50-320 

JENKINS, 0 R 

0310250570* 

50-324 

Q 

JONES, W C 

0310160506* 

50-283 

a 

KANGA. H K 

8310130064 

50-320 

JENKINS, R 0 

0310120221* 

50-155 

T 

JONES. W C 

0310190324 

71-9000 


HANGA, B H 

8310130082 

50-320 

JENKINS, S N 

0307200260* 

50-336 

P 

JONES, VI C 

8310210008 

50-205 

Q 

KANGA, D H 

8310130138 

50-320 

JENS, W H 

0310120090 

^^0*^34 1 , 

A 

JONES. W C 

0310210370* 

50-285 

F 

HANGA, B K 

8310170639 

50-320 

JENS, W H 

0310120190 

50-341 

A 

JONES. W C 

0310250667* 

50-285 

F 

kanga, B H 

8310 180200 

50-320 

JENS, N H 

031O1SOO34* 

50-341 

F 

JOOBTEN. J K 

8310030412 

50-413 

0 

KANGA, D K 

8310190060 

50-320 

JENSON, D L 

0310200048* 

50-289 

P 

JORDAN. E L 

0308300340 

50-3 

Q 

HANGA, G H 

0310190075 

50-320 

JESSUP, G 

6310070206 

CONTRACT 


JORDAN. E L 

8308300342 

50-3 

Q 

KANGA, » K 

8310190173 

50-320 

JESSUP, D 

0310070213 

CONTRACT 


JORDAN, E L 

0308300345 

50-3 

Q 

HANGA, D H 

B310190203 

50-320 

JESSUP, D 

0310070218 

CONTRACT 


JORDAN, E L 

8308300349 

50-3 

Q 

HANGA, B K 

0310200095 

50-320 

JESSUP, B 

0310070233 

CONTRACT 


JORDAN, E L 

8308300370 

50-3 

Q 

HANGA, B K 

631D200155 

50-320 

JESSUP, D 

8310070244 

CONTRACT 


JORDAN, E L 

8308300752 

50-3 

Q 

HANGA, B K 

8310250317 

50-320 

JESSUP, G 

8310110533 

CONTRACT 


JORDAN, E U 

8308300759 

50-3 

0 

HANGA, D H 

8310250434 

50-020 

JESSUP, Q 

8310110613 

CONTRACT 


JORDAN, E L 

830030076 1 

50-3 

Q 

HANGA, B K 

8310250478 

50-380 

JOACHIM. M 

0310180135 

50-142 

H 

JORDAN, E L 

8310120051 

50-287 

P 

KANGA, B K 

8310250629 

50-320 

JOHANSEN, C 

8310140257 

50-344 

J 

JORDAN, L V 

8310170206 

70-27 


KANGA, D K 

8310280102 

50-380 

JQHNSDN, A D 

8310180367* 

50-344 

Q 

JORDAN, R L 

8310100401* 

QA999 


KANGArS K 

8310310164* 

50-320 

JOHNSON, A R 
JOHNSON, A R 

631U1S0455* 

031O25O3B5* 

QA999 

(IA999 


JORDAN, R L 

JORDAN, N H 

8310180401* 
8310 110266 

0A999 

50-445 

G 

KANTMANM, R A 
KAPLAN, S 

8310160520* 

8310170579 

04999 

50-304 

JOHNSON, A R 

0310250541* 

QA979 


JORDAN, W H 

B3101400B3 

50-445 

0 

KARNAN, M 

8310050447 

50-261 

JOHNSON, D 

0310260309 


A 

JORDAN, W H 

8310270228 

50-445 

0 

KAROL, R 

8310270075* 

FOIA 

JOHNSON,!) D 

8310060221 

50-255 

S 

JORDAN, W H 

6310270293 

50-445 

0 

KARR, J U 

8310060S69 

50-329 

JOHNSON,!) D 

8310120064 


6 

JORDAN, N 3 

8310110158 

50-443 

0 

KARR, J M 

8310120101 

50-389 

JOHNSON,!) D 

8310120249 

S0-25S 

S 

JORDAN, U S 

0310110158 

50-443 

0 

KARR, J U 

83102702S7 

50-329 

JOHNSON, B D 

8310120331 

50-255 

5 

JORDAN. M S 

8310110165* 

50-443 

0 

KARR, J W 

0310270266* 

50-38? 

JOHNSON, D D 

8310250250 

99 

a 

JORDAN. H S 

8310110165* 

50-443 

0 

KARR, J U 

8310310390 

50-389 

JOHNSON, B D 

8310250462 

50-255 

S 

JORDAN, H 5 

0310110^70* 

50-443 

G 

KASTENBERG, M E 

8310060326* 

CONTRACT 

JOHNSON, B D 

B3 10270 162 

50*399 

a 

JORDAN. U B 

8310110170* 

50-443 

0 

KAUFFMAN, J T 

0310110197 

50-307 

JOHNSON, C E 

8310170683 

50-445 

T 

JORDAN, VI S 

8310110175* 

50-443 

Q 

KAUFMAN, P H 

8310040209 

50-275 

JOHNSON, D r 

0310070229 

50-352 

V 

JORDAN, U S 

8310110175* 

50-443 

Q 

KAUFMAN, P H 

0310040212* 

50-275 

JOHNSON, C H 

0310180478 

50-445 

0 

JORDAN, N S 

0310140191 

50-443 

Q 

KAUFMAN. P H 

8310040219* 

50-875 

JOHNSON, E H 

8310310279 

50-298 

Q 

JORDAN, H S 

8310140191 

50-443 

0 

KAWACHI.M 

0310170209 

71-9033 

JOHNSON, E H 

8310310294 

50—267 

Q 

JORDAN, W S 

8310160329 

50-443 

0 

KAVIACHI.M H 

8310170215 

71-9032 

JOHNSON, E H 

8310310298 

50-267 

Q 

JORDAN, M S 

0310100329 

50-443 

0 

KAWACHI.M H 

8310170355 

71-9128 

JOHNSON, E H 

8310310435* 

50-267 

P 

JORDAN, W 8 

8310310202 

50-443 

0 

KAY, J A 

8310040108 

50-29 

JOHNSON, 0 E 

8310050386 

50-413 

T 

JORDAN, W S 

6310310202 

50-443 

0 

KAY, J A 

8310040330 

30-29 

JOHNSON, 0 E 

6310050406 

50-413 

0 

JORGENSEN, G L 

0310040253* 

50-255 

Q 

KAV3ER, W. V 

8310050470* 

30-255 

JOHNSON, G E 

8310050562 

50-413 

G 

JOYNER. J 

8310200160 

I«cE 


KEATINO, D E 

8310200260* 

50-358 

JOHNSON, J 

0310060051 

50-293 

S 

JULIAN, C 

8310040454* 

50-335 

Q 

KEATINOi D E 

8310270450* 

50-255 

JOHNSON, J L 

0310270524* 

40-0690 


JULIAN, C A 

8310030461 

50-416 

5 

HEIMIO, R 

8310060040 

50-334 

JOHNSON, J H 

8310250631* 

50-312 

P 

JULIAN, C A 

8310250624* 

50-327 

0 

keiser, H 

8310060338* 

50-3B7 

JOHNSON, K I 

0310070317 

NUREO 


JUNQE, M A 

0310200147 

50-317 

6 

KEISER, H W 

0310190120 

50-3B7 

JOHNSON, L E 

8310130252* 

50-458 

Q 

JUNOE. M A 

8310250411 

50-318 

B 

KEISER, H H 

8310190145 

50-3B7 

JOHNSON, P 

0310120251 

50-312 

8 

JUNQE. M A 

8310250587 

50-317 

8 

KElSERj H W 

8310190230 

50-3B7 

JOHNSON, P 

0310120321 

50-312 

S 

JUNOE. H, A 

8310230599 

30-310 

B 

KEISER, H U 

8310200271 

30-3B7 

JOHNSON, P 

0310240236* 

50-52B 

A 

JUSTUS, P 0 

8310260074 

WASTE MOT 

KEISER, H W 

8310250204 

50-3B7 

JOHNSON, P. H 

0310170470* 

50-528 

Q 

KADAMBl.P 

8310310489 

50-269 

P 

KEISER. H W 

8310250219 

50-3B7 

JOHNSON, R 0 

B310250239 

50-263 

J 

KAHLE, J B. 

8310040340* 

70-143 


KEISERj H Vf 

8310250228 

50-3B7 

JOHNSON,! L 

Q3101S03S4 

40-8690 


KAHLE. J G 

0310040499* 

50-321 

Q 

KEISER, H. W 

8310250242 

50-387 

JOHNSON,! U 
JOHNSON, V P 

6310200452 

0310260201* 

40-0674 

50-443 

A 

KAHLE, J. B 

KAHN, V 

8310040508* 

8310050460* 

70-27 

CONTRACT 


KEISER, H W 

KEISER, H W 

8310250245 

8310250266 

30-387 

50-307 

JOHNSON, W 

0310060026* 

50-313 

Q 

KAISER, H 

8310060486* 

50-307 

F 

KEISER, H W 

8310250345 

50-387 

JOHNSON, U D 

8310030476 

50-360 

S 

KAUIVIANAKI8, N 

8310060249 

50-265 

8 

KEISER, H W 

8310250366 

30-387 

JOHNSON, W D 

8310040577* 

50-285 

Q 

KAL3VIANAKIS, N 

8310120158 

50-254 

S 

KEISER, \i W 

8310250402 

30-387 

JOHNSON, W D 

8310130171* 

50-285 

0 

KALIVIANAKIB, N 

8310170271 

50-254 

6 

KEISER, H U 

8310250555 

30-387 

JOHNSON, M D 

8310130178* 

50-482 

Q 

KALIVIANAKIS, N 

8310170353 

50-254 

R 

KEISER, H W 

8310250594 

30-387 

JOHNSON. W D 

8310130226* 

50-313 

0 

KAL1VIANAKI6,N 

6310170491 

50-254 

8 

KEISER, H. W. 

8310250622 

50-387 

JOHNSON, W D 

9310130251* 

50-402 

0 

KALIVIANAKIS, N 

8310170661 

50-265 

B 

KEISER, H W. 

8310260125 

50-097 

JOHNSON, W D 

8310130259* 

50-482 

0 

KALIVIANAKIS, N 

8310100109 

50-254 

R 

KEISER, H W 

8310310305 

50-387 

JOHNSON, W D 

0310130295* 

50-205 

0 

KALIVIANAKIS, N 

8310100263 

50-254 

R 

KEL8ER , C N 

8310170033* 

FDIA 

JOHNSON, W D 

0310130335* 

50-313 

0 

KALIVIANAKIS, N 

8310210016 

50-265 

S 

KELLER, 0 R, 

8310280131 

RES 

JOHNSON, U D 

8310100246* 

50-205 

a 

KALIVIANAKIS, N 

6310210054 

50-265 

S 

KELLER, R 

8310100366* 

50-5 

JOHNSON, W P 

8310260261* 

50-443 

0 

KALIVIANAKIS, N, 

8310270400 

50-254 

S 

KELLEY. U. L. 

8310040186* 

30-445 

JOHNSON, W P 
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T 

MACSHAIN. D M 


031 01 20341* 

90-305 

P 

MARCHI.M L 

6310120235* 

50-309 

F 

S3101903S9* 

FOIA 


MACSHAIN. D M 


8310120349* 

90-305 

P 

MARCHl. M L 

6310120238* 

50-305 

F 




MADDEN, J,. R 


B310110147* 

FOIA 


MARCOUX. W C 

6310090298 

50-20 S 

P 

0310240109 

90-341 

A 










8310260416 

40-299 


MADDEN. M 


8310040213 

90-272 

8 

MARCOUX.W C 

8310090290 

90-205 

P 

0310280165 

40-299 


MADEDA. T. -J 


0310140216* 

70-1300 


MARCU80N. M F 

6310090337* 

CONTRACT 


83 1027010 9* 

FOIA 


ilADEDA, T- J 


B3 10250 9 92* 

70-2977 


MAR I AN! iL P 

6310030396 

PR 


0310170484* 

90-3B2 

0 

MADEDA. T. J 


0310270313* 

90-266 

0 

MARKEY, E J 

0310060994* 

50-302 

U 




MADEDA. T U 


8310310347* 

90-34 1 

0 

MARKEY. E J 

031OO7O3BO* 

COMMISSION 

8310190343 

71-909 











6310290152* 

ORO 


MADSEN, 0. L. 


8310030344 

90-267 

Q 

MARKEY. E J 

6310200469* 

90-27 5 

U 

B3 10090199 

71-9000 


MADSEN. 0 L 


8310030305 

50-498 

Q 

MARKT. D 

8310270042* 

90-309 

F 

B31 004007 4 

71-466 


MADSEN. 0 L 


8310030402 

90-458 

0 

MARKT, D 

8310270042* 

90-309 

r 

8310040097* 

71-466 


MADSEN. 0 L 


8310030446 

90-267 

Q 

MARKT, D. E 

8310270934* 

50-29 
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MADSEN, <3. L 


0310040153 

90-382 

Q 

MARSHALL, J R 
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50-313 

p 
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B 
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Q 
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50-400 

0 
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50-259 

MARTIN,! T 
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50-412 

Q 
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8310250632# 

80-400 

Q 

MCGUIRE. D. R 

0310170246# 

70-27 

MARTIN,! T 

8310040449 

50-317 

F 

MAV*E L 

0310250523 

50-29 

S 

MCGUIRE. D R 

0310170522# 

50-261 

MARTIN,! T 

0310060004 

90-410 

Q 

MAV, E L 

831028001 5 

50-29 

8 

MCGUIRE. D R 

8310210034# 

50-259 

MARTIN,! T 

0310060017 

90-244 

Q 

MAV,W R 

8310280104# 

CONTRACT 


MCGUIRE. D R 

8310210070# 

50-324 

MARTIN,! T. 

8310060041 

90-388 

Q 

MAYWEATHER. L 

0310190092 

50-361 

R 

MCGUIRE, D R 

8310260221# 

70-iiia 

MARTIN,! T 

8310060044 

50-244 

Q 

MCAFEE, H R 

8310240021# 

50-413 

T 

MCOUIRE, D R 

8310270023# 

50-321 

MARTIN,! T 

8310060341 

50-334 

Q 

MCALLISTER, B A 

8310190231 

50-309 

8 

MCOURREN.H. U 

6310050371 

50-275 

martin, t, t 

8310120137 

90-29 

Q 

MCALPINE.E J. 

8310040146# 

70-1131 


MCGURREN.H J 

8310130163 

50-275 

MARTIN,! T 

8310120153 

50-283 

Q 

MCALPINE.E d* 

0310040197* 

70-143 


MCGURRENtH d 

8310210350 

50-275 

MARTIN,! T 

8310120199 

70-139 


MCALPINE.E d. 

8310040342# 

70-824 


MCOURREN.H d 

8310250176 

50-275 

martin, T, T 

8310120212 

90-277 

Q 

MCALPINE.E d. 

8310040493# 

70-27 


MCOURREN.H J 

8310250326 

50-275 

MARTIN, T T 

0310140190 

90-286 

Q 

MCALPINE.E J, 

8310260114# 

70-1151 


MCINN18.D. 

8310200174 

50-400 

MARTIN,! T 

8310140234 

90-271 

0 

MCALPINE.E d. 

8310260194# 

70-1113 


MCINTOSH, d T. 

8310110076# 

50-269 

MARTIN,! T 

8310180137 

70-2008 


MCANDREW.A R. 

8310260296# 

FOIA 


MCINTOSH, d. T 

8310110141# 

50-269 

MARTIN,! T 

8310180349 

90-387 

0 

MCDREARTYiR. A 

83 1012009 <6# 

50-220 

Q 

MCINTOSH. 11 D 

B31006026B# 

30-369 

MARTIN,! T 

8310180366 

50-209 

0 

HCBREARTY, R A 

8310190142# 

50-443 

Q 

MCKINNEY, C J 

0310070002 

50-395 

MARTIN,! T 

0310190133 

50-443 

0 

MCBRIDE, C. 8 

B3101 10616# 

CONTRACT 


MCKINNEY, C d 

8310170443 

30-395 

MARTIN,! T 

0310190178 

43 

0 

MCBRIDE, L M 

8310040322# 

50-267 

B 

MCKINNEY, C. J 

8310170560 

50-395 

martin,! T 

0310190246 

90-334 

0 

MCBRIDE, L M 
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50-267 

B 
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50-315 
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90-271 

Q 
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50-267 

8 

MCLAUOhILIN, L 

8310190104 
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8310200210 

90-289 

Q 
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Q 
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90-309 

Q 
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MCLEAREN.T 

8310210150 

CONTRAC 
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90-193 

Q 

MCCONNELL^ T 

8310070131# 

50-370 

F 

MCNAMARA, A E. 
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0310170087 

30-370 

3 

MEDFORD, n 0 

03102102^0 

50-362 

P 

MILLER. M A 

0310110377 

90-327 

A 

MILLS. L M 

0310170127 

30-370 

B 

MEDFORD. M 0 

8310250154 

50-206 

P 

MILLER, M A 

8310120464 

30-327 

F 

MILLS, L M 

0310170220 

50-438 

a 

MEDFORD. M 0 

a31027{>10t 

30-206 

P 

miller, M A 

0310130045 

90-327 

A 

MILL0,L M 

8310190924 

50-370 

a 

MEDLOCKiR L 

8310030241 

40-'e452 


HILLER, M A 

0310190263 

30-327 

E 

MILLS, L M 

831021001 1 

50-390 

a 

MENCZER. U 

B3 10060 420 

30-10 

S 

KILLER, M E 

0310200247 

90-334 

0 

MILLS, L M 

0310210015 

90-370 

a 

MENDENHALL. E 

B310210016 

50-263 

s 

MILLER. M E 

8310260301 

90-937 

0 

MILLS, L M 

B310210042 

SO-370 

e 

MEN DONGA. M M 

B31017D479* 

30-275 

Q 

MILLER, M I 

0310060314 

30-454 

0- 

MILLS. L M 

0310210047 

SO-390 

a 

MENDONCA. M M 

0310310251* 

50-273 

Q 

MILLER, M I 

0310060314 

90-434 

0 

MILLS, L M 

0310210068 

50-390 

B 

MERRITT.B 

B31D210165 

50-249 

S 

MILLER, H I 

0310060321* 

50-454 

0 

MILLS, L M 

0310210078* 

50-299 

0 

MEfiRlTT.S 

0310270424 

50-249 

8 

HILLER, M K 

6310060321* 

50-494 

G 

MILLS, L M 

0310210076 

50-390 

8 

MERP 1 HEATH ER.N 

Q3li0200057« 

50-440 

0 

MILLER.M R 

0310260052* 

FOIA 


MILLS. L M 

0310210178 

50-430 

A 

MERRl HEATHER. N 

0310270426* 

50-4 40 

Q 

HILLER, K R 

0310260004* 

FOIA 


MILLS, L M 

0310210301 

50-390 

E 

MESLER.R B 

8310210237 

50-148 

F 

MILLER. H R 

0310260391* 

FOIA 


mills. L M 

0310210303* 

50-297 

F 

MESSINO.A H 

8310270109* 

FOIA 


miller. R P 

0310070429* 

CONTRACT 

MILLS, L M 

0310250012 

50-390 

S 

HEVER. 0 C 

8310270006 

50-470 

A 

HILLER, T D 

8310030469* 

QA979 


mills, L M 

0310290034 

90-370 

A 

MEVER.O C 

8310200306 

30-470 

A 

HILLER, U H 

8310250490* 

90-340 

0 

MILLS, L M 

8310290002 

50-259 

P 

NEVER. T A 

8310060310 

50-413 

T 

MILLER, M 0 

8310030625 

90-337 

p 

MILLS, L M 

B310200110 

50-430 

B 

MEVER.T A 

8310060310 

30-413 

T 

MILLER, M O 

031 0060568 

90-301 

p 

MILLS, L M 

B3102S013B* 

SO-257 

a 

MEVER.H A 

8310190347 

30-186 

F 

MILLER, M O 

0310130424 

50-206 

F 

MILLS, L M 

0310290147 

50-430 

a 

MEYERS. D L 

0310310074 

50-482 

B 

MILLER, W 0 

0310180025 

50-302 

P 

MILLS, L M 

031O2SO162 

50-390 

s 

MICHAELS. T 3 

0310140290 

30-269 

P 

MILLER, W 0 

8310100200 

90-340 

P 

MILLS, L M 

0310290169 

50-390 

G 

HtLES.O E 

83 1 00704 1 4 

NUREO 


MILLER, U 0 

e310210075 

90-230 

P 

MILLS, L M 

0310290170* 

50-299 

a 

miles. J R 

0310110924* 

CONTRACT 

MILLER. U 0 

8310210000 

50-313 

P 

MILLS, L M 

6310290173 

50-390 

B 

HILHOAN. J L 

0310190270* 

50-494 

0 

MILLER, U 0 

8310210101 

90-290 

P 

MILLS, L M 

631029022? 

50-299 

<1 

HILLER. A 

0310070436 

hfJREQ 


MILLER. N 0 

0310210197 

50-317 

P 

MILLS. L M 

0310290233 

50-390 

B 

MILLEil. C A 

8310210358* 

30-275 

T 

MILLER. U 0 

0310210391 

90-334 

P 

MILLS. L M 

0310250240* 

50-257 

a 

HILLEA. D fi 

0310140273* 

30-329 

A 

MILLER. W 9 

8310280033 

50-332 

K 

MILLS, L M 

0310250306* 

50-430 

0 

MILLER. D 9 

0310170257 

30-329 

A 

MILLIGAN. M H 

0310310454* 

SO -322 

S 

MILLS. L M 

0310250313* 

50-430 

Q 

MILLER. 0 0 

0310170437* 

50-339 

A 

MILLS. L K 

0310030214 

90-390 

e 

MILLS. L M 

031 0290371 

50-390 

8 

MILLER. D 9. 

0310170714 

30-329 

A 

HILLS, L K 

0310030233 

50-370 

S 

MILLS. L M 

0310290378 

50-370 

a 

miller. D D. 

0310250050 

30-329 

A 

MILLS. L H 

0310030244 

50-390 

s 

MILLS. L M 

□310290436* 

50-327 

Q 

HILLER. D E 

0310140216* 

70-1300 


MILLS. L M 

0310030292 

90-370 

8 

MILLS, L M 

0310290404* 

50-327 

0 

HILLER. H J 

0310240260 

IMBTE MOT 

MILLS, L M 

0310030237 

90-390 

6 

MILLS. L M 

0310250602* 

50-327 

o 

MILLER. J F 

031 01 20369 

30-29 

P 

MILLS, L M 

8310030338 

90-390 

B 

MILLS, L K 

0310260364 

40-1341 


MILLER. J F 

0310120374# 

50-29 

P 

MILLS, L M 

0310030349 

50-390 

S 

HILLS. L M 

031O27O1SO 

50-370 

B 

MILLER. J R 

8310060920 

90-313 

F 

HILLS, L M 

0310030370 

50-370 

8 

MILLS. L M 

0310270103 

50-370 

B 

miller, j n 

8310070179# 

30-317 

P 

MILLS, L M 

6310030308 

50-390 

9 

MILLS, L M 

0310270248 

SO-430 

0 

HILLER. J R 

0310070183* 

90-339 

P 

HILLS, L M 

8310030399 

50-390 

9 

MILLS, L M 

6310200021 

50-327 

P 

KILLER. J R 

0310110446 

50-266 

P 

MILLS, L M 

8310030404 

90-370 

8 

MILLS. L M 

0310200022 

50-327 

P 

MILLER, J R 

0310110497 

50-366 

P 

MILLS, L M 

8310030424 

90-370 

S 

MILLS, L H 

0310280140 

90-259 

P 

HlLLERi J R 

8310110466 

90-336 

P 

MILLS, L M 

0310030436 

50-370 

8 

MILLS, L M 

0310280173 

50-390 

A 

HILLER. J R 

0310110483 

90-333 

P 

MILLS, L M 

8310030462 

50-370 

8 

MILLS. L M 

0310200321 

40-1341 


HILLER. J R 

0310110492 

90-309 

P 

HILLS, L M 

0310030473 

50-370 

8 

MILLS, L M 

0310310142 

50-259 

P 

HILLER. J R 

8310110497 

90-309 

P 

MILLS, L M 

0310030906 

90-370 

S 

MILLS. L M 

0310310148 

50-370 

e 

HILLER. J R 

0310110498 

90-282 

P 

MILLS, L M 

0310030919 

50-390 

8 

MILLS, L M 

8310310197 

S0-43Q 

B 

MILLER. J.R 

0310110904 

90-266 

P 

mills, l m 

6310030938 

SO-370 

S 

MILLS, L M 

8310310320 

50-370 

B 

MILLER. J R 

0310110943 

30-336 

P 

MILLS. L M 

6310040130 

90-370 

B 

MILLS, L M 

0310310340 

50-370 

B 

MILLER . J R 

8310130033 

90-266 

P 

MILLS. L M 

6310040172 

50-430 

S 

HILLS. L M 

0310310387 

50-2 99 

F 

MILLER. J R 

0310130036* 

90-266 

P 

MILLS. L M. 

6310040180 

50-370 

s 

MILLS. L N 

0310310429 

50-337 

P 

MILLER. J R 

8310130044* 

50-266 

P 

KILLS. L M 

0310040193 

50-390 

8 

MILLS. M 

0310130143 

NUREO 


MILLER. J" R 

0310130056* 

90-266 

P 

HILLS. L H 

8310040271* 

50-257 

Q 

hlMS.ft 

0310130406* 

CONTRACT 


MILLER. J R 

83101 30076-* 

SO-202 

P 

MILLS. L M 

8310040402 

90-370 

F 

MIMB, R 

0310130407* 

CONTRACT 


MILLER. R 

8310130202* 

90-266 

P 

MILL0, L M 

8310040492 

50-239 

F 

MINECK, D L 

0310120380 

50-331 

a 

MILLER.^ R 

8310130423 

90-3B9 

P 

HILLS, L H 

8310040944 

50-390 

B 

MINECK. D L 

8310120400 

50-331 

a 

HILLER. J- R 

8310170008 

90-339 

P 

mills. L M. 

8310040949 

50-370 

8 

MINECK. D L 

0310120421 

50-331 

B 

MILLER. J R 

8310170708 

50-309 

P 

MILLS. L M 

831 0060008 

50-390 

8 

MINECK. D L 

0310170470 

30-331 

s 

HILLER, J R 

8310170723 

90-266 

P 

hills, L M 

8310060009 

50-370 

S 

MINECK. 0 L 

0310170901 

30-331 

ft 

MILLER, J ft 

8310180020 

90-309 

F 

MILLS, L M 

8310060016 

90-370 

S 

MINECK, D L 

8310170068 

50-331 

R 

HILLER. J ft 

8310180409 

90-209 

0 

MILLS, L, M, 

831006Q027 

90-370 

8 

HiNEGKiD L 

8310210070 

50-331 

S 

HILLER, J R 

831O10D41O* 

50-289 

0 

mills, L M 

83L00600B7 

50-370 

S 

MINECK, D L 

0310290401 

SO-331 

a 

MILLER, J R 

0310100608 

90-344 

P 

MILLS, L M 

8310060099 

90-370 

B 

MINECK, D L 

0310270270 

30-331 

a 

MILLER, R. 

8310240108* 

90-376 

P 

MILLS. L M 

8310060331 

90-390 

8 

MINER, S 

0310090917* 

50-312 

0 

HILLER, R 

8310240113* 

90-336 

P 

MILLS, L M 

8310060342 

50-390 

8 

MINER. 0 

0310280072 

30-312 

p 

MILLER, J R. 

8310240122* 

90-266 

P 

MILLS, L M. 

8310060436 

90-390 

8 

MINNICH.J E 

0310120171 

50-320 

hr 

HILLER, J. ft 

8310240216 

90-309 

P 

MILLS, L M 

8310060476 

90-370 

8 

MINNICH. J E 

8310140025 

30-320 

p 

MILLER, J.R. 

8310290677 

90-307 

P 

HILLS, L H 

8310060408 

50-370 

S 

HlftAOLIA. F. 

6310140272 

30-289 

p 

HILLER, J R 

8310260398 

90-307 

P 

MILLS, L. M 

0310110199* 

50-257 

F 

MIRAOLIA.F J 

0211020311* 

FOIA 


MILLER, J R. 

8310260429 

90-307 

P 

MILLS, L M 

0310120100 

50-390 

S 

MXRAOLIA. F J 

021 1040474* 

FOIA 


HILLER, J. R. 

8310270599 

90-266 

P 

HILLS, L. M 

8310120169 

50-390 

s 

MIRAOLIA.F J 

0212130174* 

FOIA 


HILLER, J R 

B31O20OOB7 

50-205 

P 

MILLS. L. M 

B31012D210 

50-390 

8 

MIRAOLIA.F J 

0310100591 

50-159 

0 

MILLER, J,n. 

G3102B009B 

30-266 

P 

MILLS. L. n 

0310120228 

50-430 

6 

MIRAQLIAi F. J. 

031 025001 3 

TOPREP 


MILLER, J R 

8310310123 

30-202 

F 

HILLS, L M 

8310120236 

50-370 

8 

MIRAOLIA.F J 

031 0260086* 

FOIA 


HILLER.^, R, 

8310310129 

30-335 

P 

mills, L M 

8310120237 

90-390 

3 

MIRAOLIA. F. J, 

0310260087* 

FOIA 


MILLER. J. R 

0310310129 

30-285 

P 

mills, L h 

8310120332 

50-370 

s 

MIRAOLIA.F J 

0310260071* 

FOIA 


miller. R 

8310310173 

50-202 

Q 

HILLS, L H 

8310120336 

50-390 

8 

MIRAOLIA.F J 

0310260072* 

FOIA 


MILLER, J, R, 

8310310177* 

50-282 

0 

MILLS. L H 

B31 0120389 

50-390 

3 

MIRAOLIA.F 0 

8310260353 

50-244 

p 

MILLER, R 

0310310180 

50-317 

P 

MILLS, L. H 

0310120376 

50-370 

9 

MISAK, A 

8310270404 

90-254 

a 

MILLER. J. R 

03 10310498 

50-335 

8 

MILLS, L H 

8310140017 

50-370 

B 

MISAK, A L 

6310180263 

90-254 

ft 

MILLER. J. R 

0310310477 

90-317 

P 

HILLS. L. H 

8310140040 

90-370 

S 

MIBHIMA. J 

0310260301 

NUREO 


HILLER, L. 

0310060912* 

CONTRACT 


HILLS, L.H 

0310140224 

90-390 

A 

HIBSIO. D 

0310120237 

50-346 

s 
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KlSfilQ^O 

8310120391 

50-346 

8 

HiTCHELLiD H 

83101 10347 

NUREO 


MlTCHELLiO J 

831 01 8001 

COMMISSION 

MTTTL^R L 

6310200239 

50-334 

E 

MlTTLiR L 

8310240143 

50-354 

F 

MITTL.R L 

8310250213 

50-354 

A 

HlZUNQiO S 

8310230260 

50-445 

Q 

RrZUND«0 B 

8310250293 

50-445 

0 

hqegoenbero. d 

G3101801B9 

50-368 

S 

MOELUER^P A 

831021019S 

50-272 

F 

HOLES. R C 

8310110328* 

CONTRACT 


MOLNARjJ R 

8310190031 

50-219 

R 

MONTODMERV. 0 M 

8310040317* 

50-230 

0 

HQNTOOMERY. D M 

8310250352* 

70-143 


MONTOOMERYi D M 

B31025043B* 

50-200 

Q 

HONTOOMERy. J L 

B310030437* 

50-267 

Q 

HONTOOMERY. J L 

8310180246* 

50-263 

0 

HONTOOMERY. J M 

6310110570 

HISC 


MOONEY. J A 

8310040122 

50-329 

A 

MOQNEYiJ A 

6310050296 

50-329 

A 

MOONEY. J A 

6310050322 

50-329 

A 

MOOREiD E 

6310170238* 

50-259 

Q 

MOORE. D E 

6310210034* 

50-259 

Q 

MOORE. 0 E 

63101 BD299* 

<JA999 


MOORE. R D 

0310270337* 

50-10 

F 

MOORE. R D 

6310280209* 

50-10 

F 

MOORE. R D 

6310280314* 

50-10 

F 

MOORE. R. N 

8310060056 

XPORTLIC 


MOORE. R N 

8310060234 

xportlic 


MOORE. R N 

8310240306 

XPORTLIC 


MOORE. R N 

8310240322 

XPORTLIC 


MOORE. 8 N. 

6310240126 

50-261 

P 

MORAN. D H 

0310070174 

PROJ 


MORAN. D 11 

8310310179 

50-546 

0 

MORGAN. R A 

8310240062* 

30-413 

T 

MORGAN. R E 

8310030426 

50-261 

6 

MORGAN. R E. 

B3100402B2 

50-261 

G 

MORGAN. R E 

6310040516 

50-261 

a 

MORGAN. R E 

6310070136 

50-261 

s 

MORGAN. R E 

63 10070306 

50-261 

8 

MORGAN. R E 

6310070322 

50-261 

8 

MORGAN. R E 

6310170341 

50-261 

8 

MORGAN. R E 

8310250596* 

50-261 

Q 

MOROEN8TERN.M 

0310130128 

M16C 


MOROEN3TERN. M 

B310130134* 

M18C 


MO RLE Y. J A 

0310130008 

WASTE HOT 

MORLEV. J A 

8310130071* 

WASTE KGT 

MORLEY. J A 

6310240255 

WASTE mr 

MORLEV. J A 

83 10250095 

WASTE MOT 

MORLEY. J. A. 

6310250102 

WASTE" MOT 

MORLEV. J A 

6310250107* 

WASTE MOT 

MORLEY. J A 

8310310162 

WASTE MOT 

MORRILL. P. 

9310230355 

50-206 

8 

MORRILL. P.J 

0310120066 

50-275 

a 

morrill.p j 

8310210376* 

50-275 

r 

MORRISON. %J K 

8310240098* 

CONTRACT 


MORRISON. J, R. 

8310240199* 

50-528 

Q 

MORRONGIELLO. A 

8310250613* 

50-254 

Q 

MORTON. H L 

8310190117 

50-313 

R 

MORTON. K V, 

8310070188* 

50-498 

A 

MORTON. H V 

8310070196* 

CONTRACT 


MORTON. K V. 

6310070200* 

CONTRACT 


MORTON. H. V 

8310070203* 

CONTRACT 


MORTON. K V 

8310070210* 

CONTRACT 


MORTON. H V 

8310070217* 

CONTRACT 


MORTON. K. V 

8310070220* 

CONTRACT 


MORTON. R, V 

8310070221* 

CONTRACT 


MORTON. K V 

8310070230* 

CONTRACT 


MORTON. K V. 

8310070240* 

CONTRACT 


MORTON. K, V 

6310070267* 

CONTRACT 


MORTON. K V. 

8310070331* 

CONTRACT 


MORTON. K V. 

6310070415* 

CONTRACT 


MORTON. K. V 

03101 10009* 

CONTRACT 


MORTON, K V 

6310110029* 

CONTRACT 


MORTON. K. V. 

0310110349* 

CONTRACT 


MORTONfK V 

8310110582* 

CONTRACT 


MORTON. H. V 

8310110616* 

CONTRACT 


MORTON. R. V 

8310130165* 

CONTRACT 


MORTON. R V 

8310130201* 

CONTRACT 


MORTON. R. V 

B310170067* 

CONTRACT 


MORTON. R V. 

8310180105* 

CONTRACT 


MORTON. R. V, 

8310190281* 

CONTRACT 


MORTON. R. V. 

8310S00462* 

CONTRACT 


MORTON. R. V 

8310210093* 

CONTRACT 


MORTON. R. V. 

8310210097* 

CONTRACT 



ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

MORTONrK V 

8310210196* 

CONTRACT 


MORTON. K V 

B3102L021 1* 

CONTRACT 


MORTON. K V 

B31 0260 104* 

CONTRACT 


MOSELEY. N C 

8310260132* 

FOEA 


MOSHER. D 

8310170092 

FOIA 


MOSLAK. T 

8310140170* 

50-320 

6 

MOWRY.W R 

6310060177 

XPORTLIC 


MOHRY.W R 

8310130270 

71-6346 


MQHRY.W R 

8310170064 

71-6346 


MOWRY.W R 

8310230393 

PR 


HOVER. R E 

B3 10260323 

XPORTLIC 


MROCZKA. E J 

8310160336 

50-245 

8 

MHDCZKA.E J 

B3101B0336 

50-245 

0 

MROCZKA. E J 

8310190015 

50-245 

R 

MROCZKA. E J 

8310190015 

50-245 

R 

MROCZKA. E J 

8310190207 

50-336 

R 

MROCZKA. E J 

8310190207 

50-336 

R 

MROCZKA. E J 

8310200129 

50-245 

R 

MROCZKA. E J 

8310200167 

50-336 

R 

MROCZKA. E J 

0310250263 

50-245 

0 

MROCZKA. E J 

8310250263 

50-245 

8 

MUFFETT. J W 

0310200164* 

50-373 

0 

MULHOLLAND. P J 

0310260423 

NUREO 


MULLEE. Q R 

831011051 1* 

FOIA 


MUMA. B, 

831 0090494* 

50-155 

0 

MOMA. E 

8310050494* 

50-155 

D 

MUMA. E 

8310140070* 

50-155 

T 

MUMA. E 

8310140076* 

50-155 

T 

MURLEY, T E. 

8310060053 

50-309 

F 

MURLEY. T E 

8310140003 

50-311 

Q 

MORLEY. T E 

0310200179 

Statft Prog 

MORLEY. T E 

8310200101* 

8t«%* Pro# 

MORLEY. T E 

8310250116 

Statff Prog 

MORLEY. T. E 

8310270052 

50-334 

0 

MORLEY. T E 

8310270180 

50-219 

P 

HURLEY. T E 

8310270581 

50-220 

Q 

MORLEY. T E 

8310270585* 

50-220 

O 

MORLEY. T. E 

8310270639* 

40-672 


MORLEY. T E. 

B3 10270644* 

40-672 


MORLEY. T E 

8310270647* 

40-672 


MORLEV. T. E, 

B3S 0270652* 

40-672 


MORLEV. T E 

8310310271 

8tat« Prog 

MORPHY. C, B, 

6310120440* 

50-316 

8 

MORPHY. C E 

6310210120 

50-316 

3 

MORPHY. D W 

8310070216 

RES 


MORPHY. L 0 

8310060507 

CONTRACT 


MORPHY. L 0 

6310070115 

CONTRACT 


MORPHY. L 0 

6310070170 

CONTRACT 


MORPHY. L 0 

8310110336 

CONTRACT 


MURPHY. L 0. 

8310270567 

CONTRACT 


murphy. W P 

8310040259 

50-271 

F 

MURPHY. W. P. 

8310160096 

50-271 

R 

MURPHY. W. P 

8310190105* 

50-29 

P 

MURPHY. H P 

8310190290 

71-9009 


murphy. W. P, 

B31 03 10266 

50-271 

P 

MORPHY, W P 

6310310307 

50-271 

F 

MURRAY. B 

6310060019* 

50-267 

0 

MURRAY, B 

8310060026* 

50-313 

0 

MURRAY. B. 

8310060391* 

50-382 

Q 

MURRAY. B 

8310060464* 

50-362 

0 

MURRAY. B 

8310100161* 

50-298 

Q 

MURRAY. J P 

6310140059* 

50-350 

A 

MURRAY. J P. 

8310200197* 

50-400 

A 

MURRAY. T D, 

8310060369 

50-346 

8 

MURRAY. T D 

6310060599* 

50-346 

F 

MURRAY.! D 

83101 10DB7* 

50-346 

F 

MURRAY. T. D 

8310110131* 

50-346 

F 

MURRAY. T D 

631012022S 

50-346 

3 

MURRAY, T. D 

8310120239 

50-346 

B 

MURRAY, T. D 

8310120322 

50-346 

B 

MURRAY,! D. 

8310120391 

50-346 

a 

MURRAY, T, D 

8310170369 

50-346 

8 

MURRAY, T, D 

8310170375 

50-346 

B 

MURRAY, T. D. 

8310170498 

50-346 

5 

MURRAY, T. D. 

8310190020 

50-346 

R 

MURRAY. T. D, 

8310190166 

90-346 

R 

MURRAY, T. D. 

8310210363* 

50-346 

F 

MU8ELER. W J. 

83 10310224* 

50-322 

<k 

MUSOLF, D. 

8212150246* 

FOIA 


hUSOLF, D 

8310040572 

50-263 

P 

MUSOLF, D. 

8310050422 

PR 


MUSOLF, D. 

8310060216 

50-263 

P 

MUSOLF, D 

8310070238 

50-263 

V 

MUSOLF. D. 

6310070272 

50-263 

s 

MUSOLF . D 

6310070311 

50-263 

p 
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SUBJECT 
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MUSOLF. D 

0310120102 

90-202 

8 

MUSOLF. J> 

8310120340 

90-306 

8 

MUSOLF. D 

8310120432 

90-263 

H 

MUSOLF. D 

8310170641 

90-306 

8 

MUSOLF. D 

0310190021 

90-263 

R 

MUSOLF. D 

8310190099 

90-202 

R 

MUSOLF. D. 

8310210297 

90-263 

B 

MUSOLF. D 

8310270283 

90-263 

S 

MUSOLF. 0 

8310270399* 

50-263 

a 

MUSOLF . D 

0310270364* 

30-263 

0 

MUSOLF. D 

8310270360* 

90-266 

0 

MUSOLF. D 

8310270390* 

90-263 

8 

MUSOLF. D 

8310270410* 

90-263 

8 

MUSOLF. D 

8310270414* 

90-263 

0 

MUSOLF. 0 

0310270418* 

90-202 

a 

MUSOLF. 0 

6310270421* 

90-282 

a 

MueOLF. D 

8310270429* 

90-202 

a 

MUSOLF. D 

0310270427* 

90-202 

a 

MUSOLF, D 

0310270429* 

90-306 

a 

MYERBi D A 

0310110347 

fUJHEQ 


MVERB. 0 0 

8310040332* 

90-324 

Q 

MYERBi D 0 

8310290960* 

90-321 

Q 

MYERS. L L 

B31O1BO110 

NUREO 


MVRABO, A L 

8310 190021 

90-263 

n 

NADEAU, J P 

8310040933 

90-443 

0 

NADEAU. J P. 

8310120179 

90-443 

0 

NAIDU.K R 

8310090497* 

90-341 

o 

NAPUDA. 0 

‘9310140170* 

90-320 

Q 

NAPUDA, 0 

8310200092* 

90-271 

<k 

NARBUT, P 

8310240207* 

FQIA 


WAR BUT. P 

8310240220* 

90-920 

A 

NARBUT. P P. 

8310240203* 

90-920 

A 

NARDACCl.O. A 

8310120128* 

90-209 

R 

NAROI.A J 

8310170330 

70-1191 


NAROI.A J. 

8310200491 

71-9490 


NARDIiA J. 

8310240248 

70-1143 


NARDI.A J. 

9310260049 

70-1143 


NARDOCI.P. B 

8310040403 

90-370 

8 

NARDDCIiP. B 

8310060063* 

90-369 

a 

NARDOCI. P. B 

8310060068* 

90-369 

8 

NARDOCIiP.B 

8310060259 

90-070 

a 

NARDOCI. P B 

0310060384 

90-369 

8 

NARDOCI. P B 

8310120413 

90-369 

a 

NARDDCI.P. B 

8310170248 

50-369 

a 

NARDOCI. P. B 

8310170384 

50-369 

a 

NARDOCI. P B 

8310170430 

90-369 

a 

NARDOCI. P B 

8310210009 

90-369 

a 

NARDOCI. P. B 

0310210077 

90-370 

0 

NARDOCI. P. B 

8310210308 

90-3^9 

8 

NARDOCI. P B 

8310210309 

90-arfiV 

8 

NARDOCI. P B 

8310290071 

90-369 

8 

NARDOCI. P. B 

8310250076* 

90-369 

8 

NARDOCI. P. B 

8310290080* 

90-369 

0 

NARDOCI. P B 

0310270040 

90-370 

a 

NARDOCI. P B 

8310270173 

90-369 

a 

NARDOCI. P. B 

8310270209 

90-370 

a 

NARDOCI. P B 

8310270310 

90-370 

8 

narrow. l 

8310190142* 

50-443 

a 

NEIGHBORS, J D. 

83101 10076 

90-200 

p 

NEIGHBORS, J D. 

0310120003 

90-280 

p 

NEI8LER. J K 

8310060462* 

90-483 

a 

NELLIS. C A 

8310270937* 

90-10 

F 

NELSON. 0 6 

8310030213* 

XPORTLIC 


nelson. 0 B 

8310180123* 

70-734 


NELSON. 0. B. 

8310310290 

70-734 


NELSON. H A 

6310170007* 

90-289 

F 

NELSON. h A. 

0310200430* 

90-209 

F 

NELSON. R, F 

8310070323 

NUREO 


NELBON. R, M 

8309120437 

50-461 

E 

NEL80N. R M 

8310120399 

90-461 

E 

NELSON. R M. 

8310140220 

90-461 

E 

NELSON. R H 

0310210009 

90-461 

A 

NELSON. R M 

8310270969* 

90-461 

F 

NELSON. W, E 

0310110991* 

FOIA 


NERSES. V 

0310060934 

90-309 

P 

NEUMANN. M, R. 

0310200342 

40-8697 


neuille. j. T, 

0310250047 

90-352 

H 

NEWMAN. K A 

8310110960 

FOIA 


NEWMAN. K A, 

0310270085 

FOIA 


NEYLAN. A U, 

6310040922 

90-390 

A 

NICHOLAS. H, H 

0310060046* 

90-300 

Q 

NICHOLAS. H. H 

6310190203* 

90-392 

0 

NICKEL. H.C. 

0310270182* 

FOIA 


NICKEL. H>C. 

B31 0270 186* 

FOIA 


NICOLARAS . H 

8310070197 

90-263 

F 
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AUTHOR 

NUMBER 

CATEGORY 

NICOUARASi h 

8310240149 

50-263 

P 

NORRIS. E B 

0310280149* 

50-259 

P 

O'REILLY. J P 

B310250SOB 

50-330 0 

NICOLOSI^ J 

8308300699 

26E 


NORRIS. e B 

0310280150* 

50-259 

P 

O'REILLY, J P 

8310290314 

50~3i9 0 

fJlCDLOSIi*0 

8310120306 

UE 


NORRlSi E B 

0310280151* 

SO-299 

P 

O'REILLY. J P 

0310230565 

50-324 0 

MieHTlNQALE, E 

031OO5O?46« 

50-35B 

Q 

NORRY. P 0 

0310130077 

ORO 


O'REILLY, J P 

0310990639 

50-269 0 

MELSONj h 

8310250346 

PR 


NORRV.P 0 

0310210007 

CXIO 


O'TOOLE, J D 

8310040228 

50-247 F 

NIX.H C 

G310030247 

50-321 

S 

NORTH. H a 

031004031 1* 

50-312 

Q 

O'TOOLE, J D 

0310120194 

50-247 P 

NiXiH C 

8310030304 

50-321 

a 

NORTH. H 8 

031O17O67B* 

50-312 

Q 

O'TOOLE. J D 

8310120242 

30-247 P 

HiXiK C 

8310030319 

50-366 

8 

N0RTH37R0M. T E 

G31O310154* 

50-908 

A 

O'TOOLE. J D 

8310120277 

30-247 P 

MEX.H C 

8310030319 

50-366 

s 

NORTON. 0 

G310110120 

50-273 

0 

□'TOOLE- J D 

031 01 20366 

30-247 P 

NTX.H C 

8310030336 

50-266 

s 

NORTON. B 

0310110120 

S0-27S 

0 

□ 'TOOLE, J D 

8310130111 

30-3 P 

NlX.H C 

83 1 00303 

50-366 

s 

NORTON. B 

831011D29B 

50-279 

0 

O'TOOLE, J D 

8310130119# 

50-3 P 

UlXiH C 

8310030382 

30-366 

s 

NORTON. B 

0310110290 

50-275 

0 

0 ' TOOLE, J D 

0310170163 

50-247 6 

WlXiH C 

8310030410 

50-321 

s 

NORTON. 0 

G310I10301* 

50-279 

0 

O'TOOLE. J D 

0310360304 

50-3 F 

^^1X,H C 

8310030413 

30-366 

s 

NOR TON. B 

8310110301# 

50-275 

Q 

O'TOOLE. J D 

8310280361* 

50-3 F 

NIX,H C 

8310030433 

50-3 6 6 

s 

NORWOOD, D W 

0310030432 

50-259 

3 

OBERO.C R 

8310040157* 

50-382 a 

NIXiH C 

8310030442 

50-3 6 6 

s 

NOUACHEK. F 

8310040322* 

30-267 

a 

OBERO.G R 

8310040546* 

50-490 <1 

NiXiH C 

0310030401 

50-321 

e 

NDVACHEK. F J 

0310040207 

50-267 

8 

OBERO. C R 

0310170683 

50-445 7 

NIXiH C 

8310030486 

50-366 

6 

NOVACHEK.F J 

031OO4O3S4* 

50-267 

B 

DDEOAARDEN. R H 

8310060332 

71-6400 

NIX.H C 

8310030310 

50-366 

a 

NOUACHEK.F J 

6310040326# 

50-267 

B 

ddeoaarden. R H 

0310130095 

71-6144 

NiXiH C 

831004036641 

50-321 

0 

NOVAK. T M 

8210280430# 

50-329 

A 

QDEOAARDENi R H 

8310190272 

71-9939 

NIX^H.C. 

8310040409 

50-366 

s 

NOVAK. T M 

03DB3OD352 

50-382 

A 

□OLE. K N 

Q3101B0138 

40-0760 

NiX^H C 

8310040324 

50-321 

9 

NOVAK. T M 

8300300767 

50-329 

A 

OLLER.R E 

8310040249# 

QA999 

NiX.H C. 

831006001 1 

50-366 

s 

NOVAK , T M 

0308300777 

50-454 

Q 

OLLER.R E 

8310290926* 

QA999 

NIX.H C, 

8310120408 

50-366 

B 

NOVAK, T N 

0309300779 

50-413 

E 

OLMSTEAO. W J 

8207190001* 

50-39 P 

NIX.H C 

8310140014 

50-321 

S 

NOVAK, T M 

0308310032 

50-329 

A 

DLMSTEAD. W J 

0310130003 

PR 

NlXiH C. 

8310140144 

50-321 

B 

NOVAK. T M 

0306310045 

50-413 

a 

OLMSTEAO. W J 

0310130042 

HISC 

NIX.H C 

8310140241 

50-321 

P 

NOVAK, T M 

0310030604 

50-327 

p 

OLSEN. A F 

0310170730 

70-024 

NIX.H C. 

8310170183 

50-366 

P 

NOVAK, T M 

8310030604 

50-327 

p 

oueEN. L 

8310180400# 

QA999 

NIX.H C> 

8310170397 

50-321 

8 

NOVAK, T M 

0310040120 

50-395 

p 

DL8HAN.L N 

8310110605 

30-434 A 

NIX.H C 

0310170309 

50-366 

B 

NOVAK, T M 

0310050076 

50-369 

p 

OLSHAN, L N 

0310 130049 

50-434 A 

NIX.H C 

B310170331 

50-366 

Q 

NOVAK. T M 

0310110374 

50-424 

A 

0L8HAN. L N 

B310240031 

50-454 A 

NIX.H C. 

8310170382 

50-321 

S 

NOVAK. T H 

' 0310110600 

50-482 

A 

OLgPN. 0 L 

8310110624 

WASTE HOT 

NrXiH C 

8310170584 

50-366 

B 

NOVAK, T M 

03LO17OP31 

50-390 

A 

OLSON. 0 L 

0310280283 

waste mgt 

NlXfH C 

831017O743# 

50-381 

F 

NOVAK. T M 

0310170060 

50-329 

A 

ONNER.M W 

8310030341 

PR 

NIX.H C 

0310170746* 

50-321 

F 

NOVAK. T M 

8310170261 

50-327 

P 

OPARKA. E J 

0310260026# 

FOIA 

NIX.H C, 

8310190014 

50-321 

R 

NOVAK. T H 

B 31 0170721 

50-329 

A 

□PREA.O W 

8310040209 

30-498 8 

NIX.K.C 

8310SS0061 

50-366 

e 

NOVAK. T H 

8310190199 

50-327 

P 

DPREA.O W 

0310040410 

50-490 a 

NIX.H. C. 

83102S02iS 

30-366 

8 

NOVAK. T M 

B310210I31 

50-369 

P 

OPREA. 0 W 

8310130167 

90-490 8 

NIX.H C. 

0310230283 

50-366 

5 

NOVAK, T. H 

0310310172 

50-400 

A 

OPREA. 0 W 

0310130265 

50-490 S 

NIX.H C 

6310250291 

50-366 

S 

NUSSBAUNER. 0 A 

0310260318 

WASTE MOT 

OPREA. 0 W 

0310130319 

90-490 a 

NIX.H C 

8310250311 

50-366 

8 

NUSSBAUKER. D A 

0310260103 

WASTE MOT 

DPREA.O W 

8310100290 

90-490 0 

NIX. H. C. 

0310250312 

50-366 

8 

NYEROEB.F L 

0310060079 

70-143 


DPREA.O W 

0310210193 

50-490 a 

NIX.H C 

8310230343 

50-366 

8 

O'CONNOR. J T 

8310170308 

40-8001 


ORDERS. W T 

8310040332# 

50-324 □ 

NIX.H C 

031O8SOSO6 

50-366 

S 

0 'CONNOR, -J T 

8310200409 

40-0601 


ORLOaKY. P M 

0310140222 

50-37 R 

NIX.H C 

8310310236 

50-366 

a 

O'CONNOR, R W 

6310130047 

50-546 

A 

OSBORN. M 

8310240199 

50-209 H 

NIX.H C 

8310310259 

50-366 

8 

O'NEILU. J 

0309130169 

50-195 

0 

08TER. J 

0310240071 

50-10 J 

NIX.H C 

8310310200 

50-366 

B 

O'NEILL. J 

8310110207 

50-198 

0 

OVERBECK. 0 J 

8210010037# 

50-272 P 

NIX.H C 

8310310297 

50-321 

B 

O'NEILL. J 

0310170375 

50-346 

a 

OVERBECK. 0 J 

8306160513# 

50-324 P 

NIX.H C. 

8310310363 

50-366 

8 

O'NEILL. J M 

0310040530 

50-400 

0 

OVERBECK. 0 J 

8306160602* 

50-302 P 

NdDNAN.V. S 

8305060124* 

50-44 5 

A 

O'Neill, j it 

S310040S3B 

50-400 

0 

OVERBECK. 0 J 

0307200260* 

50-336 P 

NOONAN. V a 

8309300064* 

50-382 

A 

O'NEILL. J K 

0310060100 

50-400 

0 

OVERBECK. 0 J 

8307290463* 

50-313 P 

NORDERHAUO. L R 

0310030190 

XPORTLIC 


O'NEILL. J, H 

0310060188 

50-400 

0 

OWCZARSKl.P C 

0310090145 

REa 

NORI>ERHADO. L R 

8310030213* 

XPORTLIC 


O'NEILL. J. H 

8310110150 

50-400 

0 

DWaLEV. 0 F 

8310140244# 

TOPREP 

NOROERHAWi L. R 

8310040221 

50-275 

Q 

0 'NEILL. J N 

0310110150 

50-400 

0 

PADUANO.H N 

B3I01301S7* 

50-309 0 

NORCERHAU9. L, R 

8310040397 

50-397 

Q 

O'NEILL. J H 

0310110155* 

50-400 

0 

PAGE. R 0 

8310040133 

70-2945 

NORDERHAW. U R 

6310180120 

70-734 


0 'NEILL. J H 

8310110193* 

50-400 

0 

PAOE. R 0 

0310090177 

40-6794 

NORDERHAUff. L. R 

e310l80123« 

70-734 


O'NEILL. J. H 

8310170620* 

50-400 

0 

PAGE. R. 0 

0310060943 

70-2980 

NORDERHAU&. L R. 

B310180217 

70-734 


O'NEILL, J H 

6310170620* 

50-400 

0 

PAGE. R. 0 

0310060948# 

70-2900 

NORDERHAWi L R. 

6310310284 

50-206 

8 

O'NEILL, J H 

8310170630* 

50-400 

0 

PAOE. R, 0 

0310070034 

40-a027 

N0RELIUa>0. 

6310140036 

50-10 

0 

□ 'NEILL. J H 

0310170630# 

50-400 

0 

PAOE. R 0 

031007021 1 

40-6500 

NORELIUS.C E 

6310040352 

50-373 

0 

□ 'NEILL. J H 

8310270512 

FOIA 


PAOE. R 0 

8310110441 

40-6500 

NORELIUS.C E 

6310120302 

50-4 54 

0 

D'NEILLrJ H 

0310200051 

90-400 

0 

PAOE. R. 0 

0310170691 

70-143 

NORELIUS.C E 

8310120326 

50-155 

0 

O'NEILL. J M 

8310200051 

50-400 

0 

PAGE. R. 0 

0310180011 

70-143 

NaRELIUSrC, E, 

6310140099 

50-10 

0 

O'REILLY. J P 

8310040174 

50-321 

Q 

PAOE, R 0 

0310210099 

40-6900 

NORELlUSi C, E 

6310170666 

50-456 

0 

O'REILLY, J P 

8310040263 

90-416 

Q 

PAOE, R 0 

0310260048* 

FOIA 



50-10 

0 

O'REILUV.J P 

0310040354 

50-261 

P 

PAOE. R 0 

8310270576 

40-6940 



50-10 

0 

0'REILLY,xf P 

8310040416 

50-393 

0 

PAOLIARO, J A 

8310260280* 

FOIA 



50-123 

0 

0 'REILLY. J P 

8310040442 

50-327 

Q 

PAHWA. 0 B 

0310070200* 

CONTRACT 



50-123 

a 

0 'REILLY, J P 

8310040446# 

50-327 

Q 

PALLADIND.N 

0310110097* 

30-275 P 



50-301 

Q 

0 'REILLY. J P 

8310040487 

50-259 

Q 

PALLADINQ. N J 

0310030413 

50-209 0 



50-301 

Q 

O'REILLY, J. P 

8310040511 

50-369 
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POTAPOVS, U, 


8310180396 

04999 


hadeloff, w. a 

8310260047* 

FOIA 


REBELONBKliT A 

0310180209* 

90-213 

a 

POTAPOVS, U 


831 01004 15* 

04999 


RAOELOFFpW. a 

6310260091* 

FOIA 


REBELOWSKliT A 

8310100447* 

90-210 

Q 

POTAPOVS, U 


8310160429 

04999 


radeloff,^ a 

8310260095* 

FOIA 


REED, J 0 

0310120420 

90-483 

0 

POTAPOVS, U 


B3101B0433 

04999 


radeloff,h. a 

8310260099* 

FOIA 


REEDY, R F 

8310180361* 

50-275 

T 

POTAPOVS, U 


8310180441 

04999 


RADELGFF.W A 

8310260099* 

FOIA 


reeves, e a 

8310280085 

50-346 

P 

POTAPOVS, U. 


8310180491 

0A999 


RAHE. 6 P 

8310090197 

PROJ 


REGAN, N A 

8310170229 

70-27 


POTAPOVS, U. 


8310180476 

0A999 


RAHE,E P 

8310060267 

FROJ 


REGAN. N A 

6310170319 

70-27 


POTAPOVS, U 


8310180919 

OA999 


RAHE, E P 

0310140227 

TOPREP 


REGAN, N A 

0310170727 

70-27 


POTAPOVS, U 


B3101S0926 

04999 


RAHE,E P 

8310200169 

90-247 

a 

REGAN, N A 

8310160561 

XPORTLIC 


POTAPOVS, U 


B310180930* 

04999 


RAHE, E P 

8310200170 

TOPREP 


REGAN, N A 

6310200333 

71-5797 


POTAPOVS, U 


B3108S0005 

0A999 


RAHE,E P 

B310200193 

TOPREP 


REGAN, N A 

6310200410 

70-27 


POTAPOVS, U. 


B31C290D10 

04999 


RAHE,E P 

8310360279 

50-445 

A 

REGAN, N A 

0310260166* 

70-27 


POTAPOVS, U 


0310290104 

04999 


RAHE,E P 

0310280017* 

TOPREP 


REGISTER, fl F 

6310270417 

40-8599 


POTAPOVS, U 


83 102901 S3 

04999 


RAHE.e P 

8310260106 

PR OJ 


REHM, T A 

6310060521 

COMMIBBION 

POTAPOVS, LI 


B3 102901 40 

04999 


RAHSDEtL, J V 

8310310206 

NUREO 


rehm, t a 

63101 10107* 

90-275 

P 

POTAPOVS, U. 


8310290199 

04999 


RANOEN,L D. 

B3 10030999 

40-8786 


REHM.T A 

6310120467 

COMNIBSION 

POTAPOVS, U. 


8310290S69 

04999 


RAMOANATHr 8 

B3101B0192* 

50-392 

0 

REHM, T A 

6310170361 

COMMIBBION 

POTAPOVS, U 


0310290272 

04999 


RASKIN, D B. 

8310120418 

50-279 

0 

REHM, T A 

6310260060 

COMMISSION 

POTAPOVS, U 


6310290397 

04999 


rathbun, l. a 

8310310268 

fMREO 


REID.M J 

8310040262 

50-261 

G 

POTAPOVS, U 


B3 10290362 

04999 


RAW90N, R J. 

8310110632 

90-289 

0 

REIN9CH,H 0 

8310260224* 

90-358 

A 

POTAPOVS, U 


6310290377 

04999 


RAWSON, R J 

8310130048 

90-289 

0 

RElNSCHiH □ 

8310260231* 

90-356 

A 

POTAPOVS, U. 


6310290395 

04999 


RAUaON,R J 

8310130179 

90-209 

p 

REITER, L 

8310130002* 

90-155 

T 

POTAPOVS, U 


6310290409 

04999 


RAW80N,fi J 

0310290336 

90-209 

0 

REITER, R 

8310060263* 

90-358 

G 

POTAPDVSrU. 


8310890413 

<WL?99 


RAYiH B 

8310030102 

50-361 

R 

REITLER.E K 

8310170219 

70-1181 


POTAPDVSi U. 


6310290432 

0A999 


RAY, a B 

6310070304 

90-361 

B 

REPKA, D A 

0310050439 

90-322 

G 

POTAPOVS, U 


6310290497 

04999 


RAY, H,B, 

8310120070 

90-361 

S 

REPKAiD A 

831 01 30035 

50-322 

G 

POTAPOVS, U. 


6310290903 

OA999 


RAY, H. 6 

8310120073 

50-361 

8 

REPKA, D A 

8310170419 

90-483 

G 

POTAPOVS, If 


6310290911 

OA999 


RAV, K E 

8310120079 

90-362 

8 

REPKAiD a 

0310250375 

50-322 

T 

POTAPOVS, U. 


6310290919* 

QA979 


RAY, fi. 

8310120116 

50-361 

B 

REPKA, D A 

6310270239 

90-322 

G 

POTAPOVS, U 


8310290932 

04 999 


RAYiH b. 

8310120130 

50-361 

8 

REBBLERiW C 

8310120125 

90-289 

R 

POTAPOVS, U. 


8310290937 

0A999 


RAY,H B, 

8310120146 

90-361 

8 

REVELEY. W T 

8310140016 

90-322 

G 

POTAPOVS, U. 


8310290992 

04999 


RAY.H B. 

B3101 20192 

90-361 

8 

REVELEY, H T 

8310140016 

90-322 

G 

POTAPOVS, U 


6310290610* 

0A999 


RAV, H E 

6310120164 

90-361 

8 

REVES, A J 

6310120455 

XPDRTLIC 


POTAPPVStU. 


8310270090* 

TCP REP 


RAV, H. B, 

6310120172 

90-362 

B 

REYEB.A J 

8310130399 

XPORTLIC 


POTTER, J.P. 


6310H0142 

2I,E 


ray, h. b. 

0310120183 

90-362 

8 

reyeb.a j 

8310130422 

XPORTLIC 


POULKiR f1. 


8309200179 

90-324 

8 

ray,h B. 

6310120104 

90-206 

B 

REYEB.L A 

6310090502* 

90-373 

Q 

PQULKtft.M 


6310060079 

90-324 

8 

RAYtH B 

B3101S029B 

90-206 

Q 

REYEBpL A 

6310270140* 

50-494 

G 

POULK,R. H. 


63100603B3 

90-324 

8 

RAY, H. 

6310120276 

90-206 

P 

REYNOLDS, A D 

6310070106* 

CONTRACT 


PQULK,R, M. 


6310290921 

90-328 

8 

RAV,H B. 

8310120336 

90-362 

3 

REYNOLDS, J 

6310040212* 

90-275 

G 

PRASHARARA, H 

K. 

6310040381* 

90-189 

T 

RAYtH B, 

8310120342 

90-361 

S 

REYNOLDS, J 

6310040212* 

50-275 

G 

PRABHAKARA, » 

K 

6310040381* 

90-199 

T 

RAVtH B 

8310120347* 

50-361 

8 

REYNOLDS, J 

8310050421 

50-279 

G 

PRASAD, S 0. 


8310110967 

FOIA 


RAYfK. B 

8310120391* 

90-361 

8 

REYNOLDS, J 

8310050421 

50-279 

G 

PRATT, A 


8310070203* 

CORTRACT 


RAYiH B 

0310140023 

30-362 

0 

REYNOLDS, J 

8310110058 

90-279 

G 

PREISTERtD. st. 


8310180163* 

90-449 

0 

RAYiH 8 

6310140129 

90-362 

B 

REYNOLDS, J 

8310110050 

50-279 

G 

PREU6S,R 


8310120198 

90-294 

8 

RAYiH. B 

8310140167 

50-362 

S 

REYNOLDS, J 

8310110127 

90-279 

G 

prevatte, R, L 


8310040613* 

90-400 

0 

RAViH. B 

8310140218 

90-362 

8 

REYNOLDS, J. 

6310110127 

90-275 

G 

PREVATTE, R. L 


6310290632* 

90-400 

0 

RAYiH B 

8310IB04B6* 

90-361 

3 

REYNOLDS, J 

8310110317 

90-279 

G 

PRICE, E, R. 


6310260069* 

FOJA 


RAY,H B 

8310190010 

50-206 

R 

REYNOLDS, J 

8310110317 

90-279 

G 

PRICE, E.n. 


6310260073* 

FOIA 


RAYfH. b 

83 10190092 

50-361 

R 

REYNOLDS, J 

8310130243 

90-279 

G 

PRICE, E R, 


6310260119* 

FOIA 


RAYiH B 

8310270439 

90-362 

S 

REYNOLDS, J 

B31O130243 

90-279 

G 

PRICE, E R. 


83102601 Z6» 

FOJA 


RAYiH 8 

B31027049B 

90-361 

6 

REYNOLDS, J 

8310180160 

90-279 

G 

PRICE, E R 


8310260129* 

FOIA 


RAY, U J 

0307290223* 

FGJA 


REYNOLDS, J 

8310180160 

90-279 

G 

PRICE, E.R. 


8310260137* 

FOIA 


RAY. J, J. 

8310310462 

ACR8 


REYNOLDS, J, 

8310180248 

90-279 

G 

PRICE, E.R. 


8310260396* 

FOIA 


RAV, J. J 

8310310469 

ACRS 


REYNOLDS, J 

8310180248 

90-275 

0 

PRICE, E, R 


8310260 3A1* 

FOIA 


RAYMOND. W J 

8310140249* 

90-271 

0 

REYNOLDS, J, 

9310210242* 

30-275 

T 

PRICE, E. R. 


8310270097* 

FOIA 


RAYNOR, J. W, 

8310200004 

90-310 

5 

REYNOLDS, J 

6310210242* 

90-273 

T 

PRICE, E. R. 


8310270100* 

FOIA 


RAYNOR, J W- 

8310200047 

90-316 

B 

REYNOLDS, J. 

8310240150 

90-279 

G 

PRICE, H L 


8310270170* 

FOIA 


RAYNOR, U M 

8310290221 

90-318 

6 

REYNOLDS, J 

8310240156 

90-279 

0 

PRICE, J. B. 


8310310491 

WASTE MOT 

REAMER, C. W, 

8310L40020 

50-482 

0 

REYNOLDS, J 

8310260277 

90-279 

0 

PROCTOR, 8. t> 


e3i004D467 

90-329 

0 

reamer, c. W. 

8310170996 

90-498 

0 

REYNOLDS, J. 

8310260277 

90-279 

G 

PROCTOR, 8, 0 


8310290093 

90-329 

0 

REAVIB, J A. 

8310160100 

90-369 

R 

REYNOLDS, U. R> 

6310210228 

90-279 

T 

PUCCI, 0. A» 


831024002? 

90-329 

A 

REAV18, J. A. 

0310160167 

90-269 

R 

REYNOLDS, J. R 

6310210226 

90-275 

T 

PUCCI, J, A^ 


8310240033 

90-329 

A 

REBELLO, J. E 

0310030934* 

CONTRACT 


REYNOLDS, J. R. 

6310260236 

90-279 

G 
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ACCE89IDN 

NUMBER 

SUBJECT 

CATEGORY 

REYNaLDS. J R 

0310260236 

50-273 

0 

ROGERS, P 

8310040149 

50-360 

S 

RUSSELL, L B 

B3102505B7 

50-317 

REYNOLDS. J R 

B3i027035B 

50-273 

0 

ROOERBi P 

6310040134 

50-313 

s 

RUSBELL, L. B 

0310250599 

50-310 

REYNOLDS, J R 

0310270330 

50-275 

0 

ROGERS, P 

8310040206 

50-360 

s 

RUBBELL, L, 6 

S31O20OO81 

50-317 

REYNOLDS, J R 

B310310141 

50-273 

0 

ROGERS, P 

8310040338 

50-360 

s 

RUSSELL. V, 

0310260296* 

CONTRACT 

REYNOLDS. J R 

0310310141 

30-275 

G 

ROGERS. P 

6310130283 

50-360 

8 

RUSSELL, W- T 

0310120058 

50-299 

REYNOLDS, N S 

8310060316 

50-445 

0 

ROGERS. P. 

0310180457 

50-368 

s 

RUaSELL, W T 

9310130108 

50-299 

REYNOLDS, N S 

8310060316 

50-445 

0 

ROGERS. P 

0310180409 

50-368 

0 

RUBBELL. H T 

9310130166* 

50-299 

REYNOLDS, N S 

83101 1032S 

50-445 

0 

ROGERS, P 

B3101 80529 

50-368 

8 

RUBBELL, VI T 

9310140296 

50-299 

REYNOLDS, N S 

0310110322 

50-443 

Q 

ROGERS. P 

B31 03 10360 

50-368 

S 

RUSSELL, H T 

9310170002* 

50-299 

REYNOLDS, N 5 

8310140022 

50-443 

T 

ROGERS, W H 

031 01 70746* 

50-321 

F 

RUSSELL. W T 

9310170012 

50-299 

REYNOLDS, N S 

8310140022 

50-445 

T 

ROLLINS. J D 

031 0130334 

PRDJ 


RUSSELL. W T 

9310170014 

50-299 

REYNOLDS, N S 

8310140066 

50-509 

G 

ROMAN,! W 

8310140111 

50-220 

R 

RUSSELL, M. T 

9310170018 

50-299 

REYNOLDS, N 8 

8310140066 

50-508 

0 

ROMAN, U. D 

0310310067* 

50-250 

P 

RUSBELLi H, T 

9310170032 

50-299 

REYNOLDS, N S 

8310140086 

50-508 

G 

ROMAN, W D 

0310310060* 

50-250 

P 

RUSSELL. VI, T 

9310170043 

50-289 

REYNOLDS, N 8 

0310140086 

50-508 

G 

ROMANO, F R 

B310Q30437 

50-352 

0 

RUSSELL. VI, T 

9310170717 

50-209 

REYNOLDS, N S 

0310170412 

50-445 

Q 

ROMANO, F R 

8310180419 

90-352 

0 

RUTBERO, J 

8310250289 

50-352 ( 

REYNOLDS, N S 

0310170412 

50-445 

0 

ROMANO, F R 

8310310336 

50-352 

0 

RUTLEDGE, C 

9310040605 

40-0502 

REYNOLDS, N S 

0310170417* 

50-443 

0 

ROMANO, F R 

8310310393* 

50-352 

0 

RUTLEDGE, C 

9310210102 

40-6502 

REYNOLDS, N S 

8310170417* 

50-445 

Q 

ROMANO, F R 

0310310371* 

50-352 

0 

RUTLEDGE, C. 

9310210107* 

40-0502 

REYNOLDS, N S 

0310280126 

50-500 

G 

ROMNEY. N D 

8310070007* 

50-329 

A 

RUTZ, A C 

9310110626* 

WASTE MQT 

REYNOLDS, N 8 

0310200126 

30-508 

0 

ROOD, H 

8310180173 

50-361 

P 

RYBAK, 8 

9310040320 

50-237 F 

REYNOLDS, N S 

0310310173 

50-508 

0 

ROSE, J T 

8310310494* 

50-322 

3 

RYBAK, D 

8310040471 

30-237 f 

REYNOLDS, N 8 

8310310173 

50-508 

G 

ROSENBERG. E B 

8310210097* 

CONTRACT 


RYDAK, B. 

0310120169 

50-237 F 

REYNOLDS, 8 

8310140170* 

50-320 

Q 

ROSENBLATT, K 0. 

8310210198* 

CONTRACT 


RYBAK, 8 

9310120409 

50-265 C 

REYNOLDS. S 0 

8310190203* 

50-352 

Q 

ROSENTHAL, A 8 

8310260218* 

50-400 

A 

RYDAKi b 

9310170337 

50-237 C 

RHEE, 8 

8310060373 

50-237 

8 

ROSOLIE.E 

0310040200 

50-460 

0 

RYDAK, B 

9310170S4S 

50-254 F 

RICE, D A 

8310230327 

50-29 

S 

ROSB, B 

03101 10512* 

CONTRACT 


RYBAK, B 

9310170553 

50-237 E 

RICE, D A 

8310230421 

50-29 

a 

ROSS. B R 

03101 10910* 

CONTRACT 


RYBAK, B 

9310260001 

50-10 F 

RICHARD, D D 

0310170619* 

50-316 

8 

ROBS.K C 

0310110511* 

FOIA 


RYBAK, B 

9310310054 

50-254 F 

R1 CHARD, R 

8310070224* 

CONTRACT 


ROBS. 14 J 

8310250300* 

50-327 

Q 

RYDER, C 

9310260031* 

FDIA 

RICHARDS, Q L 

8310260114* 

70-1151 


ROSSBACH.L W 

0310120199* 

50-286 

0 

RYDER, C 

9310260037* 

FOIA 

RICHARDS, D 

83102S0604* 

QA999 


ROTELLA, r. S 

B3 10030390 

50-389 

8 

RYDER, C. 

9310260041* 

FOIA 

RICHARDS, D 

8310230616* 

QA999 


ROTELLAiT 8 

0310030440 

50-389 

8 

RYDER, C 

8310260049* 

FOIA 

RICHARDS, S 
RICHARDS, U J 

8310190180* 

0310230448 

50-443 

PR 

Q 

ROTH. J 

ROTH. J ^} 

8310120000* 

8310200169* 

70-1100 

70-020 


RYDER, C 

RYDER.C P 

9310260050* 

9310260034* 

FDIA 

FOIA 

RICHTER,L 

0310060363 

30-346 

8 

ROTHMAN. R L 

0310130192* 

50-537 

0 

RYTKQNEN. a D 

0310210196* 

CONTRACT 

RICHTER, B \4 

0310280122* 

50-311 

0 

ROTHSCHILD, M U 

B31 0030424 

50-445 

0 

BAHADOBiJ W 

6310040342* 

70-824 

RIDENHOUR, R 

8310110040 

50-3B2 

0 

RQTHeCHILD. M U 

0310030430 

50-445 

0 

BABAD08,J U 

6310260194* 

70-1113 

R3D6WAY, D. A 

8310110272 

50-209 

0 

ROTHSCHILD, M U 

0310050435 

50-445 

0 

SAENQER.E L 

6310240190 

FOIA 

RiDQWAYrK R 

8310200260* 

50-123 

a 

ROTHSCHILD, M U 

6310050529 

50-445 

0 

8AENQER,E L 

0310260276* 

FOIA 

RI003, E, 

8310120026* 

50-201 

I 

ROTHSCHILD, M U 

6310130031 

50-445 

0 

bale, H U 

0310260423 

NUREO 

RILEY, J L 

0310110270 

50-413 

T 

ROTHSCHILD, M U 

0310170480 

50-445 

0 

8ALTZMAN, J 

0310180622 

70-2946 

R1N9, H 

8310270140* 

50-454 

Q 

ROTHSCHILD. M U 

0310230409 

50-445 

0 

8AMANIE00, F U 

0310210241* 

50-275 1 

RUSHER, J A 

8310260187 

50-443 

A 

ROHE.D 8 

03 10050498* 

CONTRACT 


6AMEL80N, A 

8310120403 

30-461 C 

ROBERDS, H U 

0310130231* 

50-402 

0 

ROHE. P 

8310110371* 

FOIA 


SANBORN. J 

0310240065* 

70-1100 

ROBERTS, D C 

0310070237* 

CONTRACT 


ROHSOMEi F H 

8300310422* 

50-313 

p 

banders, C F 

0310250310 

70-1151 

ROBERTS, T M 

0310110002 

COMNISSIQN 

ROYrO N 

8310260001* 

FOIA 


8ANDER6, W. F 

0310040222* 

50-424 C 

ROBERTS, T M 

03101 10006* 

COMlitSBIQN 

ROVrO W 

0310260100* 

FOIA 


BANDHQPiU 0 

0310190263 

NUREO 

ROBERTS,! M 

8310110008* 

COMMISSION 

ROY, 0 H 

8310260144* 

FOIA 


BARDANEB.P. 0 

6310170690* 

50-320 1 

ROBERTS,! M 

8310110012* 

commission 

ROY. 0 H 

0310260332* 

FOIA 


SARGENT, 1 H 

6309020392* 

50-277 P 

ROBERTS,! M 

ROCHE, L A 

0310110014* 

0310230024* 

COMMISSION 

FOIA 

ROY, 0 H 

ROY, Q W 

8310260330* 

0310260341* 

FOIA 

FOIA 


BARBOUR, B 

BAR80UR, B 

6310190167* 

0310190170* 

50-346 P 
50-046 P 

ROCHE -EARNER, L 

0310250017* 

FOIA 


RUBIN, 8 D 

0210100246* 

50-366 

0 

SATKER, A 

0310170572* 

30-329 C 

ROCHE-FARNER, L 

83 102500 19* 

FOIA 


RUCKELSHAUa. VI 

0310170699* 

COMM I 881 ON 

bather. A 

B310310417* 

50-329 C 

ROCHE -FARNER, L 

831 025002 S* 

FOIA 


RUDD. E 

0310240241* 

50-920 

u 

SAUNDERS, J H 

0310190283 

NUREQ 

RODDI8,L M 

8310230093* 

50-397 

A 

RUDY.C R 

0310100403 

40-6500 


SAUNDERS, R. 

6310060523* 

50-280 F 

RODDI8,L H 

8310250097* 

30-397 

A 

RUE6HAU8EN. 0 M 

8310120034* 

50-201 

I 

SAUNDERS, R 

6310110240* 

50-280 F 

RODRIGUEZ, R. J 

8310030463 

50-312 

P 

RUEBKAUSEN. 0 h 

8310120030* 

50-201 
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0310310181 

50-279 

Q 

SHOEMAKER# C J 

0310310431 

50-329 

Q 

SHQLLY#S C 

0310110460 

FOIA 


BHOLLY#S C 

8310110981 

FGIA 


SHDLLY, S C 

0310170020 

FOIA 


SHOLLY.S C 

0310190039 

FOIA 


SHOLLV, 8 C 

0310190306 

FOIA 


SHDLLYi S C 

0310240192 

FOIA 


SHOLLYiS C 

0310310096 

FOIA 


SHONrF J 

0310040104 

90-199 

Q 

BHONiF J 

0310230040 

90-320 

Q 

SHON#F J 

0310260224 

90-247 

0 

BHDPENNrN M 

0310310300* 

40-0004 


SHOTWELL#J A 

0310040272* 

50-443 

Q 

8H0TMELL, J A 

8310110132 

50-443 

0 

SHOTUELL.J A 

0310120147 

50-443 

0 

BHOTWELLiJ a 

0310120191* 

50-443 

Q 

SHOTMELL.J A 

0310100360 

50-443 

Q 

SHOTUELL#J A 

0310160373* 

90-443 

Q 

SMREVEjD B 

0310110009* 

CONTRACT 


SHROPSHIRE# J C 

0310240073* 

30-413 

T 

SlEBERiJ D 

9310240146 

90-334 

F 

SIEOEL#A 1 

8310190243 

NUREQ 


9IFFQRD. W L 

0310240076* 

50-413 

T 

SILDERBERO# M 

8310170037* 

FOIA 


8ILBERBERQ# M 

0310170044* 

FOIA 


SXLBERBERG# N 

8310170047* 

FOIA 


SILDERBER0#H 

0310170030* 

FOIA 


SILBERBERO# M 

0310170053* 

FOIA 


SILBERBERO# M 

0310170097* 

FOIA 


SILDERBERO# M 

0310170099* 

FOIA 


SrLBERBERO, M 

0310170062* 

FOIA 


BtUBERBEROi M 

0310170066* 

FOIA 


eitSERBERO# M 

0310170072* 

FOIA 


SILBERBERO# M 

9310170070* 

FOIA 


SILBERBEROi M 

0310170094* 

FOIA 


SILBERQERO# M 

0310170102* 

FOIA 


QlLBERBEROi M 

0310170110* 

FOIA 


SIUBERBEROj M 

8310170116* 

FOIA 


SILQERDEROj M 

0310170120* 

FOIA 


BILBERBERO# M 

0310170123* 

FOIA 


SiLBERBEROi M 

0310170120* 

FOIA 


silberbero# m 

0310170130* 

FOIA 


SILBERBERQ# M 

03101701^6* 

FOIA 


SILBERSERO-M 

0310170140* 

FOIA 


eiLBERBEROi M 

0310170144* 

FOIA 


SILBERBERQ# M 

8310170150* 

FOIA 


aiLDERBERQi M 

8310170161* 

FOIA 


SILBERBERQ# H 

0310170164* 

FOIA 


SILBERBERQ# H 

0310170166* 

FOIA 


SILBERBERQ# M 

0310170169* 

FOIA 


SILBERBERQ# H 

0310170171* 

FOIA 


SILBERBERQ# H 

0310170176* 

FOIA 


SILBERBERQ# M 

0310170100* 

FOIA 


SILBERBERQ# M 

8310170237* 

FOIA 


SILBERBERQ# M. 

0310170242* 

FOIA 


SILBERBERQ# M 

0310170247* 

FOIA 


SILBERBERQ# M 

0310170292* 

FOIA 


SILBERBERQ# M 

0310170299* 

FOIA 


SILBERBERQ# M 

8310170269* 

FOIA 


SILBERBERQ# H 

8310170269* 

FOIA 


SILBERBERQ# H 

8310170279* 

FOIA 


SILBERBERQ# M 

8310170280* 

FOIA 


SILBERBERQ# M 

8310170284* 

FOIA 


SILBERBERQ# H 

8310170200* 

FOIA 


SILBERBERQ# M 

8310170294* 

FOIA 


SILBERBERQ# M 

8310170300* 

FOIA 


SILBERBERQ# M, 

8310170303* 

FOIA 


SILBERBERQ# M 

B3101 70309* 

FOIA 


SILBERBERQ# M 

0310170309* 

FOIA 


SILBERBERQ# M 

0310170314* 

FOIA 


SILBERBERQ. M 

8310170319* 

FOIA 


SILBERBERQ. M 

8310170323* 

FOIA 


SILBERBERQ# M 

0310170326* 

FOIA 


SILBERBERQ. H 

0310170328* 

FOIA 


SILBERBERQ# M 

0310170332* 

FOIA 


SILBERBERQ# M 

0310170336* 

FOIA 


SILBERBERQ# M 

8310170340* 

FOIA 


SILBERBERQ# M 

8310170343* 

FOIA 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRV 

SILBERBERQ. M 

0310170347* 

FOIA 


SILBERBERQ# M 

0310170352* 

FOIA 


SILBERBERQ# M 

9310170350* 

FOIA 


SILBERBERQ# M 

831017036211 

FOIA 


SILBERBERQ# M 

0310170370* 

FOIA 


SILBERBERQ. M 

0310170374* 

FOIA 


SILBERBERQ# M 

0310170379* 

FOIA 


SILBERBERQ# M 

0310170386* 

FOIA 


SILBERBERQ# M 

8310170391* 

FOIA 


SILDERBERQ#M 

8310170392* 

FOIA 


SILBERBERQ# M 

8310170396* 

FOIA 


SILBERBERQ# M 

8310170402* 

FOIA 


SILBERBERQ# M 

8310170406* 

FOIA 


SILBERBERQ# M 

8310170410* 

FOIA 


SILBERBERQ# M 

0310170413* 

FOIA 


SILBERBERQ# M 

8310170413* 

FOIA 


SILBERBERQ# M 

8310170410* 

FOIA 


SILBERBERQ. h 

8310170422* 

FOIA 


SILBERBERQ. M 

0310170429* 

FOIA 


SILBERBERQ. M 

0310170431* 

FOIA 


SILBERBERQ# M 

03! 0170434* 

FOIA 


SILBERBERQ. M 

0310170438* 

FOIA 


SILBERBERQ. M 

B3l 0170444* 

FOIA 


SILBERBERQ. M 

0310170445* 

f=X»A 


SILBERBERQ. M 

0310170490* 

FOIA 


BILBERBEROiM 

8310170492* 

FOIA 


6ILBERQER0.M 

8310170461* 

FOIA 


SILBERO.J £ 

8310270330 

90-440 

0 

8ILBERO.J E 

0310270330 

90-440 

o 

SILBERT. E J 

0310030934* 

CONTRACT 


SILVERMAN. F S 

0310290038 

S0-27Sf 

Q 

S1LVIS#R M 

8310180994 

CONTRACT 


SILVJS.R M 

8310100981 

CONTRACT 


9IMAN-T0V. M 

8310090329 

RES 


SIMON. J A 

8310170572* 

90-329 

Q 

SIMON# J A 

0310310417* 

50-329 

0 

SIMONENiF A 

0310070317 

NUREQ 


SIMPSON. A K 

8310110620* 

90-94 

U 

BIhPSON.E C 

0310120191 

90-302 

P 

SIMPSON. E C 

0310120307 

90-302 

P 

SIMPSON# £ C 

0310140123 

90-302 

8 

SIMPSON. E C 

8310140233 

90-302 

S 

SIMPSON# E C 

8310180436 

90-302 

P 

SIMPSON. R 0 

8310180566 

FOIA 


SINCLAIR. J 0 

0310090166 

90-29 

P 

SINCLAIR# J* D 

0310120312 

90-271 

P 

SINCLAIR# J B 

0310210310 

90-271 

P 

SINDERNAN.R M 

0310040367* 

90-199 

T 

SINDERNAN.R W 

0310040957* 

90-199 

T 

BlNOERNANtR W. 

0310040968* 

90-199 

T 

SINDERNAN.R W 

0310090489* 

90-195 

0 

9IN0ER# 0 

8310260226* 

FOIA 


8 INCH. A 

0310050415* 

90-413 

T 

8IN0H# n M 

0310170067* 

CONTRACT 


BINI8I# J H 

0310240026 

90-29 

J 

81NIS1# J M 

831 02401 4B 

50-29 

J 

SINI8I# J N 

8310270461 

90-249 

J 

SINK# J H 

8310110499* 

CONTRACT 


SINKIN.L 

831 0260249 

90-498 

0 

6INKIN. L 

0310260249 

90-498 

Q 

SINKIN.L 

8310260269 

90-498 

Q 

StNKIN.L 

8310260269 

90-498 

Q 

SKEEN# J. 

0310110597* 

COMMISSION 

8KIBA# E.L 

0310310449 

NUREO 


SKINNER. P H 

0310290560* 

90-321 

d 

SKOOOLUND# J 

B310170107* 

90-338 

8 

SKOVrD D 

0310060176 

70-2949 


BLAHINSKIiU J 

6310120288* 

70-972 


SLOAN. K W. 

631021021 1* 

CONTRACT 


SLDWINSHI.W J, 

03101 10147* 

FOIA 


smith# A L 

6310290136* 

0A999 


SMITH# B W. 

8310040360* 

70-36 


SMITH. O C. 

0310290929* 

90-272 

a 

SMITH. 0 C, 

6310270178* 

70-371 


SMITH. H.L 

6310140138* 

90-316 

8 

SMITH# 

6310040188 

90-289 

0 

smith# i.m 

6310050408 

90-494 

0 

smith# I. w 

6310140026 

90-289 

Q 

SMITH# J.C 

8308300607 

40-6622 


SMITH# J C 

8310030224 

40-6622 


SMITH# J. E. 

0310030396 

PR 


SMITH# vl. E. 

B3I01 10080* 

90-269 

F 

smith# J e 

0310110141* 

90-269 

F 

SMITH# J L. 

8310120264 

90-322 

E 

SMITH# J L 

6310140231 

90-322 

E 



ACCESSION 
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AUTHOR 
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SMITH. J L 

8310190003 

90-322 

E 

SMITH# J V 

9310040395* 

90-317 

IS 

SMITH# L S 

B3 10170198* 

90-423 

A 

SMITH# M A 

8310030599 

40-8706 


SMITH, M E 

03101 10291 

90-392 

0 

SMITH. P 

8310070230* 

CONTRACT 


smith# P A 

8310090362* 

CONTRACT 


SMITH. P A 

83100903B7* 

CONTRACT 


SMITH,? A 

8310030499 

CONTRACT 


SMITH, P A 

8310090460* 

CONTRACT 


SMITH# P. A 

8310070432* 

CONTRACT 


SMITH# P. A 

83101 10414* 

FOIA 


SMITH# P. A 

83101 10419* 

FOIA 


SMITH# P. A 

83101 10422* 

FOIA 


SMITH, P A 

831 0260296* 

CONTRACT 


SMITH#? J 

831 0280323 

40-2259 


SMITH# R D 

8310200371 

40-7869 


SMITH# R D 

8310200419 

40-0492 


SMITH# R- 0 

8310200436 

40-8584 


SMITH# R. 0 

0310200470 

40-8674 


SMITH# R D 

0310200471 

40-6622 


SMITH# R. D 

8310240090 

40-8681 


SMITH# R D 

8310240092 

40-6102 


SMITH# R. D 

8310270141 

40-0781 


SMITH# R D 

8310270919 

40-6698 


SMITH. R. H. 

8310270194* 

90-29 

0 

SMITH. W O 

8310060369 

50-319 

8 

SMITH. W Q 

8310120166 

90-316 

8 

SMITH. M Q. 

8310120193 

90-316 

5 

SMITH. W O 

8310120197 

90-318 

8 

SMITH. W O. 

8310120234 

90-316 

8 

SMITH. W. O 

8310120260 

90-319 

a 

SMITH. W. Q 

8310120343 

90-319 

9 

SMITH. W. O. 

0310120379 

90-316 

a 

SMITH. W. O 

83 10120443 

90-316 

8 

SMITH. W O. 

8310140029 

90-319 

a 

SMITH. 

0310140064 

90-319 

a 

SMITH. W Q 

8310140137 

90-316 

a 

SMITH. H 0. 

8310170397 

90-319 

a 

SMITH# W O 

8310170367 

90-319 

a 

SMITH. W Q. 

8310170607 

90-316 

a 

SMITH. W. O 

8310190064 

90-316 


SMITH. W. O 

8310190070 

90-319 

E 

SMITH. H Q 

8310210036 

90-319 

p 

SMITH. W O 

8310210040 

90-315 

0 

SMITH. H 0 

8310210119 

90-319 

a 

SMITH. Wl- 0 

8310210120 

90-316 

6 

SMITH# W. Q 

8310210137 

90-319 

8 

SMITH# N 0. 

8310210187 

90-319 

S 

SMITH. H Q 

8310210206 

90-316 

6 

SMITH# M. 0 

8310270172 

90-316 

S 

SMITH. W- 0 

8310270204 

90-319 

6 

SMITH# W 0 

8310270226 

90-315 

S 

SMYTH# C H 

8310210037 

90-26*7 

R 

SNAIDERj R 

8102260210* 

FOIA 


6NAI0ER# R. P. 

8011050230* 

FOIA 


SNAIDER# R P. 

8011190749* 

FOIA 


SNEIDER^C 5 

8310290096 

90-443 

G 

SNELL# U, 

8310140267* 

90-237 

Q 

SNELL# H. 0 

8310140013* 

90-309 

G 

8N1EZEK# J H 

8310110111* 

90-279 

P 

SNOW# B A 

83101^032 

90-244 

fl 

SNYDERrS J 

8310240296 

90-320 

P 

SOLDATrK L 

8310260381 

NUREO 


SOLINlrU A 

8310290412 

90-333 

G 

BQLLEY.e W 

8310210226 

90-239 

E 

SOLON# L R 

8310070271 

Bt«t* PfQS 

SOliERVILLEtK 0 

8310260414 

40-8763 


SQOiP 

8310070411 

NUREO 


SODNQiA L 

8310090161* 

40-8794 


SOOHO# A L 

8310170693* 

70-143 


60RENBEH# 0 

8310120339 

90-397 


SORENSEN# 0 C 

8309300239 

90-460 


SORENBEN# 0. C 

8310030303 

90-460 


SORENSEN. 0 C 

8310030339 

90-908 


SORENSEN# 0 C 

8310030397 

90-397 


SORENSEN. 0 C 

8310030361 

90-397 


SORENSEN. 0. C 

8310030396 

PR 


SORENSEN# Q. C 

8310040440 

90-397 


SORENBEN. 0. C 

8310070277 

90-397 


SORENBEN. 0# C 

8310070342 

90-397 


SORENSEN* Q. C 

B3101 10276 

90-397 


SORENSEN# 0. C 

8310110332 

90-397 


SORENSEN* 0 C 

8310120099 

90-397 


SORENSEN# 0 C 

8310120199 

90-397 

i 


PERSONAL AUTHOR INDEX 
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AUTHOR 

ACCEBBION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

auajEcT 

CATEGORY 

80ltENB£HiO C 

C010120S^fi 

SO-397 

A 

&TAROBTECKI.R 

S310200163 

70-020 


STOHR.J P 

B3100S0327 

70-143 


8OREN8Eri«0 C 

e0101S0267 

50-397 

A 

BTAROSTECKI.R 

0310210105 

90-307 

Q 

STOHR , J P 

0310070139 

70-143 


BDREN8EN. 0. C 

6310140176 

50-309 

A 

8TAR03TECK1 . R 

0310210207 

50-317 

Q 

STOHR iJ P 

0310070296 

70- 1 43 


EC]R£N&£NrO C 

8310170312 

50-377 

E 

btarostecri.r 

0310210214 

50-244 

Q 

STOHR.J P 

8310110164 

70-143 


eoRENSEMiG C 

8310170339 

30-377 

E 

STARQSTECKI.R 

9310210869 

SO-277 

0 

STOHR , J P 

8310110161 

70-143 


SORENSEN. 0 C 

03 10170399 

50-397 

E 

STARQ&TECKI.R 

0310240110 

50-229 

Q 

BTOHRiJ p 

8310170239 

70-27 


SORENSEH. Q. C 

8310170313 

50-397 

A 

8TARD8TECKI.R 

0310270155 

50-217 

Q 

STOHR.J P 

0310290547 

70-J 113 


SORENSEHi 0. C 

8310170446 

50-397 

F 

STAROSTECKi . H 

0310270291 

50-134 

Q 

STOHR.J P 

0310260097 

70-143 


SO/IENSE^fiO C 

8310170499 

50-397 

A 

STAROSTECKI.R 

0310270323 

50-412 

Q 

STOHR.J P 

8310260104 

70-1151 


SORENSEKiO C 

8310180387 

50-397 

E 

STAROSTECKI . R 

0310270449 

90-443 

0 

STOHR.J P 

63 10260 154 

70-27 


SORENSEN. 0 C 

8310180449 

50-397 

A 

STAROSTECKI.R 

0310310161 

50-320 

Q 

STOHR.J P 

B31 0260 190 

70-1113 


S0REN8EN»e C. 

8310180903 

50-397 

F 

STAROSTECKI.R 

0310310222 

90-322 

Q 

STOHR. J P 

8310260215 

70-1 113 


SOREMSENi O. C. 

03101 901 S2 

50-50B 

A 

STAROSTECKI.R 

8310310227 

90-317 

Q 

BTOHRiJ P 

0310260297 

70-1113 


SORENSEN. 0 C 

8310210168 

50-397 

A 

STAROSTECKI . R 

8310310202 

70-1100 


BTOLZ.J F 

831003041S 

50-209 

P 

SORENSEN. 0 C 

8310210224 

50-460 

A 

STAROSTECKI . St 

6310310338 

50-410 

0 

STOLZ.J F 

0310030598 

50-346 

P 

SORENSEN. B C. 

8310S 10309 

50-397 

A 

STEELE. H L 

9310170001 

50-297 

P 

STOLZ.J F 

831003061 1 

50-312 

P 

SORENSEN^ B C. 

9310240150 

50-397 

A 

STEFAND. J 

6310200395 

30-440 

A 

STOLZ.J F 

8310040111 

50-269 

P 

SORENSEN. B C 

8310260113 

50-397 

A 

STEFANO. J 

8310200397* 

90-440 

A 

8T0LZ, J F 

B310040647 

50-969 

P 

SORENSEN. B C 

9310260189 

50-508 

F 

STEFANO. J J 

6310200404* 

90-440 

A 

BTOLZ.J F 

8310040648 

50-346 

P 

SORENSEN* B. C 

8310310149 

50-500 

A 

STELLO. V 

0304200046* 

50-255 

P 

STOLZ.J F 

0310040650 

50-289 

P 

SORENSON. B C. 

e310l90l94« 

50-509 

A 

STELtO. V 

9310140095* 

50-479 

Q 

STOLZ.J F 

0310050004 

50-377 

F 

SORRELL. E. C 

031O17O743* 

50-381 

F 

STELLOr V 

6310840244 

REVIEW ORP 

STOLZ.J F 

0310050049 

50-313 

P 

SOUTH. D L 

b31 00704 14 

NUREO 


BTELLQ. V, 

83 10270436 

REVIEW ORP 

STOLZ.J F 

8310030051 

50-277 

Q 

SPECTER, a N 

8310270094* 

50-244 

F 

STEPHENS, T R. 

6310120343 

50-315 

8 

BTOLZ, J F 

8310050060 

90-302 

P 

SPEER. M J. 

8310190010 

90-206 

R 

STEPHENS. T R 

8310120449* 

50-316 

S 

BT0L2, J F 

9310050117 

50-315 

F 

SPE&SAROrR L, 

6310060330 

50-305 

0 

STEPHENS. V. M 

0310070100* 

50-275 

R 

STOLZ.J F 

8310030277 

50-302 

P 

SPESSARDj R. L 

8310IS0293 

90-254 

P 

STEPHENS. V. H 

0310070212* 

50-275 

ft 

3T0LZ, J F 

8310060520 

90-313 

F 

SPEERARDi r. l 

S3 10120305 

90-341 

0 

STEPHENS. V M 

8310070257* 

50-275 

R 

STOLZ. J F 

0310110442 

50-321 

P 

SPESRARD.R L 

B3 10270422 

90-440 

0 

STEPHENSON, C 0 

0310190161 

50-287 

S 

STOLZ.J F 

83101 10434 

50-277 

P 

6PES8AR0. R L 

8310270423* 

50-440 

o 

STEPHENSON. C U 

83102905B9 

50-269 

8 

STOLZ.J F 

8310110471 

50-312 

P 

SPESBARDj r. l. 

8310310397 

90-409 

Q 

8TEPT0E. P P 

0310190040 

90-327 

0 

BTOLZ, J F 

B3101 10472 

50-313 

P 

BiPESSARB. R L 

8310310400* 

50-409 

Q 

STEPTOE. P. P 

3310190048 

50-327 

0 

BTOLZ. J F 

83101 10476 

90-312 

P 

breniawski. D j 

0310110147* 

FO!A 


STEPTOE, P, P 

0310200294 

90-327 

0 

STOLZ.J F 

8310110544* 

50-346 

P 

SRENIAUaKI.D J 

8310120279 

70-972 


bteptoe.p. p 

0310200294 

50-329 

G 

STOLZ.J F 

6310110545 

50-269 

P 

srenianskiiS j. 

8310120293* 

70-578 


stevens.a ft 

0310180157* 

CONTRACT 


BTOLZ.J F 

0310110561* 

50-269 

P 

8RENIANSHI.S J 

8310120889* 

70-972 


STEVENS, 0 

0310310204 

WASTE MOT 

STOLZ, J.F 

8310130382 

50-346 

P 

ST LAURENT. N 

8310260010 

50-29 

8 

STEVENS, D L 

6310070317 

MJREG 


STOLZ.J F 

8310130421 

50-302 
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50-406 

0 

TOLFirt L. 

8310130271* 

50-400 

E 

TUCKER, H. B. 

8310040599 

50-41 

THOMAS, C 0 

0310170204 

50-470 

E 

TOLF, M. L 

8310130277* 

30-400 

E 

TUCKER, H. B. 

8310060038 

50-41: 

THOMAS. C □ 

0310170728 

50-140 

P 

TOLL.J 8. 

8310040258 

50-166 

F 

TUCKER, H. B 

0310060052 

50-41 

THOMAS, C 0 

8310170731 

50-116 

P 

toll, j. 8. 

6310140UB 

30-166 

V 

TUCKER,H B. 

8310060058 

50-36 

THOMAS, C 0. 

8310170734 

50-123 

P 

tdllehson.j l 

8310270359* 

30-263 

8 

TUCKER, H. B. 

B3 10060255 

50-37 

THOMAS, C 0 

8310180560 

TOPREP 


TOLSGN, R 8, 

8310140024* 

30-445 

T 

TUCKER, H. B 

83 1 0060268* 

50-36 

THOMAS, C 0 

8310210080 

50-27 

F 

TOLBON, R. 0. 

8310210196* 

30-445 

0 

TUCKER, H. B. 

8310060384 

50-36 

THOMAS, C 0. 

9310210124 

50-2 

P 

TOME, A. E 

6310Q406I1* 

50-155 

T 

TUCKER, H. B. 

83 1 0060426 

50-26 

THOMAS, C. 0 

8310210132* 

50-2 

P 

tome, a. e. 

8310040611* 

50-155 

T 

TUCKER, H. B 

8310070131* 

50-37 

THOMAS, C 0 

8310210138 

50-166 

V 

TOMLINSON, D. P 

8310130230* 

50-498 

0 

TliCKER, H. B. 

8310070143* 

50-26 

THOMAS, C 0 

8310210162 

50-83 

F 

TONER, K. A. 

8310060024 

50-153 

P 

tucker, h. b 

8310110076* 

50-26 

THOMAS, C 0 

8310240147 

50-166 

F 

TONER, K. A, 

8310060047 

30-255 

P 

TUCKER, H. B. 

8310110077* 

50-36 

THOMAS, C 0, 

8310270232 

50-57 

P 

TONER. K A. 

8310070177 

50-253 

P 

TUCKER, H. B. 

8310110141* 

50-26 

THOMAS, C, 0. 

831 0270243* 

50-57 

P 

TONGUE, T 

8310120309 

30-249 

a 

TUCKER, H. B, 

0310110418* 

50-36 

THOMAS, D C 

8310140070* 

50-454 

Q 

TONGUE, T. Q. 

8310170151* 

40-86 


TUCKER, H.B, 

8310120413 

50-36 

THOMAS, D G 

8310140070* 

50-454 

0 

TOOLE, R J 

8310070263 

30-289 

a 

TUCKER, H B 

8310140143 

50-26 


518 
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ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

TUCKER. H B 

6310140199 

50-269 

S 

TUCKER, H D 

031014020 3 

50-3 6 9 

P 

TUCKERj H B 

0310140293 

30-269 

P 

TUCKERjIf B 

0310170249 

50-369 

s 

TUCKER, H n 

03101 703B4 

50-369 

s 

TUCKER, H B 

0310170430 

50-369 

s 

TUCKER, H D 

9310170336 

50-269 

s 

TUCKER. H B 

9310190100 

50-369 

n 

TUCKER, H 8 

0310180167 

50-269 

R 

TUCKER, H B 

8310190444 

50-269 

F 

TUCKER, H B 

8310190165 

50-413 

E 

TUCKER, H D 

0310190195 

50-413 

E 

TUCKER, H D 

8310190262 

30-413 

E 

TUCKER, H B 

8310210005 

50-369 

S 

TUCKER, H B 

9310210028 

50-369 

s 

TUCKER, H a 

G3 102 10077 

50-370 

s 

TUCKER, H 6 

B310210111 

50-413 

3 

TUCKER, H B 

G310210179 

50-413 

A 

TUCKER, M B 

8310210308 

50-367 

3 

TUCKER. H B 

8310210309 

50-369 

a 

TUCKER, H B 

83102401 31 

50-269 

p 

TUCKER, H B 

9310250071 

50-369 

9 

TUCKER, H D 

0310250074 

30-369 

S 

TUCKER, H B 

□3102505244 

30-369 

0 

TUCKER, H B 

8310250665* 

50-269 

o 

TUCKER, H B 

0310270049 

30-370 

s 

TUCKER, H B 

8310270079 

50-269 

0 

TUCKER, H B 

8310370136* 

50-369 

F 

TUCKER, H B 

0310270173 

50-369 

3 

TUCKER. H B 

0310270S09 

50-370 

3 

TUCKER, H. fi 

0310270310 

50-370 

8 

TUCKER, H 8 

6310270412 

50-269 

S 

TUCKER, H B 

8310270482 

50-413 

8 

TUCKER, H B 

8310290029 

50-269 

F 

TUCKER, H B 

6310230096 

50-413 

E 

TUCKER, H B 

9310290105 

50-269 

P 

TUCKER, H 8 

9310290124 

30-269 

F 

TUCKER, H B 

8310310416 

50-369 

F 

TURK, a E 

8310130190 

50-337 

0 

TURK, 8 E 

a310i30iS6» 

50-537 

G 

turk.s e. 

0310170478 

50-382 

0 

rUSZKA, N E 

0310070133 

50-312 

P 

TUTTEROH, R. E 

0310040426* 

QA999 


TUTTERDW.R E 

8310040437* 

OA999 


TYRULSKER, D 

8310210307 

FOIA 


TYLER, 3, H 

8310110347 

f^REO 


UOALL, « K, 

03 10200073* 

50-445 

U 

UD-ALL, N. K 

0310240217* 

50-388 

u 

UBELU, R A 

8206140403* 

FOIA 


UBERZTZiR A, 

8310050197 

30-272 

p 

UEDBJN^, R 

031O12O22S 

50-346 

a 

UHLiH a 

8310240168 

50-322 

0 

UHRICrR E 

8310040145 

30-250 

F 

UHRIOiR E 

8310040334 

PR 


UKRIO,R £ 

8310070250 

30-367 

F 

UHRIO.R E 

8310070253* 

50-309 

F 

UHRIO.R. E, 

831011O13B 

50-250 

0 

UHRZO.R E 

8310110296 

50-850 

P 

UHHIO, R. E 

8310130007 

50-333 

P 

UHR10,R £, 

8310130129 

50-250 

P 

UHRZO.R E 

6310130153 

50-309 

0 

UHRIO.R. E. 

8310140217 

50-389 

s 

UHRIO,R E 

9310170222 

50-335 

F 

UHRIOiR E 

9310170240 

50-250 

F 

UHRZO.R E 

9310190381 

30-230 

Q 

UHRIO, R. E 

8310250431* 

50-230 

0 

UHRJO.R. E. 

8310250437* 

60-230 

Q 

ULLRICH, W T 

8310310064* 

50-278 

P 

UHBEL, D 

8310070193 

CONTRACT 


UMBEL, D 

8310070428 

CONTRACT 


UMBEL, 0 

8310110003 

CONTRACT 


UMBEL« D 

8310130162 

CONTRACT 


UMBEL, D 

6310280074 

CONTRACT 


UMBEL, 0 M 

631 0050336 

CONTRACT 


UMBEL, D. M 

8310070226 

CONTRACT 


UMBEL, D M. 

6310070434 

CONTRACT 


UMBEL, D M. 

6310U0026 

CONTRACT 


UMBEL, D M 

8310120010 

CONTRACT 


UMBEL, D H. 

6310120021 

CONTRACT 


UMBEL, D M. 

6310130380 

CONTRACT 


UMBEL, 3 H. 

6310210205 

CONTRACT 


UMBEL, D. M, 

8310240097 

CONTRACT 


UNKLE,T J 

6310250443 

30-318 

a 

'R|9AL,A I. 

8310040573* 

50-382 

A 

’9AL,A. 1. 

8310260006* 

50-302 

A 


ACCEBBIQN SUBJECT 

AUTffQD NUMBER CATEGORY 


UPRIGHT, C M 

8310040043* 

50-261 

0 

UPRIGHT, C M 

63 1 0040203* 

50-324 

0 

UPRIQHTjC h 

0310040244* 

50-430 

0 

UPRIOHT.C M 

8310040335* 

50-413 

0 

UPRIOHT.C M 

6310040343* 

50-413 

a 

UPRIOHTtC M 

9310250406* 

50-390 

0 

UPRIGHT, C M 

83102S0449* 

50-250 

Q 

UPRIGHT.C « 

031 023047S* 

50-327 

o 

URBANEK.T 

0310250391* 

50-322 

T 

USl.V 

0310110254* 

50-317 

F 

uai.v 

03101303 13* 

50-317 

F 

U03.V 

8310170005* 

50-317 

F 

UTLEY, E E 

831003014,1 

50-261 

P 

UTLEY, E E 

8310070246* 

50-324 

0 

UTLEY, E E, 

0310120266 

50-400 

F 

UTLEY, E E 

0310120407 

30-261 

P 

UTLEY, E E 

0310100427 

50-324 

F 

UTLEY, E E 

8310200143 

30-324 

Q 

VACCA, P 

0310170142* 

FOIA 


VACCA. P 

8310170256* 

FOIA 


UACCA, P 

0310170345* 

FOIA 


VACCA, P C 

7908060318* 

FOIA 


VACCA, P C 

7908270319# 

F03A 


VACCA, P C 

7911300172* 

FOIA 


VACCA, P C 

0001040244* 

FOIA 


VACCA, P C 

8004230420* 

FOIA 


VACCA, P- C 

8006170100* 

FOIA 


VACCA, P C. 

8006200467* 

FOIA 


VACCA, P C 

0007170062* 

FOIA 


VACCA, P. C 

6007170067* 

FOIA 


VACCA, P C 

8010070320* 

FOIA 


VACCA, P C 

8310170226* 

FOIA 


VACCA, P C 

6310170241* 

FOIA 


VACCA, P C 

0310170350* 

FOIA 


VACCA, P C 

8310170399* 

FOIA 


VACCA, P C 

0310170425* 

FOIA 


VACCA, P C. 

8310170487* 

PDIA 


VACCA, P C 

8310170546* 

FOIA 


VACCA, P C 

8310170635* 

FOIA 


VADEN, J 

0310260107* 

HASTE MOT 

VALERO, B 

0310250360* 

aA999 


VAN BRUNT, e E 

8310030425 

50-528 

E 

VAN BRUNT, E E 

8310040375 

50-528 

F 

VAN BRUNT, E E 

8310070006 

50-520 

S 

VAN BRUNT, E E 

8310070147 

50-520 

8 

VAN BRUNT, E E 

0310070206 

50-520 

S 

VAN BRUNT, E £ 

6310070339 

50-529 

3 

VAN BRUNT, E E 

6310070352 

50-528 

S 

VAN BRUNT, E £ 

6310130126 

50-526 

A 

VAN BRUNT, E E 

6310140012 

50-528 

a 

VAN BRUNT, E.E 

6310140238 

50-520 

s 

VAN BRUNT, E E 

6:310140259 

50-520 

6 

VAN BRUNT, E E 

8310140269 

50-529 

S 

VAN BRiWr,E E 

0310210252 

50-328 

A 

VAN BRUNT, E. E 

0310250099 

50-520 

B 

VAN BRUNT, E E 

8310250146 

50-528 

A 

VAN BRUNT. E £ 

0310250415 

50-528 

S 

VAN BRUNT, E.E 

0310250560 

90-520 

B 

VAN BRUNT, E E 

6310260156 

50-520 

A 

VAN DRUNT, E E 

8310270409 

50-530 

S 

VAN BRUNT, E E 

6310270413 

50-529 

S 

VAN BRUNT, e E 

8310270430 

50-523 

8 

VAN BRUNT, E E 

6310270460 

50-529 

8 

VAN BRUNT, E E 

0310310130 

50-526 

5 

VAN BRUNT, E E 

6310310316 

50-526 

6 

VAN BRUNT, E E 

0^10310372 

50-526 

A 

VAN COTT,H 

0310070436 

NUREO 


VAN HOY, 0. 

8310140088* 

50-498 

Q 

VAN VLIET.U 

6310170304 

50-209 

P 

VAN VLIET, J. 

8310260334 

90-289 

P 

VANBRUNT, E E 

B3 102 90079 

50-528 

B 

VANDENBURGH, C 

6310270140* 

50-454 

0 

VANDEHALLE, 0 

8310260118 

50-155 

F 

VANOEHALLE, 0 J 

8310050463 

90-255 

P 

VANOENALLE, D J, 

8310050463* 

60-255 

P 

VANDEWALLE, O J 

8310060080 

50-155 

P 

VANDENALLE, B U 

8310120229* 

50-155 

T 

VANDEMALLE,0 J, 

8810120318 

50-255 

Q 

VANI>EWALLE,D J 

0810120327* 

50-155 

a 

VAN0EHALLE, P J 

8310130179* 

50-153 

T 

VANl>ENALLEi P J. 

8310100464 

90-255 

F 

VANOEWALLE, 0 U 

0310200256 

50-255 

Q 

VANDEWAtLE, 0. J 

031O25O2Q3* 

30-255 

G 

VANPEWALLE, D. J 

031Q27O219 

50-155 

P 

VANDEWALLE, 0 J 

8310310376 

90-155 

P 


AUTHOR 
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NUMBER 

SUBJECT 

CATEGORY 

VANDODRN, P K 

8310240019* 

50-413 

T 

VANDDGRN, P K 

0310240030* 

50-413 

r 

VANNDNJ.M G 
VARANE. L S 

03101 10174 
0310200203* 

NUREO 

50-397 

Q 

VARELA, A A 

831006004B* 

50-244 

a 

VARGA, B A 

0310030603 

50-340 

p 

VARGA, 8 A 

8310030613 

50-340 

p 

VARGA, 8 A 

8310030659 

50-290 

p 

VARGA, S A 

8310030663 

50-286 

p 

VARGA. S A 

8310040035 

90-286 

p 

VARGA. 5 A 

6310040051 

50-305 

0 

VARGA, 8 A 

8310040060* 

50-305 

0 

VARGA, B A 

0310040068 

50-309 

p 

VARGA, S A 

0310050017 

50-340 

P 

VARGA. S A 

8310050102 

50-3 1 5 

p 

VARGA, 9 A 

0310030148 

50-247 

p 

VARGA, S A 

0310060535 

50-364 

p 

VARGA. 5 A 

0310060546 

50-3 1 9 

p 

VARGA, S A 

8310060547 

50-261 

p 

VARGA, S A 

8310060597 

50-272 

p 

VARGA, S A 

0310070049 

50-364 

Q 

VARGA . B A 

8310070054* 

50-364 

0 

VARGA, S A 

S310070097 

50-272 

P 

VARGA, 9 A 

0310070406 

50-261 

P 

VARGA, 8 A 

B31 0070408 

50-315 

P 

VARGA, S A 

B3101100Q1* 

50-2B0 

P 

VARGA, a A 

0310110334* 

50-313 

P 

VARGA, S A 

0310110456 

90-295 

3 

VARGA, S A 

8310110460 

50-247 

P 

VARGA, 9 A 

83101 10465 

50-286 

Q 

VARGA. S A 

0310130025 

50-313 

Q 

VARGA, S A 

8310130191* 

50-334 

P 

VARGA, S A 

8310130217 

50-313 

P 

VARGA, S A 

8310130222* 

50-315 

P 

VARGA. S A 

8310130415 

50-293 

P 

VARGA, S A 

0310130416* 

50-295 

P 

VARGA, S A 

8310170039 

SO-272 

P 

VARGA, 9 A 

8310170042 

90-293 

P 

VARGA, 8 A 

8310170200 

90-286 

P 

VARGA. S A 

8310180579 

50-247 

P 

VARGA, 8 A 

0310180509* 

50-305 

P 

VARGA, 0 A 

8310240258 

50-2 90 

P 

VARGA, S A 

8310270153* 

90-2 SO 

P 

VARGA, S A 

8310270602 

90-247 

P 

VARGA, S A 

0310200092* 

50-340 

P 


VARGA, 0 A 

0310280140 

50-334 

F 

VAS9ALL0, D D 

03 10060573 

90-263 

F 

VASSALLO, D 0 

0310060374 

90-220 

P 

VA9SALL0, D B 

8310060981 

50-220 

P 

VASSALLO. D B 

8310060583 

90-299 

P 

VASSALLO, D B 

8310060506 

50-263 

P 

VABSALLO, D B 

0310070045 

90-293 

P 

VASSALLD. D B 

8310070061 

90-299 

P 

VASBALLO, D B 

8310070063 

90-299 

P 

VASSALLO, D Q 

B3 10070068 

80-299 

P 

VABBALLO, D B 

83100700B4 

50-333 

P 

VASBALLO, D B 

8310070114 

90-2 20 

0 

VASSALLO, D B 

0310070123* 

90-220 

0 

VASSALLO, D B 

0310070391 

90-290 

F 

VASSALLO, D □ 

0310070395 

50-2 99 

P 

VASBALLO, D B 

0310070399 

50-299 

P 

VASSALLO, D B 

8310110536* 

90-299 

P 

VASSALLO, D B 

8310130106 

90-290 

P 

VASSALLO, 0 D 

0310170119 

90-331 

P 

VASBALLO, D D 

8310180969 

50-298 

P 

VASSALLO, D D 

8310240139 

90-259 

F 

VASSALLO, 0 B 

0310240144* 

50-324 

P 

VASSALLO, D D 

8310240152* 

50-263 

F 

VASBALLO, D B 

8310240194 

50-239 

F 

VASSALLO, D B 

8310240243 

50-299 

P 

VASSALLO, D 0 

8310310117 

50-331 

P 

VASBALLO, D B 

8310310137 

90-324 

P 

VAUGHAN, C M 

8310130229 

70-1 113 


VAUGHAN, C M 

0310170061 

70-1113 


VAUGHAN, C M 

8310170195 

70-1113 


VAUGHAN, C M 

B310170249 

70-1113 


VAUGHAN. C M 

B3l 0250427 

70-1113 


VAUGHAN. C M 

8310260307* 

70-1113 


VAUGHN, G E, 

8310240030* 

50-413 

T 

VENDEL, T E 

0310050389* 

50-440 

0 

VENTURA, J C 

8310040395* 

50-317 

P 

VERGE, A H 

8310140021 

50-443 

0 

VERRELLI, D 

0310170141 

90-416 

G 

VERRELLI, D 

0310170109 

50-239 

G 

VERRELLI, D 

8310170920 

50-261 

G 
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ACCESSION 

8UBUECT 



AUTKDR 

NUMBER 

CATEGORY 

AUTHOR 

VERRELLI. D 

B3 102 1006 A 

30-324 

Q 

WALKER 1 R 

VEHREULI, D « 

8310040037 

50-261 

a 

WALKER. R D 

VERRELLltD H 

B3100401A0 

30-390 

0 

WALKER. R D 

VERREUUI.D M 

Q3i0040163 

50-416 

Q 

WALKER. R D 

VERRELLI.D M 

B310040166 

30-261 

Q 

WALKER. W J 

VERRELLl.D M 

B3100401B2 

SO-324 

Q 

WALL. C F 

VERRELLIiD M 

B31004DS11 

50-430 

0 

WALLER. W K 

VERRELLliD M 

B31 0040263 

50-259 

Q 

WALSH« J D 

VERRELH^D M 

B310040273» 

30-259 

0 

WALSH. J D 

VERRELLIi D M 

6310040290 

50-324 

0 

WAL 8 KE 1 C 

VERRELLliD M 

831 004032 U 

50-324 

Q 

WALTERS. C 

VERRELt-riO M 

8310040347 

30-261 

F 

WAMDACHiT V 

VERREULIiD H 

8310040374 

30-348 

Q 

WANOi P C 

VERRELLliD M 

8310040378* 

50-348 

Q 

WARDi J 0 

VERRELLliD M 

8310040423 

30-390 

Q 

WARD, R T 

VERRELLliD M 

8310040494 

50-416 

V 

WARD, U 

VERRELLliD M 

8310040355 

50-390 

Q 

WARD. W 

VERRELLliD M 

8310040381 

30-348 

F 

WARD. M J 

VERRELLliD M 

8310250214 

50-416 

Q 

WARDiW J 

VERRELLliD M 

0310250334 

50-259 

0 

WARDWELLi R E 

VERRELLliD M 

8310230299 

50-327 

0 

WARDWELL. R E 

VERRELLliD M 

8310250301 

50-438 

Q 

WAREMBOURG. D 

VERRELLliD M 

B31 0230303 

50-390 

0 

WAREMBOURG. D 

VERRELLliD M 

8310250318* 

50-438 

0 

WAREMBOURG, D 

VERRELLliD M 

0310250322 

30-261 

Q 

WAREMBOURG. D 

VERRELLliD M 

8310250373 

50-438 

0 

WAREMBOURG. D W 

VERRELLliD M 

0310930376 

50-348 

Q 

WAREMBOURG. D W 

VERRELLliD M 

8310230397 

50-390 

Q 

WAREMboUROiD W 

VERRELLliD M 

8310250439 

50-416 

0 

WARNER. D L 

VERRELLliD M 

8310250472 

50-348 

0 

WARWICK. R 

VERRELLliD M 

0310250485* 

50-348 

0 

WARWICK. R F 

VERRELLliD M 

8310250302* 

50-327 

Q 

WARWICK. R F 

VERRELLliD M 

0310250563 

50-327 

0 

WARNiCKi R F 

VERRELLliD M 

8310250588 

50-261 

Q 

WARNiCKiR F 

VERRELLliD M 

8310250393 

50-327 

Q 

WARWICK, R F 

VERRELLliD M 

0310250601* 

50-261 

Q 

WARWICK. R F 

VERRELLliD M 

031025061 1* 

50-327 

Q 

WARWICK, R F 

VERRELLliD M 

8310250626 

50-400 

a 

WARWICK. R F 

VISSINOjO 8 

6310110618 

50-313 

P 

WARWICK, R F 

VlSSlNDiO S 

8310130140 

50-313 

0 

WARWICK. R F, 

VieSiNDiO B 

0310170096 

30-313 

P 

WARNtCKiR F 

VOCLERiI] H 

8310030429 

30-352 

0 

WARWICK. R F 

VO^LERiB H 

8310130037 

50-352 

G 

WARWICK. R F 

VOQLERiB H 

8310250342 

50-332 

0 

WARWICK. R F 

VD^LERiB H 

8310230364* 

30-332 

0 

WARWICK, R r< 

VDOTi D 

0310130143 

NUREO 


WARWICK. R F 

VOIQTiH, H 

8310110182 

50-209 

0 

WARWICK. R F 

VOlOTi H H 

0310200026 

50-289 

P 

WART. R J 

VOIOTiH H 

8310280169 

50-2B9 

P 

WASENKO. H 

voir. R E 

8310030361 

71-9131 


WASEWK0.I1 

VOLOENAUi E 

8310260240* 

FOIA 


WATERS. J R 

VOL 6 ENAU 1 E 

8310260252* 

FOIA 


WATSON. L 

VOLOERiB H 

8310250171 

30-438 

M 

WATSON, L J 

VOLKiVJ 0 

0310100125 

40-0340 


WEAVER. J D 

VOLLMERi R 

8308290029* 

30-329 

A 

WEBB, D F 

VDLUHERrR 

8310130269* 

50-329 

A 

WEBS. U W. 

VDLLHERiR H 

8304010047* 

FOIA 


WEBB, W £. 

VOLLMERi R H 

8310050206* 

50-244 

P 

WEBER, M F, 

VOLLMERi R H 

8310120054 

50-209 

P 

WEBER, M F 

VDLZERiH J 

0310170004* 

CONTRACT 


WEBSTER, B N 

VODRHEESiL D 

8310260423 

NUREG 


WEEKS, E D 

VOR&EiJ Y 

8310280263* 

50-400 

A 

WE INK AM, E J 

VDR 8 E 1 J Y 

8310280299* 

50-400 

A 

WeiNKAM, E J 

VO 8 BURY 1 F. W. 

8210010087* 

50-272 

P 

WEINSTEIN. M. 

VOaBURYiF U 

B2120101S2* 

50-346 

P 

WEINTRAUB. A A 

VOSBURYiF W 

8306160513* 

50-324 

P 

WEINTrAUBi a. a 

VOeaURYiF M 

8306160602* 

50-302 

P 

WEINTRAUBiA A 

VOBBURYiF W 

G309060263* 

50-313 

P 

WEINTRAUB. A A, 

VUMBACOiF. J 

8310050516 

40-672 


WElSEiS 

WAONERiA 0 

8310250271* 

50-416 

Q 

WE18E. 8 

HAONERiD 

0310070219 

30-334 

A 

WElSEMAWNiR A 

KAONERi D 

8310070223 

50-334 

A 

WElSSiD 

^AO^JERlM E. 

0310130048 

50-209 

Q 

WE188,D J 

^AONERiM E 

8310250338 

50-209 

Q 

WEISS, E. R 

k^AONERiP C 

8310180385 

50-267 

P 

WEISS. E, R 

MAGNERiP C 

B3103103B4 

50-267 

P 

WEISS, E n 

MAGNERiP C 

8310310433 

50-267 

P 

WEISS, E R 

MAHLi h w 

8310040480* 

0A999 


WEI 8 S 1 E. R 

NAHL. H W. 

8310200229* 

50-330 

A 

WEISS, E R. 

WALDi J 

0310040341* 

50-330 

F 

WElSSiE. R. 

MALDDRFi J 

8310260143* 

30-324 

P 

WEISS, E. R 

MALDORFiJ M 

8310260148* 

50-324 

P 

WEISS, E R 

UALKERiH A. 

8310060301* 

50-298 

S 

WEI8S, El R 

MALKERi E L. 

8310200422 

71-6144 


WEISZ,D. A 

NALKERi R 

8310120309 

30-249 

8 

WELCH, F 


ACCESSION 

SUBJECT 



ACCESSION 

SUBJI 

NUMBER 

CATEOORV 

AUTHOR 

NUMBER 

CATEt 

6310180446 

50-265 

S 

WELCH, F 

6310050507* 

50-15! 

B3100'60165« 

50-331 

0 

WELCH ER, D K 

6310120260 

50-31! 

6310170403* 

50-263 

Q 

WELLS, A A 

0310270151* 

FOIA 

6310250613* 

50-254 

0 

WELLS. D A 

031012031 1* 

50-3 4 J 

79091 4000 S* 

FOIA 


WELLS, D A 

6310210066 

90-3 4 J 

B310030344* 

50-317 

F 

WELLS. D A 

8310250114 

50-341 

6310200330 

71-6679 


WELLS. D A 

6310270447 

50-343 

0310120304* 

50-332 

0 

WELLS. J E 

83101 10032 

NUREO 

6310120304* 

50-352 

0 

WELLS. R A 

8310200265 

50-32* 

8310110579* 

MISC 


WELLS, R W 

8310250577 

TOPREF 

6310190047* 

SO -329 

A 

WELLS, R W 

8310250577 

TQPREF 

6310230096 

50-235 

P 

WELSH, J A 

831017021 1 

71-90* 

0310210358* 

30-275 

T 

WENSLAWSKIi F 

8310040391 

50-10 

9310260105* 

FOIA 


WENSLAWSKIi F 

8310040376 

50-20^ 

8310170098* 

S0-33B 

0 

WEN 8 LAWSKI 1 F 

6310200176 

50-22^ 

8310270462* 

50-443 

Q 

WENSLAWSKIi F A 

6310040300 

50-3 1 ; 

8310270474* 

50-443 

Q 

WENSLAWSKIi P A 

0310040308* 

50-3 IJ 

0000270393* 

30-498 

0 

WENSLAWSKIi F A 

8310040311* 

50-3 IJ 

6310280220* 

30-336 

0 

WENSLAWSKIi F A 

8310040399* 

90-18 

6310280170* 

40-299 


WENSLAWSKIi F A 

8310120245 

50-344 

0310260175* 

40-299 


WENSLAWSKIi F A 

8310120340 

70-12! 

B3 10040207 

50-267 

8 

WENSLAWSKIi F A 

8310120355 

50-31 S 

8310040313 

50-267 

8 

WEN5LAW5K1.F A 

8310170674 

50 - 31 : 

6310040323 

30-267 

P 

WENSLAWSKIi P A 

8310170670* 

50 - 31 : 

8310170260 

30-267 

R 

WENSLAWSKIi F A 

8310210254 

5Q-22E 

8310040210 

50-267 

Q 

WENSLAWSKIi F A 

6310210256* 

50-226 

0310040276 

50-267 

□ 

WENSL'}\WSK I , F A, 

6310310233 

50-73 

B3101 10236* 

50-267 

F 

WEN8LAWSK 1 , F A 

0310310241* 

50-27 

8310170030 

70-820 


WENSLAWSKI.F A 

0310310249* 

50-73 

0310120446 

30-329 

8 

WENSLAWSKIi P A 

0310310357* 

50 - 1 3S 

0310030318 

50-336 

0 

WERMIEL. J S 

031021035-5* 

50-27! 

0310050322* 

30-336 

Q 

WERMXELiJ 8 

S310210357* 

90-27! 

8310050338 

30-336 

0 

WERMIEL, J 3 

B310210371* 

50-27! 

8310050540* 

50-356 

Q 

WERMIEL, J 8 

S31 02 10387* 

50-27! 

0310120179 

50-329 

A 

WERMIEL. J S 

0310250332* 

50-27! 

8310120325 

50-329 

Q 

WERNER, R P 

0310040334 

PR 

8310140135 

50-336 

Q 

WERNER. R P 

6310040334 

PR 

8310170451 

50-336 

0 

WERNER, R P 

0310040334 

PR 

8310170459 

50-329 

Q 

WESTAFER 

0310070306 

50-30* 

0310170513 

50-329 

0 

WE8TAFER, 0 R 

6310040301 

50-3OS 

B310170S5B 

30-329 

Q 

WESTAFER, 0 R. 

8310040420 

50-30! 

6310170562* 

30-329 

0 

WESTAFER, G R 

8310040463 

50-30! 

0310170503 

50-329 

Q 

WESTAFER, 0 R. 

8310040472* 

50-30! 

0310210316 

50-329 

Q 

WESTAFER. 0 R 

6310070307 

90-30! 

6310260205* 

50-329 

A 

WESTAFER. 0 R. 

8310120301 

50-30! 

8310270341 

50-329 

0 

WESTAFER. 0 R 

0310140079 

50-30! 

6310310411 

50-329 

Q 

WESTAFER, 0 R, 

031 01 40243 

90-30! 

8310310449 

WREO 


WESTAFER, 0 R 

6310170519 

50-30! 

6310070293* 

50-324 

F 

WESTAFER. 0 R. 

B31O10O473 

50-30! 

8310070295* 

30-324 

F 

WESTAFER. 0 R 

6310210021 

50-30! 

0310240096* 

30-295 

a 

WESTAFER, 0 R 

6310250374* 

50-30! 

8310030461 

50-416 

5 

WESTAFER, 0 R 

G3102S0456 

50-30! 

0310250560* 

50-321 

0 

WESTBROOK, W W 

6310040231* 

50-4 4( 

8310210302 

50-290 

F 

WESTBROOK, U W 

6310040234* 

50-4 4( 

8310190146 

30-336 

0 

WEBTERMANrT F 

031 0170603 

50-44! 

0310260423 

NUREO 


WEBTERMANrT F. 

8310100161* 

50-291 

0310110203* 

50-239 

F 

WESTPKAL, B S 

8310120109 

50-37! 

8310240252 

WASTE MGT 

WEBTRICHiH R 

6310050253 

NUREO 

0310240265 

WASTE MOT 

WETHYiC M 

8310060493* 

50-33! 

8310040202 

50-261 

0 

WETHY.C M 

8310270053* 

50-30* 

0310190260 

30-133 

R 

METTERHAKN, M J 

6310040627 

50-39! 

031 01 30004 

30-4 SB 

F 

WETTERHAHN, M J 

6310040627 

50-39! 

0310260442 

50-456 

A 

WETTERHAHN, M J 

0310050957 

27-39 

0310190313* 

FOIA 


WETTERHAHN. M U 

6310110275 

50-39! 

0310170170 

71-9595 


HETTERHAMMi M J 

6310110275 

50-39! 

0310170306 

71-6950 


WETTERHAHN, M J 

8310110277* 

50-39! 

0310170342 

71-4909 


WETTERHAHN, H J 

6310110277* 

50-39! 

0310170744 

71-3939 


WETTERHAHN, M J 

6310110204* 

50-39! 

8310250339* 

60-2<il 

0 

WETTERMAHNi M. J 

6310110204* 

50-39! 

0310250627* 

50-261 

0 

WETTERHAHN, M, J 

0310110207* 

50-39! 

0310280007 

TOPREP 


WETTERHAHN. M U 

0310110207* 

50-391 

0310070090* 

40-8794 


WETTERHAHN. M. J 

0310110292* 

50-39: 

0310170253* 

70-1113 


WETTERHAHN, M U, 

0310110297* 

50-39! 

0310050520 

30-269 

0 

WETTERHAHN, M J 

031 01 10297* 

50-35! 

0310070369* 

COMMISSION 

WETTERHAHN, M J 

0310110305 

50-391 

9310O703B6* 

COMMISSION 

WETTERHAHN, M J 

6310110309 

90-39! 

B31 007036 6* 

COMMISSION 

WETTERHAHN, M. J 

0310110312# 

50-35; 

8310180531 

30-333 

P 

WETTERHAHN, M. J 

6310110312* 

50-35! 

0310200231 

30-269 

0 

WETTERHAHN, M, U 

6310120364 

50-35! 

0310850046 

50-209 

0 

WETTERHAHMi M, J 

5310120364 

50-35! 

0310260306 

50-289 

0 

WETTERHAHN, M J 

6310120365* 

50-35! 

6310260300# 

30-289 

0 

WETTERHAHN, M J 

8310120366* 

90-39: 

0310270366 

FOIA 


WETTERHAHN, M, J 

8310120377* 

50-39! 

0310070359 

TOPREP 


WETTERHAHN, M. J 

8310120377* 

50-39! 

0310050507* 

30-135 

Q 

WETTERHAHN, M J 

6310160132 

50-39! 


520 


PERSONAL AUTHOR INDEX 


ACCESSION SUBJECT 
AUTHOR NUMBER CATEGORY 


WETT€RHAHN#M J 

asioisoisR 

50-352 

O 

WETTERHAHN.M J 

031OIBO139# 

50-352 

o 

WETT£RHAHN,M J 

a3ioieoi39» 

50-352 

e 

WETTERHAHN^M J 

a3ioieoi4£i« 

50-352 

o 

WETTERHAHN.M J 

031 0180 146» 

50-352 

o 

WETTERHAHN.H J 

0310100234 

50-3 52 

0 

UETTERHAHN. M J 

0310100234 

50-352 

0 

METTERHAHNiM J 

031 0100237ft 

50-3 52 

0 

WGTTERHAHN. M J 

0310180237ft 

50-352 

0 

METTERHAHNiM J 

0310310231 

50-352 

0 

WETTERHAHNiM J 

0310310231 

50-352 

0 

HEVANTiP a 

0310170078* 

50-330 

8 

HHALENiR J 

0310210277 

50-237 

S 

WHICH ER. J.iM 

B3 10040309 

50-454 

0 

WHICHERi J a 

0310040209 

50-454 

0 

MHICHERi J a 

0310040209 

50-454 

0 

WHlGHEIti J H 

0310040209 

50-454 

0 

WHICHERi J.il 

0310110270 

50-367 

o 

WHICH ERi J.H 

0310110270 

50-367 

0 

MHiCNERi J ti 

03 10200077 

50-4 54 

o 

MHiCHERi J H 

0310200077 

50-454 

0 

WHICHERi J M 

03 1 0200077 

50-484 

0 

UHlCHERi J H 

0310210304 

50-454 

0 

HHICHERi J M 

0310210219ft 

50-454 

0 

UHICHER* J M 

0310210219* 

90-454 

0 

VJHICHER.J M 

0310210219ft 

50-454 

0 

WHIPPLE* 0 H 

83 1 0060222* 

90-400 

o 

white, 0 D. 

0310260301 

WJREO 


WHITE. 0 S 

0310180343 

90-412 

0 

WHITE. J R. 

8310110949* 

CONTRACT 


WHITE. J R. 

831 012021 7* 

90-277 

0 

WHITE, L. D. 

0310310073* 

90-244 

p 

white. R 

03 10290631* 

50-312 

p 

WHlTENERrH L 

8310040147* 

90-390 

0 

wkitlah. R. 0 

8310040344 

90-903 

A 

WHITNEY. 0 

031O29O2S2 

50-293 

8 

WHITNEY. 0 0 

8309190140 

50-293 

R 

WHITNEY. 0 0 

8310190174 

90-293 

S 

WHITNEY. 0 C 

B3 1 0200226 

50-293 

a 

WHITNEY. 0 0 

8310250137 

90-293 

0 

WHITNEY. 0 0 

8310200049 

90-293 

s 

WHITTIER. 0 D 

0310030263 

PR 


WHITTIER. 0 0 

8310040616 

90-307 

V 

WHITTIER. 0 [> 

0310070159 

SO-307 

p 

WHITTIER, e D 

0310070202 

50-307 

p 

WHITTIER. 0. D 

0310120169 

90-307 

0 

WHITTIER. 0. D 

6310170160* 

50-307 

0 

WHITTIER. 0. D 

0310190231 

50-307 

0 

WHITTIER. 0. 0 

6310200100 

50-307 

B 

WHITTIER. Q. D 

0310210174* 

50-307 

0 

WHITTIER. 0, D. 

0310310200* 

90-307 

Q 

WHITTIER. 0 D 

0310290063 

90-307 

P 

WHITTIER. 0. D 

8310250924 

90-307 

8 

WHITTIER. 0. D 

0310270200* 

50-307 

F 

WHITTLEBEY^K A 

0310130170* 

50-482 

O 

WHlTTtEfiEV4 K. A 

031O17D6B3 

90-449 

T 

WICKS. F 

0310110121 

90-229 

P 

WICKS. F. 

0310200059* 

50-225 

P 

WIDKAN. R P- 

0310070140* 

CONTRACT 


WZEBEr J 

8310140170* 

50-320 

Q 

WIEOEHAN.D. 

8310120230 

I6E 


WIEDEHAN. D, 0 

0310310310 

16E 


WIEDER. A V. 

0310030213* 

XPORTLIC 


WiEDCRi A V. 

0310310258 

70-734 


WlESEnANN.R A 

0310050212* 

FROJ 


WlEeEmNN.R. A 

0310060270* 

PRDJ 


WlESEMANNiR A 

0310110149* 

TOPREP 


WEE6ENANN.R. A 

0310200199* 

TOPREP 


WIESEHANN.R A, 

0310260267* 

90-400 

E 

WIE8ENANN.R A 

0310260201* 

50-449 

A 

WIESEmNNiR A 

031O20OC17* 

90-400 

E 

WIE8ENIANN.R. A 

8310280110* 

PRDJ 


WIGGINS. E. 

8310070104 

50-490 

A 

WIGGINS. E. 

0310070197 

CONTRACT 


WIGGINS. E. 

83 1 00702 1 4 

CONTRACT 


WIGGINS. E 

8310070329 

CONTRACT 


WIGGINS. E 

8310130190 

CONTRACT 


WIGGINS. E 

0310130417 

CONTRACT 


WlOOINTONi 0. 

8310060020 

50-319 

P 

WIOGINTONiG 

8310070225 

50-316 

P 

WIGG I NTONi 0 L 

0310110333 

50-319 

P 

WILCOYE.M.N 

031O13OO2S 

30-320 

0 

WILCOX. J. D 

6310290333* 

90-436 

Q 

WILD. P. A 

8310170466* 

90-329 

a 

WiLGUa. w s 

0310140167 

90-302 

8 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

WILHITE, M 

0310270289 

50-295 

S 

WILLARD. J 

0310170490 

90-346 

B 

WILLIAMS. C C 

0310090497* 

50-341 

O 

WILLIAMS. C C 

8310140192* 

50-454 

o 

WILLIAMS. D 

8310120062 

50-352 

A 

WILLIAMS. D L 

8310240102* 

50-2B2 

O 

WILLIAMS. F C 

8310030469 

50-329 

0 

WILLIAMS. F C 

8310030465 

50-327 

O 

WILLIAMS. F C 

0310110310 

50-329 

0 

WILLIAMS, F C 

031OUO31O 

50-327 

O 

WILLIAMS. F C 

031O2GQO73 

50-327 

0 

WILLIAMS. F C 

83102B0073 

50-327 

O 

WILL I AMS. H 0 

63102901 19« 

State Pro{; 

WILLIAMS, J 

8310040336 

50-35 B 

F 

WILLIAMS. J 

8310040459 

50-350 

K 

WILLIAMS. J 

6310120252 

50-3SB 

A 

WILLIAMS. J 

0310120363 

50-35 B 

8 

WILLIAMS. J 

6310120442 

50-398 

8 

WILLIAMS. J 

6310130242 

50-358 

K 

WILLIAMS. J 

8310170348 

50-396 

8 

WILLIAMS, J 

8310170404 

50-35B 

8 

WILLIAMS. J 

8310170448 

50-350 

S 

WILLIAMS. J 

8310170494# 

90-358 

Q 

WILLIAMS. J 

8310170489 

50-350 

8 

WILLIAMS. J 

831017051 9 

90-358 

A 

WILLIAMS. J 

8310170649 

SO-35B 

0 

WILLIAMS. J 

8310160296 

50-390 

5 

WILLIAMS. J 

0310200078 

50-390 

8 

WILLIAMS. J 

6310200207 

50-390 

A 

WILLIAMS. J 

8310200212* 

50-39B 

A 

WILLIAMS. J 

8310200219ft 

50-398 

A 

WILLIAMS, J 

0310200222* 

50-350 

A 

WILLIAMS. J 

8310200227* 

90-390 

A 

WILLIAMS. J 

0310200230ft 

50-398 

A 

WILLIAMS. J. 

83 1020023 4 ft 

50-350 

A 

WILLIAMS. J 

8310210110* 

50-398 

0 

WILLIAMS. J 

031OS1OU3* 

50-390 

0 

WILLIAMS. J 

0310240161 

50-350 

0 

WILLIAMS. J 

0310250366 

50-390 

6 

WILLIAMS. J 

6310250487 

90-398 

8 

WILLIAMS. J. 

e31O2SO506» 

50-350 

0 

WILLIAMS. J 

831026007S 

50-350 

0 

WILLIAMS. J H 

6310210276* 

50-277 

Q 

WILLIAMS. J H 

8310250039 

50-3B9 

S 

WILLIAMS. J W 

0310030294 

30-309 

9 

WILLIAMS, J W 

0310030262 

50-291 

8 

WILLIAMS. J U 

0310030396 

30-309 

8 

WILLIAMS. J W 

0310030448 

90-3Q9 

S 

WILLIAMS. J W 

0310040291 

PR 


WILLIAMS. J W 

0310160208 

50-333 

P 

WILLIAMS. J W 

0310180294 

50-335 

P 

WILLIAMS. J W 

6310100324 

50-290 

P 

WILLIAMS. J W 

6310100399 

30-290 

s 

WILLIAMS. J W 

6310190023 

50-290 

R 

WILLIAMS. J U 

8310190104 

50-309 

8 

WILLIAMS. J W 

83 102 10223 

30-291 

S 

WILLIAMS. J U 

8310240140 

50-333 

P 

WILLIAMS. J W 

8310290060 

30-309 

8 

WILLIAMS. J W 

8310290337 

50-309 

S 

WILLIAMS. J. « 

8310270120 

30-333 

P 

WILLIAMS. J W 

8310270211 

SO-307 

P 

WILLIAMS. J W 

8310270249 

30-290 

0 

WILLIAMS. J W 

8310270277 

50-291 

s 

WILLIAMS. J M 

8310270394* 

30-291 

0 

WILLIAMS. J W 

83102BOOB2 

50-333 

p 

WILLIAMS. J U 

8310260193 

30-335 

P 

WILLIAMS. J W 

8310310019 

30-335 

p 

WILLI AMS. 0 0 

8310110496 

FOIA 


WILLIAMS. R E 

8310070221* 

CONTRACT 


WILLIAMS. R E 

0310120040* 

CONTRACT 


WILLIAMS. R E 

8310280068* 

CONTRACT 


WILLIAMS. 8 J 

8310200083 

50-398 

8 

WILLIAMS. T. 

8310140136* 

90-390 

Q 

WILLSEY.W 8 

8310120313 

90-277 

R 

WILSON. A, K 

0310110920 

FOIA 


WILSON, A K 

83101 10538* 

FOIA 


UlLBONiA. K. 

8310110541* 

POIA 


HlLBOiN. A K 

8310110947* 

FOIA 


WILSON, B D 

8310130369 

XPORTLIC 


WILSON, a. D, 

831013037 1 

XPORTLIC 


WILSON, a D 

3310180112 

XPORTLIC 


WiLSOK.a. D 

3310180310 

XPORTLIC 


WILSON. B D, 

3310180577 

XPORTLIC 


WIL8QN.B D, 

B3I0180SBO* 

XPORTLIC 


WILSON. B D 

331024031 1 

XPORTLIC 




ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

WILSON. D D 

8310260007 

XPORTLIC 


WILSON. D L 

8310270019* 

50-331 

F 

WILSON. F 

0310060010* 

CON TRACT 


WILSON. J 

0310060304* 

50-260 

F 

WILSON. J L 

0310040208 

50-200 

& 

WILSON. J L 

8310070164 

50-280 

B 

WILSON. J L 

83 102 I 0306 

50-200 

B 

WILSON. J L 

6310290607 

30-200 

S 

WILSON. P 

B31006D476* 

CONTRACT 


WILSON. R F 

03101 10200 

30-239 

P 

WILSON. U H 

0310200407* 

30-440 

A 

WILSON. W E 

8310030143 

30-27 

F 

WINBOWSKI.W S 

0310120240* 

30-305 

F 

WINTERHOFF. D R 

8310270490 

50-373 

S 

WISE. R 

0310030437* 

50-267 

3 

WISENDURO. M R 

8310030311 

PH 


WITHERS. B D 

8310060099 

50-344 

F 

withers. D, D 

831 0060261* 

50-344 

F 

withers. B P 

0310060491 

50-344 

F 

WITHERS. D D 

□310110109 

90-344 

F 

WITHERS.!] D 

0310110196* 

50-344 

P 

WITHERS. B D 

8310120247* 

50-344 

O 

WITHERS. B 0 

0310100417 

90-514 

A 

WITHERS. B D 

0310200100 

50-344 

P 

WITHERS. B D 

0310200192* 

50-344 

P 

WITHERS. 0 D 

0310260237 

90-344 

P 

WITHERB. B D 

0310270921* 

50-344 

F 

WITHERS. D P 

B310310299 

90-344 

P 

WITTENDURO. K C 

0310060106 

50-373 

B 

WIZNER.D 0 

6310210215* 

50-316 

B 

WIZNER.D 0 

0310270223* 

90-319 

0 

WODARGKl.L J 

0310210180* 

CONTRACT 


WOHL. M L 

B3100904B1* 

50-199 

T 

WDJCMOUSKI.A U 

B31 02704 14* 

50-263 

8 

WOLF, J F 

83 101 40009 

50-922 

0 

WOLF, J F 

8310290040 

90-320 

0 

WOLF. J. J 

8310190243 

NtIREO 


WOLFE. R 

8310170369 

50-346 

8 

WOLFE. S J 

0310130209 

50-2G9 

0 

WOLFE. 8 J 

8310240163 

50-336 

0 

WOLPE, S J 

8310290042 

90-209 

0 

WOLFE. B J 

8310270326 

90-338 

0 

WOLLETT, S 

0310050549 

CONTRACT 


WOLLETT. S 

B31 0060091 

CONTRACT 


WOLLETT. 0 

8310060176 

CONTRACT 


WOLLETT, S 

8310170111 

CONTRACT 


WOLLETT. B 

0310210091 

CONTRACT 


WOLLETT, 8 

6310260371 

CONTRACT 


WOLLETT. S 

0310270996 

CONTRACT 


WOLHANi A 

8310120026* 

90-201 

I 

WOLTNER. E 

0310120201* 

70-139 


WOOD. E C. 

8310250280 

50-309 

B 

WOODHEADiC P 

6310310479 

50-317 

P 

WOODRUFF, D C 

8010010706* 

90~34B 

P 

WOODS. Y L 

6310030556* 

CONTRACT 


WQDLEYERiE J 

6310030360* 

50-412 

Q 

WDDLEVBRiE J 

6310310062 

90-412 

K 

WDDLEVERiE J 

6310310089 

90-412 

A 

WDOLEVERiE J 

0310310309 

90-412 

F 

WRAY. J R 

8310290426* 

90-336 

a 

WRAY, d R 

0310250621* 

90-339 

Ct 

WRAY. R 

8310100369* 

50-279 

r 

WRIGHT. G L 

8310070136 

50-261 

8 

WRIGHT. C L 

8310070322 

50-261 

a 

WRIGHT. C L 

8310170541 

90-261 

8 

WRIGHT, 0 C. 

83 10060374* 

90-199 

Q 

WRIGHT. N. A 

0310130010 

50-329 

0 

WRIGHT. N A 

8310130233 

90-329 

0 

WRIGHT. N A 

8310250100 

90-392 

0 

WRIGHT. R J, 

8310310464 

Ml SC 


WRIGHT. R W 

0310040244* 

90-430 

o 

WRIGHT. R. W. 

8310040339* 

90-413 

<a 

WRIGHT, R W 

0310040349* 

90-413 

a 

WRIGHT. 8. Y 

8310310207 

27-40 


WU. P 

0301070306ft 

90-262 

8 

WU.P, 

0309090044ft 

90-202 

8 

WU. P 

a3l0l90344ft 

90-202 

a 

WUNDERLICH. T K 

B310070l96ft 

CONTRACT 


WURZBURG. G N 

0310200462* 

CONTRACT 


WYNOARDENiS D> 

6310100019* 

70-143 


YANDELL.L A 

0310130171* 

90-205 

o 

YANEY, P. I 

6310120233* 

90-199 

T 

YANEV.P, I 

6310120233* 

90-195 

T 

YIN. I T 

0310040179* 

50-346 

a 

YORK, W. 

0310040427* 

50-390 

a 



PERSONAL AUTHOR INDEX 


E 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOQRV 

AUTHOR 

ACCESSION 

NUMBER 

SUBdECT 

CATEGORY 

AUTHOR 


ACCESSION 

NUMDER 

SUBJEC* 

CATEGDf 

VOSTi R A 

031OI7OS4S 

50-358 

R 








VOUMS* F 

03101401^6* 

50-289 

Q 

ZIMHERMAN, J V 

8309230037 

XPORTLIC 

ZIMMERMAN, J 

V 

8310100564 

XPORTL 1 

VCUNO« H 

0310050473* 

50-454 

0 

ZIMMERMAN. J V 

8310060098 

XPDRTLIC 

ZIMMERMAN, J 

V 

03 1 0240300 

XPOftTLH 

YOUNG, M A 

0310050440 

50-454 

0 

ZIMMERMAN, J Y 

6310060104 

XPORTLIC 

ZIMMERMAN, J 

V 

0310240309* 

XPDRTL I 

YOUNG, N A 

0310030453 

50-454 

0 

ZIMMERMAN, J V 

8310060107 

XPORTLIC 

ZIMMERMAN, J 

V 

03 1 024031 4 

XPORTL H 





ZIMMERMAN. J V 

8310060108 

XPORTLIC 

ZIMMERMAN, J 

V 

0310240316 

XPORTL H 

YOUNG, H A 

0310050468* 

50-454 

0 








YOUNG, M A 

8310130014 

50-454 

G 

ZIMMERMAN. J V 

831006,0114 

XPORTLIC 

ZIMMERMAN, J 

V 

03 1 0250020 

XPORTL I 

young, m a 

0310250117 

50-454 

0 

ZIMMERMAN, J U 

831006.0116 

XPORTLIC 

ZIMMERMAN, J 

V 

0310250142 

XPORTL I 

YOUNG < M A 

0310230486 

50-454 

Q 

ZIMMERMAN, J V 

0310060123 

XPORTLIC 

ZIMMERMAN, J 

V 

0310250150 

XPORTL I 

YOUNG, M A 

8310250504* 

50-454 

G 

ZIMMERMAN. J V 

8310060126 

XPORTLIC 

ZIMMERMAN, J 

d 

0310250164 

XPORTL! 





ZIMMERMAN, J V 

8310060131 

XPORTLIC 

ZIMMERMAN, J 

V 

0310250172 

XPORTL I 

YOUNG, M A 

0310230313 

50-454 

0 








VDUNOiM U 

8310040333 

50-443 

G 

ZIMMERMAN. J U 

B310060141 

XPORTLIC 

ZIMMERMAN, J 

V 

8310250170 

XPORTL 1 

young, M L 

0310120170 

50-443 

0 

ZIMMERMAN, J V 

6310060143 

XPORTLIC 

ZIMMERMAN, J 

V 

03 1 0260004 

XPORTL I 

YOUNG 1 P T 

0310130273* 

50-400 

E 

ZIMMERMAN, J U 

6310060147 

XPORTLIC 

ZIMMERMAN, J 

V 

83 1 0260020 

XPORTL I 

YOUNG j T 

0310040537* 

50-528 

Q 

ZIMMERMAN, J V 

6310060152 

XPORTLIC 

ZIMMERMAN, J 

V 

8310260039 

XPORTL I 





ZIMMERMAN, J V 

6310060156 

XPORTLIC 

ZIMMERMAN, J 

V 

0310260057 

XPORTL I 

YOUNG » T 

0310120251 

50-312 

B 








YOUNG , T 

031O12O3S1 

50-312 

8 

ZIMMERMAN, J V 

8310060183 

XPDRTLIC 

ZIMMERMAN, J 

V 

0310260079 

XPDRTL I 

YOUNG , T 

831O17O470* 

50-520 

Q 

ZIMMERMAN, J V 

6310060240 

XPDRTLIC 

ZIMMERMAN, J 

V 

0310260320 

XPORTL I 

YOUNG, T 

0310240222* 

50-520 

Q 

ZIMMERMAN. J V 

6310060405 

XPORTLIC 

ZIMMERMAN, J 

V 

0310270540 

XPORTL 1 

young, T 

8310310304* 

50-312 

0 

ZiMMERMANrJ V 

6310120453 

XPDRTLIC 

ZIMMERMAN , J 

V 

0310270543 

XPDRTL I 





ZIMMERMAN, J V 

B3101 20459 

XPORTLIC 

ZIMMERMAN, R 

p 

8310210220* 

50-244 

YOUNG, T 

8310310390* 

50-528 

Q 








VQUNO, T 

0310310403* 

50-312 

Q 

ZIMMERMAN, J V 

0310120461 

XPORTLIC 

ZIMMERMAN, B 


8310040297 

PR 

YOUNGBLOOD, D J 

0310110376 

50-402 

F 

ZIMMERMAN, J V 

0310130023 

XPORTLIC 

ZIMMERMAN, 8 

R 

83 1 0030527 

PRM 

young BLOOD, Q J 

03101 10303 

50-546 

C 

ZIMMERMAN. J U 

0310130030 

XPORTLIC 

ZIMMERMAN, S 

R 

8310060561* 

50-324 

YOUNGBLOOD, D J 

8310110495 

50-440 

E 

ZIMMERMAN.J V 

8310130032 

XPORTLIC 

ZIMMERMAN, 0 

R 

8310070291 

50-324 





ZIMMERMAN. J V 

0310130034 

XPDRTLIC 

ZIMMERMAN, 8 

R 

0310190162 

50-261 

YOUNGBLOOD, B J 

8310110501 

50-546 

C 








YOUNGBLOOD, B J 

0310110602 

50-423 

E 

ZIMMERMAN, d V 

0310130030 

XPORTLIC 

ZIMHERMAN, S 

R 

0310200058 

50-324 

YOUNGBLOOD, □ J 

0310170069 

50-423 

A 

ZIMMERMAN, J V 

0310130050 

XPORTLIC 

ZIMMERMAN, B 

R 

8310250450 

50-400 

YOUNGBLOOD. D J 

8310170193 

50-423 

A 

ZIMMERMAN. J V 

8310130075 

XPORTLIC 

ZUMWALT.L R 


83101 10271* 

CONTRAC 

YOUNGBLOOD, D J 

0310170713 

50-4B2 

F 

ZIMMERMAN, J V 

0310130006 

XPORTLIC 

ZUPKD, J M 


8310100114 

50-311 





ZIMMERMAN, J V 

0310130092 

XPORTLIC 

ZUPKO, J M 


8310190170 

50-311 

VOUNGBLOODi D J 

8310170715 

50-445 

A 








YOUNGBLOOD, B 0 

8310170722 

50-402 

F 

ZIMMERMAN, d V 

8310130147 

XPORTLIC 

ZUPK.D,J H 


0310190302 

71-9006 

YOUNGBLOOD, Q J 

0310170726 

50-423 

A 

ZIMMERMAN. J V 

8310130355 

XPDRTL IC 

ZUPKO. J M 


0310200014 

71-6574 

YOUNGBLOOD, Q J 

8310280195 

50-546 

0 

ZIMMERMAN, J V 

0310130364 

XPORTL IC 

ZUPKO. J M 


0310200174 

50-272 

VOUNGBLOOD, B J 

8310310153 

50-546 

A 

ZIMMERMAN. J V 

0310 130367 

XPORTLIC 

ZUPKO, d M 


8310200279 

50-311 





ZIMMERMAN. J V 

0310130401 

XPORTLIC 

ZUPKO, J M 


8310210041 

50-31 1 

YOUNGBLOOD, B J 

0310310168 

50-456 

A 








YOUN:0 BLOOD, B. J 

□310310170 

50-423 

A 

ZIMMERMAN. J V 

0310130405 

XPORTLIC 

ZUPKD, d M 


8310250230 

50-272 

YOUNGBLOOD, R 

8310310444 

50-302 

P 

ZIMMERMAN. J V 

0310130419 

XPORTLIC 

ZUPKO, d M 


0310250244 

50-311 

YOUNGLING, E U 

8310310454* 

50-322 

8 

ZIMMERMAN. J V 

8310170023 

XPORTLIC 

ZUPKD, d M 


0310250325 

50-272 

VUHASi 0 P 

8310040311* 

50-312 

0 

ZIMMERMAN. J V 

8310170038 

XPDRTLIC 

ZUPKD, d M 


0310250390 

50-272 





ZIMMERMAN, J V 

0310170041 

XPORTLIC 

ZUPKD, d M 


0310250407 

50-31 1 

YUNDT, C P 

0310140246 

50-344 

S 








VUNOT.C P 

0310190039 

50-344 

R 

ZIMMERMAN.J V 

8310170679 

XPORTLIC 

ZUPKO, d M 


8310250470 

50-311 

YUNDT, C P 

031 0250444 

50-344 

8 

ZIMMERMAN, d V 

0310100001 

XPORTLIC 

ZUPKD, d M 


0310250567 

50-311 

ZERBE, J E 

03101 10588* 

MISC 


ZIMMERMAN, J V 

0310100159 

XPORTLIC 

ZUPKD, d M 


0310230024 

50-272 

ZIBULSKY, H 

8310240085* 

70-1100 


ZIMMERMAN.J V 

0310100164 

XPORTLIC 

ZURAKONBKl. 

P R 

8310030213* 

XPDRTL 1 





ZIMMERMAN, J V 

0310100555 

XPORTLIC 







CORPORATE SOURCE INDEX 


AUTHOR 
Apr I LI ATI ON 


ALFAB, Inc 
AamodtQ 

Acres American^ Inc 

Acton Environ Testing Corp 


Aero Nav Laboratories# Inc 
Ag&abian Associates 

Agriculture* Dept of* Graduate 

Air Forcfii Dept of 


Air and Water Pollution Patrol 


Alabama Power Co 


ACCESSION SUBJECT 

NUMBER CATEQOfllY 


a3tO2901ABe 

0310260294 

8310310449 

8310130267# 

0310130267# 

0310130271* 

0310130271# 

0310130277# 

0310130280# 

0310070429# 


(1A999 

50-289 0 

NUREO 

90-400 E 
90-400 E 

90-400 E 
90-400 E 
30-400 E 
30-400 E 
CONTRACT 


School 0310240106# CONTRACT 
0310240130# CONTRACT 
0310110369# FOIA 
0310110379# FOIA 
0310110384# FOIA 


0310030437 

8310100419 

0310310336 

0310310336 

0310310393* 


50-392 G 
90-392 0 
90-392 0 
90-392 0 
90-392 Q 


83 103 I 0353* 

83J0310371* 

0310310371# 

0310030147 

0310030414 


90-392 0 
90-392 0 
90-392 O 
50-340 F 
90-340 P 


8310030414 

0310030439 

0310040377# 

0310040307 

0310040307 

0310040436 

0310060096 

0310070138 

8310070290 

8310070296 

0310070296 

0310070299# 

0310070302# 

0310120330 

0310120390 

0310120396# 

0310120363# 

0310120371# 

0310140194 

0310140194 

0310140199* 

8310140199# 

8310140226 

0310140229# 

0310140239# 

0310170407 

8310170407 

8310170416 

0310170416 

0310170423# 


90-340 P 
90-364 a 
90-348 Q 
90-34B P 
50-340 P 

90-348 F 
90-348 P 
90-340 a 
90-364 S 
50-340 S 

50-340 8 
50-348 8 
50-340 8 
50-340 B 
50-348 8 

50-348 8 
90-340 S 
90-348 0 
90-348 P 
90-348 P 

50-348 P 
50-348 P 
90-340 S 
90-348 S 
90-340 B 

90-348 P 
50-348 P 
90-348 P 
90-340 P 
90-340 P 



AUTHOR 

affiliation 

ACCESSION 

NUMaEfl: 

8UBJ 

CATE 



8310170423# 

8310190124 

8310100134 

8310100300 

8310190071 

50-34 

50-34 

50-36 

50-34 

50-36 



S3 102 10022 

0310210239 

0310210239 

0310210261# 

0310210261# 

50-34 

90-34 

90-34 

90-34 

90-34 



B3 102 504 22 

8310290479# 

8310270061 

8310270108# 

8310270113# 

90-34 

90-34 

90-36 

90-36 

90-36 

Alden Research Laboratory 

Allied Chemical Corp 

8310270374 

8310270370# 

8310030643# 

8310070123 

8310070129# 

50-34 
90-34 
SEN T 
Miac 
HISC 

Alli»-Chalmers Corp 

8310170623 

8310170633# 

8310270092# 

8310270109# 

0310270102* 

40-33 

40-33 

FOIA 

FOIA 

FOIA 

Amerace Corp 

8310270106* 

8310270189# 

8310100313* 

0310100323# 

8310100340# 

FOIA 

FOIA 

QA999 

OA999 

OA999 

American Electric Pouier Co $ Inc 

American Environment* Co * Inc 

American Institute pf Aeronautic* & 
Astronauti c s 

American Institute of Steel Con# true* i on* 

8310310080# 

0310250368# 

8310110009# 

0310140163 

50-31 

8A999 

CONTRi 

TOPREI 

Inc. 


8310140174# 

TOPREi 

Amerlcen 

American 

American 

American 

National Btanderd# institute 

Nut tear Corp 

Nuclear Inturari 

Nuc 1 ear Boc i ety 

8310240098# 
8310140295 
8310140297# 
831 0030396 
8310030396 

CDNTR, 

40-44 

40-44' 

PR 

PR 

Amerlcen Phijtical apclety 

American Society for Teetlng k Material# 
American lelephon# l< Telegraph Co 
/Amerlcati Bell 

Amefftham Corp 

8310250440 

8310110029# 

8310070413# 

8310170004# 

8310260064 

PfI 

CQNTR* 

CDNTR* 

CONTR- 

XPQRTI 

Anahelwi 
Analysis 
Anthony 1 

CA 

6 Technology* Inc 

R. U 

03101 10133# 
03100 50956# 
0310190040 
0310190040 
0310190044# 

50-36 

CONTRi 

50-395 

50-395 

50-395 

Applied 

Science Aesoclatet* inc 

0310190044# 

0310050224 

50-395 

NUREG 


B23 



524 


CORPORATE SOURCE INDEX 


AUrNGR 

arfiuiatiom 


Arlidna Public Service Co 


^rl zonal Un{v Tucsanj AZ 

4rkant«« Pourr & Light Co 


ACCESSION SUBJECT 


NUMBER 

OATEGORV 

8310030425 

50-528 

e 

8310030429 

90-920 

E 

8310040307 

PR 


8310040375 

50-528 

F 

8310040379 

90-538 

F 

8310040375 

50-528 

F 

8310070006 

90-528 

S 

B3I 00701 47 

90-520 

S 

8310070147 

90-528 

s 

8310070147 

50-528 

s 

8310070286 

90-528 

s 

83 1 0070339 

50-529 

s 

0310070392 

90-928 

s 

8310070352 

50-926 

3 

8310070353 

90-320 

s 

8310130126 

30-526 

A 

0310130126 

30-923 

A 

8310130186 

50-920 

A 

8310140012 

50-920 

8 

8310140012 

50-523 

8 

8310140238 

30-320 

8 

831 01 40299 

90-928 

8 

8310140269 

50-929 

3 

831 0210252 

30- 928 

A 

0310240223# 

90-320 

Q 

6310250079 

50-520 

a 

8310250099 

50-528 

8 

0310290146 

90-520 

A 

8310230415 

90-92B 

S 

8310290415 

50-526 

S 

8310290413 

30-928 

s 

8310290568 

90-526 

9 

6310290568 

50-920 

9 

6310290560 

90-928 

8 

8310260196 

50-528 

A 

8 31 0260 156 

50-528 

A 

03 1 0270409 

90-930 

8 

8310270413 

90- 529 

8 

0310270430 

50-526 

5 

03 10270460 

50-929 

8 

8310310130 

50-328 

S 

0310310316 

50-328 

8 

6310310372 

90-526 

A 

6310070414 

NOREO 


8310030332 

50-313 

P 

8310030337 

50-366 

P 

6310030340# 

90-368 

P 

6310030353 

90-313 

P 

6310030416 

90-313 

F 

6310030416 

90-313 

F 

8310030462 

90-382 

S 

03IOO4OI49 

90-368 

6 

8310040194 

90-313 

a 

8310040206 

90-360 

s 

0310040291 

PR 


6310040330 

90-366 

8 

0310060250# 

90-313 

F 

8310060250# 

90-313 

F 

0310060402 

50-313 

P 

83 10060601# 

90-313 

F 

8310060601# 

90-313 

F 

8310110440# 

90-313 

F 

6310120079 

90-313 

P 

8310120Q79 

90-313 

P 

8310120061# 

90-313 

P 

8310120061# 

90-313 

P 

8310120063# 

50-313 

P 

0310120063# 

90-313 

P 

0310120447 

50-313 

P 

0310130097 

90-366 

P 

6310130180 

50-366 

3 

8310130203 

50-368 

S 

0310140096 

90-368 

F 

0310140152 

toprep 


8310140229 

90-313 

P 

6310180169 

50-368 

8 

8310160497 

90-368 

6 

8310180469 

50-366 

8 

8310180929 

50-368 

6 

8310190045 

90-366 

R 

6310190117 

90-313 

R 

0310190292# 

90-313 

F 

6310190292# 

90-313 

F 

8310190295# 

50-313 

F 

031 024003 5 

50-313 

J 


AUTHOR 

AFFILIATIDN 


Arjny, Dept of 

Dcft ofj Army Engineer Waterways 
Ezpprlment Station 

ArAy* Dept ofi Carps of Engineers 
Aronini L 

Associated Piping it Engineering Corp 
(subs of Johnson Canbrols* Inc ) 


Atlas flinerals 

Atomic Industrial Forum 


Automated Sciences Group* Inc 
Automatic Switch Co 
Automation Industries* Inc 
Avatar Systems, Inc 
DWR Duitiers Group 


Dabc-ock Sc Wilcox Co 


Babcock Sc Wilcox Dparatlng Plants Oiiners 
Oraifp 


Gackusi Shea b Meger 


Ball* Hagdan* Kternan It Livingston 
Baltimore Oas Si Electric Co 


ACCesBiDN 

NUMBER 


a3l0330141 
B3102901 33 
0310230274 
0310250301 
8310250417 

0310250533 
0310250559 
9310310368 
8310270417 
831 00701 54 


8310050337# 

8310270577# 

0310100401# 

8310100404# 

03l(}lBO4O6f 

8310100407# 
0310180411# 
8310190106 
8310040291 
03101 10579# 

8310070432# 
B310180400# 
03101 10033# 
8310240279 
0310110909# 

0310110511# 
83101 10518# 
8310030306# 
8310040304# 
8310040470# 

8310070020# 

0310070032# 

0310070035# 

8310070030# 

8310070040# 

8310070042# 

8310140149# 

0310170034 

0310170065 

8310170076 

0310170081 

0310170206 

8310170229 

8310170315 

0310170727 

8310170730 

8310170740 

8310180561 

8310200333 

0310200418 

0310290273 

0310250424# 

8310260166# 

8310260177# 

8310030356# 


8310110490# 

8310140152 

0310310413# 

0310030355 

0310110227 

8310120107 

8310120107 

0310120111# 

0310120111# 

0310120115# 

8310120115# 

0310120122# 

8310120122# 

0310120126# 

8310120126# 

0310120139# 

8310120139# 

B310120141# 

8310120141# 

8310210307 

831 0040000 
B3100400BO 
8310040353 
8310040542 
8310040942 

8310090344# 

0310110294# 


SUBJECT 

CATEOORV 


50-313 O 
90-313 0 

90-313 F 
90-368 P 
50-313 O 

90-360 P 
90-313 F 
50-368 S 
40-8599 
NUREO 


CONTRACT 

CONTRACT 

QA999 

QA 999 

QA999 

QA99*? 

QA999 

40-3493 

PR 

MISC 

CONTRACT 

06999 

FDIA 

FOIA 

FOIA 

PDIA 

FOIA 

50-460 A 
50-302 P 
70-27 

70-364 

70-364 

70-364 

70-364 

70-364 

70-364 
50-269 P 
70-27 
70-27 
70-1201 

70-27 

70-27 

70-27 

70-2; 

70-27 

70-024 

70- 1201 
XPORTLIC 

71- 9797 
70-27 

TOP REP 
50-313 O 
70-27 
70-27 

50-313 P 


FOIA 
TOP REP 
90-209 P 
50-443 0 

50-443 O 

50-443 Q 
90-443 Q 
50-443 O 
50-443 Q 
90-443 0 

90-443 O 
50-443 O 
50-443 Q 
50-443 Q 
90-443 0 

50-443 0 

50-443 0 

50-443 O 
50-443 O 
FDIA 

50-317 P 
50-317 P 
50-317 P 
50-317 S 
50-317 S 

90-317 F 
50-317 F 


CORPORATE SOURCE INDEX 


AUTHOR 

AFPII.IATION 


ACCE8S1QM SUnjECT 

NUIIQER CATEGORY 




83101 10294tt 

50-317 

F 



83101 102SB* 

90-317 

F 



83101 10250* 

30-317 

F 



831012O2A2 

50-317 

0 



8310130313* 

30-317 

F 



8310170005* 

30-317 

F 



0310170005* 

30-317 

F 



B310190H8 

30-317 

R 



8310190148 

30-317 

R 



8310200004 

30-310 

S 



831 02000 A7 

30-316 

8 



0310200147 

50-317 

S 



B31 02001 94 

30-310 

8 



8310200241 

30-317 

P 



8310210210* 

30-317 

Q 



8310210210* 

30-317 

Q 



B310240072 

30-317 

P 



8310240072 

30-317 

P 



8310240134 

30-31 7 

P 



8310240134 

30-317 

P 



831 0240 U2 

30-317 

P 



8310290221 

SO-310 

S 



B3 10290249 

30-317 

B 



8310290287 

30-310 

S 



0310290369 

30-310 

8 



8310290410 

30-317 

8 



0310290411 

30-310 

8 



8310290443 

30-310 

9 



0310290907 

30-317 

5 



0310230999 

50-318 

5 



8310270485* 

30-317 

F 



031O28OOB1 

30-317 

6 



0310310014 

30-317 

F 



0310310014 

30-317 

F 



8310310095 

30-317 

F 



B310310095 

50-317 

F 



8310310303 

50-317 

P 

QaTtelle Hurran Affalra Revearch Contarft 

B31013012B 

Miac 




8310130134* 

MI8C 


Dattelle MemDrlal Institute 


6310180976* 

CONTRACT 


Qattelle Memorial Inetltutei 

Columbus 

8310060103* 

CONTRACT 


La bora tor i bo 


8310190318 

FOIA 




8310270045* 

FOIA 


Qattelle Memorial Institutei 

Pacific 

8310030497* 

30-267 

Q 

Northwest Laboratorij 


0310090145 

RES 




0310070216 

REB 




0310070317 

NUREO 




8310070442 

NUREO 




0310110347 

NUREO 




0310110473* 

FOIA 




8310110400* 

FOIA 




0310170669 

70-984 




0310170675# 

70-984 




8310260381 

NUREO 




0310310106 

NUREO 




B31031020Q 

NUREO 




0310310260 

NUREO 


Dear Creek Uranium Co 


0310030199 

40-0492 




0310030241 

40-0492 




0310030230* 

40-0492 


Qechtel Corp 


0310040127* 

30-392 

A 



8310040129* 

50-392 

A 



8310040131* 

30-392 

A 



8310040395* 

30-317 

P 



03 10040408* 

QA999 




0310120304* 

30-392 

0 



6310130131* 

30-206 

P 



6310130323* 

30-206 

P 



6310140290* 

30-331 

R 



6310140274* 

30-529 

8 



0310170244* 

50-290 

F 



0310210142# 

30-329 

A 



0310210229* 

50-279 

P 



0310240212* 

30-520 

0 



0310290120* 

30-206 

P 



0310290400* 

0A999 




0310200224# 

50-396 

A 



0310200229* 

30-398 

A 



6310200231# 

30-398 

A 



0310310074 

50-482 

0 

Benton Cltg Technology 


0310270041# 

30-320 

P 



0310270044* 

50-320 

P 

Big state X-Ray 


8310130293 

71-503 



AUTHOR 

AFFILIATION/ 


ACCESSION SUBJECT 

NUMBER CATEGORY 


Qintechnologyi Inc 

0310070436 

0310230007 

NUREO 

FOIA 


Boeing Co 

6310090307# 

CONTRACT 


Boeing Computer Services) Inc <subs of 

0310070175* 

CONTRACT 


Boeing Co ) 

Boston Edison Co 

6309190140 

90-293 

R 


0310030394 

90-293 

P 


6310120307 

90-293 

P 


6310120330 

90-293 

P 


63101801 1 1 

90-293 

R 


6310160435 

90-293 

F 


6310100436# 

90-293 

F 


0310100479 

90-293 

P 


03101 0O4B 3# 

90-293 

P 


6310100491 

90-293 

P 


0310190174 

90-293 

8 


0310200226 

30-293 

e 


03102 90137 

50-293 

B 


8310290202 

50-293 

B 


8310290944 

50-293 

K 


8310290349* 

50-293 

K 


6310270230* 

50-293 

Q 


8310260045 

50-293 

6 


8310310144 

50-293 

P 


8310310290 

50-293 

P 


8310310306 

50-293 

P 

Bowline Corp 

8310040426# 

8310040437# 

0A999 

QA999 


Draunkohle Transport Storage* Inc 

8310290331 

PR 


Broohhaven National Laboratory 

6310070411 

NGREO 


8310180613# 

50-275 

P 


8310180615# 

50-279 

P 


6310180617# 

50-275 

P 


8310180619# 

50-279 

P 


8310100621* 

50-279 

P 


8310180623# 

90-279 

P 


8310180624# 

50-275 

P 


8310180626# 

50-279 

P 


8310180627# 

8310270075# 

8310310114 

50-279 

FOIA 

NUREO 

P 


8310310444 

50-302 

P 

Broun it Root Corp {sub* of Halliburton 

8310140024# 

50-449 

T 

Corp } 

Broun Dover! Corp (subs of Broun Bov*pI 

8310120224 

50-34 1 

6 

it Co ) Lid y 

Broun Unlv 

8310070196# 

CONTRACT 


Burn* it Roe Co 

8310040232 

50-397 

F 


8310040331 

50-397 

B 


0310250305 

90-397 

6 

DuBlnessmen for the Public Interest 

6310110270 

50-367 

Q 


6310210204 

50-454 

Q 

C-E Operating Plants Dunari Group 

0310250577 

TDPREP 


C Itoh tc Co lAmerlca)) Inc. 

6310060107 

XPORTLIC 


CEPA 

6310260273 

50-392 

0 

Cable N»w* Netuorli* Inc, 

6310240315 

FOIA 


California Polytechnic State Unlv « San 

6310110344# 

CONTRACT 


Luia GbispO) CA 

Callforniai State of 

631004020? 

90-275 

0 


6310040209 

50-279 

0 


6310040212# 

90-279 

0 


8310040212* 

90-279 

0 


8310040219* 

50-279 

0 


6310040219* 

50-279 

0 


83100402BB 

50-279 

0 


8310110053 

90-279 

0 


8310120376 

50-279 

0 


8310120376 

50-279 

0 


8310120381# 

90-279 

0 


6310120361* 

50-275 

0 


8310120366* 

90-279 

0 


6310120366* 

90-275 

0 


6310200176 

50-275 

T 


6310200170 

50-275 

T 


0310200164* 

50-275 

T 


6310200164* 

90-275 

T 


8310200190* 

50-275 

T 


6310200190* 

90-279 

T 


6310200195* 

90-279 

T 


8310200195# 

90-279 

T 


8310240169 

90-279 

U 


8310240169 

90-279 

u 


6310250045 

6310260180* 

8310260165* 

90-279 

FOIA 

FOIA 

u 


B25 



-20 


CORPORATE SOURCE INDEX 


AUTHOR 
Af^F I i_ lAT rON 


'« I i f orn !« • Unlv of* Uo* CA 

AtOifnlc Ener-gy Control Uoartf 

'orolln« Eriv 1 r anmon t»l Study Oraup 
'arolin^i Poui#?' St Ulglit Co 


ACCESSION 

number 

e3i03A0277 
Blt02i03l7* 
8310270330 

8310270330 
031037034a* 

0310370340* 
0310270377* 
8310310141 
0310030374 
031 0200 104* 

0310100460 
0310200331 
0310110270 
8307200173 
0310030161 

0310030202 
0310030209 
8310030422 
0310030426 
0310030441 

8310030441 
0310030476* 
0310030478* 

031 00303 26 
8310030327 

0310040224* 
0310040202 

0310040265* 
0310040277 
0310040306* 

8310040362 
0310040363 
0310040300 
0310040303 
0310040385 

03100 4O30B* 

0310040308* 

0310040412 

9310040473 

0310040478 

0310040916 

0310040938 

0310040938 

0310040941* 

0310040941* 

6310040502 

6310040973 

6310040600* 

63L0040600* 

6310040603* 

6310040603* 

6310040606* 

6310060036 

6310060Q36 

6310060094 

8310060094 

6310060066* 

6310060066* 

8310060079 

8310060100 

6310060108 

8310060193* 

0310060193* 

8310060203* 

8310060203* 

8310060212* 
6310060210 
8310060222* 
8310060222* 
83 1 0060237 

8310060238* 
B3 10060230* 
0310060323 
8310060323 
8310060336 

8310060336 

8310060383 

8310060413 

8310060410* 

8310060561* 

8310060964* 

8310060367* 

8310070120 

8310070120 

8310070136 


SUBJECT 

CATEOORY 


30-275 O 
FOIA 

30-275 0 

50-279 8 

30-279 8 

30-275 O 
30-279 8 

30-275 O 
30-142 Q 
50-279 T 

RECOO 

XPORTUIC 
50-413 T 
50-324 8 

50-261 P 

50-324 S 
50-324 3 

50-324 a 
50-261 3 

50-400 0 

30-400 0 

30-400 O 
30-400 O 
50-400 a 
PRM 

50-AOO O 
50-361 0 

30-261 ^ 

50-324 0 

^0-324 8 

toprep 
50-324 P 
30-324 P 
50-324 P 

30-324 P 
30-324 P 
50-325 B 
30-261 0 

30-261 0 

30-261 S 
SO-ADO 0 
30-400 O 
30-AOO O 
30-400 0 

30-329 8 

30-324 B 
30-400 Q 
30-400 Q 
30-400 O 

30-400 O 
30-400 3 

30-400 S 
30-400 S 
50-324 P 

30-324 P 
30-324 P 
30-324 P 
30-324 B 
30-400 0 

30-400 0 

30-400 0 

30-400 O 
30-400 0 

30-400 0 

30-400 0 

30-325 a 
50-400 0 

30-400 0 

30--324 8 

30-400 O 
30-400 0 

30-400 2 

30-400 0 

30-400 B 

50-400 8 

30-324 B 
30-261 P 
30-261 P 
50-324 F 

30-324 F 
50-324 F 
50-400 A 
30- 400 A 
50-261 B 


author 

affiliation 


accession 

MUWBER 


8310070246* 
8310070291 
8310070291 
8310070293* 
8310070293* 

8310070295* 
8310070295* 
8310070308 
8310070322 
8310110119 

0310110119 
0310110142 
8310110149 
83101 10190 
8310110150 

8310110155* 
9310110155* 
8310110407* 
0310110407* 
63101 10409* 

8310110409* 
03101 10412* 
6310110412* 
0310120100 
8310120180 

8310120246 
8310120266 
8310120266* 
8310120268* 
8310120300 

031012036? 
0310120367 
8310120407 
8310120426 
0310130124 

8310130124 
8310130240 
8310130293* 
8310130294* 
8310140011 

8310140053 

8310140126 

8310170414 

8310170941 

8310170943 

8310170943 

,8310170596 

8310170604 

3310170608* 

8310170608* 

8310170620* 

8310170620* 

8310170630* 

8310170630* 

031O1BO174 

831018031 1 
8310180311 
8310180427 
8310180427 
8310180474 

8310190141 

8310190162 

8310190171 

8310190227 

0310190238 

8310200058 

0310200058 

8310200143 

8310200166 

8310200168* 

0310200206 

0310200206 

0310210024 

0310210024 

0310210046 

0310210048* 

0310210136 

0310210136 

0310210245 

0310210246* 


SUBJECT 

CATEGORY 


go-324 0 
30-324 F 
30-324 F 
50-324 F 
30-324 F 

50-324 F 
50-324 F 
50-261 S 
50-261 S 
50-400 E 

50-400 E 

toprep 

50-261 F 
50-400 C 
50-400 Q 

50-400 G 
30-400 O 
50-400 0 
50-400 C 
50-400 O 

50-400 G 
50-400 G 
50-400 O 
50-400 E 
50-400 E 

50-400 B 
50-400 F 
50-400 F 
50-400 F 
50-325 9 

50-400 S 
50-400 S 
50-261 P 
90-324 9 
50-324 R 

50-324 B 
90-400 E 
50-400 E 
90-400 F 
90-325 0 

90-325 S 

50-400 E 
90-329 8 
90-261 B 
90-400 0 

50-400 0 
50-324 9 
50-324 6 
50-400 0 
90-400 O 

90-400 0 
50-400 0 
90-400 0 
90-400 e 
90-261 P 

90-400 E 
90-400 E 
90-324 F 
90-324 F 
90-400 E 

90-329 0 
50-261 0 
90-400 0 
90-329 0 
90-324 0 

50-324 P 
50-324 P 
90-324 0 
90-324 0 
90-324 8 

90-324 P 
90-324 P 
90-400 e 
50-400 E 

50-261 P 

90-261 P 
90-400 F 
90-400 F 

50-261 P 
90-261 P 


0310210264 

0310210264 

6310210268* 

0310210268* 

0310240183 


50-324 

50-324 

90-324 

50-324 

50-400 


P 

P 

P 

P 

0 



CORPORATE SOURCE INDEX 


527 


AUTHOR 

AFFILIATION 


Ctnter for Lou in Public 


Contronlci Inc 

Chackos h Hoare 
Chamlln* Ochattlandj Roftani 
Ullano 

Charlavoixi MI 


Gham-Nuclaar Siiftamsi tnc. 


Inberaftt 


Cavanagh St 


ACCESSION 

NUMBER 

aaiosAoioa 
631025003^ 
S3 1 0230036 
0310390120 
031O2SO211# 

0310290237 
0310290396 
B3i 0230450 
0310290490 
e3l029D460» 

0310230480* 

0310290321 

0310230371 

0310290371 

0310290396* 

0310250608* 

6310290638 

0310250638 

8310260134 

8310260134 

8310260141 
8310260141 
0310260149* 
83 10260 149* 
0310260147 

B310260147 

0310260148* 

0310260148* 

8310260192 

0310260153 

8310260259 

8310260239 

0310200014 

0310200014 

8310280031 

8310280091 

6310280164 

8310280164 

8310310027 

8310310032* 

8310310146 

8310040212* 

8310040539 

8310030421 

8310110038 

8310110058 

8310110127 

8310110127 

8310110317 

8310130243 

8310180160 

8310180160 

8310180248 

8310180248 

B31021022B 

8310210228 

8310210242* 

8310210242* 

8310240198 

8310250043 

8310260236 

8310260236 

8310260277 

8310270358 

0310270398 

8310280097 

8310280097 

8310310141 

8310310141 

0310180541 

8310040229 

8310270927 

0310090494# 

8310090901# 

8310030907# 

8310140076# 

8310140078# 

0310170192 

8310170199# 

B31017023S 

8310170748 

8310170730# 

0310190332 

0310190391 


SUBJECT 

CATEODRV 


50-400 

0 

30-324 

P 

30-324 

P 

90-324 

F 

90-400 

Q 

90-324 

S 

90-324 

8 

30-400 

R 

30-400 

R 

30-324 

0 

30-324 

Q 

30-329 

S 

30-261 

Q 

30-261 

Q 

90-261 

Q 

50-261 

Q 

30-400 

E 

50-400 

B 

30-400 

E 

50-400 

E 

30-324 

P 

30-324 

P 

30-324 

P 

50-324 

P 

30-400 

E 

50-400 

E 

50-324 

P 

30-324 

P 

30-400 

E 

30-400 

E 

50-400 

E 

50-400 

E 

90-400 

E 

30-400 

E 

90-400 

0 

90-400 

0 

90-400 

0 

30-400 

0 

90-261 

p 

30-261 

p 

50-400 

0 

90-279 

G 

30-279 

G 

30-279 

G 

50-279 

G 

90-279 

G 

90-279 

G 

30-279 

G 

30-279 

0 

30-279 

G 

50-279 

0 

30-279 

G 

30-279 

0 

90-279 

G 

30-279 

T 

30-273 

T 

30-273 

T 

50-273 

T 

50-273 

G 

30-273 

G 

90-273 

G 

30-273 

G 

30-273 

G 

30-273 

G 

30-273 

G 

90-273 

G 

30-273 

G 

90-273 

G 

30-273 

XPORTLIC 

G 

30-403 

G 

30-21^ 

8 

90-199 

0 

30-199 

0 

90-193 

9 

30-193 

T 

90-193 

71-9103 

71-9109 

71-6697 

71-6601 

71-6601 

71-3803 

71-6771 

T 


AUTHOR 

AFFILIATION 


ChCRiicol Mast* Hanagementt Inc 
Chiapettar Helch & A«sO€lat«B> Ltd 
Chriata-Marla 


Cincinnati Allianca for Raspansibla 
Energy 

Cincinnati Oas &t ElBctrle C# 


Cincinnati* OH 

Citiiant Avsociatlon for Sound Cnirgy 


Citlianfl Conc«rne4 About Nuclvar Pouer* 
Inc 

Cittiani Engaged in Removal of Toxic 
Bubatancaat Inc. 

Cltit«n» for 6af# Enirgv 
ClavBland Electric Illuminating Co, 


ACCE88I0M 

NUMBER 


8310250680 

8310120319# 

8310120024* 

8310040945 

8310040620 

8310040621* 

8310040624* 

8310260016 

8310040336 

8310040341* 

8310040459 

8310110269 

8310110206 

8310120292 

8310120304 

8310120383 

8310120442 

8310130237* 

8310130242 

B310140I36* 

8310170348 

8310170404 

8310170448 

e3l0l7O494* 

8310170489 

8310170519 

8310170918* 

8310170649 

8310180296 

8310200083 

8310200098 

8310200209 

8310200212# 

8310200219# 

8310200222# 

8310200227* 

8310200230* 

8310200234# 

8310210110* 

8310210113* 

8310210153 

8310240161 

8310290366 

8310290487 

8310250906# 

8310260098 

8310250109 

8310040230 

8310120414 

8310180163* 

8310180339 

8310180339 

83101B0342* 

8310180342* 

8310280099 

8310260249 

8310260269 

8310170092 

8310190321 

8310040227 

8310040227 

8310040229* 

8310040231* 

8310040231* 

8310040234* 

8310040234* 

8310040404 

8310040404 

8310090920 

8310060340 

8310060340 

8310060392 

8310060392 

0310120206 

0310120206 

0310170469 

8310170613 

8310200238 

8310210112 

8310240169 

8310290483 

8310270030 


SUBJECT 

CATEGORY 


WASTE MOT 
90-277 R 
CONTRACT 
30-199 T 
90-193 T 

90-199 T 
30-139 T 
FOIA 

30-398 F 
50-398 F 

90-398 K 
30-398 G 
90-398 G 
30-398 A 
90-398 A 

30-398 8 

30-398 8 

30-398 A 
30-390 K 
30-338 0 

30-358 8 

50-358 8 

30-398 8 

30-338 Q 
50-358 8 

30-358 A 
90-338 A 
30-398 8 

50-398 8 

90-398 a 

90-390 8 

90-398 A 
90-398 A 
90-398 A 
90-398 A 

90-398 A 
90-398 A 
90-398 A 
50-398 Q 
90-398 Q 

50-398 0 

50-398 Q 
50-398 8 

90-398 8 

30-398 0 

90-398 O 
30-398 H 
90-449 G 
30-443 G 
30-449 O 

90-449 0 

30-449 G 
90-449 G 
90-449 O 
30-449 G 

90-498 O 

30-498 G 
FQIA 

FOIA 

30-440 E 

90-440 E 
90-440 E 
90-440 E 
30-440 E 
90-440 E 

30-440 E 
90-440 8 

30-440 8 

90-440 G 
30-440 8 

30-440 8 

aO-440 8 

90-440 8 

90-440 8 

30-440 8 

90-440 8 

70-2^60 
30-440 E 
30-440 8 

50-440 A 

30-441 8 

30-440 8 



B2B 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


CUveland-Cl i f f 5 Iron Co 
Coalition for Safe Power 


ColoradOi State of 
Comliuetion Engineeringi Inc 


Commerct* Dept ofj Netlotial Bureau of 
Standards 

Commercij Dept of* Natl Oceanographio 
Atmospheric Adminlstret Ion 


Committee to Bridge the Oep 
Commonuealth Edieorn Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

AUTViOn 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOQR' 

Q3102700S0 

0310270030 

B3 10270232 
6310270232 
8310270330 

30-440 

7DPREP 

50-440 

50-440 

50-440 

9 

0 

0 

0 


B31 01 20427 
0310120427 
0310120427 
8310120427 
0310120433 

50-454 

50-454 

50-454 

50-454 

50-373 

8310310030 

8310310050 

0310310370 

031O2AOO52 

0310040200 

50- 440 

50-440 

50-440 

40-8714 

50-460 

A 

A 

A 

<9 


8310120433 

0310130133 

0310140043 

0310140049* 

0310140057 

50-373 

50-374 

50-373 

50-10 

50-373 

0310310063 

0310130066 

0310040337* 

0310060115* 

0310070274 

50-317 P 

WASTE WOT 

50-317 P 

CONTRACT 

30-470 A 


8310140069 

0310140073 

8310140104* 

0310140133 

8310140175* 

50-373 

50-373 

50-10 

50-254 

50-299 

0310130109* 

0310100027 

0310100031* 

0310190192 

0310190215 

50-360 

70-1100 

70-1100 

70-1100 

70-1100 

P 


8310140256 

8310140263 

8310170234 

0310170271 

0310170337 

50-304 

50-373 

71-9010 

50-254 

50-237 

0310200245* 

0310240313 

0310250135 

0310250130 

0310260160* 

50-317 

XPORILIC 

XPORTLIC 

XPORTLIC 

30-520 

P 

A 


8310170337 

0310170337 

0310170346 

8310170346 

0310170353 

50-237 

50-237 

50-454 

50-454 

90-254 

8310310207* 

0310110009* 

70-1100 

CONTRACT 



8310 170353 

0310170356* 

8310170356* 

50-254 

90-454 

50-454 

U 0310070331 « 

CONTRACT 



8310170411 

8310170411 

50-454 

50-454 

0310120369 

03 10120374* 

50-29 

50-29 

P 

P 


0310170411 

0310170411 

50-454 

90-454 

0310190035 

0310030236* 

0310030311 

FOIA 

50-373 

PR 

F 


0310170411 

0310170426 

0310170491 

90-454 

50-374 

90-294 

0310040136* 

0310040162* 

SO- 10 
50-456 

F 

Q 


0310170545 

0310170953 

90-254 

90-237 

0310040260* 

0310040320 

0310040444 

50-454 

30-237 

50-373 

Q 

P 

F 


0310170557 

8310170961 

8310170573 

90-304 

90-295 

90-454 

0310040444 

0310040471 

50-373 

50-237 

F 

P 


8310170573 

8310170573 

50-494 

50-454 

0310040934 

0310040934 

8310040934 

30-454 

50-454 

50-454 

K 

K 

K 


8310170573 

8310170973 

8310170579 

90-494 

90-494 

90-304 

8310040934 

8310040934 

30-454 

30-434 

K 

K 


0310170500 

0310170609 

30-299 

90-304 

8310060186 

8310060190 

03 10060249 

30-373 

50-373 

30-265 

B 

8 

0 


8310170661 

8310170671* 

8310170711* 

90-269 

30-456 

90-373 

0310060271 

0310060314 

30-373 

30-454 

S 

0 


0310170718 

8310180109 

70-2973 

50-254 

0310060319 

0310060319 

8310060321* 

50-454 

50-454 

50-434 

0 

0 

0 


8310180110 

8310180110 

8310180249 

90-299 

90-295 

90-373 

0310060321* 

0310060373 

50-434 

30-237 

0 

B 


8310180252 

8310180263 

90-496 

90-254 

8310060543* 

0310060543* 

0310110117 

50-254 

50-254 

50-295 

F 

F 

P 


8310100263 

0310100273 

0310100275 

90-254 

90-373 

90-494 

0310110117 

8310110123* 

50-295 

50-373 

P 

F 


8310100275 

8310180279* 

50-454 

90-454 

8310110302 

8310110302 

0310110304* 

50-436 

50-436 

30-456 

C 

C 

c 


0310100279* 

0310100201 

8310100201 

90-454 

SO-373 

90-373 

8310110304* 

8310110327* 

50-436 

50-234 

c 

F 


8310180351* 

8310180351* 

90-496 

90-456 

8310110327* 
0310110464* 
03101 10478* 

50-234 

FOIA 

50-237 

F 

8 


0310100397 
B31 01 00397 
0310100425 

90-373 

30-373 

90-373 

8310120061 

8310120108 

50-265 

50-295 

a 

R 


8310190258 

0310200082* 

50-373 

50-294 

8310120108 

8310120109 

8310120130 

50-295 

30-373 

50-254 

R 

8 

8 


B3l 0200082* 

0310200151 

0310200273 

30-254 

50-299 

50-237 

8310120174 

8310120189 

50-295 

30-237 

0 

P 


8310200273 

83 10200273 

30-237 

50-237 

8310120219 

8310120219 

8310180273 

50-436 

50-456 

50-237 

E 

E 

R 


0310200273 

8310200273 

0310200424* 

50-237 

90-237 

90-373 

8310120273 

0310120290 

50-237 

30-373 

R 

0 


0310210016 

0310210054 

90-269 

90-269 

8310120401* 

8310120409 

8310120427 

50-454 

50-265 

50-494 

Q 

Q 

E 


0310210056 

8310210127 

B310210165 

90-374 

90-237 

90-249 



AUTHOR 

affiliation 

CORPORATE SOURCE INDEX 

ACCESSION SUBJECT AUTHOR 

NUMBER CATEGORY AFFILIATION 

accession 

NUMBER 

SUBJECT 

CATEGORY 


astosiOsiB 

50-304 

B 


8310120368* 

50-352 

0 


831021 032S 

50-373 

S 


8310120377* 

50-352 

Q 


S3 102 10234 

50-454 

P 


0310120377* 

50-332 

Q 


8310210234 

50-454 

F 


031OIBO132 

50-352 

Q 


8310210236# 

50-454 

F 


8310100132 

50-352 

0 


83 10210236# 

50-454 

F 


B3101G0139* 

50-352 

0 


8310210236* 

50-454 

F 


8310180139* 

50-332 

0 


0310210297 

50-337 

8 


B3L01G0146* 

50-352 

0 


0310210313 

50-237 

S 


8310180146* 

50-352 

0 


0310210377* 

30-295 

F 


8310160234 

50-352 

9 


0310240067 

50-329 

Q 


8310180234 

50-352 

Q 


0310240071 

50-10 

J 


B3l0i80237* 

50-352 

0 


0310240077* 

30-456 

Q 


8310180237* 

30-352 

0 


B31 0230293 

50-254 

P 


G3101S0243 

50-332 

0 


03 10250293 

30-254 

P 


B3101G0243 

50-352 

0 


0310230290* 

30-254 

P 


B31D210153 

30-338 

0 


0310230290* 

30-254 

F 


6310270381 

50-334 

0 


0310230290* 

30-254 

P 


6310310231 

50-352 

0 


8310250298* 

30-254 

P 

Consolidated Edison Co of New Yorki 

Inc 8310040228 

50-247 

F 


8310230302* 

SO- 234 

P 


B3101S0194 

50-247 

P 


8310250302* 

30-254 

P 


B310120242 

50-247 

P 


0310250361* 

30-373 

Q 


6310120243* 

50-247 

P 


0310260001 

30-10 

P 


6310120297 

50-247 

P 


0310270017* 

30-10 

F 


6310120366 

50-247 

P 


0310270017* 

30-10 

F 


8310130111 

50-3 

P 


0310270017* 

30-10 

F 


0310130111 

50-3 

P 


0310270020* 

30-254 

F 


8310130113* 

50-3 

P 


8310270028* 

30-254 

F 


9310130115* 

50-3 

P 


8310270032* 

30-234 

F 


0310130119* 

50-3 

P 


8310270032* 

30-254 

F 


8310130119* 

50-3 

P 


8310270100 

30-436 

6 


8310190163 

50-247 

B 


0310270267 

30-373 

S 


3310260304 

50-3 

F 


8310270274 

50-373 

8 


9310S70126 

foia 



0310270276 

30-373 

8 


8310280094 

50-247 

8 


0310270287 

30-295 

8 


8310280261* 

50-3 

F 


8310270400 

30-254 

B 


8310280267* 

50-3 

F 


8310270404 

30-254 

3 

Consumers Poy«r Co 

8309090259 

50-329 

S 


8310270419 

30-265 

B 


8310030463 

50-329 

0 


8310270424 

80-249 

8 


8310040122 

50-329 

A 


8310270477 

30-249 

8 


6310040264 

50-155 

P 


8310270490 

30-373 

9 


G310040266* 

50-155 

P 


8310270537* 

50-10 

F 


8310040363 

50-155 

T 


0310280209* 

50-10 

F 


8310040367* 

50-155 

T 


8310280215* 

30-373 

F 


0310040369* 

50-153 

T 


8310280314* 

30-10 

F 


8310040373* 

30-155 

T 


8310310049 

30-295 

P 


8310040376 

50- 1 55 

T 


8310310054 

30-254 

P 


8310040381* 

50-153 

T 


8310310054 

80-254 

P 


0310040503 

30-155 

T 


8310310060 

50-293 

P 


0310040519* 

30-155 

T 

rotnmuril tg Legal Servicatf 

Inc 8310260273 

30-352 

<3 


8310040540 

30-155 

T 

:ana9t Gai p 

8310100431* 

0A999 



8310040531 

30-153 

T 

:ann«cticut Vankea Atomic 

Powar Co 8310040334 

PR 



0310040553 

30-133 

T 


8310050431 

PR 



8310040537* 

50- 1 33 

T 


8310060262* 

50-213 

F 


8310040560* 

50-133 

T 


8310120270 

PR 



8310040564* 

30- 1 33 

T 


0310120375 

80-213 

P 


8310040560* 

30-135 

T 


8310180344 

80-213 

P 


8310040594 

50-133 

T 


8310100409 

50-21 3 

P 


831004061 t* 

30-155 

T 


8310190007 

80-213 

R 


8310050296 

30-329 

A 


0310250315 

80-213 

B 


8310050296 

30-029 

A 


8310250321 

80-213 

B 


8310050322 

50-329 

A 


8310270021* 

50-213 

F 


8310050322 

50-329 

A 


8310200313* 

50-213 

F 


8310050463 

50-255 

P 

;onnttr Sr Mottarhajm 

B310040627 

50-352 

0 


0310050465* 

30-255 

P 


0310050515 

50-332 

0 


8310050469* 

50-255 

P 


8310110200 

50-338 

0 


8310050483 

50-155 

9 


8310110216* 

50-338 

0 


8310050486* 

50-155 

0 


8310110269 

50-338 

0 


8310050489* 

50-155 

0 


0310110275 

50-332 

Q 


8310050491* 

50-155 

0 


0310110275 

80-352 

Q 


83 lOD 50494* 

50-153 

9 


8310110277* 

50-332 

0 


8310050501* 

50-155 

0 


8310110277* 

80-352 

9 


0310050507* 

50-155 

0 


8310110204* 

50-332 

9 


0310060024 

50-155 

P 


0310110284* 

50-332 

9 


0310060030* 

50-135 

P 


8310110286 

50-358 

0 


0310060047 

50-255 

P 


0310110207* 

50-332 

9 


8310060080 

50-155 

P 


8310110207* 

50-332 

0 


8310060221 

30-255 

8 


0310110297* 

50-332 

9 


8310070142 

50-329 

A 


8310110297* 

50-332 

9 


8310070142 

50-329 

A 


8310110305 

50-332 

9 


8310070177 

50-255 

P 


8310110312* 

50-332 

0 


8310110024* 

30-155 

F 


8310110312* 

50-332 

a 


8310110045 

50-155 

T 


8310120364 

50-332 

a 


8310110063 

50-155 

0 


8310120364 

50-332 

a 

1 

0310110239* 

50-153 

F 


8310120368* 

50-352 

0 


8310110293* 

50-153 

T 



530 


CORPORATE SOURCE INDEX 


AUTHOR ACCESSION 

affiliation number 

subject 

cateoorv 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

6310110310 

30'329 

0 


8310250250 

30-299 

9 

a3ioiaoo&4 

50-255 

S 


831025D462 

90-239 

9 

331012Q1I0 

90-139 

s 


8310250907* 

30-32? 

A 

931012021 1 

30-135 

T 


B310250507* 

50-32? 

A 

B31D1202I5«^ 

30-153 

T 


031 02601 1 8 

50-139 

F 

B31O12O210* 

50-1 '99 

T 


8310260202 

30-400 

Q 

63101 S0221# 

30-199 

r 


831 0260202 

30-400 

0 

G3 10120229* 

30-199 

T 


831 0260209* 

50-400 

9 

831 01 20229* 

90-155 

T 


8310260207* 

30-400 

Q 

8310120233* 

30-199 

T 


IS31D260331 

50-32? 

A 

8310120249 

50-295 

S 


8310260331 

50-32? 

A 

8310120254 

50-293 

A 


8310270066 

50-32? 

A 

8310120318 

30-255 

Q 


831 0270066 

50-329 

A 

.8310120320 

50-329 

A 


8310270162 

50-259 

3 

8310120327* 

30-195 

a 


831 0270171* 

50-32? 

a 

8310120331 

50-293 

8 


8310270171* 

50-32? 

0 

8310120369 

90-153 

0 


8310270219 

50-199 

P 

8310130174 

90-199 

T 


8310270221* 

90-199 

P 

8310130179* 

50-195 

T 


8310270245 

50-155 

9 

B310J30214 

90-193 

T 


-8310270265 

50-32? 

8 

8310130218* 

30-195 

T 


8310270352* 

50-329 

0 

8310130296 

30-195 

P 


83 1 0270510* 

50-195 

F 

8310140074 

90-199 

T 


8310270S10* 

50-199 

F 

8310140076* 

90-139 

T 


8310270910* 

50-195 

F 

8310140070* 

90- 1 59 

T 


0310270573* 

50-155 

F 

8310140273* 

30-329 

A 


8310270993* 

90-159 

F 

0310140273* 

50-329 

A 


8310270993* 

90-159 

F 

8310170257 

90-329 

A 


8310270993* 

90-159 

r 

B310I702S7 

50-329 

A 


8310270397# 

50-199 

F 

8310170351 

30-299 

s 


0310270997* 

50-199 

F 

8310170420 

90-193 

0 


8310280073 

90-329 

G 

8310170421 

90-329 

8 


8310280073 

90-32? 

0 

0310170439* 

90-329 

A 


8310280078* 

50-329 

0 

8310170469 

90-195 

& 


B31 0310076 

50-32? 

r 

B310J704B6 

90-199 

e 


8310310070 

50-329 

n 

0310170552 

90-159 

6 


8310310139 

50-159 

0 

8310170714 

90-329 

A 


8310310145 

50-153 

9 

0310170714 

90-329 

A 


8310310206 

90-195 

0 

0310100222 

90-159 

0 


8310310366 

50-32? 

A 

8310180224* 

90-159 

0 


8310310366 

50-32? 

A 

8310180230 

90-155 

0 


831031036? 

50-32? 

A 

0310180339 

90- 1 99 

0 


831031036? 

50-327 

A 

0310100348 

90-159 

0 


8310310376 

50-195 

P 

8310180464 

90-299 

F 


8310310377* 

90-159 

P 

8310180629* 

50-32? 

0 


0310310383* 

90-199 

P 

831019004B 

90-32? 

0 


8310310371 

90-153 

0 

6310190040 

90-32? 

0 

Control D*ta Corp 

8310180299* 

OA??? 


B31 0200225 

90-30? 

0 

Coordinating Agancg for Supplier 

8310270038 

TOP REP 


6310200294 

90-32? 

Q 

Evaluation ICASE Assoc ) 




B31 0200294 

90-32? 

0 


83 10270059* 

TOPREP 





Critical Mass Energy Project 

8206140403* 

FOIA 


0310200296 

90-299 

Q 





63 1 0200269 

90-32? 

A 

Cunberlanii Countg* PA 

8310130219 

50-28? 

H 

8310200265 

90-32? 

A 

O-'Appo 1 onia Consulting Englneersj Inc 

8310120225* 

90-199 

T 

0310200417* 

90-195 

F 


8310130299* 

90-199 

P 

6310200423* 

90-195 

F 

DaiTyland Pomer Cooperative 

8310090101 

30-407 

P 





8310130311* 

90-409 

F 

8310210027 

90-329 

A 





8310210027 

90-32? 

A 


8310170159 

90-407 

P 

8310240023 

90-32? 

A 


8310170364 

90-409 

a 

8310240023 

50-32? 

A 


8310190027 

90-407 

R 

9310240029 

90-32? 

A 


6310210002 

90-40? 

G 





8310310163* 

90-407 

a 

6310240029 

90-329 

A 





8310240033 

90-32? 

A 

Dataflow Systemst Inc 

6310280137* 

CONTRACT 


6310240033 

90-32? 

A 

Datiphin Countyi PA 

B3101S0171 

90-320 

H 

8310240050 

50-32? 

A 

OeKalb Ar'«a Alliance for Responsible 

8310040209 

90-494 

0 

6310240090 

90-32? 

A 

Energy 








8310200077 

90-494 

0 

8310240063 

90-32? 

A 


8310210219* 

50-494 

0 

8310240084 

90-32? 

A 





8310240120 

90-199 

0 

Debevols* Liberman 

8310030406 

50-413 

Q 

8310240131 

90-329 

A 


8310040008 

PR 


0310240132* 

90-199 

0 


8310060316 

50-445 

0 





83101 10068 

50-491 

0 

8310240136 

50-32? 

A 


6310110322 

30-445 

O 

9310240172 

90-32? 

0 





8310240172 

90-32? 

0 


8310110560 

foia 


8310290041 

90-32? 

0 


6310140022 

90-445 

T 

93102 90041 

90-32? 

0 


8310140066 

50-900 

0 





8310140086 

90-508 

0 

6310290093 

50-32? 

0 


6310170412 

50-449 

D 

8310290053 

50-32? 

0 





8310290058 

90-32? 

A 


8310170412 

90-449 

0 

83 1 0290050 

90-329 

A 


8310170417* 

50-449 

0 

0310290073 

90-329 

0 


6310170417* 

90-445 

0 





8310180158 

90-449 

0 

8310290073 

90-33? 

0 


8310210184 

90-449 

0 

8310290101 

90-32? 

s 





8310290101 

50-32? 

8 


8310270089 

FOIA 


8310290203* 

90-399 

Q 


8310280126 

90-908 

0 

8310290203* 

90-299 

0 


8310310175 

90-908 

Q 




CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 

ACCESSION 

NUhVDER 

SUDJECT 

CATEOORV 

Debfvoisa it Plimpton 

8310120034* 

30-201 

1 

DBC*tur< At- 

0310030420* 

CONTRACT 

Defense^ Dept oT* Defense 

Nuclear Agency 8310210413* 

90-170 

F 

Del Research Gorp 

0310030335 

NUREQ 


0-Bl3Ujare» State of 

0310290038 

30-272 

0 

Detrait Edison Co 

0310120078 

50-341 

A 


8310120190 

90-34 1 

A 


831012031 1* 

50-34 1 

0 


8310130018 

50-34 1 

E 


8310130229 

30-341 

A 


8310170594* 

30-341 

K 


8310170600* 

30-341 

K 


8310160034* 

50-341 

F 


8310160037* 

30-341 

F 


8310160042* 

50-341 

F 


83101G0470 

30-341 

A 


831050010? 

50-341 

H 


0310510032 

30-341 

A 


8310510066 

30-341 

a 


8310210581 

50-341 

A 


8310250114 

30-341 

S 


0310270447 

30-341 

s 

Doc-Search Associates 

8310270465 

FOIA 


Dohertiif J F 

8310040401 

50-293 

0 


8310110202 

30-443 

0 


8310110202 

50-443 

0 


8310110316 

50-443 

0 


6310110316 

50-443 

0 


8310260262 

50-443 

0 

Don L. Wartievj Inc 

0310170030 

70-020 


Dorseij^ J A 

831 0040490 

90-352 

0 

Dougherty* J Q 

8310200105 

90-322 

Q 

Doui Chemica 1 Co 

8310110097* 

FOIA 



0310110125* 

FOIA 


Drexel Unlv i Philadelphia* 

PA 8308310912# 

90-267 

a 

Duk* Pouer Co 

8310030396 

PR 



6310030406 

90-413 

0 


8310030406 

30-413 

0 


8310030409* 

90-413 

Q 


8310030409* 

90-413 

Q 


8310030423 

90-207 

9 


8310040016 

50-413 

E 


8310040287 

90-413 

F 


8310040319* 

90-413 

0 


8310040368 

90-36? 

P 


0310040403 

90-370 

9 


8310040474 

50-369 

P 


0310040474 

90-36? 

P 


B3100404B2* 

90-369 

P 


8310040482* 

90-36? 

P 


8310040492* 

90-269 

0 


6310040492* 

90-26? 

0 


0310040492* 

90-26? 

0 


0310040975 

90-26? 

Q 


0310040979 

90-26? 

Q 


0310040979 

50-26? 

0 


0310040999 

50-413 

0 


8310060038 

90-413 

8 


8310060030 

90-413 

8 


8310060052 

90-413 

8 


8310060092 

90-413 

8 


0310060090 

90-36? 

0 


0310060090 

SO-369 

0 


8310060063* 

50-369 

0 


8310060060* 

90-369 

a 


8310060299 

90-370 

8 


8310060260* 

90-369 

f 


8310060299 

90-413 

0 


8310060310 

90-413 

T 


8310060310 

90-413 

T 


6310060304 

90-369 

8 


8310060426 

90-269 

8 


0310070131* 

90-370 

f 


0310070143* 

50-269 

F 


0310070192* 

50-26? 

F 


0310070192* 

50-269 

F 


8310110060 

30-491 

0 


8310110076* 

30-269 

F 


83101 10076* 

50-269 

F 


0310110076* 

30-269 

F 


0310110077* 

50-369 

F 


0310110079* 

30-369 

F 


0310110000* 

50-269 

F 


0310110000* 

50-269 

F 


83101 1OO0O* 

50-269 

F 


AUTHDn ACCEBBIO^^ &UDJCCT 

affiliatiom number category 


B3lOli0141-» 3Q-26Y F 

03101 i 0274 S0-4ia Q 

0310110274 50-413 0 

0310110410# 50-369 F 

03101 10421* 50-369 F 

8310130413 50-369 B 

8310140143 50-269 P 

8310140159 50-269 B 

8310140205 50-369 P 

8310140205 50-369 P 

8310140207* 50-369 P 

8310140207* 50-369 P 

0310140253 50-269 P 

0310140293 50-269 P 

0310140293 90-269 P 

0310170240 50-369 0 

0310170334 71-9039 

8310170384 50-369 B 

8310170430 90-369 8 

0310170936 90-269 8 

D31O1BOIO0 90-369 R 

8310100100 90-369 « 

8310100167 30-269 R 

03101 Q04 4 4 90-269 F 

8310100444 50-269 F 

031O1BO444 50-269 F 

0310180444 90-269 F 

0310100444 90-269 F 

0310190169 50-413 E 

0310190165 90-413 E 

0310190195 90-413 E 

8310190199 30-413 C 

8310190262 90-413 E 

8310190262 90-41? E 

0310210005 90-369 8 

0310210020 50-369 B 

B3102 10077 50-370 S 

8310210111 50-413 8 

8310210111 50-413 8 

8310210179 50-413 A 

8310210179 50-413 A 

8310210106 90-413 T 

8310210106 50-413 T 

8310210192* 30-413 T 

8310210192* 50-413 T 

8310210300 50-369 0 

0310210309 90-369 0 

0310210312 90-369 0 

0310240014* 90-413 T 

0310240017* 90-413 T 

0310240010* 50-413 T 

0310240030* 90-413 T 

031 0240030# 50-413 T 

0310240038# 90-413 T 

0310240030# 90-413 T 

0310240040* 50-413 T 

D3J 0240040* 50-413 T 

0310240043* 90-413 T 

0310240043* 50-413 T 

0310240047* 90-413 T 

8310240047* 90-413 T 

0310240049* 90-413 T 

0310240049* 90-413 T 

0310240053* 90-413 T 

8310240053* 50-413 T 

8310240095* 90-413 T 

0310240039* 90-413 T 

8310240096* 90-413 T 

8310240056* SD-4t3 T 

8310240097* 90-413 T 

8310240097* 50-413 T 

8310240098* 90-413 T 

8310240099* 90-413 T 

0310240099* 90-413 T 

0310240099* 90-413 T 

8310240060* 90-413 T 

8310240060* 90-413 T 

8310240061* 30-413 T 

8310240062* 90-413 T 

83 1 0240069* 90-4 1 3 T 

8310240069* 90-413 T 

0310240060* 90-413 T 

8310240068* 90-413 T 

0310240073* 90-413 T 

B310240073* 90-413 T 



532 


CORPORATE SOURCE INDEX 


(AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


B3l 0240076* 
53 10240076* 
8310240131 
5310250071 
5310250074 

50-4X3 

90-413 

50-269 

30-369 

50-369 

T 

T 

P 

5 

6 

Eberlln* Instrument Corp 

Eddlamanr N 


8310310067* 

5310310065* 

8310060412 

0310250655 

8310030367 

30-250 F 

50-290 f 

XPORTUIC 
XPGRTLIC 
50-400 t 


5310250074 
5310230076* 
8310350050* 
83 10 2 50524* 
0310230665* 

50-369 

50-369 

90-369 

50-369 

50-269 

S 

5 

6 

Q 

a 



0310030367 

0310030369* 

5310030369* 

5310030372* 

0310030372* 

30-400 1 
30-400 ( 
30-400 ( 
30-400 ( 
30-400 C 


5310270045 

5310270079 

5310270136* 

8310270146* 

5310270173 

50-370 

50-269 

30-369 

30-369 

30-369 

s 

a 

F 

F 

S 



B3 10030375* 
0310030375* 
0310030377* 
0310030377* 
9310030380* 

30-400 C 
50-400 C 
50-400 t 
90-400 C 
90-400 C 


5310270209 

5310270310 

5310270412 

5310270452 

5310270452 

30-370 

50-370 

30-269 

50-413 

50-413 

9 

5 

S 

S 

a 



8310030300* 

0310040518 

B310040523 

8310120370 

8310140072 

50-400 G 
30-400 < 
30-400 € 
90-400 C 
50-400 C 


8310250029 

0310200029 

0310280029 

0310250096 

0310250105 

30-269 
50-269 
50-269 
50-4 1 3 
90-269 

F 

F 

F 

E 

P 



6310230037 

8310290037 

0310290040 

B310230040 

5310250006 

90-400 C 
50-400 G 
90-400 C 
50-400 G 
50-400 G 


0310200105 

0310250105 

5310250124 

5310310416 

Q31D3I0416 

90-269 

50-269 

50-269 

50-369 

50-369 

P 

P 

F 

F 

F 

Edpari 6 L 

Edlauj Intar natl onal Co 


6310250006 

0310270391 

0310260272 

0310060090 

8310060130 

90-400 C 

90-400 G 

90-537 G 

XPORTLIC 
XPORTLIC 

l)u>iut«n» Light Co 

5310030360* 

5310040400 

5310040411* 

8310040561 

5310040569* 

90-412 

50-334 

50-334 

50-334 

50-334 

Q 

0 

Q 

F 

F 



8310100093 

8310100113 

0310100562 

83101BOS6S* 

0310240301 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTUIC 


6310120237 

5310140200 

6310180322* 

5310150432 

6310160434* 

50-334 

50-334 

50-334 

90-334 

30-334 

P 

F 

0 

F 

F 

Electric Power Research 

Energy Incorporated 

Institute 

0310240302* 

0310030630 

0310160110 

0310210198* 

8306030372* 

XPORTLIC 
TOPREP 
NUREO 
CONTRACT 
50-266 P 


8310190019 

5310210238 

6310210240* 

5310240146 

5310250546 

90-334 

90-334 

90-334 

90-334 

90-334 

R 

P 

P 

F 

6 



B3060B0053* 
0306080063* 
0306000106* 
03060001 12* 
0306130436* 

50-312 P 
50-336 P 
50-302 P 
90-272 P 
90-346 P 


8310250595 
0310270154 
8310280010 
5310310062 
&3 10310089 

90-334 

90-334 

50-334 

50-412 

50-412 

B 

P 

6 

K 

A 

Energyj Dept oF 


0310030605 
0310030610* 
0310110624 
03101 10626* 
0310130000 

WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 

ECS Nuclear* Inc 

8310310309 

5310100451* 

6310150405* 

031O1BO493* 

031O1BO497* 

50-412 

90-307 

90-307 

90-307 

90-307 

F 

P 

P 

P 

P 



9310130067 

8310130071* 

8310170027 

0310170139 

0310170170 

WASTE MOT 
WASTE MOT 
71-9070 
WASTE MOT 
71-5593 


B3101B049B* 

esioiBosoi* 

8310100504* 

6310100309* 

8310160910* 

50-307 

90-307 

90-307 

90-307 

90-307 

P 

P 

P 

P 

P 



0310170175* 

0310170306 

8310170330 

8310170342 

8310170739 

71-5595 
71-6550 
WASTE MOT 
71-4909 
71-6400 


0310100914* 

53101B051B* 

0310160520* 

6310160523* 

8310160923* 

90-307 

90-307 

90-307 

50-307 

50-307 

P 

P 

P 

P 

P 



B310170744 

0310180130 

0310190335 

0310240293 

B31O240255 

71-9939 
40-6766 
71-9975 
WASTE MOT 
WASTE HOT 

Inc 

5310040123* 
63100 50331 
6310050335 
6310290570* 
0310310346* 

90-395 

NUREO 

NUREO 

50-409 

50-275 

P 

P 

0 



0310240271* 

0310290093 

0310290102 

0310250107* 

8310250147 

WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 
ORO 

ENSAi Ittc. 

EQEj Inc. 

Ead H»tal lurg leal* inc. 

Earth Scitncai Aiaociatif 

0310310394* 
6310060191* 
0310 120233* 
5310200422 
5310070209* 

50-275 

CONTRACT 

90-195 

71-6144 

CONTRACT 

0 

T 



0310250416 

0310250416 

8310250423* 

6310250423* 

6310290591 

50-275 Q 
50-273 Q 
50-275 Q 
50-279 Q 
50-312 P 

Eaet-Ufii Tachnolpim Carp 
Ebaico aarvtcai, Inc Ciubi 
Carp } 

5310040363* 
ot En**rch 6310040239* 

B310040249* 

5310060236* 

8310070285 

0A999 

90-382 

30-302 

90-400 

Wise 

0 

0 

0 



0310290591 

8310250991 

6310260292 

8310200076 

6310200203 

90-312 P 

50-312 P 

50-937 0 

WASTE MOT 
WASTE MOT 


5310130291* 

5310170221 

8310170230* 

8310170325* 

90-400 

71-9027 

90-339 

90-339 

E 

f 

F 

Energyi Dept of> Clinch 
Reactor Plant 

Engineer* Intern oti on* 1« 

River Breeder 

Inc 

6310260295* 

6310310102 

0310310059 

0310170067* 

WASTE MOT 
WASTE MOT 
50-337 A 

CONTRACT 



CORPORATE SOURCE INDEX 


533 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

Environmental Congress of Mid-Ml ch ijjan 

8310U0520 

FOIA 


Environmental Protection Agency 

e3l0060406« 

90-313 

P 


B3J01 70699* 

COMMISSION 


831Q2401S6 

90-261 

P 

Essex Corp 

0310240149* 

90-354 

F 

European Communities^ Commission of 

0310060419 

XPORTLIC 



0310060420 

XPORTLIC 



0310060424 

XPORTLIC 


Evarvston Rasp Evanston. IL 

0310110567 

roi A 


Exxon Corp 

0310260357 

40-0064 


Elion Nuclear Co # Inc tsubs of Exion 

0310090346 

TOPREP 


Corp 1 





0310030470* 

90-259 

P 


03 10070260 

TOPREP 



0310120357* 

70-1297 



0310120419* 

90-261 

P 


0310120422* 

90-261 

P 


0310130200 

70-1297 



0310140239 

TOPREP 



0310140244* 

TOPREP 



0310170233 

70-1297 



0310170236* 

70-1297 



031021013? 

TOPREP 



0310290346 

PR 


Fal k aobesner* D 

0310200103 

90-490 

A 

Federal Emergency Management Agency 

0310040510 

90-443 

0 


031OO9OS4B 

90-3 

r 


0310090552* 

90-3 

F 


0310090394* 

90-3 

r 


0310170900 

90-322 

0 


0310250401* 

50-315 

F 


031027023? 

90-322 

0 

Fisher Controls Co 

031026023?* 

50-277 

P 

Florida International Univ 

0310060512* 

CONTRACT 


Florida PoiJer & Light Co 

0310030294 

90-309 

s 


0310030262 

90-251 

B 


0310030390 

90-309 

B 


0310030440 

90-387 

S 


8310040149 

50-250 

F 


8310040334 

PR 



8310060492* 

90-339 

F 


8310060474* 

90-335 

F 


8310070250 

90-30? 

F 


0310070293* 

90-30? 

r 


0310110130 

90-250 

0 


0310110296 

90-250 

p 


031013000? 

90-339 

p 


0310130129 

00-290 

p 


0310130153 

90-389 

0 


8310130154* 

90-389 

Q 


0310130197* 

90-389 

Q 


8310140217 

50-389 

s 


0310170222 

90-339 

F 


0310170224* 

90-339 

F 


0310170240 

90-250 

F 


0310170240 

90-250 

r 


031010D20B 

90-335 

p 


0310100200 

90-335 

p 


0310100211* 

00-339 

p 


031010021 1* 

90-339 

p 


0310100294 

90-339 

p 


0310180324 

50-250 

p 


0310100324 

90-290 

p 


0310180327* 

90-250 

p 


0310180327* 

90-290 

p 


031010039? 

80-290 

s 


031018039? 

90-290 

s 


8310100301 

90-250 

<1 


0310100301 

90-250 

Q 


8310190023 

90-230 

R 


8310190104 

90-389 

B 


8310210223 

90-291 

B 


0310240140 

90-339 

P 


831025003? 

90-389 

S 


0310250060 

90-30? 

S 


0310250337 

90-38? 

a 


8310290431* 

90-290 

0 


0310250437* 

90-250 

0 


8310270093* 

90-38? 

F 


8310270067* 

90-30? 

F 


0310270120 

90-339 

P 


0310270211 

90-30? 

P 


0310270247 

90-250 

<k 


8310270277 

90-251 

B 


0310270354* 

90-251 



AUTHOR 

AFFlLlATrON 


Florida Pau»r C«rp 


Florida State Univ 

riorida* Univ of. Oalnesvill«j FL 


Foletji Uoag & El lot 
Foxboro Ccrp 

Franlcltn Inetitute/Franld in Research 
Center 


Future Resourcit- Aesoclatisj Inc 
OA Technol on iesi Inc /General Atomic Co 


GO No ell GmbH 
Gambit 

Oaneral Electric Co. 


ACCESSION 

NUMBER 


B3 102 BOOBS 
eSlOSBOlSO 
8310310019 
83103 1 0070 e 
8310040301 

83100404S0 
831 DO 4 0463 
B310040472«- 
0310070306 
0310070307 

0310120191 
0310120301 
03101 203B7 
9310130136 
0310140079 

03101 4OO0O« 
B31D1 40123 
8310140107 
3310140233 
8310140243 

0310140266* 

0310140260* 

0310170919 

0310100436 

0310100473 

031OS1OO21 
03102 80374« 
8310280490 
8310080239 
8310110366* 

83101001974 
83101 10365 
8310070301 
8104070444* 

82100 100B7-* 

821S010152* 

0301810240* 

0306160913* 

0306160602* 

0307200260* 

B307290463* 

0308030016* 

0300030302* 

0308100960* 

0308300317* 

0308310518* 
8309020392* 
03090 60263 e 
0309160803* 
0309200506*- 

83102100974 

8310070240* 

8310060177 

8310130270 

0310130274* 

0310170064 
0310100319 
0310290393 
03 10200462* 
0310110040 

0310040026 

0310040530 

0310090109 

0310070264 

0310070281 

8310070310 

8310110909* 

8310110913* 

8310130229 

8310130228* 

8310 130367 
0310130371 
8310170061 
8310170159 
8310170150* 

0310170249 

0310170940 

0310180076 

8310180009 

8310180112 

8310180118 

8310180310 

8310180927* 

8310180928* 


SUBJECT 

CATEOQRV 


90-335 P 
50-335 P 
90-335 P 
50-250 P 
90-302 P 

90-302 F 
90-302 P 
30-302 Q 
90-302 9 

50-302 9 

50-302 P 
50-302 S 
50-302 P 
50-302 Q 
90-302 P 

50-302 P 
90-302 S 
50-302 S 
50-302 8 

90-302 R 

90-302 R 
90-302 R 
90-302 9 

90-302 P 
90-302 P 

90-302 B 
90-302 Q 
50-302 O 
NUREO 
50-83 F 

CONTRA'CT 
50-438 Q 
50-10 8 

90-206 P 

90-272 P 

50-346 P 
50-244 P 
50-324 P 
50-302 P 
50-336 P 

50-313 P 
90-295 0 

90-315 O 
90-346 P 
50-213 P 

50-267 Q 
50-277 P 
50-315 P 
50-286 0 
50-267 0 

CONTRACT 

CONTRACT 

XPORTLIC 

71-6346 

71-6346 

71-6346 
50-8? P 
PR 

CONTRACT 
50-382 Q 

50-217 P 
0£N TEC 18 
70PREP 
50-237 P 
TOPREP 

TOPREP 

FOIA 

FOIA 

70-U13 

70-1113 

XPORTLIC 

XPORTUIC 

70-1113 

70-1113 

70-1113 

70-1113 

TOPREP 

NUREG 

NUREO 

XPORTLIC 

NUREG 

XPORTLIC 

OA997 

06999 



534 


CORPORATE SOURCE INDEX 


/AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEOORV 


83101G&532» QA997 

B3t0ie0977 XPOftTLIC 
031 Ot 80900* XPORTLIC 

B3t03A03{l XPORTLIC 
0310230427 70-1113 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEGORY 


B3 10230430 50-2B9 S 
03 10230434 30-320 8 
031O25O47D 50-320 8 
B310230933 50-289 3 
03 10230309 30-209 3 


0310230357 
B31O2A0DO7 
0310260019 
B3 10 2601 06 
B31 0260206 


RECOIL 

XPORTLIC 

xpoRTL rc 

30-447 H 
30-447 K 


031O2SO6D6 
B310230629 
9310260143 
331 0270 129« 
0310270130 


50-2B9 0 
30-320 8 
30-209 P 
30-289 F 
30-209 P 


6in»r«l Motors Corp 


831026021 1» 

0310260307* 

0310310209 

0310260066 

8310260073* 


30-447 K 

70-1113 

NUREO 

XPORTLIC 

XPORTLIC 


83102701 3B« 
B310270396* 
03 10280 102 
8310200108 
0310260115* 


30-21 9 a 
50-289 F 
50-320 P 
50-289 P 
30-289 P 


Osnsral Phv»ic* Carp 0310070436 NUREO 

0310190203 NUREO 

Otnvral Public Utllititi - CPU a>rvic« 0310030103 30-20? P 
Cnrp 

031 0030396 PR 

03J 00303 00 50-320 P 

0310090055 50-320 P 
031003006 1* 30-320 P 
0310090334* 90-209 F 
0310060390 50-289 P 
0310060932* 90-209 F 

B31 0060531* 50-289 F 
0310070076 90-209 P 
0310070002* 90-289 P 
0310070263 90-209 8 
83 1 0070309 90-209 V 

0310110096 50-209 0 
0310110106* 50-320 F 
0310110200 50-209 P 
0310110217 go-219 P 
0310120185 90-209 R 

8310120125 90-209 R 
8310120360 90-289 R 
8310130009 90-320 P 
0310130064 90-320 P 
8310130002 90-320 P 

8310130000 90-320 P 
03 I 01 30093* 90-320 P 
0310130099* 90-320 P 
0310130114 90-807 P 
8310130130 90-320 P 

0310130141* 50-320 P 
0310140100 50-209 R 
0310140291 90-20? P 
0310170007* 90-809 F 
0310170339 90-219 P 


0310170609 71-9111 


8310170639 

90-320 

P 

8310170647* 

90-320 

P 

G310IB0Q99* 

00-209 

P 

8310100200 

90-020 

P 

8310100347 

90-209 

P 

0310100347 

90-289 

P 

0310180372* 

50-289 

0 

8310180937 

50-320 

P 

0310180540* 

50-320 

P 

8310190031 

ao -219 

R 

8310190060 

90-320 

S 

0310190075 

90-320 

0 

0310190161 

90-889 

0 

8310190164 

90-209 

0 

8310190173 

90-320 

0 

0310190209 

90-320 

8 

831 0190328 

71-9010 


8310200008 

90-209 

8 

8310200011 

90-289 

0 

8310200061 

90-209 

8 

0310200099 

90-320 

8 

8310200195 

90-320 

B 

0310200161 

50-219 

S 

0310200430* 

50-289 

F 

0310200443* 

90-320 

F 

0310210037 

90-289 

R 

0310210089 

30-209 

P 

8310210283* 

90-289 

Q 

8310210390* 

90-209 

F 

0310290293 

90-209 

8 

8310290261 

90-209 

P 

0310290294 

90-289 

B 

0310290317 

90-320 

8 


0310200116* WASTE MOT 

0310200123 50-209 P 

0310310164* 90-320 0 

8310310410 50-389 P 

Oeor 0 lA Pcili>*T Co 0310030247 30-321 6 

B310030304 50-321 S 

0310030318 30-366 S 

0310030319 50-366 S 

8310030336 50-366 8 

8310030339 30-366 8 

8310030382 50-366 8 

0310030410 50- ‘32 1 S 

8310030413 50-366 O 

B310030433 50-366 S 

8310030442 30-366 S 

8310030481 50-321 8 

B310030486 50-366 S 

0310030910 90-366 B 

8310040366* 50-321 Q 

0310040409 50-366 8 

0310040524 50-321 8 

031006001 1 50-366 8 

8310070279 50-321 P 

B3 10070200* 50-321 P 

8310070287 50-321 P 

83100702B7 50-321 P 

0310110126 50-321 P 

031 0120265 90-321 P 

8310120265 50-321 P 

8310120296 50-424 8 

831012040Q 50-366 O 

8310140014 90-321 S 

0310140144 50-321 S 

8310140241 50-321 P 

8310170103 50-366 P 

8310170397 90-321 S 

0310170909 90-366 8 

B310170931 50-366 S 

8310170566 50-424 9 

8310170502 90-321 8 

Q3101705B4 50-366 S 

0310170743* 50-321 F 

8310170746* 50-321 F 

8310190014 90-321 R 

0310190129 50-424 A 

B310190125 50-424 A 

0310190126* 90-424 A 

0310190126* 90-424 A 

0310210270 50-321 P 

0310210270 90-321 p 

B310210277* 90-321 P 

0310210277* 90-321 P 

0310210279* 90-321 P 

0310210279* 90-321 P 

8310290061 50-366 8 

8310S90212 90-366 S 

0310290289 90-366 S 

0310250291 50-366 S 

8310290311 50-366 3 

8310290312 50-366 S 

8310250343 50-366 G 

8310250906 50-366 8 

8310270315 90-424 B 

0310270327 90-366 P 

8310270334* 90-366 P 

8310310236 30-366 8 

8310310299 90-366 6 

8310310265 50-366 P 

8310310280 90-366 8 

G3 103 10297 90-321 8 



CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Qermanfji Federal Repul>iic of 
Geae 1 ts-chaf t fuer Nuklear Servicei 


Gettv /Fetrotomlc s Co 


01 Ibert /Commonwealth Cos 
Global Neathar Dynamica. Inc 


Oolder AsBocifltes 


OoodsoTt Sc Assoclatcaf Inc 
Oouldj Inc 


Oould's Pumps. Inc 

Government Accountability Project 


Grenada Data 8y«tem»< Inc 
Greeter Reaton Arts Center^ Inc, 
Oreeli|j CD 

Grundy Electric Cooperative! Inc 
Guild. R 


Gulf S< Western InUustrloa. Inc 

Gulf Nuclean Inc 

Gulf States Utilities Co 


ACCESSION 

NUMBER 

8310310308 
8310310363 
8303140143* 
B3 101 30334 
031 01 30336* 

831 0260348 
0ai'D26O392«* 
8310270343 
83101-4 OOaOe 
B3 10270107* 

83102701 10» 
8310030343* 
831 00601 2*?# 
8310060306* 
0310120033* 

8310130201* 

0310280322* 

8310130418* 

'8310070163 

8310210233 

0310130248* 

0310130234* 

8310060243 

8310060239* 

8310060266* 

8310060269 

8310060269 

8310060291* 

8310060291* 

8310110071 

0310120101 

8310120101 

0310130390 

031OI7O3B3 

8310170383 

0310170393 

0310170393 

8310170427 

0310170427 

0310170324 

8310170S24 

B3101Q0496 

8310100496 

83t0100465« 

8310180618 

0310190090 

0310190030 

0310190300 

0310190311 

8310240196 

0310240213* 

8310270237 

0310270237 

8310270266* 

8310270266* 

8310270349 

8310280143 

8310280149 

8310280204 

8310310390 

8310310390 

8310180366 

B310180399 

8310110337* 

0310040461* 

0300300400 

0308300400 

8308300486* 

8308300486* 

8310070399 

8310130384 

0310130306* 

8307260003 

8310030226 

0310000226 

0310030232 

0310030232 

0310030949 

0310040126 

0310040130 

0310040310 

8310040496 

8310040619* 

8310060074 

8310070319 


SW0UECT 

CATEODflV 

50-321 P 
50-366 a 
FDIA 
PRDJ 
PROJ 

■40-6639 
-40-6659 
AO- 669 9 
30-302 P 
FOIA 

FOIA 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 
40-1341 
CONTRACT 
SO- 249 S 

50-430 9 

E 
E 
Q 
0 
Q 

0 
0 
0 
0 
0 

0 
0 
A 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
A 

0 
0 
A 
A 
0 


30-400 

90-400 

S0-33S 

90-358 

90-398 

90-329 

90-329 

30-329 

30-329 

30-329 

90-329 

30-329 

90-329 

90-329 

90-329 

90-329 

90-329 

90-329 

90-329 

90-329 

90-329 

90-329 

90-329 

90-329 

30-329 

90-329 

30-329 

30-329 

30-329 

50-920 

90-928 

90-329 

90-329 

90-329 

90-329 

90-329 

90-329 

30-329 

90-398 

90-329 


50-329 Q 

FDIA 

FOIA 

CONTRACT 
90-398 K 


90-413 
30-4 1 3 
30-413 
30-4 1 3 
TOPREP 

71-9160 

71-9160 

30-438 

30-438 

90-438 

90-438 

90-438 

90-438 

90-438 

90-438 

90-438 

90-438 

90-438 

90-458 

90-458 


AUTRDR 

ACCESSION 

SUBJECT 


AFFILIATION 

NUMBER 

CATEGORY 


8310070319 

30-490 

A 


B31D13D103 

30-490 

B 


8310130210 

30-490 

6 


8310130215 

30-490 

8 


8310130296 

30-490 

B 


8310130258 

30-490 

B 


8310130322 

90-490 

8 


B3101B0269 

90-490 

S 


83101 B0303 

30-498 

8 


0310180309 

90-498 

6 


B310 180460 

30-458 

8 


8310160461 

30-490 

S 


0310210149 

50-490 

s 


8310210179 

30-490 

9 


8310210201 

30-490 

B 


0310210221 

30-498 

A 


8310210221 

30-490 

A 


031O2LO262 

30-490 

B 


0310270181 

50-490 

£ 


831028001 1 

50-498 

6 


0310200030 

50-498 

8 


8310200053 

50-498 

a 


8310200084 

50-498 

8 


8310280117 

50-498 

9 


8310280199* 

90-498 

A 

HH9« Dept oft IPB Public Health Service 

8310070203* 

CONTRACT 


HHM Associates. Inc 

8310090491* 

90-199 

c 

Hallj N 

B31 0090362* 

CONTRACT 


Hanford Engineering Development 

0310260427 

NUREO 


Laboratory 




Harmon & Vfelss 

3310070386* 

COMHiSaiON 


0310110190 

30-443 

0 


0310110190 

90-443 

0 


0310110165* 

30-443 

0 


03101 10165* 

90-443 

Q 


B3101 10170* 

90-443 

0 


0310110170* 

90-443 

0 


0310110179* 

30-443 

0 


031OUO17S* 

30-443 

6 


8310140191 

30-443 

Q 


0310100329 

90-443 

D 


B310290Q46 

90-2B9 

0 


8310310202 

30-443 

0 

Harstead Engineering Aisnciates! Inc 

8310040973* 

90-382 

A 

831(0280006* 

90-382 

A 

Hlttman Nuclear & Development Corp 

6310090096* 

71-9080 


(subs of Hlttman Corp ) 

0310090069* 

71-9000 



0310090074* 

71-9000 



8310170218 

71-9073 



8310170220 

71-9072 



0310310420* 

71-9006 


House of Rep 

0310240241* 

50-520 

U 

House of Rep . Energy It Commerce 

0310110354* 

COMMISSION 

House of Rep . Interior St Insuler Affairs 

0310060994* 

90-382 

u 

0310070300* 

COMMISSION 


0310200073* 

50-445 

u 


0310200467* 

50-275 

u 


0310240217* 

50-928 

u 

House of Rep « Oclence it Technology 

03101109^7* 

COMMJ0StDN 

Houston Lighting U Poyer Co. 

0310030167 

50-490 

K 

0310030167 

30-490 

K 


B31003016B* 

30-490 

K 


8310030168* 

50-498 

K 


8310030311 

PR 



8310040287 

50-498 

8 


0310040410 

50-498 

S 


8310130187 

50-49B 

8 


8310130187 

90-498 

9 


8310130269 

90-498 

9 


8310130269 

90-498 

8 


0310130317 

90-499 

9 


0310130319 

90-498 

8 


8310140110 

90-498 

V 


8310140110 

90-498 

V 


8310180270 

50-49B 

S 


8310210193 

50-498 

9 

Human Performence Techno log les. Inc 

8310190313* 

FOIA 


Hun ton -b Hill lams 

8310040630 

50-322 

0 

83 1 0060300 

90-322 

G 


6310X20119 

90-322 

G 


8310140016 

90-322 

G 


8310170369 

90-322 

C 


8310170409 

90-322 

0 


0310190200 

90-338 

o 



B36 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATIOM 


H^ldro-Eng Ineering 


1 NFO/ DQC 

INTEDA Eiivl rofimtntal Consultants! 
1 c htti galcg 1 cal Associatosj fnc 
Illinois Pouar Co 


IlHnoisr Statt of 


Illlnolt! Uniy of, Urbana, IL 


Itidian RIvbt Coinmunitg CoIIo^b 
Indians h Michigan Elictrlc Co 


ACCESSION SUBJECT 

NUMDER CATEOORY 


S3102A{)277 
0310310124 
3310310128 
33101 SO 136 
3310230178* 


30-333 O 
30-322 O 
30-322 Q 
40-B839 
40-279 


3310200448 FQIA 
Inc Q310070200* CONTRACT 

83J012O12Q* 30-2B9 R 

8309120437 60-461 E 

9310040204 30-461 S 

8310040238 50-461 S 

0310060409* 50-461 Q 

8310110105 50-461 H 

8310120077 50-461 S 

9310120181 50-461 A 

8310120359 50-461 E 

8310120441 50-461 8 

8310140228 50-461 E 

8310200201 50-461 K 

8310200205* 50-461 K 

0310210009 50-461 A 

8310250619 50-461 O 

8310270569* 50-461 P 

8310270374* 50-461 F 

8310120403 50-461 O 

8310170356* 50-454 Q 

831O17069S 40-2061 

0310250049 27-39 

0310250051 27-39 

8310060184# 27-39 


0310070323 NUREO 
8310070140* CONTRACT 


8310030386 

50-315 

P 

0310030391 

50-315 

F 

0310030379* 

50-313 

P 

0310030579* 

50-315 

P 

0310050563 

50-315 

P 

0310030567* 

50-315 

P 

0310060006 

50-315 

P 

83 10060329* 

50-313 

P 

8310060369 

50-315 

8 

0310060479* 

50-315 

F 

0310110434* 

50-315 

F 

8310120188 

50-316 

8 

S310I2D193 

50-316 

8 

0310120197 

50-315 

S 

8310120234 

50-316 

8 

0310120260 

50-3J5 

8 

8310120343 

50-ais 

0 

83101 2037f 

50-316 

B 

0310120443 

50-316 

S 

8310120445* 

50-316 

S 

8310120446* 

50-316 

8 

8310120449* 

50-316 

8 

0310140029 

50-315 

0 

6310140040 

50-315 

P 

8310140040 

50-315 

P 

8310140004 

50-315 

S 

6310140137 

50-316 

8 

0310140130* 

50-316 

B 

0310140139* 

50-316 

8 

0310140140* 

50-316 

S 

8310140141* 

50-316 

8 

0310170357 

50-315 

S 

0310170387 

50-315 

8 

0310170387 

50-315 

9 

8310170607 

50-316 

8 

031017061 It 

50-316 

8 

0310170619* 

50-316 

8 

8310190064 

50-3 1 6 

R 

8310190070 

50-315 

R 

03102001 50 

50-315 

P 

0310200158 

50-3 1 5 

P 

8310210036 

50-3 1 5 

P 

B310210040 

50-3 1 5 

a 

8310210115 

50-315 

s 

0310210120 

50-316 

8 

0310210137 

50-315 

8 

0310210187 

50-3 1 5 

8 

8310210191* 

50-315 

0 

0310210197* 

50-315 

8 

0310210199* 

50-315 

8 

8310210802* 

50-315 

8 

8310210806 

50-316 

B 

8310810812* 

50-316 

S 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8310210215* 

50-316 

S 


0310270172 

50-316 

B 


0310270196* 

50-315 

P 


0310270196* 

50-315 

F 


0310270204 

50-315 

E 


0310270213* 

50-315 

B 


0310270223* 

50-315 

B 


0310270226 

50-315 

B 


0310270271* 

SD-315 

B 

Indiana ^ Michigan Pouar Co 

0310310077* 

50-315 

P 


0310310080* 

50-316 

P 

Intel Corp 

03101 10499* 

CONTRACT 

Interior! Dept of 

0310050464* 

CONTRACT 


0310060010* 

CONTRACT 

Interior. Dept of, Oealogical Survey 

B310050391* 

contract 

International Energy Aefioclates, Ltd 

0310070210# 

CONTRACT 

International Institute of Bafetg & 

0310110530 

50-2S0 

P 

Heal th 




International Neutronics, Inc 

031017021 1 

71-9096 

Inter sgsti Ltd 

B31OO6O130* 

CONTRACT 

Jawa Electric Light Pouer Co 

03101 10036* 

50-331 

F 


03101 10030* 

50-331 

F 


0310110055* 

50-331 

F 


0310110060* 

50-331 

F 


031O12O3BO 

50-331 

8 


0310120400 

50-331 

B 


0310120421 

50-331 

8 


0310140254 

50-331 

R 


8310170405 

50-331 

R 


0310170490 

50-331 

3 


0310170581 

50-331 

n 


B3101B019B 

50-331 

p 


03101 e0424 

50-331 

p 


0310190060 

50-331 

fl 


0310200102 

50-331 

p 


031O2OD1B6* 

50-331 

p 


0310210090 

50-331 

s 


8310250481 

50-331 

3 


0310250669* 

50-331 

F 


0310250670* 

50-331 

F 


0310270015* 

50-331 

F 


0310270019* 

50-331 

F 


0310270290 

50-331 

a 


0310270459 

50-331 

Q 

roue State Unlv , Ames, lA 

8310030093 

50-116 

p 


0310030100* 

50-116 

p 


0310030123 

50-116 

F 

Ifihanii Lincoln 8t Deale 

0310030465 

50-329 

O 


8310030465 

30-329 

o 


8310040365 

50-155 

r 


8310040376 

30-155 

T 


8310040467 

30-329 

G 


B310040467 

50-329 

0 


0310040505 

50-155 

T 


031OO4O54B 

50-153 

T 


0310040551 

50-155 

T 


8310040553 

30-155 

T 


8310040594 

30-155 

T 


8310050483 

50-155 

G 


8310050406* 

50-155 

Q 


0310060314 

50-434 

Q 


0310060319 

50-454 

Q 


8310060319 

50-454 

a 


0310060321* 

50-434 

Q 


83101 10045 

50-133 

T 


0310110063 

30-135 

0 


8310110310 

50-329 

<9 


0310120211 

30-155 

T 


0310120365 

50-135 

Q 


8310130174 

30-155 

T 


8310130214 

50-153 

T 


0310140074 

30-135 

T 


8310170346 

50-434 

Q 


8310170420 

30-135 

0 


0310100222 

50-135 

0 


0310100230 

50-155 

0 


0310100275 

50-434 

Q 


031O1BO275 

50-434 

Q 


0310100279* 

30-434 

Q 


8310100279* 

30-434 

Q 


8310100335 

30-155 

a 


0310180348 

50-155 

0 


8310190040 

30-329 

Q 


0310200225 

30-309 

0 


0310200254 

50-329 

0 



CORPORATE SOURCE fNDEX 


I 


AUTHOR 

AFFILIATION 

accession 

NUMBER 

SUBJECT 

CATEGORY 


8310240120 

30-135 

o 


83102401 32« 

30-135 

0 


8310240172 

30-329 

o 


8310300073 

30-329 

o 


8310310139 

30-135 

o 


03JO31O145 

30-135 

o 


8310310206 

30-135 

0 


8310310391 

30-155 

Q 

JBF AsBOclates 

8310070220* 

CONTRACT 

Jacoba E-ngineering Group, Inc 

8310310451 

WABTE MOT 

JacDbann, P J 

8310240167 

FDIA 


Janefibury Corp 

8310130282* 

30-400 

E 

Japan, Oavt of 

8310060180 

XPQRTLIC 


8310180304 

XPORTLIC 


8310180307 

XPQRTLIC 

JePSeij C&ntral Pnuer 8< Light Co 

8310110399* 

30-ai9 

F 


8310180348* 

30-320 

P 

Johhsan Controls, Inc 

8310180401* 

QA999 



8310180404* 

QA999 



8310180406* 

QA999 



0310100407* 

QA999 


Joint App 1 1 canta-Bouth Toxas Project 

8310110220 

50-498 

0 

Joint Intervenors-Calloway 

0310040225 

30-483 

0 

Joint Intervenors-Dioblo Canyon 

8310040212* 

50-273 

0 


0310040212* 

50-273 

0 


8310040539 

50-273 

0 


8310040339 

50-273 

0 


8310030421 

30-273 

0 


8310110038 

50-273 

0 


8310110058 

50-273 

0 


8310110127 

50-275 

0 


8310110127 

30-873 

0 


0310110317 

30-273 

0 


8310110317 

30-273 

0 


8310130243 

30-273 

o 


8310180160 

30-275 

0 


8310180160 

30-273 

0 


8310180248 

30-273 

0 


8310180240 

50-273 

0 


8310210228 

30-275 

T 


8310210228 

50-273 

T 


8310210241* 

50-273 

T 


8310210241* 

50-273 

T 


8310210242* 

30-273 

T 


6310210242* 

50-273 

T 


B31 02401 58 

30-273 

6 


0310240150 

50-273 

0 


0310230043 

50-273 

0 


0310230043 

50-273 

0 


0310260236 

50-273 

0 


8310260236 

50-275 

0 


0310260277 

50-273 

0 


8310270330 

30-273 

0 


0310270330 

50-273 

Q 


8310270361* 

50-273 

0 


0310270361* 

50-273 

0 


0310200097 

50-273 

0 


0310280097 

50-273 

0 


B31031014I 

50-273 

Q 


0310310141 

50-273 

Q 

Jofitlco, Dept of 

0310200048* 

50-209 

P 

K''C ItiduKtrles, Inc 

0310060162 

XPOflTLIC 


Kai Corp> 

0310060135 

XPQRTLIC 


KMC* Inc. 

0310030311 

PR 


Kansas Oas & Elactric Co 

6310030364 

PR 



8310040386 

50-482 

0 


0310130192 

50-402 

s 


8310130223 

50-482 

8 


0310130231 

50-482 

8 


8310170644 

70-2960 



8310170654# 

70-2960 



031018017) 

50-482 

8 


8310180256 

50-482 

6 


0310180317 

50-402 

E 


8310180321* 

50-482 

E 


8310180325# 

50-402 

E 


8310180389 

50-402 

8 


8310210095 

70-2960 



6310210100* 

70-2960 



8310210188 

50-402 

8 


8310210244 

50-482 

a 


8310210415* 

50-482 

F 


8310250054 

50-482 

A 


9310250084 

50-482 

Q 


8310250133 

50-482 

A 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

KariaAs Stats Univ 

8310130090 

50- 1 B8 

R 

Kansas, Univ of, Lawroncs, KB 

8310170736* 

50-140 

F 


8310210237 

50-140 

F 


8310210239* 

50-140 

F 

Kastanbarg, U E 

8310060326* 

CONTBACT 

Ko-nsl ng ton, NK 

0310140021 

50-443 

O 

Kentucky* Commonufea 1th of, 

8310270370 

50-350 

H 

Ksrr-KcOee Chemical Corp Csubs of 

0310120314 

40-2061 


Kbrr-MdOee Corp ) 





8310100392 

40-2061 



8310230662 

40-2061 



8310310362* 

40-2061 


Karr-HcOoe Corp 

8310120310 

40-2061 



8310100038 

40-6027 


Kwrr-NcGse Nuclear Corp 

8310260377 

40-0768 



8310260411 

40-0768 


Kllcogns* J J 

03IO27O29B 

50-209 

0 

Kirkpatrick, Lockhart, Hlllr Christopher 

8310030456 

50-322 

0 

8. Phltllps 





03 1 0040 1 99 

50-323 

0 


83 100406 IB 

50-322 

0 


0310050416 

50-322 

0 


8310190036 

50-322 

0 


0310190209 

50-322 

0 


0310200217 

50-332 

0 


0310200262 

50-322 

Q 


0310240160 

50-322 

0 

Koch Industrlss, Inc 

8310190009 

TOPBEP 


LaQargo, Inc 

83 101 90 293 

71-9032 


Labat-Anderson, Inc 

8310110192* 

CONTRACT 



0310210155* 

CONTRACT 


Labor, Dopt of 

8310200068* 

Connies r ON 


0310240209* 

FDIA 


Lauirence Berkeley Laboratory 

0310070110 

NUREO 


Lauir«nce Livermore Laboratory 

0306030372* 

50-266 

p 


0306080065* 

50-336 

p 


0306000106* 

50-302 

p 


03O613O4S6* 

50-346 

p 


0310050534* 

50-237 

p 


8310060212* 

50-400 

0 


8310070133 

50-312 

p 


0310110032 

NUREQ 



8310250152* 

ORO 



8310250600* 

58-312 

p 


0310250625* 

50-312 

p 


8310250625* 

50-312 

p 


8310250631* 

50-312 

p 


8310250631* 

50-312 

p 

LeBoeiif* Lamb, Leiby & MacRae 

8310050245 

50-2D5 

p 


8310050298 

50-205 

p 


8310110182 

50-269 

0 


8310170589 

50-341 

K 


8310200026 

50-269 

P 


8310280169 

50-269 

P 

League of Unman Voter* af Rockford, IL 

8310040205 

50-454 

Q 


8310140067 

50-454 

Q 


8310140067 

50-454 

0 


0310140070* 

50-454 

0 


0310140070* 

50-454 

0 


8310310127 

50-434 

0 

Lehigh Unlv < Bethlehem, PA 

G31013016S* 

CONTRACT 


Letcoi Inc 

8310060355 

mac 


LewlCi t1 

8310030366 

PR 



8310040491 

50-382 

0 


B3 10270268 

50-382 

0 


8310270268 

50-352 

0 


Q3 10270356* 

50-352 

0 


8310270356* 

50-352 

0 


8310270362* 

80-352 

0 


6310270362* 

80-352 

0 


8310270368* 

50-352 

0 


8310270368* 

50-352 

0 

Limerick Ecology Action 

6310040498 

50-352 

0 


0310140071 

50-352 

0 

LlmltQr<iue Corp 

0310180261* 

50-400 

E 


0310130273* 

50-400 

E 


6310100314* 

04999 



8310100326* 

04999 


Long Island Lighting Co 

6310040630 

50-322 

0 


6310060300 

50-322 

0 


83101201 19 

50-322 

0 


0310120181* 

50-322 

0 


0310120264 

50-322 

E 


0310140016 

50-322 

0 


6310140231 

50-322 

E 


538 


CORPORATE SOURCE INDEX 


AUTHOn 

affiliation 


Los- AlJnos ficlantlfle Labaratory 
Louim P CatiusQ* Inc. 


Louisiana Consumar's Ltagucr Inc 
Louisiana Fowsr fc Light Co 


LQWSnstain* Ntunartr Rfitp Axtlrad 


Tachnologyj Inc 
Taclinical Atsoclatss 
-arsn Englnairsi inc, 

IS Yankie Atomic Pousr Co. 


ACCESSION 

NUMBER 

SUBJECT 

CATEOQRV 

0310170363 

50-322 

0 

6310190003 

50-322 

A 

8310190209 

30-322 

0 

8310200262 

50-322 

0 

B31024016Q 

50-322 

0 

8310270239 

50-322 

0 

3310310124 

50-322 

0 

3310310128 

SO- 322 

Q 

8310310133a 

50-322 

0 

6310310224# 

50-322 

a 

8310310454# 

50-322 

s 

8310200344 

RES 


8310200309 

NUREO 


8310250604# 

QA999 


8310250616# 

0A999 


6310280163 

50-450 

A 

8310030060 

50-382 

K 

631 0030063# 

50-382 

IV 

831 0030067# 

50-382 

K 

8310030259 

50-382 

6 

8310030363 

50-382 

8 

6310030368 

30-382 

8 

6310030468 

50-382 

6 

8310030507 

50-382 

8 

631 00305 40 

30-362 

8 

8310040134 

50-382 

8 

6310040233 

50-362 

G 

6310040239# 

50-382 

0 

6310040245# 

50-382 

0 

6310040372 

50-362 

A 

9310040312 

50-362 

S 

0310040559 

50-362 

A 

6310040565# 

50-382 

A 

0310060233 

50-302 

K 

6310060357 

50-302 

F 

6310070001 

50-362 

H 

8310070235 

50-362 

A 

8310070247 

50-362 

A 

8310110260 

50-362 

0 

8310120072 

50-362 

E 


0310120226 30-3R2 A 
Q3 10130266# 30-3 B2 0 


8310170396 

50-382 

0 

6310170409 

50-322 

0 

8310170569 

50-382 

0 

6310190151 

50-362 

6 

8310190212 

50-302 

0 

6310210250 

50-302 

0 

6310210290 

50-382 

6 

8310210293 

50-362 

S 

0310250496 

50-382 

E 

6310200002 

50-362 

A 

0310260012 

50-362 

8 

0310200069 

50-362 

8 

0310310091 

50-382 

A 

6310310195 

50-382 

0 

6310310292 

50-362 

8 

6310310300 

50-362 

8 

6310310315 

50-302 

Q 

8310310367 

50-302 

Q 

B3101 10220 

50-498 

0 

6310120416 

50-275 

0 

6310180354 

50-275 

T 

6310100354 

50-273 

T 

6310160361* 

50-275 

r 

8310160361# 

50-275 

T 

831O1B0369# 

50-275 

T 

6310180369# 

50-275 

T 

6310160375# 

50-275 

T 

8310160375# 

50-275 

T 

0310070289# 

50-520 

6 

6310200176 

50-275 

T 

031OS0O322* 

40-1341 


0310030283 

PR 


8310040616 

50-309 

V 

0310070159 

50-309 

P 

0310070208 

50-309 

P 

0310110066# 

50-309 

f 

6310110069# 

50-309 

f 

0310120165 

50-309 

B 

831O17O1&0# 

50-309 

0 

0310190033 

50-309 

R 

8310190231 

50-309 

B 

0310200106 

50-309 

8 

8310210194# 

50-309 

0 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRY 


Q310P1020B# 

50-309 

0 


6310210294# 

50-309 

Q 


8310250063 

50-309 

P 


6310250280 

50-309 

9 


8310250564 

50-309 

B 


6310270042* 

50-309 

F 


6310270200 

50-309 

F 


031O87O2OB» 

50-309 

F 


B310270216# 

50-309 

F 

Maine. Stats of 

B310040339 

50-309 

P 

Manhattan College. Riverdals. NY 

8310180390# 

50-199 

Q 


8310160363# 

50-199 

Q 

Mark Technologies CoTp 

6310260335# 

50-329 

A 


0310260335* 

50-329 

A 


B310260340# 

50-329 

A 


6310260340# 

50-329 

A 


6310260344# 

50-329 

A 


B310260344# 

50-329 

A 

Marotta Scientific Contrals. Inc 

6310260036 

XPORTLIC 


6310260042# 

XPORTLIC 

(iBTBh t( HcLennan. Inc. 

B3 10030301 

50-3S1 

J 


6310140130 

50-390 

J 


8310140260 

30-302 

J 


8310240026 

50-29 

J 


6310240119 

50-313 

J 


8310240140 

50-29 

J 


6310270461 

50-243 

J 

Harylandt Unlv of. Cat lege Park. MD 

6310040256 

50-166 

F 


0310140110 

50-166 

V 

haesachuae tie Institute of Technology. 

8310050370# 

CONTRACT 

Cambridge. MA 





8310070435# 

CONTRACT 


6310130216 

50-20 

F 


B3101B010S# 

CONTRACT 

iHassachusettsi ContmonuBalth of 

6310040256 

50-443 

G 


8310040256 

50-443 

G 


6310040262* 

50-443 

0 


6310040262# 

50-443 

0 


8310040272# 

50-443 

0 


8310040272# 

50-443 

0 


0310040277# 

50-443 

0 


6310040277# 

50-443 

Q 


8310060364# 

50-443 

U 


8310U01S2 

50-443 

0 


8310120147 

50-443 

Q 


6310120147 

50-443 

Q 


6310120151# 

50-443 

0 


6310120151# 

50-443 

0 


6310160366 

50-443 

0 


8310160366 

50-443 

0 


8310160373# 

50-443 

0 


6310180373# 

50-443 

0 


0310250056 

50-443 

0 


6310260066 

50-443 

u 

Material! Engineering Associates. Inc 

8310070217# 

CONTRACT 


Haxlma Corp 

6310050369# 

CONTRACT 


McOraw-HllL Publications Co 

8310100175# 

CONTRACT 



8310270508 

FGIA 


Hemphl# State Unlv » Nstophisi TN 

8310030341 

PR 


Mentor* KY 

8310190146 

50-358 

0 

Mercer Medical Center Trenton. NJ 

8310310416# 

70-2430 


Metals Testing Co . Inc 

8310170322 

71-137 


Metropolitan Edison Co 

8310030351 

50-289 

0 


8310030403 

50-289 

0 


6310040392 

50-289 

0 


83101 10205 

50-289 

0 


83101 10224 

50-289 

0 


63101 10272 

50-289 

0 


0310120395 

50-289 

0 


0310100355 

50-2B9 

0 


6310100546# 

50-320 

p 


6310200211 

50-289 

0 


6310210140 

50-269 

0 


6310210200 

50-320 

0 


8310210249 

50-209 

0 


8310240166 

50-289 

0 


S310240184 

50-209 

0 


6310310190 

50-209 

c 


6310310382 

50-269 

c 

Miami Valley Power Project 

6310060245 

50-356 

0 


6310060266# 

50-350 

0 

Hichigat). Unlv of. Ann Arbor. MI 

6310140039 

50-155 

0 

Middle Island. NY 

6310260217 

50-322 

H 

Midland County. MI 

8310070231# 

CONTRACT 


Millstone Point Co 

8310310072# 

50-245 

p 


CORPORATE SOURCE INDEX 


B39 


AUTHOR ACCESSION 

affiliation NiHIDER 

SUBJECT 

CATECORY 

AUTHOR 

AfFlUATlOW 

ACCESS EON 
NUMBER 

SUBJECT 

CATECORY 

Minn*apoliSj HN S31007C]Lt7« 

CONTRACT 



8310310044 

50-416 P 

Pou^r h Light Co B3090&0068 

50-416 



0310310126 

50-416 0 

830*7090416 

30-416 

S 


G3L031013De 

50-416 Q 

8310030296 

30-416 

a 

Hl»&ouri Joint Hunictpal Electric Utility 

8310200166 

90-483 M 

8310030317 

30-416 

a 

Comnis&ion 






Ml&sourli Univ op. Columbia. MO 

8310170308 

40-8601 

8310030323 

30-416 

s 




0310030364 

PR 



8310190347 

90-186 F 

0310030373 

30-416 

B 


8310200409 

40-8801 

0310030373 

50-416 

a 

Hi&sourL. Univ op. Rolla 

8310110099 

50-123 V 

8310030374 

30-416 

& 


8310110110* 

50-123 V 





83101 iQElBe 

50-123 W 

8310030430 

30-4 16 

8 




8310030438 

30-416 

B 

Mitsui & Co iUSA). Inc.. Csubt sP Mitsui 

8310120453 

XPDRTLIC 

8310030472 

30-4 16 

8 

«t Co.* Ltd 1 



83! 0020490 

50-416 

B 


8310180151 

XPORTUIC 

8310040364 

30-416 

a 


8310180155* 

XPORTLIC 




Mltsullln# Travel Bervic* of AmericOi- 

6310130399 

XPORTLIC 

8310040417 

30-416 

s 

Inc 



8310060001 

30-416 

8 


8310130422 

XPORTLIC 

8310060002 

30-416 

8 




0310060029 

50-416 

6 

Molycorp. Inc. 

831 0070OB7 

40-8794 

8310060112 

30-416 

0 


831 007 00 92 « 

40-8794 




Monsanto Research Corp 

831 0060060 

XPORTLIC 

0310060227 

30-416 

P 


8310060065*^ 

XPORTLIC 

8310060401 

50-416 

8 


8310120292* 

70-972 

0310070169 

30-416 

S 




0310070170 

30-416 

B 


0310100403 

40-6500 

8210070192 

30-416 

S 

Monte Sana* MA 

0310060493* 

CONTRACT 




Morrisr IL 

8310060496* 

CONTRACT 

0310070239 

90-416 

8 

NU8 Curp 

8310030561 

71-9191 

0310070305 

30-416 

8 


831 0030568* 

71-9151 

8310120281 

50-416 

P 




8310120349 

50-416 

F 


0310030574* 

71-9191 

8310120349 

50-416 

F 


0310040381* 

90-199 T 





83101 lOOOl 

FOIA 

8310120419 

30-416 

S 


0310110005 

FOIA 

8310120436 

30-416 

P 


63101 10432 

FOIA 

831012O43a» 

30-416 

P 




8310120444 

90-416 

P 


8310130011* 

WASTE HOT 

8310120444 

90-416 

P 


8ai013O129« 

50-928 A 





8310160502 

90-445 A 

8310130117 

50-416 

P 


8310190046 

FOIA 

8310]30121« 

50-416 

P 


8310190088 

FOIA 

8310140007 

50-417 

9 




8310140051 

50-416 

8 


8310210324 

FOIA 

8310140061 

50-416 

8 


8310240233 

FOIA 





8310290026 

FOIA 

8310140079 

50-416 

8 


0310250031 

FOIA 

8310140079 

50-416 

8 


8310270057 

FOIA 

8310140122 

50-416 

8 




8310140160 

30-416 

S 


6310270121 

FOIA 

8310140169 

50-416 

S 


8310270255 

90-275 P 





6310270340 

50-29 8 

8310170400 

50-416 

8 


6310270355 

FOIA 

8310170400 

50-416 

a 

NUBAC* Inc 

6310070109* 

CONTRACT 

8310170498 

50-416 

9 




8310170474 

50-416 

8 

NUTECM Engineers* Inc 

6310130232* 

50-341 A 

8310170912 

30-416 

B 


0310140103* 

90-392 A 




Natinviel Academy of Sciences 

0310070230* 

CONTRACT 

8310100306 

50-416 

P 

National Council on Radiation Protection 

6310200104* 

CONTRACT 

031O1BO33O 

50-416 

E 

6 Heasurements 



0310180330 

50-416 

E 

National Technical Bgitens 

0310290420* 

0A999 

8310180392 

50-416 

P 




0310180392 

50-416 

P 

Navy* Dept of 

0310310273 

PT21 




Navy* Dept of* Naval Facilltlei Engrg 

6310190107 

msc 

8310180416 

PR 


Comand 



8310180430 

30-416 

F 

Navy* Dept of* Naval Research Lat 

8310160557* 

CONTRACT 

0310180430 

50-416 

F 

Navy* Dept of* Pearl Harbor Naval 

8310170209 

71-9033 

0310170006 

50-416 

R 




0310190037 

50-416 

P 


8310170215 

71-9032 

0310190098 

50-416 

B 


8310170355 

71-9120 

8310190109 

50-416 

8 

Nebraska Public Poyer District 

B31 004 0348 

90-296 Q 

8310190111 

50-416 

8 


8310040574 

50-296 P 

8310190232 

50-416 

e 


8310060376 

50-296 8 

8310190234 

50-416 

8 


6310060301* 

50-298 8 

8310190297 

50-416 

9 


8310110178 

90-296 P 

8310210019 

30-416 

8 


83101 10183* 

90-298 P 

8310210182 

50-416 

8 


8310140190 

50-298 P 

8310210314 

50-416 

Cl 


8310180471 

50-298 Q 

0310290262 

90-416 

Q 


8310190024 

90-298 R 

B310290389 

50-416 

0 


8310200350 

90-298 F 

8310260186 

90-4 16 

B 


8310210174 

50-299 S 

8310260186 

50-416 

B 


8310210302 

90 “290 F 

8310260220 

50-416 

P 


8310310096* 

90-299 P 

8310260220 

50-4 16 

P 


8310310310 

50-299 Q 

8310260276 

50-416 

P 

Nevada* State of 

8310280107* 

WASTE HOT 

8310270037 

50-4 16 

a 

New England Coalition on Nuclear 

8310110158 

50-443 0 

0310270160 

50-416 

8 

Pollution 



8310270167 

50-416 

3 


8310110158 

90-443 0 

8310270229 

50-416 

3 


8310110165* 

50-443 0 





8310110165* 

50-443 C 

8310270239 

30-416 

B 




0310270336 

50-416 

3 


8310110170* 

90-443 0 

8310270397 

50-416 

8 


8310110170* 

50-443 0 

8310270433 

50-416 

9 


8310110179* 

50-443 0 

0310310044 

90-416 

P 


8310110175* 

50-443 0 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


HA(np«hlr»* Stat* of 
Naw HampBAlrci Univ of, 

Nau Orlfons# Un iv of 

fJaw YorKi Stata Univ af« Buffalo, NY 
New Yor-ki 9tat« Of 


NtUB & lObaarvir 
NiAQara Hohauk Power Corp 


Narthaaft Nuclear £nergg Co (lutii, of 
Northeact Utilitjac) 


ortkeait Ufcllltlei 


ACCESSION 

NUMBER 


031OMO191 

6310150329 

0310310^02 

8310030397 

8310270070 

B310130387A 

6310140222 

0310070271 

B3l012002a» 

8310120030* 

0310120036* 
0310120037* 
83101 303B»* 
8310140027 
B310S 40167 

©310250117* 

6310200174 

8310040597 

6310040631 

8310060149 

63 10060361 

6310120077 

0310120203 

6310120206* 

6310120373 

6310120406 

8310(20416* 

6310140043 

6310140111 

8310(40154 

8310(40221 

6310170153 

B3101705S6 

8310180078 

8310160102* 

8310190167 

6310210171 

63(0270212* 

8310270217* 

83102B0052 

8310310226 
6310310226 
83103SO23G* 
6310310243* 
831 03 J 0339 

6310030335 

6310030426 

6310040161 

6310040164* 

8310040334 

8310040521 

8310050431 

9310060035 

6310060205 

8310120257 

6310120257 

©310120270 

8310170504 

6310170504 

6310170508* 

6310170508* 

6310170563 

6310170656 

6310170656 

8310160336 

6310160409 

6310160469 

6310190015 

8310190207 

0310200129 

8310200167 

6310200187 

8310200229 

8310200233* 

8310250263 

8310030335 

8310030428 

8310040161 

8310040334 

6310040521 

6310050431 
63 1 0060035 
8310060205 
0310120270 


SUBJECT 

CATEOORY 


50-443 Q 
50-443 0 

50-443 O 
50-443 O 
FOiA 

CONTRACT 
50-57 8 

State Prog 
50-201 I 
50-201 1 

50-201 1 
50-201 I 
CONTRACT 
50-022 F 
50-247 0 

State Prog 
50-400 A 
50-220 P 
50-220 P 
50-220 F 

50-220 F 
50-220 P 
50-220 P 
50-220 P 
50-230 P 

50-220 P 
50-220 P 
50-220 J 
50-220 R 
50-220 J 

50-220 P 
50-410 S 
50-220 P 
50-220 P 
50-220 P 

50-220 8 
50-220 P 
50-220 Q 
50-220 0 
50-410 8 

50-410 A 
50-410 K 
50-410 C 
50-410 K 
50-230 S 

50-423 A 

50-245 P 
50-423 K 
50-423 K 
PR 

50-423 C 
PH 

50-245 F 
50-245 F 
50-245 F 

50-245 F 
PR 

50-245 P 
50-245 P 
50-245 P 

50-245 P 
50-423 A 
50-245 P 
50-243 P 
50-243 6 

50-213 P 
50-245 P 
50-245 R 
50-336 H 
50-245 R 

50-336 R 
50-336 P 
50-336 P 
50-336 P 
50-245 3 

50-423 A 
50-245 P 
50-423 X 
Pfl 

50-423 C 
PR 

50-245 F 
50-245 F 
PR 


AUTHOR 

AFFILIATION 


Northeast Utilities Service Co 
Northern States Power Co 


Norton, Burke, Berry 6 French 


Nuclear Aseuran.ee Corp 
Nuclear Data, Inc 

Nuclear Fuel Bvrvlcee, Inc ieubs of 
Oetty Oil Co } 


ACCESSION 

NUMOER 


8310170190 

6310170304 

0310170363 

B310170636 

6310160336 

83101B0409 

0310180469 

0310190015 

B310190207 

9310200107 

8310200329 

0310230263 

8310350577 

8310040527* 

0310170190 

621 21 50246* 

8310040372 

6310050422 

8310060216 

0310070238 

8310070272 

B310070311 

8310070314* 

0310070316* 

8310110100* 

8310110104* 

8310120102 

0310120340 

B310120432 

0310170641 

8310190051 

8310190035 

8310210257 

0310350339 

6310250288* 

6310250260* 

8310250561* 

6310250561* 

6310250561* 

6310260438* 

8310260430* 

8310270263 

0310270339* 

0310270364* 

0310270300* 

0310270390* 

0310270410* 

0310270414* 

0310270415* 

0310270410* 

0310270421* 
8310270425* 
8310270437* 
0310270429* 
83101 10120 

63101 10298 

6310110296 

6310110301* 

6310110301* 

83I01700B7 

6310120055* 

6310040309* 

6310040330* 

6310050473* 

6310030535* 

8310070145* 

6310120006* 

6310120009* 

6310120012* 

6310120013* 

8310120014* 

6310120020* 

6310120026* 

6310120044* 

0310120049* 

8310120207* 

6310170036 

6310170299 

6310170680 

6310170724 

9310170737 

B3I0190290 

6310250340* 

8310350500 


SUBJECT 

CATEOORY 


50-423 A 
30-243 P 
30-423 A 
50-345 P 
30-243 8 

50-213 P 
50-245 P 
30-243 R 
50-336 R 
50-336 P 

50-336 P 
50-245 S 
TOPREP 
50-423 C 
50-423 A 

FDIA 

50-263 P 
PR 

50-263 P 
30-263 V 

50-263 6 

50-263 P 
50-263 P 
50-263 P 
50-263 F 

50-263 F 
50-202 8 

50-306 S 
50-263 H 
30-306 S 

50-263 R 
50-262 R 
50-263 8 

80-263 J 
50-262 Q 

30-203 Q 
30-263 Q 
50-263 a 
50-263 a 
50-263 F 

50-263 F 
50-263 S 
50-263 9 

30-263 e 
50-266 9 

50-263 8 

50-263 5 

50-263 S 
50-262 9 

50-282 8 

50-262 S 
50-262 S 
50-282 8 
50-306 5 

50-275 Q 

50-275 0 

50-275 Q 
30-275 0 

50-275 Q 
50-266 F 

CONTRACT 

70-143 

70-143 

70-143 

70-143 

70-143 
30-201 I 
30-201 I 
30-201 1 

50-201 1 

50-201 I 
50-201 J 
50-201 I 
30-201 I 
30-201 I 

50-201 I 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 
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AUTHOR 

AFFILIATION 


l/Liclear Metal®* Inc 

Paclraqing, Inc 


Niiclipar Bysterti 

Q'Neill* ^ 

01 Corp 
DRl^ Inc 

Oak National Laboratory 


Office of ManaBement & Budget 


Cole pptT»I»um> Inc 

CMP Cltliens for Responsible Energy 


Ohio State UnJV » Columbus, DH 
OhiOi State of 


Oh»OTt Corp 


□fela^o 0 • State Univ, 

Ovalta PubUc Power District 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

0310030516 

40-672 



8310050315# 

50-205 

P 

8310170344 

71-9182 



0310110330# 

50-285 

F 

8310170349# 

71-9182 



0310120094 

50-200 

Q 

0310190203 

71-9145 



831013030B# 

50-2B3 

F 

B3101902S8# 

71-9145 



0310130309# 

90-205 

F 

8310200408 

71-9104 



0310100162 

50-285 

R 

B3 102004 19# 

71-9184 



0310100506# 

50-285 

0 

8310210331 

71-9181 



0310190324 

71-9080 


0310210333# 

71-9181 



0310210008 

50-285 

0 

8310170295 

71-9126 



B3102 10370# 

50-285 

F 

8309130169 

90-153 

0 


831025D&67# 

50-2BS 

r 

0310110207 

50-1 55 

0 

Online Computer Systems, 

Inc 8310240286# 

FOIA 


0310130249 

71-5908 


Organization for Economic 

Caoperation 6 8310170182# 

FOIA 


0310270093 

FOIA 


Development iParlsI 




B310030217 

NUREO 


Our Lady of Lourdes Hosp 

» Camilen« NJ 8310310425* 

70-2319 





Pacific Oas & Electric Co 

8310030384 

50-275 

0 

8310070426 

NUREO 






8310110023 

NUREO 



B3J00303B4 

50-275 

Q 

8310170011 

40-86 



0310030396 

PR 


8310190243 

NUREO 



8310040141 

50-275 

f 

8310260423 

NUREO 



B3I0040251 

50-275 

0 





0310040251 

90-279 

0 

B3l03i0l91 

NUREG 






83101 10339 

ORO 



8310040525 

50-279 

0 

0310110341 

ORG 



0310040925 

50-275 

0 

03101 10343 

ORO 



6310040970 

90-275 

p 

83101 10346 

ORG 



6310040970# 

90-278 

p 





B3100409B5# 

90-275 

p 

83101 10340 

ORO 






0310110349 

ORO 



8310040991# 

90-275 

p 

8310100172 

40-8745 



B3l0040&7a« 

90-275 

p 

03101 10425 

50-237 

8 


8310050396 

90-275 

Q 

B31 01 20099 

50-440 

0 


8310080396 

50-275 

0 





0310070150 

50-275 

e 

0310100337 

50-440 

0 





8310100337 

50-440 

0 


031 0070236 

50-275 

F 

0310190061 

50-440 

0 


8310110073 

50-275 

0 

9310190061 

50-440 

0 


8310110073 

50-279 

0 

0310200353 

FOIA 



0310110120 

50-275 

0 





0310110120 

50-275 

0 

0310270065 

FOIA 






0310280071 

50-361 

9 


8310110290 

50-275 

0 

0310210211# 

CONTRACT 



0310110299 

50-275 

o 

031 0040519# 

50-155 

T 


0310110301# 

60-275 

0 

0310170540 

50-358 

R 


8310110301# 

50-279 

0 





B310120136 

90-279 

8 


62022302 10» 
8310260029® 
8310260067# 
8310260105# 
0310260107# 

8310260116# 

8310260121# 

8310260124* 

0310260132# 

8310260133# 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

roiA 

roiA 

FOIA 

FOIA 

FOIA 


G3101202B0 

8310180362 

0310180402 

0310180404 

0310170289 

0310170471 

0310170409 

0310170409 

0310170514 

0310170317 


50-279 

50-275 

90-279 

90-279 

90-279 

50-323 

50-275 

50-879 

90-279 

90-279 


B3 10260 136# 

roiA 

8310260146# 

70-1144 

8310260149# 

70-1144 

0310260198# 

FOIA 

8310260199# 

FOIA 

0310260163# 

FOIA 

0310260169* 

FOIA 

G310260I70# 

FOIA 

B310260172# 

FOIA 

0310260173# 

FOIA 

□310260104# 

FOIA 

8310260108# 

roiA 

8310260193# 

FOIA 

0310260195# 

FOIA 

0310260223# 

FOIA 

83 10260238# 

FOIA 

8310260298# 

FOIA 

8310260271# 

FOIA 

8310260202# 

FOIA 

0310260295# 

FOIA 

83 10260300# 

FOIA 

0310260303# 

FOIA 

0310260321# 

FOIA 

8310260347# 

FOIA 

8310260399# 

FOIA 

0310260366# 

FOIA 

0310260374# 

FOIA 

B31O26O304# 

FOIA 

8310260388# 

FOIA 

3310260394# 

FOIA 

8310140089# 

90-445 

B3100 50255# 

90-285 

0310090271# 

90-289 

6310090298 

90-285 

0310090310# 

90-285 


0 

P 

P 

P 

P 


0310170965 
0310170697 
0310100193 
83101 B0328 
8310180320 

0310100490 

0310100463 

0310190091 

0310190063 

0310190137 

0310190197 

8310190197 

8310190219 

0310190219 

0310190260 

0310200131 
0310200144 
83102001 Q3« 
8310200260 
8310210227 

0310810227 
03]i 0310233 
0310810239# 
8310210247 
8310210234 

8310210234 
8310210238# 
831021 0238« 
0310840174 
031 0240 174 

8310290108 

0310250119 

0310250539 

0310290639 


50-279 F 
50-279 E 
90-244 P 
90-279 Q 
90-279 0 

30-279 P 
50-273 E 
30-279 R 
90-879 E 
30-279 E 

50-279 P 
90-279 P 
50-879 0 
30-279 0 
50- 133 R 

50-273 E 
50-275 F 
50-279 0 
50-273 P 
50-279 P 

50-879 P 
50-879 R 
50-279 R 
90-279 P 
50-879 R 

90-379 R 
90-879 R 
90-379 R 
90-379 0 
90-379 0 

90-879 0 
90-379 n 
SMTS B 
90-279 0 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUDvIECT 

CATEOORV 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUDJECr 

CATEGORY 


e3i0270S&3 

50''273 

0 



0310250219 

30-307 

a 


ea 102 7037^ 

30-273 

8 



8310250220 

50-387 

s 


B31 02 70372# 

30-273 

F 



8310230242 

50-397 

s 


8310270573# 

50-273 

F 



0310250245 

30-387 

s 


8310270373# 

30-273 

F 



0310250246 

SO-387 

p 


8310270580# 

30-273 

F 



0310250232# 

30-387 

p 


8310270380# 

30-273 

F 



6310250298# 

30-387 

p 


8310270306# 

30-273 

F 



8310230266 

30-387 

s 


8310270386# 

30-273 

F 



8310250343 

50-387 

s 


8310270588* 

50-275 

F 



0310250386 

30-387 

s 


8310200048# 

30-275 

Q 



8310250402 

50-387 

s 


8310280087 

30-275 

T 



0310250476 

50-387 

Q 


8310280061 

30-275 

F 



8310230333 

30-387 

s 


8310280067# 

50-275 

0 



0310230394 

50-387 

s 

Pacific Nuelaar Sycttmt & SarvlctfSi 

Inc 8310170291 

71-9132 




6310230622 

30-387 

s 

Pacific aciantific 

8310120092 

30-402 

a 



8310270214 

50-387 

H 


8310310133 

PT21 




8310270214 

50-307 

H 

Palmatt-o Allianca 

8308300480 

30-413 

0 



0310270449 

50-387 

P 


8308300480 

30-413 

0 



0310270453# 

30-387 

P 


8300300496# 

30-413 

o 



83 102704 37# 

50-307 

P 


8308300486* 

30-413 

0 



8310280063 

50-388 

8 


8310240021# 

30-413 

T 



8310280063 

50-388 

S 


0310240021* 

50-413 

T 



83102B0123 

30-387 

8 


8310240022# 

30-413 

T 



8310280130 

80-387 

0 


8310240022# 

30-413 

T 



831028013? 

30-380 

S 


0310240024# 

30-413 

T 



831020013? 

50-388 

8 

Palp Vartf* Irtarvajition Fund 

8310240199# 

30-328 

Q 



8310280155 

90-388 

A 

PaTan#tir« Inc 

8310110380 

NUREO 




8310310303 

50-387 

0 


8310170350# 

CONTRACT 




8310310303 

50-307 

6 


0310100079 

NUREO 


Panting lvranla< 

Commonitiaal th oft 

8310030453 

50-289 

G 


8310200378 

NUREO 




8310060303 

30-352 

0 


8310270606# 

CONTRACT 




8310120062 

30-352 

A 

PathfLndt-r Ml-nt* Corp 

8308300607 

40-6622 




031014001? 

50-412 

0 


8300300610# 

40-6622 




8310140091 

50-412 

0 


0310030203 

40-2239 




8310180140 

50-412 

0 


8310030224 

40-6622 




8310100420 

50-352 

D 


8310260003 

40-2259 


P«p#ri Martltii 

J#n»Rn< Halchal H#tlafl# 

8310130413 

FOIA 



8310260006# 

40-2259 


ParMnij Coi# 

t S^anvi Olsen NiHiams 

8310030390 

50-522 

G 


8310260323 

XPORTLIC 


Parru j OH 


8310060483# 

CONTRACT 



8310200323 

40-2239 


Patrolvum M##suT«m#Tifc Corp 

8310030020 

71-9163 



Pattiraon* Bniknapi Utbb tc Tvlir 

8310200374 

FOIA 


PhiUdalphla Electric Co 

8309130094 

90-392 

0 

Pannsglvania Power li Light Co 

8310030396 

PR 


8310030283 

PR 


0310040052 

50-300 

A 


8310040124 

90-352 

A 


0310040421 

50-300 

A 


8310040124 

50-352 

A 


6310040640 

90-368 

A 


6310040189 

90-277 

P 


03 1 00602 1 1 

90-307 

F 


0310040189 

50-277 

P 


03 1 00602 1 1 

90-387 

F 


8310040191# 

50-277 

P 


831 0060486.^ 

90-097 

F 


6310040296 

90-352 

A 


8310060486# 

90-397 

F 


0310040415 

50-277 

P 


0310060538# 

90-307 

F 


6310040419 

50-277 

P 


6310070160 

90-309 

A 


8310040429# 

50-277 

P 


8310070336 

90-309 

E 


8310040431 

50-352 

A 


031OUOO94# 

90-307 

F 


B310040431 

50-392 

A 


8310110197 

50-307 

R 


B310040434 

50-277 

F 


0310120067 

50-388 

A 


8310040627 

90-352 

0 


8310120060 

50-388 

A 


8310040627 

50-392 

0 


8310120105 

50-388 

A 


8310050437 

90-392 

K 


0310120144 

50-380 

A 


8310090437 

90-392 

K 


B31012D17S 

50-388 

A 


6310050510 

50-392 

Q 


8310130207 

50-387 

P 


8310090515 

90-392 

Q 


0310130213# 

90-367 

P 


8310070243 

50-392 

A 


03101 40056 

90-380 

0 


0310070243 

50-352 

A 


0310140077 

90-388 

A 


8310110132 

50-352 

E 


0310140114 

90-307 

P 


83101 10132 

90-352 

E 


0310140155 

90-387 

P 


8310110273 

90-352 

0 


8310140156# 

90-387 

P 


8310110275 

50-352 

0 


8310170145 

50-388 

A 


83101 10277# 

90-352 

0 


8310170148# 

90-368 

A 


8310110277# 

50-352 

0 


0310180166 

50-368 

A 


83101 10284# 

50-352 

0 


0310180396# 

50-387 

Q 


83101 10284# 

50-352 

0 


0310100426 

90-387 

P 


8310110287# 

50-352 

0 


8310180426 

90-307 

P 


8310110287# 

50-392 

0 


0310180437 

90-390 

A 


0310110291 

50-352 

0 


8310180454 

90-399 

A 


6310110291 

90-352 

0 


0310180400 

50-387 

P 


8310110292# 

50-352 

0 


031 0180 907 

90-387 

P 


6310110292# 

90-352 

0 


0310190080 

90-307 

R 


8310110297# 

50-352 

Q 


8310190120 

90-307 

8 


8310110297# 

50-352 

Q 


8310190145 

90-387 

8 


8310110300# 

50-352 

Q 


8310190230 

90-397 

9 


0310110300# 

50-352 

Q 


9310200221 

90-387 

S 


83101 10309 

50-352 

0 


9310200271 

90-307 

9 


6310110309 

90-352 

0 


8310210292 

90-308 

A 


8310110307# 

90-352 

0 


9310250106 

90-307 

P 


8310110312# 

90-352 

0 


9310250204 

90-397 

3 


0310110312# 

90-352 

Q 



CORPORATE SOURCE INDEX 


rtUTHOn 

AFFILIATION 


PAi ] LpTi 1 ar PA 
Pho»nli AKftoclatesi Inc 
Photnlx Irtt tional 


PhofnlXi AZ 
Planning Rasaarch Corp 


PSataau R««-ourCBfii Ltd 


p]^j«o-uthj MA 
Par-tland general Elsctric 


ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

8310120148 

50-332 

A 

0310120146 

30-392 

A 

8310120313 

30-277 

R 

8310120364 

50-392 

Q 

0310120364 

30-392 

Q 

8310120368# 

50-332 

0 

8310120360# 

30-392 

Q 

8310120377* 

30-352 

0 

8310120377* 

30-392 

0 

0310120304* 

30-392 

0 

8310120384* 

30-392 

Q 

8310120388* 

30-392 

O 

8310120388* 

50-392 

0 

6310120392 

30-392 

E 

8310120392 

30-392 

E 

0310140093 

30-392 

A 

8310140073 

30-392 

A 

8310140097 

30-392 

A 

B310I40097 

30-392 

A 

8310140101* 

50-392 

A 

0310140101* 

30-392 

A 

0310140197 

30-352 

A 

8310140197 

30-392 

A 

8310140203 

30-277 

a 

8310140278 

50-392 

A 

8310140278 

30-392 

A 

8310170225 

70-2980 


8310180132 

30-392 

0 

8310180132 

50-392 

0 

8310100139* 

30-392 

0 

0310100139# 

90-392 

o 

8310180146# 

30-392 

o 

8310100146# 

30-392 

o 

8310100192# 

30-392 

0 

0310180234 

30-392 

o 

8310180234 

90-352 

0 

8310180237# 

30-392 

o 

8310180237# 

90-392 

0 

8310180243 

90-392 

o 

8310180243 

30-392 

o 

8310100423 

30-392 

c 

8310200137 

30-270 

8 

8310200172# 

50-277 

o 

8310200196# 

30-277 

0 

8310200257 

30-277 

R 

8310200297 

90-277 

R 

6310200261* 

90-277 

R 

6310200261# 

50-277 

R 

8310200263# 

50-277 

R 

8310200264# 

30-277 

R 

8310250039 

50-392 

K 

0310290279 

30-278 

S 

8310290302 

30-277 

s 

0310290419 

30-277 

Q 

8310260212 

30-277 

P 

8310280013 

30-392 

8 

0310280013 

50-392 

S 

8310280127 

30-392 

F 

8310280297# 

30-277 

F 

0310280271# 

30-277 

F 

0310310064# 

30-278 

P 

8310310231 

30-392 

O 

8310190098 

50-392 

o 

83I0170U8# 

CONTRACT 


8310130406# 

CONTRACT 


0310130407# 

CONTRACT 


8310090467# 

CONTRACT 


8310110391# 

FOIA 


0310110393# 

FOIA 


83101 10395# 

FOIA 


8310110400# 

FOIA 


8310110414# 

FOIA 


0310110419# 

FQIA 


8310070402 

40-7069 


8310180104 

40-8698 


8310180129 

40-8698 


8310180133 

40-8674 


8310110340# 

CONTRACT 


B3 10030341 

PR 


8310030364 

PH 


8310060099 

30-344 

F 

8310060298 

30-344 

F 

8310060261# 

30-344 

F 

8310060491 

50-344 

F 

0310110189 

30-344 

P 


AUTHOR 

AFFILIATION 


Pourr Authority of th« State of Neu York 


President of US I Executive Offlcri 


Pro-Tech Support Dervlcei-Inc 
Proceen Technology# Inc 
Proft-selonel Reactor Dperetor Society 
Proitet Manegement Corp, 

Public Interest Research Oroup# Reu York 

Public Service Co of Colorado 


ACCeSSIDN 

MUhSER 


□3101 10t9i>e 
83101 10201» 
83101 S0S47« 
8310l30l04e 
831014024 /^ 

8310140237 

B310ia0417 

831019003? 

B3102001SB 

0310200192# 

0310200193# 
0310290444 
0310260237 
0310260242# 
031 026024 6e 

03 1027032 1# 

8310310299 

8310310301# 

8310040291 

Q310D60009 

0310070240 
0310070340 
□310070349 
03101101 12 
0310110222 

0310110220# 

8310110231# 

0310120435 

8310130113 

0310140196 

831O1704S0 

8310170933 

8310170954 

8310170603 

8310170699# 

8310170699# 

83101900G2 

03IO19O1SO 

□310190202 

8310170213 

8310200134 

8310210126 

8310210129# 

8310240114 

8310240199 

8310290296 

8310290412 

83102905B9 

8310290614 

8310270126 

8310280044 
8310280054# 
8310810043 
8310810046# 
831081 0D9S# 

8310810066 

8310810203 

8310810364 

0310070043# 

8310280146# 

8310180906 

8310290399# 

8310120339 

8310260292 

0310120299 

0310040169 

8310040207 

8310040210 

8310040276 

8310040319 

8310040322# 

8310040334# 

8310040339 

8310040329# 

0310110236# 

8310180193 
8310180200# 
83 10 1302 04# 
8310130236 
8310130260 

8310130272 

8310130279# 

881018D279# 

8810I3D2B1 

88101302B4# 


SUBJECT 

CATEGORY 


50-344 P 
50-344 P 
90-344 0 
50-344 F 
90-344 Q 

90-344 J 
90-914 A 
50-344 n 
90-344 P 
50-344 P 

90-344 P 
90-344 a 
50-344 P 
90-344 P 
90-344 P 

30-344 F 
50-344 P 
90-344 P 
PR 

50-333 a 

90-286 V 
50-266 P 
50-206 P 
50-333 P 
50-206 P 

90-286 P 
90-286 P 
90-338 ft 
50-333 0 
90-333 P 

90-333 Q 
90-333 F 
90-206 P 
90-286 ft 
50-333 F 

50-333 F 
50-333 8 
50-333 S 
90-206 ft 
50-333 a 

90-333 6 
90-333 F 
90-333 F 
50-206 P 
90-2B6 F 

50-333 6 
90-333 8 
50-333 a 
90-333 a 
roiA 

90-333 F 
90-333 F 
90-333 P 
90-333 P 
90-333 P 

90-286 P 
50-333 S 
90-333 Q 
COttMlBBlDN 
50-322 U 

90-500 H 

QA797 

PR 

90-937 0 
PR 

90-267 Q 
90-267 8 
90-267 Q 
90-267 0 
90-267 a 

90-867 a 
90-267 a 
90-267 P 
90-267 a 
30-267 F 

90-267 P 
90-267 P 
90-267 P 
90-267 0 
90-867 P 

90-267 P 
90-267 P 
30-267 P 
90-267 P 
90-267 P 



544 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Public B»rvtce Co of Indlvnai In< 


Public Servlet Co of Ntut Hampshire 


Piibtlc Btrvlct EUebric it 0«i Co of 

Jiritg 


ACCESSION SUBJECT 

NUMBER CATEOORV 


0310130286 

50-267 

Q 

0310130300 

50-267 

P 

83 101 30303* 

50-267 

P 

8310130304* 

50-267 

P 

0310130324* 

50-267 

P 

8310130328* 

50-267 

P 

0310170260 

50-267 

R 

0310210253 

50-267 

P 

8310030283 

PR 


8310040428 

50-546 

A 

8310040420 

50-546 

A 

0310060337 

50-546 

S 

8310060337 

50-546 

s 

8310170530 

50-547 

s 

8310210025 

50-346 

8 

B3102400B1* 

50-346 

Q 

6310270395 

50-546 

S 

0310270395 

50-546 

5 

8310270458 

30-546 

5 

8310270450 

50-546 

8 

831 0030341 

PR 


03 10060343 

50-443 

8 

B3 101 10083 

50-443 

Q 

0310110083 

50-443 

Q 

8310110092* 

50-443 

0 

8310110092* 

50-443 

0 

8310120133 

50-443 

0 

0310120133 

50-443 

0 

0310120263 

50-443 

A 

8310120263 

50-443 

A 

8310120426 

50-443 

0 

8310120428 

50-443 

0 

B310-1G01SO 

50-443 

G 

8310100150 

30-443 

0 

8310160153* 

50-443 

G 

B31O10O153* 

50-443 

0 

83101 B0169 

50-443 

0 

8310180165 

50-443 

Q 

8310180170* 

50-443 

Q 

8310180170* 

50-443 

0 

8310200267 

50-443 

0 

8310200267 

50-443 

0 

8310200277 

50-443 

0 

6310200277 

50-443 

0 

8310210250* 

50-443 

Q 

6310260201* 

50-443 

A 

6310260254 

30-443 

0 

6310260254 

50-443 

0 

8310260261* 

50-443 

0 

8310260261* 

50-443 

0 

8310260266* 

50-443 

0 

6310260266* 

50-443 

Q 

0310260272* 

50-443 

Q 

83 1 0260272* 

50-443 

0 

8309190260 

50-272 

F 


0309190260 

30-272 

F 

0310030346 

30-272 

R 

8310030346 

50-272 

R 

8310030484 

50-354 

Q 

0310050159 

50-272 

P 

8310050159 

50-272 

P 

8310050164* 

50-272 

P 

0310050164* 

30-272 

P 

8310030174* 

50-272 

P 

8310060325 

50-31 1 

P 

8310060327 

SO-31 1 

P 

8310060328* 

50-3t 1 

P 

8310070003 

50-272 

P 

8310070166 

50-272 

P 

8310180114 

50-31 1 

R 

0310180251 

50-272 

K 

8310180251 

50-272 

K 

8310180253* 

50-272 

K 

8310180253* 

50-272 

K 

6310180398* 

50-272 

Q 

8310190178 

50-311 

S 

0310190302 

71-9086 


0310200014 

71-6574 


0310200174 

50-272 

R 

8310200239 

30-354 

E 

8310200279 

50-311 

B 

8310200318 

50-311 

P 

8310200323* 

50-311 

P 

8310210041 

50-31 1 

R 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


B3102I019& 

0310210193 

S3i02102Q3 

8310210205 

0310240143 

8310250215 

8310250238 

0310250244 

8310250257 

0310250325 

8310250390 

8310230407 

8310250470 

8310250567 

8310200024 


30-272 F 
50-272 F 
30-272 P 
30-272 P 
50-334 F 

30-354 A 
50-272 8 
50-311 B 
50-272 V 
50-272 S 

50-272 S 
50-311 S 
30-311 S 
50-31 1 S 
50-272 0 


8310200075 

0310280093 

B3102B0101 

031O2BO119 

83102001224 


30-354 8 
50-334 5 
50-334 S 
30-311 Q 
50-311 0 


Puget Sound Poutr It Light Co 
Purdue Research Foundation 


0310310225 

0310310229* 

0310030390 

0310190326* 

0310190329* 


50-311 Q 
50-311 Q 
50-522 0 
FOIA 

roiA 


Purdue Untv « Nest Lafagette. IN 
Radiation Management Carp 

Raytheon C-orp 
Reed* xt Q 


Q31O2B0131 

0310060079 

0310120316* 

0310110020 

0310120420 


RES 

70-143 
50-277 R 
FOIA 

50-483 0 


Rehab Oroupi Inc 

Remote Technoiogij Carp 

Rensselaer Polytechnic Inst » Troy* NY 


8310240230* 

0310110549* 

8310110121 

8310110122* 

8310190201* 


roiA 

CONTRACT 
50-225 P 
50-225 P 
CONTRACT 


Reuter-atot es* Inc 
Richland* WA 

Ridlhal-gh* Cggers I* Associates 


031D2OOO51 

0310200055* 

0310260022 

0310070237* 

0310260397 


50-225 P 
50-225 P 
XPORTLIC 
CONTRACT 
NUREO 


Rio Algom* Ltd 

Robert Charles Males 9c Associates 
Robert L Cloud Associates* Inc 


8310060502 

8310110520* 

8310210007* 

8208010014* 

6310040509 


40-0004 
CONTRACT 
CONTRACT 
50-275 P 
50-273 R 


0310040513* 

0310070006 

0310070091* 

8310070094 

8310070100* 


50-275 R 
S0-27S R 
50-275 R 
30-275 R 
30-273 R 


0310070151 

0310070155* 

0310070208 

6310070212* 

8310070215 


50-275 R 
50-275 R 
50-275 R 
50-275 R 
50-275 R 


8310070227* 
8310070231 
B31 0070257* 
B31 01 20070 
0310140117 


30-275 R 
50-275 R 
50-275 R 
50-275 P 
50-275 R 


Robert Shatj Cantrols Co 
Rochester Oas 8< Electric Corp 


0310140119* 50-275 

0310280157 50-275 

8310250510* QA999 

8310250525* GA999 

8310140121 50-275 


R 

P 


P 


0310180192 

8310190032 

0310230217 

0310250305 

0310270006* 


50-244 P 
50-244 R 
50-244 8 
50-244 S 
50-244 F 


Rochester Post-Dul 1 etln» Rochester, MN 
Rocheiterf N/ 


0310270094* 

0310310073* 

8310310076* 

8310190337 

8310060160* 


50-244 F 
50-244 P 
50-244 P 
FOIA 
CONTRACT 


Roctuell In ternatlnnal Corp 
Rocky Mountain Energy Co 
Ropes it Gray 


8310170071 
8310200342 
B3101 10003 
8310110003 
B310U0092* 


70-25 
40-8697 
50-443 0 

50-443 0 

50-443 0 


031OUOO92* 

0310120133 

0310120133 

0310120420 

0310120420 


50-443 0 
50-443 Q 
50-443 0 
50-443 0 
50-443 0 



CORPORATE SOURCE INDEX 


AUTHOR 

AFFiLlATrON 


Ras^eADunt t Int. 

Rqwb Associates 

Rfl B- N’ucloor InterveTi ticn Committee 
NIi 


S Lev^p Jiic 


BiSCTa-JGBnto Municipal Utility District 


BAcraAsntoj CA 

SoIcmpNJ 

B*n Cleoantcp CA 

Bah DlsjO Oas & Electric Co 

BATidia Laboratories 


Sargant & LuntfV' Ii'c 

Sava tha V«il«v - Save Marble Hill 

ScAarfeldi Bechhoefer & Daron 


BcAMltf Donnenf eld* Brag te Silbert 
Scitnc* tr Engineering Associates! Inc, 


B< tence App Heat ionsi Inc 


ACCESSION 

NUMBER 


SUDJECT 

CATEGORY 


8310140015 

8310140015 

8310180150 

8310100150 

B310te0l53« 


30-443 

30-443 

50-443 

50-443 

30-443 


8310180153* 

8310te01A5 

0310180163 

0310100170* 

B3101Q0170* 


50-443 

30-443 

50-443 

50-443 

50-443 


0310200267 

8310200267 

8310200277 

8310200277 

0310260187 


50-443 

30-443 

50-443 

30-443 

50-443 


AUTHOR 

AFFILIATION 


Seacoast Ant I -Po 1 lotion L*agu* 


ACCESSION 

NUMBER 


BU8JECT 

CATEGORY 


8310260309 
0310260373* 
0310280070* 
031 00303 5S 
0310110227 


30- 537 ^ 

CONTRACT 
30-329 C 
30-443 C 
30-443 C 


0310120107 
0310120107 
0310120111* 
031012011 1* 
83101201 15* 


50-443 

30-443 

30-443 

30-443 

50-443 


83101,201 IS* 
8310120122* 
0310120I2J* 
0310120126* 
D310120126* 


50-443 

30-443 

30-443 

30-443 

50-443 


8310260187 

30-443 

A 





0310260254 

30-443 

o 


0310120133* 

50-443 

m 

0310260234 

30-443 

o 


0310120133* 

50-443 


0310260261* 

50-443 

G 


0310120141* 

50-443 

m 

8310260266* 

30-443 

0 


0310120141* 

50-443 





Rena te 

0310170670* 

50-320 

u 

8310260272* 

30-443 

O 





03 10260272* 

50-443 

0 


D310;^00467* 

CDMMIBStON 

8310250357* 

QA999 


Benatet Environment L Public Works 

0310110620* 

50-54 

u 

0310030458* 

CONTRACT 



0310100016* 

CONhlSBlON 

0310030508 

50-443 

H 

Shannan irWilson, Jnc 

0310070429* 

CONTRACT 




Bhau, Plttman» Potts k Trowbridge 

0310030351 

50-209 

0 

0310040533 

50-443 

0 





831003050B 

50-443 

H 


0310030401 

50-312 

0 

8310120178 

50-443 

O 


0310030403 

50-209 

Q 

0310070178* 

CONTRACT 



0310040231 

50-302 

Q 

0310070267* 

CONTRACT 



0310040392 

50-209 

Q 





0310040330 

50-400 

Q 

8310030401 

50-312 

0 





8310030403 

30-312 

p 


□310030520 

50-440 

Q 

8310040033 

50-312 

p 


0310060100 

50-400 

Q 

8310040317 

50-312 

p 


□310060100 

60-400 

Q 

8310040419 

50-312 

R 


0310060193* 

50-400 

Q 





□310060193* 

50-400 

Q 

8310040347 

50-312 

P 





8310060021 

50-312 

F 


0310060203* 

50-400 

Q 

8310060022* 

50-312 

F 


0310060203* 

50-400 

9 

0310070275 

50-312 

8 


0310060323 

50-400 

0 

0310120087 

50-312 

P 


□310060323 

50-400 

Q 





□3101 10150 

50-400 

0 

0310120145 

50-312 

S 





0310120130 

30-312 

B 


□3101 10150 

50-400 

0 

8310120160 

50-312 

R 


□3101 10153* 

50-400 

0 

0310120161* 

50-312 

R 


□3101 10155* 

50-400 

0 

8310120167 

50-312 

8 


□3101 10203 

50-209 

0 





□3101 10224 

50-209 

o 

0310120186 

50-312 

8 





8310120338* 

50-312 

Q 


□3101 10272 

50-209 

0 

8310120374 

50-312 

P 


03101 10274 

50-266 

0 

8310140247 

50-312 

Q 


□3101 10280 

50-302 

0 

8310170216 

30-312 

R 


0310120005 

50-201 

T 





8310120173 

50-209 

0 

8310190074 

50-312 

Q 





8310210020 

30-312 

P 


8310140030 

50-490 

Q 

0310210038 

30-312 

P 


8310140063 

50-403 

0 

8310250210 

30-312 

P 


8310170234 

71-9010 


8310250590 

30-312 

e 


0310170370 

50-302 

Q 





0310170543 

50-400 

Q 

0310230607 

50-312 

R 





8310270431 

30-312 

8 


8310170543 

50-400 

Q 

0310270452 

50-312 

8 


0310170369 

50-302 

Q 

0310200097 

50-312 

P 


031 01 70600* 

50-400 

Q 

0310070224* 

CONTRACT 



0310170600* 

50-400 

0 





0310170620* 

50-400 

0 

8310070181* 

CONTRACT 






0310100270 

50-275 

H 


0310170620* 

50-400 

0 

0310110133* 

50-361 

P 


0310170630* 

50-400 

0 

0310030253 

NUREO 



0310170630* 

50-400 

0 

0310110174 

NUREO 



0310100355 

50-209 

0 





0310170212 

50-302 

0 

0310110571* 

FOIA 






8310170283 

NUREO 



0310200102 

50-266 

0 

8310200388 

NUREO 



031020021 1 

50-209 

0 

8310270045* 

FOIA 



0310310140 

50-209 

0 

0310310447 

NUREO 



031 02 10200 

50-320 

0 





0310310249 

50-209 

0 

0310040349* 

0A799 






8310260291 

50- 346 

0 


0310240166 

50-209 

g 

8310120011* 

50-201 

1 


0310340103 

50-400 

g 

8310120013* 

50-201 

I 


0310240104 

50-209 

Q 

0310120023* 

50-201 

I 


0310270330 

50-440 

0 





0310270512 

FOIA 


0310120042* 

50-201 

I 





0310120047* 

50-201 

I 


0310200051 

50-400 

0 

0310120207* 

50-201 

1 


0310200051 

50-400 

0 

0310030334* 

CONTRACT 



0310200164 

50-400 

a 

0310110310* 

CONTRACT 



0310200164 

50-400 

9 





0310310146 

50-400 

0 

0310110312* 

CONTRACT 






0208310332* 

50-259 

P 


0310310195 

50-302 

0 

0209200334* 

30-220 

G 


0310310190 

50-209 

0 

0310030330* 

CONTRACT 



0310310200 

50-403 

0 

8310190265 

WASTE MOT 


B3IO3IO303 

50-209 

0 




Shoreliam Opponents Coailtlon 

0310200105 

50-322 

9 


546 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


QhoTfl-hamj NY 
Qiamaint-Al 1 Inc 
SJgma Chemical Co 
8inikln(s Industrie*! Inc 
Sinltinr L A 


Qlnnltslppi Alliance for the 
I SAFE I 


Small Dutinas* Administration 


Society of Nuclear Medicine 
South Carolina Electric ir Oas 


South Hanptoni NK 

Bouthrrn California EditoTk Co 


ACCESSION SUDJSCT 

NUMBER CATEGORY 


e3lOOAOa'?Oa CONTRACT 
aai 025001 I • QA799 

0010130391 XPORTLIC 

03l02£0a9&» CONTRACT 

0310260249 SO-499 0 

03 10260 269 S0-49S 6 

Environment 0310030349 50-4S4 N 

031 0040203 30-434 0 

0310200097 50-434 O 

aDl0a3O219« 30-434 O 

03 1 0030369a CDNTR ACT 

0310030460* CONTRACT 

0310070432* CONTRACT 

0310130407* CONTRACT 

03 10100396* CONTRACT 

0310210133* CONTRACT 

0310210100* CONTRACT 


8310250675 

FDIA 


0310030343 

50-395 

S 

8310030475 

50-395 

s 

0310030562* 

50-395 

F 

0310030587* 

50-395 

F 

8310040465 

50-395 

S 

0310070002 

50-395 

s 

8310070126 

50-395 

s 

0310070276 

50-395 

6 

6310070336 

50-395 

S 

0310170443 

50-395 

S 

B310170S66 

50-395 

5 

6310190026 

30-395 

R 

831OS00252 

50-395 

0 

6310210126 

50-395 

6 

8310260109 

50-395 

E 

631 0260 J 17 

50-395 

8 

6310260232 

50-395 

P 

8310260255 

50-393 

P 

8310560005 

50-395 

D 

0310310234 

50-393 

S 

8310310392 

50-393 

8 

0310310394 

30-393 

S 

6310140021 

30-443 

0 

0305240501 

30-206 

p 

6310030102 

30-361 

R 

6310030110 

30-206 

F 

6310030110 

30-206 

F 

8310030110 

50-206 

F 

0310040009 

30-361 

P 

6310040009 

30-361 

P 

6310070203 

30-206 

P 

6310070304 

30-361 

8 

6310070344 

TORREP 


6310110128 

30-361 

P 

6310110128 

30-361 

P 

6310110133* 

30-361 

P 

6310110133* 

30-361 

P 

6310110136* 

30-361 

P 

6310110136* 

30-361 

P 

6310120070 

30-361 

S 

6310120073 

30-361 

5 

6310120075 

30-362 

S 

0310120116 

30-361 

S 

6310120130 

30-361 

B 

0310120146 

30-361 

B 

0310120152 

30-361 

B 

6310120164 

50-361 

6 

0310120170 

30-206 

P 

6310120172 

50-362 

S 

8310120183 

30-362 

a 

8310120164 

30-206 

S 

8310120258 

50-206 

0 

6310120278 

30-206 

p 

8310120278 

30-206 

p 

8310120278 

30-206 

p 

8310120298 

30-206 

0 

8310120298 

30-206 

0 

8310120298 

30-206 

0 

8310120338 

30-362 

S 

8310120342 

30-361 

s 

0310120347* 

50-361 

6 

0310120351* 

30-361 

B 

8310120397 

50-361 

P 

8310120397 

50-361 

P 

8310130012 

50-206 

F 

0310130012 

50-206 

F 


AUTHOR 

AFF11.1ATI0N 


Southern States Energy Onard 
Southwest Fabricating h Melding Co 
<iub6 of lU International Corp > 


Bevthuest Research Institute 


Bpectron Development Latoratories 
Qtamiris* B 


State* Dept of* Bvreau of Oceans Inti 
Environ tt Scientific Affairs 
Stone ht VIebster Engineering Corp 


Stone Mffbsterr Inc 


ACCESSION 

NUMBER 


8310130012 

0310130127 

8310130316 

0310140023 

0310140123 

0310140167 

031O14O21B 

0310140223 

0310100486* 

0310190000 

8310190000 

8310190000 

8310190010 

0310190092 

8310200177 

0310200177 

0310200284 

0310210260 

8310230124 

8310250145 

8310250196 

8310250453 

8310250463 

8310230495 

8310270101 

8310270416 

8310270428 

8310270432 

8310270434 

0310270437 

8310270440 

8310270434 

8310270454 

8310270463 

8310270495 

8310270490 

8310310326 

8310310326 

6310070320 

6310130205* 


63101302BS* 

6310130287* 

0310130207* 

6310130209* 

8310130289* 

8310130290* 

0310130290* 

B310190343 

8310210013* 

9310270398* 

0310200122* 
031O2BO149* 
6310280130* 
0310280131* 
63101 10616* 

8310170383 

8310170303 

8310170393 

8310170393 

0310170427 

0310170427 

B310170324 

8310170324 

8310270345 

6310200145 

6310060094 

6310120255 

0310170190* 

6310190034* 

8310190036* 

6310190036* 

8310190036* 

8310190042* 

6310190042* 

6310190047* 

6310190047* 

0310200203* 

0310310065* 

6310310312* 

0310030226 

8310030236* 

0310170466* 

6310170530* 


SUBJECT 

CATEGORY 


50-206 F 
50-206 P 
50-206 P 
50-362 S 
50-362 S 

50-362 S 
50-362 S 
30-206 P 
50-361 S 
50-206 H 

50-206 H 
50-206 H 
50-206 R 
30-361 R 
DO-361 P 

DO-361 P 
DO-206 P 
50-362 P 
SO-206 P 
30-361 B 

50-206 P 
50-206 B 
50-362 S 
50-362 S 
50-206 P 

50-362 5 

50-362 S 
50-362 S 
50-361 0 

50-362 S 

50-362 6 

30-361 S 
50-361 0 

50-361 S 
50-362 S 

30-361 S 
30-361 6 

50-361 8 

NUREO 
50-400 E 


50-400 E 
50-400 E 
50-400 E 
50-400 E 
SO-400 E 

50-400 E 
50-400 E 
71-503 
50-205 Q 
TDPRBP 

SO-311 0 

50-239 P 
50-239 P 
50-239 P 
CONTRACT 

30-329 Q 
50-329 O 
50-329 0 

50-329 O 
50-329 O 

50-329 0 

50-329 0 

50-329 0 

50-329 0 

50-329 O 

XPORTLIC 

PR 

30-423 A 
50-329 A 
50-329 A 

50-329 A 
50-329 A 
50-329 A 
30-329 A 
50-329 A 

50-329 A 
50-397 0 

30-412 «. 

30-4 1 2 F 
30-43B K 

30-43B C 
50-329 0 

50-329 0 



CORPORATE SOURCE INDEX 


547 


AUTHOR 

ACCESSION! 

BUDJCCT 



ALm-IOR 

ACCESSION 

SUBJECT 


AFFILIATION 

NUMBER 

CATEGORY 


AFFrulATinw 

NUMBER 

CATEOORy 


0310170544* 

50-329 

Q 



0310030376- 

50-296 

8 


0310170547* 

50-329 

Q 



8310030008 

50-390 

S 


0310170555* 

50-329 

a 



8310030388 

50-390 

8 


03 10170559* 

50-329 

0 



0310030308 

50-390 

8 


0310170560* 

50-329 

0 



B31 0030388 

50-390 

0 


0310170564* 

50-329 

Q 



0310030300 

50-390 

8 


0310170567* 

50-329 

Q 



B31003a39'7 

50-390 

S 


0310170571* 

50-329 

Q 



8310030399 

50-390 

8 


03101170575* 

50-329 

Q 



6310030404 

50-390 

S 


0310^170590* 

50-329 

Q 



0310030404 

5'0-390 

8 


83tOl7060S* 

50-339 

0 



6310030405 

30-260 

8 


0310170606* 

50-329 

Q 



6310030424 

90^390 

9 


0310170610* 

50-339 

0 



031003042-41 

50-390 

8 


0310170616* 

50-339 

0 



0310080432 

50-259 

8 


0310170632* 

50-329^ 

a 



B3 10030436 

30-390 

5 


03101170627* 

50-329^ 

Q 



B310aQ04a6> 

30-390 

8 


0310170604^* 

50-329 

G 



6310000436 

50-390 

0 


03 1 0270 1 76* 

50-339' 

0 



8310030462 

50-390 

9 

Structural & Eartht^uaks' Eng.Lnaaning 

BO 10 110582* 

CONTRACT 




8310030462 

50-390 

S 

Ccnsultant 5 






B31003047ai 

50-390 

0 

Structural Nachanlo* Aasaciaitaff 

03101130298* 

50-1x55 

P 



a31003a4-73l 

50-390 

S 


0310130302* 

50-155' 

P 



8310Q30S06 

50-390 

5 

SuFfalK Cfluntij* NV 

0310030456 

50-332' 

C 



0310030506 

50-390 

S 

0310040199' 

50>-3B2' 

0 



831003050 6x 

50-390 

0 


0310040618 

50-322' 

0 



6310030306 

50-390 

0 


0310050416 

50-332. 

G 



03 1 0030S<r6i 

50-390 

0 


0310190056 

50-322 

0 



0310030519' 

50-390 

8 


8310200217 

50-322.' 

0 



6310030519' 

50-390 

8 


03102401160' 

50-332' 

0 



6310030538' 

5 □>-390 

8 


0310270239' 

30'-322.' 

G 



6310030538 

50^390 

S 

Suffaik Nuclear Stud^ Oroup 

0310180697 

30-32£' 

A 



631 003053 0> 

50-390 

0 


8310210327 

FQIA 




e3i'ao0OB3Er 

50-390 

8 


0310270496 

FOIA 




6310000539 

50-390 

8 

Senear Internationa 1 

SjB-tew Arc h i tac ts, Inc 

TERA Corp 

0310170101 

FOIA 




6310040130' 

50^390 

8 

031OO5O4'6O* 

CONTRACT 




6310040130 

50*390 

8 

03 10040235* 

SO-24»7 

F 



0310040172 

50-430 

8 


0310110370* 

FOIA 




0310040180 

50-390 

8 


8310170624 

30-339^ 

A 



0310040180 

30-390 

3 


8310210272 

50-329' 

R 



6310040193 

SO-390 

8 


0310210272 

50-339 

n 



031 0040 193 

30-390 

8 


0310210273* 

50-339 

R 



631004D27L*' 

50-259 

0 


0310210275* 

30-339' 

R 



0310040402' 

50-390 

F 

Taffiareti* It)c 

0310060323* 

CONTflACT 




0310040402’ 

50-390 

F 

Target Technologv Ltd 

Taijlae As«Qclatet 

Tcchnaa IOC i ate 5> Inc 

8310100530* 

50-333 

p 



83100404 52 

50-259 

F 

8310200016 

50-142 

T 



8310040452 

50-259 

F 

B3101B0576* 

CONTRACT 




0310040432 

50-259 

F 

TachnUal Audit Asaociatofit Inc 

8310250093* 

50-397 

A 



0310040492 

50-259 

F 

8310250097* 

30-397 

A 



0310040432 

50-259 

F 

7«chhoiogy Development of Californiai 
rnc 

Tachnologg for Energy Corp 

B31O21O10O* 

CONTRACT 




03100403441 

0310040344 

50-390 

50-390 

B 

8 

B31OO6O410* 

50-361 

P 



8310040549 

50-390 

S 

Tahnelron Researchr Inc 

8310130143 

NUREO 









8310060000 

50-390 

8 


8310310449 

NUREO 




8310060008 

50-390 

8 

Taledyne engineering Services 

8310120315* 

30-27 1 

P 



B310060009 

50-390 

6 

8310140202* 

50-333 

P 



0310060009 

50-390 

6 


8310170214 

50-275 

R 







8310170227* 

50-273 

R 



0310060016. 

50-390 

8 







0310060016 

50-390 

8 


0310170646 

50-375 

R 



0310060027 

50-390 

G 


8310170631* 

50-373 

R 



0310060027 

50-390 

S 


8310260260 

30-275 

R 



0310060003 

50-327 

S 


8310260264* 

30-275 

R 







0310270241 

30-275 

R 



0310060007 

50-390 

8 







0310060007 

50-390 

S 

Tflfdiinti Inc 

Tennilecj Inc 

Tennessee Valley Authority 

8310030451* 

QA999 




031 0060095 

50-390 

8 

8310070173* 

CONTRACT 




0310060093 

50-390 

8 

0310030214 

30-390 

0 



8310060331 

30-390 

8 

0310030214 

30-370 

8 




30-390 

0 


0310030218 

30-327 

8 



0310060331 







8310060331 

50-390 

S 


0310030233 

30-390 

8 



0310060331 

50-390 

8 


8310030233 

30-370 

8 



0310060342 

50-390 

3 


8310030233 

30-390 

8 



0310060342’ 

30-390 

8 


8310030233 

50-390 

0 



0310060377 

30-296 



8310030233 

50-390 

0 



8 





0310060300 

30-260 

8 


B3 10030240 

50-328 

8 



8310060407 

50-296 

S 


8310030244 

30-390 

S 



6310060436 

50-390 

3 


8310030244 

30-390 

8 



0310060436 

50-390 

3 


8310030252 

50-390 

S 



0310060476 

30-390 



031 0030252 

30-390 

0 



8 




0310060466 

30-390 

a 


0310030257 

50-390 

9 



0310060460 

30-390 

9 


83 100302 57 

30-390 

9 



0310110100* 

50-327 

F 


8310030330 

30-390 

a 



0310110199* 

60-259 

F 


0310030330 

30-390 

0 



6310110203* 

50-259 



8310030365 

30-390 

8 



F 





8310120100 

50-390 

6 


8310030365 

30-390 

B 



8310120100 

50-390 

S 


0310030370 

50-390 

8 



B310120169 

30-390 

8 


0310030370 

30-390 

8 



0310120169 

50-390 

S 



CORPORATE SOURCE INDEX 


B4d 


AUTHOR 

affiliation 


ACCESSION SUBJECT 

NUMBER CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

£33 101 20? 10 50-370 S 


O31O21O306« 

90-239 

F 

8310120210 30-390 S 


8310250012 

90-390 

8 

Q310I2023B 50-A3B S 


8310250012 

90- 390 

e 

8310120236 30-390 S 


8310290034 

90-390 

A 

8310120237 30-370 S 


B310230034 

90-390 

A 

8310120237 50-390 S 


8310290077 

30-327 

0 

8310120332 30-390 S 


8310290002 

50-299 

P 

8310120332 50-390 B 


0310250110 

SO-438 

S 

8310120336 50-390 9 


B31O25O130# 

90-259 

Q 

0310120336 50-390 S 


8310250149 

90-430 

0 

031OI2O3B9 90-390 S 


0310250149 

90-438 

S 

8310120399 30-390 S 


0310250162 

SO-390 

S 

8310120396 30-390 S 


8310250162 

50-390 

8 

8310120396 50-390 S 


8310290165 

30-390 

S 

0310140017 90-370 S 


0310250165 

30-390 

G 

8310140017 SO-090 S 


0310290170* 

50-259 

<3 

8310140048 50-390 S 


0310250173 

50-390 

B 

0310140087 50-320 S 


8310250173 

90-390 

8 

8310140127 50-260 S 


0310290229 

50-299 

Q 

831 01 40127 50-239 S 


8310250233 

90-390 

a 

031 0140200 50-260 S 


0310250240* 

50-239 

0 

03 101 40224 50-390 A 


0310250240# 

90-259 

o 

8310140224 30-390 A 


0310250240# 

90-239 

Q 

0310140277 50-433 S 


0310290306# 

90-438 

Q 

0310170264 50-370 S 


0310250313# 

30-438 

Q 

0310170264 50-390 S 


8310250360 

90-260 

B 

0310170276 50-327 8 


8310290367 

90-390 

D 

831 OJ 70592 50-327 8 


0310250371 

50-390 

8 

8310170597 50-327 S 


0310250371 

90-390 

3 

8310170658 90-328 8 


8310290370 

90-390 

B 

8310170733 70-2941 


6310250436# 

90-327 

Q 

0310180315 50-390 F 


0310250436# 

50-327 

a 

8310180315 50-390 F 


0310250404# 

90-327 

Q 

0310100380 50-390 A 


63102S0484# 

50-327 

Q 

8310180388 90-390 A 


8310290494# 

50-327 

a 

8310180422 90-259 P 


6310290602# 

90-327 

Q 

831 01 80443 50-327 P 


8310250602# 

90-327 

Q 

8310190066 50-327 R 


0310260364 

40-1341 


8310190009 50-390 S 


8310270073 

90-260 

8 

8310190089 50-370 S 


8310270150 

90-390 

9 

0310190089 50-390 8 


0310270150 

90-390 

S 

83J0J 90009 50-390 S 


0310270103 

50-390 

a 

0310190089 90-390 8 


831 0270 183 

90-390 

9 

8310190124 50-327 8 


0310270248 

50-438 

0 

8310190127 SO- 390 S 


8310280021 

90-327 

P 

8310190127 50-390 S 


0310260021 

50-327 

P 

0310190186 90-259 R 


0310280022 

90-327 

P 

8310190220 50-433 3 


0310280022 

90-327 

P 

8310190224 50-390 8 


8310280027# 

50-327 

P 

0310190224 50-390 0 


8310280027# 

90-327 

P 

8310190224 50-390 8 


8310200040# 

50-327 

P 

8310190224 50-390 9 


0310280040# 

90-327 

P 

8310190224 50-390 S 


8310280140 

90-5559 

P 

8310210011 50-390 S 


0310200140 

90-259 

P 

0310210011 SO-390 8 


0310280173 

50-390 

A 

0310210011 90-390 S 


8310280321 

40-1341 


8310210011 50-390 9 


8310310142 

90-S59 

P 

Q31021001I 50-390 8 


8310310148 

50-370 

a 

0310210015 50-390 9 


8310310157 

90-438 

s 

8310210019 50-390 S 


8310310320 

90-390 

5 

0310210023 50-390 A 


0310310320 

50-390 

0 

0310210023 50-390 A 


8310310340 

90-390 

a 

0310210042 50-390 6 


8310310387 

50-259 

F 

8310210042 50-390 9 


8310310387 

50-259 

t= 

0310210049 50-390 8 


8310310387 

90-259 

F 

0310210049 90-390 8 


8310310429 

90-327 

P 

8310210049 50-390 8 


0310310429 

90-327 

P 

0310210049 50-390 8 


8310310438# 

90-327 

P 

0310210049 50-390 S 


0310310430* 

50-327 

P 

0310210068 90-390 8 

Jmta% A&M Unlv « CQU*gr Sta^lan, TX 

8310250683# 

50-99 

r 

8310210060 50-390 9 

Tvxai Ut:lllti#-i Generating Co 

0310030916 

50-449 

8 

03102 J 0070* 50-299 Q 


6310050403 

90-449 

Q 

031021 0078 » 90-259 Q 


8310050403 

90-449 

Q 

0310210078# 50-259 0 


8310050412# 

50-445 

Q 

8310210096 50-390 8 


031 00904 12# 

90-445 

a 

8310210096 50-390 8 


0310060316 

90-449 

o 

8310210096 90-390 8 


83101 10322 

90-449 

o 

8310210178 50-438 A 


8310130268 

90-445 

8 

0310210170 S0-43B A 


0310130278 

50-449 

3 

031021 0226 90-259 0 


8310140022 

90-449 

T 

8310210301 50-390 £ 


8310140022 

50-449 

T 

0310210301 50-370 E 


8310140024# 

90-449 

T 

0310210383* 50-259 F 


8310140024# 

90-449 

T 

8310210303* 90-259 F 


8310140180 

90-445 

K 

8310210383# 50-259 F 


8310170412 

90-445 

Q 


CORPORATE SOURCE INDEX 


author 

affiliation 


accession 

NUMBER 


SUBJECT 

CATEODRY 


AUlHOFl 

AFFlUATinN 


ACCESSION 

NUMflCR 


SUBJECT 

CATEODRY 


Taxa« Utilities Services. Inc 


Texas* StAte o# 

Texa«* Univ ofj Austin. TX 


Tete^i <Jniv. of* El Paso. TX 
Teias. UFniv of* San Antonio 
Thoj^as-. D- C 

Three MUe Island Alert 


Toledo Edison Co 


Torrev TecJtnaloBv 


It-ene-Confcinental Consultants* 
Tt’erts sBf r 1 ca Dttavali Inc 
Tfenstiucl ear* inc. 


Inc 


0310170412 

0310170417* 

0310170417* 

8310100150 

031O1BO163* 

831O10O1&3» 

031010017? 

031O1BOIB3* 

83101003?? 

0310100464* 

031O18O40B* 

8310210001 

8310210104 

8310210196* 

0310210196* 

0310280003 

8310040604 

B3i0040ii04 

03100406.04 

0310040604 

03101101 16* 
0310110173 
03101 10177# 
031020014? 
031020014? 

8310270175 

8310270175 

8310270105 

0310270105 

0310280041 

0310200041 
0310100163* 
03101 10386# 
03101 10390# 
0310110392# 

0310110489# 
831 02001 31 
0310030349* 
03 101 40070* 
0310260274 

0310270378 
8310060226 
03 1 006034 S 
0310060365 
8310060395# 

03101 1008S# 
03101 100B7# 
0310110131* 
8310120103 
0310120228 

0310180239 

8310120322 

0310120391 

0310170369 

B31017037S 

9310170492 

9310170490 

8310170503# 

8310170599 

0310100513 

0310190020 

8310190166 

0310190167# 

0310190170# 

8310210363# 

B3102502S6 

0310250233# 

5310250241# 

8310040522 

B31024017Q 

0310240178 

9310240179# 

0310240179# 

8310240102# 

0310240102# 

9310210320 

8310270206 

0310060001 

8310060004# 

0310130396 

9310100143 

9310100148# 

0310100302 

0310200026 

9310280033# 


50-445 
30-445 
30-445 
50-445 
30- 445 

50-445 
30-445 
30-445 
71 -004 
30-445 

go-445 

30-445 

50-443 

30-445 

50-445 

50-445 

30-445 

50-445 

30-443 

50-445 

30—445 

50-443 

30-445 

30-443 

30-443 

50-449 

30-445 

30-449 

90-445 

90-445 

50-445 

90-445 

90-192 

90-192 

90-192 


0 

A 

Q 

Q 

0 

B 

A 

A 

A 

A 

F 

F 

F 

K 

K 

F 

F 

F 

F 

A 

A 

Q 

F 

F 

r 


90-192 F 
RES 

CONTRACT 
30-4S4 0 

90-089 0 


90-;?B9 

90-346 

50-346 

90-346 

50-346 

90-346 

90-346 

90-346 

90-346 

90-346 

90-346 

50-346 

90-346 

90-346 

90-346 

90-346 

50-346 

50-346 

50-046 

30-346 

90-346 

50-346 

50-346 

90-346 

90-346 

90-346 

90-346 

90-346 

90-350 

90-546 

90-946 

30-946 

50-546 

90-946 

50-946 


F 

F 

F 

P 

B 

a 

0 

B 

B 

9 

P 

0 

P 

P 

R 

n 

R 

R 

R 

r 

p 

p 

p 

A 

A 

A 

A 

A 

A 

A 


FOIA 

90-318 8 

XPORTHC 
XPQRTUIC 
XPQRTLIC 

XPORTUIC 

XPDRTLIC 

XPORTLIC 

XPORTLIC 

XPQRTLIC 


Tr anspar tnt i on* Dept uf 

Transportation* Dept oPi Federal Highway 
Admin I atra lion 

Troasvryj Dept or. U 8 Custom* Bervtce 


US Ecology* rnc iPorworl^ Nuclear 
En 3 inoerlng ) 


Unlan 76 Minerals Exploration C-o 
Unidn Carlilde Carp, 


Union Electric Co 


Union Oil Co of Callfornta 
Union of Concerned Bclentlst* 


United Enfllnitrs tc Constructors, fnc 
(su6s of Raytheon Cn ) 

Unltoil Nuclear Corp 

Unlv of California Pres* 

Utilv of Cincinnati Medical ctr . 
Cincinnati* OM 

Uraneri U0A* Inc 

Uratdun Itesourcesi inc 

Vermont electric Cooperative. Jn< 
Vermont Yanke# Nuclear Power Corp, 


Virginia Electric tr Power Co 


8310S6Q090# 

roiA 


D31 0260 ISO 

50-266 


03102608?0« 

FOIA 


B3lOS702?2 

50-261 

P 

8310270000# 

FOtA 


1131O27DO04* 

FOIA 


0310090997 

27-39 


0310120063 

27-59 


0310170390 

27-59 


0310200330 

71-667? 


0310260000 

WAATE MOT 

0310260094 

UASTE war 

03IO2QOOOO 

27-40 


0310200201 

27-40 


0310310207 

27-40 


0310030203 

40-0984 


0310030210# 

40-0904 


0310030221 

40-0304 


0310040100 

40-899 


0310090329 

REB 


0310170268 

70-2067 


0310260416 

40-299 


0310200169 

40-297 


0310200167# 

40-899 


0310200177# 

40-299 


8310040273# 

90-403 

0 

8310040277 

PFl 


8310040334 

PR 


0310120069 

30-403 

n 

0310140063 

30-403 

0 

031 02 J 00 VO 

50-403 

8 

0310290661# 

50-403 

r 

0310290664# 

30-405 

F 

0310310200 

50-405 

0 

0310100129 

40-0340 


D310090928 

50-209 

0 

031007036V# 

COMMIB0ION 

03 L 0070306# 

COHMIOdlON 

0310110460 

FOIA 


03101 10901 

FOIA 


0310170020 

rotA 


0310100031 

90-335 

P 

03 10 170097 

FOIA 


0310170306 

FOIA 


0310200231 

90-289 

0 

0310240172 

FOIA 


0310260306 

90-289 

0 

0010260300# 

90-28? 

0 

0210270366 

raiA 


0310310076 

FOIA 


Q3 101 90267 

71-148 


031 021 0229m 

90-460 

A 

0310170003 

70-071 


0310890449# 

70-080 


0310110084# 

contract 


0310240170 

FOIA 


03108602/01 

FOIA 


0310860414 

40-0783 


03IO26O4IO# 

40-0783 


0310210123 

40-0786 


031026020Q# 

30-445 

A 

D3 10040297 

30-871 

P 

03 100 901 66 

50-89 

P 

0310120312 

50-871 

P 

0310100096 

50-871 

R 

0310170290 

71-9009 


0310210310 

50-271 

P 

0310290300 

50-871 

0 

0310250334 

50-871 

0 

03IO2DO377 

50-871 

0 

8310250931 

50-871 

0 

8310250626 

50-871 

0 

0310310061# 

50-871 

P 

0310310266 

50-871 

P 

0310310307 

50-871 

F 

0310030300 

Pfl 


0310040200 

90-800 

a 

0310040490 

90-200 

0 

0310040950 

90-350 

a 

03I00409Q7 

30-350 

p 

0310040587 

30-330 

p 



550 


CORPORATE SOURCE IWDEX 


AJTHOR 

AFFILIATION 


i/iTgtnl* PotvtvchnSc Inttltut* b Gtatt 
Unlv < BI»ckftbur 9 « VA 

Un&v. 9f, Chirlotttsvl 31 ti VA 
R. 0r«ck b Co. 

kIBI Corp. 

4*fthln«ton KnftwUdpk Nttuork 
doslilngton Public poutr Supply Syoitn 


ACCESSION 

NUMBER 


8310040390* 
03 1004 0590* 
031 OOA 0323* 
031OOAO577* 
03100*0377* 

83100*0304* 
03100701*4 
03 1 0070328 
0310070418* 
0310110137 

8310110190* 

0310110239* 

0310110239* 

0310110240* 

0310110240* 

03101102*0* 
03101201 14 
03101201 14 
8310120140 
8310120140 

0310120324 
0310130103 
0310130103 
831 01 30 107* 
0310130107* 

0310130145 

0310130145 

0310130148* 

8310130148* 

0310140094 

0310140094 

03101401*1 

0310170091 

0310170091 

0310170098* 

8310100277 

0310180301 

83I01B0309 

0310180309 

6310100440 

8310190002 

031019001* 

8310170043 

6310190043 

6310190043 

6310190043 
8310190037* 
8310190057* 
63101901 12 
63101901 12 

B31019<H30* 

8310190130* 

6310190200 

6310190200 

6310200101 

0310200101 

8310200289 

8310210047 

8310210058 

831021030* 

03102900*6 

831023049* 

831025045* 

0310250*09 

03102*0299 

83102*0299 

8310260432* 

0310260402* 

03102*0436* 

0310270300 

8310270300' 
031 02 70000 
8310210297 

031007010** 

0310170151* 

0310270099 

9310130402 

0309300239 

8309300246* 

03093003^1 

0310030303 
03 10030339 
0310030397 
83100303*1 


SUBJECT 

CATEGORY 


50-338 P 
50-330 P 
50-280 F 
50-280 F 
30-200 F 

30-280 F 
50-280 S 
50-338 S 
30-200 F 
50-200 P 

50-200 F 
50-200 F 
30-200 F 
30-200 F 
50-280 F 

SO-280 F 
50-338 P 
50-338 P 
50-338 P 
30-330 P 

TQPREF 
30-338 P 
50-336 P 
50-336 P 
50-336 P 

50-330 P 
30-339 P 
50-338 P 
30-338 P 
50-280 P 


SO -280 P 
SO-330 8 
50-336 8 
50-330 8 
30-338 S 

50-330 F 
30-280 F 
30-336 P 
30-338 P 
50-338 P 

30-330 0 
30-280 R 
30-200 P 
50-280 P 
50-280 P 

50-200 P 
30-280 P 
30-280 P 
30-330 P 
50-330 P 

50-330 P 
30-330 P 
30-330 O 
50-330 0 
50-200 P 

30-200 P 
30-338 P 
30-339 B 
30-330 3 

so-aea a 

30-339 8 
30-280' 0 
30-800 O 
30-200 0 
SO-330 0 

30-350 G 
50-200 F 
50-280 F 
50-280 F 
50-280 P 

30-aao P 
50-280 P 
30-124 F 

CONTRACT 

40-8* 


FOIA 

FOIA 

50-460 F 
50-460 F 
50-397 8 

50-460 A 
50-306 A 
50-397 A 
50-397 E 


AUTHOR 

affiliation 


W«»hington Bt4t« Unlv • Pullfl)an> l<4A 
Ua«hingl:pn Univ 
Uashingtoni 8tat« of 

Uatar* Wasta * Land# Inc 


U«*t«rit Nabraika RoKOurcai Council 
Uaatlnghouse Electric Curp. 


ACCESSION 

NUMBER 


8310030396 

8310040440 

8310070277 

8310070342 

8310070346* 

8310110276 

8310110332 

0310120059 

8310120155 

8310120196* 

8310 120250* 

83101202*1 

83101202*7 

8310120335 

83101400*6 

B31 0140086 

631014017* 

8310140182* 

0310170212 

8310170235 

6310170298 

8310170313 

8310170446 

8310170493 

0310170499* 

8310170507* 

8310180341* 

8310180387 

8310100449 

0310180453* 

0310180303 

B3101901S2 

8310190134*- 

0310200200* 

8310200357* 

03102101*0 

0310210173* 

0310210224 

6310210305 

8310240150 

8310250088 

8310250092 

8310250144 

6310250290 

0310250425 

6310250453 

8310260113 

0310260122* 

63102*010? 

6310270444 

83102B0126 

6310310149 

6310310151* 

6310310154* 

6310310175 

0310030143 

8310210093* 

8310040344 

5310310204 

0310030215* 

0310280170* 

0310200175* 

8310110356 

6310030469* 

0310040620* 

0310050197 

0310050212* 

8310060059 

63100*0120 

6310060267 

0310060270* 
0310060310 
03101 10149* 
0310130349 
0310140042* 

031 01 40046* 

8310140227 

0310170107* 

0310170197 

8310170203* 

0310170219 

0310170330 

0310200165 

0310200170 

0310200193 


SUBJECT 

CATEGORY 

PR 

50-397 A 
50-397 14 

50-397 A 
50-397 A 

50-397 E 
50-397 A 
50-397 E 
50-397 E 
50-397 Q 

50-397 0 

50-397 A 
50-397 A 
50-397 F 
50-508 0 

50-500 Q 
50-508 A 
50-500 A 
50-397 E 
50-397 E 

50-397 E 
50-397 A 
50-397 F 
50-397 A 
50-397 A 

50-397 Q 
50-397 <J 
50-397 E 
50-397 A 
50-397 A 

50-397 F 
50-500 A 
50-508 A 
50-397 0 

FOIA 

50-397 A 
50-397 A 
50-460 A 
50-397 A 
50-397 A 

50-397 A 
50-397 B 
50-397 8 

50-397 S 
50-397 8 

50-397 8 

50-397 A 
50-397 A 
50-600 F 
50-397 A 

50-50B 0 

50-503 A 
50-508 A 
50-508 A 
50-500 0 

50-27 F 
CONTRACT 
50-508 A 

waste mot 

40-0504 

40-299 

40-299 

FOIA 

QA99? 

70-1151 

PROJ 

PROJ 

XPORTLIC 

XPQRTHC 

PRDJ 

PROJ 

60-413 T 
TPPREP 
XPORTLIC 
50-315 P 

50-315 P 
TOP REP 
50-338 8 

70-698 
70-698 

70-1151 
70-1151 
50-247 8 

TOP REP 
TOP REP 



CORPORATE SOURCE INDEX 


561 


AUTHOR 

affiliation 

ACCESSION 

NUMPER 

SUBJECT 

CATEGORY 

author 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


03iO2OO199» 

TOPREP 







6310200451 

71^5450 



0310240051* 

50-266 

Q 


831D21019B» 

CONTRACT 



6310260166* 

50-266 

S 


6310240248 

70'1143 



8310260171* 

50-266 

6 


6310240230* 

70'1143 



0310310370 

50-266 

F 





Wksconsln Public Barvic* Corp 

0310040617 

50-305 

P 


63102:10016 

XPORTL IC 







6310250310 

70- 1 151 



0310060334* 

50-305 

Q 


8310260016 

XPORTL IC 



6310110026* 

50-305 

F 


0310260045 

70-1143 



03101 10031* 

50-305 

F 


6310260034* 

70-1143 



8310120206 

50-305 

F 






0310120209* 

50-303 

F 


Q3 10260267* 

50-400 

E 


0310120214* 

50-305 

F 


0310260279 

50-445 

A 


0310120216* 

50-305 

F 


6310260279 

50-445 

A 


B31 0120220* 

50-305 

F 


B31026O2BI* 

50-445 

A 


8310120223* 

50-305 

F 


8310260261* 

50-445 

A 










0310120227* 

50-305 

F 


6310260203* 

50-400 

E 


0310120232* 

50-305 

F 


6310260204* 

50-445 

A 


0310120235* 

50-305 

F 


0310260264* 

50-445 

A 


8310120236* 

50-305 

F 


0310260286* 

50-445 

A 


0310120240* 

50-305 

F 


8310260286* 

50-445 

A 










6310120244* 

50-305 

F 


6310280007 

TOPREP 



8310120337 

50-305 

P 


B3102B0017* 

TOPREP 



0310120341* 

50-305 

P 


8310260019* 

50-400 

E 


0310120345* 

50-305 

P 


6310260106 

PROJ 



0310170341 

50-305 

R 


63102801 10* 

PROJ 











63101Q0S22 

PR 


Weit Inghouir Ope-ratinfl Plant* Owners 

8310040363 

TOPREP 



0310210304 

50-305 

6 

Group 





0310210317 

50-305 

6 


63101 10142 

TOPREP 



8310210394* 

50-305 

F 

I4hlchct* J M 

6310040205 

50-454 

0 


0310210396* 

50-305 

P 


0310110270 

50-367 

0 






8310200097 

50-454 

G 

Wood-LtAver 6 AfttaclAfcttt* Inc 

8310040611* 

50-155 

T 





Uyoming Pu*l Co 

0310260373 

40-8629 



6310210219* 

50-454 

0 

Uyoming hin*ral Corp 

6310040605 

40-8502 


uMtr PIain«^NY 

0310060501* 

CONTRACT 



0310210102 

40-6502 


UKlting Carp 

0310120215* 

50-155 

T 


6310210107* 

40-6502 



6310130297* 

50-155 

P 






6310130301* 

50- 1 55 

P 

MyoMlng^ Btata oT 

6310030559 

40-8786 







6310210146 

40-299 


pjlll*m* b Associatff* 

8310070221* 

CONTRACT 



6310240045 

40-8564 



0310120040* 

contract 



6310250169 

40-6622 


Ml n l^vnt'Rob 1 n»ttt b Ai«ociatcs* Inc 

0310260066* 

CONTRACT 


Yanlitt Atomic Electric Co 

6310030341 

PR 


tJl 11 1 «<Kipor t Hosp Hi 1 1 i«m*porti PA 

0310270031 

FOIA 






tll»cansin Electric pourr Co 

□310030447 

50-266 

Q 


6310040100 

50-29 

P 






6310040307 

PR 



031OO3O447 

50-266 

Q 


6310040330 

50-29 

P 


6310030616* 

50-266 

F 


6310040333* 

50-29 

P 


6310030624* 

50-266 

F 


0310040334 

PR 



0310040310 

50-266 

P 






0310040310 

50-266 

P 


6310060343 

50-443 

8 






6310120263 

50-443 

A 


6310040623 

50-266 

H 


6310190012 

50-29 

R 


0310070303 

50-266 

V 


0310190097 

50-29 

P 


0310070303 

50-266 

V 


B310190097 

50-29 

P 


03101 10107 

50-266 

J 






D3101 10274 

50-266 

0 


6310190097 

50-29 

P 






6310190105* 

50-29 

P 


03101 10274 

50-266 

a 


0310190105* 

50-29 

P 


0310120009 

50-266 

0 


0310190105* 

50-29 

P 


0310120009 

50-266 

Q 


6310210250* 

50-443 

Q 


0310120275 

PR 







0310130004 

50-266 

P 


6310250232 

50-29 

6 






8310250277 

30-29 

5 


0310130004 

50-266 

P 


0310250327 

50-29 

8 


0310170234 

71-9010 



6310250410 

50-29 

5 


6310170360 

50-301 

8 


0310250421 

56-29 

S 


6310160119 

50-266 

R 






0310100119 

50-266 

R 


6310250523 

50-29 

6 






0310270042* 

50-309 

F 


6310100421 

50-266 

P 


6310270534* 

50-29 

F 


0310160421 

50-266 

P 


63102160015 

50-29 

S 


83101 B0490 

50-266 

P 


0310280016 

50-29 

B 


6310100490 

50-266 

P 






0310100492* 

50-266 

P 

L R 

63101 10271* 

CONTRACT 


0310100492* 

50-266 

P 






0310100495* 

50-266 

P 






0310100495* 

50-266 

P 






0310160499* 

50-266 

P 






0310100502* 

50-266 

P 






031O10OSO2* 

50-266 

P 






6310200102 

50-266 

G 






0310200202 

50-301 

P 






0310210044 

50-266 

F 






6310210044 

50-266 

F 








REPORT NUMBER INDEX 


REPORT 

NUMBER 


oa^oi&Q-iioa Roi 
Q2-01i»Q»ll02 R1 APPB 

05- Ol^Q-1102 R1 APPC 
02-01 60- nos R1 APPD 
02-01 60- U 02 Rl APPE 

02- 0160-1102 Rl APPF 

03- 0160-1131 RO APPB 
02-0160-1131 RO APPC 
02-0160-1131 RO APPD 
02-0160-1131 RO APPE 

02- 0160-1131 RO APPF 

03- 0160-1131 ROO 
0383-03 FA 

ns^-Fi voi 

Ii36-F3 V03 

H331-a ROI 
14331-3 ROI 
14801-1 ROI 
15737-S-007-102 R03 

6- 6167-g 

77-1140890-01 

03-0S4 

8304-1 

8304-2 

8310050145 

0310050329 

8310060515 

6310070316 

8310200344 

8310280131 

AEDOyESlO 

B0037 

80045 

B AW- I 762 ROI 
Bf4r-2104 

CAaE-7R8 R02 
CEN-839 803 ROI 
CEM-248(B) ROi 
CEW-255<A)-NP 
DT8 1600-1 ROa 

eQ0-HB~637l 
FCTPN-78 
OA-C 17258 VOI 
OA-C 17250 VOa 
flA-C 17250 VOS 

OAOR-ag ADD04 
NUREO-0020 V07 N06 
NUREO-0090 V06 NOl 
NUREO-0303 VOI R06 
NUREO-0303 V02 R06 

NUREQ-0303 V03 R03 
NUREO-0420 304 
NURE0-04B5 VO 5 NOB 
NUREO-0540 V05 N07 
NUREQ'0366 V03 NO 1-3 


ACCEBSION 

NUMBER 

SUBJECT OTHER REPORT 

category NUMBER 

REPORT 

NUMBER 

ACCESaiDN 

NUMBER 

SUBJECT OTHER REPORT 

CATEGORY NUMBER 

03iO18O4Sl« 

8310180493# 

8310180497* 

8310180498# 

8310100501# 

50-307 

50-387 

50-387 

50-387 

50-387 

P 

P 

P 

P 

P 

NUREG-0977 ROI 
NUREO-OSao V12 N09 
NURE0-073D VI 7 if 03 
NUREO-074B V03 NOS 
NUftEQ-0750 V17 101 

8310310446 

8310310111 

8310110169 

6310310110 

8310310121 

NUREG 

NUREG 

NUREG 

NUREO 

NUREG 


8310180504# 

8310180514# 

831018051B# 

8310180520# 

8310180523# 

50-387 

50-307 

50-387 

50-387 

50-397 

P 

P 

P 

P 

P 

NUREG-07S0 VI 7 N04 
NUREO-OB35 DRFT 
NUREQ-0B49 

NURE0-0B92 802 
NUREO-0996 

83100S0244 

8310210152 

8310190342 

8310050232 

6310180071 

NUREG 
NUREO 
NUREO 
50-470 
50-1 12 

E 

E 

8310180525# 

8310180509# 

8310140274# 

8310250073# 

8310250097# 

50-307 

50-387 

50-529 

50-397 

50-397 

P 

P 

8 BLN 203-13 

A 

A 

NUREO-101 1 

NUREO-1016 

NURED-IOIB 

NUREO-1020 VOt 
NUaEO-1020 V02 

8310070439 
8310180169 
6310110345 
8310070437 
83 1007044 J 

50-266 

50-116 

NUREO 

50-299 

50-289 

P 

E 

O 

O 

8310130267# 

0310130271# 

8310130277# 

8310170647# 

8310130280# 

50-400 

50-400 

50-400 

50-320 

50-400 

E 

E 

E 

P 

E 

NUREO- loai 

NUREO- 102 2 
NUREO/CP-0047 
NUREO/CR-1278 
NUREO/CR-aOOO V02 N6 

8310310452 
8310130130 , 
6310110171 
8310200388 
8310110023 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

SAN 880-0200 
QRNL/N81C-200 

8310030356# 

8310310130# 

0310040573# 

9310280006# 

8310050145 

50-313 

50-416 

50-382 

50-302 

RES 

P 

Q 

A 

A 

NUnE0/CR-200O V02 N9 
NUREO/CR-2146 V03 
NUREO/CR-2482 V04 
NUREO /CR-257 1 

NUREO /CR -2573 

8310310191 

8310260427 

8310070411 

8310310209 

8310180085 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

ORNL/NSIC-200 
HEDL-THE 03-16 
BWU-NUREO-51494 
EPRI NP-2377 
EPRI NP-237d 

8310050329 

8310060515 

8310070216 

8310200344 

8310280131 

RES 

MI8C 

RES 

RES 

RES 


NUREO/CR-2574 

NUREO/CR-2631 

NUREO/CR-2667 

NUREO/CR-2726 

NUREO/CR-SaaO 

8310180076 

8310110174 

0310190243 

0310190283 

6310310114 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

EPRI NP-a376 
SAN0B2-2726 
ORNL/TH-8300 
&AN082-il37 
0NL-NUREO-5i 565 

8305030120# 

8310130261# 

8310130273# 

8310030306# 

9310270045# 

50-361 

50-400 

50-400 

50-460 

FOIA 

8 

E 

E 

A 0L-B2-14 

NUREO/CR-saSO V02 

NUREO/CR-2893 

NUREO/CR-3048 

NUnEO/CR-3050 

NUREO/CR-3051 

8310070442 

831031026B 

8310110580 

8310160079 

6310200378 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

PNL-4221 
PNL-4395 
PARAMETER IE- 12 
PARAMETER lE-ia 
PARAMETER lE-lS 

8310270055# 

8310260160# 

8310040357* 

8310130109# 

8310110486# 

TOPREP 

50-928 

50-317 

50-368 

FOIA 

A 

P 

P 

NUREO/CR-aoai 
NunEO/CR-3122 
NUREO/CR-3191 
NURE0/CR-ai99 
NUREO/CR-3215 V02 ER 

8310310444 

6310070426 

8310310447 

8310260423 

8310310106 

50-302 

NUREO 

NUREO 

NUREO 

NUREO 

P BNL-NURE0-516a6 
□RNL/N81C-2ia 
8AND82-1414 
0RNL/TM-C6B5 
PNL-4655 

83 100401 23# 

8310140174# 

831024017B 

8310240179# 

8310240182# 

50-395 

TOPREP 

50-546 

50-546 

50-546 

P 

A 

A 

A 

NUREO/CR-3223 

NURE0/CR-3a59 

NUREO /CR-3280 

NUREO /CR-3299 
MUREO/CR-3327 

8310160118 
8310110347 
8310200389 
8310050224 
63 1007 01 54 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

EPRI NP-3093 

PNL-4694 

LA-9704-MS 

6310130274# 

8310050339 

8310130133 

0310130151 

8310110532 

71-6346 

NUREO 

NUREO 

NUREO 

NUREO 

22911 

NUREO/CR-3334 VOi 
NUREO /CR-3345 

NUREO ^CR-3352 
NUREO/CR-3371 VOS 
NURE0/CR-33a4 

8310050217 

8310110032 

8310310208 

8310070436 

8310070317 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

0flNL/TM-a787/Vl 
UC ID-197 19 
PNL-4760 
OP-R-2B1020 
PNL-4774 

8310110593 

8310070116 

8310130149 

8310200382 

8310310188 

NUREO 

50-322 

NUREO 

NUREO 

NUREO 

E 

NUREO /CR -3401 

NUREO /CR-3425 
NUREO/CR-3437 
NUREO/CR-3445 
NURE0/CR-345O 

8310050253 

0310070323 

8310050331 

8310260361 

8310310449 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

8AND83-1502 

EOO-2271 

PNU-4e06 
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REPORT NUMBER INDEX 


flEPOAT 

J4UHBER 

ACCESSION 

NUMBER 

SUBJECT OTHER REPORT 

CATEGORY NUMSER 

REPORT 

NUMBER 

ACCESSION SUBJECT 

NUMBER CATEGORY 

OTHER REPORT 
NUMBER 

NURE0/CR-34&1 

8310130143 

NWREO 








NUREO/Cfl-a^AA 

8310090339 

NUREO 


SECY-83-1 97 

8310110439* 

90-322 

A 



NUREO/CR-3472 VOl 

B3iO09023? 

NUREO 


E£Cy-B3-ie3 

8310190093* 

FOIA 




NUREO/CR-3473 

0310070414 

NUREO 


SECY-B3-269 

8307220136* 

FOIA 




HURE0/CR--3475 

6310070110 

NUREO 

LDL-16363 

SECY-83-270 

8307220290* 

FOIA 








SECY-B3-278 

8307270430* 

50-209 

P 



NURE0/CR-34B& 

8310060079 

70-143 








MJRE:o/CR-34a7 

8310070320 

NUREO 


SECV-83-311 

B30B190179 

SECY 




NURE0/CR^34«?9 

8310260397 

NUREO 


SECY-83-311 A 

0310120025 

SECY 




P IO3-4-S39-0M ROl 

8310070 100* 

90-273 

R 

SECY-03-343 

8309000114 

SECY 




P J05''4-a39-03S ROl 

a31OO702i2» 

90-279 

R 

3FR-CC-01 1 ROl 

0310290128* 

30-206 

P 







SGPR-8301 

0310260284* 

30-449 

A 



P 1 03-4-a39-0&l ROl 

831007009 1« 

90-279 

R 







P i03-4-a39-^&5 ROl 

B310140119* 

80-279 

R 

BOPR-0302 

B3102602S6* 

50-449 

A 



Pl05-4-Ba9-038 ROl 

831004091 9« 

90-279 

R 

SMR I -6982-003 

8310270990* 

TOPREP 




P 10 9-4-039-0^0 ROl 

03 10070227* 

90-279 

R 

TER-C 5237- 179 

8104070444* 

90-206 

P 



P109-4-E39-063 ROl 

8310070193* 

90-279 

R 

TER-C 5906-1 74/ 175 

0306160913* 

50-324 

P 







TER-C9906-241 ROl 

8308030382* 

90-315 

G 

TAC 

42899 

P109-4-&39-0^ ROl 

8310070297* 

90-279 

R 







POE-tOSa-CB3} 

8310310301* 

90-344 

P 

TER-C 5906-242 

8309200906* 

50-267 

Q 

TAG 

42929 

P0E“1 040 

8310260246* 

90-344 

P 

TER-C9906-243 ROl 

8308030016* 

90-295 

Q 

IEB-00-n 

R-e 3-030 

8310060416* 

90-261 

P 

TER-C 9906-261 

6309160203* 

90-206 

Q 

lEB- 

-80- 1 1 

ROD 84:9303-04' OS 

B310230424* 

90-313 

a 

TER-C 5906-272 

8306160602* 

50-302 

P 







TER-C 5306-273 

8212010192* 

90-346 

P 



SAi-isi-oaa-ii 

8209200334* 

90-220 

Q 







SAl-t B6-OS9-90 

8208310332* 

90-297. 

p 

TER-C 5906-294 

0210010007* 

50-272 

P 



BAN!>e8-709& 

0310190313* 

FOtA 


TER-C 9906-344/34 5 

8309060263* 

90-319 

P 

TAC 

07980 

QO-BWl-DIC-001 ROO 

031O11O&26* 

1JA8TE HOT 000960 

TER-C 9506-3<18 DRFT 

830B1B0960* 

90-346 

P 

TAC 

10993 

8D-BHI-13P-039 R B 

0310200299* 

WASTE HOT 

TER-C 9906-379/300 

8309020392* 

90-277 

P 

TAC 

08070 





TER-C 9306-409 

8307200260* 

50-336 

P 



9ECY-82-077 

0203120090* 

FOIA 








SECY- as- 121 

8204070171* 

90-320 

P 

TER-C 9506-4 10 

0307250463* 

90-313 

P 



SECY-Q2-141A 

6310310116* 

FOIA 


TER-C 9906-4 12 

8300300317* 

90-213 

P 

TAC 

41319 

8ECY-B3-1&6 

02O9O9O9B0* 

FOIA 


TER-C 5506-93 

8301210240* 

90-244 

P 

TAC 

0097 

SECY- 02-221 

e20&100323» 

FOIA 


TF-334/O0O6A 

8306030372* 

90-206 

P 

TAC 

44379 





TF-343/0a09A 

8306080112* 

90-272 

P 

TAC 

44405 

SECY- 02-242 

0206240078* 

FOIA 








SECV-8a-243 

BS06300342* 

FOIA 


TF-349/O012A 

B306080069* 

50-336 

P 

TAC 

44389 

flECV-82-291 

8206290316* 

FOIA 


TF-366/0B17A 

0306130496* 

90-346 

P 

TAC 

44364 

fleCY-82-279 

0310110017* 

FOIA 


TF-367/0S17A 

8306080099* 

90-312 

P 

TAC 

44402 

SECY- 82-330 

82O027O96SK 

FOIA 


TF-370/0817A 

8306080106* 

90-302 

P 

TAC 

44363 





TF-3S0/0a23A 

8310050934* 

90-237 

P 

TAC 

44369 

8ECY-B2-4iO 

02 11290 108* 

FOIA 








8ECY-B2-4B3 

8310310131* 

90-209 

P 

T« -53 19-2 

8310120319* 

90-271 

P 



SECY- 83-030 

8310290030* 

FOIA 


TR-S321-1 ROO 

0310140202* 

90-333 

P 



8ECV- 03-032 A 

8310270206* 

FOIA 


VEP-NFE-l 

8310190097* 

90-200 

P 



SECY- 03-04 4 

8302160096* 

FOIA 


XN-NF-00-1 9 (NP> (AW4 

8310140244* 

TOPREP 








XN-NF-03-57 

0310050470* 

90-295 

P 



SECY- 03-072 

8310310136* 

FOIA 


Xf^~NF-03-72 

8310120419* 

90-261 

P 



8GCV-83-093 

0310310140* 

FOIA 


801 

8310120422* 

90-261 

P 



SECY-83- 1 12 

8304090926* 

FOIA 


yAEC-1095 

0310310061* 

90-271 

P 



SECV-83-120 

0310110022* 

90-449 

A 

VOOAP-I-A R14 

8310190109* 

90-29 

P 



SECV-e3-l24 

8304220000* 

FOIA 










CROSS REFERENCE OF 
ENCLOSURES TO PRINCIPAL 
DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

8UBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORY 

790&2901S1 

0310240171 

83/07/06 

FOIA 


0206240090 

8310270360 

03/09/29 

FOIA 


7906350109 

0310240171 

83/07/06 

FOIA 


02062150316 

0310310097 

03/09/19 

FQIA 


7909060318 

9310170070 

83/06/07 

FOIA 


02063003^2 

0310310097 

03/09/19 

FOIA 


7900270319 

0310170070 

83/06/07 

FOIA 


0207190081 

0310120329 

63/10/05 

90-29 

P 

7909140005 

8310170070 

83/06/07 

FOIA 


0207260091 

031O26OOOB 

03/06/23 

30-269 

a 

7911300172 

8310170079 

83/06/07 

FOIA 


82O72B0124 

8310200396 

03/09/23 

FOIA 


0001040244 

8310170070 

83/06/07 

FOIA 


0200010014 

03101 10034 

03/06/19 

30-275 

p 

8003240119 

8310120016 

83/07/07 

FQIA 


8209230434 

831011 0044 

03/07/20 

30-382 

a 

8003240123 

8310120016 

83/07/07 

FOIA 


B208240121 

9310250032 

03/07/15 

FOIA 


0004230429 

8310170078 

83/06/07 

FOIA 


0208270962 

9310110007 

03/07/15 

FOIA 


8006170100 

8310170078 

83/06/07 

FOIA 


0206310352 

0310240243 

63/10/12 

30-299 

p 

8006200467 

8310170078 

83/06/07 

FQIA 


0209010314 

0310110044 

03/07/20 

90-382 

a 

8007170062 

8310170078 

83/06/07 

FQIA 


0209200354 

0310070114 

03/09/19 

90-220 

Q 

8007170067 

8310170078 

83/06/07 

FQIA 


0210010097 

0310060957 

03/09/27 

90-272 

p 

8007170227 

8310170078 

83/06/07 

FOIA 


0210090447 

0310110044 

03/07/20 

90-302 

a 

8007290663 

8310120016 

83/07/07 

90-339 

P 

0210100246 

0310210329 

03/07/20 

30-366 

a 

8007290676 

8310120016 

83/07/07 

90-1339“ 

P 

G2102B0450 

0310100625 

63/09/01 

SfCW3a9 

A 

8009270592 

8310140031 

83/00/23 

90-498 

0 

8211020311 

8310260000 

63/06/23 

FOIA 


8009160105 

8310170078 

83/06/07 

FOIA 


0211040474 

0310260000 

83/06/23 

FQIA 


8009240099 

8310170070 

83/06/07 

FOIA 


0211290100 

0310310097 

03/09/19 

FOIA 


8010010796 

8310840320 

83/07/14 

90-340 

P 

B212010192 

0310040640 

03/09/01 

50-346 

P 

80 100 70329 

0310170078 

83/06/07 

FOIA 


8212130169 

0310040407 

03/09/22 

50-267 

P 

8011050239 

8310240239 

83/07/11 

FOIA 


B2 121 30174 

0310260000 

03/06/23 

rax A 


8011190749 

8310840239 

83/07/11 

FQIA 


B21 2 190242 

8310270460 

03/10/04 

FOIA 


8012D10577 

0310170078 

83/06/07 

FOIA 


82121 90246 

0310270460 

03/10/04 

FQIA 


0012310197 

8310170078 

83/06/07 

FOIA 


6212290072 

0310270460 

03/10/04 

FQIA 


8012310245 

8310170070 

83/06/07 

FOIA 


6212300076 

0310100629 

03/09/01 

50-329 

A 

8012310907 

8310170078 

83/06/07 

FOIA 


8301070366 

B310190340 

03/09/15 

50-202 

a 

8101070406 

8310170078 

83/06/07 

FOIA 


0301100913 

0310210329 

03/07/20 

50-321 

8 

9101090060 

8310170078 

83/06/07 

FOIA 


03O121OS4O 

0310070369 

03/09/39 

50-244 

P 

8101090109 

8310170078 

83/06/07 

FOIA 


0301250200 

6310250032 

03/07/19 

FOIA 


8102260210 

8310240239 

83/07/11 

FOIA 


0302020202 

0310210329 

03/07/20 

50-333 

B 

8103060697 

8310170070 

03/06/07 

FOIA 


0302090523 

6307090913 

03/06/00 

50-295 

P 

8103100096 

0310170078 

83/06/07 

FOIA 


0302160056 

8310310097 

03/09/19 

FOIA 


9104070444 

9309240901 

83/09/20 

90-206 

P 

0302190539 

0310210329 

03/07/28 

90-239 

a 

0104170699 

9310170078 

83/06/07 

FOIA 


0303030103 

0310210329 

83/07/20 

90-307 

s 

8104170666 

8310170070 

03/06/07 

FOIA 


0303230300 

6310210315 

03/07/29 

90-352 

A 

8104210028 

0310170070 

03/06/07 

FOIA 


0303230462 

6307050513 

03/06/08 

90-299 

P 

8112170100 

8310110044 

83/07/20 

90-382 

a 

0303240341 

6310210329 

03/07/20 

90-324 

S 

8202230210 

0310260019 

83/07/19 

FQIA 


0303240364 

6310210329 

03/07/20 

90-277 

0 

8203120090 

0310310097 

83/09/19 

FOIA 


0304010047 

0310260008 

03/06/23 

FOIA 


0204070171 

6310310097 

83/09/19 

90-320 

p 

0304050526 

0310240263 

03/07/11 

FDJA 


B 2090 50599 

0310310097 

83/09/19 

FQIA 


8304200046 

0307050513 

03/06/00 

90-299 

P 

0309140137 

8310190093 

83/09/07 

FOIA 


8304 200240 

03 101 90340 

03/09/19 

90-202 

B 

B209140143 

8310190093 

83/09/07 

FOIA 


0304220060 

0310310097 

03/09/19 

FOIA 


B20S270433 

0307050913 

83/06/00 

90-299 

p 

8305030119 

0310200079 

63/07/20 

90-361 

a 

9206000487 

0310240197 

83/09/08 

90-920 

A 

0305030120 

0310200079 

03/07/20 

90-361 

a 

0206100323 

0310310097 

83/09/19 

FOIA 


0309050044 

0310190340 

03/09/19 

90-282 

a 

8206140401 

8310190093 

83/09/07 

FOIA 


0309060071 

0307090913 

03/06/00 

90-255 

p 

8206 1 40403 

8310190093 

83/09/07 

FOIA 


0309060124 

0310160900 

03/09/06 

90-449 

A 


56B 
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CROSS REFEREIMCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCEeSJON NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 
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SUBJECT 

CATEGORY 

8305130302 

8310240237 

63/07/06 

FOIA 


8305130304 

8310240237 

83/07/06 

FOIA 


8305130306 

6310240237 

83/07/06 

FOIA 


8305160194 

0310280079 

63/07/28 

50-3A1 

S 

8305240300 

0310170340 

83/09/15 

50-282 

6 

8306010008 

8310210327 

83/07/28 

50-271 

3 

8306020357 

8310030306 

03/07/21 

50-309 

S 

8306030372 

8310040035 

83/09/17 

50-266 

P 

8306080055 

831 Oil 0476 

83/09/27 

50-312 

P 

8306080065 

0310110543 

83/07/20 

50-336 

P 

8306080106 

8310050277 

83/08/08 

50-302 

P 

8306080112 

6310070077 

83/07/27 

50-272 

P 

8306070346 

8310070060 

83/09/28 

50-346 

P 

8306130456 

6310200041 

03/10/05 

50-346 

P 

8306160513 

8310310137 

83/10/14 

50-324 

P 

8306160602 

8310200064 

83/10/06 

50-302 

P 

8306170106 

6310200220 

83/10/14 

50-206 

0 

8306170442 

8310200220 

83/10/14 

50-206 

0 

B3062301 42 

8310200220 

83/10/14 

50-206 

0 

8307200 260 

6310110466 

83/07/23 

50-336 

p 

8307220156 

6310170049 

83/07/13 

FOIA 


8307220250 

8310270367 

83/10/04 

FOIA 


6307250463 

6310110472 

83/07/26 

50-313 

p 

8307270430 

8310270367 

83/10/04 

50-289 

p 

0307270223 

8310200356 

83/07/23 

FOIA 


8308030016 

8310110456 

83/09/12 

50-295 

0 

8306030382 

8310130025 

83/07/20 

50-315 

Q 

B3080 80670 

6310200356 

83/07/23 

FOIA 


8308 1 50338 

6310130374 

83/08/25 

50-329 

A 

8308150385 

6310130187 

83/10/04 

50-367 

8 

6300180259 

6310170340 

83/07/15 

50-202 

6 

8306160560 

6310200050 

83/10/06 

50-346 

P 

8306270027 

6310130394 

83/06/25 

50-327 

A 

6308300317 

6310030140 

83/07/26 

50-213 

P 

6306300486 

8306300460 

83/08/26 

50-413 

0 

6306300610 

6308300607 

83/07/00 

40-6622 


6306300712 

B306300705 

63/06/05 

aA977 


8308300716 

9306300705 

83/06/05 

0A977 


6306300722 

9306300705 

63/08/05 

0A779 


6306310422 

6310110472 

63/07/26 

50-313 

P 

6306310512 

9310310274 

63/10/16 

50-267 

Q 

8307020372 

63101 10454 

83/07/21 

50-277 

P 

8307060263 

8310070408 

63/07/20 

50-315 

P 

630907007 1 

9310030131 

63/07/26 

Miac 


8307080350 

9310270377 

83/10/16 

OEN TEC 

16 

8307080363 

6310270377 

63/10/18 

OEN TEC 

18 

6309160056 

9310060137 

63/07/27 

NUREO 


9307160203 

9310110463 

63/07/23 

50-286 

O 

6307200506 

e3l03t02?4 

63/10/16 

50-267 

a 

6309300064 

6310200070 

83/10/04 

50-382 

A 

B307300246 

9307300237 

83/07/22 

50-460 

F 

6310030063 

031OO3OC6O 

63/07/26 

50-302 

K 

6310030067 

B31 0030060 

83/07/26 

50-302 

K 

9310030062 

6310030060 

63/09/27 

50-244 

P 

6310030095 

6310030061 

63/07/15 

50-416 

P 

9310030069 

9310030061 

83/07/15 

50-416 

P 

6310030100 

9310030073 

83/07/28 

50-116 

P 

6310030104 

8310030061 

63/07/15 

50-416 

P 

0310030151 

9310030143 

63/07/27 

50-27 

F 

6310030166 

8310030167 

03/07/27 

50-478 

K 

6310030210 

6310030203 

63/07/07 

40-8564 


6310030213 

9310030176 

63/07/26 

XP0RTL2C 


6310030215 

6310030803 

63/07/07 

40-8564 


6310030236 

6310030227 

63/07/26 

50-373 

F 

6310030239 

6310030232 

03/07/27 

50-458 

C 

6310030290 

9310030241 

83/07/06 

40-6452 


9310030269 

9310030263 

63/07/26 

50-217 

P 

9310030272 

8310030263 

63/09/26 

50-217 

P 

6310030305 

8310030274 

63/07/26 

50-290 

Q 

6310030306 

6310030303 

63/07/23 

50-460 

A 


0310030316 8310030306 a3/0?/ai 30'<309 8 

6310030340 6310030337 e3709/&7 90-346 P 

8310030347 8310030344 83/07/21 90-247 0 

8310030348 8310030342 63/07/14 04777 

8310030350 8310030344 63/07/21 50-247 Q 

8310030352 8310030342 83/07/14 QA777 

8310030354 8310030393 63/07/23 50-313 P 

8310030340 8310030345 63/07/12 50-412 0 

6310030347 6310030367 83/07/27 90-400 Q 

8310030373 8310030367 83/07/27 50-400 0 


ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATECOflY 

S310030375 B310030347 83/07/27 50-400 O 

8310030377 8310030367 83/07/27 90-400 0 

8310030380 83J0030367 83/07/27 90-400 0 

031OO3O3B1 8310030377 83/07/13 0A99^ 

0310030393 8310030377 83/07/13 0A997 

8310030387 B3I0030379 83/07/13 0A999 

0310030372 031OO3O3B5 83/07/07 90-498 O 

8310030407 8308300392 03/07/29 90-382 A 

8310030409 0310030406 83/07/27 90-413 O 

0310030411 8310030399 03/08/29 90-445 O 

8310030420 8310030402 63/00/17 90~49B 0 

0310030421 8310030410 83/09/19 90-209 P 

0310030430 8310030443 83/07/16 QA999 

0310030451 8310030444 B3/09/27 QA999 

0310030454 8310030445 83/09/16 QA799 

0310030457 0310030446 03/08/08 30-267 0 

0310030457 8310030445 03/07/16 04999 

0310030469 0310030464 03/09/27 (1A979 

0310030478 8310030441 03/09/23 90-400 0 

0310030477 8310030492 03/09/30 50-195 P 

8310030534 8310030924 03/09/21 CONTRACT 

8310030568 B310030561 03/09/12 71-9191 

8310030574 8310030961 03/09/12 71 **9191 

8310030579 8310030564 03/07/80 50-315 F 

0310030502 8310030573 03/07/20 50-395 F 

8310030587 8310030573 03/07/20 50-395 F 

8310030600 8310030598 83/09/07 50-346 P 

8310030607 8310030604 03/09/23 90-327 P 

0310030610 8310030605 03/07/1? UASTC HOT 

8310030615 0310030613 03/09/20 50-340 P 

8310030616 8310030609 B3/09/2B 50-266 F 

8310030622 8310030620 B3/09/26 50-209 P 

8310030624 8310030609 83/09/20 50-266 F 

8310030645 0310030641 03/09/23 OEN TEC 18 

8310040042 8310040012 B3/09/08 90-321 0 

8310040043 0310040037 83/07/02 30-261 Q 

8310040056 8310040031 03/09/16 50-309 0 

8310040060 8310040031 03/07/16 30-305 Q 

0310040072 8310040060 03/09/20 30-305 P 

8310040099 8310040074 03/07/23 71-466 

8310040123 B310040120 03/07/16 30-395 P 

8310040127 8310040124 03/07/30 50-352 A 

8310040129 0310040124 83/09/30 90-352 A 

8310040131 8310040124 B3/09/30 90-332 A 

0310040136 8310040121 B3/09/22 50-10 F 

8310040137 8310040133 03/07/23 70-2745 

8310040147 8310040140 93/07/07 8 

0310040148 8310040143 93/09/01 70-1151 

8310040190 8310040146 93/09/08 50-413 0 

8310040157 8310040153 93/08/29 90-392 0 

8310040160 8310040156 93/09/02 50-445 Q 

8310040162 0310040150 83/09/27 50-456 Q 

8310040164 83100401 61 83/07/30 50-423 K 

8310040167 8310040163 B3/09/0Q 50-416 8 

0310040168 8310040166 83/07/07 50-361 O 

8310040178 8310040174 03/09/ 1 5 50-321 0 

8310040179 8310040176 03/09/21 50-346 0 

8310040186 8310040191 83/08/24 50-445 0 

8310040171 831004019? 93/07/29 50-277 P 

8310040177 8310040170 03/07/08 70-143 

0310040198 8310040195 03/09/16 50-331 0 

8310040203 8310040182 03/08/30 50-324 Q 

8310040212 831004020 ? 03/07/27 50-275 0 

8310040219 8310040207 03/07/29 50-275 0 

8310040222 9310040215 93/09/01 50-424 Q 

8310040224 8310040220 03/09/13 50-400 Q 

8310040226 8310040221 83/09/20 50-275 Q 

8310040227 8310040227 03/07/16 50-440 E 

8310040231 8310040227 03/09/16 50-440 E 

0310040234 8310040227 93/07/16 50-440 E 

8310040235 B31004D22B 03/07/13 50-247 F 

8310040237 8310040233 93/07/30 50-382 0 

8310040240 8310040223 93/08/24 50-44 5 Q 

8310040244 8310040211 93/09/02 50-439 Q 

8310040245 8310040233 83/09/30 50-382 0 

8310040246 8310040242 83/09/12 QA?99 

8310040249 8310040242 83/09/12 QA??? 

8310040253 8310040247 83/09/09 50-26? 

0310040255 0310040250 83/09/13 50-255 

831 0040260 0310040257 83/07/20 50-454 


Q 

G 

O 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOQRY 

0310040261 

9310270020 

a'I/07/10 

FOIA 


0310040262 

8310040296 

03/09/29 

50-443 

0 

0310040266 

B310040264 

03/09/20 

30-155 

P 

0310040271 

0310040269 

03/09/14 

50-259 

Q 

0310040272 

8310040296 

03/09/29 

50-443 

0 

0310040273 

8310040268 

83/07/30 

50-483 

0 

8310040279 

8310040269 

03/09/14 

50-259 

Q 

8310040277 

8310040296 

83/09/29 

50-443 

0 

0310040270 

8310040269 

83/09/14 

30-259 

0 

8310040283 

8310040265 

03/09/14 

30-259 

0 

B3100402GS 

8310040267 

03/09/13 

50-261 

0 

0310040274 

0310040270 

83/00/30 

50-269 

0 

0310040304 

8310040301 

03/09/29 

50-302 

p 

0310040306 

0310040278 

83/09/22 

50-324 

0 

8310040308 

0310040300 

83/09/23 

50-312 

0 

0310040309 

0310040303 

03/09/21 

70-143 


0310040311 

G3 10040300 

83/09/23 

30-312 

Q 

0310040312 

8310040303 

83/09/21 

70-143 


0310040314 

8310040303 

83/07/21 

70-143 


0310040316 

8310040309 

83/08/30 

50-250 

0 

0310040319 

8310040313 

83/09/22 

50-413 

Q 

0310040321 

8310040298 

03/09/22 

50-324 

Q 

0310040322 

8310040319 

83/09/16 

50-267 

8 

0310040323 

8310040313 

83/09/22 

50-413 

0 

0310040324 

8310040319 

03/09/16 

50-267 

B 

B310040326 

8310040298 

83/09/22 

50-324 

Q 

8310040327 

8310040313 

83/09/22 

50-413 

0 

0310040328 

8310040319 

03/09/16 

50-267 

8 

0310040332 

8310040278 

83/09/22 

50-324 

Q 

0310040333 

0310040330 

83/09/30 

30-29 

P 

031OO4O33S 

8310040313 

83/09/22 

50-413 

Q 

0310040340 

8310040303 

83/09/21 

70-143 


0310040341 

8310040336 

83/09/30 

30-358 

F 

0310040342 

8310040337 

83/09/29 

70-824 


0310040349 

8310040327 

03/09/02 

50-413 

0 

0310040349 

0310040343 

03/09/30 

QA999 


0310040390 

0310040346 

83/09/20 

70-143 


0310040399 

0310040353 

83/07/20 

50-317 

P 

0310040397 

8310040353 

83/09/28 

30-317 

P 

0310040360 

0310040359 

83/09/16 

70-36 


0310040366 

8310040356 

83/09/19 

30-321 

Q 

0310040367 

0310040369 

83/09/30 

50-135 

T 

0310040367 

83 1004036 9 

83/09/30 

50-155 

T 

0310040373 

8310040365 

83/09/30 

50-155 

T 

0310040377 

8310040374 

03/09/19 

50-348 

Q 

8310040370 

8310040374 

03/09/19 

50-340 

0 

0310040377 

8310040374 

83/09/19 

50-34fe 

Q 

0310040381 

8310040376 

03/09/30 

50-135 

T 

8310040383 

8310040382 

03/09/30 

0A999 


0310040384 

8310040374 

83/09/19 

50-340 

0 

0310040388 

8310040389 

83/09/29 

50-324 

P 

0310040373 

8310040389 

83/09/28 

50-410 

a 

0310040397 

0310040391 

83/07/15 

50-18 

0 

0310040411 

8310040400 

63/09/22 

50-334 

0 

0310040413 

0310040406 

83/09/13 

50-413 

a 

0310040426 

0310040422 

03/09/30 

QA999 


0310040427 

8310040423 

83/09/12 

50-390 

Q 

8310040427 

0310040419 

03/07/29 

50-277 

p 

8310040430 

0310040424 

03/09/23 

50-454 

a 

8310040433 

8310040422 

□3/09/30 

04999 


8310040437 

8310040422 

03/09/30 

QA999 


8310040441 

8310040432 

02/12/22 

QA999 


8310040446 

8310040442 

83/07/20 

50-327 

0 

8310040493 

8310040432 

82/12/22 

QA999 


8310040494 

8310040447 

03/09/14 

50-335 

0 

0310040461 

8310040457 

03/09/30 

50-350 

K 

0310040460 

8310040356 

83/09/19 

30-321 

Q 

0310040470 

8310040464 

83/09/26 

70-27 


8310040472 

8310040466 

83/09/23 

50-302 

Q 

8310040479 

8310040466 

03/09/23 

30-302 

0 

0310040477 

8310040466 

83/09/23 

30-302 

Q 

0310040479 

8310040396 

83/09/19 

30-321 

0 

0310040480 

8310040466 

83/09/23 

30-302 

0 

0310040482 

8310040474 

83/09/22 

30-369 

P 

8310040486 

0310040464 

03/09/26 

70-27 


8310040488 

8310040485 

83/07/30 

0A999 


8310040472 

8310040484 

83/07/28 

30-269 

a 

8310040493 

8310040487 

83/07/14 

70-27 


8310040479 

8310040484 

83/07/28 

30-269 

Q 

8310040477 

8310040356 

83/09/19 

30-321 

Q 


ACCESS I ON NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORV 

8310040500 

031 00404 84 

83/07/28 

50-269 

a 

8310040501 

031 0040464 

83/07/26 

70-27 


8310040507 

031 00404 B4 

03/07/ 28 

50-269 

0 

B31OO4D5O0 

8310040464 

03/07/26 

70-27 


8310040315 

B3 10040509 

83/10/01 

50-275 

R 

8310040517 

8310040504 

03/07/09 

50-250 

Q 

8310040519 

6310040505 

83/07/30 

50~1S5 

T 

0310040527 

8310040521 

83/09/27 

50-423 

C 

0310040531 

0310040926 

83/09/13 

50-546 

0 

8310040537 

0310040932 

03/09/19 

50-528 

Q 

8310040540 

0310040926 

03/09/13 

50-546 

Q 

8310040341 

6310040938 

83/09/30 

50-400 

0 

8310040546 

8310040936 

83/06/29 

50-498 

0 

8310040557 

6310040993 

03/09/29 

50-155 

T 

8310040560 

8310040991 

03/09/30 

50-155 

T 

8310040563 

0310040995 

83/09/12 

50-390 

Q 

8310040364 

6310040991 

03/09/30 

50-155 

T 

8310040565 

8310040599 

83/09/29 

50-382 

A 

8310040566 

8310040590 

83/09/06 

50-267 

0 

8310040568 

0310040548 

83/09/30 

50-155 

T 

8310040569 

0310040561 

03/09/27 

50-334 

F 

8310040371 

03 10040567 

03/08/19 

50-285 

0 

8310040573 

0310040559 

03/09/29 

50-382 

A 

8310040577 

0310040567 

03/08/19 

50-285 

a 

8310040578 

6310040570 

03/09/29 

50-275 

p 

8310040577 

0310040576 

03/09/16 

aA997 


B3100405B3 

0310040580 

93/08/24 

50-267 

0 

8310040585 

031 0040970 

03/09/29 

50-275 

p 

8310040586 

0310040976 

83/09/16 

86999 


8310040589 

0310040980 

03/08/24 

50-267 

0 

8310040590 

0310040587 

03/09/29 

50-338 

p 

8310040571 

0310040970 

03/07/29 

50-27 5 

p 

8310040576 

0310040976 

03/07/16 

0A999 


8310040578 

0310040970 

83/09/29 

50-275 

p 

8310040600 

0310040995 

83/09/13 

50-400 

0 

8310040603 

0310040995 

83/09/ 13 

90-400 

Q 

8310040606 

03 10040 995 

93/09/ 13 

50-400 

a 

8310040608 

0310040995 

83/09/13 

50-400 

a 

8310040610 

0310040995 

93/09/ 13 

90-400 

Q 

8310040611 

0310040594 

83/09/30 

90-155 

T 

8310040613 

0310040595 

83/09/13 

90-400 

Q 

8310040615 

0307260003 

03/06/10 

50-498 

A 

8310040621 

031 0040620 

03/09/25 

50-195 

T 

8310040624 

0310040620 

83/09/25 

50-195 

T 

8310040628 

03 10040622 

83/09/23 

70-1151 


8310040632 

6310040622 

fl3/09/23 

70-1151 


8310040635 

0310040622 

93/09/23 

70-li5l 


8310040637 

0310040622 

S3/09/23 

70-1151 


8310040642 

0310040639 

03/09/16 

50-362 

P 

8310040643 

0310040639 

S3/07/16 

50-362 

P 

8310040644 

0310040558 

83/09/06 

90-267 

a 

8310050022 

0310050017 

83/09/21 

90-340 

p 

8310050030 

0310050025 

83/09/23 

71-9910 


8310050041 

0310050016 

83/09/26 

71-6003 


8310050047 

0310050044 

83/09/23 

90-199 

p 

8310050056 

0310050046 

83/08/18 

71-9080 


8310050057 

0310050093 

83/09/26 

71-9100 


8310050059 

0300300767 

83/10/11 

50-329 

A 

8310050061 

0310090095 

03/09/30 

50-320 

P 

8310050065 

031 00500+6 

83/08/18 

71-9080 


8310050074 

0310050046 

83/08/18 

71-9080 


8310050082 

0310090077 

03/09/23 

50-346 

F 

8310050133 

03 1 0090 1 24 

83/07/23 

71-37 


8310050164 

0310090199 

83/0e/26 

50-272 

P 

8310050174 

0310090199 

83/00/26 

90-272 

P 

8310050181 

0310090177 

83/07/21 

40-8794 


8310050206 

0308300771 

83/10/06 

50-244 

P 

8310050212 

0310090197 

83/07/23 

P«OJ 


8310050259 

0310090249 

83/10/03 

90-299 

P 

8310050271 

0310090249 

83/10/03 

90-209 

P 

8310050304 

0310050297 

83/06/08 

90-302 

P 

8310050310 

03 1 0050298 

83/10/03 

90-289 

P 

8310050319 

03 1 0090298 

83/10/03 

90-289 

P 

8310050323 

63100S0319 

83/07/21 

CONTRACT 


8310050334 

0310050327 

83/07/26 

50-289 

F 

8310050337 

G3100903<36 

83/09/26 

CONTRACT 


8310050344 

0310090340 

03/09/26 

50-317 

F 

8310050347 

0310050343 

83/09/26 

CONTFACT 


8310050362 

0310090357 

83/09/27 

CONTRACT 


8310050367 

0310090367 

83/09/26 

CONTRACT 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NU-MBER ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOO0V 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

0310050370 

B3 10090369 

03/09/26 

CONTRACT 

8310060103 

0310060091 

83/09/20 

CONTRACT 


0310050381 

6310090373 

83/09/27 

50-443 

0 

8310060119 

8310060109 

83/09/27 

CONTRACT 


8310090382 

8310090379 

03/09/29 

50-440 

0 

8310060129 

8310060122 

03/09/23 

CONTRACT 


0310050307 

8310090379 

83/09/26 

CONTRACT 

8310060130 

8310060117 

83/09/29 

CONTRACT 


0310050388 

8310090373 

83/09/29 

SO-443 

0 

S310060149 

8310060142 

03/09/21 

MISC 


0310050389 

6310090375 

83/09/29 

50-440 

Q 

8310060165 

83 100601 SB 

03/09/21 

50-331 

Q 

0310050391 

0310050383 

83/09/26 

CONTRACT 

8310060168 

0310060194 

83/09/17 

CONTRACT 


8310050392 

8310090366 

03/09/30 

50-413 

T 

B310060179 

0310060171 

83/09/26 

50-251 

8 

6310050401 

0310090306 

03/09/30 

50-413 

T 

B310060179 

B3 100601 71 

83/09/26 

50-251 

S 

6310050412 

6310090403 

83/09/20 

50-445 

(1 

8 3100601 04 

8310060140 

03/09/23 

27-39 


Q3 1009041 5 

6310050306 

03/09/30 

50-413 

T 

8310060109 

8310060171 

03/09/26 

50-291 

5 

0310050419 

8310090386 

03/09/30 

50-413 

T 

8310060190 

0310060171 

83/09/26 

SO-251 

0 

8310050420 

8310090409 

83/09/22 

CONTRACT 

B310060191 

0310060178 

03/09/27 

CONTRACT 


8310090432 

G310D30429 

63/09/30 

90-352 

0 

8310060193 

8310060188 

03/10/03 

50-400 

0 

0310090490 

8310090456 

83/09/26 

CONTRACT 

8310060194 

0310060171 

83/09/26 

30-351 

8 

8310090460 

6310090499 

83/09/29 

CONTRACT 

8310060199 

831OO60171 

03/09/26 

50-351 

8 

031OOSO464 

831 0030462 

03/09/20 

CONTRACT 


8310060203 

0310060100 

83/10/03 

90-400 

0 

0310050465 

031 0090463 

03/09/29 

50-255 

P 

8310060212 

8310060188 

83/10/03 

90-400 

0 

0310050467 

8310090466 

03/09/29 

CONTRACT 


8310060222 

8310060108 

03/10/03 

50-400 

O 

8310050468 

0310090452 

83/09/30 

50-454 

0 

B31006023B 

83 100601 B0 

83/10/03 

50-400 

0 

63100 50469 

83100904 63 

83/09/29 

50-259 

p 

8310060250 

0310060243 

83/09/30 

50-313 

F 

6310050470 

8310090463 

83/09/29 

90-255 

p 

B310060252 

8310060245 

83/10/03 

50-350 

6 

8310090473 

8310050471 

83/09/21 

70-143 


8310060299 

8310060249 

83/10/03 

50-05B 

0 

B310050474 

9310090472 

83/09/26 

90-443 

0 

8310060261 

0310060230 

83/07/18 

50-344 

F 

6310090475 

03100904 92 

03/09/30 

50-454 

0 

0310060262 

f 0310060256 

83/09/30 

90-213 

F 

8310050477 

B3 100904 72 

83/09/26 

50-443 

Q 

8310060263 

0310060245 

93/10/03 

50-350 

0 

6310090478 

0310090461 

03/09/30 

90-159 

r 

8310060266 

0310060245 

83/10/03 

30-330 

0 

63 1 0050400 

8310050472 

83/09/26 

50-443 

0 

8310060268 

0310060265 

83/09/30 

90-369 

F 

6310050461 

0310090461 

83/09/30 

90-155 

T 

8310060270 

0310060267 

83/09/30 

PROJ 


8310050485 

8310090461 

83/09/30 

90-155 

r 

8310060290 

0310060278 

03/09/13 

CONTRACT 


6310090486 

0310090463 

83/10/02 

50-199 

0 

0310060291 

8310060269 

83/10/03 

50-329 

Q 

8310050409 

8310090403 

63/10/02 

90-199 

0 

8310060309 

8310060202 

03/09/14 

50-461 

0 

6310050491 

631OO904B3 

83/10/02 

50-193 

0 

8310060321 

031006031? 

83/09/30 

30-454 

0 

6310050494 

0310090403 

83/10/02 

90-155 

0 

0310060326 

8310060310 

83/09/24 

CONTRACT 


0310050495 

0310090461 

83/09/30 

90-195 

T 

B310060328 

8310060327 

03/09/28 

50-311 

p 

6310050497 

8310090492 

83/09/23 

50-341 

Q 

8310060329 

0310060006 

83/10/03 

30-319 

p 

8310050498 

0310090493 

03/09/22 

50-373 

Q 

8310060334 

0310060330 

83/09/30 

90-309 

Q 

6310050900 

0310050461 

83/09/30 

50-195 

T 

0310060349 

8310060341 

03/09/22 

90-334 

a 

6310050901 

0310090403 

83/10/02 

50-195 

O 

8310060364 

8310060363 

63/10/04 

50-443 

u 

6310050502 

8310090493 

83/09/22 

50-373 

O 

0310060372 

0310060360 

83/09/21 

30-159 

Q 

8310090504 

6310050461 

03/09/30 

90-195 

T 

0310060374 

8310060360 

83/09/21 

90-153 

Q 

8310050907 

0310050403 

63/10/02 

50-199 

0 

0310060301 

8310060376 

03/09/27 

30-290 

S 

6310050914 

0310090461 

83/09/30 

30-199 

T 

6310060391 

031006037? 

83/00/19 

30-302 

0 

6310050917 

0310090912 

83/09/27 

50-312 

0 

0310060406 

0310060402 

83/06/10 

90-313 

P 

8310050921 

8310050512 

83/09/27 

90-312 

0 

0310060409 

8310060399 

83/10/03 

90-461 

a 

8310050932 

8310050910 

83/09/23 

90-398 

Q 

B3 100604 18 

8310060413 

63/09/30 

50-261 

p 

6310050530 

0310050510 

03/09/23 

90-396 

0 

6310060493 

8310060449 

63/09/2J 

50-403 

0 

8310050934 

0310090924 

03/10/03 

50-237 

P 

6310060462 

831006044? 

83/09/23 

50-403 

8 

8310050939 

0310050927 

03/09/29 

70-143 


0310060464 

8310060499 

83/08/22 

50-302 

<k 

6310030940 

8310050930 

03/09/22 

90-358 

Q 

8310060479 

0310060474 

83/09/30 

90-319 

F 

6310050949 

0310050939 

03/07/28 

CONTRACT 


0310060403 

8310060471 

03/09/20 

CONTRACT 


8310090546 

8310090933 

03/09/22 

90-358 

Q 

03 10060406 

8310060481 

03/09/22 

50-307 

F 

6310050590 

8310050949 

03/09/28 

CONTRACT 


B3 10060492 

8310060490 

83/09/22 

50-335 

F 

6310050992 

0310050940 

03/07/29 

90-3 

F 

8310060493 

03 10060487 

83/09/30 

CONTRACT 


B31 0090994 

0310050940 

83/09/29 

90-3 

F 

8310060494 

0310060490 

83/09/22 

50-339 

F 

8310050996 

0310090593 

83/09/27 

CONTRACT 


B310060496 

8310060499 

03/09/19 

CONTRACT 


6310050598 

0308300397 

83/09/29 

90-247 

P 

B3 10060501 

8310060499 

03/09/13 

contract 


63 1 0050964 

0310090999 

83/09/21 

90-87 

Q 

8310060506 

0310060903 

83/09/23 

CONTRACT 


83 1 0090967 

031 OC 90963 

83/07/29 

90-319 

P 

8310060912 

0310060507 

83/09/19 

CONTRACT 


8310060010 

0310060007 

83/09/28 

CONTRACT 


0310060923 

8310060919 

03/09/30 

50-200 

F 

8310060012 

0310060004 

83/09/22 

90-410 

Q 

8310060932 

0310060929 

83/09/30 

50-209 

F 

83 1 0060014 

0310060013 

83/00/22 

50-267 

0 

8310060937 

0310060534 

83/09/16 

50-389 

P 

8310060015 

0310060013 

83/08/22 

50-267 

a 

0310060538 

8310060533 

83/09/30 

50-3B7 

F 

8310060019 

8310060017 

03/09/22 

90-244 

Q 

0310060540 

8310060535 

03/09/16 

50-364 

P 

8310060022 

6310060021 

83/09/30 

50-312 

F 

8310060945 

0310060941 

03/09/30 

50-294 

F 

8310060026 

8310060020 

83/08/01 

50-313 

0 

0310060948 

0310060543 

83/09/23 

70-2908 


6310060030 

6310060024 

83/09/30 

50-185 

P 

0310060951 

0310060949 

83/09/30 

50-289 

F 

9310060037 

8310060033 

83/09/23 

50-416 

P 

0310060992 

8310060547 

83/09/27 

90-261 

P 

8310060043 

0310060031 

83/09/22 

90-324 

P 

8310060593 

8310060943 

83/09/23 

70-2900 


8310060046 

8310060041 

03/09/22 

50-388 

Q 

6310060961 

8310060995 

03/09/30 

50-324 

F 

8310060049 

6310060044 

83/09/22 

50-244 

Q 

8310060564 

0310060999 

03/09/30 

50-324 

F 

8310060049 

8310060031 

03/09/22 

50-324 

? 

8310060967 

0310060955 

03/09/30 

90-324 

F 

6310060090 

0310060033 

83/09/23 

90-416 

P 

8310060976 

8310060973 

83/09/21 

90-263 

F 

6310060063 

8310060090 

83/09/28 

90-367 

0 

0310060977 

0310060966 

83/10/05 

90-200 

F 

6310060064 

0310060097 

03/09/23 

50-416 

P 

8310060578 

8310060574 

03/09/21 

90-220 ' 

P 

631 0060065 

8310060060 

83/09/19 

XPORTLIC 


8310060964 

8310D60966 

83/10/05 

90-280 

F 

6310060066 

6310060094 

03/10/03 

90-324 

P 

8310060593 

8310060991 

03/09/00 

90-302 

U 

6310060066 

8310060090 

83/09/28 

50-369 

0 

8310060994 

8310060591 

03/09/00 

50-382 

U 

8310060071 

8310060097 

83/09/23 

90-416 

P 

8310060999 

831 00605*70 

03/10/05 

50-346 

F 

6310060084 

8310060061 

83/09/20 

XPORTLIC 


8310060600 

0310060999 

83/09/29 

71-9070 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION number 


enclosure 

PRINCIPAL 

DOCUMENT 

DATE 

IBSUED 

SUBJECT 

CATEGORY 

83t00&0&01 

8310060997 

83/10/05 

90-313 

F 

8310070007 

8310210134 

83/10/12 

30-329 

A 

0310070024 

0310070016 

83/09/23 

70-364 


0310070029 

0310070020 

83/09/22 

90-10 

P 

0310070027 

8310070016 

03/09/23 

70-364 


0310070028 

B3 10070016 

03/09/23 

70-364 


0310070032 

0310070016 

03/09/23 

70-364 


0310070039 

8310070016 

03/09/23 

70-364 


0310070037 

8310070034 

03/09/20 

40-8027 


B31007003B 

8310070016 

83/09/23 

70-364 


0310070040 

0310070016 

03/09/23 

70-364 


0310070042 

8310070016 

03/09/23 

70-364 


03 10070043 

8310070041 

03/09/12 

COMMISSION 

0310070040 

8310070049 

03/09/22 

30-293 

P 

0310070032 

0310070049 

03/09/22 

90-364 

Q 

0310070034 

031007004? 

03/09/22 

30-364 

Q 

0310070062 

8310070099 

03/09/26 

71-9192 


0310070002 

0310070076 

03/09/30 

30-289 

P 

0310070003 

0310070060 

03/09/20 

90-346 

P 

0310070090 

0310070087 

83/00/02 

40-8794 


0310070091 

8310070086 

03/10/02 

50-279 

R 

0310070092 

6310070007 

03/00/02 

40-8794 


8310070100 

0310070094 

03/10/04 

90-279 

R 

8310070103 

8310070097 

03/09/27 

90-272 

P 

0310070106 

0310070099 

03/09/26 

CONTRACT 


B310D70112 

8310070104 

83/09/21 

TDPREP 


0310070117 

0310070119 

83/09/21 

CONTRACT 


831007011? 

0310070114 

03/09/19 

30-220 

0 

8310070123 

0310070114 

03/09/19 

30-220 

a 

031007012? 

6310070129 

83/09/30 

MI8C 


B310070131 

6310070128 

03/09/26 

30-370 

F 

6310070143 

0310070134 

83/10/04 

30-269 

F 

0310070144 

0310070140 

83/09/22 

30-302 

A 

6310070149 

0310070139 

83/10/04 

70-143 


6310070148 

6310070121 

03/09/17 

CONTRACT 


G310070192 

8310070134 

83/10/04 

30-269 

F 

B310070193 

6310070146 

83/09/28 

PR 


0310070199 

8310070191 

03/10/02 

50-273 

R 

6310070161 

6310070196 

03/09/30 

90-10 

0 

0310070167 

6310070196 

03/09/30 

30-10 

0 

B310070171 

0310070196 

03/09/30 

30-10 

0 

0310070173 

0310070169 

83/09/29 

CONTRACT 


8310070179 

0310070172 

03/09/20 

CONTRACT 


0310070179 

6310070176 

03/09/22 

30-317 

p 

0310070100 

8310070176 

83/09/22 

90-317 

p 

0310070161 

0310070178 

03/09/26 

CONTRACT 


8310070163 

0310070182 

03/09/22 

50-339 

p 

6310070166 

0310070182 

03/09/22 

30-339 

p 

8310070160 

03100701 84 

83/09/29 

90-490 

A 

631007018? 

6310070107 

83/09/22 

CONTRACT 


0310070196 

0310070193 

03/09/27 

CONTRACT 


0310070190 

0310070199 

03/09/26 

CONTRACT 


B3 10070200 

83 10070 197 

03/09/28 

CONTRACT 


0310070203 

0310070109 

03/09/22 

CONTRACT 


8310070209 

03 10070201 

03/09/20 

CONTRACT 


8310070210 

8310070206 

83/09/22 

CONTRACT 


0310070212 

8310070200 

83/10/01 

30-279 

R 

0310070217 

0310070213 

83/09/22 

CONTRACT 


0310070220 

8310070210 

83/09/22 

CONTRACT 


9310070221 

0310070214 

83/09/29 

CONTRACT 


0310070224 

8310070222 

83/09/29 

CONTRACT 


83 10070227 

6310070219 

03/10/04 

90-273 

R 

0310070230 

6310070226 

03/09/26 

CONTRACT 


8310070231 

6310070228 

63/09/29 

CONTRACT 


8310070237 

0310070234 

83/09/29 

CONTRACT 


8310070240 

8310070233 

03/09/27 

CONTRACT 


6310070246 

83100:^0241 

83/10/09 

90-324 

0 

8310070293 

0310070280 

83/09/30 

90-309 

F 

8310070297 

0310070291 

83/10/09 

90-273 

R 

831007029? 

0310070296 

03/00/12 

70-143 


8310070267 

0310070244 

83/09/27 

CONTRACT 


8310070200 

6310070279 

03/09/29 

90-321 

P 

8310070282 

0310070273 

03/09/01 

90-324 

Q 

831007028? 

03 10070206 

03/09/16 

30-320 

9 

8310070293 

0310070291 

83/09/30 

30-324 

F 

B3100702?4 

8310070273 

83/09/01 

00-324 

Q 

8310070299 

8310070291 

83/09/30 

90-324 

F 

8310070299 

0310070296 

63/09/30 

90-340 

B 

0310070302 

0310070296 

83/09/30 

90-340 

8 

8310070314 

8310070311 

83/09/29 

50-263 

P 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

category 

0310070316 

B3 100703 11 

00/09/29 

30-263 

P 

0310070331 

8310070329 

03/09/09 

contract 


8310070346 

8310070342 

03/09/27 

30-397 

A 

8310070368 

8310070369 

03/09/29 

30-244 

P 

0310070369 

0310070363 

03/09/13 

COMMISSION 

8310070372 

0310070363 

03/09/29 

90-244 

P 

8310070380 

0310070377 

03/09/13 

coMhiieaiaN 

8310070306 

031OO7O3B3 

03/09/02 

COrtMiSSTON 

8310070393 

031 0070391 

03/09/21 

90-298 

F 

8310070409 

B31007040B 

03/09/20 

90-319 

P 

8310070415 

8310070407 

03/09/21 

CONTRACT 


8310070410 

8310070403 

03/09/30 

30-200 

F 

8310070429 

8310070428 

03/09/26 

CONTRACT 


8310070432 

8310070431 

03/09/19 

CONTRACT 


8310070433 

0310070434 

03/09/29 

CONTRACT 


8310110006 

0310110002 

03/09/15 

COMNI83IDN 

8310110008 

8310110002 

03/09/19 

COMHIBSION 

8310110009 

8310110003 

03/09/23 

CONTRACT 


8310110010 

8310110004 

03/07/01 

90-299 

F 

6310110011 

8310110004 

03/07/01 

30-299 

T 

8310110012 

0310110002 

03/09/15 

C0MNI8810N 

0310110013 

0310110004 

03/07/01 

FOIA 


B310110014 

8310110002 

03/09/19 

COMMIBSIQN 

8310110015 

0310110002 

83/09/19 

COMMISSION 

8310110016 

83101 10004 

03/07/01 

FDIA 


8310110017 

8310110007 

03/07/19 

FDIA 


8310U0016 

8310110004 

03/07/01 

FOIA 


83101100S2 

8310110007 

83/07/15 

90-449 

A 

8310110024 

8310110019 

03/10/05 

90-199 

F 

6310110023 

8310110021 

03/07/15 

FOIA 


8310110020 

8310110027 

03/10/05 

90-309 

F 

8310110029 

8310110026 

03/09/23 

CONTRACT 


8310110031; 

031OUOO27 

03/10/09 

90-309 

F 

0310110033 

0310110030 

83/06/30 

FOIA 


8310110036 

0310110033 

83/10/05 

90-331 

F 

03 lot 10037 

0310110034 

G3/0Ii/15 

FOIA 


8310110038 

03101 10039 

03/10/05 

90-331 

F 

8310110039 

0310110034 

83/06/15 

90-279 

P 

8310110046 

8310110034 

03/06/15 

90-275 

P 

6310110040 

8310110034 

03/06/19 

90-275 

P 

0310110091 

8310110044 

03/07/20 

90-362 

Q 

8310110059 

0310110042 

03/10/09 

90-331 

F 

0310110097 

0310110034 

83/06/15 

90-279 

P 

831011005? 

0310110044 

03/07/20 

90-413 

Q 

8310110060 

0310110042 

03/10/09 

90-33 1 

F 

83101 10066 

0310110064 

03/10/05 

90-009 

F 

01310110069 

0310110064 

03/10/03 

90-309 

F 

8310110070 

0310110069 

03/06/20 

FOIA 


83101 10074 

0310110062 

03/10/03 

90-209 

H 

8310110076 

B310U0067 

03/10/05 

90-269 

F 

0310110077 

B3101 10072 

03/10/07 

90-369 

F 

031OUOO79 

8310110072 

03/10/07 

90-369 

F 

8310110080 

8310110067 

03/10/03 

90-269 

F 

8310UOOB1 

8310110078 

03/09/22 

90-200 

P 

831OU00B4 

8310110078 

03/09/22 

90-2B0 

P 

8310110009 

8310110002 

03/10/09 

90-346 

F 

8310110087 

8310110002 

03/10/03 

50-346 

F 

0310110089 

0310110006 

83/09/28 

CONTRACT 


0310110092 

0310110003 

83/10/03 

90-443 

0 

8310110094 

0310110091 

83/10/09 

50-087 

F 

83101 10099 

8310110034 

93/06/ 19 

50-279 

P 

8310110097 

8310110069 

83/06/20 

FOIA 


8310110100 

8310110096 

93/10/09 

50-327 

F 

8310110101 

8310110069 

93/06/20 

FOIA 


8310110103 

8310110034 

03/06/19 

FOXA 


8310110106 

8310110102 

03/10/09 

50-320 

F 

0310110107 

0310110034 

83/06/15 

50-279 

P 

0310110108 

B310110069 

83/06/20 

40-17 


8310110110 

0310110099 

B3/10/09 

50-123 

V 

0310110111 

0310110034 

03/06/ 15 

50-275 

P 

8310110113 

0310110099 

83/10/09 

50-123 

V 

0310110113 

0310110063 

B3/06/2P 

40-17 


B310110116 

03101 10109 

03/ 10/09 

50-449 

F 

8310110122 

031011011^1 

03/10/09 

30-229 

P 

8310110123 

0310110110 

03/10/09 

90-373 

F 

0310110125 

8310110069 

03/06/20 

FOIA 


8310110130 

6310110069 

83/06/20 

FOIA 


8310110131 

8310110134 

03/10/09 

30-346 

F 

8310110133 

8310110120 

83/10/03 

50-361 

P 

8310110134 

0310110069 

03/06/20 

FOIA 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCEBSIOM NUMBER ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

I SSUED 

CATEOORV 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATECDBY 

6310110136 

0310110120 

83/10/03 

30-361 

P 

03101 10423 

0310110416 

83/09/S9 

71-506 


0310110139 

8310110065 

83/06/20 

70-1487 

8310110429 

8310110424 

83/10/05 

SO- 192 

F 

03101 10141 

8310110135 

83/10/05 

50-269 

F 

83 101 10434 

83101 10433 

B3/ 10/03 

50-315 

f 

03101 10143 

8310110065 

83/06/20 

FDIA 


0310110439 

8310110436 

83/07/20 

50-322 

A 

03101 10147 

03101 10065 

03/06/20 

FOIA 


83101 10440 

8310110437 

03/ 10/05 

50-313 

F 

0310110149 

8310110142 

83/10/04 

TOPflEP 


83101 10443 

8310110430 

B3/06/14 

50-314 

s 

03101 10151 

8310110114 

93/10/05 

50-273 

U 

03101 10455 

8310110430 

03/06/14 

FOIA 


0310110155 

8310110150 

83/10/05 

50-400 

0 

0310110450 

0310110430 

03/06/14 

FOIA 


83101 10165 

8310110158 

03/10/05 

30-443 

0 

0310110459 

0310110454 

83/09/21 

50-277 

p 

0310110166 

6310110161 

03/10/05 

50-29 

p 

8310110461 

8310110430 

03/06/14 

50-237 

s 

0310110170 

03101 10190 

83/10/05 

50-443 

0 

03101 10464 

0310110430 

03/06/14 

FOIA 


0310110173 

6310110190 

83/10/05 

50-443 

0 

0310110467 

0310110430 

83/06/14 

50-237 

5 

0310110177 

8310110173 

83/10/04 

50-445 

F 

8310110475 

8310110470 

63/06/15 

FOIA 


03101 101«D 

8310110176 

83/10/05 

50-263 

F 

8310110470 

0310110430 

03/06/14 

50-237 

B 

83101 101B3 

8310110178 

B3/ 09/26 

50-298 

P 

83101 10400 

8310110470 

83/06/15 

FOIA 


0310110184 

8310110176 

03/10/05 

50-263 

F 

83101 10484 

8310110430 

83/06/14 

FOIA 


0310110190 

83101 10106 

03/10/05 

50-200 

F 

0310110486 

0310110430 

03/06/14 

FOIA 


8310110192 

8310110185 

03/09/30 

CONTRACT 

8310110490 

8310110430 

83/06/14 

FOIA 


0310110196 

8310110109 

03/10/04 

50-344 

P 

8310110499 

8310110494 

03/09/27 

CONTRACT 


0310110199 

8310110195 

03/10/05 

50-859 

f 

8310110505 

8310110503 

83/07/00 

FOIA 


0310110201 

8310110189 

83/10/04 

50-344 

P 

0310110507 

0310110498 

03/09/27 

50-202 

P 

03101 10203 

8310110199 

83/10/05 

50-859 

F 

8310110509 

6310110503 

03/07/08 

FOIA 


8310110206 

8310110204 

83/10/05 

50-244 

8 

03101 10510 

6310110506 

03/09/26 

CONTRACT 


0310110216 

03101 10208 

83/10/06 

50-350 

0 

8310110511 

8310110503 

63/07/06 

FOIA 


0310110220 

0310110222 

83/09/30 

50-206 

P 

0310110512 

6310110508 

83/09/20 

CONTRACT 


63101 10231 

8310110222 

83/09/30 

50-206 

P 

0310110513 

8310110503 

03/07/00 

FOIA 


0310X10236 

8310110234 

83/10/05 

50-267 

F 

0310110510 

6310110503 

83/07/08 

FOIA 


831011023? 

8310110237 

83/10/05 

50-290 

F 

8310110524 

0310110516 

83/09/29 

CONTRACT 


8310110240 

0310110237 

03/10/05 

50-280 

F 

B31011052B 

0310110525 

03/10/05 

CONTRACT 


B3101 10254 

8310110244 

03/10/05 

50-317 

F 

8310110534 

8310110523 

03/06/15 

FOIA 


83101 10258 

8310110244 

83/10/05 

50-317 

F 

0310110536 

6310110521 

83/07/20 

S0-S59 

P 

83101 10259 

8310110255 

03/10/05 

50-155 

F 

8310110530 

0310110523 

03/06/15 

FOIA 


03101 10268 

6310110263 

03/10/05 

50-280 

F 

0310110341 

8310110523 

03/06/15 

FOIA 


8310110271 

8310110262 

89/09/26 

CONTRACT 

0310110544 

8310110540 

03/09/30 

50-346 

P 

8310110277 

03101 10275 

83/10706 

50-352 

0 

63101 10547 

8310110523 

83/06/15 

FOIA 


8310110284 

63101 10275 

83/10/06 

50-352 

0 

031OUOS40 

0310110540 

03/09/30 

50--346 

P 

83101 10S87 

031D1 10275 

03/10/06 

50-352 

0 

83101 10349 

8310110533 

83/09/22 

CONTRACT 


83101 102?2 

8310110275 

83/10/06 

50-352 

0 

0310110551 

B3101 10521 

03/09/20 

50-259 

P 

83101 10293 

8310110045 

03/lO/O< 

50-155 

T 

8310110561 

8310110545 

03/09/29 

50-269 

P 

0310110297 

8310110291 

03/10/05 

50-352 

0 

8310110562 

8310110523 

03/06/15 

FOIA 


83101 10300 

8310110291 

83/10/05 

50-352 

0 

83101 1056? 

8310110545 

83/09/29 

50-269 

P 

B31011030J 

83101 10298 

83/10/06 

50-275 

0 

0310110574 

8306300763 

03/10/04 

50-247 

P 

83101 10304 

8310110302 

83/10/06 

50-456 

c 

8310110579 

6310110545 

63/09/29 

50-269 

P 

8310110307 

8310110305 

03/10/04 

50-352 

9 

0310110576 

8310110523 

83/06/15 

FOIA 


8310110312 

8310110291 

03/10/05 

50-352 

0 

031OUO579 

63101 10570 

83/10/03 

MZ6C 


8310110327 

8310110325 

93/10/05 

50-254 

F 

8310110582 

6310110572 

03/09/29 

CONTRACT 


8310110330 

8310110329 

83/10/05 

50-2015 

F 

8310110503 

6310110523 

03/06/15 

FOIA 


8310110334 

8310110333 

83/09/20 

50-315 

P 

8310110500 

03101 10570 

83/10/03 

MI SC 


8310110335 

8310110333 

83/09/20 

50-315 

P 

8310110591 

8310110506 

63/03/19 

FOIA 


0310110337 

83101 10336 

83/09/13 

CONTRACT 


8310110574 

031011050? 

03/09/82 

COMMISSION 

0310110340 

8310110338 

83/09/29 

CONTRACT 


8310110577 

0310110569 

03/09/22 

COMMISSION 

83101 10344 

83101 10342 

83/09/29 

CONTRACT 


0310110614 

8310110611 

63/10/06 

71-9128 


0310110351 

8310110350 

83/06/19 

FOIA 


8310110615 

0310110612 

83/09/22 

CDMMI89ION 

83101 10354 

03101 10352 

83/09/13 

COrtMISSlON 

8310110616 

6310110613 

03/09/24 

CONTRACT 


8310110366 

8310110362 

83/10/05 

30-03 

F 

8310110620 

8310110617 

63/09/22 

50-54 

U 

0310110369 

8310110364 

83/06/14 

FOIA 


8310110622 

63101 10619 

03/10/06 

71-6166 


8310110371 

8310110364 

03/06/13 

FOIA 


0310110623 

8310110621 

63/10/06 

71-9127 


831 on 0375 

8310110364 

93/06/13 

FOIA 


8310110626 

8310110624 

03/09/81 

WASTE MOT 

0310110378 

8310110064 

83/06/13 

FOM 


6310110627 

6310110625 

03/10/06 

7 J -9126 


8310110384 

6310110364 

83/06/13 

FOIA 


0310110631 

8310110628 

83/09/30 

71-9103 


8310110386 

0310110380 

83/10/05 

50-192 

F 

0310120002 

8310120001 

83/10/06 

71-6470 


0310X10387 

8310110361 

83/09/29 

50-272 

a 

0310120008 

6310120006 

03/07/14 

50-201 

I 

8310X10308 

0310110364 

83/06/13 

FOIA 


B3 101 20009 

6310120006 

03/07/14 

50-201 

I 

0310110390 

8310110380 

03/10/05 

50-192 

F 

0310120011 

8310120006 

03/07/14 

50-201 

1 

8310110391 

8310110364 

83/06/13 

FOIA 


8310120012 

8310120006 

83/07/14 

50-201 

t 

8310110392 

8310110380 

83/10/05 

50-192 

F 

8310120013 

6310120006 

03/07/14 

50-201 

I 

9310110393 

83101 10364 

03/06/13 

FOIA 


03 10 1200 14 

031 OI2Q006 

03/07/14 

50-201 

1 

8310110399 

0310110364 

03/06/13 

FOIA 


8310120015 

6310120006 

03/07/14 

50-201 

I 

0310110399 

8310110305 

83/09/30 

50-219 

F 

8310120018 

6310120016 

83/07/07 

FDIA 


0310110400 

8310110364 

93/06/13 

FOIA 


8310120019 

8310120010 

83/09/20 

CONTRACT 


0310110404 

8310110364 

83X06/13 

FOIA 


0310120020 

6310120006 

03/07/14 

SO-201 

I 

8310110407 

0310110150 

83/10/05 

50-400 

O 

0310120022 

8310120016 

83/07/07 

50-346 

P 

0310110409 

8310110150 

83/10/05 

50-400 

0 

0310120023 

6310120006 

03/07/14 

50-201 

I 

0310110410 

8310110402 

03/09/29 

71-505 


0310120024 

6310120021 

03/09/23 

CONTRACT 


0310110412 

0310110150 

83/10/05 

50-400 

0 

0310150026 

8310120006 

83/07/14 

50-201 

I 

0310110414 

0310110364 

83/06/13 

FOIA 


031O12DO2B 

8310120006 

63/07/14 

50-201 

1 

0310110418 

8310110413 

83/10/05 

50-349 

F 

8310120030 

8310120006 

83/07/14 

50-201 

I 

0310^10417 

8310110364 

03/06/13 

FOIA 


0310120032 

6310120006 

03/07/14 

50-201 

I 

0310110421 

8310U0413 

03/10/05 

50-369 

F 

8310120034 

8310120006 

83/07/14 

50-201 

I 

8310110422 

8310110964 

03/06/13 

FOIA 


8310120035 

83 1 01 30033 

83/09X20 

CONTRACT 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ACCESaiOM NUMBER 


ENCLOSURE 

93101S0006 

0310150039 

03101200^0 

0310120041 

0310120042 

0310120044 
0310120049 
0310120046 
B3 101 20047 
0310120048 

8310120049 
0310120090 
03 101 20099 
0310120096 
0310120001 

0310120003 

0310120009 

0310120008 

0310120096 

0310120111 

0310120113 

0310120121 

0310120122 

0310120126 

0310120128 

0310120133 

0310120139 

0310120141 

0310120143 

0310120131 

0310120196 

0310120161 

B31Q120I96 

0310120199 

0310120201 

0310120204 

0310120207 

0310120200 

0310120209 

0310120213 

0310120214 

0310120219 

0310120216 

0310120217 

0310120218 

0310120220 

03ioi2a2;^i 

0310120223 

0310120223 

0310120227 

0310120229 

0310120232 

0310120233 

0310120233 

0310120238 

0310120240 

0310120243 

0310120244 

0310120247 

0310120230 

0310120268 

8310120283 

0310120206 

8310120292 

0310120311 

0310120313 

0310120316 

8310120319 

8310120327 

0310120333 

0310120341 

0310120343 

0310120347 

B310120331 

6310120396 

0310120337 
03 101 20398 
0310120363 
0310120368 
0310120371 


PRINCIPAL 

DOCUMENT 

8310120006 

8310120006 

8310120038 

8310130037 

0310120006 

8310120006 

8310120037 

8310120043 

0310120006 

B310120043 

8310120006 
8310120043 
8310120092 
031 0120043 
0310120079 

0310120079 

8310120082 

8310120082 

8310120090 

8310120107 

0310120107 

8310120119 

8310120107 

8310120107 

0310120129 

8310120107 

0310120137 

8310120107 

0310120137 

6310120147 

6310120193 

6310120160 

B310120192 

0310120190 

0310120199 

0310120202 

0310120006 

G31012D203 

B3101S0206 

0310120212 

0310120206 

8310120211 

0310120206 

6310120212 

0310120211 

63 10120206 
0310120211 
6310120206 
8310120211 
8310120206 

0310120211 

0310120206 

0310120211 

8310120206 

8310120206 

0310120206 

8310120242 

8310130241 

0310120249 

0310120240 

0310120366 

0310120279 

0310120279 

8310120279 

0310120309 

8310120312 

0310120313 

0310120313 

0310120326 

8310120329 

8310120337 

8310120337 

8310120342 

0310120342 

8310120390 

8310120340 

8310120399 

8310120390 

8310120364 

6310120390 


DATE 

ISSUED 

03/07/14 

03/07/14 

03/07/29 

03/09/20 

63/07/14 

03/07/14 

83/09/28 

03/09/30 

03/07/14 

63/09/30 

03/07/14 

93/09/30 

03/09/20 

03/09/30 

03/09/30 

03/09/30 

03/09/19 

03/09/19 

03/09/20 

03/10/07 

03/10/07 

03/10/07 

83/10/07 

83710/07 

83/10/07 

03/10/07 

03/09/10 

83/10/07 

03/09/10 

83/10/07 

03/09/21 

03/09/16 

03/09/28 

03/09/20 

63/09/19 

03/09/23 

83/07/14 

83/10/09 

83/09/29 

83/09/22 

83/09/29 

63/10/06 

63/09/29 

83/09/22 

03/10/08 

83/09/29 

83/10/08 

83/09/29 

83/10/08 

03/09/29 

03/10/00 

03/09/29 

03/10/08 

03/09/29 

63/09/29 

83/09/29 

83/09/20 

03/10/06 

03/10/07 

03/07/28 

03/10/04 

03/10/07 

03/10/07 

83/10/07 

83/10/07 

83/10/06 

03/09/22 

03/09/22 

03/10/09 

63/10/09 

63/10/09 

63/10/09 

83/09/26 

B3/Q9/26 

83/10/04 

83/10/06 

63/10/06 

63/10/04 

83/10/07 

83/10/04 


SUBJECT 

CATEGORY 

30-201 1 

90-201 I 
CONTRACT 
90-307 P 
90-201 I 

90-201 I 
90-307 P 
30-327 P 
90-201 I 
90-327 P 

90-201 I 
90-327 P 
CONTRACT 
90-327 P 
90-313 P 

30-313 P 
70-1100 
70-1100 
90-220 Q 
90-443 Q 

90-443 O 
90-322 0 

90-443 0 

90-443 0 

90-209 R 

90-443 0 

90-29 0 

90-443 0 

90-29 Q 
90-443 0 

90-223 0 

90-312 R 
90-397 Q 
90-206 Q 
70-139 

90-116 Q 
90-201 I 
90-220 P 
90-309 F 
90-277 Q 

90-309 F 
90-199 T 
90-309 F 
90-277 Q 
90-199 T 

90-309 F 
90- lira T 
90-309 F 
90-199 T 
90-309 F 

90-199 T 
90-309 F 
90-199 T 
90-309 F 
90-309 F 

90-309 F 
90-247 P 
90-309 F 
90-344 O 
90-397 0 

90-400 F 
70-972 
70-972 
70-972 
90-341 Q 

90-271 P 
90-277 ft 
90-277 ft 
90-199 0 

90-29 P 

90-309 P 
90-309 P 
90-361 8 

90-361 S 
90-348 8 

70-1297 
90-312 0 

90-348 9 

90-392 0 

90-348 9 


ENCLOSURE 


0310120374 
03 101 20377 
0310120301 
03101 203B4 
6310120386 

6310120309 

8310120401 

&31D120419 

6310120416 

6310120422 

6310120430 

8310120449 

6310120440 

8310120449 

0310130002 

8310130011 

0310130019 

0310130026 

0310130036 

0310130039 

0310130040 

6310130043 

6310130044 

0310130096 

031O13DO63 

0310130071 

0310130076 

031013007? 

0310130093 

0310130099 

0310130104 

0310130107 

6310130109 

6310130119 

B310130119 

8310130121 

631013012? 

6310130131 

0310130134 

031OL3D141 

0310130140 

8310130192 

0310130194 

6310130196 

8310130197 

8310130169 

6310130171 

8310130178 

8310130179 

6310130184 

8310130190 

8310130191 

6310130199 

0310130200 

0310130201 

6310130202 

8310130204 

8310130209 

0310130211 

8310130213 

8310130210 

8310130222 

8310130226 

0310130227 

0310130228 

8310130230 

8310130232 

8310130237 

8310130246 

8310130248 

8310130291 

8310130298 

8310130294 

8310130299 

8310130261 

8310130266 

9310130267 

3310130269 

8310130271 

8310130273 


PRINCIPAL 

DOCUMENT 

0310120369 

8310120364 

0310120376 

8310120364 

0310120376 

0310120364 
0310120302 
03 101 20407 
0310120406 
0310120407 

0310120436 

0310120443 

8310120443 

0310120443 

8310130001 

8310130000 

0310130017 

0310130029 

0310130033 

8310130029 

8310130033 

8310130029 

8310130033 

8310130092 

0310130092 

0310130067 

0310130072 

0310130072 

0310130000 

0310130006 

9310130102 

0310130103 

0310130097 

0310130111 

0310130111 

0310130117 

8310130126 

8310130127 

8310130128 

8310130130 

B31013D149 

8310130190 

0310130193 

0310130190 

0310130193 

8310130162 

8310130168 

8310130172 

0310130174 

8310130179 

8310130176 

8310130188 

8310130188 

8310130193 

8310130198 

831013019? 
8310130193 
831013019? 
03 1 01 30206 
8310130207 

8310130214 

8310130217 

8310130220 

8310130221 

8310130229 

9310130221 

831013082? 

8310130234 

8310130841 

8310130340 

8310130241 

8310130847 

8310130240 

8310130297 

8310130240 

8310130262 

8310130240 

8308300767 

8310130840 

8310130240 


DATE 

1B8UED 

03/10/03 

83/10/07 

83/10/07 

63/10/07 

03/10/07 

03/ 1 0/07 
03/10/09 
03/10/09 
03/09/86 
03/10/09 

03/10/07 

03/09/86 

03/09/36 

63/07/86 

83/10/07 

03/10/03 

03/10/05 

83/09/20 

83/09/30 

83/09/29 

83/09/30 

83/09/2? 

03/09/30 

03/09/30 

03/09/30 

83/09/27 

83/10/03 

83/10/03 

83/09/30 

83/09/30 

83/10/06 

93/10/07 

83/09/30 

83/09/29 

83/09/29 

83/10/11 

03/09/29 

03/10/11 

03/06/30 

03/09/23 

03/10/04 

83/10/06 

83/10/06 

83/10/06 

83/10/06 

63/09/20 

83/08/10 

83/06/22 

83/10/11 

83/07/26 

03/00/28 

03/09/30 

83/09/30 

03/09/20 

03/09/30 

03/10/06 

03/09/28 

83/10/06 

03/09/13 

03/10/07 

03/10/00 

03/09/30 

03/08/10 

93/09/07 

03/09/30 

03/09/07 

83/10/04 

83/10/07 

83/09/06 

03/09/19 

93/09/06 

93/08/19 

83/09/19 

63/09/13 

83/09/19 

83/10/06 

03/09/19 

83/10/11 

63/09/19 

03/09/19 


SUBJECT 

CATEGORY 


go- 2 ? 

P 

50-352 

0 

50-275 

0 

50-352 

0 

50-275 

0 

50-352 

0 

50-454 

a 

50-26 1 

p 

50-220 

p 

50-261 

p 

SO-416 

P 

50-316 

9 

50-316 

0 

50-316 

0 

50-155 

T 

UASTE MOT 

50-275 

Q 

50-015 

Q 

50-266 

P 

50-328 

P 

50-266 

P 

50-328 

P 

50-266 

P 

50-266 

P 

50-266 

P 

WASTE MOT 

50-202 

P 

S0-2B2 

P 

50-320 

P 

50-320 

P 

50-344 

F 

50-338 

P 

50-368 

P 

50-3 

P 

50-3 

P 

50-416 

P 

50-528 

A 

50-206 

MISC 

P 

50-320 

P 

50-330 

P 

80-537 

6 

80-309 

a 

30-537 

0 

80-309 

CONTRACT 

a 

80-TW5 

0 

90-482 

0 

50-188 

T 

80-289 

P 

80-490 

8 

80-334 

P 

50-334 

P 

80-267 

CONTRACT 

P 

80-266 

P 

30-267 

P 

80-266 

P 

80-298 

8 

80-367 

P 

80-188 

T 

80-318 

P 

80-313 

a 

80-498 

70-1113 

d 

80-496 

0 

80-341 

A 

90-358 

A 

50-482 

a 

80-400 

E 

80-482 

0 

50-450 

0 

50-400 

E 

50-482 

a 

50-400 

E 

90-382 

0 

50-400 

€ 

90-32? 

A 

90-400 

C 

90-400 

E 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION' NUMBER 

PRINCIPAL 
enclosure document 

DATE 

ISSUED 

SUBJECT 

CATEGORy 

ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

0310130274 

0310130270 

03/09/19 

71-6346 


0310140174 

6310140163 

83/10/11 

tdprep 


8310130273 

0310130272 

63/09/20 

30-267 

P 

0310140173 

0310140173 

03/10/06 

30-293 

Q 

0310130277 

0310130240 

03/09/19 

30-400 

E 

0310140182 

6310140176 

63/09/13 

50-508 

A 

0310130279 

8310130272 

03/09/26 

30-267 

P 

8310140100 

6310140161 

83/10/11 

70-36 


0310130200 

8310130240 

03/09/19 

30-400 

E 

0310140192 

8310140179 

63/09/29 

50-454 

Q 

0310130202 

8310130240 

03/09/19 

30-400 

E 

0310140199 

8310140194 

83/10/06 

30-340 

P 

0310130204 

0310130281 

03/09/28 

30-267 

P 

03 101 40202 

6310140196 

03/10/11 

30-333 

P 

B31013O2BO 

0310130240 

83/09/19 

50-400 

E 

8310140207 

6310140203 

63/10/07 

30-369 

P 

0310130287 

0310130240 

03/09/19 

50-400 

E 

8310140213 

6310140213 

03/09/29 

50-373 

Q 

0310130209 

03101302^0 

03/09/19 

50-400 

E 

6310140216 

6310140212 

83/09/29 

70-1308 


0310130290 

0310130240 

03/09/19 

30-400 

E 

6310140229 

8310140226 

63/10/06 

50-346 

8 

0310130291 

8310130240 

83/09/19 

30-400 

E 

6310140235 

6310140226 

83/10/06 

50-340 

8 

0310130293 

0310130240 

03/09/19 

30-400 

E 

6310140236 

6310140234 

03/09/26 

30-271 

Q 

0310130294 

0310130240 

03/09/19 

30-400 

E 

6310140244 

8310140239 

63/09/30 

TOPREP 


8310130299 

B31 01 30292 

83/06/22 

30-203 

0 

8310140245 

B310140240 

83/09/27 

50-271 

Q 

0310130297 

6310130296 

03/10/07 

30-133 

P 

8310140256 

8310140254 

63/09/30 

30-331 

R 

0310130293 

6310130296 

83/10/07 

30-153 

P 

0310140264 

834 0140261 

63/09/89 

30-234 

Q 

0310130299 

6310130296 

83/10/07 

50-133 

P 

8310140266 

6310140243 

63/10/11 

50-302 

R 

0310130301 

03101 30296 

03/10/07 

30-133 

P 

8310140267 

0310140262 

63/09/30 

50-237 

a 

0310130303 

0310130296 

03/10/07 

50-133 

P 

0310140266 

0310140243 

83/10/11 

30-302 

R 

0310130303 

0310130300 

83/09/20 

30-267 

P 

6310140271 

6310140261 

03/09/29 

50-254 

0 

0310130304 

0310130300 

03/O9/2B 

30-267 

P 

0310140273 

0310140270 

03/10/06 

30-389 

A 

B31013O30& 

0310130307 

03/10/06 

30-203 

F 

6310140274 

6310140269 

03/09/23 

50-329 

8 

8310130309 

0310130307 

83/10/06 

50-205 

F 

8310140279 

0310140276 

63/09/26 

50-272 

Q 

0310130311 

0310130310 

03/10/06 

30-409 

F 

0310140297 

6310140295 

03/08/22 

40-4492 


8310130313 

8310130312 

03/10/06 

30-317 

F 

0310170002 

8310170001 

63/09/09 

50-209 

P 

6310130323 

0310130316 

03/10/11 

30-206 

P 

8310170003 

0310170003 

83/10/06 

50-317 

F 

0310130324 

0310130260 

03/09/26 

30-267 

P 

8310170007 

0310170006 

03/10/06 

50-209 

F 

0310130320 

0310130260 

03/ 09/20 

50-267 

P 

8310170033 

0310170029 

83/06/29 

FOIA 


0310130333 

0310130330 

03/09/16 

50-313 

Q 

0310170037 

8310170029 

03/06/29 

FOIA 


B310180335 

0310130330 

83/ 09/ 1 6 

30-313 

0 

8310170044 

031O17OOS9 

03/06/29 

FOIA 


0310130336 

0310130334 

03/09/09 

PROJ 


0310170047 

0310170029 

03/06/29 

FQIA 


0310130303 

0310130360 

03/09/89 

CONTRACT 

6310170050 

8310170029 

03/06/29 

FOIA 


0310130386 

0310130304 

03/09/16 

71-9160 


0310170055 

0310170029 

63/06/89 

FOIA 


0310130389 

0310130380 

83/09/30 

CONTRACT 

0310170057 

0310170029 

03/06/29 

FOIA 


0310130406 

0310130404 

83/09/30 

CONTRACT 

0310170059 

0310170029 

83/06/29 

FOIA 


0310130407 

0310130404 

83/09/30 

CONTRACT 

0310170062 

6310170029 

03/06/29 

FOIA 


6310130410 

8310130409 

03/00/29 

POIA 


0310170066 

8310170029 

63/06/29 

FOIA 


8310130416 

0310130419 

03/09/83 

50-293 

P 

0310170067 

B3I 01 70060 

63/09/30 

CONTRACT 


0310130410 

0310130417 

83/09/29 

CONTRACT 


0310170072 

8310170029 

03/06/29 

FOIA 


0310140004 

0310140003 

03/09/86 

50-31 1 

0 

0310170064 

0310170002 

03/09/30 

CONTRACT 


0310140013 

B31 0140002 

03/09/26 

30-303 

Q 

8310170090 

8310170029 

63/06/29 

FOIA 


0310140024 

031 01 40022 

03/10/12 

30-443 

T 

8310170092 

0310170060 

83/10/06 

50-335 

P 

0310140032 

8310140031 

03/06/83 

50-490 

Q 

0310170094 

8310170029 

03/06/89 

FOIA 


8310140039 

0310140026 

03/10/13 

30-289 

G 

8310170096 

6310170091 

03/10/05 

50-330 

B 

0310140037 

8310140031 

03/08/23 

30-498 

Q 

0310170100 

6310170096 

83/10/07 

30-313 

P 

8310140041 

0310140031 

03/00/03 

30-490 

a 

6310170102 

6310170089 

63/06/2? 

FOIA 


0310140042 

8310140040 

03/10/10 

30-313 

p 

6310170106 

0310170096 

63/10/07 

50-313 

P 

0310140044 

8310140031 

03/00/23 

50-498 

Q 

8310170107 

0310170091 

63/10/05 

50-338 

8 

8310140046 

0310140040 

83/10/10 

30-313 

P 

031O17OUO 

0310170029 

63/06/29 

FOIA 


0310140047 

0310140031 

03/06/83 

50-498 

Q 

8310170116 

0310170029 

03/06/29 

FOIA 


0310140047 

0310140036 

83/10/11 

50-10 

0 

0310170110 

6310170112 

03/10/U 

CONTRACT 


0310140090 

0310140031 

03/06/23 

30-490 

0 

8310170120 

0310170089 

83/06/29 

FOIA 


0310140092 

0310140031 

03/06/83 

30-498 

Q 

0310170183 

0310170029 

03/06/29 

FOIA 


6310140099 

B310140094 

83/10/07 

50-330 

A 

6310170123 

8310170119 

83/09/26 

50-331 

P 

0310140062 

0310140031 

03/00/83 

50-496 

Q 

0310170120 

0310170029 

03/06/29 

FOIA 


6310140070 

0310140067 

63/10/13 

50-434 

0 

8310170130 

6310170029 

03/06/29 

FOIA 


8310140076 

B31 01 40074 

83/10/10 

50-133 

T 

0310170132 

0310170078 

63/06/07 

FOIA 


0310140070 

8310140074 

03/10/10 

50-133 

T 

8310170136 

8310170027 

83/06/29 

FOIA 


0310140000 

S310140079 

03/10/11 

30-302 

P 

8310170140 

6310170029 

83/06/29 

FOIA 


031O14OOB9 

B3101 40003 

03/10/18 

50-443 

Q 

6310170142 

8310170070 

83/06/07 

FOIA 


0310140088 

6310140031 

03/06/23 

30-496 

Q 

8310170144 

0310170089 

63/06/29 

FQIA 


8310140073 

8310140031 

83/06/23 

50-498 

Q 

6310170147 

6310170076 

03/06/07 

FOIA 


8310140101 

0310140097 

03/10/07 

50-352 

A 

6310170148 

8310170143 

03/10/12 

50-300 

A 

0310140103 

B310140097 

03/10/07 

50-332 

A 

8310170149 

6310170141 

83/10/11 

50-416 

G 

0310140104 

B310140079 

03/10/11 ‘ 

30-10 

a 

0310170150 

6310170029 

63/ 06/ 29 

FQIA 


63101401 17 

8310140117 

03/ 10/ 11 

30-275 

R 

6310170131 

6310170143 

03/09/83 

40-66 


8310140134 

0310140132 

03/09/27 

30-320 

Q 

8310170154 

6310170078 

B3/06/07 

FOIA 


0310140136 

8310140139 

03/10/06 

50-330 

Q 

0310170136 

0310170070 

63/06/07 

FQIA 


8310140130 

6310140137 

03/10/03 

50-316 

S 

0310170157 

0310170143 

83/09/23 

40-06 


031014013? 

0610140137 

63/10/03 

30-316 

6 

B31017013B 

0310170153 

03/10/03 

70-1113 


6310140140 

B310140137 

03/10/05 

30-316 

B 

6310170160 

8310170076 

63/06/07 

FOIA 


0310140141 

6310140137 

03/10/05 

30-316 

8 

8310170161 

6310170029 

83/06/29 

FOIA 


6310140145 

6310140143 

83/10/07 

30-267 

P 

0310170164 

6310170029 

63/06/29 

FOIA 


8310140140 

6310140147 

03/09/29 

30-461 

Q 

6310170163 

6310170143 

83/09/23 

40-06 


8310140130 

6310140147 

63/09/89 

30-461 

Q 

0310170166 

8310170029 

83/06/2? 

FOIA 


B310M01S6 

Q310140199 

63/10/11 

30-367 

P 

6310170168 

0310170163 

03/10/07 

30-309 

0 

8310140169 

6310140163 

63/lO/li 

TDPHEP 


6310170169 

0310170029 

63/06/29 

FOIA 


0310140166 

6310140162 

03/09/27 

30-809 

Q 

6310170171 

8310170029 

83/06/29 

FOIA 


6310140170 

6310140132 

83/09/87 

30-320 

Q 

6310170173 

0310170170 

63/10/04 

71-5393 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 

enclosure 

DOCUMENT 

ISSUED 

CATEGORY 

ENCLOBUfte 

DOCUMENT 

ISSUED 

CATEGORY 

0310170176 

0310170029 

03/06/29 

FQIA 


0310170390 

0310*70078 

83/06/07 

FOIA 


0310170180 

B3I 01 70029 

83/06/29 

FDIA 


0310170332 

0310170029 

B3/06/29 

FOIA 


B3101701BS 

8310170029 

63/06/29 

FOIA 


B3I0 170354 

0310170070 

83/06/07 

FOIA 


83101701B4 

0310170076 

83/06/07 

FOIA 


8310170336 

0310170346 

83/10/10 

90-494 

c 

0310170191 

0310170070 

83/06/07 

FOIA 


0310170330 

0310170029 

03/06/2? 

FOIA 


0310170194 

8310170078 

83/06/07 

FOIA 


0310170359 

0310170078 

63/06/07 

FQIA 


0310170193 

0310170192 

83/09/30 

71-9103 


0310170362 

0310170029 

83/06/2? 

FDIA 


0310170196 

0310170070 

03/06/07 

FOIA 


8310170363 

0310170078 

83/06/07 

FOIA 


0310170198 

8310170190 

03/09/30 

90-423 

A 

9310170367 

0310170078 

83/06/07 

FOIA 


0310170203 

6310170078 

03/06/07 

FOIA 


0310170370 

0310170029 

83/06/29 

FDIA 


G3101 70203 

8310170197 

03/09/23 

70-696 


0310170372 

0310 1 70078 

83/06/07 

FDIA 


6310170205 

6310170078 

83/06/07 

FOIA 


6310170374 

0310170029 

83/06/29 

FQIA 


6310170200 

0310170070 

83/06/07 

FOIA 


83 10 170376 

0310170078 

83/06/07 

FOIA 


6310170210 

0310170070 

83/06/07 

roiA 


8310170370 

0310170373 

83/10/14 

90-244 

£ 

6310170213 

0310170070 

03/06/07 

FOIA 


0310170379 

0310170029 

63/ 06/29 

FOIA 


6310170217 

0310170078 

83/06/07 

FOIA 


0310170381 

0310170078 

83/06/07 

FOIA 


0310170220 

0310170070 

03/06/07 

FOIA 


0310170305 

8310170078 

03/06/07 

FOIA 


0310170223 

8310170070 

03/06/07 

FOIA 


0310170306 

0310170029 

83/06/29 

FOIA 


0310170224 

8310170222 

03/10/07 

50-333 

F 

B31O17O30B 

03*0170078 

83/06/07 

FOIA 


B310170226 

0310170076 

83/06/07 

FOIA 


8310170391 

0310170029 

83/06/29 

FOIA 


0310170227 

8310170214 

83/10/10 

50-275 

R 

8310170392 

0310170029 

83/06/29 

FOIA 


0310170230 

8310170222 

03/10/07 

30-333 

F 

6310170376 

0310170029 

83/06/29 

FOIA 


0310170231 

8310170070 

63/06/07 

FOIA 


0310170397 

0310170078 

83/06/07 

FDIA 


8310170236 

0310170233 

03/09/29 

70-1257 


0310170402 

0310170029 

83/06/29 

FOIA 


8310170237 

0310170029 

03/06/27 

FOIA 


6310170403 

B3101 70070 

83/06/07 

FOIA 


0310170230 

8310170189 

83/10/12 

50-259 

Q 

8310170406 

0310*70029 

83/06/29 

FDIA 


6310170241 

8310170078 

03/06/07 

FDIA 


83)0170410 

B31017C02? 

83/06/29 

FOIA 


8310170242 

8310170029 

03/06/29 

FOIA 


0310170413 

0310170029 

83/06/29 

FDIA 


0310170244 

0310170240 

03/10/07 

50-230 

F 

0310170419 

0310170029 

83/06/29 

FOIA 


6310170245 

6310170070 

63/06/07 

FQIA 


0310170417 

0310170412 

83/10/11 

80-449 

0 

0310170246 

8310170239 

03/10/11 

70-27 


6310170418 

031017002? 

83/06/2? 

FOIA 


0310170247 

8310170029 

03/06/29 

FOIA 


8310170422 

0310170029 

83/06/2? 

FDIA 


B310170290 

8310170078 

83/06/07 

FOIA 


8310170423 

0310170416 

03/10/10 

50-348 

P 

6310170292 

0310170029 

83/06/29 

FOIA 


6310170429 

8310170078 

83/06/07 

FDIA 


0310170293 

8310170249 

03/00/17 

70-1113 


0310170429 

8310170029 

03/06/29 

FOIA 


8310170234 

6310170133 

03/10/11 

50-327 

P 

8310170431 

031017002? 

83/06/2? 

FOIA 


0310170256 

8310170070 

83/06/07 

FOIA 


6310170432 

0310170420 

83/09/21 

30-397 

<1 

8310170299 

8310170027 

83/06/89 

FOIA 


8310170433 

831 01 70078 

83/06/07 

FOIA 


8310170269 

8310170029 

83/06/29 

FQIA 


^310170434 

0310*70029 

83/06/2? 

FOIA 


8310170267 

8310170076 

83/06/07 

FDIA 


8310170437 

03*0170078 

83/06/07 

FOIA 


6310170269 

0310170029 

03/06/29 

FOIA 


8310170438 

8310170029 

83/06/29 

FOIA 


8310170274 

S31O17OO70 

83/06/07 

roiA 


8310170439 

0310170436 

83/10/11 

90-329 

A 

8310170279 

8310170029 

83/06/29 

FOIA 


8310170441 

0310170078 

83/06/07 

FOIA 


8310170277 

8310170078 

83/06/07 

FOIA 


8310170444 

8310170029 

83/06/29 

FOIA 


B310170279 

8310170076 

03/06/07 

roiA 


B31017044S 

0310170029 

83/06/29 

FOIA 


6310170280 

8310170029 

83/06/29 

FOIA 


0310170447 

0310170078 

83/06/07 

FOIA 


63101 702B2 

0310170070 

83/06/07 

roiA 


0310170449 

0310170078 

83/06/07 

FOIA 


03 101 70264 

8310170029 

83/06/29 

FDIA 


0310170450 

0310170029 

83/06/29 

FOIA 


0310170286 

0310170078 

03/06/07 

FOIA 


8310I7D452 

0310170029 

83/06/29 

FOIA 


6310170280 

8310170029 

03/06/29 

FOIA 


8310170453 

0310170070 

83/06/07 

FOIA 


0310170290 

0310170078 

83/06/07 

FOIA 


8310170494 

0310170491 

83/10/11 

30-358 

Q 

0310170293 

0310170076 

03/06/07 

FOIA 


8310170459 

0310170078 

83/06/07 

FOIA 


8310170294 

0310170029 

03/06/29 

FOIA 


8310170497 

6310170029 

83/06/29 

FOIA 


8310170296 

8310170289 

03/10/12 

90-399 

P 

0310170460 

0310170078 

83/06/07 

FQIA 


0310170297 

0310170070 

63/06/07 

FOIA 


8310170461 

0310170029 

83/06/2? 

FDJA 


0310170300 

0310170029 

03/06/29 

FDIA 


8310170462 

8310170078 

83/06/07 

FOIA 


8310170301 

6310170289 

03/10/12 

90-399 

P 

8310170463 

0310170029 

83/06/29 

FOIA 


B3101 70303 

B310170029 

03/06/29 

FOIA 


83 1 0170464 

0310170499 

83/09/30 

50^32? 

Q 

8310170309 

B310170029 

03/06/29 

FOIA 


8310170466 

0310170499 

83/09/30 

30-32? 

Q 

8310170307 

8310170304 

03/10/05 

90-289 

P 

0310170467 

8310170079 

83/06/07 

FOIA 


0310170309 

0310170029 

83/06/29 

FOIA 


8310170470 

6310170468 

83/09/28 

50-920 

a 

8310170311 

8310170304 

03/10/09 

90-289 

P 

8310170472 

8310170078 

83/06/07 

FOIA 


8310170314 

6310170029 

03/06/29 

FQIA 


8310170479 

6310170078 

83/06/07 

FOIA 


0310170316 

6310170076 

03/06/07 

FOIA 


0310170477 

8310170078 

83/06/07 

FOIA 


0310170318 

8300300766 

03/10/07 

30-279 

T 

8310170479 

0310170473 

83/09/22 

90-279 

0 

0310170319 

0310170029 

83/06/29 

FOIA 


8310170482 

8310170078 

83/06/07 

FOIA 


0310170320 

0310170078 

03/06/07 

FOIA 


8310170483 

8310170476 

03/09/29 

30-263 

Q 

8310170323 

8d 10170029 

03/06/27 

FDIA 


8310170484 

8310170478 

03/10/07 

90-382 

0 

8310170324 

0310170078 

03/06/07 

FQIA 


8310170487 

8310170070 

83/06/07 

FOIA 


8310170329 

8310170222 

83/10/07 

90-339 

F 

8310170494 

8310170079 

03/06/07 

FOIA 


8310170326 

8310170029 

03/06/29 

FOIA 


0310170497 

0310*70078 

83/06/07 

FOIA 


8310170326 

8310170029 

83/06/29 

FOIA 


0310170499 

0310170499 

83/10/10 

90-397 

A 

0310170331 

0310170076 

03/06/07 

FOIA 


0310170902 

0310170078 

03/06/07 

FOIA 


0310170332 

6310170029 

03/06/29 

FOIA 


8310170903 

8310170492 

03/10/11 

30-346 

P 

0310170336 

6310170029 

03/06/29 

FOIA 


0310170909 

0310170078 

03/06/07 

FOIA 


6310170340 

03*0170029 

63/06/29 

FOIA 


0310170907 

9310*70401 

03/10/07 

30-397 

Q 

0310170343 

0310170029 

63/06/29 

FOIA 


8310170908 

9310170504 

03/10/04 

30-249 

P 

0310170349 

03*0170078 

03/06/07 

FOIA 


8310170910 

9310170076 

83/06/07 

FOIA 


0310170347 

83*0170029 

03/06/29 

FOIA 


0310170916 

0310170076 

83/06/07 

FOIA 


0310170349 

03*0170344 

03/10/03 

71-9182 


8310170918 

0310170519 

83/10/03 

90-350 

A 
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B3 101 7032 1 

6310170070 

03/06/07 

FOIA 


0310170601 

0310170078 

03/06/07 

FOIA 


0310170352 

8310170520 

63/10/13 

90-261 

a 

0310170684 

8310170078 

83/06/07 

FOIA 


B3101 70527 

8310170070 

03/06/07 

FOIA 


031O17O6BB 

6310170683 

63/10/12 

30-443 

T 

6310170320 

6310170078 

03/06/07 

FOIA 


0310170690 

0310170606 

83/10/03 

30-320 

U 

B3101 70529 

6310170325 

03/09/01 

30-454 

Q 

0310170693 

8310170691 

83/10/06 

70" 1 43 


B3101 70332 

6310170070 

03/06/07 

FOIA 


0310170699 

8310170694 

83/09/29 

COMMISSION 

8310170334 

6310170313 

83/10/03 

30-329 

Q 

0310170711 

8310170707 

83/10/13 

90-373 

F 

6310170335 

6310170070 

03/06/07 

FOIA 


8310170719 

6310170710 

83/10/06 

50-369 

P 

8310170537 

6310170078 

83/06/07 

FOIA 


B3 101 70736 

8310170710 

83/10/06 

90-369 

P 

B3101 70336 

8310170913 

03/10/03 

50-329 

O 

6310170730 

6310170733 

83/10/06 

30-146 

F 

B310170342 

8310170939 

03/10/11 

90-275 

Q 

0310170743 

8310170741 

03/10/06 

90-321 

F 

8310170544 

6310170913 

03/10/03 

30-329 

Q 

6310170746 

8310170741 

83/10/06 

50-321 

F 

6310170546 

8310170070 

03/06/07 

FOIA 


0310170730 

8310170746 

79/11/19 

71-6601 


8310170549 

6310170913 

03/10/03 

90-329 

Q 

0310160013 

8310160011 

83/10/03 

70-143 


B3101703SO 

6310170111 

63/09/2^ 

CONTRACT 

6310100016 

8310180010 

83/09/29 

COMMISSION 

B31017O335 

8310170913 

93/10/03 

50-329 

Q 

B3 101 60031 

6310100027 

03/10/03 

70-1100 


831017035? 

6310170513 

03/10/03 

30-329 

Q 

6310100034 

8310180029 

83/10/13 

90-341 

F 

6310170360 

6310170913 

03/10/03 

30-329 

Q 

6310160037 

8310180029 

83/10/13 

90-341 

F 

6310170362 

8310170950 

83/09/29 

30-329 

Q 

6310100042 

0310180029 

63/10/13 

90-341 

F 

63101 70364 

6310170913 

83/10/03 

30-329 

Q 

8310180099 

0310180092 

63/10/07 

50-289 

P 

8310170367 

6310170913 

03/10/03 

50-329 

Q 

6310160102 

6310180098 

63/09/30 

90-220 

P 

6310170370 

8310170078 

03/06/07 

FOIA 


0310160105 

0310100101 

03/09/30 

CONTRACT 


6310170371 

B3101705I3 

03/10/03 

50-329 

O 

6310160123 

631018Q120 

83/10/12 

70-734 


6310170372 

0310170598 

03/09/29 

50-329 

a 

0310100139 

8310100132 

03/10/12 

90-352 

0 

8310170374 

0310170078 

03/06/07 

FOIA 


6310160146 

6310180132 

83/10/12 

50-352 

0 

8310170375 

8310170513 

03/10/03 

50-329 

0 

6310180148 

8310180143 

63/10/07 

XFORTHC 


8310170378 

6310170078 

03/06/07 

FOIA 


6310160149 

8310100144 

03/09/27 

50-456 

0 

0310170380 

8310170078 

03/06/07 

FOIA 


6310180192 

8310180132 

83/10/12 

00-392 

Q 

0310170583 

63 10170070 

03/06/07 

FOIA 


8310180193 

6310180190 

03/10/12 

50-443 

0 

831 01 70387 

8310170078 

03/06/07 

FOIA 


8310180155 

0310180191 

83/10/05 

XPORTLIC 


B310170390 

B31O17OO70 

03/06/07 

FOIA 


8310100197 

0310100147 

03/10/13 

CONTRACT 


8310170591 

6310170563 

83/10/03 

50-329 

Q 

8310180161 

8310160156 

83/07/06 

90-298 

a 

0310170393 

0310170070 

03/06/07 

FOIA 


6310100163 

0310100198 

83/10/14 

90-449 

0 

8310170394 

6310170967 

83/10/14 

50-341 

K 

6310180170 

6310160169 

83/10/13 

50-443 

Q 

0310170396 

8310170983 

03/10/03 

50-329 

0 

0310180179 

6310100168 

03/10/13 

CONTRAC r 


0310170600 

8310170969 

03/10/14 

50-34 1 

K 

8310100177 

8310160173 

03/10/04 

50-361 

P 

8310170602 

031O17O9B3 

83/10/03 

50-329 

O 

8310180183 

6310100179 

83/06/12 

90-445 

K 

8310170606 

8310170963 

03/10/03 

90-329 

0 

0310180209 

6310100204 

03/09/27 

90-213 

0 

6310170606 

6310170943 

03/10/12 

go-400 

0 

6310180211 

6310100200 

63/10/12 

50-335 

P 

6310170610 

6310170983 

03/10/03 

50-329 

0 

6310180219 

0310100214 

03/09/29 

50-449 

0 

B310170611 

6310170607 

83/10/10 

50-316 

0 

6310100223 

6310160214 

03/09/29 

50-445 

Q 

6310170613 

8310170078 

03/06/07 

FOIA 


8310100224 

6310160222 

83/10/19 

50-195 

0 

6310170616 

6310170503 

83/10/03 

50-329 

Q 

6310180227 

6310160216 

03/10/03 

50-445 

0 

6310170616 

8310170078 

93/06/07 

FOIA 


631 01 00228 

8310180229 

83/09/22 

90-296 

Q 

6310170619 

6310170607 

83/10/10 

50-31 6 

a 

0310100229 

6310180214 

03/09/29 

90-445 

6 

6310170620 

6310170943 

83/10/12 

50-400 

0 

8310160232 

8310160229 

03/09/22 

50-298 

0 

6310170621 

8310170612 

03/09/29 

dO-^>97 

0 

8310160237 

8310100234 

63/10/14 

90-392 

9 

6310170622 

6310170563 

83/10/03 

50-329 

a 

6310180346 

8310180242 

03/09/20 

50-285 

Q 

8310170629 

8310170078 

03/06/07 

FOIA 


6310100293 

8310180291 

63/10/12 

50-372 

K 

6310170627 

8310170583 

03/10/03 

50-329 

Q 

6310160257 

8310160290 

03/10/04 

50-373 

a 

6310170626 

0310170076 

03/06/07 

FOIA 


83101 0027? 

8310160275 

03/10/14 

50-454 

9 

8310170630 

6310170943 

03/10/12 

50-400 

Q 

6310180299 

6310160291 

03/10/06 

0A999 


B310170632 

8310170626 

83/10/12 

30-400 

Q 

8310100313 

8310180216 

03/10/07 

QA999 


6310170633 

8310170623 

03/09/30 

40-3392 


0310100314 

8310160312 

03/09/30 

(1A999 


9310170634 

0310170983 

03/10/03 

30-329 

Q 

6310100316 

6310160312 

83/09/30 

0A999 


6310170639 

8310170078 

03/06/07 

FOIA 


63101 B0321 

0310100317 

03/10/14 

90-482 

E 

6310170636 

6310170629 

03/09/20 

90-341 

a 

8310180322 

6310180316 

83/10/11 

90-334 

Q 

6310170637 

8310170076 

83/06/07 

FOIA 


6310160323 

6310100216 

83/10/07 

aA999 


0310170640 

0310170078 

83/06/07 

FOIA 


6310160329 

8310100317 

83/10/14 

90-482 

E 

0310170643 

9310170629 

83/09/28 

90-341 

0 

6310180326 

0310160312 

63/09/30 

QA999 


6310170649 

0310170078 

03/06/07 

FOIA 


8310160327 

0310100324 

83/10/13 

90-290 

P 

8310170647 

8310170639 

03/10/11 

90-320 

f* 

8310100332 

8310160216 

03/10/07 

0A999 


8310170650 

8310170076 

03/06/07 

FOIA 


0310160340 

0310160216 

83/10/07 

0A99'9 


6310170691 

6310170646 

83/10/10 

90-279 

R 

83101B0341 

0310160331 

83/10/03 

90-397 

Q 

8310170692 

8310170078 

03/06/07 

FOIA 


8310100342 

0310160339 

83/10/13 

90-445 

9 

6310170694 

6310170644 

03/09/23 

70-2960 


8310100390 

8310160346 

03/09/30 

QA999 


6310170699 

8310170933 

03/01/04 

90-333 

F 

6310180391 

8310180292 

03/10/14 

90 - 49/1 

C 

8310170699 

8310170933 

83/01/04 

90-333 

F 

0310180353 

0310160346 

03/09/30 

aA?99 


6310170660 

8310170078 

03/06/07 

FOIA 


6310180396 

6310100349 

83/10/07 

90-387 

Q 

8310170663 

8310170693 

03/09/28 

30-300 

0 

8310160390 

0310100346 

03/09/30 

0A999 


6310170669 

8310170078 

83/06/07 

FDIA 


6310160361 

0310100394 

03/10/14 

90-275 

7 

8310170667 

8310170662 

03/09/28 

30-440 

a 

8310180369 

6310100360 

83/10/03 

QA999 


6310170666 

8310170070 

03/06/07 

FPIA 


6310180367 

6310100362 

03/10/14 

90-344 

0 

8310170670 

8310170662 

03/09/20 

50-440 

0 

6310160369 

0310100394 

63/10/14 

90-275 

T 

6310170671 

8310170666 

03/10/13 

30-436 

Q 

6310160371 

6310100360 

83/10/03 

0A999 


8310170673 

8310170076 

03/06/07 

FDIA 


0310160372 

8310100366 

83/10/09 

50-209 

Q 

83 lOl 70679 

8310170669 

63/06/29 

70-904 


0310180373 

6310100366 

83/10/12 

50-443 

0 

8310170676 

8310170078 

63/06/07 

FOIA 


0310180379 

6310160394 

63/ to/ 14 

50-275 

T 

8310170677 

8310170076 

03/06/07 

FOIA 


0310180370 

0310100360 

83/10/03 

QA999 


8310170678 

0310170674 

03/09/16 

30-312 

0 

0310100300 

0310100377 

83/10/07 

30-19? 

8 
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esioiBooea 

0310100377 

03/10/07 

90-199 

0 

0310100306 

0310180382 

03/10/03 

30-9 

Q 

0310180398 

0310100391 

83/10/05 

90-272 

Q 

0310180400 

0310100395 

63/09/30 

QA999 


0310100401 

0310100396 

03/10/06 

aA999 


0310180404 

0310100396 

83/10/06 

QA999 


0310100406 

0310100396 

03/10/06 

QA999 


0310180407 

8310100396 

83/10/06 

QA999 


0310180408 

0310100405 

83/09/30 

50-269 

Q 

0310180410 

0310100405 

03/09/30 

90-285 

Q 

031O1BO4U 

0310100396 

03/10/06 

QA999 


B3101BD414 

0310180412 

83/09/22 

90-498 

0 

0310180419 

0310100396 

63/10/06 

QA999 


0310180431 

0310100429 

03/09/30 

0A999 


8310180434 

0310100432 

63/10/03 

50-334 

F 

031O18O43B 

B3101B043S 

03/10/14 

50-293 

F 

0310100442 

0310100441 

03/09/20 

0A999 


0310180449 

0310100441 

63/09/20 

0A999 


0310180447 

B3101B0439 

83/09/28 

90-213 

Q 

0310100490 

0310180441 

83/09/20 

0A999 


8310180453 

8310100449 

83/10/13 

50-397 

A 

8310180455 

0310180491 

63/09/19 

0A999 


8310180459 

0310100492 

03/10/04 

30-159 

P 

8310180469 

0310100496 

03/10/13 

30-329 

0 

8310180472 

6310100466 

03/09/27 

30-445 

6 

8310180481 

0310100480 

03/10/14 

30-387 

P 

8310180483 

6310100479 

63/10/13 

90-293 

P 

8310180484 

6310180470 

03/10/13 

50-445 

0 

8310180489 

0310160480 

03/10/14 

30-387 

P 

8310180406 

6310180477 

93/10/07 

30-3&1 

s 

8310180488 

6310160478 

03/10/13 

50-449 

Q 

8310180492 

6310100490 

03/10/07 

90-266 

P 

8310100493 

8310180460 

03/10/14 

50-387 

P 

8310100499 

8310100490 

03/10/07 

90-266 

P 

8310100497 

0310180460 

03/10/14 

90-387 

P 

0310180498 

8310180460 

63/10/14 

90-387 

P 

0310160499 

6310100490 

83/10/07 

50-266 

P 

0310180901 

6310180460 

83/10/14 

30-387 

P 

0310180902 

0310100490 

63/10/07 

90-266 

P 

8310180904 

6310100480 

03/10/14 

90-387 

P 

8310100909 

8308300779 

63/10/14 

50-279 

P 

0310100906 

8310160900 

63/10/13 

90-269 

0 

6310100909 

6310180907 

83/10/14 

90-387 

P 

8310100910 

8310100907 

83/10/14 

50-307 

P 

8310180911 

6300300779 

63/10/14 

50-279 

P 

0310180914 

0310100907 

83/10/14 

50-367 

P 

8310180917 

8306300779 

B3/10/14 

50-27^ 

P 

0310100918 

0310160907 

83/10/14 

90-367 

P 

0310100919 

8310100919 

83/09/22 

QA999 


0310180920 

6310100907 

83/10/14 

90-387 

P 

0310180921 

0300300779 

83/10/14 

90-279 

P 

8310180923 

0310100907 

83/10/14 

50-307 

P 

0310180929 

0310180907 

63/10/14 

90-367 

P 

8310180927 

6310160926 

03/09/30 

QA999 


8310180920 

6310160926 

03/09/30 

0A999 


B3101G0930 

6310160526 

03/69/30 

(1A999 


0310180532 

631 01 60526 

03/09/30 

QA999 


8310180930 

8310180934 

63/09/06 

50-333 

P 

0310180948 

B3101B0937 

03/09/27 

90-320 

P 

0310180997 

8310100954 

03/10/12 

CONTRACT 


0310160965 

8310100562 

83/10/09 

XPOFtTLIC 


0310180970 

6310180967 

03/09/22 

90-346 

P 

0310100572 

6310160969 

83/10/03 

90-296 

P 

0310100579 

8310180971 

83/09/06 

FOIA 


0310180576 

0310160573 

83/10/12 

CONTRACT 


031O18O3BO 

6310160577 

83/10/09 

XPORTLIC 


0310180985 

6310160561 

03/07/11 

CONTRACT 


6310180989 

0310160903 

83/10/06 

90-309 

P 

0310180596 

6310160992 

03/10/13 

CONTRACT 


0310180998 

6310180963 

83/10/06 

90-309 

P 

0310180602 

0310160999 

03/09/06 

FOIA 


0310180609 

0310160601 

83/09/30 

PR 


0310180606 

63 101 60604 

83/10/11 

90-424 

A 

8310180607 

6310160601 

83/09/30 

PR 


0310160613 

0310160610 

83/09/01 

90-279 

P 

83101B0619 

6310160610 

83/09/01 

90-279 

P 

0310100617 

6310160610 

63/09/01 

90-279 

P 

0310100619 

0310100610 

83/09/01 

90-279 

P 

0310100621 

0310180610 

03/09/01 

90-279 

P 

0310180623 

0310160610 

03/09/01 

90-279 

P 


ACCESBIDN NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


enclosure; 

DOCUMENT 

ISSUED 

CATEODRY 

B3101 60624 

B3101B0610 

03/09/01 

90-279 

P 

8310180626 

0310100610 

83/09/01 

90-279 

P 

6310180627 

B3101B0610 

83/09/01 

90-279 

P 

0310160620 

B3101B0625 

83/09/01 

90-329 

0 

0310100629 

B31O10O625 

83/07/01 

50-329 

0 

8310180630 

0310180625 

B3/ 09/01 

90-329 

A 

0310190034 

0310100625 

83/09/01 

90-329 

A 

8310190036 

0310180625 

83/09/01 

90-32? 

A 

0310190030 

0310180629 

83/09/01 

90-329 

A 

0310190042 

0310180629 

63/09/01 

50-329 

A 

0310190044 

8310190040 

83/10/12 

50-392 

0 

0310190047 

8310100629 

83/09/01 

50-329 

A 

0310190093 

8310190049 

83/09/13 

FGIA 


0310190057 

8310190043 

83/10/14 

90-280 

P 

8310190109 

8310190097 

63/10/12 

90-29 

P 

0310190126 

8310190129 

83/10/14 

90-424 

A 

8310190130 

S310190II2 

03/10/13 

90-338 

P 

0310190139 

8310190126 

03/10/04 

90-410 

0 

8310190136 

8310190133 

03/10/05 

90-443 

0 

8310190142 

8310190133 

83/10/05 

90-443 

0 

8310190143 

8310190139 

03/10/04 

90-309 

0 

8310190194 

0310190192 

83/10/1 1 

50-906 

A 

83I0I 90199 

8310190139 

03/10/04 

50-309 

0 

8310190167 

8310190166 

03/09/00 

50-346 

R 

0310190163 

0310190197 

03/10/09 

50-333 

a 

B310190170 

8310190166 

03/09/00 

50-346 

R 

0310190179 

8310190172 

03/10/09 

50-443 

0 

8310190100 

8310190172 

83/10/09 

50-443 

a 

8310190169 

8310190176 

83/10/05 

50-392 

a 

0310190160 

8310190162 

83/10/03 

50-423 

a 

8310190203 

0310190176 

03/10/05 

50-392 

a 

8310190209 

8310190199 

03/09/30 

50-327 

p 

8310190240 

0310190237 

03/10/13 

71-5595 


0310190231 

8310190246 

03/10/05 

50-334 

0 

03 10190270 

8310190266 

03/09/30 

50-454 

0 

0310190281 

8310170276 

83/09/S 1 

CONTRACT 


6310190209 

8310190205 

00/09/19 

71-9145 


0310190292 

8310190291 

03/10/14 

90-313 

F 

0310190299 

8310190294 

03/10/14 

90-313 

F 

0310190313 

8310190309 

03/09/12 

FOIA 


6310190326 

8310190322 

03/09/13 

FOIA 


8310190329 

8310190322 

03/09/13 

FOIA 


8310190344 

8310190340 

03/09/19 

90-202 

8 

8310190399 

8310190340 

03/09/15 

90-282 

8 

0310190360 

8310190340 

83/09/13 

90-202 

3 

9310190361 

8310190340 

83/09/19 

90-202 

8 

B31 0200009 

8310200003 

03/10/14 

50-409 

P 

031 0200006 

0310200003 

03/10/14 

90-409 

P 

0310200010 

8310200007 

03/10/03 

50-334 

0 

0310200021 

8310200007 

03/10/03 

50-334 

0 

0310200038 

031020003a 

03/09/19 

50-289 

p 

8310200042 

0310200036 

03/10/06 

50-412 

H 

0310200044 

8310200032 

83/09/19 

50-289 

P 

0310200043 

0310200032 

83/09/ 1 9 

90-209 

P 

931020004? 

0310200049 

83/10/09 

SO-440 

Q 

0310200093 

0310200049 

83/10/05 

50-440 

Q 

8310200099 

0310200091 

03/10/13 

50-225 

P 

8310200097 

0310200049 

83/10/09 

90-440 

0 

0310200068 

8310200062 

63/10/07 

CGMHISSION 

0310200073 

0310200062 

03/10/07 

90-449 

u 

0310200082 

0310200079 

83/10/14 

90-254 

F 

8310200090 

B3102000B8 

83/09/30 

90-271 

Q 

0310200092 

0310200008 

83/09/30 

50-271 

Q 

0310200103 

8310200099 

83/10/03 

50-317 

Q 

9310200107 

0310200099 

03/10/03 

50-317 

Q 

0310300149 

8310200124 

03/10/04 

50-10 

Q 

0310200164 

8310200199 

03/10/09 

50-373 

a 

93 10200168 

0310200166 

83/10/18 

90-324 


931020016? 

03102001^3 

83/09/30 

70-020 


03 10200 172 

0310200162 

03/10/13 

50-277 


6310200181 

0310200179 

83/09/06 

St«t« Prog 

0310200183 

0310200180 

83/10/14 

50-275 

Q 

0310200104 

0310200178 

83/10/16 

50-279 

T 

0310200106 

0310200182 

83/10/17 

50-331 

P 

8310200190 

831O20O17B 

83/10/16 

50-279 

T 

0310200192 

0310200188 

83/10/14 

50-344 

P 

0310200199 

0310200179 

83/10/16 

90-275 

1 

6310200196 

03102001^ 

83/10/13 

90-277 

a 

0310200190 

0310200188 

83/10/14 

90-344 

p 

0310200199 

0310200193 

83/09/30 

TOPREP 
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ENCLOSURE 

DOCUMENT 

J 9SUED 
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Q3 10200200 

S31OS0O194 

83710/04 

30-397 0 

0310210119 

0310210116 

03/09/20 

90-302 

P 

8310200203 

63 10200 194 

03/10/04 

50-397 G 

831021012? 

83102101S6 

63/10/07 

90-333 

F 

B3 10200209 

8310200201 

83/10/11 

SO-461 K 

0310210132 

0310210124 

03/10/17 

30-2 

P 

8310200212 

831020020? 

83/10/06 

50-350 A 

0310210142 

8310210134 

03/10/12 

30-329 

A 

0310200214 

8310200208 

63/10/04 

50-206 Q 

6310210159 

6310210190 

63/10/17 

CONTRACT 

G31 02002 15 

8310200209 

63/ 10/06 

50-358 A 

B310210163 

0310210190 

03/10/07 

50-186 

F 

8310200222 

631020020? 

03/10/06 

50-350 A 

6310210173 

8310210166 

83/10/14 

50-397 

A 

0310200224 

6310200220 

83/10/14 

30-206 0 

8310210100 

8310210164 

83/09/12 

CONTRACT 


8310200227 

6310200209 

83/10/06 

50-330 A 

8310210191 

0310210187 

03/10/12 

30-315 

s 

8310200228 

83 1 0200220 

83/10/14 

50-206 0 

6310210192 

6310210186 

83/10/17 

50-413 

T 

8310200230 

8310200209 

03/10/06 

50-358 A 

8310210194 

0310210169 

03/10/17 

50-309 

a 

0310200232 

63 1 0200220 

03/10/14 

50-206 a 

6310210196 

8310210184 

83/10/17 

50-445 

0 

0310200233 

831 0200229 

83/10/12 

50-336 p 

6310210177 

8310210187 

83/10/12 

90-315 

s 

8310200234 

631 0200209 

03/10/06 

50-350 A 

8310210190 

0310210169 

03/10/14 

CONTRACT 


03 10200237 

8310200210 

83/09/14 

30-209 Q 

6310210199 

6310210107 

83/10/12 

50-31 5 

s 

0310200244 

6308300777 

83/10/17 

50-454 0 

8310210202 

8310210187 

83/10/12 

50-315 

6 

8310200243 

0310200241 

83/ 10/14 

50-317 P 

6310210208 

6310210185 

03/10/17 

50-309 

Q 

0310200240 

8308300777 

83/10/17 

50-454 O 

8310210210 

8310210207 

83/10/05 

30-317 

0 

0310200290 

8310200242 

63/10/07 

30-123 Q 

6310210211 

6310210205 

03/10/05 

CONTRACT 


0310200299 

8310200242 

63/10/07 

50-123 Q 

0310210212 

8310210206 

83/10/12 

50-316 

0 

83102002&1 

B3102OO2S7 

63/10/13 

50-877 R 

8310210213 

8310210206 

63/10/12 

50-316 

8 

0310200263 

8310200297 

63/10/13 

50-877 R 

6310210217 

8310210214 

03/10/05 

50-244 

Q 

8310200264 

6310200297 

63/10/ 13 

50-277 R 

8310210219 

8310210204 

83/10/18 

50-454 

Q 

8310200268 

8310200242 

83/10/07 

90-123 Q 

8310210220 

B310210214 

63/10/05 

50-844 

0 

8310200270 

0310200216 

03/09/14 

50-289 0 

6310210223 

8310210224 

83/09/20 

50-460 

A 

8310200280 

8310200276 

03/10/07 

50-358 0 

8310210229 

8310210227 

03/10/13 

90-879 

P 

6310200323 

63 102003 10 

83/10/13 

50-31 1 p 

8310210239 

6310210233 

03/10/14 

50-275 

R 

8310200337 

6310200396 

03/09/23 

FOXA 

8310210236 

8310210234 

03/10/13 

50-454 

F 

831020039? 

6310200396 

83/09/23 

FOIA 

0310210239 

8310210237 

83/10/11 

50-148 

F 

8310200364 

8310200396 

03/09/23 

FOIA 

0310210240 

8310210238 

03/10/11 

50-334 

P 

8310200373 

6310200371 

03/09/30 

40-7869 

0310210241 

6310210226 

83/10/15 

90-879 

T 

0310200360 

6310200379 

83/10/06 

50-329 A 

8310210242 

0310210226 

03/10/15 

50-275 

T 

8310200383 

631020037? 

63/09/13 

FOIA 

8310210246 

0310210245 

03/10/14 

90-261 

P 

8310200386 

6310200379 

63/10/06 

50-329 A 

6310210230 

8310210243 

83/10/17 

90-443 

Q 

8310200387 

8310200379 

03/09/19 

FPIA 

8310210296 

0310210254 

83/10/07 

90-228 

0 

8310200391 

0310200379 

03/09/19 

FOIA 

8310210261 

031021025? 

83/10/13 

50-348 

P 

0310200392 

6310200379 

83/10/06 

50-32? A 

0310210266 

8310210269 

63/10/07 

50-309 

0 

8310200394 

03 1 0200379 

03/09/19 

FOIA 

8310210268 

8310210264 

83/10/17 

30-324 

P 

8310200397 

6310200399 

03/ 10/07 

30-440 A 

8310210274 

8310210269 

03/ 1 0/03 

50-277 

Q 

831 D200398 

6310200379 

03/09/19 

FOIA 

8310210275 

8310210272 

03/10/17 

50-329 

R 

8310200400 

6310200399 

83/10/07 

90-440 A 

8310210277 

0310210270 

83/10/17 

50-321 

P 

8310200401 

6310200379 

03/09/19 

FOIA 

8310210276 

8310210269 

83/10/03 

90-277 

Q 

8310200404 

6310200399 

83/10/07 

90-440 A 

8310210279 

0310210270 

83/10/17 

90-321 

P 

8310200407 

8310200399 

03/10/07 

90-440 A 

8310210283 

8310210280 

83/10/14 

50-20? 

a 

8310200419 

6310200408 

83/10/06 

71-9164 

8310210288 

8310210284 

83/10/14 

50-275 

R 

0310200417 

8310200410 

63/10/17 

90-155 F 

0310210294 

8310210286 

63/ 10/ 17 

50-309 

a 

B310200423 

8310200410 

63/10/17 

scT-iay F 

631021031? 

6310210316 

83/10/05 

90-329 

0 

8310200424 

6310200416 

B3/10/17 

90-373 F 

8310210333 

8310210331 

03/09/09 

71-9181 


8310200430 

8310200426 

63/10/17 

90-289 F 

8310210344 

8310210341 

03/09/30 

50-328 

p 

8310200443 

8310200437 

83/10/17 

90-320 F 

8310810347 

8310210341 

03/09/30 

50-320 

p 

0310200449 

8310200442 

83/10/07 

COMMISSION 

8310210333 

8310210350 

83/10/14 

90-279 

T 

8310200499 

8310200442 

03/10/07 

90-424 U 

B3102103S7 

0310210390 

03/10/14 

50-279 

T 

8310200497 

8310200442 

83/10/07 

COMMISSION 

6310210390 

6310210350 

63/10/14 

90-279 

T 

8310200499 

8310200442 

83/10/07 

COMMISSION 

0310810363 

6310210359 

83/10/18 

90-346 

F 

8310-200461 

8310200442 

83/10/07 

COMMISSION 

0310210370 

8310210366 

03/10/17 

90-289 

F 

8310200462 

8310200498 

83/07/12 

CONTRACT 

0310210371 

0310210390 

63/ 10/ 14 

50-279 

T 

8310200463 

8310200442 

83/10/07 

COMMISSION 

6310210377 

8310210374 

63/10/17 

90-299 

F 

8310200464 

8310200442 

83/10/07 

COMMISSION 

8310210376 

6310210350 

03/10/14 

90-279 

T 

B3 10200466 

8310200442 

83/10/07 

COMMISSION 

6310210381 

8310210350 

03/10/14 

50-279 

T 

8310200467 

8310200442 

83/10/07 

COMMIGSION 

6310210382 

6310210350 

63/10/14 

50-279 

T 

8310200469 

8310200442 

03/10/07 

90-279 U 

6310210363 

6310210362 

03/10/17 

90-259 

F 

S310210001 

8310200379 

03/09/19 

FOIA 

0310210363 

8310210390 

83/10/14 

90-279 

T 

8310210013 

0310210008 

63/09/26 

90-289 Q 

6310210366 

0310210362 

63/10/17 

90-299 

F 

B3l0Si0034 

8310210032 

03/09/01 

50-259 0 

6310210367 

0310210390 

63/10/14 

50-279 

T 

8310210049 

8310210043 

03/10/13 

90-397 Q 

0310210390 

0310210304 

83/10/17 

90-289 

F 

8310210048 

8310210046 

03/10/14 

50-261 P 

0310210391 

8310210390 

83/10/14 

50-279 

T 

8310210060 

631022 00 99 

03/10/04 

90-397 0 

6310210392 

6310210390 

83/10/14 

90-275 

T 

8310210061 

8310210093 

03/10/07 

50-10 0 

6310210394 

0310210369 

03/10/17 

90-309 

F 

B310210069 

8310210069 

03/10/13 

50-350 R 

6310210396 

8310210369 

83/10/17 

50-309 

F 

8310210070 

8310210064 

03/10/17 

50-324 0 

6310210390 

6310210390 

83/10/14 

90-275 

T 

8310210074 

6310210093 

63/10/07 

50-10 0 

6310210413 

8310210412 

83/10/17 

90-170 

F 

8310210070 

8310210071 

63/10/17 

50-259 a 

6310210415 

8310210414 

83/10/17 

90-482 

F 

B310210007 

8310210086 

63/10/10 

CONTRACT 

6310240002 

831 0240001 

63/10/09 

90-301 

G 

8310210093 

8310210091 

63/10/06 

CONTRACT 

0310240003 

8310240001 

83/10/09 

90-301 

Q 

83102J0097 

6310210003 

83/09/30 

CONTRACT 

6310240014 

8310240012 

83/06/10 

90-413 

T 

8310210100 

6310210099 

83/09/23 

70-2960 

0310240017 

6310240012 

83/08/10 

90-413 

T 

8310210107 

831 0210 102 

83/09/88 

40-8502 

8310240018 

8310240012 

83/06/ 10 

50-413 

T 

8310210109 

6310210106 

83/10/13 

50-424 M 

0310240021 

8310240012 

63/00/10 

90-413 

T 

Kli02l0110 

83102101 09 

83/10/17 

90-398 Q 

8310240022 

6310240012 

63/06/ 10 

90-413 

T 

8310210113 

8310210109 

83/10/17 

50-399 0 

8310240024 

6310240012 

03/00/10 

90-413 

T 
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0310240030 

8310240012 

03/00/10 

30-413 

T 

0310240032 

8310240012 

03/00/10 

30-413 

T 

0310240030 

8310240012 

03/00/10 

30-413 

T 

0310240040 

8310240012 

03/OB/lO 

30-413 

T 

0310240043 

0310240012 

G3/0S/1O 

30-413 

T 

8310240047 

8310240012 

03/08/10 

30-413 

T 

8310240049 

0310240012 

03/08/10 

30-413 

T 

8310240091 

0310240042 

03/10/10 

30-266 

Q 

8310240053 

0310240012 

03/00/10 

30-413 

T 

8310240095 

0310240012 

03/00/10 

30-413 

T 

8310240056 

8310240012 

83/00/10 

50-413 

T 

8310240057 

8310240012 

83/00/10 

30-413 

T 

8310240050 

8310240012 

83/00/10 

30-413 

T 

8310240059 

831D240012 

83/00/10 

30-413 

T 

0310240060 

0310240012 

03/00/10 

30-413 

T 

8310240061 

0310240012 

83/00/10 

30-413 

T 

0310240062 

8310240012 

83/00/10 

30-413 

T 

8310240069 

8310240012 

83/00/10 

30-413 

T 

0310240068 

8310240012 

83/00/10 

30-413 

T 

8310240073 

0310240012 

83/00/10 

30-413 

T 

8310240076 

8310240012 

83/00/10 

30-413 

T 

03 10240077 

8310240069 

83/10/19 

30-436 

Q 

8310240001 

0310240066 

83/10/19 

30-346 

Q 

8310240005 

0310240002 

83/10/07 

70-1 1 00 


8310240091 

8310240007 

83/10/07 

30-295 

Q 

8310240095 

0310240090 

03/09/12 

40-8631 


8310240096 

031 0240087 

03/10/07 

30-295 

0 

8310240090 

0310240097 

03/10/12 

CONTRACT 


8310240100 

0310240093 

03/10/05 

30-313 

O 

8310240102 

0310240006 

03/10/05 

30-202 

a 

8310240106 

0310240104 

03/10/19 

CONTRACT 


0310240100 

0310240103 

03/10/07 

30-336 

p 

0310240109 

0310240103 

03/10/07 

30-33A 

p 

0310240113 

0310240103 

03/10/07 

30-33A 

p 

0310240119 

0310240110 

03/10/04 

30-225 

Q 

0310240122 

8310240116 

03/10/05 

30-266 

P 

0310240125 

0310240116 

03/10/05 

30-266 

P 

0310240130 

0310240127 

03/10/19 

CONTRACT 


8310240132 

0310240120 

03/10/19 

30-133 

0 

0310240137 

0310240121 

03/10/04 

30-440 

0 

8310240141 

0310240139 

83/10/12 

50-259 

F 

0310240144 

0310240138 

83/10/05 

30-324 

P 

0310240145 

0310240143 

83/10/17 

30-334 

F 

0310240152 

0310240149 

03/10/05 

30-263 

P 

0310240173 

0310240171 

03/07/06 

FDIA 


0310240175 

0310240171 

03/07/06 

FOIA 


0310240176 

0310240171 

03/07/06 

FOrA 


0310240179 

0310240170 

03/09/30 

30-346 

A 

0310240101 

0310240171 

03/07/06 

FOIA 


8310240102 

0310240170 

03/09/30 

30-346 

A 

8310240109 

8310240171 

03/07/06 

FOIA 


8310240194 

0310240193 

03/07/01 

FOIA 


8310240199 

0310240193 

03/07/01 

FOIA 


8310240199 

831D240L97 

03/09/00 

30-528 

a 

8310240201 

8310240197 

03/09/00 

30-528 

A 

8310240203 

0310240197 

03/09/00 

30-520 

A 

8310240207 

0310240197 

03/09/08 

FOIA 


8310240209 

8310240197 

03/09/08 

FOIA 


8310240212 

8310240197 

03/09/08 

30-528 

0 

8310240219 

8310240197 

03/09/08 

30-528 

0 

8310240217 

8310240197 

03/09/08 

30-528 

u 

8310240218 

8310240197 

03/09/00 

30-528 

0 

0310240219 

8310240197 

03/09/00 

30-328 

A 

0310240220 

8310240197 

03/09/00 

30-320 

A 

0310240221 

8310240197 

03/09/00 

30-320 

Q 

8310240222 

8310240197 

03/09/00 

30-320 

Q 

8310240223 

8310240197 

03/09/08 

30-328 

<1 

8310240227 

8310240197 

03/09/08 

50-528 

a 

8310240236 

8310240197 

03/09/08 

30-528 

A 

8310240230 

8310240234 

03/07/08 

FOIA 


031024023? 

0310240197 

03/09/00 

30-528 

Q 

0310240241 

0310240197 

03/09/08 

30-528 

u 

0310240246 

8310240197 

83/09/08 

30-328 

u 

0310240249 

8310240245 

83/10/14 

30-413 

A 

8310240290 

0310240248 

03/10/04 

70-1143 


8310240291 

8310240197 

03/09/00 

30-328 

0 

0310240299 

8310240257 

03/10/13 

71-3430 


8310240261 

8310240250 

03/10/14 

30-230 

p 

8310240264 

0310240250 

03/10/14 

30-230 

p 

0310240268 

0310240263 

83/07/1 t 

FOIA 



ACCEflSiaW NUMSER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

03 10240271 

0310240267 

03/10/05 

UASTE MOT 

0310240286 

8310840201 

03/07/11 

FOIA 


0310240:102 

0310240301 

03/10/13 

XPDRTLIC 


0310240203 

8310240299 

63/10/ie 

71-9852 


8310240307 

8310240305 

83/10/10 

71-503 


0310240309 

8310240306 

83/10/17 

KPORTtrC 


8310240319 

8310240317 

83/10/10 

71-504 


0310250006 

8310230005 

83/10/06 

GA999 


6310250008 

0310250005 

03/10/06 

GA999 


0310230011 

8310230010 

03/10/20 

flA999 


0310250014 

8310230009 

03/07/01 

FOIA 


0310250017 

8310230007 

03/07/01 

FOIA 


03 10230010 

8310230013 

03/10/17 

TOPFEP 


8310250019 

8310230009 

□3/07/01 

FOIA 


0310250021 

8310230013 

□3/10/17 

TOPREP 


0310250024 

8310230009 

03/07/01 

FOIA 


0310250025 

831023000? 

03/07/01 

FOIA 


8310250030 

8310230020 

03/07/ 10 

FQIA 


8310250076 

8310230074 

83/10/14 

50-36? 

8 

0310250000 

0310230074 

83/10/14 

90-36? 

0 

0310250093 

8310250080 

03/10/19 

90-397 

A 

0310250097 

831O2SOOD0 

03/10/19 

90-397 

A 

0310250107 

8310230102 

03/10/07 

HAB1E MOT 

8310250119 

8310830U6 

03/10/19 

Prog 

0310250127 

8310230123 

03/09/21 

QA999 


0310250128 

8310250124 

83/10/17 

50-206 

P 

0310250130 

8310230123 

83/09/21 

aA999 


8310250136 

8310230123 

03/09/21 

OA999 


0310250130 

8310230131 

83/10/07 

90-25? 

Q 

0310250148 

0310230140 

83/10/13 

QA999 


03L02S0152 

8310250147 

83/09/16 

QRO 


0310250170 

9310230166 

83/10/04 

90-239 

0 

0310250174 

8310250166 

03/10/04 

90-239 

Q 

0310250179 

8310250166 

03/10/04 

90-259 

0 

6310250102 

8310250176 

03/10/20 

50-279 

T 

0310250105 

8310250166 

03/10/04 

50-259 

0 

0310250190 

8310250166 

03/10/04 

90-259 

Q 

6310250193 

8310250191 

03/10/20 

50-259 

0 

6310250195 

8310230100 

03/10/21 

50-237 

P 

0310250197 

9310250191 

03/10/20 

50-259 

Q 

0310250200 

8310280100 

03/10/21 

50-237 

P 

0310250201 

8310250197 

03/10/07 

OA999 


031 0250203 

8310230191 

03/10/20 

50-299 

Q 

031O25D2O6 

9310230199 

03/10/07 

OA999 


831025D2U 

8310230208 

03/10/13 

90-400 

0 

0310250216 

8310230214 

03/10/04 

50-4 1 6 

0 

0310250230 

8310280225 

03/10/06 

50-413 

0 

8310250235 

8310250226 

03/10/11 

50-346 

P 

03 10250236 

8310230231 

03/O9/2S 

50-537 

a 

831 0250240 

8310250234 

03/10/07 

50-239 

0 

0310250241 

8310230226 

83/10/11 

50-346 

p 

B310250247 

8310280234 

83/10/07 

50-239 

0 

63102S02SI 

8310230234 

03/10/07 

50-239 

0 

6310250252 

0310230246 

03/10/20 

50-307 

p 

0310250256 

0310230240 

83/09/27 

50-269 

Q 

0310250258 

0310230246 

83/10/20 

50-387 

P 

8310250259 

8310280234 

83/10/07 

50-239 

0 

0310250267 

8310230265 

83/10/06 

OA999 


8310250260 

0310230262 

03/09/26 

50-416 

0 

0310250269 

8310280262 

03/00/26 

50-416 

0 

8310250270 

9310280265 

83/10/06 

<JA999 


0310250271 

8310250262 

03/00/26 

90-416 

a 

8310250270 

83 102 80275 

03/10/20 

50-282 

0 

8310250284 

0310230775 

03/10/20 

90-282 

0 

B3 10250208 

8310280275 

83/10/20 

90-282 

a 

8310250292 

831023028? 

03/10/18 

90-392 

Q 

8310250290 

8310230293 

03/10/21 

90-294 

p 

8310250300 

8310230299 

03/09/28 

90-327 

0 

83 10250302 

9310230293 

03/10/21 

90-294 

p 

8310250304 

8310230303 

03/09/29 

90-390 

0 

8310250306 

8310230301 

03/10/19 

90-430 

0 

0310250313 

9310230301 

03/10/19 

90-430 

a 

8310250310 

3310230301 

03/10/19 

90-430 

Q 

83 10250324 

8310230301 

03/10/19 

90-438 

0 

8310250328 

3310230320 

03/09/23 

90-280 

Q 

831 025032? 

8310230322 

83/00/31 

90-261 

0 

8310250332 

9310230326 

03/ 10/1? 

90-275 

T 

8310250333 

0310230301 

83/10/1? 

90-438 

Q 

0310250339 

3310230322 

83/08/31 

90-261 

0 

6310250340 

0310230336 

03/10/06 

70-143 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCfPAL DOCUMENTS 


ACCESaiON NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSUfiE 

DOCUMENT 

ISSUED 

CATEODRY 

03 1 0290344 

6310290336 

83710/06 

70-143 


B3 40230347 

0310230336 

83/10/06 

70-143 


83 102303 4B 

830831002? 

83/10/la 

50-279 

P 

8310230351 

0300310029 

03/10/18 

50-275 

P 

8310250392 

8310290336 

03/10/06 

70-143 


0310230399 

0310250397 

83/10/20 

QA?9? 


G310290341 

8310230336 

83/10/20 

50-373 

Q 

83102303^3 

0310250334 

83/10/03 

50-269 

0 

83102503^4 

6310250342 

03/10/17 

50-392 

0 

a3l025Q3^>S 

8310250362 

63/09/23 

QA999 


8310290374 

8310230350 

63/10/13 

90-302 

Q 

8310290380 

8310290373 

03/10/03 

50-438 

Q 

83102903B1 

8310290375 

03/10/13 

90-322 

T 

83 102 30304 

8310250379 

83/10/13 

90-322 

T 

8310230385 

8310250377 

63/10/06 

QA99? 


0310290307 

0310250376 

03/09/19 

50-348 

Q 

8310290392 

8310250383 

e3/0?/30 

50-413 

0 

8310230394 

8310250388 

63/09/20 

90-280 

0 

8310230399 

8310250395 

83/10/07 

0A9?? 


S3 L02 50401 

83 JL 0230391 

83/10/21 

90-319 

F 

83102 90404 

8310250398 

83/09/26 

90-413 

0 

B3102 9040^1 

8310250397 

03/10/04 

90-390 

Q 

S3 102 30400 

8310250409 

83/10/12 

QA??? 


8310230409 

8310250400 

83/10/09 

90-339 

0 

8310290420 

8310230413 

83/10/12 

aA999 


8310250423 

8310250416 

03/09/16 

90-279 

0 

0310230424 

0310230417 

83/09/19 

90-313 

0 

8310230428 

8310230414 

83/10/09 

90-330 

0 

8310290431 

8310230426 

83/10/11 

90-290 

Q 

8310230439 

6310230432 

03/10/06 

QA999 


B3 10290436 

8310230403 

83/10/09 

90-327 

0 

83 10230437 

6310230426 

83/10/11 

30-290 

0 

8310290430 

6310290429 

83/10/04 

30-280 

0 

B31023C441 

8310230432 

83/10/06 

0A999 


8310390442 

8310230426 

83/10/11 

50-290 

Q 

8310250449 

0310230440 

83/10/10 

70-820 


8310290446 

8310230426 

83/10/11 

50-290 

Q 

8310250447 

8310290432 

83/10/06 

QA799 


0310290449 

8310290426 

83/10/11 

50-290 

Q 

6310290492 

8310290439 

83/09/21 

90-416 

Q 

8310890494 

0310230403 

83/10/09 

90-327 

0 

6310290497 

6310230431 

83/10/17 

90-324 

Q 

8310290460 

6310290491 

83/10/17 

90-324 

0 

83 10890464 

6310250499 

83/09/22 

90-280 

Q 

8310290466 

8310290403 

83/10/09 

90-327 

0 

6310290460 

8310290431 

83/10/17 

90-324 

Q 

8310290473 

6310290491 

83/10/17 

50-:W4 

0 

8310290477 

6310290491 

03/10/17 

90-324 

0 

8310290479 

8310290472 

83/10/06 

90-348 

Q 

6310290460 

0310290474 

83/10/11 

90-324 

0 

0310290404 

6310290479 

83/10/03 

90-327 

0 

8310290403 

8310290472 

83/10/06 

90-348 

Q 

8310250486 

0310290474 

83/10/11 

90-324 

Q 

8310290490 

8310290472 

83/10/06 

90-348 

Q 

8310290492 

6310290403 

83/10/09 

30-327 

0 

8310290493 

6310290474 

83/10/11 

90-324 

0 

8310290494 

0310230479 

83/10/03 

90-327 

a 

8310290490 

8310230472 

83/10/06 

90-340 

0 

8310290301 

8310250474 

03/10/11 

90-324 

0 

8310230302 

8310250473 

83/10/03 

90-327 

0 

8310250304 

8310290486 

83/10/17 

90-494 

0 

8310290307 

831023049? 

03/10/1? 

90-329 

A 

6310250309 

6310230479 

83/10/03 

90-327 

Q 

6310250910 

8310290903 

83/10/12 

QA9?? 


6310230919 

8310290903 

83/10/12 

QA99? 


83 10290917 

6310290479 

83/10/03 

90-327 

0 

6310250910 

8310290911 

03/10/06 

0A99? 


8310290920 

6310290913 

83/10/10 

90-494 

0 

8310290924 

8310290914 

03/10/07 

90-36? 

0 

8310290929 

6310290903 

83/10/12 

OA??? 


0310290526 

8310290911 

63/10/06 

QA??9 


8310290520 

8310290916 

03/10/06 

90-339 

0 

0310290929 

8310290912 

83/10/04 

90-272 

0 

8310290930 

6310290914 

83/10/07 

90-369 

0 

6310290934 

6310290914 

83/10/07 

90-367 

Q 

8310290939 

0310290522 

03/10/20 

50-199 

0 

8310290940 

8310290914 

63/10/07 

50-367 

0 

8310290941 

8310290937 

03/06/13 

QA7?7 


6310290942 

8310290936 

83/10/20 

90-263 

0 

8310290940 

8310290922 

83/10/20 

90- 1 99 

Q 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8310250949 

8310250944 

83/10/11 

90-293 

K 

6310290590 

B31029053B 

63/10/20 

90-263 

Q 

8310290951 

6310230949 

63/10/ 18 

90-496 

0 

8310290994 

0310230947 

83/07/26 

70-1113 


8310290396 

0310250349 

03/10/16 

90-490 

G 

B310290360 

8310250919 

03/09/19 

90-321 

a 

B3 102 50361 

6310230536 

03/10/20 

50-263 

o 

B31025D967 

8310290963 

03/10/06 

90-327 

a 

B310250570 

6310230966 

83/10/18 

50-40? 

p 

Q3102S097B 

0310230963 

B3/09/21 

50-324 

Q 

6310250982 

6310230979 

83/10/21 

70-2977 


6310250566 

S3 10290976 

63/10/21 

50-356 

Q 

6310250576 

8310290988 

83/10/17 

90-261 

0 

8310290600 

6310250991 

83/09/16 

50-312 

P 

6310290601 

631029O9BB 

63/10/17 

90-26 1 

Q 

6310290602 

8310250593 

63/10/19 

50-327 

Q 

8310290603 

6310250997 

03/10/04 

50-193 

Q 

8310230604 

6310290372 

63/10/12 

0A999 


0310230606 

8310290366 

83/10/17 

50-261 

Q 

63 10290610 

0310290992 

83/10/12 

0A999 


6310290611 

8310250993 

83/10/19 

50-327 

Q 

8310290613 

8310290609 

63/10/16 

90-254 

0 

8310230616 

6310290992 

83/10/12 

QA999 


6310290617 

8310290993 

83/10/19 

50-327 

G 

8310250616 

8310250986 

83/10/17 

90-261 

Q 

8310290620 

831 02 90966 

03/10/17 

50-261 

Q 

0310290621 

6310290615 

03/09/27 

90-335 

Q 

8310250624 

631 0230393 

63/10/1? 

50-327 

Q 

8310250629 

6310230991 

03/0?/ 16 

50-312 

P 

8310250627 

6310290986 

83/10/17 

90-261 

Q 

8310250631 

8310230991 

63/09/16 

50-312 

P 

8310290632 

6310290628 

63/10/09 

90-400 

Q 

B310290642 

6310250636 

03/09/30 

30-461 

Q 

8310290646 

6310250639 

03/10/17 

90-269 

G 

6310290692 

6310290635 

63/10/17 

90-269 

Q 

6310290661 

6310250696 

63/10/20 

50-403 

F 

6310290664 

6310250696 

63/10/20 

50-483 

F 

6310290669 

6310290639 

63/10/17 

90-269 

Q 

8310290667 

8310290660 

63/10/20 

90-205 

F 

831025066? 

6310290666 

63/10/27 

50-331 

F 

8310290670 

6310250666 

63/10/27 

50-331 

F 

8310290662 

63 10290601 

03/10/14 

90-244 

P 

0310290683 

6310290673 

63/10/21 

90-99 

F 

6310260006 

8310260003 

83/09/26 

40-2259 


8310260021 

8310260019 

83/07/19 

FOIA 


8310260023 

6310260019 

63/07/15 

FQIA 


6310260029 

0310260019 

03/07/15 

FOIA 


6310260026 

0310260019 

03/07/19 

FOIA 


8310260027 

63 10260006 

63/06/23 

90-270 

a 

6310260026 

8310260019 

63/07/19 

FOIA 


6310260030 

6310260019 

83/07/19 

FOIA 


8310260031 

8310260006 

63/06/23 

FOIA 


6310260032 

6310260019 

83/07/19 

FOIA 


8310260033 

6310260019 

63/07/19 

FOIA 


6310260034 

6310260006 

63/06/23 

FOIA 


8310260039 

6310260019 

63/07/19 

FOIA 


8310260037 

6310260006 

63/06/23 

FOIA 


6310260036 

6310260019 

63/07/19 

FOIA 


6310260040 

6310260019 

63/07/19 

FOIA 


6310260041 

6310260006 

63/06/23 

FOIA 


6310260042 

8310260036 

63/10/09 

XPORTLIC 


8310260043 

631026001? 

03/07/19 

FOIA 


6310260044 

031026001? 

93/07/15 

FOIA 


B310260Q47 

B3 102600 19 

63/07/15 

FOIA 


8310260046 

8310260019 

63/07/19 

FOIA 


6310260049 

6310260006 

63/06/23 

FOIA 


6310260090 

6310260006 

83/06/23 

FOIA 


6310260091 

0310260019 

83/07/15 

FOIA 


6310260092 

031026001? 

83/07/15 

FOIA 


6310260093 

6310260006 

63/06/23 

FOIA 


0310260094 

6310260049 

63/09/22 

70-1143 


831026009S 

8310260019 

63/07/15 

FOIA 


6310260096 

6310260019 

63/07/15 

FOIA 


6310260050 

0310260006 

83/06/23 

FOIA 


631026009? 

631026001? 

83/07/15 

FOIA 


6310260061 

63^0260000 

93/06/23 

FOIA 


6310260062 

6310260019 

83/07/15 

FOIA 


6310260069 

631026001? 

63/07/15 

FOIA 


0310260066 

8310260006 

63/06/23 

FOIA 


6310260067 

63^0260019 

03/07/15 

FOIA 
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8310260069 

8310260008 

83/06/23 

FOIA 

B3 10260173 

8310260019 

03/07/19 

FOIA 


8310260070 

631026001? 

83/07/15 

FOIA 

8310260174 

0310260019 

03/07/19 

FQIA 


8310260071 

8310260008 

83/06/23 

FOIA 

6310260179 

8310260019 

03/07/19 

FOIA 


8310260072 

831026001? 

83/07/15 

FOIA 

8310260176 

0310260019 

93/07/19 

FOIA 


8310260073 

8310260068 

83/10/06 

XPORTLIC 

8310260177 

0310260019 

03/07/19 

FOIA 


0310260070 

831026000Q 

03/06/23 

FOIA 

8310260178 

0310260019 

83/07/15 

FOIA 


8310260076 

6310260019 

03/07/19 

FOIA 

83 10260179 

8310260194 

83/10/12 

70-27 


8310260077 

8310260019 

83/07/19 

FOIA 

6310260180 

0310260019 

03/07/19 

FOIA 


8310260070 

8310260008 

83/06/23 

FOIA 

8310260162 

0310260019 

83/07/15 

FPIA 


83102600BO 

8310260008 

03/06/23 

FOIA 

8310260163 

8310260019 

83/07/15 

FOIA 


8310260081 

8310260019 

83/07/19 

FOIA 

6310260164 

8310260019 

83/07/15 

FOIA 


8310260082 

8310260008 

83/06/23 

FOIA 

6310260169 

8310260019 

03/07/15 

FOIA 


B3102600Q3 

8310260074 

83/09/30 

WASTE MOT 

6310260166 

8310260019 

83/07/15 

FOIA 


B3102600B4 

8310260019 

03/07/19 

FOIA 

6310260191 

8310260019 

93/07/15 

FOIA 


8310260089 

8310260008 

03/06/23 

FOIA 

8310260193 

0310260019 

93/07/15 

FOIA 


8310260086 

8310260006 

83/06/23 

FOIA 

0310260194 

0310260190 

93/10/09 

70-1 U 3 


8310260087 

6310260017 

03/07/19 

FOIA 

8310260199 

0310260019 

83/07/19 

FOIA 


8310260089 

8310260008 

63/06/23 

FOIA 

8310260197 

0310260019 

83/07/19 

FOIA 


8310260090 

8310260019 

83/07/19 

FOIA 

8310260199 

0310260019 

83/07/19 

FOIA 


8310260091 

8310260006 

83/06/23 

FOIA 

6310260201 

8310260107 

83/10/17 

80-443 

A 

8310260092 

8310260008 

63/06/23 

FOIA 

8310260204 

0310260019 

03/07/19 

FDIA 


8310260093 

8310260019 

63/07/19 

FOIA 

6310260207 

8310260019 

83/07/19 

FOIA 


6310260099 

8310260019 

03/07/19 

FOIA 

6310260206 

8310260187 

93/10/17 

50-442 

A 

6310260096 

8310260006 

63/06/23 

90-10 B 

6310260209 

8310260202 

03/10/21 

50-400 

0 

6310260099 

8310260019 

63/07/19 

FOIA 

8310260210 

8310260019 

03/07/15 

FOIA 


6310260100 

6310260019 

63/07/19 

FOIA 

8310260211 

8310260206 

83/10/04 

50-447 

K 

8310260102 

8310260019 

03/07/19 

FOIA 

8310260213 

8310260019 

83/07/15 

FOIA 


0310260103 

83 10260008 

03/06/23 

FOIA 

6310260210 

0310260019 

83/07/19 

FOIA 


0310260109 

63 102600 19 

03/07/19 

FOIA 

03 10260221 

0310260215 

83/10/09 

70-1113 


0310260107 

8310260019 

03/07/19 

FOIA 

6310260223 

0310260019 

83/07/15 

FOIA 


6310260108 

8310260019 

03/07/13 

FOIA 

6310260226 

0310260019 

83/07/19 

FOIA 


6310260111 

6310260019 

03/07/13 

FOIA 

8310260229 

0310260019 

83/07/19 

FOIA 


6310260112 

8310260019 

03/07/13 

FOIA 

6310260234 

8310260019 

83/07/19 

FOIA 


6310260114 

8310260104 

03/10/12 

70-1151 

6310260236 

0310260019 

83/07/15 

FOIA 


6310260119 

8310260019 

83/07/19 

FOIA 

0310260239 

0310260212 

83/10/19 

90-277 

P 

8310860116 

8310260019 

63/07/19 

FOIA 

8310260240 

8310260019 

03/07/19 

FOIA 


6310860119 

8310260019 

03/07/19 

70-1144 

0310260242 

0310260237 

93/10/14 

90-344 

P 

6310260180 

6310260019 

83/07/19 

FOIA 

6310260243 

831026001? 

03/07/15 

FOIA 


8310260181 

6310260019 

83/07/13 

FOIA 

6310260246 

8310260237 

03/10/14 

90-344 

P 

8310260182 

6310260113 

03/10/17 

90-397 A 

6310260290 

8310260019 

93/07/15 

70-1144 


8310260184 

6310260019 

03/07/13 

FOIA 

6310260292 

0310260019 

93/07/15 

FOIA 


8310260129 

6310260019 

03/07/13 

FOIA 

6310260296 

0310260019 

03/07/19 

FOIA 


8310260126 

0310260019 

83/07/13 

FOIA 

6310260261 

0310260294 

03/10/24 

90-443 

0 

Q3 10260 127 

6310260019 

83/07/19 

FOIA 

63 10260264 

0310260260 

93/10/14 

90-275 

R 

6310260128 

8310260019 

03/07/19 

70-U44 

8310260269 

0310260019 

83/07/19 

70-1144 


6310260129 

6310260019 

63/07/19 

FOIA 

63 10260266 

0310260294 

83/10/24 

50-443 

0 

6310260130 

6310260019 

83/07/19 

FOrA 

8310260267 

831026029? 

B3>10/I4 

90-400 

E 

8310260131 

6310260019 

83/07/19 

FOIA 

6310260271 

031026001? 

03/07/19 

FOIA 


6310260132 

0310260019 

03/07/19 

FOIA 

6310260272 

0310260294 

03/10/24 

90-443 

0 

8310260133 

63 102600 19 

03/07/19 

FOIA 

6310260279 

0310260019 

03/07/15 

FOIA 


B31026D139 

6310260019 

03/07/19 

FOIA 

8310260270 

8310260019 

83/07/19 

FOIA 


6310260136 

6310260019 

83/07/19 

FOIA 

8310260280 

831026Q019 

83/07/ IS 

FOIA 


6310260137 

6310260019 

03/07/19 

FOIA 

8310260201 

8310260279 

83/08/26 

90-445 

A 

B31O26013B 

6310260019 

03/07/13 

FOIA 

8310260202 

8310260019 

83/07/19 

FOIA 


B310260139 

631026001? 

83/07/19 

FOIA 

6310260203 

8310260299 

83/10/14 

50-400 

E 

B310260H0 

0310260019 

63/07/19 

FOIA 

83102602S4 

8310260279 

03/08/26 

90-445 

A 

8310260142 

0310260019 

03/07/19 

FOIA 

8310260209 

830831 0032 

03/10/24 

50-329 

A 

8310260144 

831026001? 

03/07/19 

FOIA 

8310260206 

8310260279 

83/00/26 

50-A49 

A 

6310260149 

8310260141 

03/10/20 

90-324 P 

8310260207 

831026001? 

03/07/19 

70-1144 


6310260146 

6310260019 

03/07/19 

70-1144 

8310260208 

831026001? 

03/07/19 

FOIA 


6310260146 

6310260141 

63/10/20 

90-324 P 

8310260299 

8310260019 

03/07/19 

FOIA 


6310260149 

6310260019 

03/07/19 

70-1144 

8310260296 

8310260290 

03/10/19 

CONTRACT 


6310260193 

6310260019 

83/07/19 

FOIA 

8310260290 

8310260019 

03/07/19 

FOIA 


6310260199 

8310260019 

03/07/19 

FOIA 

8310260300 

831026001? 

03/07/19 

FOIA 


6310260197 

6310260019 

83/07/19 

FOIA 

0310260303 

8310260019 

03/07/15 

FOIA 


6310260196 

6310260019 

03/07/19 

FOIA 

0310260307 

8310260297 

83/10/09 

70-1113 


8310260199 

6310260019 

03/07/19 

FOIA 

0310260308 

8310260306 

83/10/24 

50-209 

0 

6310260160 

63 10260196 

83/10/13 

90-920 A 

8310260317 

031026001? 

83/07/19 

FOIA 


6310260161 

6310260019 

83/07/19 

FOIA 

8310260321 

B31 02600 19 

03/07/19 

FOIA 


6310260162 

6310260019 

83/07/19 

FOIA 

8310260329 

031 02600 19 

83/07/19 

FOIA 


8310260163 

6310260019 

83/07/19 

FOIA 

8310260327 

0310260019 

03/07/19 

FOIA 


831 0260 U4 

8310260019 

03/07/19 

FOIA 

8310260329 

0310260019 

03/07/15 

FOIA 


6310860169 

6310260019 

03/07/19 

70-U44 

8310260332 

0310260019 

03/07/19 

FOIA 


8310260166 

6310260194 

83/10/12 

70-27 

8310260339 

0310260331 

03/10/19 

50-329 

A 

6310260167 

6310260019 

03/07/19 

FOIA 

8310260337 

0310260019 

03/07/15 

FOIA 


8310260166 

6310260019 

83/07/19 

FOIA 

0310260338 

0310260019 

83/07/15 

FOIA 


6310860169 

6310260019 

83/07/19 

FOIA 

0310260339 

0310260334 

83/10/14 

50-209 

P 

8310260170 

6310260019 

83/07/19 

FOIA 

0310260340 

0310260331 

83/10/19 

90-329 

A 

8310260171 

6310260019 

03/07/19 

FOIA 

0310260341 

0310260019 

83/07/19 

FOIA 


6310260172 

6310260017 

03/07/19 

FOIA 

0310260342 

0310260334 

83/10/14 

90-289 

P 
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00102^03^4 

0310260331 

03/10/19 

90-359 

A 

83102^>O34S 

0310560019 

83/07/15 

FOIA 


B3 10260347 

8310260019 

83/07/15 

FOIA 


G3 10260391 

8310560019 

03/07/19 

FOIA 


B3 1 0260392 

03 1 0560340 

83/09/57 

40-6639 


0310260394 

0310260019 

83/07/19 

FOIA 


0310260396 

0310260019 

03/07/13 

FOIA 


031026039? 

8310260019 

83/07/13 

FOIA 


8310260361 

0310260019 

83/07/19 

FOIA 


0310260366 

03 I 02600 19 

83/07/19 

FOIA 


8310260372 

8310260019 

83/07/19 

FOIA 


0310260374 

0310260019 

83/07/ 1 9 

FOIA 


0310260379 

8310260371 

83/10/13 

CONTRACT 

831026037B 

8310260019 

03/07/19 

FOIA 


0310260384 

0310260019 

83/07/19 

FOIA 


8310260380 

8310260019 

83/07/19 

FOIA 


8310260394 

0310260019 

83/07/15 

FOIA 


0310260418 

8310560414 

83/09/29 

40-8783 


0310260432 

631 0260428 

83/10/21 

90-280 

F 

8310260439 

0310260431 

63/10/21 

30-263 

F 

0310260436 

8310260428 

83/10/21 

90-200 

F 

8310260430 

8310260431 

83/10/21 

90-263 

F 

8310270019 

8310270009 

83/10/27 

90-331 

F 

S3 10270017 

03 1 0270009 

03/10/21 

90-10 

F 

0310270019 

0310270009 

63/10/27 

90-331 

F 

8310270021 

8310270013 

03/10/21 

50-213 

F 

03 1 0270023 

0310270012 

03/10/20 

50-321 

a 

83 1 0270028 

0310270024 

83/10/21 

90-254 

F 

8310270032 

8310270024 

83/10/21 

90-294 

F 

0310270041 

8310270040 

83/07/06 

90-320 

P 

8310270042 

8310270039 

83/10/20 

50-309 

F 

0310270044 

0310270040 

83/07/06 

30-320 

P 

0310270049 

8310270040 

03/07/06 

FOIA 


8310270030 

8310270038 

03/10/09 

TOPREF 


031O27OOS3 

6310270049 

83/10/27 

30-389 

F 

8310270095 

8310270038 

03/10/09 

TOPREP 


8310270098 

831 0270092 

03/10/11 

90-334 

0 

8310270067 

8310270049 

83/10/27 

90-389 

F 

8310270079 

8310270071 

03/07/14 

FOIA 


8310270000 

83 1 0270074 

83/10/11 

FOIA 


8310270064 

8310270074 

83/10/tl 

FOIA 


0310270006 

8310270076 

03/10/20 

90-244 

F 

0310270092 

83 1 0270074 

83/10/11 

FOIA 


8310270094 

0310270076 

03/10/20 

90-244 

F 

03 1 0270097 

83 1 0270074 

03/10/11 

FOIA 


8310270100 

8310270074 

83/10/11 

FOIA 


0310270109 

0310270074 

83/10/11 

FOIA 


8310270107 

0310270104 

83/07/19 

FOIA 


8310270100 

8310270061 

83/10/10 

90-364 

a 

03 10270 1 09 

0310270074 

83/10/11 

FOIA 


8310270110 

0310270104 

03/07/19 

FOIA 


03102701 13 

8310270074 

83/10/11 

FOIA 


8310270119 

8310270061 

83/10/18 

90-364 

8 

0310270116 

0310270074 

03/10/11 

FOIA 


8310270122 

8310270074 

83/10/11 

FOIA 


0310270125 

8310270119 

83/10/21 

90 '289 

F 

031 02701 2T 

8310270074 

83/10/11 

FOIA 


83 I 02701 33 

8310270074 

83/10/11 

FOIA 


8310230134 

8310270120 

03/10/11 

90-454 

Q 

8310270136 

8310270026 

83/10/20 

90-369 

F 

6310270138 

8310270133 

03/07/19 

FOIA 


6310270139 

93 1 0270074 

03/10/11 

FOIA 


8310270140 

6310270120 

83/10/11 

90-494 

Q 

0310270144 

831 0270074 

83/10/11 

FOIA 


8310270149 

0310270132 

83/07/19 

FOIA 


8310270146 

8310270026 

83/10/20 

90-369 

F 

0310270147 

8310270074 

83/10/11 

FOIA 


8310270149 

0310270143 

03/10/29 

50-244 

0 

8310270191 

8310270074 

03/10/11 

FOIA 


8310270193 

0310270129 

83/10/14 

50-250 

P 

83 102701 96 

0310270074 

03/10/11 

FOIA 


8310270137 

8310270141 

83/09/30 

40-8781 


8310270190 

8310270199 

03/10/21 

90-219 

Q 

031027019? 

8310270074 

83/10/11 

FOIA 


0310270161 

8310270129 

03/10/14 

90-250 

P 

0310270163 

6310270074 

03/10/11 

FOIA 


8310270168 

03 1 0270074 

03/10/11 

FPIA 


8310270169 

0310570164 

83/10/13 

70-371 


8310270170 

8310270074 

83/10/11 

FOIA 


8310270171 

0310270163 

03/10/21 

90-329 

Q 


ACCESSION NUMBER 



PRINCIPAL 

DATE 
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ISSUED 

CATEOQRV 

8310270174 

0310270074 

83/10/11 

FOIA 


8310270176 

8310270165 

83/10/21 

50-329 

Q 

8310270177 

0310270074 

83/10/11 

FOIA 


0310270178 

0310270164 

03/10/13 

70-371 


8310270182 

8310270074 

83/10/U 

FOIA 


0310270166 

0310270074 

03/10/11 

FOIA 


8310570109 

0310270074 

03/10/U 

FOIA 


0310570194 

8310270184 

83/10/07 

50-29 

Q 

8310270196 

8310270190 

83/10/24 

50-319 

F 

8310270208 

8310270200 

83/oa/oa 

90-309 

F 

0310270212 

8310270207 

83/10/10 

50-220 

Q 

8310270213 

8310270204 

83/10/10 

90-319 

8 

8310270216 

8310270200 

83/00/08 

50-309 

F 

8310270217 

8310270207 

83/10/18 

50-220 

Q 

0310270221 

0310270219 

83/10/24 

50-195 

P 

8310270223 

8310270204 

83/10/10 

50-3 1 5 

a 

8310270230 

8310270229 

03/10/20 

50-273 

a 

0310270243 

0310270232 

83/10/13 

50-57 

p 

0310270266 

6310270297 

03/10/21 

50-329 

0 

8310270271 

0310270204 

83/10/18 

50-319 

s 

0310270286 

8310270281 

03/07/10 

FOIA 


8310270295 

8310270291 

83/10/11 

50-134 

Q 

0310270303 

0310270294 

83/10/14 

50-266 

O 

8310270313 

0310270294 

83/10/14 

50-266 

Q 

B3102703S4 

0310270304 

83/10/03 

50-209 

Q 

0310270334 

8310270327 

83/10/20 

50-366 

P 

0310270348 

8310270338 

83/10/17 

50-275 

0 

6310270352 

8310270341 

83/10/21 

50-329 

Q 

0310270354 

0310270347 

83/09/29 

50-251 

S 

8310270396 

8310270268 

83/10/24 

50-352 

0 

0310270359 

0310270347 

83/09/29 

50-263 

8 

8310270361 

6310270390 

63/10/25 

50-279 

0 

8310270362 

831 0270268 

03/10/24 

50-352 

0 

0310270364 

0310270347 

03/09/29 

50-263 

8 

0310270360 

8310270268 

83/10/24 

50-352 

0 

0310270377 

8310270330 

03/10/17 

50-279 

0 

0310270378 

8310270374 

83/10/21 

50-340 

P 

0310270300 

831 0270347 

83/09/29 

50-266 

9 

0310270390 

8310270347 

03/09/29 

50-263 

a 

0310270396 

8310270393 

83/10/21 

50-209 

F 

8310270410 

0310270347 

03/09/29 

50-263 

8 

8310270414 

8310270347 

83/09/29 

90-263 

S 

8310270415 

8310270347 

03/09/29 

50-28 S 

8 

8310270418 

8310270347 

83/09/29 

50-202 

8 

8310270421 

0310270347 

83/09/29 

50-282 

B 

8310270423 

8310270422 

03/10/14 

50-440 

0 

8310270425 

0310270347 

03/09/29 

50-202 

S 

8310270426 

0310270422 

83/10/14 

50-44C 

0 

8310270427 

8310270347 

83/09/29 

50-282 

8 

0310270429 

8310270347 

83/09/29 

50-306 

8 

8310270440 

0310270438 

83/10/13 

50-305 

0 

8310270490 

0310270446 

83/10/14 

50-253 

Q 

8310270453 

0310270449 

83/10/24 

50-307 

P 

8310270457 

8310270449 

83/10/24 

50-387 

P 

8310270462 

8310270449 

83/10/13 

50-443 

Q 

8310270470 

0310270468 

03/10/04 

FOIA 


8310270474 

8310270449 

03/10/13 

50-443 

0 

8310270485 

83 10270481 

03/10/21 

50-317 

F 

0310270505 

8310270501 

03/07/28 

FOIA 


8310270510 

8310270491 

83/10/21 

50-155 

F 

6310270521 

8310270918 

83/10/21 

50-344 

F 

0310270524 

8310270919 

03/09/27 

40-8698 


8310270534 

9310270532 

03/10/21 

50-29 

F 

8310270537 

0310270926 

03/10/21 

90-10 

F 

8310270547 

0310270941 

83/07/22 

50-277 

0 

8310270569 

0310270592 

83/10/21 

50-461 

F 

8310270572 

8310270566 

83/10/29 

50-279 

F 

0310270574 

8310270998 

83/10/21 

50-461 

F 

0310270579 

8310270966 

83/10/29 

50-279 

F 

8310270977 

8310270567 

83/10/21 

CONTRACT 


8310270580 

8310270566 

83/10/29 

50-279 

F 

0310270505 

8310270981 

83/10/06 

50-220 

Q 

8310570586 

8310270582 

83/10/29 

50-275 

F 

8310270908 

8310270582 

83/10/29 

90-275 

F 

8310270593 

8310270590 

83/10/25 

50-195 

F 

8310270597 

8310270590 

03/10/25 

90-155 

F 

8310270998 

8310270594 

83/10/21 

TOPREP 


8310270606 

0310270996 

83/10/19 

CONTRACT 


8310270639 

8310270635 

83/10/03 

40-672 


0310270644 

8310270635 

83/10/03 

40-672 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCEBSIOM 

NUMBER 




ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 



PR I NCI PAT. 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

IS8UE0 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8310270647 

0310270635 

03/10/03 

40-672 


0310200322 

0310200321 

63/09/06 

40-1341 


8310270653 

0310270635 

03/10/03 

40-672 


B3 103 10032 

0310310027 

83/10/25 

50-261 

P 

8310270656 

0310270635 

03/10/03 

40-672 


0310310046 

0310310043 

83/ 10/26 

50-333 

P 

Q3103B0006 

03 1 0280002 

03/10/20 

50-362 

A 

0310310056 

0310310031 

83/07/06 

50-290 

P 

8310200017 

031O2BOOO7 

03/10/10 

TOPREP 


0310310050 

8310310031 

03/07/06 

50-333 

P 

8310280019 

0310200014 

03/10/21 

50-400 

E 

0310310061 

8310310031 

63/07/06 

SO-271 

P 

8310280020 

8310200016 

03/10/21 

50-142 

T 

0310310064 

8310310031 

63/07/06 

SO-270 

P 

8310280027 

B3102B0022 

03/10/24 

50-327 

P 

0310310065 

8310310062 

63/10/26 

50-412 

K 

8310280033 

0310280026 

03/10/13 

XPORTLIC 


0310310067 

8310310031 

63/07/06 

50-250 

P 

8310200040 

0310200021 

83/10/24 

50-327 

P 

0310310060 

8310310031 

63/07/06 

50-250 

P 

8310280048 

8310200036 

83/10/21 

50-275 

Q 

0310310070 

9310310031 

B3/O7/06 

50-230 

P 

8310200054 

0310200044 

83/10/24 

50-333 

F 

0310310072 

6310310031 

B3/07/06 

50-245 

P 

0310280067 

8310200060 

83/10/21 

50-275 

0 

0310310073 

8310310031 

03/07/06 

50-244 

P 

8310280068 

8310200062 

83/10/19 

CONTRACT 


0310310076 

8310310031 

63/07/06 

50-244 

P 

8310280076 

8310200073 

03/10/25 

50-329 

0 

0310310077 

8310310031 

03/07/06 

50-315 

P 

8310280092 

83102BOOB5 

83/10/14 

50-348 

P 

S3 103 10080 

8310310031 

03/07/06 

50-316 

P 

8310200104 

8310200074 

83/10/20 

CONTRACT 


□310310116 

0310310097 

03/09/1? 

FOIA 


8310200107 

831 02801 03 

03/09/21 

WASTE MOT 

0310310130 

B310310I26 

03/10/26 

50-416 

Q 

8310280110 

031 0280 106 

83/10/24 

PROJ 


□310310131 

B3 1031 0097 

83/09/19 

50-289 

P 

8310280114 

03 1 0200085 

63/10/14 

50-340 

P 

8310310133 

0310310120 

83/ 10/20- 

50-322 

0 

8310280115 

0310280100 

03/10/21 

50-289 

P 

8310310136 

B3 10310097 

63/09/19 

FOIA 


8310200116 

0310280111 

63/09/19 

WASTE MOT 

0310310140 

0310310097 

83/09/19 

FOIA 


8310280183 

0310280119 

63/10/20 

50-31 1 

0 

D310310151 

0310310149 

63/10/21 

50-500 

A 

8310260133 

0310280079 

83/07/28 

FOIA 


8310310154 

8310310149 

03/10/21 

50-500 

A 

8310260134 

0310280128 

03/10/87 

50-409 

p 

8310310163 

8310310158 

03/ 10/25 

50-409 

Q 

8310260136 

83 10280079 

83/07/28 

50-344 

8 

0310310164 

B310310161 

03/10/25 

50-320 

Q 

8310280137 

8310280133 

83/10/25 

CONTRACT 


8310310176 

0310310173 

B3/10/12 

50-283 

Q 

8310260138 

8310280079 

83/07/20 

50-344 

8 

8310310177 

0310310178 

03/10/12 

50-292 

Q 

8310260142 

8310280140 

83/10/12 

50-334 

F 

8310310104 

6310310101 

63/10/27 

50-275 

0 

8310260146 

0310280144 

83/10/25 

50-322 

U 

8310310214 

0310310213 

63/10/19 

50-320 

P 

8310200149 

8310200140 

83/10/19 

50-259 

P 

8310310224 

8310310222 

83/10/25 

50-322 

□ 

8310260150 

0310200140 

83/10/19 

50-259 

P 

8310310229 

0310310225 

63/09/21 

50-311 

O 

0310260151 

8310200140 

83/10/19 

50-259 

P 

8310310230 

8310310227 

B3/10/i3 

50-317 

Q 

0310260163 

8310200161 

83/10/27 

50-409 

P 

831031023B 

6310310220 

83/10/24 

50-410 

C 

8310200167 

8310200165 

03/09/21 

40-899 


8310310241 

031031023? 

63/10/14 

50-27 

o 

0310200166 

0310200079 

03/07/88 

50-266 

8 

□310310243 

8310310220 

83/10/24 

50-410 

K 

8310800170 

0310280165 

03/09/21 

40-299 


□310310249 

8310310233 

63/10/17 

50-73 

0 

□310280171 

0310280079 

83/07/20 

50-866 

8 

□310310251 

8310310246 

83/10/14 

50-275 

Q 

8310260175 

8310280165 

83/09/21 

40-299 


8310310264 

8310310256 

03/10/07 

50-445 

Q 

8310280177 

8310200165 

83/09/21 

40-299 


8310310201 

8310310274 

05/10/26 

50-275 

0 

8310200178 

8310200165 

03/09/21 

40-299 


8310310286 

031031027? 

63/10/14 

50-290 

0- 

8310260179 

8310200172 

03/10/14 

50-2G9 

P 

8310310207 

8310310262 

63/10/20 

70-1100 


0310260193 

8310280176 

03/09/23 

50-400 

Q 

8310310293 

031031026? 

83/10/12 

50-461 

O 

0310200197 

8310200176 

03/09/23 

50-400 

A 

8310310301 

031031029? 

B3/10/17 

50-344 

P 

0310200199 

83102B01D9 

03/10/18 

50-450 

A 

8310310302 

8310310294 

63/10/10 

50-267 

Q 

0310200202 

B3 102801 76 

B3/09/23 

50-400 

A 

0310310304 

03 103 10296 

63/10/13 

50-312 

a 

□310200207 

8310280176 

03/09/23 

50-400 

A 

8310310312 

031031030? 

63/10/27 

50-412 

F 

0310200209 

0310280191 

B3/10/26 

50-10 

r 

0310010333 

8310310325 

63/10/10 

50-305 

Q 

0310200211 

0310280176 

03/09/83 

50-400 

A 

8310310341 

8310310332 

63/10/13 

50-275 

a 

0310200214 

0310260176 

03/09/23 

50-400 

A 

□310310343 

631031033S 

63/10/13 

50-410 

Q 

8310280215 

0310280206 

83/10/25 

50-373 

F 

0310310346 

8310310352 

03/10/13 

50-275 

Q 

031O2BO216 

0310280176 

03/09/23 

50-400 

A 

0310310347 

0310310342 

03/10/26 

50-341 

Q 

8310280220 

8310280212 

83/08/84 

50-358 

Q 

0310310353 

8310310336 

03/10/21 

50-352 

0 

8310260222 

03 10280 176 

83/09/83 

50-400 

A 

0310310354 

8310310332 

63/10/13 

50-275 

Q 

8310260224 

0310280212 

83/00/24 

50-358 

A 

0310310357 

8310310352 

03/10/13 

50-139 

0 

8310260225 

8310280176 

03/09/23 

50-400 

A 

0310310362 

8310310356 

03/10/26 

40-2061 


8310200229 

8310280212 

03/00/24 

50-350 

A 

0310310371 

8310310336 

03/10/21 

50-352 

0 

8310200231 

0310200212 

03/08/24 

50-350 

A 

□310310379 

0310310376 

03/10/25 

50-155 

p 

8310260236 

83102B0176 

03/09/83 

50-400 

A 

□310310300 

8310310375 

83/07/1? 

40-8084 


0310200230 

8310200176 

83/09/23 

50-400 

A 

□310310303 

0310310376 

03/1O/S5 

50-155 

p 

8310280242 

0310280176 

83/09/23 

50-400 

A 

□310310380 

0310310304 

83/08/10 

50-267 

p 

8310260244 

0310200176 

83/09/83 

50-400 

A 

0310310393 

83103103B4 

03/00/10 

50-267 

p 

6310200246 

8310280176 

83/09/83 

50-400 

A 

03103 1039B 

831 03103 ?6 

03/10/13 

00-526 

Q 

0310200240 

8310200176 

03/09/23 

50-400 

A 

0310310400 

8310310397 

03/10/17 

50-409 

□ 

8310200250 

8310200176 

03/09/23 

50-400 

A 

0310310405 

8310310401 

03/10/12 

50-312 

Q 

0310200254 

8310200176 

63/09/23 

50-400 

A 

0310310407 

8310310397 

B3/10/17 

50-409 

Q 

0310200256 

8310200176 

03/09/23 

50-400 

A 

0310310408 

83 10310402 

03/10/05 

50-362 

□ 

0310200257 

0310200252 

03/10/25 

50-277 

F 

8310310413 

8310310410 

03/10/21 

50-289 

P 

0310200259 

8310200176 

83/09/23 

50-400 

A 

8310310417 

8310310411 

63/10/17 

50-329 

□ 

8310200261 

0310200253 

03/10/25 

50-3 

F 

□310310418 

6310310414 

63/10/25 

70-2430 


831 0200263 

8310280176 

03/09/23 

50-400 

A 

B3103L0425 

831031041? 

63/10/25 

70-2319 


0310200265 

8310200176 

03/09/23 

50-400 

A 

0310310430 

8310310420 

03/10/14 

7 1 -9006 


8310200267 

8310200253 

83/10/25 

50-3 

F 

0310310435 

8310310433 

03/10/13 

50-267 

P 

8310200270 

8310200176 

03/09/23 

50-400 

A 

0310310438 

831031042? 

03/10/24 

50-327 

P 

8310200271 

8310200252 

03/10/25 

50-277 

F 

03I03L0440 

631031043? 

03/10/14 

50-321 

P 

0310200295 

0310280203 

83/10/13 

WASTE MOT 

0310310454 

8300310050 

03/10/14 

50-322 

0 

0310200299 

8310200176 

03/09/23 

50-400 

A 






0310200303 

0310280176 

83/09/23 

50-400 

A 






B3 10200313 

B3 102603 11 

83/10/25 

50-213 

F 






8310260314 

8310280307 

03/10/25 

50-10 

F 









APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories Included are 

1. Application for construction permit. 

2. General Information submitted with construction permit application 

3. Amendments and changes to items I and 2 , 

4. NRC questions^ requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR), 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc,). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters higliliglUed by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A, 

1, Preliminary Safety Analysis Report (FSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 



3. Transmittal and acknowlodgemeiit letters. 

4. Certificates of service to the PSAR 

C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A> D, M, P or R. 

L Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER, 

5. NRC questions, requests foi additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

Tliis category is strictly limited to the items listed below. Otlier environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) StatenieiUs (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues oi of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 
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1. Safety Evaluation Report (SER) prepaied by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SER. 

3. Correspondence relating to SER. 

4 Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional infoimation for use in prcpaiing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters, 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information stibniitted as part of the PSAR 
or FSAR is excluded. 

K Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplcmenls, clianges and revisions to plans. 


G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains ail non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) healing related documents. 

2. Federal leglsler notices regarding hearings. 

3. Requests to make appearances at hearings, 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g,, SER, FES) to the boards. 

6. Correspondence to and from intervenors, 

7. Board ordeis and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 


Tins category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications. 

2. Changes in structure of organ rati on. 

3 Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6 Correspondence on strictly administrative matters. 

7. Letters of support^ concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

I, FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1, Company annual reports. 

2. Separately submitted financial information and lelated correspondence, 

J. INSURANCE AND INDEMNITY INFORMATION 

1, Indemnity agreements and amendments, 

2, Endorsements insmance policies. 

3, Other correspondence regarding indemnity and insurance niatteis. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR. 
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L, LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 


Tills category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

L Limited Work Authorizations (LWA) and amendments. 

2 Correspondence pertaining to work performed under LWA s. 


M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review'’ 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3 All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports, 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage {category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes 

2. Technical specifications and changes. 
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3. Backup teclinical documents (e.g<, topical reports) submitted in suppoit of items 1 and 2 

4 Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR) 

6 All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

1. Correspondence regarding codes (eg., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP) 

9, Results of surveys or tests conducted in accoi dance with the technical specifications (not 
periodic reports, which fall in category R), 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical), 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool, 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin, 

19. Reports of site visits. 

Q, INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncoiiipliance. 

6. Pre*service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s), 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R PERIODIC OPCRATINC REPORTS AND RELATED CORRESPONDENCE 
Tins ciJtegoiN iiKludes penoiliL lopnrts ol ti louline niilino 

1 Monlld^ sciinaniuial or antuial opcjatini; roporis (otlicr lluin InuiiKUsI), 

2 PenodiL envn oiuncnlal nioniiurmg. ctllueni lesting. oi siniilai reports 

3 Periodic personnel exposure ie ports 

4 Operational Logbooks 

Logbooks on bnvi ion menial Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems (*oie 
Plant Status Summarv Sheets 

5 Correspondence oi olhci doLumenls lelaling to the above hsled items 


S REPORTABLE OC’CURRENC LS. PNOs. PNSs AND RELATED CORRESPONDENCE 

Tins categoiy contains all maieiials lelaling lo abnoinniL uimsuaL reportable oi nonroutinc occur- 
rences or events This mcliides 

L All 244unit. lO-day. 40-dav inlerini and llnal Licensee Event Reports (LERs) and fotlow-iip 

correspondence (also called mcidenl leports, abnornuil occurrence reports and reportable 

occurrences) 

2 . Potential or possible lepoi table dclicicncy reports and lelalcd coirespondcnce. 

3 Personnel exposure repoils 

4. Construction deHciency reports submitted under 10 CFR 50 55e, 

5 Preliminary Notification of Occurrence (PNOs) and Prclinimary Notification of Safeguards 

Events (PN s) 

6, Environmental Technical Specilicatioiis violation icpoils and latviromnenlal Event reports 

7 Pail 21 Reports of defects and noncumpliancc 

8 Coirespondenco or other documents relating to items 1-7 

T TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-lor-word transcripts, except for antitrust matters (category N). 
Icslimony and briefings, and congressional matters (category U), 

L Atomic Safely and Licensing Board (ASLB) and AloiiiK Safety «md Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements stibnnttcd lo ASLB and ASLAB 
3 Commission meeting transenp’ 

4, NRC staff briefings to the Coiniiiission. 

5, Slalements and \xriiien testimony siibiimted at Commission meeting or hearings. 

6, Transcripts ol utility briefs to NKC stalf. 

7, Advisory Cuinmittcc on Reactor Safeguards (ACRS) meeting traijscripts. 

8, Corrections to above items. 
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U. CONGRESSIONAL/nXECUTiVE CORRESPONDENCE 


This czitegory conlaiiis currespandencc dii substantive nialters Routine responses to constituent 
inquiries arc Hlccl iii category i\ 

1 SltilcnieiUs and testimony before Congress or before bodies/conimiltees appointed by the 
Executive or Legiskitivc Branches 

2 Preparatory and backup documents for item 1 

3 Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch uii other than constituent tespunse matters 


V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 
] Operator licenses or administralivc information bearing on licensing of operators. 

2 NRC examination results 

3 Power jilant examiiuilion summary sheet. 


W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
Items Irom the application for termination of iFic operating license onward 

1. Application fur authority to volunlarity surrender license. 

2. Application lo dismantle the facilUy and dispose of component parts. 

3 Technical documeiUs submitted m support of items 1 and 2, such as: Decommissioning Plan, 
Dismantling Plan, Envlronnienlal Report on Dismantling, Safety AnalyvSis Report on Decom- 
missioning, 

4. Documents relating to disposal of radioactive malcnal and decontamination of the site. 

5. Other correspondence relating to above items 

6. Ail documentation relating to the ongoing operation of the plan, formerly filed in culegory P. 


X. ONSITE LOW-LEVEL WASTES STORAGE 

Tills category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, the associated Docket-SO number will also be identified. 

1. License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation, {Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2, All related correspondence and reports to the above. 
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DEFINITIONS OF NONDOCKETED CATEGORIES 

lOCFR - Coiiimission Meeting Records 

This caiegoiy contains tlocinneniation pertaining to open and closed Commissioii meeiings Ii 

includes 

L Sunshine Act Fedeial Register notices. 

2. Full, written explanation of closed meetings. 

3. Ceitification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the j3ublic disclosure of transcripts of 
Commission meetings. 

5. Veibalim unorficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Fart 
the Sunshine Act, and Commission policies. 

6. linclosures to released tianscripts, including applicable viewgraplis, staff papers, and siaff 
concspondence, 

7. Staff lequirenients memoranda for open meetings; memoranda to record; lecord of votes of 
Commissioners on items under consideration at meetings 


ACRS “ Advisory Committee on Reactor Safeguards 


This catcgoiy contains documentation pertaining to the responsibilities of the Advisory Coninniiee 
on Reactoi Safeguards, ACRS serves as an independent advisory commitiee to the Comimssion m 
safcly-ielatcd aieas. The committee provides advice with respect to the hazards of new or exist- 
ing miclcai facilities and the adequacy of related safety standards. The doctinients in this category 


I 


1 . Veibalim transcripls of ACRS subcommUtee and full committee nicelmgs relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated repoits, memoranda and correspondence that arc publicly available 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Coinniittee on Reactor Safeguards. 


ADVCM - NRC Advisory Committees 


This category contains documentation 
other than the Advisory Committee on 


pertaining to the responsibilities of aU NRC advisory committees. 
Reactor Safeguards. The documents in this category ate: 


1 . Charters of each advisory committee. 


2. Verbatim transcripts of committee meetings. 
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3 . Meeting announcements; description of meeting agendas. 

4. Committee generated reports, menioranda^ and correspondence that are publicly available. 

5. Committee related correspondence. 


COMMISSION “ NRC Commissioners 

This cafegory contains documentation pet taming lo the daily conduct of Commission business in 
ihe on ICC of the Comnirssioiieis, including' 

] Incoming and uiiiguing coriespondence to and fiorn the Commissioners relating to official 
NKC business, iiKluding reports and olhci enclosures. 

2. Travel vouchers, telephone logs and official appointment calendars ol individual Commissioners 

3. Weekly (nformation Reports (SECY series number) prepared by the Executive Directoj foi 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE' For transcripts of Commission meetings, see lOCFR category. For all other staff papers 
with n SECY series designation prepared for Commission review, sec SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documenUUon pertaining to AEC and NRC contracts and Interagency 
Agreenienls, including: 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (JFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contiacl number, piojcct title, coiUractoi 
name, contiacl type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 


DISCLOSURE - Financial Disclosure Information 

Tliis category contains financial disetosure information in accordance with the Ethics in Government 
Act of im 


FOI A - Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released m accordance with the 

provisions of the Freedom of Information Act (FOIA), Documents in this category include, 

U Requests made by any member of the public (assigned an identifying nunibei YY-NNN 
for last two digits of the year-numericat sequence) foi NRC lecords made in accoi dance 
with the piovisions of the Freedom of Information Act. 

2, Correspondence he i ween the NRC and the requester relevant to the processing, appeal, 
dimial or granting of an FOIA request. 

3, Recoids or poi lions of records released in response lo specific requests made under FOIA. 
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GEN TECH IS - Generic Technical Issues 

This Cdtegury cuniains lecords pei taming to umeiulved satety issues ol a generic iiaiuie tlial aic 
being aniily/ed by the Division ol Nucleai Reacioi RegulitUon, 

I Diaft lepuits ot action plans to accomplish generic tasks in the leguKuoiy program 

2. Correspondence with industiy and inieriuil con espondence legjii cling the methodologies, 
analyses, and prugiaminatic and technical aspects of issues. 

3 Meeting notilications and minules 

4. Intel im lindings and status repoils on generic tasks addiessmg related aspects of geneiic 
technical issues. 


I&E — Inspection and Enforcement 

This caiegoiy contains bulletins, ciiciilats and iiiloinu,iion notices that are issued by the Otficc o! 
Inspection and hnroicoineni. These issuances desciibe piiriiculai events ihui occui at a lacilny 
lhai may requiic some lollow-up action on llie pail ol licensees. Also included in this catcgoiy 
aie pielimlnaiy notihcaiions ot events (PNOs) 

1. l&E Ciiculais, which desenbe an event at a licensed lacility and aie mlmmational in naluic 

2 . l&E Infoimaiion Notices, which are sinnlar U) eiicuhiis but are preliminary in nature and 
issued shoilly aliei an evcMit has occurred. 

3. I&H Bulletins, which dcsciihe an event at a licensed facility and leqiiesi all iccipienis to 
peilnini ceilam actions as a losult ol this event. 

4. Pielimmary Notifications ol Tvents (PNOs), which piovide updated inlormation ol an cvcni 
ol safely oi public mieiest sigiiificaiKe 

NOTH: For letters foi warding the above issuances, utility responses to such issuances, and 
1 elated correspuiulencc, see Category Qof individual ducket categories. 

MISC - Public Document Room Miscellaneous 

This categoiy contains documents that do not fall into the scope o! tlic other iioiulockcted 
categories. 

NUREG NUREG Reports and Related Correspondence 

Tiiese documcnis arc foimal repoits issued by the LIS. Nuclear Regulatoi)' Commission which 
carry the NUREG senes code and coirospondcnce peuiiiniiig to those icpoits. NURECi lepoits 
aie accounts of woik peifoiined eithei by the NRC stall' oi by NRC contraciois, 

1. These lepoits are normally final work products and arc charactcri/etl by the lolluwing criteria: 

a. They aic picdoctsional documents which picsent infoimation to be cousideiec! in 
Commission licensing and policy decisions 

b. They piescni the results ol Commission licensing and policy decisions 

c. They piesenl ihe lesults of lechnical lescarch conducted !oi the Commission 

2 . Coiiespondence fioni industiy, goveimiicm and inleicsted nicmbeis ol the public commenting 
on leports oi requesting claiificalion or interpretation 

3. Internal NRC memoranda summaii/ing lueeungs oi discussions pei taming to the content ol 
the icporls. 
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ORG — Correspondence with Other Organizations 

This category contains correspondence witli professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are; 

1 . Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the Internationa] Atomic 
Energy Agency, 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with tlie role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes, 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2, Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4, Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1, Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations^ public interest groups and 
others in favor of or in opposition to the PRM. 

NOTE For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category, 

For Commission review of staff recommendations, see the lOCFR category, 

PROJ - Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects: (!) commercial nuclear power 
plants for which NRC has full licensing responsibilities, and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a 
prefix, followed by a series of numbers. 

1. ‘Tre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters, These are 
the same categories as those used for the Docket 50 senes. 

A. Apphcation/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility, 

2. Amendments and changes to the PSAR, 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G, Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 
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Q. Inspection Reports 

1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of tlie Code of Federal 
Regulations and include. 

1 . Reports by firms involved in the nuclear industry concerning nonconipliance with NRC regu- 
lations or tlie existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency, 


QA999 - Qualify Assurance Inspections 

This category contains inspection reports of vendors* quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B> vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other folJow-up correspondence associated with the resolution 
of inspection findings. 


REGGD — Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 



staff for implementing specific parts of the NRCs regulations. They also delineate techniques used 
by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 


1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held m the NRC to discuss proposed Regulatory Guides. 

NOTE For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES — Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1 . Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. "'Quick look"' reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE; For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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defined tecluiical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of researdi 
projects, new research projects, and priorities within the technical areas covered by t le researc i 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
Views. 

3. Research plans and predicted results of major experiments; presentations by researdi contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 

RAf - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings, 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, wliich normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE, For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG — State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; ( 2 ) the Agency’s role in assisting 
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State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting It includes: 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding. 

a, cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and trauung programs on current 
matters of policy and regulations ;i.e. decommissioning and facdity siting 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTH: For specific uranium nulling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP — Vendor Reports and Related Correspondence 

TUk c-iteaorv contains topical reports, generally of a technical generic nature, submitted by 

p.rLln6 .0 .he NRC ...iew of ,he». ,ep«,.s. Geoenl venta 

related correspondence that is not docket specific is also included m this category. 

1 Topical reports, dealing with such tedmical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3 torrosponOence bo.woon NRC .nd -endcs pertainiog .0 .he ..*w of sobmpu.!.. 

4 .ge..d.s, co.,e.p<.nd.oce p.,.,n.n. .0 -ndo, .e..™les. 

programs, methodologies and design cnteria. 

. 1 ...H hv utilities that are written by vendors on their behalf and that 

NOTE: For reports subm tted by ut it t P 50 series, 

relate to docketed cases, see the categories lor 


waste MGT - Nhclea, Wa,.. Manage™. 

Tl,i. c..ago.y E .oplcal assigned • 

wVpS' “m.n.s f "■ , , 

SXrr-s.\e d^n,n.n.s . .his ea.ego. -- 

, Mce.>hg agenda - -"-jLSrr .e...nn.s. 

.heir geological exp oia . ^ 

3. B-lenngs by DOE on being eondneed on SP 

management. 



3. Correspondence pertaining to NRC’s advisory role in providing DOE with technicaJ assistance 
in the Waste Isolation Pilot Plan (\VIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC - Export and Import Licenses 

Tfus category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are* 

1. License applications and amendments to export or import special nuclear mateiial, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
mimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of impoil or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE. For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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